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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan.  ^  ^BRABY  OF  THE 

HOURS  FOR  CONSULTATION 
lOjAJ’tM.  tc£-l  & 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  .the.hoarti,  will  be  seen 
only  between  tha  '.tenMn  fm*”  morning  and  one  in 

the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  isrto  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 

and  will  'be  called  in  Room  1013,  Tuesday,  January  7,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  January  14,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
tion  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  December  31,  1929, 

10  A.  M. 

Minutes  of  Regular  Meeting,  December  31,  1929, 

2  P.  M. 

Reserve  Calendar. 

Progress  Report. 
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William  E.  Walsh,  Chairman 
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DOCKET. 

New  Cases  Filed  up  to  December  31,  1929,  Inclusive. 

Cal.  No.  Department.  Premises  Affected. 

765-29-A . F.D . 139-141  W.  19th  st.,  Man., 

_ _  F-67062. 

764-29-BZ . B.B.Q.... 60-21  Ralph  st.,  Ridgewood,  Q., 

_ _  Report  No.  4025 

763-29-S . F.D . 118-120  E.  129th  st.,  Man., 

_ ____  L.  D.  57784 

762-29-BZ . B.B.Bx. .  .4618  Bronx  blvd.,  Bx., 

_  N.  B.  1413-29 

761-29-A . F.D . 98-106  William  st.,  Man., 

_  F-66217  &  F-66218 

760-29- A . F.D . 1325  Grand  st.  (rear),  Bklyn., 

_  F-58958 

759-29-S . F.D . 1301-1325  Grand  st.,  Bklyn., 

_ _ y  ”  L.  D.  58961 

758-29- A . F.D . 1301-1325  Grand  st.,  Bklyn., 

’  L.  F.  58964 

757-29-A . F.D . 143-149  W.  19th  st.,  Man., 

'  F-67027 

756-29-S . F.D . 237  W.  56th  st.,  Man., 

L.  D.  60844,  L.  D.  60845  & 
_  L.  D.  60846 

755-29- A . F.D . 237  W.  56th  st.,  Man., 

_  F-60847  &  F-60848 

754-29-A . F.D . 1-5  E.  105th  st.,  Man., 

~  L.  C.  45270 

753-29-S . F.D . 866-868  Sixth  ave.,  Man., 

"  L.  D.  59313 

752-29-BZ . B.B.B _ 8801-8809  Fourth  ave.,  Bklyn., 

’  *  ’  *  Applic.  17892-29 

751-29-BZ . B.B.M.... 24-42  Sixth  ave.,  Man, 

_ _  Alt.  2458-29 

Restored  to  Calendar. 

1063-27-BZ . B.B.Q....  14912  North  Conduit  blvd,  Ja- 

_  -  maica,  Q,  Alt.  4116-27 

221-28-BZ . F.D . 176-17  to  176-25  Baisley  blvd, 

St.  Albans,  Q, 

_  Plan  No.  362-28 


F.D - 

H.D. . . 
B.B.B. . 
B.B.M. 
B.B.Q. 
B.B.R . 
B.RBx 
T  II. D. 


CODE. 

. Fire  Department 

. Health  Department 

...Bureau  of  Buildings.  Brooklyn 
..Bureau  of  Buildings.  Manhattan 

. Bureau  of  Buildings,  Queens 

.Bureau  of  Buildings.  Richmond 

. Bureau  of  Buildings.  Bronx 

....Tenement  House  Department 


TUESDAY,  JANUARY  7,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

399-29-BZ. 

APPLICANT— Mariano  Virzi,  for  Maria  Virzi,  owner. 
PREMISES — 223-225  Old  Town  road,  northwest  corner  of 
Sand  lane.  South  Beach,  Borough  of  Richmond. 
APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


403-29-BZ. 

APPLICANT— Joseph  A.  Walsh,  for  John  Roth,  owner. 

PREMISES— 8704  18th  avenue,  west  side,  58  ft.  south  of 
Benson  avenue,  Brooklyn. 

APPLICATION,  under  sections  7e,  7g  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

427-29-BZ. 

APPLICANT— Henry  C.  Brucker,  for  Daniel  Noble, 
owner. 

PREMISES— North  side  of  47th  avenue  (Hurd  avenue),  42 
ft.  west  of  Bell  avenue,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

464-29-BZ. 

APPLICANT— Harry  Colodny,  owner. 

PREMISES— 4432  Seton  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  (store)  on  the  first  story. 


512-29-BZ. 

APPLICANT— Henry  C.  Brucker,  for  Jennie  Marin®, 
owner. 

PREMISES— Southeast  corner  of  64th  street  and  Fresh 
Meadow  road,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


539-29-BZ. 

APPLICANT— Frederick  R.  Ryan,  for  Excel!  Garage  Co.. 
Inc.,  owner. 

PREMISES— 163-165  East  84th  street,  north  side,  185  ft. 
west  of  Third  avenue,  Manhattan. 

APPLICATION,  under  sections  7a,  7e  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


528-29-BZ. 

APPLICANT— Valentine  Avenue  Realty  Co..  Inc.,  owner. 

PREMISES— 2467  Valentine  avenue,  west  side,  56.8^  ft. 
north  of  East  188th  street,  The  Bronx. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  at  front  from  residence  to 
business  (store)  purposes. 


553-29-BZ. 

APPLICANT — Emil  Guterman,  for  Louis  Klein,  owner. 

PREMISES _ 1022-1032  Rockaway  avenue,  southwest  corner 

of  Linden  boulevard,  Brooklyn. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

554-29-BZ. 

APPLICANT — Emil  Guterman,  for  Rudolph  Peterson, 
owner. 

PREMISES — 13507  Van  Wyck  boulevard,  northeast  corner 
of  Rockaway  boulevard,  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

574-29-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Max  Tishman, 
owner. 

PREMISES — 296-300  Watkins  street,  west  side,  175  ft. 
south  of  Blake  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

593-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Newford  Realty 
Co.,  Inc.,  owner. 

PREMISES — 2367-2387  Gravesend  avenue,  northeast  corner 
of  Village  Road  South,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

610-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Edehvood  Realty 
Corp.,  owner. 

PREMISES — 202-212  Elmwood  avenue,  southeast  corner  of 
East  2nd  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

618-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Trojan  Holding 

Co.,  owner. 

PREMISES — 653-661  New  York  avenue,  northeast  corner 
of  Hawthorne  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 

station. 

642-29-BZ.  • 

APPLICANT — McCooey  &  Conroy,  for  Pari  Assets  Co., 
Inc.,  owner. 

PREMISES — 149-150  East  98th  street,  northeast  corner  of 
Union  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

~*J  resolution. 

Cl 
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10  PEKMI 1  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

699-29-BZ. 

APPLICANT — W.  Philip  McGovern,  for  St.  Thomas 
Aquinas’  Church,  owner. 

PREMISES — 1502-1558  Hendrickson  street,  southwest  cor¬ 
ner  of  Flatlands  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  an  “E”  area  district  the  erection  and  main¬ 
tenance  of  a  church  building  less  than  10  ft.  from 
the  street  line. 


JANUARY  7,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

484-29-A — 57-46  Flushing  avenue,  59th  drive  and  59th  street, 
Maspeth,  Borough  of  Queens. 

552-29-A — 46^-50  Hopkins  street  and  57  Ellery  street 
Brooklyn. 

601-29-A — 1393-1403  Lexington  avenue  and  142-158  East 
92nd  street,  southeast  corner,  Manhattan. 

639-29-A — 74-76  Murray  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
7,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

CAL.  NO.  522'29-BZ— Application,  August  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Wilvor  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  77-05  to  77-23  Roose¬ 
velt  avenue  and  37-62  to  37-70  78th 
street,  northwest  corner,  Jackson 
Heights,  Borough  of  Queens. 

cal.  no.  509-28-BZ— Application,  June  4,  1928,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Isidor  Mates,  applicant, 
on  behalf  of  The  Louis  Friedman  Realty 
Co.,  Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
95-20  Roosevelt  avenue,  southeast  cor¬ 
ner  of  95th  street  (Voorhees  street), 
Elmhurst,  Borough  of  Queens. 

CAL.  NO.  299-29-BZ— Application,  May  2,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Warner  Brothers  Pictures, 
Inc.,  applicant  and  owner,  to  permit  the 
extension,  from  a  business  and  from  an 
unrestricted  district  into  a  residence 
district,  of  a  proposed  business  build¬ 
ing;  premises  1262-1286  East  14th 
street,  west  side,  block  bounded  by 
Chestnut  avenue,  East  13th  street  and 
Locust  avenue,  Brooklyn. 

cal.  no.  108-29-BZ — Application,  February  19,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bruno  Reggio,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the 
storage  of  three  (.3)  pleasure  motor 
vehicles,  two  (2)  spaces  rented  to  per- 
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sons  not  residing  on  the  premises ;  prem¬ 
ises  1088-1090  Herkimer  street  and  10 
Louis  place,  southwest  corner,  Brooklyn. 

cal.  no.  468-29-BZ — Application,  July  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Julius  Kletsky  and  Sadie  Kletsky, 
owners,  to  pc  mit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  101701- 
101709  126th  street  and  12602-12610 
Rockaway  boulevard,  southeast  corner, 
South  Ozone  Park,  Borough  of  Queen*. 

cal.  no.  489-29-BZ — Application,  July  22,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Mary  G.  Leggett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores  and  offices)  ;  premises  1985- 
1995  Ocean  avenue  and  2002  Avenue  O, 
southeast  corner,  Brooklyn. 

CAL.  NO.  495-29-BZ — Application,  July  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  P.  Doyle,  applicant,  on  be¬ 
half  of  Jackson  Avenue  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  and,  also,  a  garage  for  more 
than  five  motor  vehicles ;  premises  north¬ 
west  corner  of  65th  street  and  Queens 
boulevard,  Woodside,  Borough  of 
Queens. 

cal.  no.  504-29-BZ — Application,  July  31,  1929,  under  sec¬ 
tion  7a  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Pretty  Wet  Wash  Laundry  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  extension  of  an  existing  laundry 
building ;  premises  west  side  of  Eagle 
avenue,  302.23  ft.  south  of  Westchester 
avenue,  The  Bronx. 

cal.  no.  505-29-BZ — Application,  July  31,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Alfred  J.  Boulton,  applicant,  on  be¬ 
half  of  Henrietta  Korman,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and  garage  for  more  than 
five  (5)  motor  vehicles;  premises  1631- 
1641  86th  street,  north  side,  430  ft.  west 
of  17th  avenue,  Brooklyn. 

cal.  no.  608-29-BZ — Application,  October  9,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  White,  applicant, 
on  behalf  of  James  P.  Reilly,  lessee,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  401-407  West 
207th  street  and  3876-3882  Ninth  ave¬ 
nue,  northwest  corner,  Manhattan. 

William  E.  Walsh,  Chairman. 


JANUARY  7,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

358-29- A — 2050-2062  Stillwell  avenue  and  2576  86th  street, 
southwest  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 


ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  January 
7,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  438-29-BZ — Application,  June  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Michael  Holzman,  applicant  .  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district, 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  408-418  Rem- 
sen  avenue,  west  side,  10  ft.  north  of 
East  58th  street,  Brooklyn. 

(  al.  no.  412-29-BZ — Application,  June  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  F.  P.  &  L.  Apartment  Building 
Corp.,  owner,  to  permit  in  an  “E”  area 
district  the  maintenance  of  a  dwelling 
which  does  not  conform  with  the  area 
requirements  of  the  zone  resolution; 
premises  west  side  of  Van  Sicklen  ave-  i 
nue,  473.11  ft.  south  of  Liberty  avenue,  j 
Jamaica,  Borough  of  Queens. 

cal.  no.  449-29-BZ — Application,  July  2,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  100  Orange  Street 
Corp.,  owner,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  busi-  I 
ness  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  94-98  Orange  street, 
south  side,  44  ft.  10  in.  west  of  Fulton 
street,  Brooklyn. 

cal.  no.  439-29-BZ — Application,  June  28,  1929,  under  sec-  j 
tion  21  of  the  building  zone  resolution, 
of  Jacob  L.  Holtzmann,  applicant,  on 
behalf  of  Hygrade  Cake  Baking  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  672  Bergen 
street,  south  side,  320  ft.  east  of  Vander¬ 
bilt  avenue,  Brooklyn. 

cal.  no.  245-29-BZ — Application,  April  11,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Yarm  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  i 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  222-228  Grand  ave¬ 
nue,  west  side,  68  ft.  north  of  De  Kalb 
avenue,  Brooklyn. 

cal.  no.  330-29-BZ — Application.  Mr.y  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hugo  E.  Magnuson,  applicant,  on 
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behalf  of  Frederick  Prisco,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  southwest  corner 
of  Kissena  road  (boulevard)  and  Vleigh 
road,  Flushing,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  14,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

519-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Grazia  Martinelli, 
owner. 

PREMISES — South  side  of  133th  avenue,  172.62  ft.  west  of 
Oregon  place,  South  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop  and,  also,  a  gasoline 
service  station. 

525-29-BZ 

APPLICANT — Herbert  L.  McCann,  for  Mary  E.  McCann, 
owner. 

PREMISES — 973-975  De  Kalb  avenue  and  112  Lewis  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

531-29-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Martha  Kraushar, 
owner. 

PREMISES — 38-48  Livonia  avenue  and  298-308  Barrett 
street,  southwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (o)  motor  vehicles. 

572-29-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Lillian  Grossman,, 
owner. 

PREMISES — 1730  Hylan  boulevard  and  6  Seaver  avenue, 
southwest  corner,  Dongan  Hills,  Borough  of  Rich¬ 
mond. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

613-29-BZ. 

APPLICANT — Louis  Cherry,  for  Bingham  Holding  Corp., 

owner. 

PREMISES — 1731-1741  Jerome  avenue,  west  side,  163  ft. 
south  of  West  176th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

624-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Mahland  Holding 
Co.,  owner. 


PREMISES  43-45  Empire  boulevard,  northeast  corner  of 
Washington  avenue,  Brooklyn. 

All  LICA 1  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMI 1  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

662-29-BZ. 

APPLICANT  McCooey  &  Conroy,  for  Engvelt  Building 
Co.,  Inc.,  owner. 

PREMISES  1-5  Crosby  avenue  and  381-3S7  Vermont  ave¬ 
nue,  northeast  corner,  Brooklyn. 

*^I  PLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation  of 
a  gasoline  service  station. 

322-29-BZ. 

AT  ELI  CANT  Alfred  H.  Eccles,  for  Daljo  Corp.,  owner. 

PREMISES  40-05  to  45-1  7  25th  avenue  (WTlson  avenue), 
northwest  corner  of  46th  street  (16th  avenue),  24- 
6.J  to  24-6i  45th  street  (15th  avenue),  east  side,  90 
ft.  north  of  25th  avenue  (Wilson  avenue),  Long 
Island  City,  Borough  of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (a) 
motor  vehicles. 

546-29-BZ. 

APPLICANT — S.  Sufrin,  for  Lina  Rauh,  owner. 

PREMISES — 68  West  68th  street,  south  side,  106  ft.  east 
of  Columbus  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use. 

676-29-BZ. 

APPLICANT— Thomas  W.  Lamb,  Inc.,  for  Steinway  38th 
Street  Corp.,  owner. 

PREMISES — 501-507  Steinway  street,  northwest  corner  of 
28th  avenue,  and  2379-2583  38th  street,  Astoria, 
Borough  of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  district  into 
a  residence  district,  of  a  proposed  building  to  be 
occupied  as  a  theatre  and  stores. 

645-29-BZ. 

APPLICANT— Gronenberg  &  Leuchtag,  for  William  Smith, 
owner. 

PREMISES — 1601-1611  Avenue  J,  northeast  corner  of 
East  16th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

58-29-BZ. 

APPLICANT— Shreve,  Lamb  &  Harmon,  for  Empire  State, 
Inc.,  owner. 

PREMISES — 2-20  West  34th  street  and  1-29  West  33rd 
street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  (reopened  for  amendment), 

TO  PERMIT,  partly  in  a  one  and  one-quarter  times  height 
district  and  partly  in  a  two  times  height  district,  the 
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erection  and  maintenance  of  the  street  walls  in  ex¬ 
cess  of  the  height  permitted  under  the  zone  resolu¬ 
tion. 


JANUARY  14,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

405-29-A _ 1029  East  163rd  street  and  943  Southern  boule¬ 

vard,  northwest  corner,  The  Bronx. 
477-29-A — 216  Maspeth  avenue,  Maspeth,  Borough  of 
Queens. 

678-29-A — 5501-5519  18th  avenue  and  1802-1812  55th  street, 
southeast  corner,  Brooklyn. 

680-29-A — 236  Throop  avenue,  west  side,  80  ft.  north  of 
Myrtle  avenue,  Brooklyn. 

682-29-A — 31  East  17th  street  and  36  East  18th  street, 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
14,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  506-29-BZ— Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cai  no  597-29-BZ — Application,  October  2,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Harry  B.  Kelter,  appli¬ 
cant,  on  behalf  of  Joseph  Daniel,  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  barber  shop  in  the 
basement  story  of  a  two-family  dwelling 
house;  premises  348  Montauk  avenue, 
west  side,  150  ft.  south  of  Blake  avenue, 
Brooklyn. 

cal.  no.  851-28-BZ— Application,  November  5,  1928;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Henry  J.  Nurick,  applicant,  on  be¬ 
half  of  Charles  Lipsky,  owner,  to  per¬ 
mit  in  a  residence  district,  extending 
from  a  business  district,  the  erection 
and  maintenance  of  a  business  building 
for  store  purposes,  two  stories  in 
height  (reopened  for  the  purpose  of 
amendment)  ;  premises  9703-9733  Kings 
Highway,  northwest  corner  of  Clarkson 
avenue,  Brooklyn. 

cal  no.  1235-27-BZ — Application,  November  22,  1927;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 


cal.  no.  494-29-BZ — Application,  July  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  P.  Doyle,  applicant,  on  be¬ 
half  of  Jackson  Avenue  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  24-02  to  24-08 
84th  street,  Jackson  Heights,  Borough 
of  Queens. 

cal.  no.  fcl*-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Nicholas  Romano,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  portion 
of  a  building  from  residence  to  busi¬ 
ness  use;  premises  711  Tilden  avenue, 
north  side,  71  ft.  east  of  Gun  Hill 
road,  The  Bronx. 

cal  no  587i29-BZ — Application,  September  27,  1929,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Harry  Rosenbaum, 
owner,  to  permit  in  a  residence  district 
the  extension  of  a  business  (store  and 
bakery)  ;  premises  8015  20th  avenue, 
east  side,  60  ft.  north  of  81st  street, 
Brooklyn. 

cal.  no  626-29-BZ — Application,  October  19,  1929,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli¬ 
cant,  on  behalf  of  Rubel  Coal  and  Ice 
Corp.,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
an  existing  ice  manufacturing  plant; 
premises  2801-2829  West  21st  street, 
southeast  corner  of  Neptune  avenue, 
Brooklyn. 

CAL.  NO.  547-29-BZ— Application,  August  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hamill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion ;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens. 

c*vl  no.  713-29-BZ — Application,  December  6,  1929,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  C.  Leslie  Weir,  applicant, 
on  behalf  of  Knickerbocker  Ice  Co., 
owner,  to  permit  in  a  business  district, 
extending  from  an  unrestricted  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  ice  manufactur¬ 
ing  plant ;  premises  70-69  73rd  place 
(Proctor  street),  southeast  corner  of 
Edsall  avenue,  Glendale,  Borough  of 
Queens. 

cal.  no.  894-28- BZ— Application,  November  20,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
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and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn 
William  E.  Walsh,  Chairman. 


JANUARY  14,  1930,  2  P.  M. 

Petitions  for  Variations. 

401-29-S — -251-255  West  30th  street,  Manhattan. 

451-29-S — 262-268  West  38th  street,  Manhattan. 

560-29-S — 13-15  West  27th  street,  Manhattan. 

569-29-S — 100  West  14th  street  and  37-41  Ninth  avenue, 
southwest  corner,  Manhattan. 

603-29-S — 128  West  21st  street,  Manhattan. 

606-29-S — 130  West  21st  street,  Manhattan. 

614-29-S — 172-188  Varick  street,  45-53  Charlton  street  and 
52-62  King  street,  Manhattan. 

644-29-S— 1514-1518  70th  street,  Brooklyn. 

658-29-S — 121-135  West  End  avenue,  301-311  West  65th 
street  and  300-312  West  66th  street,  Man¬ 
hattan. 

Appliances  Submitted  for  Approval. 

637-29-SA — Mc-rco  Oil  Burner,  approval  of. 

657-29-SA — Sunflower  Oil  Burner,  Model  S-l,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  21,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

362-29-BZ. 

APPLICANT — David  L.  Blick,  for  Eva  Shaffer,  owner. 

PREMISES — 444-452  Dahill  road,  northwest  corner  of  40th 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

384-29-BZ. 

APPLICANT— Alfred  H.  Eccles,  for  F.  T.  Hallett.  Inc., 
owner. 

PREMISES — 37-26  149th  place  (Wilson  avenue),  76.09  ft. 

south  of  Northern  boulevard  (Broadway),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use. 

408-29-BZ. 

APPLICANT — Joseph  A.  Walsh,  for  Max  Meyerson, 

owner. 

PREMISES — 1969-1979  Cropsey  avenue  and  8810-8818  20th 
avenue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

428-29-BZ. 

APPLICANT— Samuel  L.  Orlinger,  for  Philboy  Construc¬ 
tion  Co.,  owner. 

PREMISES— 4014-4024  Ninth  avenue,  northwest  corner  of 
41st  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  having  stores  on  the  first  story 
and  dwellings  above. 


:>!6-29-BZ. 

A1  I  I.IC  A N  1  John  J.  Dunnigan,  for  Ernestine  Marolo, 
owner. 

PREMISES — 3613  White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

APPLICATION,  under  sections  7 e  and  21  of  the  building 
zone  resolution, 

1  O  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

647-29-BZ. 

APPLICANT — Hamill,  Weinberg  &  IMunro,  for  Erome 
Realty  Co.,  Inc.,  owner. 

PREMISES— 216-220  East  56th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

659-29-BZ. 

APPLICANT — Harris  H.  Murdock,  for  The  Merchants 
Square  Corp.,  owner. 

PREMISES — 212-216  Church  street  and  49-61  Thomas 
street,  northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  two  times  height  district  and 
partly  in  a  two  and  one-half  times  height  district, 
the  erection  and  maintenance  of  the  street  wall  in 
excess  of  the  height  permitted  under  the  zone 
resolution. 

661-29-BZ. 

APPLICANT — Frank  H.  Crabtree,  for  Livingston  Estates 
Co.,  owner. 

PREMISES — Southeast  corner  of  Forest  avenue  and  Pelton 
avenue,  New  Brighton,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

I'O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

G79-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  The  Wheelright  Corp., 
owner. 

PREMISES — 162  West  75th  street,  Manhattan. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  conversion  of  occupancy  of  the 
basement  and  first  story  from  residence  to  business 
use. 

221-28-BZ. 

APPLICANT — William  A.  Sullivan,  owner. 

PREMISES — 176-17  to  176-25  Baisley  boulevard  and  120-12 
to  120-28  Merrick  boulevard,  St.  Albans,  Borough 
of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21). 

1063-27-BZ. 

APPLICANT — Henry  H.  Ehrlich,  substituted  for  Emil 
Guterman,  for  Henry  C.  Karpen,  owner. 

PREMISES — 14912  North  Conduit  boulevard,  northwest 
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corner  of  Three  Mile  Mill  road,  Jamaica,  Borough 
of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21). 


JANUARY  21,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

561- 29- A — 424  Greenwich  street  and  64-68  Laight  street, 

northwest  corner,  Manhattan. 

562- 29-A — 434-436  Greenwich  street  and  49  Vestry  street, 

southwest  corner,  Manhattan. 

578-29-A — 107-109  Bowery,  Manhattan. 

581-29-A — 186-190  Harrison  avenue,  northwest  corner  of 

Gerry  street,  Brooklyn. 

685- 29-SA — Southeast  corner  of  45th  avenue  and  82nd 

street,  Elmhurst,  Borough  of  Queens. 

686- 29-A — 220  West  42nd  street  and  221  West  41st  street, 

Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
21,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

c\l  no.  5 11-29-BZ— Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 

CAL.  NO.  524-29-BZ— Application,  August  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Max  Goldberg,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  20-32  Good¬ 
rich  street,  east  side,  108  ft.  north  of 
Astoria  avenue,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

cal.  no.  407-29-BZ— Application,  June  14,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Harris  Fields  Corp.,  owner,  to 
permit  in  a  business  district  the  main- 
,  tenance  of  a  gasoline  service  station ; 
premises  309-311  Patchen  avenue,  east 
side,  50  ft.  south  of  Chauncey  street, 
Brooklyn. 

cal.  no.  490-29-BZ — Application,  July  23,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Museum  of  the  American  In- 
dian-Heye  Foundation,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  800-808  St.  Nicholas 
avenue  and  11-19  St.  Nicholas  place, 
southeast  corner  of  West  151st  street, 
Manhattan. 


cal.  no.  599-29- BZ — Application,  October  3,  1929,  under 

section  7c  of  the  building  zone  resolu¬ 

tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 

erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

cal.  no.  617-29-BZ — Application,  October  15,  1929,  under 

section  21  of  the  building  zone  resolu¬ 

tion,  of  William  F.  Doyle,  applicant, 
on  behalf  of  Halpern  Construction  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1484  Jerome 
avenue,  southeast  corner  of  East  172nd 
street,  The  Bronx. 

cal.  no.  598-29-BZ — Application,  October  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Michael  Glick.  applicant,  on  behalf 
of  1601  Jerome  Avenue  Corp.,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
conversion  of  occupancy,  in  part,  from 
store  occupancy  to  welding  and  motor 
vehicle  repair  shop;  premises  1601-1609 
Jerome  avenue,  The  Bronx. 

cal.  no.  600-29-BZ — Application,  October  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  S.  N.  Oppenheimer,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Giffords  lane  and  Arthur  Kill 
road.  Great  Kills,  Borough  of  Rich¬ 
mond. 

cal.  no.  615-29-BZ — Application,  CjfCtober  14,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Amadeus  J.  Ward,  appli¬ 
cant,  on  behalf  of  Vincent  Natale, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  291  East 
233rd  street  and  4201  Katonah  avenue, 
northwest  corner,  The  Bronx. 

cal.  no.  927-28-BZ — Application,  November  30,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sydney  Solomon,  applicant,  on 
behalf  of  Forecast  Realty  Corp.,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  69-95 
Kings  Highway  and  7709-7719  22nd 
avenue,  northeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


JANUARY  21,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 
424-29-A — 301  Madison  avenue,  Manhattan. 
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564-29-A — 150  Nassau  street  and  2-6  Spruce  street,  south¬ 
east  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  January 
21,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  415-29-BZ — Application,  June  18,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  appli¬ 
cant,  on  behalf  of  Horatio  J.  Sharrett, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1389 
Forest  avenue  and  5  Barrett  avenue, 
northeast  corner,  Port  Richmond,  Bor¬ 
ough  of  Richmond. 

cal.  no.  479-29-BZ — Application,  July  17,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  E.  Smyth,  applicant,  on  be¬ 
half  of  Caverly  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles  and  a  gasoline  service  station ; 
premises  3459-3469  Fulton  street  and 
234-246  Grant  avenue,  northwest  corner, 
Brooklyn. 

cal.  no.  305-29-BZ — Application,  May  7,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence  to 
business  (store)  purposes;  premises  1403 
Grand  Concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

CAL.  NO.  483-29-BZ— Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Golran  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  southwest  corner 
of  Brady  avenue  and  White  Plains  ave¬ 
nue,  The  Bronx. 

CAL.  NO.  467-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Luigina  Ciaccio,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  residence  build¬ 


ings  with  store  occupancy  on  the  first 
story;  premises  1701  77th  street  and 
7613-7623  17th  avenue,  northeast  cor¬ 
ner,  Brooklyn. 

cal.  no.  688-28-BZ — Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu- 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

William  E.  Walsh,  Chairman. 


JANUARY  28,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

640-29-A— 414-424  West  13th  street  and  17-37  Little  West 
12th  street,  Manhattan. 

663-29- A — 52  Warren  street,  Brooklyn. 

666-29-A — 20  East  17th  street,  Manhattan. 

674-29-A — 8-12  East  34th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
28,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  429-29-BZ — Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hector  McG.  Curren,  applicant,  on 
behalf  of  Edna  T.  McVeigh,  owner,  to 
permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  4801-4809 
Kings  Highway,  northwest  corner  of 
Avenue  H,  Brooklyn. 

cal.  no.  486-29-BZ — Application,  July  19,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  M.  Andrews,  applicant,  on 
behalf  of  International  Magazine  Co., 
Inc.,  owner,  to  permit  in  a  one  and  one- 
half  times  height  district  the  erection  of 
the  street  wall  in  excess  of  the  height 
permitted  by  the  building  zone  resolu¬ 
tion;  premises  465-471  Park  avenue,  101- 
115  East  57th  street  and  100-114  East 
58th  street,  Manhattan. 

cal.  no.  530-29-BZ — Application,  August  19,  1929,  under 
section  7g  of  the  building  zone  resolu¬ 
tion,  of  Franklin.  Bates  &  Heindsmann, 
applicants,  on  behalf  of  City  Island 
Garage,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
a  gasoline  service  station  and  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  492-498  City 
Island  avenue  and  140  Beach  street, 
southeast  corner,  The  Bronx. 

cal.  no.  545-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Otto  Trieb,  applicant,  on  be¬ 
half  of  Rho  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec- 
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tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  920-922  West¬ 
chester  avenue  and  926-932  Rogers  place, 
southeast  corner,  The  Bronx. 

cal.  no.  629-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Henry  C.  Brucker,  appli¬ 
cant,  on  behalf  of  Queens  County  Motor 
Car  Co.,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  a  warehouse  for  the  storage 
of  more  than  five  (5)  motor  vehicles, 
also  the  installation  of  a  motor  vehicle 
repair  shop,  a  gasoline  storage  system 
and  a  salesroom;  premises  137-40 
Queens  boulevard  and  137-28  Barret 
street,  southeast  corner,  Briarwood, 
Borough  of  Queens. 

cal.  NO.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Henry  C.  Brucker,  appli¬ 
cant,  on  behalf  of  Victory  Park  Sites 


Realty  Co.,  Inc.,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  137-30  Queens  boulevard 
and  137-27  Barret  street,  southwest  cor¬ 
ner,  Briarwood,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


JANUARY  28,  1930,  2  P.  M. 

Petitions  for  Variations. 

493-29-S — 3364-3366  White  Plains  avenue,  The  Bronx. 

602-29-S — 11 15-1119  Broadway,  6-14  West  25th  street, 
southwest  corner,  and  9-11  West  24th 
street,  Manhattan. 

634-29-S — 351  East  78th  street,  Manhattan. 

655-29-S — 133  Chrystie  street,  Manhattan. 

6 60 -29 -S — 274-286  Broadway  and  53  Chambers  street,  north¬ 
east  corner,  Manhattan. 

664-29-S — 139-149  Hudson  street  and  1  Hubert  street,  Man¬ 
hattan. 

Appliance  Submitted  for  Approval. 

955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  31,  1929. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  December  24,  1929,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
December  24,  1929,  were  approved  as  printed  in  Bulletin  No. 
53,  Vol.  XIV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

4 16-29- A. 

APPELLANT— Wainwright  &  Smith  Co.,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 166-168  Beach  103rd  street, 
northeast  corner  of  Ocean  avenue,  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  William  C.  Gehring  and  J.  V  Wain¬ 
wright. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  5 

Negative  .  0 

Absent .  0 

THE  RESOLUTION— 

(416-29-A) 

Whereas,  Wainwright  &  Smith  Co.,  owner,  filed,  June 
18,  1928,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  166-168  Beach  103rd  street,  northeast  cor¬ 
ner  of  Ocean  avenue,  Rockaway  Beach,  Borough  of  Queens ; 
and 


Whereas,  the  order  of  the  fire  commissioner,  dated  July 
16,  1928  (Order  No.  41015-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2)4  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2)4  inch  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  frame,  one  and  two  stories  in 
height,  196  ft.  by  235  ft.,  irregular,  approximately  40,200 
sq.  ft.  in  area;  OCCUPIED  as  a  restaurant  and,  also,  bath 
houses ;  restaurant  accommodating  350  persons  and  bath 
houses  accommodating  700  persons ;  and 

Whereas,  appellant  contends  that  the  building  is  low  in 
height  and  open  on  all  sides;  that  the  premises  are  adequately 
provided  with  exits. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
g ranted  on  condition  that  there  shall  be  distributed  through¬ 
out  the  premises  approved  2)4-gallon  fire  extinguishers,  not 
less  than  two  to  each  aisle,  and  that  the  premises  shall  be 
not  increased  in  height  or  area. 


485-29- A. 

APPELLANT— Globe  Bed  Spring  Co.,  for  George  Hirn, 
owner. 

SUB1F.CT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 1465  Gates  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Joseph  Screbrenick  and  Max  Hirsch. 
For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  5 

Negative  .  0 

Absent .  0 


THE  RESOLUTION— 

(485-29- A) 

Whereas,  Globe  Bed  Spring  Co.,  for  George  Hirn,  owner, 
filed,  July  19,  1929,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  1465  Gates  avenue,  Borough 
of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
1,  1929  (Order  No.  25034-LC),  reads: 

“l.  Provide  an  iron  tank  for  dipping  purposes.  Said 
tank  to  lie  equipped  with  automatic  self-closing  covers. 

“2.  Provide  an  adequate  means  of  mechanical  ventila¬ 
tion  in  room  where  dipping  tank  is  located.” ; 
and 

Whereas,  the  building  is  frame  and  brick,  two  stories  in 
height,  25  ft.  by  124  ft  in  area  on  the  first  story  and  25  ft. 
by  35  ft.  in  area  above:  OCCUPIED  for  the  manufacture 
of  bed  springs  on  the  first  story  and  as  a  dwelling  on  the 
second  story;  means  of  EGRESS:  a  stairway,  extending 
from  the  first  story  to  second  story  and  a  doorway  in  the 
rear  of  the  first  story  leading  to  the  adjoining  yard ;  there 
is  located  at  the  rear  of  the  first  story  a  tank  5  ft.  by  7  ft. 
by  1  ft.  deep;  this  tank  is  used  for  dipping  bed  springs  in 
gray  enamel  ;  and 

Whereas,  appellant  contends  that  he  has  occupied  these 
premises  for  this  business  for  the  last  nine  years  under 
permits  from  the  fire  department,  the  last  permit.  No.  244461, 
being  issued  on  April  16,  1928,  and  expiring  on  April  30, 
1929. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
grouted,  as  to  Item  No.  2,  mi  condition  that  not  more  than 
fifty  gallons  of  paint  shall  be  maintained  or  used  at  any  one 
time  in  the  conduct  of  the  business,  and  denied  as  to  Item 
No.  1. 


526-29-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Flokravis  Realty  Corp ,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 344-346  East  32nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative:  Chief  Kenlon .  1 

Absent  .  0 

THE  RESOLUTION— 

(526-29-A) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Flokravis  Realty  Corp.,  owner,  filed,  August  16, 
1929,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  344-346  East  32nd  street,  Borough  of 

Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
14,  1929  (Order  No.  51843-F),  reads: 

“1.  Raise  standpipe  tank  to  20'  above  highest  hose 
outlet.  Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
35  ft.  by  90  ft.  9  in.  in  area;  OCCUPIED  as  a  tenant  fac¬ 


tory  ;  not  more  than  thirty-five  persons  on  any  story ; 
EQUIPPED  with  a  standpipe  system  fed  from  a  tank  in  the 
pent  house  on  roof ;  and 

Whereas,  the  appellant  claims  that  the  house  supply  is 
taken  off  the  outside  of  the  roof  tank  leaving  a  reserve  of 
2,000  gallons  for  the  standpipe  system ;  that  the  bottom  of 
the  tank  is  9  ft.  9  in.  above  the  highest  outlet^  furthermore, 
the  appellant  contends  that  the  present  standpipe  tank  was 
erected  under  an  order  (No.  72435-F)  of  the  fire  commis¬ 
sioner,  dated  December  6,  1917,  and  dismissed  as  complied 
with  on  December  17,  1918. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  tank  with  respect  to  the 
height  of  same  above  top  story  outlet,  on  condition  that  not 
less  than  2,000  gallons  of  water  shall  be  maintained  in  the 
existing  tank  for  standpipe  service;  that  there  shall  be  dis¬ 
tributed  throughout  the  top  story  such  auxiliary  fire  ex¬ 
tinguishing  appliances  as  shall  be  directed  by  the  fire  com¬ 
missioner  ;  that  the  building  shall  be  not  increased  in  height 
or  area,  and  granted  so  long  as  conditions  as  to  occupancy 
and  use  remain  substantially  unchanged. 


611-29-A. 

APPELLANT — Buchman  &  Kahn,  for  Abenad  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 2-12  East  58th  street  and  745- 
753  Fifth  avenue,  southeast  corner,  Manhattan. 
APPEARANCES— 

For  Appellant :  John  M.  Montfort. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative .  o 

Absent:  Chief  Kenlon .  l 


THE  RESOLUTION— 

(611-29-A) 

Whereas,  Buchman  &  Kahn,  for  Abenad  Realty  Corp., 
owner,  filed,  October  10,  1929,  an  appeal  from  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  2-12  East 
58th  street  and  745-753  Fifth  avenue,  southeast  corner,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  5,  1929  (N.  B.  Applic.  No.  434-1929), 
reads : 

“9.  Not  more  than  2  elevators  are  permitted  in  one 
shaft.  Section  373-13.”; 
and 

Whereas,  the  building  is  fireproof,  thirty-two  stories  in 
height,  having  a  frontage  of  118  ft.  8)4  in.  on  Fifth  avenue 
and  200  ft.  on  East  58th  street;  OCCUPIED:  1st  story, 
stores ;  upper  stories,  offices,  showrooms  and  25  per  cent 
manufacturing ;  approximately  228  persons  per  story ;  and 

Whereas,  it  is  proposed  to  eliminate  the  partition  be¬ 
tween  elevators  6  and  7,  as  shown  upon  the  plans,  permitting 
three  elevators  in  one  shaft  instead  of  two  as  provided  by 
the  building  code ;  and 

Whereas,  appellant  contends  that  if  the  elevator  in  the 
one-car  shaft  became  disabled,  difficulty  would  be  encountered 
in  getting  the  passengers  from  the  car;  whereas,  if  the 
partition  was  removed,  as  proposed,  passengers  in  a  disabled 
car  could  step  into  a  car  in  operation ;  and 

Whereas,  this  application  affects  the  seven-car  elevator 
■bank  which  is  now  laid  out  to  provide  two  (2)  car  shafts 
and  one  single  car  shaft;  and 

Whereas,  it  is  proposed  to  provide  three  cars  in  the 
westerly  center  shaft  and  two  cars  in  the  adjoining  shaft. 

Resoh'ed,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  that  the  appeal  be  and 
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it  hereby  is  granted,  only  so  far  as  it  affects  the  westerly 
center  bank  of  elevators,  permitting  not  more  than  three  cars 
in  one  single  shaft  and  two  cars  in  the  adjoining  shaft  of  the 
same  elevator  bank,  on  condition  that  the  elevator  equipment 
throughout  otherwise  shall  be  installed  in  accordance  with 
the  regulations  and  rules  now  in  force. 


550-29-A. 

APPELLANT— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Axinn  &  Sons  Lumber  Co.,  Inc., 
owner. 

SUBJECT _ Appeal  from  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED — 223rd  street  and  100th  avenue, 
Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  nre  de¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

Kenlon  . 

Negative  . 

Absent . 

THE  RESOLUTION— 

(550-29-A) 


width  shall  lx-  laid  out  and  maintained  as  directed  by  the 
fire  commissioner,  and  that  there  shall  be  installed  and  dis¬ 
tributed  throughout  the  premises  such  auxiliary  fire  extin¬ 
guishing  appliances  as  shall  be  directed  by  the  tire  com¬ 
missioner. 


BUILDING  ZONE  CASES. 

221-28-BZ. 

APPLICANT— Edward  P.  Doyle,  for  William  A.  Sullivan, 
owner. 

SUBJECT— Application  for  reopening— reconsideration— 
previously  denied — re  decision  of  the  fire  commis¬ 
sioner,  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and’ maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 176-17  to  176-25  Baisley  boule¬ 
vard  and  120-12  to  120-28  Merrick  boulevard,  St. 
Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  A.  Sullivan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  January  21,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Chief  Kenlon. . . .  4 

Negative  .  ® 

Absent :  Commissioner  Connell .  1 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Axinn  &  Sons  Lumber  Co.,  Inc.,  owner,  filed, 
August  30,  1928,  an  appeal  from  orders  of  the  fire  com¬ 
missioner,  affecting  premises  223rd  street  and  100th  avenue, 
Queens  Village,  Borough  of  Queens;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  May 

31,  1928,  read : 

“Order  No.  38046-LF :  c  . 

“Provide  a  jumper  with  300'  of  2&"  hose.  Section 

20,  Chapter  12,  Code  of  Ordinances.” ; 

and 

“Order  No.  38047-LF : 

“1.  Provide  6  yard  hydrants  with  100  ft.  of  hose  at 
each  hydrant.  Section  20,  Chapter  12,  Code  of  Or¬ 
dinances.”  ; 


Whereas,  the  premises  consist  of  a  plot  of  ground  along 
the  right-of-way  of  the  Long  Island  Railroad  having  a 
frontage  of  1,393  ft.  along  the  right-of-way  and  a. maximum 
depth  of  approximately  160  ft.  (a  total  area  of  aPpr“cimat(t;  £ 
113  000  sq.  ft.),  with  entrances  to  premises  from  98th,  99th 
and  100th  avenues,  upon  which  are  located  several  piles  ot 
lumber,  several  frame  lumber  storage  sheds,  a  two-story 
frame  stable,  a  two-story  office  building  and  a  OI^"^°Tr>r 
frame  mill,  approximately  60  ft.  by  60  ft.  in  area;  OCCU¬ 
PIED  as  a  lumber  yard;  25  persons  in  entire  plant;  and 
Whereas,  appellant  contends  that  the  lumber  piles  are 
separated  by  aisles  from  12  ft.  to  26  ft  in  width ;  that 
the  yard  is  accessible  from  four  streets ;  that  there  are  city 
fire  hydrants  in  the  immediate  vicinity ;  that  the  premises  is 
under  constant  supervision  of  watchman  s  clock  system ,  tha 
there  are  twenty  40-gallon  capacity  bucket  tanks  on  the 
premises  and  proposes  to  furnish  the  forty  additional  tanks 
as  called  for  in  Order  No.  38046-LF ;  and 

Whereas,  this  entire  property  borders  a  railroad  right  of 
way  on  one  side  and  opens  to  four  public  highways ;  and 
Whereas,  the  average  depth  of  the  plant  throughout  is 

hU Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
thev  hereby  are  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted' on  condition  that  there  shall  be  maintained  from 
each  street  leading  to  these  premises  open,  unlocked  gates , 
that  open  and  unobstructed  aisles  not  less  than  1-  ft.  in 


1063-27-BZ. 

APPLICANT— Emil  Guterman,  for  Henry  C.  Karpen, 
owner. 

SUBJECT— Application  for  reopening— reconsideration—  , 
previously  denied— re  decision  of  the  superintendent  ' 
of  buildings,  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 14912  North  Conduit  boulevard, 
Jamaica,  Borough  of  Queens. 

APPEARANCES—  .  * 

For  Applicant:  Henry  H.  Ehrlich. 

For  Opposition :  None. 

\CTION  OF  BOARD— Application  reopened  and  set  for 
Calendar  Call  January  21,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  * 

Negative  .  ® 

Absent .  ® 


567-29-BZ. 

APPLICANT — Philip  Freshman,  for  Edward  Block  and 
Moritz  Block,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED— 7901  Fort  Hamilton  Parkway 
southeast  corner  of  79th  street,  and  7904-790( 
Seventh  avenue,  southwest  corner  of  79th  street 
Brooklyn. 

APPEARANCES— None.  .  . 

ACTION  OF  BOARD — Application  withdrawn  on  writtei 

request. 

THE  VOTE  TO  WITHDRAW— 

*  Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Chief  Kenlon... 

Negative  . . .  ' 

Absent :  Commissioner  Connell . » . 
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507-29-BZ. 

APPLICANT — Philip  Freshman,  for  Mylaw  Realty  Co., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 193-201  20th  street,  north  side, 
200  ft.  east  of  Fourth  avenue,  Brooklyn. 

APPEARANCE  S— None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 

request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Chief  Kenlon..  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


455-29-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  Samuel  Harkavy, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1266-1280  Rockawav  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  J.  Boulton,  Samuel  Harkavy 
and  Jacob  Harkavy. 

For  Opposition :  Benjamin  Werther  and  Hyman 
Shapiro. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent:  Chief  Kenlon .  1 


THE  RESOLUTION— 

(455-29-BZ) 

Whereas,  Alfred  J.  Boulton,  for  Samuel  Harkavy,  owner, 
filed,  July  3,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  1266-1280 
Rockaway  avenue,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  31,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Rockaway  avenue  is  in  business 
and  unrestricted  districts ;  Rockaway  parkway  is  in  business 
and  unrestricted  districts ;  Foster  avenue  is  in  a  business 
ditrict,  and  East  98th  street  is  in  business  and  unrestricted 
districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  14,  1929  (App.  No.  9239-29),  reads: 

“Proposed  gasoline  selling  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sect.  4  of 
Zone  Resolution.” ; 
and 

Whereas,  it  is  proposed  to  erect  an  office,  20  ft.  by  20  ft., 
bury  four  550-gallon  tanks  and  erect  eight  pumps  for  the 
purpose  of  conducting  a  gasoline  station  within  a  business 

district;  and 

Whereas,  the  board  deems  that  applicant  did  not  establish 
his  basis  of  appeal  brought  under  section  21  of  the  building 

zone  resolution. 

Resolved,  that  the  decision  ot  the  superintendent  of  build¬ 


ings  bo  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


5 1 7-29-BZ. 

APPLICANT — Benjamin  Handel,  for  Abraham  Strochak, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station. 

PREMISES  AFFECTED — 5802  37th  avenue,  southeast  cor¬ 
ner  of  58th  street  (5th  street),  Woodside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  Handel. 

For  Opposition:  William  Heiman,  Saul  Deutsch 


and  Mrs.  Bradstreet. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent:  Chief  Kenlon .  1 


THE  RESOLUTION— 

(517-29-BZ) 

Whereas,  Benjamin  Handel,  for  Abraham  Strochak, 
owner,  filed,  August  7,  1929,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles  and,  also,  a  gasoline  service  station ; 
premises  5802  37th  avenue,  northeast  corner  of  58th  street 
I  5th  street),  Woodside,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  31,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  58th  street  is  in  a  business  dis¬ 
trict  ;  37th  avenue,  east  of  58th  street,  is  in  a  residence  dis¬ 
trict,  and  37th  avenue,  west  of  58th  street,  is  in  an  unre¬ 
stricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  6,  1929  (N.  B.  5316-29),  reads: 

“The  erection  of  a  public  garage  for  more  than  five 
cars  in  conjunction  with  a  gasoline  station  in  a  business 
district  is  contrary  to  Building  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  on  37th  avenue  and  100  ft.  on  58th 
street ;  it  is  proposed  to  occupy  as  a  gasoline  service  station 
an  irregular  portion  of  the  plot  having  a  frontage  of  20  ft. 
on  37th  avenue  and  20  ft.  on  58th  street,  having  a  curved 
wall  at  the  rear ;  the  remainder  of  the  premises  to  be  occu¬ 
pied  by  a  one-story  noil-fireproof  structure,  75  ft.  by  100 
ft.,  irregular,  in  area;  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

91-29-BZ. 

APPLICANT— William  E.  Kennedy,  for  Keva  Skod- 
nick,  owner. 

SUBJECT— Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7g  and  21  of 
the  building  zone  resolution,  to  permit  in  a 
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business  district  the  erection  and  maintenance 
of  a  gasoline  service  station  (previously  with¬ 
drawn).  . 

PREMISES  AFFECTED— West  side  of  Springfield 
boulevard,  20  ft.  north  of  111th  avenue,  Queens 
Village,  Borough  of  Queens. 

APPEARANCES—  ^  T 

F'or  Applicant:  Nathaniel  N.  Becker,  Felix  J. 

Cizmowski  and  Samuel  l  horn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle .  1 

Absent:  Chief  Kenlon .  I 

THE  RESOLUTION— 

(91-29-BZ) 

Whereas,  William  E.  Kennedy,  for  Keva  Skodnick. 

owner,  filed.  February  13,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station: 
premises  west  .side  of  Springfield  ’boulevard,  20  ft.  north  of 
111th  avenue,  Borough  of  Queens;  and  .  . 

Whereas  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  31,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Springfield  boulevard  is  in  a  busi¬ 
ness  district,  and  110th  road,  111th  avenue  and  111th  road 
are  all  in  a  residence  district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  23,  1929  (Plan  No.  N.  B.  323-29),  reads. 
“The  erection  of  a  gas  station  in  a  business  district 
is  prohibited  by  the  Zone  Law.  ; 

Whereas  it  is  proposed  to  erect  an  office,  26  ft.  by  10  ft., 
bury  four  550-gallon  tanks,  erect  eight  pumps  and  two 
greasing  pits  for  the  purpose  of  conducting  a  gasoline  service 
station  within  a  business  district ;  and 

Whereas,  applicant  submitted  consents  of  affected  prop¬ 
erty  owners,  aggregating  more  than  80  per  cent  of  an  area 
fixkl  by  the  board,  under  section  7g  of  the  building  zone 
resolution,  the  fact  remains  that  the  premises  under  appeal 
lie  directly  opposite  a  home  for  the  aged  and  infirm;  anc 
Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  o 
the  building  zone  resolution,  actually  the  sole  basis  of  appeal 
in  this  instance,  as  the  application  is  for  a  gasoline  service 

^Resolved  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

514-29-BZ. 

APPLICANT— Charles  B.  McLaughlin,  for  Long  Island 
Freeholders,  Inc.,  owner. 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 25S  Livonia  avenue,  north  side, 
100  ft.  2  in.  east  of  Rockaway  avenue,  Brooklyn. 

APPEARANCES—  _  T  ... 

For  Applicant:  Charles  B.  McLaughlin. 

For  Opposition:  Samuel  H.  Wolkoff  and  Morris 

Gromis.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THF  VOTE _ 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle .  4 


Negative  .  0 

Absent:  Chief  Kenlon .  1 


THE  RESOLUTION— 

(514-29-BZ) 


Whereas,  Charles  B.  McLaughlin,  for  Long  Island  Free¬ 
holders,  Inc.,  owner,  filed,  August  7,  1929,  an  application, 
under  the  building  zone  resolution,  to  permit  jn  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  253  Livonia  avenue,  north  side,  10U  ft.  2 
in.  east  of  Rockaway  avenue,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  31,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Livonia  avenue,  Rockaway  avenue 
and  Thatford  avenue  are  all  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  16,  1929  (App.  No.  10906-1929),  reads: 

“Proposed  installation  of  new  gasoline  pumps  for  a 
gasoline  filling  station  to  be  located  in  a  business  use 
district  is  contrary  to  Art.  II,  Sec.  4a  of  Zone  Resolu¬ 
tion.”  ; 

and  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  25  ft.  and  a  depth  of  100  ft.;  upon  the  rear 
of  the  lot  there  is  located  a  one-story  building,  23  ft.  by  40 
ft.  in  area;  occupied  as  an  auto  laundry;  on  the  westerly 
front  of  the  plot  there  is  a  one-story  building,  9  ft.  by  20 
ft.  in  area,  to  be  used  as  office  and  auto  accessory  store;  i 
it  is  proposed  to  install  on  the  remaining  portion  of  the  plot 
three  gasoline  storage  tanks  and  the  necessary  pumps  for 
a  gasoline  service  station ;  and  _  , 

Whereas,  the  board  deemed  that  the  applicant  is  entitled 
to  relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  ’board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
existing  9  ft.  front  office  building  at  the  front  of  the  premises 
shall  be  maintained ;  that  there  shall  be  erected  at  the 
building  line  an  ornamental  iron  railing  not  less  than  6  ft.  , 
6  in.  in  height,  with  not  more  than  one  vehicular  opening 
therein  not  exceeding  10  ft.  in  width;  that  no  gasoline 
pump  shall  be  installed  within  20  ft.  of  the  building  line; 
that  the  gasoline  storage  equipment  shall  be  .restricted  to 
not  more  than  two  550-gallon  tanks ;  that  no  portable  gaso¬ 
line  tanks  shall  be  maintained  or  operated  on  or  from  the 
premises ;  that  all  permits  required  shall  be  obtained  within 
six  months  and  that  any  work  involved  shall  be  completed 
within  one  year  from  the  date  of  this  action. 


558-29-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Ole  Isak- 
sen,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  budd¬ 
ing  zone  resolution,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the  maintenance 
of  the  first  story  for  business  purposes. 

PREMISES  AFFECTED— 514  54th  street,  south  side,  90 
ft.  east  of  Fifth  avenue,  Brooklyn. 

APPEARANCES—  ,  „  „  , 

For  Applicant:  Thomas  O’Rourke  Gallagher. 

For  Opposition:  Charles  Warren  Hastings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  1 

Negative  .  ® 

Absent:  Chief  Kenlon .  1 


14 


MINUTES 


THE  RESOLUTION— 

(558-29-BZ) 

Whereas,  Thomas  O’Rourke  Gallagher,  for  Ole  Isaksen, 
owner,  filed,  September  11,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  disrtict, 
extending  from  a  business  district,  the  maintenance *of  the 
first  story  for  business  purposes;  premises  514  54th  street, 
south  side,  90  ft.  east  of  Fifth  avenue,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  31,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  54th  and  55th  streets  are  in  a 
residence  district,  and  Fifth  and  Sixth  avenues  are  in  a 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  26,  1929  (App.  No.  11729-29),  reads: 

“Proposed  conversion  of  building  partially  in  a  resi¬ 
dential  use  district  to  business  use  on  first  floor  is  con¬ 
trary  to  Art.  II,  Sec.  3  of  the  Building  Zone  Resolu¬ 
tion.”  ; 

and 

W  hereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  50  ft. ;  to  be  occupied  for  business  purposes 
on  first  story ;  and 

Whereas,  the  premises  under  appeal  is  cut  by  two  use 
districts,  one  of  which  is  business  and  the  other  residence; 

and 

'Whereas,  the  board  is  empowered  under  section  7,  sub¬ 
division  b,  of  the  building  zone  resolution,  to  grant  a  varia¬ 
tion  under  such  circumstances ;  and 

Whereas,  the  board  deems  that  a  denial  of  this  application 
would  constitute  unnecessary  hardship  and  practical  diffi¬ 
culty  as  within  the  purview  of  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story  for  business  use,  specifically  for  the 
conduct  of  a  restaurant  on  the  first  story,  on  condition  lhat 
there  shall  be  no  structural  alteration  or  change  in  the  front 
of  the  premises ;  that  any  advertising  displayed  shall  be  re¬ 
stricted  to  fixed  flat  lettering  on  the  existing  plate  glass 
show  window  of  the  first  story,  and  that  the  remainder  of 
the  premises  shall  be  limited  to  conforming  residential  use 
and  occupancy ;  that  any  permits  required  shall  be  obtained 
within  ninety  days  and  all  work  involved  thereby  completed 
within  six  months  from  the  date  of  this  action. 


491-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Fleer  Brothers, 
owners. 

S  U  BJ  ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 418-422  Lexington  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  George  W.  Stewart,  L.  J.  Haup- 
hauer  and  Jacob  D.  Brody. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE- 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle .  4 


Negative  .  o 

Absent:  Chief  Kenlon .  ] 

THE  RESOLUTION— 


(491-29-BZ) 

W  HEREAS,  William  F.  Doyle,  for  Fleer  Brothers,  owners 
filed.  July  23,  1929,  an  application,  under  the  building  zonr 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  418-422  Lexington  avenue,  Bor 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  31,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Lexington  avenue,  east  of  Tomp¬ 
kins  avenue,  is  in  a  business  district ;  Lexington  avenue,  west 
of  Tompkins  avenue,  is  in  an  unrestricted  district ;  Tompkins 
avenue  is  in  a  business  district,  and  Quincy  street  is  in  a 
resdence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  16,  1929,  reads: 

“App.  No.  10938-29: 

“Proposed  public  garage  for  more  than  five  cars  to  be 
located  in  a  business  use  district  is  contrary  to  Art.  II, 
Sec.  4-A  of  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  64  ft.  on  Lexington  avenue,  a  depth  of  100  ft 
and  a  distance  of  75  ft.  across  the  rear  lot  line;  on  the 
northeast  corner  of  the  plot  there  is  located  a  two-story 
structure,  28  ft.  by  75  ft.  in  area ;  occupied  as  a  stable 
for  more  than  five  horses  on  first  story  and  as  a  dwelling 
and,  also,  hay  loft  on  second  story ;  it  is  proposed  to  remove 
the  hay  loft  portion  of  the  second  story;  to  continue 
the  dwelling  use  and  to  occupy  the  first  story  of  the  building 
as  a  garage  for  more  than  five  motor  vehicles ;  it  is  pro¬ 
posed,  also,  to  cover  the  remainder  of  the  plot  with  a  one- 
story,  non-fireproof  garage  for  the  storage  of  more  than 
five  motor  vehicles ;  and 

Whereas,  there  is  documentary  evidence  submitted  in  sup¬ 
port  of  the  application  brought  under  section  7,  subdivision 
e ;  and 

Whereas,  the  premises  has  been  used  for  the  operation 
and  conduct  of  a  coal  business,  formerly  with  yard,  coal 
pockets  and  stable ;  and 

Whereas,  the  coal  pocket  storage,  loading  and  discharging 
has  been  discontinued,  the  open  space  since  maintained  for 
the  storage  of  trucks  and  vehicles ;  and 

Whereas,  it  is  proposed  to  roof  over  and  enclose  the 
existing  open  space  and  maintain  it  for  the  housing  of  auto¬ 
mobiles  used  in  conjunction  with  the  business  operated  from 
the  premises ;  and 

Whereas,  the  board  deems  the  application  is  justified 
under  section  719  of  the  charter  and  section  21;  that  the 
denial  of  the  continuance  of  this  business  would  be  arbitrary 
discrimination. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  present  open  space  of  these  premises  shall  be  enclosed 
with  walls  of  approved  masonry  and  roofed ;  that  the  pro¬ 
posed  building  shall  not  exceed  in  height  one  story  above 
grade  and  shall  be  constructed  fireproof ;  that  the  front 
elevation  shall  be  finished  with  face  brick  or  architectural 
terra  cotta  with  natural  stone  trimmin"  •  that  there  shall  be 
not  more  than  one  vehicular  opening  on  the  street  front 
from  this  proposed  extension;  that  the  rear  wall  and  gable 
w^alls  shall  be  unpicrced  throughout  their  entire  height  and 
length ;  that  there  shall  be  installed  in  the  roof  a  series  of 
skylights  not  less  than  12  sq.  ft.  in  area,  setting  back  10  ft. 
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...  i  n  u  i  a  „„‘Oi  Whfrkas  a  variation  was  granted  for  these  premises  by 
from  the  rear  wall ;  that  the  skylights  shall  be  glazed  wit  ^  -  15,4927,  and  owner,  through 

plain  glass  and  equipped  with  wire  guards  above  and  below  this  board  understate  requ;sted  a  reopening  of  the 

that  there  shall  be  installed  m  the  course  of  the  garage  ^agem,  of  ^  resolution;  and 

longitudinal,  one  line  of  skylights  not  less  than  ^ *  Whfrfas  the  entire  premises  has  since  been  rented  to  a 
in  area  each,  glazed  with  Pla,J 'f( ^^be  i^  advertising  wholesale"  automobile  manufacturer’s  agency  in  conjunction 
guards  above  and  below ,  that  there  sha  with  the  garage  portion  of  the  premises;  and 

signs  erected  or  maintained,  other  than  a  j  Whereas,  it  is  proposed  to  conduct  minor  repairs  in  con- 

on  the  frieze,  indicating  the  name  and  title  .  ,  ,,  ,  •  tion  with  the  automobile  agency’s  business, 

conducted  on  the  premises;  that  all  permits  reQuir^  sha  Rcsolved  that  the  board  of  standards  and  appeals  do;s 

obtained  within  six  months  and  that  any  work  invoked  stall  ^^XTvarfathn  in  the  application  of  the  use  dis- 
be  completed  within  one  year  from  the  date  of  this  act  .  Regulations  of  the  building  zone  resolution,  and  that 

“  the  application  be  and  it  hereby  is  granted  on  condition 

1393-24-BZ.  r  ,„*!-•  tw  the  building  shall  not  exceed  a  height  of  two  (.Z) 

APPLICANT— Charles  B.  Meyers,  for  Ruthie  Realt>  Co.,  th^  Dyckman  street  grade;  that  the  building, 

owner.  ...  .  r(,  ap_  shall  be  constructed  fireproof  throughout;  that  an  open,  un- 

SUBJECT— Application  for  reopening— m  ,  sec_  obstructed  yard  shall  be  maintained  not  less  than  30  ft.  by 

cision  of  the  superintendent  of  building  ,  -  .  jeast  dimension  at  the  southeasterly  end  of  the 

tions  7e  and  21  of  the  building  zone  resolut  nronertv  •  that  the  requirements  of  the  zone  resolution  as 

permit,  partly  in  a  business  district  and  partl>  P  P  J  ’  d  otherwiso  shall  be  maintained;  that  the  real 

residence  district,  the  erection  and  maintenance  o  -hutting  the  adjoining  property  line  to  the  south  shal 

garage  for  .he  storage  of  more  than  five  (a)  motor  waH  abuttmg  “^“  ^"Xe'height  and  length;  that 

PREMISES*  AFFECTED-S 16-230  Dyckman  street,  Man-  the 

APPEARANCES-  on'the’pTson  ' 'avenue'  fronfftot  any  gaLlin! 

For  Applicant:  Joseph  A.  Cox.  £  equipment  installed  shall  be  located  at  the  Dyckmai 

ACTION °OF^JBOARD  Application  reopened  and  resolu-  ^vertiSnTof  * an! 

THE  vSV?S“«OP«H  «0BIE»  EEEOEV-  S 

™  “1=  sstjss  .  SSSSSSSs = SS 

„  Kenlon  .  0  shall  be  finished  with  face  brick  and  architectural  terra  cotl 

Negative  .  \  trimmings;  that  a  return  of  the  drawings  shall  t 

Absent .  0  “  Xs  bofri  for  approval ;  that  the  variation  sha 

THE  RESOLUTION-  include  the  conduct  of  minor  repairs  in  conjunction  wil 

(1393-24-BZ)  the  operation  of  the  garage  on  the  premies  on  conditic 

ow~:  S2.W  arT  application!^  mrder  J  td*  fSlSSSSS 

street,  Borongh  of  ■*  «~**<  «*»  « 

M Whereas,  this  application  was  denied  by  the  board  at  its 

meeting  April  28,  1925,  and  reopened  under  new  condi-  APPROVAL  OF  PLANS, 

tions  Tanuary  18,  1927 ;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application  by  214.29-BZ.  ^ 

the  board  of  standards  and  appeals,  at  its  regular  meeting,  APPLICANT— Joseph  M.  Lonergan,  for  George  C.  Zein< 

March  15,  1927,  after  due  notice  by  publication  in  the  owner_ 

Bulletin  of  the  Board  of  Standards  and  Appeals;  an  SUBJECT— Application— re  approval  of  plans  in  accordan 

Whereas,  the  use  district  maps  accompanying  the  bu  ,  .  resolut;on  adopted  by  the  board  July  16,  19. 

ing  zone  resolution  show  that  Dyckman  street  is  m  a  W-  PREMISES  AFFECTED— 113-118  Crown  street,  soi 
ness  district;  Payson  avenue  is  in  a  business  and  residence  -  sidc  ^  {t  west  of  Bedford  avenue,  Brooklyn 

district,  and  Riverside  drive  is  in  a  residence  dis  ric  ,  an  ppEARANCES — None. 

Whereas,  the  decision  of  the  superintendent  of  building  ,  action  OF  BOARD— Chairman  read  report  of  engine! 
rendered  November  7,  1924  (N.  B.  604-1924),  reac  s  .  -  report  of  engineer  adopted  and  plans  approved 

“1  The  premises  for  proposed  building  is  m  a  resi-  accordance  therewith. 

dence  and  business  district  and  a  garage  for  more  than  ^HE  v‘OTE  T0  ADOPT  REPORT  AND  APPRO 

five  motor  vehicles  is  prohibited  as  per  Section  3  and  up  ANS— 

4,  Building  Zone  Resolution.” ;  ‘  Affirmative :  Chairman  Walsh,  Commissioners 

and  ,  c  Holland  and  Guilfoyle  and  Chief  kenlon.. 

Whereas,  the  proposed  building  is  to  be  of  non-firep^  Negative  . ■•••••• . 

construction,  one  story  and  basement  in  height  witn  a  \bsent:  Commissioner  Connell . 

frontage  of  75  ft.  on  Dyckman  street  and  4o  ft.  m  in.  _ _ 

garage  £  S  sloi^eoi 

more  than  five  motor  vehicles;  and  ,  .  .  ,  (454-29-BZ) 

Whereas,  a  committee  of  inspection  of  the  hoard  visneo  rbairman  presented  and  read  a  communication  f 

o^the^uildin^zmiTresohiBon'runder 'specific  condhfons ;  and  Ferdinand  Savignano,  requesting  the  board  to  fix  an  , 
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deemed  affected  for  the  purpose  of  notification,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1276-1284  60th  street  and 
6002-6012  13th  avenue,  southwest  corner,  Borough  of  Brook¬ 
lyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  60th  street  from  a  point  200  ft.  east 
of  13th  avenue  to  a  point  400  ft.  west  of  premises  in 
question;  both  sides  of  13th  avenue  from  a  point  100 
ft.  south  of  60th  street  to  a  point  400  ft.  north  of 
premises  in  question. 


(604-29-BZ) 

The  chairman  presented  and  read  a  communication  from 
Bernard  Tompkins,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to 
permit,  partly  in  a  business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles  and,  also,  the 
'installation  of  a  gasoline  service  station;  premises  744-752 
Jamaica  avenue,  southwest  corner  of  Chestnut  street,  Bor¬ 
ough  of  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Jamaica  avenue  from  a  point  200  ft. 
east  of  Chestnut  street  to  a  point  400  ft.  west  of  prem¬ 
ises  in  question ;  both  sides  of  Chestnut  street  from 
Jamaica  avenue  to  a  point  400  ft.  south  of  premises  in 
question. 

(689-27-BZ) 

The  chairman  presented  and  read  a  communication  from 
Samuel  C.  Rice,  requesting  the  board  to  fix  an  area  deemed 


affected  and  within  which  to  obtain  consents  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  junction  of  Kissena  boulevard 
and  Colden  avenue,  Flushing,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board; 

Both  sides  of  Kissena  boulevard  from  a  point  200 
it.  southeast  of  Colden  avenue  to  a  point  400  ft.  north¬ 
west  of  premises  in  question;  both  sides  of  Colden 
avenue  and,  also,  Quince  avenue  from  a  point  100  ft. 
northeast  of  Kissena  boulevard  to  a  point  400  ft.  west 
of  premies  in  question ;  also  both  sides  of  Poplar  avenue 
frm  Colden  avenue  to  a  point  400  ft.  northeast  of  prem¬ 
ises  in  question. 


(261-29-BZ) 

The  chairman  presented  and  read  a  communication  from 
James  E.  Doherty,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  113-26  Farmers  boule¬ 
vard,  South  Hollis,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Farmers  avenue  from  114th  road  to 
a  point  400  ft.  north  of  premises  in  question;  both 
sides  of  Murdock  avenue  from  a  point  200  ft.  east  of 
Farmers  avenue  to  a  point  400  ft.  west  of  premises  in 
question;  both  sides  of  Mexico  street  from  114th  road 
to  Murdock  avenue;  both  sides  of  Hannibal  street  from 
113th  road  to  113th  avenue;  also  the  east  side  of  113th 
road  from  Murdock  avenue  to.  Hannibal  street. 


Adjourned  4.25  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

r  _ _ _ 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  31,  1929. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  Kenlon. 


PETITIONS  FOR  VARIATIONS. 

401-29-S. 

PETITIONER— Samuel  P.  Rose,  for  251  West  30th  Street 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 251-255  West  30th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  14,  1930,  at 
2  p.  m.,  on  written  request  of  petitioner. 


564-27-S. 

PETITIONER — Ludwig  Hanauer,  for  354-356  36th  Street 
Corp.,  owner. 

SUBJECT — Application  for  reopening — reconsideration — 
previously  denied — re  Variation  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 354-356  36th  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Request  for  reopening  denied. 


THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent:  Chief  Kenlon .  1 


540-29-S. 

PETITIONER — Walter  M.  Bristow,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 235-237  Pearl  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Walter  M.  Bristow. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  Kenlon .  1 


398-29-S. 

PETITIONER — Buchman  &  Kahn,  for  Abenad  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 2-12  East  58th  street  and  745- 
753  Fifth  avenue,  southeast  corner,  Manhattan. 
APPEARANCES— 

For  Petitioner :  John  M.  Montfort. 
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ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE—  , 

Affirmative:  Chairman  Walsh.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

Kenlon  . .  jj 

Negative  .  _ 

Absent . 

THE  RESOLUTION— 

(398-29-S) 

Whereas  Buchman  &  Kahn,  for  Abenad  Realty  Corp., 
owner,  filed'  July  13,  1929,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  deeisio 
of  the  superintendent  of  buildings,  affecting  premises  2-1- 
East  58th  street  and  745-753  Fifth  avenue,  southeast  corner, 

Borough  of  Manhattan ;  and  f  _c 

Whereas,  the  decision  of  the  superintendent  of  buddings, 
rendered  May  28,  1929  (N.  B.  Applic.  No.  434-1929), 

“6  Windows  should  conform  to  Section  264  Labor 
Law.” ; 

a"wHEREAS,  the  building,  facing  on  two  street  fronts,  is 
fireproof,  thirty-two  stories  m  height,  118  ft.  8)4  in-  by  -0 
ft.  in  area;  OCCUPIED:  1st  story,  stores;  upper  stones, 
offices,  showrooms  and  25  per  cent  manufacturing,  2-  I  1 
sons  per  story;  EQUIPPED  with  a  sprinkler  system  and 
a  (ire  alarm  signal  system;  EXITS:  two  mtenor  fireproof 
stairways,  extending  from  the  first  story  to  roof,  enclosed 
in  fireproof  partitions,  with  fireproof  doors  at  openings ; 

‘^Whereas,  there  are  openings  on  the  first  second  and  third 
stories  in  both  street  walls  of  the  building  glazed  with 
V. -inch-thick  plate  glass;  the  maximum  area  of  the  glass 
on  the  first  story  being  20  ft.  4  in.  by  8  ft..,  on  the  sec 
story  being  3  ft.  7*4  in.  wide  by  6  ft.  m  h5h(  ^ 1- 
the  third  story  being  3  ft.  7*4  «.  wide  by  a  ft.  1 A  m.  high, 

a' Whereas,  petitioner  contends  that  a  strict  compliance 
with  the  labor  law  as  to  the  area  of  the  glass  would  detract 
from  the  architectural  appearance  of  the  tariffing ;  an. d  also, 
would  destroy  the  intended  use  of  the  lowest  three  stor  . 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
iaw  and  that  the  petition  be  and  it  hereby  is  granted ,  only 
so  far  as  it  affects  the  windows  on  the  three  lower  stories  on 
the  street  front,  on  condition  that  all  openings  be  equipped 
with  approved  metal  frames  and  sash  glazed  with  tf-inch 
polished  plate  glass,  and  that  no  light  of  glass  on  the  second 
or  third  story  shall  exceed  a  width  ot  4  tt. 

583-29-S.  _  .  XT  f 

PETITIONER — Karl  Gleason,  for  Hamilton  Bank  Mote 

Co.,  owner.  .  .  .  •  „ 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  ort  e 

of  the  fire  commissioner. 

PREMISES  AFFECTED— 142-146  Adams  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Karl  Gleason. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment.  .  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 

mi  Tp  \'T  O  T  _ 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  Q 

Negative  .  Q 

Absent . 

THE  RESOLUTION— 

(583-29-S)  xT 

Whereas  Karl  Gleason,  for  Hamilton  Bank  Note  Co., 
owner,  filed,  September  26,  1929,  a  petition  for  a  variation 


from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  142-146  Adams 
street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
5,  1929  (Order  No.  57258-LD),  reads: 

“Arrange  iron  bars  on  windows  on  the  North,  East 
and  West  sides  of  1st  story  and  west  side  of  2nd  story, 
so  as  to  be  readily  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use  of 
such  windows  for  purposes  of  egress,  as  per  Section 
272  of  the  Labor  Law.”  ; 

Whereas,  the  building  is  non-fireproof,  four  and  fi\e 
stories  in  height,  57  ft.  by  96  ft.  11  in.  in  area;  OCCU-, 
PIED  as  a  printing  establishment;  not  more  than  aS  per¬ 
sons  each  story;  EQUIPPED  with  a  fire  alarm  signal  sys¬ 
tem  ;  EXITS :  two  interior  fireproof  stairways,  extending, 
from  the  first  story  to  top  story  (the  easterly  stairway  ex¬ 
tends  to  the  roof),  enclosed  in  fireproof  partitions,  Witt 
fireproof  doors  at  openings ;  a  fire  escape  on  the  north  side 
of  the  building,  having  fireproof  openings  along  the  coursi 
thereof,  extending  from  ground  level  to  the  roof,  witl 
EGRESS  from  the  termination  of  the  fire  escape  by  means 
of  unobstructed  passageway  to  street;  no  adjoining  build 

ings ;  and  ,  .  , 

Whereas,  the  petitioner  claims  there  are  nine  window 
on  the  east  side  at  first  story;  four  windows  on  the  nortl 
side  at  first  story ;  three  windows  on  the  south  side  at  hrs 
story  and  eight  windows  on  the  west  side  at  second  stor. 
which  are  affected  by  the  order ;  that  there  are  no  window 
or  openings  on  the  west  side  of  the  building  at  first  story 
that  to  make  the  bars  removable  increases  the  possibilit 
of  theft-  that  it  is  a  necessity  to  be  protected  against  thef 
due  to  the  bonds  and  stock  certificates  stored  on  the  prem 
ises-  furthermore,  the  petitioner  contends  that  the  buildin 
is  provided  with  adequate  means  of  exit  and  that  no  sat 
means  of  exit  could  be  had  through  the  windows  in  questiot; 

Resolved,  that  the  board  of  standards  and  appeals  dot 
hereby  make  a  variation  in  the  requirements  of  the  labc 
law,  and  that  the  petition  be  and  it  hereby  is  granted  o 
condition  that  any  openings  now  equipped  with  bars  sha 
have  the  bars  made  readily  removable  from  the  inside. 


559-29-S. 

PETITIONER— William  Klein,  for  Rose  Klein,  owner 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  ord< 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 45-17  to  45-21  Hulst  stree 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES—  „  .  . 

For  Petitioner:  Julius  Braunschweig. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE — 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle . 

Negative  . 

Absent:  Chief  Kenlon . 

THE  RESOLUTION— 

(559-29-S) 

Whereas.  William  Klein,  for  Rose  Klein,  owner,  file 
September  12.  1929,  a  petition  for  a  variation  from  the  r 
quirements  of  the  labor  law,  as  cited 1  in i  an  order  of  t 
fire  commissioner,  affecting  premises  45-17  to  45-21  Hu. 
street,  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  d 
August  5,  1929  (Order  No.  60962-LD),  reads: 

“1  Arrange  all  interior  stairways  so  that  same  v 
conform  to  Sec.  270  of  the  Labor  Law.  Among  1; 
defects  noted  are  the  following : 
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“A.  Enclosure  not  fireproof — does  not  extend  to  3' 
above  roof. 

“B.  Doors  open  inwardly  and  are  not  self-closing.”; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  75  ft.  by  100  ft.  in  area  on  the  first  story  and  75 
ft.  by  25  ft.  on  the  second  story;  OCCUPIED:  cellar, 
boiler  room ;  1st  story,  machine  shop,  5  persons ;  2nd  story, 
storage ;  means  of  EGRESS  consist  of  an  interior  iron  and 
concrete  stairs,  extending  from  first  story  to  the  second 
story,  with  fireproof  doors  to  the  openings  in  first  story 
and  wood  stud  and  plaster  boards  on  each  side,  covered  with 
26  gauge  metal  on  the  second  story;  building  is  EQUIPPED 
with  a  sprinkler  system  and  a  fire  alarm  signal  system ; 
and 

Whereas,  petitioner  contends  a  certificate  of  occupancy 
was  issued  by  the  building  department  in  July,  1923,  and 
this  certificate  called  for  a  factory  on  the  first  story  and 
offices  on  the  second  story,  and  contends  that  since  the 
erection  of  the  building  the  second  story  has  been  used  only 
for  storage  for  metal  and  iron  machine  parts ;  that  the  stair¬ 
way  from  the  second  story  to  the  roof  is  enclosed;  that  there 
are  four  windows  on  the  roof  of  the  second  story,  opening 
on  the  roof  of  the  first  story,  with  egress  from  this  roof 
to  roof  of  the  adjoining  building,  and  that  there  are  only 
five  persons  employed  on  the  first  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  Item  A  of  Order  No.  60962,  on  condition 
that  the  interior  stairs  be  enclosed  with  not  less  than  4-inch 
terra  cotta  blocks,  with  self-closing  doors  on  openings  along 
the  course  thereof ;  that  there  shall  be  provided  on  the 
second  story  a  door  opening  outwardly  to  the  roof  of  the 
rear  extension,  with  iron  steps  to  sill,  with  egress  over  ad¬ 
joining  extension  roofs  on  same  level  to  and  through  ad¬ 
joining  buildings  to  street,  and  that  all  factory  occupancy 
shall  be  restricted  to  the  first  story. 

Resolved,  further ,  that  the  order  of  the  fire  commissioner, 
as  to  Item  B,  be  and  it  hereby  is  affirmed,  and  that  the 
petition  as  to  this  item  be  and  it  hereby  is  denied. 


579-29-S. 

PETITIONER — William  F.  Doyle,  for  Printing  Crafts 
Realty  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 461-479  Eighth  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent:  Chief  Kenlon .  1 


THE  RESOLUTION— 

(579-29-S) 

Whereas,  William  F.  Doyle,  for  Printing  Crafts  Realty 
Corp.,  owner,  filed,  September  25,  1929,  a  petition  for  a 
variation  of  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  461-479 
Eighth  avenue,  Borough  of  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  June 
13,  1929,  read: 

“Order  No.  57816-LD : 

“1.  Remove  all  articles  or  wares  from  stairway  en¬ 
closure,  or  from  the  landing,  platforms  or  passageways 


connected  therewith  including  cigar  stand  in  hall  at  1st 
story,  8th  Avenue  side  of  building  as  per  rules  of  the 
Board  of  Standards  and  Appeals.”; 

and 

“Order  No.  57817-LD : 

“1.  Replace  the  present  glass  in  partitions  enclosing 
main  hall  at  the  8th  Ave.  side  of  building  with  mate¬ 
rial  equivalent  to  the  rest  of  the  enclosure.  Sec.  270, 
of  the  Labor  Law. 

”2.  Replace  the  present  revolving  doors  at  entrance 
at  8th  Ave.  side  of  building  with  doors  arranged  to 
open  outwardly,  Sec.  270  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  twenty-two  stories  in 
height,  197  ft.  by  118  ft.  1V/2  in.  and  120  ft.,  irregular,  in 
area;  OCCUPIED:  1st  story,  stores,  60  persons;  2nd  story, 
multigraphers,  office,  45  persons ;  3rd  story,  printers,  75 
persons;  4th  story,  printers,  100  persons;  5th  story,  printers, 
100  persons;  6th  story,  printers,  100  persons;  7th  story, 
printers,  100  persons;  8th  story,  bookbinder,  100  persons; 
9th  story,  printer,  95  persons;  10th  story,  office  and  engraver, 
75  persons;  11th  story,  printer,  100  persons;  12th  story, 
printer,  100  persons;  13th  story,  office,  75  persons;  14th 
story,  office,  60  persons ;  loth  story,  office,  75  persons ;  16th 
story,  office,  60  persons;  17th  story,  office,  90  persons ;  18th 
story,  office,  100  persons;  19th  story,  office  and  priting,  100 
persons ;  20th  story,  bookbinder,  100  persons;  21st  story, 
printer,  100  persons ;  22nd  story,  photo  engraving,  100  per¬ 
sons  ;  pent  house,  elevator  machinery,  etc. ;  means  of 
EGRESS  consist  of  four  interior  fireproof  stairways,  ex¬ 
tending  from  first  story  to  the  roof,  and  two  fire  towers, 
extending  from  first  story  to  the  roof,  enclosed  in  fireproof 
partitions,  with  fireproof  doors  to  the  openings ;  the  building 
is  EQUIPPED  with  a  standpipe  and 

Whereas,  there  is  located  in  the  first  story  hall,  in  the 
passageway  leading  from  West  34th  street  to  West  33rd 
street,  a  lunch  counter,  and  in  the  hallway  leading  to  Eighth 
avenue,  a  cigar  stand ;  the  exit  to  Eighth  avenue  is  equipped 
with  two  sets  of  revolving  doors  with  plain  glass  in  re¬ 
volving  doors;  the  partitions  adjacent  thereto  are  as  fol¬ 
lows  :  four  panes,  each  1  ft.  by  1  ft.  5  in.,  plain  glass ; 
one  pane,  1  ft.  by  1  ft.  1  in.,  plain  glass ;  eight  panes,  2  ft. 
by  3  ft.,  plain  glass;  eight  panes,  3  ft.  by  2  ft.  2  in.,  bent 
glass,  plain  glass ;  and 

Whereas,  petitioner  contends  that  the  cigar  stand  in  the 
main  hall  occupied  but  a  small  space  and  that  the  lunch 
counter  in  the  rear  elevator  passageway  occupies  a  small 
space  and  the  area  of  both  these  halls  would  more  than  ac¬ 
commodate  the  number  of  persons  employed ;  that  the  re¬ 
volving  doors  had  been  erected  after  plans  and  specifications 
had  been  filed  with  the  bureau  of  buildings  for  this  pur¬ 
pose,  and  requests,  in  view  of  the  light  occupancy  of  this 
building,  that  the  variation  be  granted. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed,  and  that  the  petition  be  and  it 
hereby  is  denied. 


318-29-S. 

PETITIONER — Albert  G.  Berger,  for  Garment  Center 
Capjtol,  Inc.,  owner. 

SUBJECT— Application  for  reopening — amendment  of  peti¬ 
tion — re  Variation  of  the  labor  law,  as  cited  in  a 
decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 512  Seventh  avenue  and  200-2f2 
West  38th  street,  southwest  corner,  Manhattan. 
APPEARANCES— 

For  Petitioner:  William  J.  Minogue. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Commissioners 
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Connell,  Holland  and  Guilfoyle .  ^ 

Negative  .  ® 

Absent:  Chief  Kenlon .  1 

THE  RESOLUTION— 

(318-29-S) 

Whereas,  Albert  G.  Berger,  for  Garment  Center 

Capitol,  Inc.,  owner,  filed.  May  10,  1929,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  a  decision  of  the  superintendent  of  buildings,  affecting 
premises  512  Seventh  avenue  and  200-212  West  38th  street, 
southwest  corner,  Borough  of  Manhattan;  and 

Whereas  the  decision  of  the  superintendent  ot  buildings, 
rendered  April  24,  1929  (N.  B.  App.  No.  259-1928),  reads: 

“10.  All  windows  must  comply  with  Rule  ;>03  In¬ 
dustrial  Code  and  Section  264  Labor  Law.” ; 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  July  23,  1929,  on  certain  conditions,  and  petitioner 
requests  a  reopening  of  the  case  and  the  amendment  of  the 
statement  of  decision  of  the  superintendent  of  buildings  to 

include  Item  No.  13  which  reads:  . 

*‘13.  Fireproof  wood  wainscoting  is  not  permitted  m 

a  fireproof  factory  building.’  ; 

30  \Y’  h  ere  as  ,  the  building,  facing  on  two  street  fronts,  is  fire¬ 
proof,  forty-three  stories  in  height,  having  a  frontage  ot 
116  ft  9  in.  on  West  38th  street  and  122  ft.  10  in.  on 
Seventh  avenue;  OCCUPIED:  1st  story,  stores ;  2nd  story, 
bank,  150  persons;  2nd  story,  mezzanine,  bank;  upper 
stories,  offices,  showrooms  and  25  per  cent  manufacturing, 
75  persons  per  story ;  EQUIPPED  with  a  sprinkler  system; 
EXITS:  two  interior  fireproof  stairways,  extending  from 
the  first  story  to  roof,  enclosed  in  fireproof  partitions,  with 

fireproof  doors  at  openings;  and  , 

Whereas,  there  are  openings  in  both  street  walls  of  the 
building;  on  the  first  and  second  stories  glazed  with  one- 
quarter-inch-thick  plate  glass;  the  maximum  area  oi  the 
glass  on  the  first  story  being  17  ft.  7  in.  by  8  ft  8  in.  and 
on  the  second  story  being  7  ft.  4  in  by  5  ft  9  in.;  an 
Whereas,  petitioner  contends  that  the  second  story  and 
second  story  mezzanine  of  the  building  is  to  be  used  as  a 
bank,  and  on  account  of  this  occupancy  the  large  area  of 
the  glass  is  necessary,  and  that  a  strict  compliance  with  the 
labor  law  as  to  the  area  of  the  glass  would  destroy  the  in¬ 
tended  use  of  the  two  lower  stories;  that  fireproof  wood 
wainscoting  is  to  be  installed  only  in  the  P™»dent  s  room 
directors’  room  and  office  No.  7  of  the  bank,  and  that  th 

bURlcsolvedSVth^  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labo 
law  and  that  the  petition  be  and  it  hereby  is  planted,  as  t 
Item  No.  10.  only  so  far  as  it  affects  the  street  front  of  the 
two  lower  stories,  on  condition  that  all  openings  be  equipped 
with  approved  metal  frames  and  sash,  glazed  with  one-quarte  - 
inch  polished  plate  glass ;  that  no  light  of  glass  on  th«  second 
story  shall  exceed  a  width  of  4  ft.,  and  granted,  as  to  Item 
No  13,  only  so  far  as  it  affects  the  president  s  room,  di¬ 
rectors’  room  and  offices  of  th«  bank  or  that  portion  of 
the  second  story  and  second  story  mezzanine  occupied  by  the 
bank,  on  condition  that  wainscoting  shall  be  fireproof  m  ac¬ 
cordance  with  the  building  code,  and  that  such  wainscoting 
shall  be  planted  directly  on  the  terra  cotta  Weeks  backed .up 
with  one-quarter-inch  asbestos  sheathing,  and  that  there  s 
be  no  voids  or  open  spaces,  and  that  the  requirements  of  tl 
labor  law  shall  be  complied  with  m  all  other  respects. 


APPEARANCES— 

For  Petitioner:  Henry  J.  Nurick. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  3 

Negative  .  ® 

Absent .  ® 


THE  RESOLUTION— 

(30-29-S) 

Whereas,  Henry  J.  Nurick,  for  Isaac  Levine,  owner, 
filed,  January  16,  1929,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  376-388  Throop  avenue  and 
751  Lafayette  avenue,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  21,  1928,  affecting  premises  376-378  Throop  avenue 
(Order  No.  33224-LD),  reads: 

“1.  Arrange  fire-escape  on  the  rear  of  building  and 
the  openings  leading  thereto  *  *  * 

“Among  the  defects  noted  are  the  following: 

“(a)  Balconies  and  stairs  not  screened  up  to  a  height 
of  4  ft.  6  in. 

“(b)  Balconies  not  3  ft.  wide. 

“(c)  No  60  degree  connecting  stairways. 

“(d)  No  balcony  at  1st  story.  Fire-escape  does  not 
extend  to  roof. 

“(e)  No  stairway  or  counterbalanced  stairway  to 
ground. 

“(g)  No  fireproof  passageway  from  termination  to 
street  above.” ; 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  21,  1928,  affecting  premises  380-388  Throop  avenue 

(Order  No.  33159-LD),  reads: 

“1.  Arrange  the  fire-escape  on  the  south  side  ana 
west  side  of  building  and  the  opening  leading  there¬ 
to  *  *  * 

“Defects  noted  as  follows: 

“(a)  No  60  degree  connecting  stairways. 

“(b)  No  stairway  from  top  balcony  to  roof. 

“(c)  Balconies  are  not  3  ft.  wide. 

“(d)  Windows  on  course  are  not  fireproof,  self¬ 
closing. 


on 


and 


sing.  ,  r 

‘(e)  No  balcony  on  the  4th  floor  from  fire  escape, 

the  south  side.” ; 


30-29-S 

PETITIONER— Henry  J.  Nurick.  for  Isaac  Levine,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  orcer 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 376-388  Throop  avenue  and  .51 
avenue,  northwest  corner,  Brooklyn. 


Whereas,  the  premises  consist  of  two  groups  of  non- 
fireproof  buildings,  two  to  six  stories  in  height;  No.  376 
Throop  avenue  occupied  as  a  store  and  office, _  3 
No  378  Throop  avenue,  tenant  factory,  maxim-urn  ot  2o 
persons  on  any  floor;  EXITS:  an  interior  fireproof  enclosed 
stairway  and  a  fire  escape  on  rear ;  No.  7ol  Lafayette  avenue, 
tenant  factory,  maximum  of  25  persons  on  any  floor; 
FXITS '  an  interior  open  wooden  stairway,  extending 
from  first  story  to  top  story;  a  vertical  iron  ladder  fire 
escape  on  the  rear  of  the  building,  extending  from  the  roof 
to  the  open  court  and  having  iron  shutter  on  the  windows 
along  the  course  thereof;  No.  380-388  Throop  avenue  an 
interior  wooden  stairway,  extending  from  the  first .to  top 
storv  enclosed  in  fireproof  partitions,  with  fireproof  doors  at 
openings  •  a  vertical  iron  ladder  fire  escape  on  the  rear  and  a 
60-degree  fire  escape  on  the  front  of  the  budding,  extending 
from  the  first  story  to  roof,  with  fireproof  openings  along  the 
course  thereof;  No.  376-378  Throop  avenue  an  interior 
fireproof  stairway,  extending  from  the  first  story  roof’ 
enclosed  in  fireproof  partitions,  with  fireproof  doors  a 
nnenimrs:  a  vertical  iron  ladder  fire  escape,  with  fireproof 
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MINUTES 


windows  along  the  course  thereof,  extending  from  the  roof 
to  the  rear  yard ;  and 

Whereas,  petitioner  contends  that  the  occupancy  of  the 
buildings  is  small  and  that  the  numerous  openings  between 
the  buildings  and  the  existing  means  of  egress  afford  ade¬ 
quate  means  of  escape  from  the  building  in  emergency;  and 

Whereas,  petitioner  withdraws  request  for  variation  on 
Order  No.  33155-LD  and  34020-LD. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 

law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 

Order  No.  33139,  only  so  far  as  it  affects  Items  B  and  C, 
on  condition  that  a  fixed  double-rung  iron  ladder  be  pro¬ 
vided  from  top  story  hall  to  scuttle  in  roof  as  to  B ;  as  to 
C,  on  condition  that  the  balconies  shall  be  not  less  than  34 
in.  in  width. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
33139,  Items  A,  D  and  E,  be  and  it  hereby  is  affirmed,  and 
that  the  petition  be  and  it  hereby  is  denied. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 

law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 

Order  No.  33224,  Items  A  and  B,  on  fondition  that  the 
width  shall  be  not  less  than  34  in. ;  granted,  as  to  Defect  D, 
only  so  far  as  it  affects  the  installation  of  fire  escape  to  the 
roof,  on  condition  that  a  gooseneck  ladder  be  provided  from 
top  story  balcony  to  the  roof ;  granted,  as  to  Item  G,  only 
so  far  as  it  affects  egress  from  the  termination  of  the  fire 
escape,  on  condition  that  the  fire  escape  of  building  376-378 
be  extended  and  connected  to  building  No.  388  Throop  ave¬ 
nue,  thereby  providing  a  party  wall  fire  escape ;  that  egress 
from  termination  be  provided  through  open  passageway 
connecting  through  plate  glass  windows  and  doors  with 
properties  in  the  same  ownership  opening  on  Lafayette 
avenue  known  as  No.  751-753  Lafayette  avenue. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
33224,  Item  D,  balcony  at  first  story,  be  and  it  hereby  is 
affirmed,  and  that  the  petition  be  and  it  hereby  is  denied. 


7-26-S. 

PETITIONER — Irwin  M.  Berliner,  for  Estate  of  G.  Gen- 
nert,  owner. 

SUBJECT — Application  for  reopening — modification — re 
Variation  of  the  labor  law,  as  cited  in  orders  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 24-26  East  13th  street,  'Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  O.  Gennert  and  Theodore 
Haight. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  Kenlon .  1 

THE  RESOLUTION— 

(7-26-S) 


W  hereas,  Irwin  M.  Berliner,  for  Estate  of  G.  Gennert, 
owner,  filed,  January  4,  1926,  a  petition  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  orders  of  the 
fire  commissioner,  affecting  premises  24-26  East  13th  street, 
Borough  of  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 
“Order  No.  31813-LC,  dated  November  28,  1925: 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  24-26  East  13th  Street,  Manhattan,  used  for  the 


storage  and  use  of  chemicals,  etc.,  shows  that  the 
following  must  be  done  before  permit  requested  by 
you  can  be  issued : 

“3.  Owner  of  building  must  comply  with  Fire  De¬ 
partment  orders.” ; 

and 

“Order  No.  80787-LD,  dated  June  25,  1925: 

"1.  Arrange  iron  bars  on  windows  on  rear  side  of 
first  story  so  as  to  be  readily  movable  or  removable 
from  both  sides  in  such  a  manner  as  to  afford  the 
free  and  unobstructed  use  of  such  windows  for  pur¬ 
poses  of  egress,  as  per  Section  272  of  the  Labor  Law.”; 

and 

“Order  No.  81070-LD,  dated  June  26,  1925: 

“1.  Remove  the  substandard  fire  escape  on  the  east 
side  of  the  building  or  reconstruct  same  as  per  Sec. 
274  of  the  Labor  Law,  etc.”; 

and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  July  27,  1926,  on  certain  conditions,  on  the  basis  of 
the  existing  exit  facilities  at  the  premises,  and  it  appears 
that  these  exit  facilities  have  been  changed  by  the  erection 
of  a  new  building  in  the  rear  of  these  premises  on  12th 
street,  and  that  a  new  order  of  the  fire  commissioner  has 
been  issued,  Order  No.  66368-LD,  dated  November  29,  1929, 
reading : 

“1.  Arrange  the  fire  escape  at  rear  of  building  serving 
as  a  required  means  of  egress  so  that  same  will  conform 
to  Section  274  of  the  Labor  Law  and  the  Rules  of  the 
Board  of  Standards  &  Appeals. 

“Defects  noted  as  follows : 

“1.  No  safe  egress  from  termination  of  fire  escape  to 
street. 

“2.  Guard  rail  on  balconies  and  stairways  not  4'  6" 
high. 

“3.  Fire  doors  opening  to  balconies  broken  and  de¬ 
fective. 

“4.  No  knobs  provided  on  both  sides  of  doors  opening 
to  fire  escapes  so  arranged  that  doors  may  be  readily 
opened  from  both  sides.” ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  49  ft.  2)4  in-  by  103  ft.,  irregular,  in  area;  OCCU¬ 
PIED:  basement,  1st,  2nd  and  3rd  stories,  photographic 
supplies ;  4th  story,  bookbinders ;  5th  story,  manufacture 
stained  glass;  6th  story,  engravers  on  brass;  50  persons 
above  the  first  story;  EQUIPPED  with  a  sprinkler  system 
and  a  fire  alarm  signal  system;  EXITS:  an  interior 
wooden  stairway,  extending  from  the  1st  story  to  top  story, 
enclosed  in  fire-retarding  partitions,  with  fireproof  doors  at 
openings ;  a  sub-standard  fire  escape  on  the  east  side  of 
the  building  and,  also,  a  fire  escape  on  the  rear  of  the 
building,  having  fireproof  openings  along  the  course  there¬ 
of,  extending  from  roof  to  the  yard,  with  proposed  egress 
as  of  December  31,  1929  from  the  termination  of  rear 
fire  escape  by  means  of  door  in  the  wall  leading  to  ad¬ 
joining  building,  thence  through  fireproof  passage  and  yard 
of  adjoining  premises  and  existing  passageway  through 
front  building,  No.  15  East  12th  street,  to  the  street;  ROOFS 
of  adjoining  buildings:  approximately  40  ft.  lower;  and 

Whereas,  there  are  iron  bars  on  five  windows  in  the  rear' 
wall  of  the  first  story ;  and 

Whereas,  petitioner  contends  that  the  bars  have  been 
removed  from  some  of  the  windows  in  question  and  that 
sufficient  means  of  exit  are  now  afforded ;  that  there  are 
two  legal  means  of  exit,  not  including  the  sub-standard  fire 
escape^  that  the  quantity  of  flashlight  powder  has  been 
reduced  to  10  pounds  and  that  a  metal  receptacle  has  been 
provided  for  same ;  and 
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Whereas,  the  premises  at  the  time  of  original  action  was 
provided  with  a  rear  fire  escape,  with  egress  from  the  ter¬ 
mination  to  adjoining  premises  to  the  rear,  since  which  time 
a  structure  having  been  erected  at  the  rear,  closing  oft  the 
egress  and  causing  the  issuance  of  an  order  of  the  hre 
department,  dated  November  29,'  1929,  as  to  egress  from 
termination  of  rear  fire  escape ;  and 

Whereas,  it  is  now  proposed  to  provide  egress  from  ter¬ 
mination  of  fire  escape  by  cutting  an  opening  in  the  east- 
erly  wall  of  the  building  adjoining  connecting  to  open 
vestibule  in  the  adjoining  premises  to  the  west,  with  egress 
from  such  horizontal  opening  to  open  yard  leading  direct 
through  No.  15  East  12th  street  to  the  street;  said  doors 
to  be  equipped  with  exit  signs;  consent  of  adjoining  owner 

to  be  filed  with  the  fire  department. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor'  law,  and  that  the  petition  be  and  it  hereby  is 
granted,  as  to  Item  1  of  Order  No.  81070-LD,  on  condition 
that  the  windows  on  the  course  of  this  fire  escape :  be  made 
fireproof,  and  denied,  as  to  Item  1  of  Order  No.  80<87-LD, 
and  that  the  board  does  hereby  make  a  variation  from  the 
requirements  of  the  labor  law,  and  that  the  petition  be  and 
it  hereby  is  granted,  as  to  Item  1  of  Order  No  66368-LD, 
on  condition  that  an  opening  be  cut  in  the  easterly 
wall  of  building  at  rear  of  No.  15  East  12th  street 
connecting  with  a  fireproof  passageway  in  this  building 
leading  to  yard  of  No.  15  East  12th  street,  with  egress  from 
said  yard  through  existing  passageway  in  front  building 
direct  to  street ;  said  opening  and  passageway  to  be  provided 
with  exit  signs,  and  that  the  consent  of  the  owner  of  No^ 
15  East  12th  street  for  the  construction  of  such  opening  an 
passageway  shall  be  filed  with  the  fire  department,  and 
denied  in  all  other  respects. 


ACTION  OF  BOARD— Chairman  read  engineer’s  report; 

engineer’s  report  adopted  and  appliance  approved 
in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
APPLIANCE— 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  Kenlon .  1 


THE  RESOLUTION- 


(295-29-SA) 


Whereas,  Prossen-Meder  Corp.,  for  Combustion  Fuel  Oi 
Burner  Co.,  owner,  filed,  April  30,  1929,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  device 
L-nz-vurn  qc  tbp  lotion  Fuel  Oil  Burner,  Fvne  “B  ’ ;  and 


known  as  the  Combustion  Fuel  Oil  Burner,  Type  “B  ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  December  26,  1929,  recom¬ 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Combustion  Fuel 
Oil  Burner,  Type  “B,”  when  installed  in  accordance  with  the 
fuel  oil  rules  of  tfie  board  of  standards  and  appeals  and  in 
conformity  with  the  report  of  the  bureau  of  fire  prevention. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


603-29-SA. 

PETITIONER — Salvatore  S.  Millo,  for  Industrial  Labor¬ 
atories,  owner. 

SUBJECT— El ectromatic  Oil  Burner,  approval  ot. 
APPEARANCES— None.  .  .  . 

ACTION  OF  BOARD— Petition  referred  to  fire  depart¬ 
ment  for  test  and  report. 


426-29-SA.  .  ,  .  ,  ,  _  , 

PETITIONER— Jacob  Oppenheimer,  substituted  for  John 
Capasso,  for  Crown  Oil  Burner,  owner. 
SUBJECT— Crown  Oil  Burner,  Type  XA,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  engineer’s  report; 

engineer’s  report  adopted  and  appliance  approved 
in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
APPLIANCE— 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

N  egative  .  ® 

Absent:  Chief  Kenlon .  1 


THE  RESOLUTION— 

(426-29-SA) 


1264-25-SA. 

PETITIONER— Schutte  &  Koerting  Co. 

SUBJECT— Koerting  Gear  Pump,  approval  of. 
APPEARANCES— None.  e  , 

ACTION  OF  BOARD — Petition  referred  to  fire  depart¬ 
ment  for  test  and  report. 


295-29-SA. 

PETITIONER — Prossen-Meder  Corp.,  for  Combustion  Fuel 
Oil  Burner  Co.,  owner.  „ 

SUBJECT— Combustion  Fuel  Oil  Burner,  Type  B,  ap¬ 
proval  of. 

APPEARANCES— None. 


Whereas,  Jacob  Oppenheimer,  for  Crown  Fuel  Oil  Burner, 
owner,  filed,  June  24,  1929,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Crown  Oil  Burner,  Type  XA ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department . 
for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  December  26,  1929,  recommends 
th  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does' 
hereby  approve  the  device  known  as  the  Crown  Oil  Burner, 
Type  XA,  for  use  in  domestic  installations,  when  installed 
in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  in  conformity  with  the  report  of 
the  bureau  of  fire  prevention. 


Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at .  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  30c ;  by  mail,  35c. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

!9  27-A— 39  Fifth  avenue,  Manhattan. 

10- 27- A — 13-16  Central  Park  West,  Manhattan. 

11- 27-A— 20-28  West  72nd  street,  Manhattan. 

12  27-A— 242-248  West  76'.h  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

0-22-SA — Crocker  Gas  Valve,  approval  of. 

•9-22- S A — Kennel  1  Gas  Cut-Off  Valve,  approval  of. 
'3-22-SA — Anti-Syphon  Valve,  approval  of. 

10-22-S A — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

19-22-SA — Coen  Oil  Burner,  approval  of. 

57- 23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 

approval  of. 

J4-23-S  A — Master  Gas  Shut-Olf  Valve,  approval  of. 
J3-23-SA— Packless  Gas  Shut-Olf  Valve,  approval  of. 
J7-23-SA— S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

12- 23-S A — Manual  and  Thermal  Gas  Cut-Otf  Valve,  ap¬ 

proval  of. 

75-23-S A — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

79-23  SA  — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

97-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
43-23-S  A — Automatic  Gas  Shut-Off,  approval  of. 
25-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

52-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

59-23-S A — Hydro  Carbon  Oil  Burner,  approval  of. 

45- 23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
50-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
92-24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

55-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

16-24-SA — Milnes  Oil  Burner,  approval  of. 

42-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 

46- 24-S A — Salvo  Fire  Extinguisher,  approval  of. 

59-24  SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of 
00-24-SA  —  Smolensky  Check  Valve,  approval  of. 

58- 25-S A — Globe  Dry  Pipe  Valve  Accelerator,  approval 

of. 

85-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

63- 23-SA  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

64- 25-SA — Koerting  Gear  Pump,  approval  of. 

46-25-SA — Palmer  Gravity  Lock,  approval  of. 

33-26- S A — Signal  Weatherproof  Bells,  approval  of. 
64-26-SA — Kork-n-Seal,  approval  of. 

197-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

84-26-SA — Protectoseal  Cover,  approval  of. 
l90-26-SA--Pyrolithic  Floor  and  Ceiling  Construction,  ap 

proval  of. 


110-27-SA— Wilbur  Extinguisher,  approval  of. 

187- 27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA— Cook's  Automatic  Oil  Burner,  approval  of. 
977-27-SA — Romec  Rotary  Pump,  approval  of. 

1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipr 
Siamese  Connection,  approval  of. 

188- 28-SA — Faraday  Waterflo  Alarm  Panel,  approval  of. 
213-28-SA— Ford  Automatic  Pressure  Regulating  Valve. 

approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

775-28-SA— Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 

approval  of. 

79-29-SA— Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-SA — Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

185-29-SA— National  Airoil  High  Pressure  Burner,  ap¬ 
proval  of. 

•  86-29-SA — National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2J4-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2j4-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA — Fairbanks  2^4-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 

295-29-SA— ‘Combustion  Fuel  Oil  Burner,  Type  “B,”  ap¬ 
proval  of. 

380-29-SA— Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA — Crystal  Blue  Flame  Oil  Burner,  approval  of. 
426-29-SA — Crown  Oil  Burner,  Type  XA,  approval  of. 
535-29-SA — Croker  2^2-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29- S A — Electromatic  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1928 . 

Cases  filed  up  to  December  31,  1929,  inclusive 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind... . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . . 


DISPOSITION  OF  CASES. 

506  Withdrawn  . 

Dismissed  . 

Denied  . 

765  Granted  . 

Granted  on  condition . 

Appliances  approved . . . 

68  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

242  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

41  Requests  to  amend  granted . 

Requests  to  amend  denied . 

44  Requests  for  modification  granted . 

Requests  for  modification  denied . 

3  Requests  to  rescind  granted . 

Requests  to  rescind  denied.  . . 

42  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

21  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

44  Plans  approved . 

Plans  disaproved . 

2  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn.. 

4  Interpretations  . .  •  . 

Requests  withdrawn  or  dismissed . 


171 

41 

19( 

! 

48- 

21 

i: 


20. 

2: 

3' 

i 

4 


4 

2 


4 


Total  .. 
Disposed  of 


1779 

1387 


Total 


Cases  pending  December  31,  1929 


392 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers, .  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing,  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of .  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  « 
cases  promptly,  for  the  reason  that  the  pendency  of  t 
appeal  or  petition  ties  the  hands  of  the  administrative  of 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petiti' 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  t 
appellant  or  petitioner  to  file  necessary  data,  or  by  a: 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pla . 
and  data  required  by  law  are  supplied,  as  specified  on  t: 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . .  1)30. 
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BOARD  OF  STANDARDS  A^D  APPEAL^  hearings  are  held  in  Room  1013,  Municipal  Building, 

\\Manhattan. 

WILLIAM  E.  WALSH,  Chairman  ^  *  _ 
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PUBLIC  HEARINGS 
Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 
Calk  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 
Edward  V.  Barton,  Chief  Clerk. 


& 


& 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 


Office — Municipal  Building,  Rooms  1001  to  1015. 

Telephone — Worth  0184. 

Office  Hours— 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  January  14,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  21,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes 

10  A. 

of  Regular 

M. 

Meeting, 

January 

7, 

1930, 

Minutes 

2  P. 

of  Regular 

M. 

Meeting, 

January 

7, 

1930, 

Rules  for  Testing  Wood. 
Reserve  Calendar. 

Annual  Report. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
tion  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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William  E.  Walsh,  Chairman 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  January  8,  1930. 


Cal.  No. 

Department. 

Premises  Affected. 

11-30-S _ 

_ H.D . 

.668  Lorimer  st.,  Bklyn., 

Sanitary  Certificate 

10-30-S. . . . 

_ F.D . 

.7  E.  48th  st.,  Man., 

L.  D.  57773 

9-30-S - 

_ F.D . 

.7-9  W.  30th  st.,  Man., 

L.  D.  62981 

8-30- A. . . . 

. B.B.B. . . 

.1636-1642  Eighth  ave.,  Bklyn., 
Applic.  13103-29 

7-30-BZ . . 

. B.B.B... 

.West  side  of  Hoff  st.,  210  ft. 
north  of  Brighton  Beach  ave., 
Bklyn.,  Applic.  18388-29 

6-30-S - 

_ F.D . 

.25-27  W.  56th  st.,  Man., 

L.  D.  44267  &  L.  D.  44265 

5-30- A . . . 

. F.D . 

.527  Waverly  ave.,  Bklyn., 

L.  C.  27462 

4-30-A . . . 

. F.D . 

.524  Waverly  ave.,  Bklyn., 

L.  C.  27464 

3-30-BZ . . 

. B.B.Bx. 

..2261  Loring  pi.,  Bx., 

Decision 

2-30-BZ . . 

. B.B.B... 

.486-510  St.  Johns  pi.,  Bklyn., 

Applic.  18052-29 

1-30-BZ . . 

. B.B.Bx. .  .2509  Jerome  ave.,  Bx., 

N.  B.  1435-29 

Restored  to  Calendar. 

261-29-BZ .  . 

. B.B  Q. . 

..113-36  Farmers  blvd.,  South 
Hollis,  Q.,  N.  B.  1934-29 

157-29-BZ .  . 

. B.B.M.. 

..398  Audubon  ave.,  Man., 

Alt.  2399-25 

126-29-BZ . 

. B.B.B.. 

..752-762  East  New  York  ave., 
Bklyn.,  Applic.  15052-28 

1 148-27-BZ . 

. F.D,,.. 

..Southeast  corner  of  Franklin 
ave.  &  Atlantic  ave.,  Bklyn., 

Alt.  3075-27 

CODE. 


p  . Fire  Department 

H  D. . Health  Department 

ft  ft  ft . Bureau  of  Buildings,  Brooklyn 

ft  ft  . Bureau  of  Buildings,  Manhattan 

ft  ft  q . Bureau  of  Buildings,  Queens 

ft  ft  ft . Bureau  of  Buildings,  Richmond 

r  ft  ftx . Bureau  of  Buildings.  Bronx 

T  j) . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  14,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

519-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Grazia  Martinelli, 
owner. 

PREMISES— South  side  of  135th  avenue.  172.62  ft.  west  of 
Oregon  place,  South  Jamaica,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  _  . 

TO  PERMIT,  partlv  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop  and,  also,  a  gasoline 
service  station. 


525-29-BZ. 

APPLICANT— Herbert  L.  McCann,  for  Mary  E.  McCann, 
owner. 

PREMISES— 973-975  De  Kalb  avenue  and  112  Lewis  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

531-29-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Martha  Kraushar, 
owner. 

PREMISES— 38-48  Livonia  avenue  and  298-308  Barrett 
street,  southwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

572-29-BZ. 

APPLICANT— Bertram  G.  Eadie,  for  Lillian  Grossman, 
owner. 

PREMISES— 1730  Hylan  boulevard  and  6  Seaver  avenue, 
southwest  corner,  Dongan  Hills,  Borough  of  Rich¬ 
mond. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

613-29-BZ. 

APPLICANT— Louis  Cherry,  for  Bingham  Holding  Corp., 
owner. 

PREMISES— 1731-1741  Jerome  avenue,  west  side,  163  ft. 
south  of  West  176th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

624-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Mahland  Holding 
Co.,  owner. 

PREMISES — 43-45  Empire  boulevard,  northeast  corner  of 
Washington  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

662-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Engvelt  Building 
Co.,  Inc.,  owner. 

PREMISES— 1-5  Crosby  avenue  and  381-387  Vermont  ave¬ 
nue,  northeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  instaihtion  of 
a  gasoline  service  station. 

322-29-BZ. 

APPLICANT— Alfred  H.  Eccles,  for  Daljo  Corp.,  owner. 

PREMISES— 40-05  to  45-17  25th  avenue  (Wilson  avenue), 
northwest  corner  of  46th  street  ( 16th  avenue),  24- 
63  to  24-67  45th  street  ( 15th  avenue),  east  side,  9C 
ft.  north  of  25th  avenue  (Wilson  avenue),  Long 
Island  City,  Borough  of  Queens. 
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APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

546-29-BZ. 

APPLICANT — S.  Sufrin,  for  Lina  Rauh,  owner. 

PREMISES — 68  West  68th  street,  south  side,  106  ft.  east 
of  Columbus  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 

business  use. 

676-29-BZ. 

APPLICANT — Thomas  W.  Lamb,  Inc.,  for  Steinway  38th 
Street  Corp.,  owner. 

PREMISES — 501-507  Steinway  street,  northwest  corner  of 
28th  avenue,  and  2579-2583  38th  street,  Astoria, 
Borough  of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  district  into 
a  residence  district,  of  a  proposed  building  to  be 
occupied  as  a  theatre  and  stores. 

645-29-BZ. 

APPLICANT — Gronenberg  &  Leucbtag,  for  William  Smith, 
owner. 

PREMISES — 1601-1611  Avenue  J,  northeast  corner  of 
East  16th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

58-29-BZ. 

APPLICANT — Shreve,  Lamb  &  Harmon,  for  Empire  State, 
Inc.,  owner. 

PREMISES — 2-20  West  34th  street  and  1-29  West  33rd 
street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  (reopened  for  amendment), 

TO  PERMIT,  partly  in  a  one  and  one-quarter  times  height 
district  and  partly  in  a  two  times  height  district,  the 
erection  and  maintenance  of  the  street  walls  in  ex¬ 
cess  of  the  height  permitted  under  the  zone  resolu¬ 
tion. 


JANUARY  14,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

405-29-A — 1029  East  163rd  street  and  943  Southern  boule¬ 
vard,  northwest  corner,  The  Bronx. 
477-29-A — 216  Maspeth  avenue,  Maspeth,  Borough  of 

Queens. 

678-29-A — 5501-5519  18th  avenue  and  1802-1812  55th  street, 
southeast  corner,  Brooklyn. 

680-29-A — 236  Throop  avenue,  west  side,  80  ft.  north  of 
Myrtle  avenue,  Brooklyn. 

682-29-A — 31  East  17th  street  and  36  East  18th  street, 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
H,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

on  the  following  matters : 


cal.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  597-29-BZ — Application,  October  2,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Harry  B.  Kelter,  appli¬ 
cant,  on  behalf  of  Joseph  Daniel,  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  barber  shop  in  the 
basement  story  of  a  two-family  dwelling 
house;  premises  348  Montauk  avenue, 
west  side,  150  ft.  south  of  Blake  avenue, 
Brooklyn. 

cal.  no.  439-29-BZ— Application,  June  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  L.  Holtzmann,  applicant,  on 
behalf  of  Hygrade  Cake  Baking  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  672  Bergen 
street,  south  side,  320  ft.  east  of  Vander¬ 
bilt  avenue,  Brooklyn. 

cal.  no.  851-28-BZ — Application,  November  5,  1928;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Henry  J.  Nurick,  applicant,  on  be¬ 
half  of  Charles  Lipsky,  owner,  to  per¬ 
mit  in  a  residence  district,  extending 
from  a  business  district,  the  erection 
and  maintenance  of  a  business  building 
for  store  purposes,  two  stories  in 
height  (reopened  for  the  purpose  of 
amendment)  ;  premises  9703-9733  Kings 
Highway,  northwest  corner  of  Clarkson 
avenue,  Brooklyn. 

cal.  no.  1235-27-BZ — Application,  November  22,  1927;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7 g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no.  494-29-BZ — Application,  July  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  P.  Doyle,  applicant,  on  be¬ 
half  of  Jackson  Avenue  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  24-02  to  24-08 
84th  street,  Jackson  Heights,  Borough 
of  Queens. 

cal.  no.  515-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
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of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Nicholas  Romano,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  portion 
of  a  building  from  residence  to  busi¬ 
ness  use;  premises  711  Tilden  avenue, 
north  side,  71  ft.  east  of  Gun  Hill 
road,  The  Bronx. 

c.M..  no.  587-29 -BZ— Application,  September  27,  1929,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Harry  Rosenbaum, 
owner,  to  permit  in  a  residence  district 
the  extension  of  a  business  (store  and 
bakery)  ;  premises  8015  20th  avenue, 
east  side,  60  ft.  north  of  81st  street, 
Brooklyn. 

cai  .  no.  026-29-BZ — Application,  October  19,  1929,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli¬ 
cant,  on  behalf  of  Rubel  Coal  and  Ice- 
Corp.,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
an  existing  ice  manufacturing  plant; 
premises  2801-2829  West  21st  street, 
southeast  corner  of  Neptune  avenue. 
Brooklyn. 

cal.  no.  547-29-BZ— Application,  August  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hamill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion ;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens 

cal.  no.  713-29-BZ — Application,  December  6,  1929,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  C.  Leslie  Weir,  applicant, 
on  behalf  of  Knickerbocker  Ice  Co., 
owner,  to  permit  in  a  business  district, 
extending  from  an  unrestricted  district, 
the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  ice  manufactur¬ 
ing  plant ;  premises  70-09  73rd  place 
(Proctor  street),  southeast  corner  of 
Edsall  avenue,  Glendale,  Borough  of 
Queens. 

cai..  no.  894  28  BZ — Application,  November  20,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn 

William  E.  Walsh,  Chairman. 


JANUARY  14,  1930,  2  P.  M. 

Petitions  for  Variations. 

401-29-S — 251-255  West  30th  street.  Manhattan 


451-29-S— 262-268  West  38th  street,  Manhattan. 

560-29-S— 13-15  West  27th  street,  Manhattan. 

569-29-S — 400  West  14th  street  and  37-41  Ninth  avenue, 
southwest  corner,  Manhattan. 

605- 29-S— 128  West  2 1st  street,  Manhattan. 

606- 29-S— 130  West  21st  street,  Manhattan. 

614-29-S — 172-188  Varick  street,  45-53  Charlton  street  and 
52-62  King  street,  Manhattan. 

644-29-S— 1514-1518  70th  street,  Brooklyn. 

65 8-29- S — 121-135  West  End  avenue,  301-311  West  65th 
street  and  300-312  West  66th  street,  Man¬ 
hattan. 

Appliances  Submitted  for  Approval. 

637-29-SA — Merco  Oil  Burner,  approval  of. 

657-29-SA— Sunflower  Oil  Burner,  Model  S-l,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  21,  1930,  AT  2  P.  M. 

Building  Zone  Cases.  I , 

362-29-BZ. 

APPLICANT— David  L.  Blick,  for  Eva  Shaffer,  owner. 

PREMISES— 444-452  Dahill  road,  northwest  corner  of  40th 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station.  | 

384-29-BZ.  ] , 

APPLICANT— Alfred  H.  .Eccles,  for  F.  T.  Hallett,  Inc., 
owner.  ; 

PREMISES— 37-26  149th  place  (Wilson  avenue),  76  09  ft. 

south  of  Northern  boulevard  (Broadway),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use. 

408-29-BZ. 

APPLICANT— Joseph  A.  Walsh,  for  Max  Meyerson 
owner. 

PREMISES — 1969-1979  Cropsey  avenue  and  8810-8818  20th 
avenue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building, 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 

428-29-BZ. 

APPLICANT— Samuel  L.  Orlinger,  for  Philboy  Construe 
tion  Co.,  owner. 

PREMISES— 4014-4024  Ninth  avenue,  northwest  corner  o 
41st  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main 
tenance  of  a  building  having  stores  on  the  first  stor 
and  dwellings  above. 

5 16-29-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Ernestine  Marok 
owner. 

PREMISES— 3613  White  Plains  avenue,  northwest  corne 
of  East  213th  street,  The  Bronx. 

APPLICATION,  under  sections  7e  and  21  of  the  buildin 
zone  resolution. 
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TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

G47-29-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Erome 
Realty  Co.,  Inc.,  owner. 

PREMISES — 216-220  East  56th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

659-29-BZ. 

APPLICANT — Harris  H.  Murdock,  for  The  Merchants 
Square  Corp.,  owner. 

PREMISES — 212-216  Church  street  and  49-61  Thomas 
street,  northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  two  times  height  district  and 
partly  in  a  two  and  one-half  times  height  district, 
the  erection  and  maintenance  of  the  street  wall  in 
excess  of  the  height  permitted  under  the  zone 
resolution. 

661-29-BZ. 

APPLICANT — Frank  H.  Crabtree,  for  Livingston  Estates 
Co.,  owner. 

PREMISES — Southeast  corner  of  Forest  avenue  and  Pelton 
avenue,  New  Brighton,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

679-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  The  Wheelright  Corp., 
owner. 

PREMISES — 162  West  75th  street,  Manhattan. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  conversion  of  occupancy  of  the 
basement  and  first  story  from  residence  to  business 

use. 

221-28-BZ. 

APPLICANT — William  A.  Sullivan,  owner. 

PREMISES — 176-17  to  176-25  Baisley  boulevard  and  120-12 
to  120-28  Merrick  boulevard,  St.  Albans,  Borough 
of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21). 

1063-27-BZ. 

APPLICANT — Henry  H.  Ehrlich,  substituted  for  Emil 
Guterman,  for  Henry  C.  Karpen,  owner. 

PREMISES — 14912  North  Conduit  boulevard,  northwest 
corner  of  Three  Mile  Mill  road,  Jamaica,  Borough 
of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21). 


JANUARY  21,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

561- 29-A — 424  Greenwich  street  and  64-68  Laight  street, 

northwest  corner,  Manhattan. 

562- 29-A — 434-436  Greenwich  street  and  49  Vestry  street, 

southwest  corner,  Manhattan. 

578-29-A — 107-109  Bowery,  Manhattan. 

581-29-A — 186-190  Harrison  avenue,  northwest  corner  of 

Gerry  street,  Brooklyn. 

685- 29-SA — Southeast  corner  of  45th  avenue  and  82nd 

street,  Elmhurst,  Borough  of  Queens. 

686- 29-A — 220  West  42nd  street  and  221  West  41st  street, 

Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
21,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  511-29-BZ — Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 

cal.  no.  449-29-BZ — Application,  July  2,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  100  Orange  Street 
Corp ,  owner,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  busi¬ 
ness  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  94-98  Orange  street, 
south  side,  44  ft.  10  in.  west  of  Fulton 
street,  Brooklyn. 

cal.  no.  524-29-BZ — Application,  August  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Max  Goldberg,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  20-32  Good¬ 
rich  street,  east  side,  108  ft.  north  of 
Astoria  avenue,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

cal.  no.  407-29-BZ— Application,  June  14,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Harris  Fields  Corp.,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station; 
premises  309-311  Patchen  avenue,  east 
side,  50  ft.  south  of  Chauncey  street, 
Brooklyn. 

cal.  no.  490-29-BZ — Application,  July  23,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Museum  of  the  American  In- 
dian-Heye  Foundation,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
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station;  premises  800-808  St.  Nicholas 
avenue  and  11-19  St.  Nicholas  place, 
southeast  corner  of  West  151st  street, 
Manhattan. 


half  of  Daniel  Noble,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  ('5)  motor  vehicles; 
premises  north  side  of  47th  avenue 
(Hurd  avenue),  42  ft.  west  of  Bell 


I  )  /  »  (ivh  4  (  lunatic 


cal.  no.  599-29-BZ— Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

cai.  no.  6 1 7-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant, 
on  behalf  of  Halpern  Construction  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1484  Jerome 
avenue,  southeast  corner  of  East  172nd 
street,  The  Bronx. 

cal.  no.  598-29-BZ— Application,  October  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Michael  Glick,  applicant,  on  behalf 
of  1601  Jerome  Avenue  Corp.,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
conversion  of  occupancy,  in  part,  from 
store  occupancy  to  welding  and  motor 
vehicle  repair  shop;  premises  1601-1609 
*  Jerome  avenue,  The  Bronx. 

cai..  no.  600-29-BZ— Application,  October  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  S.  N.  Oppenheimer,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Giffords  lane  and  Arthur  Kill 
road.  Great  Kills,  Borough  of  Rich¬ 
mond. 

cal  no  615-29-BZ— Application,  October  14,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Amadeus  J.  Ward,  appli¬ 
cant,  on  behalf  of  Vincent  Natale, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  291  East 
233rd  street  and  4201  Katonah  avenue, 
northwest  corner,  The  Bronx. 

cal  no.  927-28-BZ — Application,  November  30,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sydney  Solomon,  applicant,  on 
behalf  of  Forecast  Realty  Corp.,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  69-95 
Kings  Highway  and  7709-7719  22nd 
avenue,  northeast  corner,  Brooklyn. 

cai  NO  427-29-BZ— Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on  be¬ 


CAL.  NO.  51 2-29-BZ— Application,  August  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on  be¬ 
half  of  Jennie  Marino,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southeast  corner  of  64th 
street  and  Fresh  Meadow  road,  Flush¬ 
ing,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


JANUARY  21,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

424-29-A — 301  Madison  avenue,  Manhattan. 

564-29-A— 150  Nassau  street  and  2-6  Spruce  street,  south¬ 
east  corner,  Manhattan.. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  January 
21,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building! 
on  the  following  matters: 

CAL.  NO.  415-29-BZ— Application,  June  18,  1929,  under  seo 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  appli¬ 
cant,  on  behalf  of  Horatio  J.  Sharrett 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso 
line  service  station;  premises  1381 
Forest  avenue  and  5  Barrett  avenue 
northeast  corner,  Port  Richmond,  Bor 
ough  of  Richmond. 

CAL.  NO.  479-29-BZ— Application,  July  17,  1929,  under  sec 
tion  21  of  the  building  zone  resolution 
of  James  E.  Smyth,  applicant,  on  be 
half  of  Caverly  Holding  Corp.,  owner 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  fo 
the  storage  of  more  than  five  (5)  moto 
vehicles  and  a  gasoline  service  station 
premises  3459-3469  Fulton  street  an, 
234-246  Grant  avenue,  northwest  cornel 
Brooklyn. 

cal.  no.  305-29-BZ — Application,  May  7,  1929,  under  sec 
tions  7g  and  21  of  the  building  zon 
resolution,  of  William  L.  Morris,  appl: 
cant,  on  behalf  of  Mansfield  Improve 
ment  Corp.,  owner,  to  permit  in  a  bus 
ness  district  the  erection  and  maint< 
nance  of  a  garage  for  the  storage  c 
more  than  five  (5)  motor  vehicles 
premises  1190-1200  Gravesend  avenu- 
west  side,  120  ft.  north  of  Avenue  . 
Brooklyn. 
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cal.  no.  4G6-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence  to 
business  (store)  purposes;  premises  1403 
Grand  Concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  483-29-BZ — Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Golran  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  southwest  corner 
of  Brady  avenue  and  White  Plains  ave¬ 
nue,  The  Bronx. 

cal.  no.  467-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Luigina  Ciaccio,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  residence  build¬ 
ings  with  store  occupancy  on  the  first 
story;  premises  1701  77th  street  and 
7613-7623  17th  avenue,  northeast  cor¬ 
ner,  Brooklyn. 

cal.  no.  6S8-28-BZ — Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  28,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

448-29-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Cerussi  Contracting 
Co.,  Inc.,  owner. 

PREMISES — 2340  Belmont  avenue,  east  side,  135  ft.  8  in. 

north  of  East  Fordham  road,  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution. 

TO  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  from  an  office  building  to  factory  use  on  the 
upper  stories  and  a  motor  vehicle  repair  shop  on  the 

first  story. 

481-29-BZ. 

APPLICANT — .McCooev  &  Conroy,  for  Sam  Strassberg, 

owner. 

PREMISES — 2901-2911  Avenue  J,  northeast  corner  of  East 
29th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 


TO  PERMIT  in  a  residence  use  “E”  area  district  the  erec¬ 
tion  of  an  apartment  house  occupying  a  greater 
percentage  of  the  lot  area  and  providing  a  lesser 
setback  from  the  street  line  than  permitted  under 
the  building  zone  resolution. 

G12-29-BZ. 

APPLICANT — Marcellus  H.  Evans,  for  Salvatore  Parisi, 
owner. 

PREMISES — 1180  Neck  road,  southeast  corner  of  Shecps- 
head  Bay  road,  Brooklyn. 

APPLICATION,  under  -section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

G35-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  J.  S.  Construction 
Co.,  Inc.,  owner. 

PREMISES — 167  East  98th  street,  southeast  corner  of 
Union  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

641-29-BZ. 

APPLICANT — James  P.  Boyland,  for  Michael  J.  McCarthy, 
owner. 

PREMISES — 4233  Vireo  avenue,  west  side,  110.14  ft.  south 
of  East  234th  street,  The  Bronx. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

557-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Luke  Kilgallon, 
owner. 

PREMISES — 1016-1024  Beach  19th  street,  east  side,  136  ft. 
north  of  Cornaga  avenue,  Far  Rockaway,  Borough 
of  Queens. 

APPLICATION,  under  sections  7a,  7b,  7e  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles  and  the  installation  of  a  gasoline  service 

station. 

585-29-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  A.  E.  Moeller  Co., 
owner. 

PREMISES — 263-265  Sumpter  street,  north  side,  100  ft. 
west  of  Hopkinson  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  of  an  ex¬ 
tension  to  an  existing  factory  building. 

592-29-BZ. 

APPLICANT — Spencer  &  Iserman,  for  Thwaites  Place, 
Inc.,  owner. 

PREMISES — 1420  Jerome  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  operation  and  main¬ 
tenance  of  an  extension  to  an  existing  wet  wash 
laundry  building. 
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625-29-BZ. 

APPLICANT— Henry  A.  Urquhart,  for  Eleanor  Hedwig 
Arnold,  owner. 

PREMISES— Northeast  corner  of  202nd  street  and  Hillside 
avenue,  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

628-29-BZ. 

APPLICANT— George  F.  Niebling,  Jr.,  for  Henry  W. 
Flade,  owner. 

PREMISES— West  side  of  73rd  street,  90  ft.  north  of 
Cooper  avenue,  Glendale,  Borough  of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

126-29-BZ. 

APPLICANT — Max  Epstein,  owner. 

PREMISES— 752-762  East  New  York  avenue,  south  side, 
36  ft.  8  in.  west  of  Troy  avenue,  and  693-701  Maple 
street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  (previously  withdrawn). 

157-29-BZ. 

APPLICANT— Vincent  Yardum,  for  Mardig  Hovanian, 
owner. 

PREMISES — 398  Audubon  avenue  and  550  West  185th 
street,  southwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  from  a  garage  for  the  storage 
of  one  (1)  commercial  motor  vehicle  to  a  retail 
mercantile  store. 

261-29-BZ. 

APPLICANT— George  Stern,  for  Moline  Construction  Co., 
owner. 

PREAIISES — 113-26  Farmers  boulevard,  South  Hollis,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution  (previously  denied  under  section  21), 

TO  PERMIT  In  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

554-29-BZ. 

APPLICANT— Emil  Guterman,  for  Rudolph  Peterson, 
owner. 

PREMISES— 13507  Van  Wyck  boulevard,  northeast  corner 
of  Rockaway  boulevard,  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JANUARY  28,  1930,  10  A.  M. 

Areals  from  Administrative  Orders. 

640-29-A — 414-424  West  13th  street  and  17-37  Little  West 
12th  street,  Manhattan. 

663-29- A — 52  Warren  street,  Brooklyn. 


666-29-A — 20  East  17th  street,  Manhattan. 

674-29-A — 8-12  East  34th  street,  Manhattan. 

619-29-A — 518  Hamilton  avenue,  Brooklyn. 

623-29- A — 340  West  4th  street,  2-4  Gansevoort  street  and 
7-15  Horatio  street,  Manhattan. 

648-29- A — 480-494  Hancock  street  and  34-19  to  34-41  10th 
street,  Long  Island  City,  Borough  of 
Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
28,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

• 

cal.  no.  429-29-BZ— Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hector  McG.  Curren,  applicant,  on 
behalf  of  Edna  T.  McVeigh,  owner,  to 
permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  4801-4809 
Kings  Highway,  northwest  corner  of 
Avenue  H,  Brooklyn. 

CAL.  NO.  486-29-BZ— Application,  July  19,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution,  . 
of  Frank  M.  Andrews,  applicant,  on 
behalf  of  International  Magazine  Co., 
Inc.,  owner,  to  permit  in  a  one  and  one- 
half  times  height  district  the  erection  of 
the  street  wall  in  excess  of  the  height 
permitted  by  the  building  zone  resolu¬ 
tion ;  premises  465-471  Park  avenue,  101- 
115  East  57th  street  and  100-114  East 
58th  street,  Manhattan. 

' 

cal.  no.  530-29-BZ— Application,  August  19,  1929,  under 
section  7g  of  the  building  zone  resolu¬ 
tion,  of  Franklin.  Bates  &  Heindsmann, 
applicants,  on  behalf  of  City  Island 
Garage,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
a  gasoline  service  station  and  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  492-498  City 
Island  avenue  and  140  Beach  street, 
southeast  corner,  The  Bronx. 

'  j 

cal.  no.  545-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Otto  Trieb,  applicant,  on  be¬ 
half  of  Rho  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  920-922  West¬ 
chester  avenue  and  926-932  Rogers  place, 
southeast  corner,  The  Bronx. 

cal.  no.  629-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Henry  C.  Brucker,  appli¬ 
cant,  on  behalf  of  Queens  County  Motor 
Car  Co.,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  a  warehouse  for  the  storage 
of  more  than  five  (5)  motor  vehicles, 
also  the  installation  of  a  motor  vehicle 
repair  shop,  a  gasoline  storage  system 
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and  a  salesroom ;  premises  137-40 
Queens  boulevard  and  137-28  Barret 
street,  southeast  corner,  B  Harwood, 
Borough  of  Queens. 

cal.  no.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Henry  C.  Brucker,  appli¬ 
cant,  on  behalf  of  Victory  Park  Sites 
Realty  Co.,  Inp.,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion ;  premises  137-30  Queens  boulevard 
and  137-27  Barret  street,  southwest  cor¬ 
ner,  B Harwood,  Borough  of  Queens. 

cal.  no.  539-29-BZ — Application,  August  22,  1929,  under  sec¬ 
tions  7a,  7e  and  21  of  the  building  zone 
resolution,  of  Frederick  R.  Ryan,  appli¬ 
cant,  on  behalf  of  Excell  Garage  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  extension  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  163- 
165  East  84th  street,  north  side,  185  ft. 
west  of  Third  avenue,  Manhattan. 

cal.  no.  553-29-BZ — Application,  September  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Louis  Klein,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  1022-1032  Rockaway  ave¬ 
nue,  southwest  corner  of  Linden  boule¬ 
vard,  Brooklyn. 

cal.  no.  593-29-BZ — Application.  October  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Newford  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2367-2387 
Gravesend  avenue,  northeast  corner  of 
Village  road  south,  Brooklyn. 

cal.  no.  610-29-BZ — Application.  October  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Edelwood  Realty  0>rp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  202- 
212  Elmwood  avenue,  southeast  corner 
of  East  2nd  street,  Brooklyn. 

cal.  no.  699-29-BZ — Application,  December  4.  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  W.  Philip  McGovern,  applicant, 
on  behalf  of  St.  Thomas  Aquinas’ 
Church,  owner,  to  permit  in  an  “E” 
area  district  the  erection  and  mainte¬ 
nance  of  a  church  building  less  than 
10  ft.  from  the  street  line;  premises 
1502-1558  Hendrickson  street,  southwest 
corner  of  Flatlands  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


JANUARY  28,  1930,  2  P.  M. 

Petitions  for  Variations. 

493-29-S — 3364-3366  White  Plains  avenue,  The  Bronx. 

.  602-29-S — 1115-1119  Broadway,  6-14  West  25th  street, 
southwest  corner,  and  9-11  West  24th 
street,  Manhattan. 

634-29-S — 351  East  78th  street,  Manhattan. 

6.55-29-S— 133  Chrystie  street,  Manhattan. 

660-29-S— 274-286  Broadway  and  53  Chambers  street,  north 
east  corner,  Manhattan. 

664-29- S — 139-149  Hudson  street  and  1  Hubert  street,  Man¬ 
hattan. 

Appliance  Submitted  for  Approval. 

955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 


FEBRUARY  4,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

70 1-29- A — 275-285  King  avenue,  west  side,  200  ft.  south 
of  Fordham  street,  City  Island,  The  Bronx. 

703-29-A — 42-46  West  33rd  street,  Manhattan. 

'07-29-A — 21-27  West  46th  street,  Manhattan. 

710-29-A — "529-531  Park  avenue,  Brooklyn. 

7 14-29- A — 3201-3209  Vernon  boulevard,  Long  Island  City, 
Borough  of  Queens. 

747-29-A — 90  William  street  and  30-32  Platt  street,  Man¬ 
hattan. 

750-29-A — 119  West  57th  street  and  124-128  West  58th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
4,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  399-29-BZ — Application,  June  13,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Mariano  Virzi,  applicant, 
on  behalf  of  Maria  Virzi,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  223-225  Old  Town 
road,  northwest  corner  of  Sand  lane, 
South  Beach,  Borough  of  Richmond. 

cal.  no.  403-29-BZ — Application,  June  13,  1929,  under  sec¬ 
tions  7e,  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  John  Roth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles:  premises  8704  18th  avenue, 
west  side,  58  ft.  south  of  Benson  ave¬ 
nue,  Brooklyn. 

cal.  no.  574-29-BZ — Application,  September  23,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P  Doyle,  applicant,  on 
behalf  of  Max  Tishman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles :  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 

cal.  no.  618-29-BZ — Application,  October  15,  1929,  under 
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section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooev  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

.  ai  n  o.  642-29-BZ — Application,  October  31,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Pari  Assets  Co..  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  149-159 
East  98th  street,  northeast  corner  of 
Union  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  /  ttcsday  afternoon .  February 
4,  1930,  at  2  o'clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter: 

cal.  no.  369-29- BZ— Application.  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro- Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  7,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell, 
ilolland  and  Guilfoyle  and  Chief  Kenlon 
The  minutes  of  the  regular  meeting  of  the  Board  held 
m  Tuesday  morning,  December  31-  1929>  at}<|  the  min¬ 
xes  of  the  regular  meeting  of  the  Board  held  on  I  ues- 
iay  afternoon,  December  31,  1929,  were  approved  as 
printed  in  Bulletin  No.  1,  Vol.  XV. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

652-29- A. 

APPELLANT — Bernard  J.  Gillroy,  for  One  Wall  Street 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 1-7  Wall  street,  <2-86 
Broadway  and  1-11  New  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle .  t 

Negative  .  9 

Absent:  Chief  Kenlon .  1 


60 1-29-A.  ,  .  .. 

APPELLANT — Necarsulmer  &  Lehlbach,  for  Young 
Men’s  Hebrew  Association,  owner. 

SUBJECT _ Appeal  from  decision  of  the  superintendent 

of  buildings. 

PREMISES  AFFECTED— 1393-1403  Lexington  avenue 
and  142-158  East  92nd  street,  southeast  corner, 
Manhattan. 


APPEARANCES— 

For  Appellant:  Edward  Lehlbach. 

\CTtON  OF  ROAR D— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . 

Negative:  Chairman  Walsh,  Commission¬ 

ers  Connell,  Holland  and  Guilfoyle  and 

Chief  Kenlon  . 

Absent  . 


THE  RESOLUTION— 

(601-29-A) 

W  hereas,  Necarsulmer  &  Lehlbach,  for  Young  Men’s 
Hebrew  Association,  owner,  filed,  October  4,  1929,  an  appeal 
from  a  decision  of  the  superintendent  of  buildings,  affecting 
premises  1393-1403  Lexington  avenue  and  142-158  East  92nd 
street,  southeast  corner,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  23,  1929  (N.  B.  App.  No.  371-1928), 
reads : 

"10.  Not  more  than  2  elevators  are  permitted  in  one 
shaft.  Partition  separating  shafts  may  be  of  6  in.  terra 
cotta.  Section  373.” ; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
100  ft.  8'/>  in.  by  195  ft.  1  in.  in  area;  OCCUPIED  by  the 
Young  Men’s  Hebrew  Association;  1st  story,  offices  and 
auditorium,  650  persons ;  2nd  story,  class  and  assembly  rooms, 
700  persons ;  3rd  story,  swimming  pool  and  locker  rooms,  250 
persons;  4th  story,  gymnasium,  100  persons;  5th  story,  hand¬ 
ball  courts,  120  persons;  upper  stories,  dormitories,  45  persons 
per  story ;  and 

Whereas,  it  is  proposed  to  omit  the  partition  in  the  ele¬ 
vator  shaft  between  elevators  No.  2  and  No.  3,  as  indicated 
on  filed  plans,  so  that  there  will  be  three  elevators  in  one 
shaft  and  not  two  as  permitted  by  the  building  code;  and 

Whereas,  appellant  contends  that  the  proposed  condition 
will  avoid  one  elevator  being  isolated  in  case  of  accident  or 
emergency  and  permit  passengers  to  be  taken  from  one  car 
to  another  if  caught  between  floors. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
it  hereby  is  denied. 


484-29-A. 

APPELLANT — Saul  Goldsmith,  for  Welbilt  Stove  Co., 
R.  Hirsch,  president. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 57-46  Flushing  avenue,  59th 
drive  and  59th  street,  Maspeth,  Borough  ol 
Queens. 
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APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire 
department. 

\CTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  Kenlon .  1 

THE  RESOLUTION— 

(484-29-A) 

Whereas,  Saul  Goldsmith,  for  Welbilt  Stove  Co.,  owner, 
filed,  July  18,  1929,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  57-46  Flushing  avenue,  59th 
drive  and  59th  street,  Maspeth,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
4,  1929  (Order  No.  55035-F),  reads: 

“1.  Install  an  approved  4"  standpipe  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals. 
Sec.  580-581,  Art.  28,  Ch.  5,  Code  of  Ord.”; 

and  .... 

Whereas,  the  building  is  non-fireproof,  one  story  in  height, 
239  ft.  11  in.  by  130  ft.  in  area;  a  total  area  of  23,000  sq.  ft.; 
OCCUPIED:  manufacture  of  gas  ranges;  35  persons  em¬ 
ployed  ;  and 

Whereas,  the  appellant  contends  that  the  building  is  lo¬ 
cated  on  a  plot  of  ground  of  43,400  sq.  ft.  and  faces  on 
two  street  fronts  and  on  the  Ixmg  Island  Railroad:  that  all 
interior  partitions  are  of  terra  cotta  blocks,  and  that  the 
fire  hazard  is  very  slight  owing  to  the  fact  that  only  metal 
parts  are  manufactured,  and  that  there  are  fifty  water  buckets 
distributed  throughout  the  building;  and 

Whereas,  the  order  is  predicated  on  the  area  in  excess  of 
10,000  sq.  ft.;  and 

Whereas,  the  building,  being  but  one  story  in  height,  free 
standing  of  all  other  buildings  or  structures,  facing  three 
street  fronts  and  on  a  railroad  right-of-way. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  coiulition  that  the  building  shall  not  be  increased 
in  height  or  area,  and  that  there  shall  be  distributed  through¬ 
out  the  premises  such  auxiliary  fire-extinguishing  appliances 
as  shall  be  directed  by  the  fire  commissioner,  so  long  as 
conditions  as  to  occupancy  and  use  shall  remain  substantially 
unchanged. 


639-29-A. 

APPELLANT — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Schwartz  Belting  Co.,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 74-76  Murray  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Meyer  of  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . ••••••  0 

Negative:  Chairman  Walsh,  Commission¬ 

ers  Connell,  Holland  and  Guilfoyle  and 

Chief  Kenlon  .  5 

Absent  .  0 

THE  RESOLUTION— 

(639-29-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Schwartz  Belting  Co.  owner,  filed,  October  29.  1929, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  74-76  Murray  street.  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  April 
22.  1929  (Order  No.  48954-LC),  reads: 

“Referring  to  your  application  for  a  permit  to  keep 


150  pounds  of  nitro  cellulose  material  in  sheet  form  in 
the  building  74-76  Murray  St.,  Manhattan,  you  are 
hereby  notified  that  such  permit  cannot  be  issued.  The 
principal  reasons  are:  (a)  building  is  over  3  stories  in 
height  and  not  of  fireproof  construction;  (b)  building 
is  not  equipped  with  an  approved  system  of  automatic 
sprinklers. 

“You  are  therefore  hereby  ordered  to 

“1.  Discontinue  the  storage  of  nitro-cellulose  material 
in  the  building  74-76  Murray  St.,  Manhattan.” ; 

and 

Whereas,  letter  dated  October  18,  1929,  from  fire  depart¬ 
ment,  reads : 

“Replying  to  your  request  for  a  waiver  under  Section 
232-la  of  Article  19  of  Chapter  10,  please  be  advised 
that  this  department  will  not  waive  any  section  of 
Chapter  10  of  the  Code  of  Ordinances  and  any  relief 
that  you  seek  for  your  client  shall  only  be  through  the 
Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  (71 
ft.  7  in.  in  height,  51  ft.  5  in.  by  75  ft.  in  area  at  first  story 
and  51  ft.  5  in.  by  70  ft.  in  area  above;  OCCUPIED:  1st 
story,  office  and  salesroom  for  hardware,  23  persons;  upper 
stories  occupied  by  the  appellant  for  the  manufacture  of 
leather  belting ;  2nd  story,  9  persons ;  3rd  story,  8  persons ; 
4th  story,  4  persons ;  5th  story,  5  persons ;  and 

Whereas,  appellant  contends  that  the  material  referred  to 
in  the  order  is  waterproof  sheet  cement  which  -is  used  be¬ 
tween  the  layers  of  belting  when  a  waterproof  belting  is  re¬ 
quired;  that  originally  a  request  was  made  to  store  150 
pounds  of  the  material ;  later,  under  the  provisions  of  sec¬ 
tion  232-la,  article  19,  chapter  10  of  the  code  of  ordinances, 
the  business  having  been  conducted  for  the  last  twenty-five 
years,  a  request  to  store  50  pounds  was  made ;  this  request 
was  denied  by  the  fire  department. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


552-29- A 

APPELLANT — Globe  Automatic  Sprinkler  Co.,  for 
York  Feather  &  Down  Company,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 46)4-5d  Hopkins  street  and 
57  Ellery  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  K.  Brigham. 

For  Administration:  Inspector  Carroll  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 


Chief  Kenlon  . 5 

Negative  .  <> 

Absent  .  0 


THE  RESOLUTION— 

(552 -29- A) 

Whereas,  Globe  Automatic  Sprinkler  Co.,  for  York 
Feather  and  Down  Co.,  owner,  filed,  September  4,  1929,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  46)4-50  Hopkins  street  and  57  Ellery  street,  Bor¬ 
ough  of  Brooklyn ;  and 

.  Whereas,  the  order  of  the  fire  commissioner,  dated  July 
6,  1929  (Plan  No.  3514-28),  reads: 

“1.  Since  a  4"  street  connection  is  not  sufficient  to 
supply  the  amount  of  sprinklers  in  the  average  fire  area 
it  will  -be  necessary  for  you  to  furnish  a  gravity  tank 
of  the  required  capacity.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
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height,  51  ft.  10  in.  by  93  ft.  6 in.  in  area;  OCCUPIED: 
cellar,  boiler  room;  1st  and  2nd  stories,  feather  and  down 
renovating ;  means  of  EGRESS  consisting  of  an  interior 
stairway,  extending  from  the  first  story  to  the  roof,  and  an 
interior  stairway,  extending  from  the  first  story  to  the 
second  story;  building  being  EQUIPPED  with  a  sprinkler 

system;  and  .  . 

Whereas,  the  appellant  contends  that  the  building  is  but 
27  ft.  high,  with  a  pressure  of  15  pounds,  which  will  be 
maintained  at  the  highest  line  on  sprinklers ,  that  the  cit> 
main  is  6  in.  and  has  a  minimum  pressure  of  45  pounds  and 
is  fed  two  ways;  that  the  Department  of  Water  Supply,  Gas 
and  Electricity  will  not  permit  a  6-inch  connection  on  a 
6-inch  main;  that  a  4  to  6-inch  reducer  was  installed  from 

2  to  10  in.  long,  which  reduces  the  pressure  approximately 

3  per  cent;  and  ,  . 

Whereas,  the  sprinkler  supply  is  increased  to  6  inches  in¬ 
side  the  building,  and  the  number  of  sprinkler  heads  exceed 
the  number  permitted  for  a  4-inch  supply  by  but  six  heads 
in  the  first  story  and  seventeen  in  the  second  story. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area  and  so  long  as  conditions  as  to  occupancy 
and  use  remain  substantially  unchanged,  and  that  the  sprinkler 
equipment  otherwise  shall  comply  with  the  rules  in  all 
respects. 


building  zone  case  s. 

468-29-BZ. 

APPLICANT — Julius  Kletzky  and  Sadie  Kletzky, 

owners.  .  .  .  ,  .  .  , 

SUBJECT — Application  (re  decision  of  the  superintend-, 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station. 

PREMISES  AFFECTED— 11701-11709  126th  street, 

12602-12610  Rockaway  boulevard,  southeast 
corner,  South  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Michael  F.  Dee. 

Bor  Opposition:  Benjamin  Tell,  Regina  Dwor- 
kiti  and  M.  D.  Nissenbaum. 

ACTION  OF  BOARD — Laid  over  to  February  18,  1930, 
at  2  p.  m.,  on  request  of  applicant. 


489-29-BZ. 

APPLICANT — Bennett  &  Koeppel,  for  Mary  G.  Leg¬ 
gett,  owner. 

SUBJECT — Application  (re  decision  of  the  superin¬ 
tendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  maintenance  of 
a  business  building  (stores  and  offices). 

PREMISES  AFFECTED— 1985-95  Ocean  avenue  and 
2002  Avenue  O,  southeast  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Abraham  Roff. 

For  Opposition:  Luke  J.  Marshall  and  N.  J. 

Toomey. 

ACTION  OF  BOARD — Laid  over  to  February  18,  1930, 
at  2  p.  m.,  on  request  of  applicant’s  representa¬ 
tive. 


1 148-27-BZ. 

APPLICANT — Joseph  A.  Walsh,  substituted  for  Philip 
J.  Sinnott,  for  Arrowlene,  Inc.,  owners. 
SUBJECT— Application  for  reopening— reconsideration- 
re  application  (decision  of  the  fire  commis¬ 
sioner),  under  sections  7-g  and  21  of  the  build¬ 


ing  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Frank¬ 
lin  avenue  and  Atlantic  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  L.  Morris. 

For  Opposition:  None. 

ACTION  OF'  BOARD — Application  reopened  and  set 
for  calendar  call  February  4,  1930,  at  2  p.  m. 
THE  VOTE  TO  REOPEN  AND  SET  FOR  CAL¬ 
ENDAR  CALL— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  Kenlon .  1 


126-29-BZ. 

APPLICANT — Max  L.  Epstein,  owner. 

SUBJECT— Application  for  reopening— restoration  to 
calendar — re  application  (decision  of  the  super¬ 
intendent  of  buildings),  under  sections  7-e  and 
21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  business  district  and  partly  in  a  res¬ 
idence  district,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  (previously  withdrawn). 

PREMISES  AFFECTED— 752-762  East  New  York 
avenue,  south  side,  36  ft.  8  in.  west  of  Troy 
avenue,  and  693-701  Maple  street,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  calendar  call,  January  28,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CAL¬ 
ENDAR  CALL— 

Affirmative:  Chairman  Walsh,  Commission¬ 


ers  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  Kenlon .  1 


261-29-BZ. 

APPLICANT — Doherty  &  Coady,  substituted  for 
George  Stern,  for  Moline  Construction  Co., 
owner. 

SUBJECT — Application  for  reopening — reconsideration 
—re  application  (decision  of  the  superintendent 
of  buildings),  under  sections  7-g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station  (previously  denied). 

PREMISES  AFFECTED — 113-26  Farmers  boulevard, 
South  Hollis,  Queens. 

APPEARANCES— 

For  Applicant:  Max  Posner. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  calendar  call,  January  28,  1930,  at  2  p.  m. 
THE  VOTE  TO  REOPEN  AND  SET  FOR  CAL¬ 
ENDAR  CALL— 

Affirmative:  Chairman  Walsh,  Commission¬ 


ers  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  Kenlon .  1 


1 57-29-BZ. 

APPLICANT — Vincent  Yardum,  substituted  for  Euell  & 
Euell,  for  Mardig  Hovanian,  owner,  substituted  for 
Martin  Havaman,  owner. 

SUBJECT — Application  for  reopening — consideration — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  alteration 
and  change  of  occupancy  from  a  garage  for  the 
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storage  of  one  commercial  motor  vehicle  to  a  retail 
mercantile  store. 

REMISES  AFFECTED — 398  Audubon  avenue  and  550 
West  1 85th  street,  southwest  corner,  Manhattan. 
PPEARANCES — 

For  Applicant:  Meyer  Fisher. 

For  Opposition :  None. 

CTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  January  28,  1930,  at  2  p.  m. 

HE  VOTE  TO  REOPEN  AND  SET  FOR  CALENDAR 

CALL — 

Affirmative :  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Negative .  0 

Absent:  Chief  Kenlon .  1 


J8-25-BZ. 

PPLICANT — Rubinton,  Coleman  &  Gribetz,  substituted 
for  Alfred  J.  Boulton,  for  Harry  Seldin,  owner. 

UBJECT — Application  for  reopening — extension  of  per¬ 
mit — re  Application  (decision  of  the  superintendent 
of  buildings),  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  poultry  slaughter 
house. 

REMISES  AFFECTED— East  side  of  Bay  37th  street, 
285  ft.  north  of  Cropsey  avenue,  Brooklyn. 
.PPEARANCES— 

For  Applicant :  Louis  Malin  and  H.  Seldin. 

For  Opposition :  None. 

.CTION  OF  BOARD— Application  for  reopening  laid  over 
to  January  14,  1930,  at  10  a.  m.,  for  full  vote  of 
the  board. 

'HE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Commissioners 

Connell  and  Holland .  3 

Negative:  Commissioner  Guilfoyle .  1 

Absent :  Chief  Kenlon .  1 


22-29-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Wilvor  Realty  Corp., 
owner. 

>URJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

’REMISES  AFFECTED— 77-05  to  77-23  Roosevelt  ave¬ 
nue  and  37-62  to  37-70  78th  street,  northwest  corner, 
Jackson  Heights,  Borough  of  Queens. 

\  PPEARANCES— 

For  Applicant :  None. 

For  Opposition:  William  J.  Toomey,  G.  E.  Updike, 
Joseph  Zeamans,  A.  Rosenbaum  and  John  Sil- 
bestro. 

\CTION  OF  BOARD — Application  withdrawn. 

rHE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell  Holland  and  Guilfoyle .  4 

Negative .  0 

Absent:  Chief  Kenlon .  4 


195-29-BZ. 

\PPIJCANT — Edward  P.  Doyle,  for  Jackson  Avenue 
Corp.,  owner. 

SURJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
and  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


PREMISES  AFFECTED — Northwest  corner  of  65th  streef 
and  Queens  boulevard,  Woodside,  Borough  of 
Queens. 

\  PPEARANCES— 

For  Applicant:  None. 

For  Opposition :  John  Silbestro. 

ACTION  OF  BOARD — Application  withdrawn  by  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connellj  Holland  and  Guilfoyle .  4 

Negative .  0 

Absent :  Chief  Kenlon .  1 


504-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Pretty  Wet  Wash 
Laundry  Co.,  Inc.,  owner. 

SUBJECT- — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7a  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  ex¬ 
tension  of  an  existing  laundry  building. 

PREMISES  AFFECTED— West  side  of  Eagle  avenue, 
302.23  ft.  south  of  Westchester  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  Jacob  Beller  and  Benjamin  Frank¬ 
lin. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent :  Chief  Kenlon .  1 


505  29-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  Henrietta  Korman, 

owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair  shop 
and  a  garage  for  the  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1631-1641  86th  street,  north 
side,  430  ft.  west  of  17th  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  J.  Boulton. 

For  Opposition :  Robert  *  Rubinstein  and  Lee  W. 
Coffey. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative .  0 

Absent:  Chief  Kenlon .  1 


362-29-BZ. 

APPLICANT — David  L.  Blick,  for  Eva  Shaffer,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 444-452  Dahill  road,  northwest 
corner  of  40th  street.  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle .  4 
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Negative . 

Absent:  Chief  Kenlon 


509-28-BZ. 

APPLICANT — Isidor  Mates,  for  The  Louis  Friedman 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  \>f  the  superintendent 
of  buildings),  under  sections  7i  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 95-20  Roosevelt  avenue,  south¬ 
east  corner  of  95th  street  (Voorhees  place),  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  R.  A.  Egan. 

For  Opposition :  Thomas  Daly,  W  alter  Johnston 
and  Mrs.  Drennan. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  ^ 

Absent  . 


THE  RESOLUTION— 

(509-2S-BZ) 

Whereas,  Isidor  Mates,  for  The  Louis  Friedman  Realty 
Co  Inc.,  owner,  filed,  June  4,  1928,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises  95-20  Roosevelt  avenue,  southeast  corner  ot  9oth 
street  (Voorhies  place),  Elmhurst,  Borough  ol  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  7,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Roosevelt  avenue  is  in  a  business 
district;  95th  street  (Voorhies  place)  is  in  a  residence  dis¬ 
trict  ;  Warren  street  is  in  a  residence  district,  and  40th  road 

is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  10.  1928  (re  Plan  No.  2827-28),  reads: 

“1.  Objection  No.  1  not  removed.  Premises  described 
are  located  in  a  business  district  and  the  erection  of 
a  gasoline  selling  station  within  such  district  is  con- 
trarv  to  Art.  2.  Section  4  of  Zone  Law.’  ; 


Whereas,  it  is  proposed  to  erect  an  office,  35  ft.  6  in. 
bv  1 1  ft.,  bury  six  550-gallon  tanks  and  erect  six  pumps 
for  the  purpose  of  conducting  a  gasoline  station  within  a 

business  district;  and  . 

Whereas,  the  board  deemed  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  sections  7f  and 
21  of  the  building  zone  resolution.  _  . 

Resolved  that  the  decision  of  the  superintendent  °f  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


APPLICANT— William  White,  for  James  P.  Reilly,  lessee; 
City  of  New  York,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings  and  the  fire  commissioner),  under  sec¬ 
tions  7g  and  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 401-407  West  207th  street  and 
3876-3882  Ninth  avenue,  northwest  corner,  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant:  William  White. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  conditi. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle . 

Negative . 

Absent:  Chief  Kenlon . 

THE  RESOLUTION— 

(608-29-BZ) 

Whereas,  William  White,  for  City  of  New  York,  owr, 
filed,  October  9,  1929,  an  application,  under  the  building  /<• 
resolution,  to  permit  in  a  business  district  the  erection  <1 
maintenance  of  a  gasoline  service  station;  premises  401-' 
West  207th  street  and  3876-3882  Ninth  avenue,  northwt 
corner,  Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  . 
the  board  of  'standards  and  appeals,  at  its  regular  meeti , 
January  7,  *1930,  after  due  notice  by  publication  in  i 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build; 
zone  resolution  show  that  207th  street,  Ninth  avenue  i 
206th  street  are  in  business,  residence  and  unrestricted  i- 
tricts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildin, 
rendered  September  30,  1929  (re  N.  B.  App.  No.  561-1 
reads : 

“1.  The  erection  of  a  gasoline  service  station  i  a 
business  district  is  contrary  to  Section  4  of  the  Built  % 
Zone  Resolution.” ; 

and  1 1 

Whereas,  the  decision  of  the  fire  commissioner,  rendt< 
September  25,  1929  (re  Plan  No.  2865-29),  reads: 

Gasoline  station  not  permitted  in  a  business  > 
trict.  Sec.  4,  Zone  Resolution.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  ► 
ft.  by  100  ft.,  on  which  it  is  proposed  to  erect  an  office, 
ft.  by  16  ft.;  bury  three  550-gallon  tanks;  erect  six  pu  > 
and  two  crankcase  pits  for  the  purpose  of  conductin 
gasoline  station  within  a  business  district;  and  _  i 
Whereas,  the  property  abuts  an  unrestricted  district  i 
lies  opposite  in  both  directions  to  existing  non-conforn 
uses  and,  moreover,  Ninth  avenue,  north  and  south  of  i 
property,  is  unrestricted;  the  board  deems,  under  seel 
7,  subdivision  f,  that  the  circumstances  justify  a  tempo r 
permit  for  two  years  for  a  gasoline  selling  station. 

Resolved,  that  the  board  of  standards  and  appeals  < 
hereby  make  a  variation  in  the  application  of.  the  use  t 
trict  regulations  of  the  building  zone  resolution,  and  * 
the  application  be  and  it  hereby  is  granted  on  condition  i 
no  gasoline  pumps  shall  be  erected  within  10  ft.  of  1 
building  line  on  either  street  front;  that  the  building  erei 
thereon  shall  be  faced  on  the  exterior  with  finished  mate  i 
that  all  permits  required  shall  be  obtained  within  three  mo 
and  any  work  involved  completed  within  six  months  11 
the  date  of  this  action. 


108-29-BZ. 

APPLICANT— Bruno  Reggio,  owner. 

SUBJECT— Application  (re  decision  of  the  superinter: 

of  buildings),  under  section  21  of  the  building  > 
resolution,  to  permit  in  a  residence  district: 
maintenance  of  a  garage  for  the  storage  of  II 
(3)  pleasure  motor  vehicles,  two  (2)  spaces  r<t 
to  persons  not  residing  on  the  premises. 
PREMISES  AFFECTED — 1088-1090  Herkimer  streeti 
10  Louis  place,  southwest  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Moe  Levy  and  Bruno  Reggio. 
For  Opposition:  George  J.  Miller  and  Josepl 
Fink. 
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TION  OF  BOARD — Application  granted  on  condition. 
'JiE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  t 

Negative:  Chief  Kenlon .  1 

Absent  .  0 

HE  RESOLUTION— 

.  (108-29-BZ) 


Whereas,  Bruno  Reggio,  owner,  filed,  February  19,  1929, 

;  application,  under  the  building  zone  resolution,  to  permit 
)  a  residence  district  the  maintenance  of  a  garage  for  the 
orage  of  three  pleasure  motor  vehicles,  two  spaces  rented 
*  l>ersons  not  residing  on  the  premises;  premises  1088-1090 
erkimer  street  and  10  Louis  place,  southwest  corner,  Bor- 
(gh  of  Brooklyn;  and 

i Whereas,  a  public  hearing  was  held  on  this  application  by 
'e  board  of  standards  and  appeals,  at  its  regular  meeting, 
’bruary  13,  1929,  after  due  notice  by  publication  in  the 
.llletin  of  the  Board  of  Standards  and  Appeals ;  and 
i Whereas,  the  use  district  maps  accompanying  the  building 
ne  resolution  show  that  Herkimer  street  and  Louis  place 
e  in  a  residence  district ;  Atlantic  avenue  is  in  a  business 
strict,  and  Dewey  place  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  February  13,  1929  (re  App.  No.  1959-29),  reads: 

“Proposed  occupancy  change  contrary  to  Art.  2,  Sec¬ 
tion  3  of  Building  Zone  Resolution.  Therefore  applica¬ 
tion  denied  for  a  prohibited  use  in  a  residence  district.”; 
id 

Whereas,  the  existing  building  is  of  non -fireproof  col- 
ruction,  one  story  in  height,  with  a  frontage  of  27  ft.  and 
depth  of  2*4  ft.  6  in. ;  occupied  as  a  garage  for  the  storage 
f  three  pleasure  motor  vehicles,  two  spaces  rented  to  per¬ 
ms  not  residing  on  the  premises ;  and 
Whereas,  the  building  was  erected  as  a  private  garage  in 
injunction  with  the  dwelling  existing  on  the  premises  and 
■as  a  capacity  for  three  automobiles ;  and 
Whereas,  the  owner  seeks  to  rent  space  for  two  automo- 
iles  to  persons,  other  than  the  tenants  or  occupants  of  the 
remises,  and  the  board  deems  that  he  is  entitled  to  relief 
nder  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  district 
■egulations  of  the  building  zone  resolution,  and  that  the 
pplication  'be  and  it  hereby  is  granted  on  condition  that  the 
uilding  shall  not  be  increased  in  height  or  area,  and  that 
be  use  and  occupancy  of  the  garage  shall  be  limited  to  three 
utomobiles  of  tbe  pleasure-car  type,  space  for  two  of  which 
nay  be  rented  to  persons  not  residing  on  the  premises ;  that 
here  shall  be  no  gasoline  storage,  other  than  that  in  the 
anks  of  the  cars  stored  on  the  premises ;  that  no  commercial 
rucks  of  any  nature  or  description  shall  be  stored  or  main- 
ained  on  the  premises ;  that  no  advertising  shall  be  displayed 
>r  exposed  on  these  premises ;  that  any  permits  required 
hall  be  obtained  within  ninety  days  and  any  work  involved 
ompleted  within  six  months  from  the  date  of  this  action. 


599-29-BZ. 

\PPLICANT — Warner  Brothers  Pictures,  Inc.,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension,  from  a 
business  and  from  an  unrestricted  district  into  a 
residence  district,  of  a  proposed  business  building. 
PREMISES  AFFECTED — 1262-1286  East  14th  street,  west 
side,  block  bounded  by  Chestnut  avenue,  East  13th 
street  and  Locust  avenue,  Brooldvn. 

APPEARANCES— 

For  Applicant:  G.  Finnegan. 

For  Opposition:  Morris  Mostoflf,  Mrs.  Langer  and 
Mrs.  R.  Kesselman. 


ACTION  OF  BOARD — Chairman  read  report  of  commit¬ 
tee  on  inspection;  report  of  committee  adopted  and 
application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE 


Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  5 

Negative  .  0 

Absent .  o 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  5 

Negative  .  0 

Absent .  o 

THE  RESOLUTION— 

(299-29-BZ) 


Whereas,  Warner  Brothers  Pictures,  Inc.,  owner,  filed, 
May  2,  1929,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit  the  extension,  from  a  business  and  from  an 
unrestricted  district  into  a  residence  district,  of  a  proposed 
business  building;  premises  1262-1286  East  14th  street,  west 
side,  block  bounded  by  Chestnut  avenue,  East  13th  street  and 
Locust  avenue,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  7,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  14th  street,  north  of  a  point 
100  ft.  north  of  Avenue  M,  is  in  an  unrestricted  district; 
East  14th  street,  south  of  a  point  100  ft.  north  of  Avenue 
M,  is  in  a  business  district;  East  13th  street,  north  of  a 
point  100  ft.  north  of  Avenue  M,  is  in  a  residence  district ; 
Avenue  M  is  in  a  business  district ;  Locust  avenue,  east  of 
a  point  100  ft.  west  of  East  14th  street,  is  in  an  unrestricted 
district,  and  Locust  avenue,  west  of  a  point  100  ft.  west  of 
East  14th  street,  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  13,  1929  (re  Applic.  No.  5436),  reads: 

“1.  Proposition  is  contrary  to  Art.  II,  Sec.  3  of  the 
Building  Zone  Resolution— the  erection  of  a  business 
building  extending  into  a  residential ’"use  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  three  stories  (50  ft.)  in  height,  with  a  frontage 
of  207  ft.  3 Yi  in.  on  Chestnut  avenue,  207  ft.  7  in.  on  East 
13th  street,  207  ft.  3)4  in.  on  Locust  avenue  and  207  ft.  7 
in.  on  East  14th  street ;  to  'be  occupied  as  a  business  building ; 
and 

Whereas,  the  property  under  appeal  embraces  three  use 
districts,  less  than  one-third  of  the  property  only  within  the 
residence  use  area  is  involved,  the  board,  under  the  rules 
of  exception,  section  7,  subdivision  c.  regards  the  application 
a  meritorious  one  under  such  circumstances ;  and 

Whereas,  a  committee  of  the  board  visited  these  premises 
and  the  board  deems  that  applicant  is  entitled  to  relief 
under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  aranted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout  and 
shall  be  constructed  substantially  in  accordance  with  the 
plans  and  elevations  filed  in  this  appeal ;  that  no  trucking 
business  or  trade  deliveries  shall  be  permitted  within  the 
residence  use  area  of  the  premises :  that  no  door  ooening. 
other  than  an  emergency  exit,  not  exceeding  a  width  of  3 
ft.  8  in.,  shall  be  permitted  within  the  residence  use  area  of 
the  plot:  that  no  signs  or  advertising  of  any  nature  or 
description  shall  be  permitted  within  the  residence  use  area 
of  the  premises ;  that  the  exterior  of  the  building  shall  be 
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constructed  of  finished  architectural  terra  cotta,  natural  stone 
or  cement  stucco  of  approved  masonry  and  design;  that  all 
permits  required  shall  'be  obtained  within  nine  month  and 
all  work  involved  thereby  completed  within  eighteen  months 
from  the  date  of  this  action. 


1 70-27-BZ. 

APPLICANT— David  L. 


Malbin,  for  Frank  C.  Meyer  Co., 


Inc.,  owner. 

SUBJECT— Application  for  reopening— extension  of  time 
to  procure  permits — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  and  “B”  area  district  the  omission  of  a  required 
rear  yard  at  a  proposed  second  story  to  an  existing 
one-story  building  (previously  denied). 

PREMISES  AFFECTED— 259  Lexington  avenue,  Brook¬ 


lyn. 

APPEARANCES— 

For  Applicant:  William  Brooks. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  exten¬ 
sion  of  time  granted.  _ ^ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Negative .  0 

Absent:  Chief  Kenlon .  1 


THE  RESOLUTION— 

( 170-27-BZ) 

Whereas,  David  L.  Balbin,  for  Frank  C.  Meyer  Co., 
Inc.,  owner,  filed,  February  16,  1927,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  use  and, 
also,  "B”  area  district  the  omission  of  a  required  rear  yard 
at  the  proposed  second  story  to  an  existing  one-story  build¬ 
ing:  premises  259  Lexington  avenue,  Borough  of  Brook- 

lvn ;  and  ...  ,  , 

’  Whereas,  this  application  was  denied  by  the  board  at  its 
meeting  June  21,  1927,  and  reopened,  by  vote  of  the  board 

July  12,  1927 ;  and  .  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
October  4,  1927,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  qiaps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lexington  avenue  is  in  a 
business  district  (“B”  area)  and  Greene  avenue  is  in  a 

■•esidence  district  (“B”  area)  ;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
renderecT January  27,  1927  (App.  No.  23624-26),  reads: 

“Proposition  to  reconsider  this  amendment  is  again 
denied  for  the  reason  that  a  rear  yard  above  2nd  floor 
level  must  be  provided  according  to  Art.  IV,  Sect.  16, 
Subsect.  B  of  Zone  Resolution.”; 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  and  two  stories  in  height,  with  a  frontage  of 
70  ft.  and  a  depth  of  100  ft.;  to  be  occupied:  1st  story, 
pai>er  box  manufacture;  2nd  story,  storage;  it  is  proposed 
to  add  a  second  story  over  the  existing  one-story  portion 
covering  the  entire  lot  area,  to  lie  used  for  storage  and  office 

purposes;  and  , 

Whereas,  the  application  affects  a  floor  area  of  10  it.  by 
44  ft.  at  the  rear  of  one  section  of  the  second  story,  and  the 
board  deems  that  denial  of  the  relief  requested  would  be  an 
unnecessary  hardship  under  the  existing  conditions;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  October  4,  1927,  on  certain  conditions,  and  applicant 
requests  a  modification  of  the  time  limit  imposed  and  an 
extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereb\  wake  a  variation  in  the  application  of  the  use  district 


regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  extension  in  height  shall  not  exceed  that  of  the  existing 
main  roof ;  that  the  rear  wall  throughout  the  entire  second 
story  shall  be  unpierced;  that  any  existing  windows  on  the 
first  story  shall  be  equipped  with  movable  wire  screens  oi 
guards;  that  automatic  skylights  shall  be  installed  in  the  roof 
of  the  proposed  new  extension;  that  any  permits  required 
shall  be  obtained  within  six  months  and  the  work  involve 
completed  within  one  year  from  the  date  of  this  action— 
January  7,  1930. 


200-27-BZ. 

APPLICANT— Schreiber,  Collins,  Myers  &  Buchter,  fo 
Estate  of  Charles  H.  Reed,  owner;  Mrs.  Elizabetl 
Reed,  sole  executrix. 

SUBJECT — Application  for  reopening — extension  of  timet 
procure  permits — re  Application  (deoision  of  th 
superintendent  of  buildings),  under  sections  7b,  7 
and  21  of  the  building  zone  resolution,  to  permit  i 
a  residence,  extending  from  an  unrestricted  distric 
the  erection  and  maintenance  of  a  garage  for  th 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 642-650  St.  Clair  place,  Mar 
hattan. 

APPEARANCES— 

For  Applicant :  John  Keating. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  tin 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle . 

Negative . 

Absent:  Chief  Kenlon . 

THE  RESOLUTION— 

(260-27-BZ) 

Whereas,  Schreiber,  Collins,  Myers  &  Buchter,  f 
Estate  of  Charles  H.  Reed,  owner,  filed,  March  12,  1927,  : 
application,  under  the  building  zone  resolution,  to  pern 
in  a  residence  district,  extending  from  an  unrestricted  di 
trict,  the  erection  and  maintenance  .of  a  garage  for  t 
storage  of  more  than  five  motor  vehicles;  premises  642-6 
St.  Claire  place,  Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  board  of  standards  and  appeals,  at  its  regular  mo 
iiig,  July  19,  1927,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build: 
zone  resolution  show  that  St.  Claire  place  and  West  12[ 
street  are  in  an  unrestricted  district  and  Riverside  dr 
is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildin 
rendered  October  19,  1926,  reads: 

“N.  B.  17-1924: 

“t.  The  construction  of  a  public  garage  in  a  re- 
dence  district  is  prohibited  by  the  provisions  of  « 
Building  Zone  Resolution.” ; 

and  , 

Whereas,  the  proposed  building  is  to  be  of  hreproot  c< 

struction,  five  stories  in  height,  with  a  frontage  of  .125  ft. 
St.  Claire  place  and  193  ft.  10  in.  on  Riverside  drive;  to' 
occupied  as  a  garage  for  the  storage  of  more  than  five  mo: 

vehicles ;  and  .  . 

Whereas,  the  plot  under  appeal  was  in  single  ownersl 
at  the  time  of  the  adoption  of  the  building  zone  resolutj 
and  over  SO  per  cent  of  it  is  in  the  unrestricted  distrl 
the  board  deemed,  under  the  provisions  of  section  7,  s1 
divisions  b  and  c.  of  the  building  zone  resolution,  that  ap 
cant  was  entitled  to  relief ;  and  . 

Whereas,  this  appeal  has  been  in  litigation  and  apphci 
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jiving  been  stayed  has  been  unable  to  secure  permits ;  the 
,>ard  deemed  the  time  should  be  extended  six  months  to 
.ocure  the  permits  and  one  year  to  complete  the  work,  and 
>w  deems  that  a  further  extension  should  be  granted. 

1  Resolved,  that  the  board  of  standards  and  appeals  does 
'•reby  make  a  variation  in  the  application  of  the  use  dis- 
(ict  regulations  of  the  building  zone  resolution,  and  that 
,e  application  be  and  it  hereby  is  granted  on  condition  that 
ie  building  shall  be  erected  fireproof ;  that  the  easterly 
t-ble  wall  shall  be  unpierced  throughout  its  entire  height 
id  length ;  that  vehicular  entrance  to  this  garage  shall  be 
stricted  to  the  St.  Claire  place  frontage;  that  any  open- 
gs,  other  than  windows,  on  the  Riverside  drive  frontage 
all  be  restricted  to  doorways,  not  exceeding  3  ft.  8  in.  in 
'idth;  that  the  exterior  of  the  walls  on  the  street  fronts 
'all  be  finished  with  light-colored  face  brick,  with  archi- 
ctural  terra  cotta  or  stone  trimmings ;  that  there  shall  be 
h  roof  signs  erected  or  maintained  on  these  premises ;  that 
•ere  shall  be  no  signs  or  advertising  of  any  nature  or 
i-scription  erected  or  displayed  within  the  residence  use 
lea  of  this  plot;  that  any  gasoline  storage  equipment  in- 
alled  shall  be  located  at  the  street  front  on  the  St.  Claire 
ace  frontage;  that  all  permits  required  shall  be  obtained 
ithin  nine  months  and  the  work  completed  within  eighteen 
onths  from  the  date  of  this  action — January  7,  1930. 


9-28-BZ. 

PPLICANT — Brutus  Gundlach,  for  Nash  Queens  Motor 
Corp.,  owner. 

OBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7a,  7c  and  7e  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and  the  in¬ 
stallation  of  a  gasoline  service  station. 

REMISES  AFFECTED— 153-20  to  153-30  Hillside  ave¬ 
nue,  south  side,  136  ft.  3)4  in.  west  of  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 
PPEARANCES — 

For  Applicant:  Brutus  Gundlach. 

For  Opposition :  None. 

iCTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  Kenlon .  1 

HE  RESOLUTION— 

(819-28-BZ) 

Whereas,  Brutus  Gundlach,  for  Nash  Queens  Motor 
orp.,  owner,  filed,  October  26,  1928,  an  application,  under 
e  building  zone  resolution,  to  permit,  partly  in  a  business 
'  strict  and  partly  in  a  residence  district,  the  erection  and 
aintenance  of  a  garage  for  the  storage  of  more  than  five 
otor  vehicles  and  the  installation  of  a  gasoline  service 
■  ation;  premises  153-20  to  153-30  Hillside  avenue,  south 

de,  136  ft.  3)4  in.  west  of  Parsons  boulevard,  Jamaica, 
orough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
r  the  board  of  standards  and  appeals,  at  its  regular  meet- 
g,  March  26,  1929,  after  due  notice  by  publication  in  the 
mlletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
>ne  resolution  show  that  Hillside  avenue  and  Parsons 
mlevard  are  in  a  business  district  and  88th  (Willett) 
;enue  and  153rd  (Ray)  street  are  in  a  residence  district; 
id 

Whereas,  the  decision  of  the  superintendent  of  buildings, 


rendered  August  20,  1928  (re  N.  B.  Plan  No.  7127-28), 
reads : 

“Garage  and  gas  station  in  a  business  and  residence 
district  contrary  to  the  Zoning  Ordinance.”; 
and 

W  hereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  four  stories  in  height,  with  a  frontage  of  123 
ft.  and  a  depth  of  180  ft.  2  in.;  to  be  occupied  as  a  garage 
and  gasoline  service  station;  and 

Whereas,  documentary  proof  has  been  submitted  as  to 
the  existence  of  a  public  garage  on  the  same  street  and  be¬ 
tween  the  same  intersecting  streets  prior  to  and  continu¬ 
ously  since  the  enactment  of  the  zoning  resolution,  substan¬ 
tiating  section  7,  subdivision  e ;  and 

W  hereas,  the  board  deems  that  the  proposed  structure 
in  substitution  of  existing  structures  on  the  premises  would 
be  a  substantial  structural  improvement ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  26,  1929,  on  certain  conditions,  and  applicant 
requests  a  modification  of  the  time  limit  imposed  and  an 
extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  co}idition  that 
the  building  shall  be  constructed  fireproof  throughout ;  that 
it  shall  not  exceed  a  height  of  four  stories  above  grade ; 
that  the  building  wall  on  street  front  shall  be  carried  up 
flush  at  building  line  from  street  grade  level,  prohibiting 
the  gasoline  service  station  arcade  proposed  in  this  appeal ; 
that  there  shall  be  established  and  maintained  at  second 
story  floor  level  a  legal  rear  yard  of  not  less  than  10  ft.  in 
depth  for  the  entire  width  of  the  premises ;  that  the  rear 
wall  on  first  story  and  the  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length ;  that  any  openings 
in  the  rear  wall  above  the  second  story  floor  level  shall  b© 
equipped  with  approxed  fixed  sash,  glazed  with  wire  glass, 
with  not  more  than  one  ventilator  to  each  sash  (upper  and 
lower)  in  each  opening;  that  the  front  elevation  shall  be 
finished  substantially  in  accordance  with  the  drawings  sub¬ 
mitted,  of  natural  stone  or  light-colored  face  brick,  of 
attractive  architectural  design ;  that  there  shall  be  no  portable 
gas  tanks  operated  and  maintained  outside  the  building  line 
of  these  premises ;  that  there  shall  be  no  signs  exposed  or 
advertising  displayed  on  the  front  of  the  building,  other 
than  one  projecting  electric  sign,  indicating  the  name  and 
title  of  business  conducted  on  the  premises,  or  flat  wall 
signs  incorporated  in  the  frieze  of  the  first  story;  that  a 
return  of  the  drawings  shall  be  submitted  to  this  board  for 
approval  before  submission  to  the  bureau  of  buildings,  and 
that  all  permits  required  shall  be  obtained  within  six  months 
and  any  work  involved  thereby  shall  be  completed  within 
one  year  from  the  date  of  this  action — January  7,  1930. 

AREA  FIXED. 

(1148-27-BZ) 

The  chairman  presented  and  read  a  communication  from 
Joseph  A.  Walsh,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  southeast  corner  of  Franklin  ave¬ 
nue  and  Atlantic  avenue,  Borough  of  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Atlantic  avenue  from  a  point  100  ft. 
east  of  Franklin  avenue  to  a  point  100  ft.  west  of 
Franklin  avenue ;  also  both  sides  of  Franklin  avenue 
from  a  point  200  ft.  north  of  Atlantic  avenue  to  a  point 
400  ft.  south  of  premises  in  question. 


Adjourned  3.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  7,  1930. 

Present :  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle. 


APPEAL  FROM  ADMINISTRATIVE  ORDER. 


358-29-A. 

APPELLANT— Antonio  De  Falco,  adjoining  owner;  Joseph 
Zorn,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent  of 
buildings — re  revocation  of  certificate  of  occupancy. 
PREMISES  AFFECTED— 2050-2062  Stillwell  avenue  and 
2576  86th  street,  southwest  corner,  Brooklyn. 


APPEARANCES— 

For  Appellant :  Philp  S.  Joseph. 

For  Owner:  Thomas  J.  Ryan  and  Peter  Campata. 
For  Administration:  Assistant  Engineer  Benjamin 


Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD— Appeal  to  revoke  certificate  of 
occupancy  denied. 

THE  VOTE  TO  REVOKE  CERTIFICATE  OF  OCCU¬ 
PANCY— 

Affirmative .  0 

Negative:  Chairman  Walsh.  Commissioners 

Connell,  Holland  and  Guilfoyle .  1 

Absent:  Chief  Kenlon .  1 

THE  RESOLUTION— 

(358-29- A) 

Whereas,  Antonio  De  Falco,  adjoining  owner,  against 
Joseph  Zorn,  owner,  filed,  May  24,  1929,  an  appeal  from 
decisions  of  the  fire  commissioner  and  the  superintendent 
of  buildings,  refusing  to  revoke  permit  and  certificate  of  occu¬ 
pancy,  affecting  premises  2050-2062  Stillwell  avenue  and 

2576  86th  street,  southwest  corner,  Borough  of  Brooklyn ; 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  6,  1929,  reads: 

“In  reply  to  your  application  of  May  the  1st,  to  revoke 
a  permit  issued  to  Joseph  Zorn,  for  operating  a  gasoline 
station  at  the  southwest  corner  of  Stillwell  Avenue  and 
86th  Street,  Brooklyn,  has  been  received  and  noted. 

“The  records  show  that  a  plan  was  filed  for  a  gasoline 
tank  on  July  1st,  1924,  and  approved  on  August  1st.  1924. 
An  inspection  was  made  on  August  the  24th,  1925,  of 
the  base  and  the  contractor  interviewed  by  Inspector 
Traxel,  who  reported  that  the  work  was  done  in  ac¬ 
cordance  with  the  plans  and  approved  material  used.  A 
letter  on  file  states  that  the  work  was  not  completed  in 
1924  because  the  father-in-law  of  Josseph  Zorn  took 
sick  and  died.  There  is  an  affidavit  from,  the  contractor 
stating  that  a  gasoline  tank  was  installed  in  the  premises 
prior  to  June,  1925,  and  a  letter  from  the  tank  manu¬ 
facturer  stating  that  the  tank  was  delivered  to  the 
premises  on  or  about  April  the  29th,  1925. 

“The  writer  feels  that  inasmuch  as  the  owner  had 
incurred  obligations  before  the  amendment  to  the  zoning 
ordinance  was  enacted,  the  original  permit  to  use  the 
premises  for  a  gasoline  filling  station  was  not  abrogated 
because  work  was  done  and  money  expended.”; 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  17.  1929  (re  certificate  of  occupancy) 
reads : 

“Concerning  your  letter  of  October  16,  1929,  request¬ 
ing  revocation  of  certificate  of  occupancy  No.  58038  for 
gasoline  station  at  above  noted  premises,  please  be  ad¬ 
vised  your  request  is  denied  for  the  reasons  that  pursuant 
to  Sec.  411,  Subdivision  5  of  the  Charter,  the  Board  of 


Standards  and  Appeals  has  sole  jurisdiction  in  1 
premises.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  w 
frontage  of  59  ft.  3)4  in.  on  26th  avenue,  105  ft.  10)4' 
on  Stillwell  avenue  and  26  ft.  4  in.  on  86th  street  bv  83 
4  in.  and  100  ft.,  irregular,  in  depth;  tanks  buried  bel< 
grade  level;  pumps  and  one-story  building  erected  therec 
OCCUPIED  as  a  gasoline  service  station  within  a  busini 
use  district;  and 

Whereas,  the  appellant  (adjoining  property  owner) 
quests  the  board  to  revoke  the  permit  and  certificate  of  oo 
pancy  No.  58038  for  a  gasoline  service  station  upon 
grounds  that  the  permits  from  the  superintendent  of  bui 
ings,  also  from  the  fire  commissioner,  were  obtained 
fraud;  furthermore,  that  the  certificate  of  occupancy  v 
illegally  granted ;  and  #  .  s 

Whereas,  there  is  no  proof  of  the  contradiction  of 
work  having  been  started  prior  to  the  certificate  of  occupai 
having  been  issued  by  the  superintendent  of  buildings  oi 
legal  and  proper  issuance  of  permit  by  the  fire  departm 
prior  to  the  amendment  of  the  zoning  resolution  prohibit 
gasoline  stations  in  business  districts. 

AY  solved,  that  the  decisions  of  the  fire  commissioner  ; 
the  superintendent  of  buildings  be  and  they  hereby  are 
[tinned,  and  that  the  appeal  be  and  it  hereby  is  denied. 


BUILDING  ZONE  CASES. 


369-29-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Boro-Wide  Devel 
ment  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintem 
of  buildings),  under  section  21  of  the  building  z 
resolution,  to  permit  in  a  residence  district  the  e 
tion  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED— 2314-2328  Grand  Concourse 
2317-2327  Ryer  avenue,  east  side  of  Grand  ( 
course,  147  ft.  north  of  East  183rd  street, 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Emma  Smith. 

ACTION  OF  BOARD— Laid  over  to  February  4,  193( 
2  p.  m.,  on  written  request  of  applicant. 


449-29-BZ. 

APPLICANT— William  F.  Doyle,  for  100  Orange  Si 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superinten 
of  buildings),  under  sections  7c  and  21  of  the  b 
ing  zone  resolution,  to  permit  the  extension,  i 
an  unrestricted  district  into  a  business  district, 
proposed  garage  for  the  storage  of  more  than 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 94-98  Orange  street,  s 
side,  44  ft.  10  in.  west  of  Fulton  street,  Brookb 

APPEARANCES— 

For  Applicant:  William  F  Doyle. 

For  Opposition:  Mr.  Bruchhauser,  R.  J.  Shield; 

Ruth  Ranson. 

ACTION  OF  BOARD— Laid  over  to  January  21,  193 
10  a.  m.,  on  request  of  attorney  in  opposition 


245-29-BZ.  ; 

APPLICANT— William  F.  Regan,  for  Yarm  Realty  ( 
owner. 
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5UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 222-228  Grand  avenue,  west 
side,  G8  ft.  north  of  De  Kalb  avenue,  Brooklyn, 
i  PPEARANCES — 

For  Applicant:  William  Hyman  and  Morris  Tucker. 
For  Opposition:  W.  R.  Redmond  and  Henry  Postal. 
\CTION  OF  BOARD — Application  withdrawn. 

'HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative .  0 

Absent:  Chief  Kenlon . l 


iO-29-BZ. 

PPI.ICANT — Hugo  E.  Magnuson,  for  Frederick  Prisco, 

|  owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

REMISES  AFFECTED — Southwest  corner  of  Kissena 
road  (boulevard)  and  Vleigli  road,  Flushing,  Bor¬ 
ough  of  Queens. 

PPEARANCES — 

For  Applicant :  Le  Roy  P.  Ward. 

For  Opposition :  Thomas  Larkin. 

CTION  OF  BOARD — Application  withdrawn. 

HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative .  0 

Absent:  Chief  Kenlon .  1 


U9-29-BZ. 

PPLICANT — Jacob  L.  Holtzmann,  for  Hygrade  Cake 
Baking  Co.,  owner. 

OBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

REMISES  AFFECTED — 672  Bergen  street,  south  side, 
320  ft.  east  of  Vanderbilt  avenue,  Brooklyn. 

PPEARANCES— 

For  Applicant :  Jacob  L.  Holtzmann. 

For  Opposition :  John  Donovan. 

CTION  OF  BOARD — Laid  over  for  full  vote  of  the 
board  to  January  14,  1930,  10  a.  m. 

HE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh  and  Commissioners 


Connell  and  Holland .  3 

Negative:  Commissioner  Guilfoyle .  1 

Absent:  Chief  Kenlon .  1 


■8-29-BZ. 

PPLICANT — Michael  Holzman,  owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

REMISES  AFFECTED— 408-418  Remsen  avenue,  west 
side,  10  ft.  north  of  East  58th  street,  Brooklyn. 


APPEARANCES— 

For  Applicant:  Milton  M.  Eisenberg,  Paul  Getz, 

Michael  Holzman  and  Samuel  J.  Stangler. 
bor  Opposition:  Max  Bernstein  and  Benjamin 

Mintz. 

AC  I  ION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent:  Chief  Kenlon .  i 

THE  RESOLUTION— 

(438-29-BZ) 

Whereas,  Michael  Holzman,  owner,  filed,  June  28,  1929 
an  application,  under  the  building  zone  resolution,  to  permit 
partly  in  a  business  and  partly  in  a  residence  district,  th# 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  408-418  Remsen 
avenue,  west  side,  10  ft.  north  of  East  58th  street,  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appealst  at  its  regular  meeting 
January  7,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone,  resolution  show  that  Remsen  avenue  is  in  a  business 
district ;  Lenox  road  is  in  a  business  and  residence  district, 
and  East  57th  street  is  in  a  business  and  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  28,  1929  (re  Applic.  No.  8652),  reads: 

“Proposed  public  garage  for  more  than  five  cars  to  be 
located  partly  in  a  business  use  and  partly  in  a  resi¬ 
dential  district  is  contrary  to  Art.  II,  Sec.  3  and  Sec.  4a 
of  Zone  Resolution." ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  120  ft 
and  a  depth  of  134.71  ft.,  irregular;  to  be  occupied  as  a 
garage  for  the  storage  of  more  than  five  (5)  motor  vehicles1 
and 

Whereas,  the  board  deemed  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


412-29-BZ. 

APPLICANT — Edward  L.  Kelly,  for  F.  P.  &  L.  Apartmenl 
Building  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  an  “E”  area  district  the 
maintenance  of  a  dwelling  which  does  not  conform 
with  the  area  requirements  of  the  zone  resolution. 

PREMISES  AFFECTED — West  side  of  Van  Sicklen  ave¬ 
nue,  473.11  ft.  south  of  Liberty  avenue,  Jamaica 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edward  L.  Kelly. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  c 

Negative:  Chairman  Walsh  and  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent:  Chief  Kenlon .  i 

THE  RESOLUTION— 

(412-29-BZ) 


Whereas,  Edward  L.  Kelly,  for  F.  P.  &  L.  Apartment 
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Building  Corp.,  owner,  filed,  June  15,  1929,  an  application, 
under  the  building  zone  resolution,  to  permit  in  an  E  area 
district  the  maintenance  of  a  dwelling  which  does  not 
conform  with  the  area  requirements  of  the  building  zorn 
resolution;  premises  west  side  of  Van  Sicklen  avenue,  4 <3. 
ft.  south  of  Liberty  avenue,  Jamaica,  Borough  of  Queens, 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  7,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas  the  district  maps  accompanying  the  building 
zone  resolution  show  that  131st  street,  south  of  105th  avenue, 
is  in  a  residence  use  and  E  area  district;  131st  street,  north 
of  105th  avenue,  is  in  a  residence  use  and  D  area  district , 
Van  Sicklen  avenue,  south  of  105th  avenue,  is  in  a  residence 
use  and  E  area  district ;  Van  Sicklen  avenue,  north  of  lOoth 
avenue,  is  in  a  residence  use  and  D  area  district,  133rd 
street  south  of  105th  avenue,  is  in  a  residence  use  and  E 
area  district,  and  133rd  street,  north  of  105th  avenue,  is  in 
a  residence  use  and  D  area  district ,  and  .  . 

Whereas,  the  decision  of  the  tenement  house  commissioner, 

rendered  May  13,  1929,  reads :  .  .  ,  , 

“The  plans  and  specifications  submitted  by  you  tor 
the  erection  of  two  (2)  tenement  houses  located  at 
W  S  Van  Sicklen  Ave.,  473.11'  s.  of  Liberty  Ave., 
Jamaica,  have  been  disapproved  this  day  for  the  follow¬ 
ing  reasons : 


“As  premises  are  located  in  an  “E“  residential  dis 
trict  and  do  not  conform  to  building  zone  resolutions.” 

Whereas,  the  premises  consist  of  an  irregular  shaped  pic 
of  ground  having^  a  frontage  of  approximately  54  ft.  and 
maximum  depth  of  100  ft.;  approximately  4,500  sq.  ft.  i 
area;  upon  the  front  of  the  lot  are  located  two  two-stor 
(top  of  roof  beams  are  20  ft.  above  curb  level)  ^dwelling 
having  a  combined  area  of  2,710  sq.  ft.;  the  E  area  rc 
quirements  permit  the  use  of  50  per  cent  of  the  lot  at  cur 
level  and  30  per  cent  of  the  area  of  the  lot  above  the  lev; 
of  18  ft.  above  the  curb;  50  per  cent  of  the  area  of  lot  i 
question  being  2,250  sq.  ft.,  the  excess  area  being  460  sq.  f 
at  first  story;  also  the  required  10-ft.  setbacks  from  W 
building  line  have  been  omitted ;  the  area  of  the  require 
setbacks  being  approximately  400  sq.  ft. ;  the  actual  are 
being  approximately  185  sq.  ft.;  and 

Whereas,  the  board  deemed  that  applicant  aid  not  sul 
stantiate  his  basis  of  appeal  brought  under  section  21  of  tl 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  tenement  house  con 
missioner  be  and  it  hereby  is  affirmed,  and  the  applicatk 
be  and  it  hereby  is  denied. 


Adjourned  6.15  p.  m 


William  J.  O’Gorman,  Secretary. 


-  i 

RULES  FOR  THE  TESTING  OF  WOOD 


Pursuant  to  the  Provision  of  Section  356  of  Chapter 
(639-27-SR) 

Adofted  by  the  Board  of  Standards  and  Appeals  July  22, 
1927.  Amended  March  16,  1928. 

Rule  1  Before  any  wood  may  be  used  for  flooring  or  in¬ 
terior  trim  where  incombustible  materials  are  required  under 
!he  provisions  of  section  356  of  the  Building  Code,  the  super¬ 
intendent  of  buildings  must  be  notified  promptly  uPon 
delivery  at  the  job  of  a  consignment  of  .s/hM.maten?J; 
One  test  sample  for  each  2,000  feet 

selected  by  a  representative  of  the  Bureau  °f  ^ting 
marked  for  identification,  and  forwarded  to  the  testing 
laboratory,  where,  under  the  supervision  of  the  supenn 
tendent  of  buildings  or  his  representative,  the  samples  shall 
be  subjected  to  the  following  tests:  t 

Before  making  tests  of  all  specimens  for  testing  shall  be 
oven  dried  at  a  temperature  of  140°  F.  to  a  point  where 
there  is  no  further  loss  of  weight  due  to  evaporation  of 
moisture  content. 

A.  SHAVING  TEST-A  mass  of  /havings  cut 
fairly  thick  from  the  outside  and  interior  of  sticks  of  the 
treated  wood  are  to  be  tested  separately.  _  These  shavings 
shall  be  placed  to  a  depth  of  two  inches  in  a  metal  )  essel 
twelve  inches  square,  the  bottom  of  which  shall  consist  of 
a  wire  screen  of  inch  mesh.  The  shavings  shall  be 
packed  down  moderately  to  reduce  the  air  spaces.  A  Bu 
sen  yellow  flame  shall  then  be  placed  beneath  the  receptacle 
so  that  the  flame  is  in  contact  with  the  shavings.  After 
twenty-five  seconds  the  flame  shall  be  removed.  The  flame 
at  no  time  should  show  higher  than  six  inches  above 

top  of  the  bed  of  shavings  and  the  shavings  should  not  be 
consumed  in  less  than  five  minutes. 

B.  TIMBER  TEST.  Two  samples  ^  inch  bv  V/2 
inches  in  cross  section  and  twelve  inches  long  shall  be 


5  of  the  Code  of  Ordinances  (Building  Code). 

laid  side  by  side  across  the  top  of  a  gas  crucible  furna 
with  a  pyrometer  between  them.  The  specimens  shall 
subjected  *n  a  flame  at  1700  deg.  Fahrenheit  for  two  mi 
utes,  the  test  pieces  shall  then  be  removed,  and  the  tir 
of  duration  of  flame  and  glow  observed.  The  sticks  sh; 
then  be  cut  through  the  middle  at  the  most  burned  secti 
and  the  area  of  the  unburned  wood  measured  with  a  plat 
meter.  The  flame  must  not  persist  longer  than  15  secon 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case 
hard  woods,  the  unburned  area  should  not  be  less  than 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  { 
cent. 

C.  CRIB  TEST— Twenty  samples  are  to  be  p 
pared,  each  l/t  inch  square  and  6  inches  long.  These  shall 
built  up  on  a  ring  support  to  form  a  crib  work  five  tii 
high,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  : 
inches  and  approximately  2l/2  inches  high.  Ihe  crib  sh 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  c 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperati 
approximating  1200  deg.  Fahrenheit.  The  flame  must  : 
persist  more  than  twenty  seconds  after  the  Bunsen  bun 
is  removed,  nor  the  glow  last  more  than  thirty  secon 
The  tendency  of  the  flame  to  spread  from  stick  to  st 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will 
permitted  to  be  taken  into  the  building  and  used.  If  not, 
entire  shipment  shall  be  condemned  and  must  be  remo' 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  ex 
ence  of  a  complete  plant  in  full  working  order  from  wh 
the  material  is  shipped,  and  each  shipment,  or,  where  p 
sible.  each  piece  shall  be  trade  marked  in.  a  cons.picu- 
manner  so  tb"»t  there  may  be  no  doubt  as  to  its  identity. 
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board  of  standards  and  appeals. 

Administrative  Applications. 

rs'j  2',-A — 39  Fifth  avenue,  Manhattan. 

j;io  27- A — 13-115  Central  Park  West,  Manhattan. 

JJ1-27- A — 20-28  West  72nd  street,  Manhattan. 
j;i2  27-A— 242-248  West  76th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 
i  10-22  S A — Crocker  Gas  Valve,  approval  of. 
l't.»0-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

73  22- S A — Anti-Syphon  Valve,  approval  of. 

1530-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

M9-22-SA — Coen  Oil  Burner,  approval  of. 

57-23  SA  — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

24- 23  SA — Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23- S A — Packless  Gas  Shut-Off  Valve,  approval  of. 
27-23-S  A — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
i32-23-S A — Manual  and  Thermal  Gas  Cut-Otf  Valve,  ap¬ 
proval  of. 

175-23- S A — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

K79-23-SA— Ileil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

597-23-S  A — “Automatic”  Deluge  Valve,  approval  of. 

143  23-SA — Automatic  Gas  Shut-Off,  approval  of. 
*>25-23-SA — Tilman-White  Gas  Cut-Otf  Valve,  approval 
of. 

•52-23- S A — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

•59  23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 

M3  23  SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

,>50  23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

402  -24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

’55-24-SA — Wills  Automatic  Gas  Shut-Oil  Valve,  approval 
of. 

•  16  24  SA — Millies  Oil  Burner,  approval  of. 

J42-24-SA— Decker  Oxohydrogeti  Oil  Burner,  approval  of 
4  46  24  SA — Salvo  Fire  Extinguisher,  approval  ot. 

159  24  SA  — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
>00  24-SA  — Smolensky  Check  Valve,  approval  of. 
j.i8-25-S A — Globe  Dry  Pipe  Valve  Accelerator,  approval 
of. 

■485-25- S A — Amdyco  Foam  Fire  Extinguisher,  approval  of. 
J63-25-SA  — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

J64-25-SA — Koerting  Gear  Pump,  approval  of. 

346-25-SA — Palmer  Gravity  Lock,  approval  of. 

153-26  SA — Signal  Weatherproof  Bells,  approval  of. 
164-26-S A — Kork-n-Seal.  approval  of. 

397-26-SA — Worthington  Triplex  \’ertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 
390-26-SA--Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 


1 10-27-S.A — Wilbur  Extinguisher,  approval  of. 

187- 27-SA — Keenan  Gas  Shut-Otf  Valve,  approval  of. 

328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA — Leader  Gas  Shut-Otf  Valve,  approval  of. 

81 4-27- SA — Elkhart  Flush  Type  Siamese,  approval  of 

955-2~-SA — Cook's  Automatic  Oil  Burner,  approval  of. 

977-27- S A — Rornec  Rotary  Pump,  approval  of. 

1162  27-SA — Allen's  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

1 88- 28- S A — Faraday  Waterflo  Alarm  Panel,  approval  of. 

2 13-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA — Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA —Alert  Gas  Shut-Otf  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  aoproval  of. 

775-28-SA — Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

79-29-SA— Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-S A — Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

185-29-SA — National  Airoil  High  Pressure  Burner,  ap¬ 
proval  of. 

'86-29-SA — National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2^2-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “,S”  250  lbs.  2}4-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA — Fairbanks  2L2-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 

295-29-SA — Combustion  Fuel  Oil  Burner,  Type  “B,”  ap¬ 
proval  of. 

380-29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

423-29-SA — Crystal  Blue  Flame  Oil  Burner,  approval  of. 

426-29-SA — Crown  Oil  Burner,  Type  XA,  approval  of. 

535-29-SA — Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 

571-29-SA — The  Carborundum  Burner,  approval  of. 

591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 

603-29- S A — Electromatic  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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ANNUAL  REPORT 


City  of  New  York 
Board  of  Standards  and  Appeals 

WILLIAM  E  WALSH,  CHAIRMAN 
MUNICIPAL  BUILDING 


Hon.  James  J.  Walker. 
Mayor,  New  York  City. 


January  7,  1930. 


Sir:— 


I  have  the  honor  to  submit  for  your  information  the  Annual  report  of  the  Board  of  Standards  and  Appeals,  for  the 


year  ending  December  31,  1929,  which  is  set  forth  as  follows: 


CASES  FILED  AND  PENDING,  1929 


FILED  1929 

A 

BZ 

s 

SA 

SR 

M’L 

T’L 

GR.  T’L 

JANUARY  . 

. .  17 

36 

11 

4 

0 

40 

108 

•  • 

Restored  . 

0 

5 

2 

0 

i 

0 

8 

116 

FEBRUARY  . 

.  19 

22 

18 

2 

0 

21 

82 

•  • 

Restored  . 

0 

3 

0 

0 

0 

0 

3 

85 

MARCH  . 

42 

20 

5 

0 

40 

124 

Restored  . 

1 

7 

1 

0 

0 

0 

9 

133 

APRIL  . 

.  21 

44 

15 

3 

0 

64 

147 

•  • 

Restored  . 

..  2 

9 

3 

0 

2 

0 

16 

163 

MAY  . 

. .  25 

37 

18 

1 

0 

51 

132 

•  • 

Restored  . 

2 

4 

0 

0 

0 

0 

6 

138 

JUNE  . 

.  19 

31 

12 

5 

0 

33 

100 

Restored  . 

2 

2 

0 

0 

0 

0 

4 

104 

JULY  . 

..  14 

34 

12 

1 

0 

53 

114 

•  * 

Restored  . 

1 

3 

0 

0 

0 

0 

4 

118 

AUGUST  . 

.  12 

25 

4 

4 

0 

0 

45 

•  • 

Restored  . 

0 

0 

0 

0 

0 

0 

0 

45 

SEPTEMBER  .... 

. .  14 

15 

8 

3 

0 

19 

60 

•  • 

Restored  . 

0 

2 

1 

0 

0 

0 

3 

63 

OCTOBER  . 

.  10 

29 

8 

3 

0 

44 

94 

Restored  . 

1 

1 

1 

0 

0 

0 

3 

97 

NOVEMBER  . 

.  19 

17 

10 

4 

0 

23 

73 

Restored  . 

0 

3 

0 

1 

0  * 

0 

4 

i  n 

DECEMBER  . 

.  25 

37 

8 

4 

0 

52 

126 

Restored  . 

1 

6 

1 

0 

0 

0 

8 

134 

TOTAL  . 

.  .  222 

415 

153 

40 

3 

440 

1273 

1273 

PENDING,  1928.. 

.  134 

211 

80 

81 

0 

0 

506 

506 

— 

— 

- - 

— 

GRAND  TOTAL 

. .  356 

626 

233 

121 

3 

440 

1779 

1779 

DISPOSITION 

1929 

JANUARY  . 

.  16 

38 

20 

6 

1 

40 

121 

•  • 

FEBRUARY  . 

.  14 

27 

11 

1 

0 

21 

74 

•  * 

MARCH  . 

8 

41 

15 

0 

0 

40 

104 

299 

APRIL  . 

. .  31 

43 

24 

1 

1 

64 

164 

•  • 

MAY  . 

22 

56 

17 

2 

1 

51 

149 

•  • 

JUNE  . 

. .  22 

40 

20 

9 

0 

33 

124 

437 

TULY  . 

.  .  24 

53 

21 

2 

0 

53 

153 

AUGUST  . 

0 

0 

0 

0 

0 

0 

0 

SEPTEMBER  .... 

.  .  11 

22 

8 

1 

0 

19 

61 

214 

OCTOBER  . 

. .  36 

52 

16 

7 

0 

44 

155 

NOVEMBER  . 

.  .  19 

34 

24 

4 

0 

23 

104 

DECEMBER  . 

.  .  39 

57 

23 

rt 

1 

0 

52 

178 

437 

TOTAL  . 

..  242 

463 

199 

40 

3 

440 

1387 

1387 

PENDING 

DEC.  31,  1929.. 

..  114 

163 

34 

81 

0 

0 

392 

392 

Code :  A — Appeals  from  Administrative  Orders.  BZ — Applications  under  Building  Zone  Resolution.  S — Petitions  for  Variations  of 

Labor  Law.  SA — Petitions  for  Approval  of  Appliances.  SR — Petitions  for  Adoption  of  Rules.  M’L — Miscellaneous  Docket. 
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ANNUAL  REPORT 


SUMMARY. 

!=«=■ - -  ■■  ■  -  -  -  ■  ■-=■■■  -■  — 


DOCKET. 

;es  pending  December  31,  1928 .  506 

les  filed  up  to  December  31,  1929,  inclusive .  765 

[  tored  to  calendar .  68 


Miscellaneous  Applications. 


[  uests  to  reopen .  242 

[  uests  to  amend .  41 

Quests  for  modification .  44 

Quests  to  rescind .  3 

Quests  for  extension  of  time .  42- 

Quests  for  extension  of  permit .  21 

Quests  for  mechanical  installations . 0 

Quests  for  approval  of  plans .  44 

LTiinistrative  requests .  2 

Quests  for  interpretation .  1 

Total  .  1779 

(posed  of .  1387 

‘  es  pending  December  31,  1929 .  392 


DISPOSITION  OF  CASES. 

Withdrawn  .  177 

Dismissed .  48 

Denied  .  190 

Granted  .  5 

Granted  on  condition .  484 

Appliances  approved .  27 

Appliances  dismissed,  disapproved  or  withdrawn .  13 

Rules  approved . 2 

Rules  disapproved  or  rescinded .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  205 

Requests  to  reopen  denied .  28 

Requests  to  amend  granted .  39 

Requests  to  amend  denied .  2 

Requests  for  modification  granted .  40 

Requests  for  modification  denied .  4 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  1 

Requests  for  extension  of  time  granted .  42 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  21 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  44 

Plans  disapproved .  0 

Administrative  requests  granted .  2 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  1 

Requests  withdrawn  or  dismissed .  9 

Total  . .  1387 


MONEYS  RECEIVED 


1  INSCRIPTIONS  OCT.  NOV.  DEC.  TOTAL  1st  QUAR.  2nd  QUAR.  3rd  QUAR.  GR.  T’L. 

'  Bulletin .  $102.50  $130.00  $67.50  $300.00  $407.50  $380.00  $180.00  $1,267.50 

Ml  Sales .  28.25  23.55  27.75  79.55  149.71  86.37  59.43  375.06 


’d  to  Chamberlain.  $130.75  $153.55  $95.25  $379.55  $557.21  $466.37  $239.43 _ $1,642.56 


REVIEW  FROM  1916 

Cases 

M’l 

Total 
to  Dis- 

Pending 

Previous  f  With- 

Dis- 

Disposed  of 
Cases  Granted 

as  Follows : 

M’l  Total 

Pending 

^ar 

Filed 

Actions 

pose  of 

Year 

|  drawn 

missed 

Denied 

etc. 

Actions 

Cases 

Dec.  3l*t 

'6 

502 

32 

534 

0 

39 

64 

59 

204 

32 

398 

130 

17 

2620 

35 

2655 

136 

291 

154 

241 

838 

35 

1559 

1338 

1  8 

1734 

160 

1894 

1232 

803 

666 

418 

1009 

160 

3056 

70 

9 

1005 

73 

1078 

70 

105 

47 

271 

594 

41 

1058 

90 

!0 

793 

114 

907 

90 

84 

100 

233 

457 

33 

907 

90 

'll 

1720 

176 

1896 

90 

102 

296 

337 

827 

35 

1597 

389 

2 

1575 

405 

1980 

389 

171 

195 

262 

1025 

281 

1934 

435 

13 

1563 

308 

1870 

435 

149 

189 

193 

928 

219 

1678 

627 

14 

1540 

415 

1955 

627 

173 

194 

290 

1003 

324 

1984 

598 

!5 

1350 

335 

1685 

598 

140 

129 

203 

793 

275 

1540 

743 

10 

1147 

403 

1550 

743 

193 

85 

289 

864 

403 

1834 

459 

!7 

1357 

575 

1932 

459 

168 

137 

261 

679 

477 

1722 

669 

•8 

988 

467 

1455 

669 

230 

107 

312 

585 

384 

1618 

506 

'9 

765 

508 

1273 

506 

177 

62 

190 

518 

440 

1387 

392 

'otal 

18658 

4006 

22664 

6044 

2825 

2425 

3559 

10324 

3139 

22272 

6436 

WILLIAM  J.  O’GORMAN,  Secretary.  ~  WILLIAM  E.  WALSH,  Chairman. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  January  8,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . 

Dismissed . 

Denied  . 

11  Granted  . 

Granted  on  condition . 

Appliances  approved . 

4  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

7  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

0  Requests  to  amend  granted . 

Requests  to  amend  denied . 

0  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied - ; . 

3  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

0  Plans  approved . 

Plans  disapproved . . 

0  Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn . 

®  Interpretations  . 

Requests  withdrawn  or  dismissed . 


I 


Total  . 
Disposed  of 


417 

29 


Total 


Cases  pending  January  8,  1930 


388 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  1 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  1 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  f ailt 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative  o 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petit 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  1 
appellant  or  petitioner  to  file  necessary  data,  or  by  3 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  : 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pi; 
and  data  required  by  law  are  supplied,  as  specified  on 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2..r>0)  for  subscription  for  one  vear  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name.  . 

Street 

P.O 

My  subscription  is  to  begin  with  the  issue  for 
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,  1930. 


n.O 

'  E  w 


BULLETIN 

OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1916, 

and  the  Muncipal  Assembly,  Local  Law  No.  13,  of  1925. 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1001  to  1015,  Municipal  Building. 

New  York  City. 


ol.  xv 


Subscription 
$2.50  a  year 


JANUARY  21,  1930 


Single  Copies,  5  cents  3 

By  mail,  7  cents 


DIRECTORY 

- * - 

BOARD  OF  STANDARDS  AND  APPEALS 
WILLIAM  E.  WALSH,  Chairman 
Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 


the 


0F  The  - 

HOURS  FOR  CONSULTATION 


10  A.  M.  to  1  P.  M. 


JAni  &  8  193t, 

Any  persbiT  desiring  to  consult  the  chairman  or  the  en- 
t  gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
/'/^(tetween  the  hours  of  ten  in  the  morning  and  one  in 
the  anernwaA4$&|urdays  excepted. 


ffice — Municipal  Building,  Rooms  1001  to  1015. 
elephone — Worth  0184. 

ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

//  communications  should  be  addressed  to  the  chairman  of 

the  board 

CONTENTS 

— = == 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 

t  Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of  Regular 

10  A.  M. 

Meeting, 

January 

14, 

1930, 

Minutes  of  Regular 

Meeting, 

January 

14, 

1930, 

2  P.  M. 

Corrections. 

Factory  Exit  Rules. 

Exit  Rules — Revolving  Doors. 
Progress  Report. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 

and  will  be  called  in  Room  1013,  Tuesday,  January  21,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  January  28,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
tion  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh,  Chairman 
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CALENDAR 


DOCKET. 

Neiv  Cases  Filed  up  to  January  15,  1930. 


Cal.  No.  Department.  Premises  Affected. 

26-30-BZ . B.B.R. . . .  West  side  of  Hickory  ave., 

207.32  ft.  north  of  Old  Town 
rd.,  South  Beach.,  Rich., 

_  N.  B.  1915-29 

25-30-S . F.D . 37-28  57th  st.,  Woodside,  Q., 

_  L.  D.  52551 

24-30-BZ . B.B  B _ 223  Ross  st.,  Bklyn., 

_  Applic.  17186-29 

23-30-BZ . B.B.B _ 860  Fourth  ave.,  Bklyn., 

_  Applic.  15322-29 

22-30-A . F.D . 143-151  E.  24th  st.,  Man., 

_  C-54604 

21-30-S . F.D . 143-151  E.  24th  st.,  Man., 

L.  D.  67716,  L.  D.  67717  & 

_  L.  D.  67718 

20-30-BZ . B.B.Q.... 2328-2330  31st  st.,  L.  I.  C.,  Q., 

_  Alt.  89-30 

19-30- A . F.D . 2290-2298  Seventh  ave.,  Man., 

_  F-35052 

18-30-BZ . B.B.Q.... 87-35  Queens  blvd.,  Elmhurst, 

_  Q.,  N.  B.  5870-29 

17-30-S . F.D . 2-4  W.  29th  st.,  Man., 

_  L.  D.  18307 

16-30-S . F.D . 97-103  Horatio  st.,  Man., 

_  L.  D.  54264 

15-30-BZ . B.B.Q _ Southwest  corner  of  35th  ave. 

&  Cross  Island  blvd.,  Flush- 

_  ing,  Q.,  N.  B.  6202-29 

14-30-A . F.D . 1288-1290  Myrtle  ave.,  Bklyn., 

_  C-27893 

13-30- A . B.B.M _ 73-75  Cannon  st.,  Man., 

_  Alt.  1297-29 

12-30-A . F.D . 209  Richards  st.,  Bklyn., 

_  F-56643 

Restored  to  Calendar. 

463-29-S . B.B.M _ 37-41  E.  58th  st.,  Man., 

_ _  N.  B.  89-29 


CODE. 

P  O . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings.  Manhattan 

B.B.Q . Bureau  of  Buildings.  Queens 

B.B.R . Bureau  of  Buildings.  Richmond 

B.B.Bx . Bureau  of  Buildings.  Bronx 

T  H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  21,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

362-29-JBZ. 

APPLICANT— David  L.  Blick,  for  Eva  Shaffer,  owner. 
PREMISES — 444-452  Dahill  road,  northwest  corner  of  40th 
street.  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

384-29-BZ. 

APPLICANT— Alfred  H.  Eccles,  for  F.  T.  Hallett,  Inc., 
owner. 

PREMISES — 37-26  149th  place  (Wilson  avenue),  76  09  ft. 

south  of  Northern  boulevard  (Broadway),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use. 

408-29-BZ. 

APPLICANT — Joseph  A.  Walsh,  for  Max  Meyerson, 
owner. 

PREMISES — 1969-1979  Cropsev  avenue  and  8810-8818  20th 
avenue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

428-29-BZ. 

APPLICANT— Samuel  L.  Orlinger,  for  Philboy  Construc¬ 
tion  Co.,  owner. 

PREMISES— 4014-4024  Ninth  avenue,  northwest  corner  of 
41st  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  having  stores  on  the  first  story 
and  dwellings  above. 

5 16-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Ernestine  Marolo, 
owner. 

PREMISES— 3613  White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

647-29-BZ. 

APPLICANT— Hamill,  Weinberg  &  Munro,  for  Erotm 
Realty  Co.,  Inc.,  owner. 

PREMISES— 216-220  East  56th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

659-29-BZ. 

APPLICANT — Harris  H.  Murdock,  for  The  Merchant 
Square  Corp.,  owner. 

PREMISES— 212-216  Church  street  and  49-61  Thoma 
street,  northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT,  partly  in  a  two  times  height  district  an 
partly  in  a  two  and  one-half  times  height  distric 
the  erection  and  maintenance  of  the  street  wall  i 
excess  of  the  height  permitted  under  the  zot 

resolution. 
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|  661-29-BZ. 

APPLICANT — Frank  H.  Crabtree,  for  Livingston  Estates 
Co.,  owner. 

PREMISES — Southeast  corner  of  Forest  avenue  and  Pelton 
avenue,  New  Brighton.  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
I  tenance  of  a  gasoline  service  station. 

679-29-BZ. 

,  APPLICANT — E.  W.  Radmore,  for  The  Wheelright  Corp., 
owner. 

PREMISES — 162  West  75th  street,  Manhattan. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  conversion  of  occupancy  of  the 
basement  and  first  story  from  residence  to  business 

use. 

221-28-BZ. 

APPLICANT — William  A.  Sullivan,  owner. 

PREMISES — 176-17  to  176-25  Baisley  boulevard  and  120-12 
to  120-28  Merrick  boulevard,  St.  Albans,  Borough 
of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21). 

1063-27-BZ. 

APPLICANT — Henry  H.  Ehrlich,  substituted  for  Emil 
Guterman,  for  Henry  C.  Karpen,  owner. 

PREMISES — 14912  North  Conduit  boulevard,  northwest 
corner  of  Three  Mile  Mill  road,  Jamaica,  Borough 
of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21). 


JANUARY  21,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

561- 29-A — 424  Greenwich  street  and  64-68  Laight  street, 

northwest  corner,  Manhattan. 

562- 29-A — 434-436  Greenwich  street  and  49  Vestry  street, 

southwest  corner,  Manhattan. 

578-29-A — 107-109  Bowery,  Manhattan. 

581-29-A — 186-190  Harrison  avenue,  northwest  corner  of 
Gerry  street,  Brooklyn. 

685 - 29- A — Southeast  corner  of  45th  avenue  and  82nd 

street,  Elmhurst,  Borough  of  Queens. 

686- 29-A — 220  West  42nd  street  and  221  West  41st  street, 

Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
21,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  no.  511-29-BZ — Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
tt".  on  behalf  of  Emma  K.  Morrow,  owner, 


to  permit,,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 

cal.  no.  449-29-BZ— -Application,  July  2,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  100  Orange  Street 
Corp.,  owner,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  busi¬ 
ness  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  94-98  Orange  street, 
south  side,  44  ft.  10  in.  west  of  Fulton 
street,  Brooklyn. 

cal.  no.  524-29-BZ— Application,  August  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Max  Goldberg,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  20-32  Good¬ 
rich  street,  east  side,  108  ft.  north  of 
Astoria  avenue,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

cal.  no.  407-29-BZ — Application,  June  14,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Harris  Fields  Corp.,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  309-311  Patchen  avenue,  east 
side,  50  ft.  south  of  Chauncey  street, 
Brooklyn. 

cal.  no.  490-29-BZ — Application,  July  23,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Museum  of  the  American  In- 
dian-Heye  Foundation,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  800-808  St.  Nicholas 
avenue  and  11-19  St.  Nicholas  place, 
southeast  corner  of  West  151st  street, 
Manhattan. 

CAL.  NO.  599-29-BZ— Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

cal.  no.  617-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant, 
on  behalf  of  Halpern  Construction  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1484  Jerome 
avenue,  southeast  corner  of  East  172nd 
street,  The  Bronx. 
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- 


northeast  corner,  Port  Richmond,  Bor¬ 
ough  of  Richmond. 


cal.  no.  598-29-BZ— Application,  October  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Michael  Glick.  applicant,  on  behalf 
of  1601  Jerome  Avenue  Corp.,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
conversion  of  occupancy,  in  part,  from 
store  occupancy  to  welding  and  motor 
vehicle  repair  shop;  premises  1601-1609 
Jerome  avenue,  The  Bronx. 

cal.  no.  600-29-BZ-— Application,  October  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  S.  N.  Oppenheimer,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Giffords  lane  and  Arthur  Kill 
road.  Great  Kills,  Borough  of  Rich¬ 
mond. 

(al.  no.  615-29-BZ — Application,  October  14,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Amadeus  J.  Ward,  appli¬ 
cant,  on  behalf  of  Vincent  Natale, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  291  East 
233rd  street  and  4201  Katonah  avenue, 
northwest  corner,  The  Bronx. 

cal.  no.  927-28-BZ — Application,  November  30,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sydney  Solomon,  applicant,  on 
behalf  of  Forecast  Realty  Corp.,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  69-95 
Kings  Highway  and  7709-7719  22nd 
avenue,  northeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


JANUARY  21,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

424-29- A — 301  Madison  avenue,  Manhattan. 

564-29-A— 150  Nassau  street  and  2-6  Spruce  street,  south¬ 
east  corner,  Manhattan. 

405 -29- A — 1021-1029  East  163rd  street  and  943-947  Southern 
boulevard,  northwest  corner,  The  Bronx. 

678-29-A — 5501-5519  18th  avenue  and  1802-1812  55th  street, 
southeast  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  January 
21,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters; 

cal.  no.  415-29-BZ — Application,  June  18,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  appli¬ 
cant,  on  behalf  of  Horatio  J.  Sharrett, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  1389 
Forest  avenue  and  5  Barrett  avenue, 


cal.  no.  479-29-BZ — Application,  July  17,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  E.  Smyth,  applicant,  on  be¬ 
half  of  Caverly  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles  and  a  gasoline  service  station; 
premises  3459-3469  Fulton  street  and 
234-246  Grant  avenue,  northwest  corner, 
Brooklyn, 

cal.  no.  587-29-BZ — Application,  September  27,  1929,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Harry  Rosenbaum, 
owner,  to  permit  in  a  residence  district 
the  extension  of  a  business  (store  and 
bakery)  ;  premises  8015  20th  avenue, 
east  side,  60  ft.  north  of  81st  street, 
Brooklyn. 

cal.  no.  894-28-BZ — Application,  November  20,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

cal.  no.  305-29-BZ — Application,  May  7,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence  to 
business  (store)  purposes;  premises  1403 
Grand  Concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  483-29-BZ — Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Golran  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  southwest  corner 
of  Brady  avenue  and  White  Plains  ave¬ 
nue,  The  Bronx. 

cal.  no.  467-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
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of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Luigina  Ciaccio,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  residence  build¬ 
ings  with  store  occupancy  on  the  first 
story;  premises  1701  77th  street  and 
7613-7623  17th  avenue,  northeast  cor¬ 
ner,  Brooklyn. 

cal.  no.  688-28-BZ — Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story ;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

cal.  no.  427-29-BZ — Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on  be¬ 
half  of  Daniel  Noble,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  north  side  of  47th  avenue 
(Hurd  avenue),  42  ft.  west  of  Bell 
avenue,  Bayside,  Borough  of  Queens. 

cal.  no.  512-29-BZ — Application,  August  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on  be¬ 
half  of  Jennie  Marino,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southeast  corner  of  64th 
avenue  and  Fresh  Meadow  road,  Flush¬ 
ing,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  28,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

448-29-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Cerussi  Contracting 
Co.,  Inc.,  owner. 

PREMISES — 2540  Belmont  avenue,  east  side,  135  ft.  8  in. 
north  of  East  Fordham  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  from  an  office  building  to  factory  use  on  the 
upper  stories  and  a  motor  vehicle  repair  shop  on  the 
first  story. 

481-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Sam  Strassberg, 
owner. 

PREMISES — 2901-2911  Avenue  J,  northeast  corner  of  East 
29th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  residence  use  “E”  area  district  the  erec¬ 
tion  of  an  apartment  house  occupying  a  greater 
percentage  of  the  lot  area  and  providing  a  lesser 
setback  from  the  street  line  than  permitted  under 
the  building  zone  resolution. 


612-29-BZ. 

APPLICANT— Marcellus  H.  Evans,  for  Salvatore  Parisi, 
owner. 

PREMISES — 1180  Neck  road,  southeast  corner  of  Sheeps- 
head  Bay  road,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

635-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  J.  S.  Construction 
Co.,  Inc.,  owner. 

PREMISES — 167  East  98th  street,  southeast  corner  of 
Union  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

641-29-BZ. 

APPLICANT— James  P.  Boyland,  for  Michael  J.  McCarthy, 
owner. 

PREMISES — 4233  Vireo  avenue,  west  side,  110.14  ft.  south 
of  East  234th  street,  The  Bronx. 

APPLICATION,  under  section  7b  of  the  building  zone 

resolution, 

1  / 

TO  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

557-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Luke  Kilgallon, 
owner. 

PREMISES — 1016-1024  Beach  19th  street,  east  side,  136  ft. 
north  of  Cornaga  avenue,  Far  Rockaway,  Borough 
of  Queens. 

APPLICATION,  under  sections  7a,  7b,  7e  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles  and  the  installation  of  a  gasoline  service 
station. 

5S5-29-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  A.  E.  Moeller  Co., 
owner. 

PREMISES — 263-265  Sumpter  street,  north  side,  100  ft. 
west  of  Hopkinson  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  of  an  ex¬ 
tension  to  an  existing  factory  building. 

592-29-BZ. 

APPLICANT — Spencer  &  Iserman,  for  Thwaites  Place, 
Inc.,  owner. 

PREMISES — 1420  Jerome  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  operation  and  main¬ 
tenance  of  an  extension  to  an  existing  wet  wash 
laundry  building. 

625-29-BZ.  1 

APPLICANT — Henry  A.  Urquhart,  for  Eleanor  Hedwig 
Arnold,  owner. 


53 


CALENDAR 


PREMISES — Northeast  corner  of  202nd  street  and  Hillside 
avenue,  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

628-29-BZ. 

APPLICANT — George  F.  Niebling,  Jr.,  for  Henry  W. 
Flade,  owner. 

PREMISES— West  side  of  73rd  street,  90  ft.  north  of 
Cooper  avenue,  Glendale,  Borough  of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

126-29-BZ. 

APPLICANT — Max  Epstein,  owner. 

PREMISES— 752-762  East  New  York  avenue,  south  side, 
36  ft.  8  in.  west  of  Troy  avenue,  and  693-701  Maple 
street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  (previously  withdrawn). 

157-29-BZ. 

APPLICANT— Vincent  Yardum,  for  Mardig  Ilovanian, 
owner. 

PREMISES — 398  Audubon  avenue  and  550  West  185th 
street,  southwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  from  a  garage  for  the  storage 
of  ojie  (l)  commercial  motor  vehicle  to  a  retail 
mercantile  store. 

261-29-BZ. 

APPLICANT — George  Stern,  for  Moline  Construction  Co., 
owner. 

PREMISES — 113-26  Farmers  boulevard,  South  Hollis,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution  (previously  denied  under  section  21), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

554-29-BZ. 

APPLICANT — Emil  Guterman,  for  Rudolph  Peterson, 
owner. 

PREMISES — 13507  Van  Wyck  boulevard,  northeast  corner 
of  Rockaway  boulevard,  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JANUARY  28,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

640-29-A — 414-424  West  13th  street  and  17-37  Little  West 
12th  street,  Manhattan. 

663-29- A — 52  Warren  street,  Brooklyn. 

666-29-A — 20  East  17th  street,  Manhattan. 

674-29- A — 8-12  East  34th  street,  Manhattan. 


019-29-A — 518  Hamilton  avenue,  Brooklyn. 

623-29-A — 340  West  4th  street,  2-4  Gansevoort  street  and 
7-15  Horatio  street,  Manhattan. 

648-29- A — 480-494  Hancock  street  and  34-19  to  34-41  10th 
street,  Long  Island  City,  Borough  of 
Queens. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
28,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  429-29-BZ — Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hector  McG.  Curren,  applicant,  on 
behalf  of  Edna  T.  McVeigh,  owner,  to 
permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  4801-4809 
Kings  Highway,  northwest  corner  of 
Avenue  PI,  Brooklyn. 

cal.  no.  4S6-29-BZ — Application,  July  19,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  M.  Andrews,  applicant,  on 
behalf  of  International  Magazine  Co., 
Inc.,  owner,  to  permit  in  a  one  and  one- 
half  times  height  district  the  erection  of 
the  street  wall  in  excess  of  the  height 
permitted  by  the  building  zone  resolu¬ 
tion;  premises  465-471  Park  avenue,  101- 
115  East  57th  street  and  100-114  East 
58th  street,  Manhattan. 

cai.  .no.  58-29-BZ — Application,  January  25,  1929;  reopened 
December  24,  1929,  for  the  purpose  of 
amendment,  under  section  21  of  the 
building  zone  resolution,  of  Shreve, 
Lamb  &  Harmon,  applicants,  on  be¬ 
half  of  Empire  State,  Inc.,  owner,  to 
permit,  partly  in  a  one  and  one-quarter 
times  height  district  and  partly  in  a  two 
times  height  district,  the  erection  and 
maintenance  of  the  street  walls  in  excess 
of  the  height  permitted  under  the  zone 
resolution ;  premises  2-20  West  34th 
street  and  1-25  West  33rd  street,  Man¬ 
hattan. 

cal.  no.  530-29-BZ — Application,  August  19,  1929,  under 
section  7g  of  the  building  zone  resolu¬ 
tion,  of  Franklin.  Bates  &  Heindsmann, 
applicants,  on  behalf  of  City  Island 
Garage,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
a  gasoline  service  station  and  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  492-498  City 
Island  avenue  and  140  Beach  street, 
southeast  corner,  The  Bronx. 

cal.  no.  545-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Otto  Trieb,  applicant,  on  be¬ 
half  of  Rho  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  920-922  West¬ 
chester  avenue  and  926-932  Rogers  place, 
southeast  corner,  The  Bronx. 
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;al.  no.  629-29- BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Henry  C.  Brucker,  appli¬ 
cant,  on  behalf  of  Queens  County  Motor 
Car  Co.,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  a  warehouse  for  the  storage 
of  more  than  five  (5)  motor  vehicles, 
also  the  installation  of  a  motor  vehicle 
repair  shop,  a  gasoline  storage  system 
and  a  salesroom ;  premises  137-40 
Queens  boulevard  and  137-28  Barret 
street,  southeast  corner,  Briarwood, 
Borough  of  Queens. 

cal.  no.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Henry  C.  Brucker,  appli¬ 
cant,  on  behalf  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion ;  premises  137-30  Queens  boulevard 
and  137-27  Barret  street,  southwest  cor¬ 
ner,  Briarwood,  Borough  of  Queens. 

[cal.  no.  539-29-BZ — Application,  August  22,  1929,  under  sec¬ 
tions  7a,  7e  and  21  of  the  building  zone 
resolution,  of  Frederick  R.  Ryan,  appli¬ 
cant,  on  behalf  of  Excell  Garage  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  extension  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  163- 
165  East  84th  street,  north  side,  185  ft. 
west  of  Third  avenue,  Manhattan. 

cal.  no.  553-29-BZ — Application,  September  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Louis  Klein,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  1022-1032  Rockaway  ave¬ 
nue,  southwest  corner  of  Linden  boule¬ 
vard,  Brooklyn. 

cal.  no.  593-29-BZ — Application,  October  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Newford  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2367-2387 
Gravesend  avenue,  northeast  corner  of 
Village  road  south,  Brooklyn. 

cal.  no.  610-29-BZ — Application.  October  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Edelwood  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  202- 
212  Elmwood  avenue,  southeast  corner 
of  East  2nd  street,  Brooklyn. 


cal.  no.  699-29-BZ — Application,  December  4,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  W.  Philip  McGovern,  applicant, 
on  behalf  of  St.  Thomas  Aquinas’ 
Church,  owner,  to  permit  in  an  “E” 
area  district  the  erection  and  mainte¬ 
nance  of  a  church  building  less  than 
10  ft.  from  the  street  line;  premises 
1502-1558  Hendrickson  street,  southwest 
corner  of  Flatlands  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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Petitions  for  Variations. 

493-29-S — 3364-3366  White  Plains  avenue,  The  Bronx. 

560-29-S — 13-15  West  27th  street,  Manhattan. 

602-29-S— 1115-1119  Broadway,  6-14  West  25th  street. 

southwest  corner,  and  9-11  West  24th 
street,  Manhattan. 

634-29- S — 351  East  78th  street,  Manhattan. 

655-29- S — 133  Chrystie  street,  Manhattan. 

660-29-S — 274-286  Broadway  and  53  Chambers  street,  north 
east  corner,  Manhattan. 

664-29-S— 139-149  Hudson  street  and  1  Hubert  street,  Man¬ 
hattan. 

11-30-S — 668  Lorimer  street,  Brooklyn. 

463-29-S — 37-41  East  58th  street,  36-54  East  59th  street 
and  617-627  Madison  avenue,  Manhattan. 

725-29-S — 275  Fifth  avenue,  Manhattan. 

Appliance  Submitted^  for  Approval. 

955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 
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Building  Zone  Cases. 

638-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Harry  H.  Uhlfelder, 
Inc.,  owner. 

PREMISES — 1625-1627  University  avenue,  northwest  corner 
of  West  175th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  basement  story 
of  an  existing  apartment  building  from  residence  to 
business  use  (stores). 

668-29-BZ. 

APPLICANT — Edward  J.  Bausch,  for  Fred  C.  Lemmer- 
man,  owner. 

PREMISES — 91-17  to  91-19  Liberty  avenue,  northwest  cor¬ 
ner  of  92nd  street  (Bigelow  place),  Ozone  Park, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 

1672-29-BZ. 

APPLICANT — Ernest  E.  De  Piazza,  for  Michael  Lamesta, 
owner. 

PREMISES — 157-11  114th  avenue  and  111-88  158th  street. 

northwest  corner,  Cedar  Manor,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
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705- 29-BZ. 

APPLICANT— William  F.  Doyle,  for  County  Holding  Co., 
owner. 

PREMISES— 823  East  175th  street,  northwest  corner  of 
Marmion  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

706- 29-BZ. 

APPLICANT— William  F,  Doyle,  for  Max  Levy,  owner. 

PREMISES— 2066-2076  Pitkin  avenue  and  238-24-0  Pennsyl¬ 
vania  avenue,  southwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station.  ■ 

709-29-BZ. 

APPLICANT— Morris  B.  Kleinfeld,  for  Dorothy  Kleinfeld, 
owner. 

PREMISES— 1500-1508  Eastern  Parkway,  northeast  corner 
of  St.  Johns  place,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

71 1-29-BZ. 

APPLICANT— William  F.  Regan,  for  Arthur  C.  Holzman, 
owner.  „ 

PREMISES— 558-560  Essex  street,  northwest  corner  of 
Blake  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

749-29-BZ. 

APPLICANT— George  W.  Butler,  for  The  Bartholomew 
Building  Corp.,  owner. 

PREMISES— 566-574  Lexington  avenue  and  122-130  East 
51st  street,  southwest  corner,  Manhattan. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  use  district 
into  a  residence  district,  of  a  proposed  office  building 
and  the  erection  of  the  street  walls  to  a  height  in 
excess  of  the  requirements  of  the  building  zone 
resolution. 

743-29-BZ. 

APPLICANT— Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

PREMISES — 59-10  to  59-22  Fresh  Pond  street  (road), 
northwest  corner  of  59th  road  (Hebbard  avenue), 
Maspeth,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1148-27-BZ. 

APPLICANT — Joseph  A.  Walsh,  substituted  for  Philip  J. 
Sinnott,  for  Arrowlene,  Inc.,  owner. 

PREMISES— Southeast  corner  of  Franklin  and  Atlantic 
avenues,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution  (previously  denied  under  section  21), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


1-30-BZ. 

APPLICANT — James  P.  Boyland,  for  Leonia  Holding 
Corp.,  owner. 

PREMISES — 2509  Jerome  avenue,  west  side,  65  ft.  north 
of  West  190th  street,  The  Bronx. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a  busi¬ 
ness  district,  the  erection  and  maintenance  of  a 
business  building. 


FEBRUARY  4,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

70 1-29- A — 275-285  King  avenue,  west  side,  200  ft.  south 
of  Fordham  street,  City  Island,  The  Bronx. 
703-29-A— 42-46  West  33rd  street,  Manhattan. 

707-29-A— 21-27  West  46th  street,  Manhattan. 

710-29-A — 529-531  Park  avenue,  Brooklyn. 

714-29-A — 3201-3209  Vernon  boulevard,  Long  Island  City. 
Borough  of  Queens. 

747-29-A — 90  William  street  and  30-32  Platt  street,  Man¬ 
hattan. 

750-29-A — 119  West  57th  street  and  124-128  West  58th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
4,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

CAL.  NO.  399-29-BZ— Application,  June  13,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zom 
resolution,  of  Mariano  Virzi,  applicant 
on  behalf  of  Maria  Virzi,  owner,  tc 
permit  in  a  business  district  the  erectipr. 
and  maintenance  of  a  gasoline  service 
station ;  premises  223-225  Old  Towr 
road,  northwest  corner  of  Sand  lane 
South  Beach,  Borough  of  Richmond. 

CAL.  no.  403-29-BZ— Application,  June  13,  1929,  under  sec¬ 
tions  7e,  7g  and  21  of  the  building  zon< 
resolution,  of  Joseph  A.  Walsh,  appli 
cant,  on  behalf  of  John  Roth,  owner,  tc 
permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  fo: 
the  storage  of  more  than  five  (5)  motoi 
vehicles ;  premises  8704  18th  avenue 
west  side,  58  ft.  south  of  Benson  ave 
nue,  Brooklyn. 

cal.  no.  574-29-BZ — Application,  September  23,  1929,  undei 
section  21  of  the  building  zone  resolu 
tion,  of  Edward  P.  Doyle,  applicant,  oi 
behalf  of  Max  Tishman,  owner,  to  per 
mit  in  a  business  district  the  erectioi 
and  maintenance  of  a  garage  for  th< 
storage  of  more  than  five  (5)  moto 
vehicles ;  premises  296-300  Watkin 
street,  west  side,  175  ft.  south  of  Blak< 
avenue,  Brooklyn. 

cal.  no.  618-29-BZ — Application,  October  15,  1929,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  McCooey  &  Conroy,  applicants 
on  behalf  of  Trojan  Holding  Co. 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  garag* 
for  the  storage  of  more  than  five  (S' 
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motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

a.  no.  642-29-BZ — Application,  October  31,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Pari  Assets  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  149-159 
East  98th  street,  northeast  corner  of 
Union  street,  Brooklyn. 

i,l.  no.  519-29-BZ — Application,  August  8,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station ;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Oregon  place, 
South  Jamaica,  Borough  of  Queens. 

fL.  no.  624-29-BZ — Application,  October  17,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Mahland  Holding  Com¬ 
pany,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service*  station  ;  premises  43-45 
Empire  boulevard,  northeast  corner  of 
Washington  avenue,  Brooklyn. 

cl.  no.  662-29-BZ — Application,  November  12,  1929,  under. 

section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


FEBRUARY  4,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

S0-29-A — 236  Throop  avenue,  west  side,  80  ft.  north  'of 
Myrtle  avenue,  Brooklyn. 

Budding  Tone  Applications. 

.NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
;ds  and  appeals  of  a  public  hearing  under  the  provisions 
(i  the  building  zone  resolution,  Tuesday  afternoon ,  February 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
1  the  following  matters : 

cl.  no.  369-29-BZ — Application.  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan.  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 


cal.  no.  547-29-BZ— Application,  August  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hamill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  11,  1930,  10  A.  M. 

Appeal  from  Administrative  Order. 

654-29-A — 70  Convent  avenue  and  450-456  West  131st 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  February 
11,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

CAL.  NO.  464-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Colodny,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  (store)  on 
the  first  story ;  premises  4432  Seton  ave¬ 
nue,  The  Bronx. 

cal.  no.  528-29-BZ — Application,  August  17,  1929,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,.  of  Valentine  Avenue  Realty  Co., 
Inc.,  applicant  and  owner,  to  permit  in 
a  residence  district,  extending  from  a 
business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  at 
front  from  residence  to  business  (store) 
purposes;  premises  2467  Valentine  ave¬ 
nue,  west  side,  56  ft.  8J-2  in.  north  of 
East  188th  street,  The  Bronx. 

cal.  no.  525-29-BZ — Application,  August  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Herbert  L.  McCann,  applicant, 
on  behalf  of  Mary  E.  McCann,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  973-975  De  Kalb 
avenue  and  112  Lewis  avenue,  northwest 
corner,  Brooklyn. 

cal.  no.  531-29-BZ — Application,  August  19,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Martha  Kraushar,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  38-48  Livonia  avenue 
and  298-308  Barrett  street,  southwest 
corner,  Brooklyn. 

cal.  no.  572-29-BZ — Application,  September  20,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  appli- 
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cant,  on  behalf  of  Lillian  Grossman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1 » 30  Hy- 
lan  boulevard  and  6  Seavcr  avenue, 
southwest  corner,  Dongan  Hills,  Bor¬ 
ough  of  Richmond. 

cal  no.  613-29-BZ — Application,  October  *11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  Cherry,  applicant,  on  be¬ 
half  of  Bingham  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1731-1741  Jerome  ave¬ 
nue,  west  side.  163  ft.  south  of  West 
176th  street,  The  Bronx. 

cai  no  676-29-BZ— Application,  November  19,  1929,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  W.  Lamb,  Inc., 
applicant,  on  behalf  of  Steimvay  38th 
Street  Corp.,  owner,  to  permit  the  ex¬ 
tension,  from  a  business  district  into  a 
residence  district,  of  a  proposed  build¬ 
ing  to  be  occupied  as  a  theatre  and 


stores;  premises  501-507  Steinway  street, 
northwest  corner  of  28th  avenue,  and 
2379-2583  38th  street,  Astoria.  Borough 
of  Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

451-29-S — 262-268  West  38th  street,  Manhattan. 

620- 29- S — 18-30  Columbia  Heights  and  4-14  Doughty  street, 

southwest  corner,  Brooklyn. 

621- 29-S — 16-26  Doughty  street.  17-29  Columbia  Heights 

and  1-11  Vine  street,  Brooklyn. 

643-29-S — 11  West  46th  street,  Manhattan.  ■  ; 

702-29- S — 538  Greenwich  street,  Manhattan. 

7.39-29-S — 25-34  to  25-38  33rd  street,  Long  Island  City, 
Borough  of  Queens. 

748-29-S — 13-19  West  47th  street,  Manhattan. 

406-29- S — 1021-1029  East  163rd  street  and  943-947  Southern 
boulevard,  northwest  corner,  The  Bronx. 
471-29-S — 453-459  Fifth  avenue,  2-10  East  40th  street  and 
5-9  East  39th  street,  Manhattan. 

A  pplianees  Submitted  for  Approval. 

688- 29-S A — Holby  Type  A  Fuel  Oil  Burner,  approval  of 

689- 29-SA — Holby  Type  B  Fuel  Oil  Burner,  approval  of 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING.  680-29-A. 

TUESDAY  MORNING,  JANUARY  14,  1930.  -APPELLANT— McCocey  &  Conroy,  for  E.  N.  Ohriner 


Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  Martin 

The  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  January  7,  1930,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
January  7,  1930,  were  approved  as  printed  in  Bulletin  No. 
2,  Vol.  XV. 


owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintenden 
of  buildings. 

PREMISES  AFFECTED — 236  Throop  avenue,  west  sidt 
80  ft.  north  of  Mvrtle  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  John  H.  McCooey,  Jr. 

ACTION  OF  BOARD — Laid  over  to  February  4,  1930,  a. 
2  p.  m. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


405-29- A.  . 

APPELLANT— Sigmund  Schuler,  for  United  Cigar  Stores 

Co.,  lessee. 

SUB1ECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1021-1029  East  163rd  street  and 
943-947  Southern  boulevard,  northwest  corner,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Sigmund  Schuler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  21,  1930,  at 
2  p.  m,,  on  request  of  inspector  of  fire  department. 


678-29-A. 

APPELLANT— Edward  L.  Kelly,  for  Sadie  Rosen,  lessee. 
SUB IECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 5501-5519  1 8th  avenue  and  1802- 
1812  55th  street,  southeast  corner,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Abraham  Raff. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  21,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


APPELLANT — Roy  H.  Becker,  for  Shephard  Warehouse 
Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissions 

PREMISES  AFFECTED — 667-675  Washington  street  an 
277-279  West  10th  street,  northeast  corner,  Mat 
hattan. 

APPEARANCES— None.  I  ' 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . . 

Negative . 

Absent  . 


682-29-A. 

APPELLANT — Croker  National  Fire  Prevention  Enginee 
ing  Co.,  for  Ogden  Trading  Corp.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commission! 
PREMISES  AFFECTED— 31  East  17th  street  and  36  E; 

18th  street,  Manhattan. 

A  P  P  E  A  R  A  N  C  E  S— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  i 
quest. 
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HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfovle  and  Deputy  Chief 


Martin  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 


77-29-A. 

\PPELLANT — The  Liquid  Carbonic  Corp.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
’REMISES  AFFECTED— 216  Maspeth  avenue,  Maspeth, 
Borough  of  Queens. 

\PPEARANCES — 

For  Appellant :  F.  Aalbue. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

\CTION  OF  BOARD — Appeal  granted  on  condition. 

.'HE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfovle  and  Deputy  Chief 


Martin  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 


I'HE  RESOLUTION— 

(477-29-A) 

Whereas,  The  Liquid  Carbonic  Corp.,  owner,  filed,  July 
7,  1929,  an  appeal  from  an  order  of  the  fire  commissioner, 
iffecting  premises  216  Maspeth  avenue,  Maspeth,  Borough 
if  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
9,  1929  (Order  No.  24724-C),  reads: 

“1.  Surrender  the  bearer  Permit  No.  278480,  issued 
February  11,  1929,  to  expire  January  8,  1930,  authorizing 
you  to  conduct  a  non-storage  garage  in  the  above  prem¬ 
ises,  as  it  is  revoked  until  compliance  with  the  following 
orders : 

“2.  Separate  boiler  from  remainder  of  building  by 
unpierced  wall  of  solid  masonry  at  least  8  inches  in 
thickness.  Entrance  to  boiler  room  to  be  from  exterior 
of  building  only,  Sec.  17)9-1,  Chapter  10,  Code  of 
1  Ordinances.” ; 
ind 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
i  frontage  of  200  ft.  in  Maspeth  avenue,  292  ft.  on  Rust 
street  and  a  distance  of  400  ft.  across  the  southeasterly  rear 
lot  line,  upon  which  is  located  a  group  of  interconnected 
one-story  fireproof  buildings  comprising  the  plant  of  the 
Liquid  Carbonic  Corp. ;  the  boiler  room  and  compressor  room 
section  being  160  ft.  by  64  ft.  11  in.  in  area ;  the  garage 
(for  ten  motor  trucks)  being  102  ft.  by  35  ft.  in  area,  and 
the  storage  room  being  102  ft.  b"  66  ft.,  irregular,  in  area; 
OCCUPIED  for  the  manufacture  of  carbon  dioxide;  35 
l>ersons  in  entire  plant ;  and 

Whereas,  there  is  a  4-foot-wide  doorway  leading  from 
the  boiler  room  (by  means  of  stairs  from  the  boiler  room 
floor  level  to  compressor  room  floor)  to  other  portions  of 

the  building ;  and 

Whereas,  appellant  contends  that  the  engineer  is  in  charge 
iof  the  boiler  room  and  also  the  machinery  and  compressor 
room,  and  if  the  doorway  in  question  were  sealed  difficulty 
could  be  encountered  because  the  course  of  travel  outside 
these  buildings  is  about  150  ft. ;  that  it  would  also  necessitate 
the  removal  of  boiler  feed  pumps  from  pit  and  transfer 
same  to  boiler  room  proper,  as  the  present  type  pump  is 
driven  from  line  shafting  in  compressor  room,  and  the 
changing  of  the  location  of  these  pumps  would  require  an 
entire  different  type  of  pump;  that  all  doors  from  compressor 
room  to  garage  and  cylinder  storage  room  to  garage  are 
double  fireproof  sliding  type,  and  that  this  also  applied  to 
door  from  compressor  room  to  boiler  room. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  granted  on  condition  that  the  present  vehicular 


loading  platform  located  at  the  front  of  the  building  shall 
be  maintained  open  at  the  front  without  doors;  that  any 
oix'nings  from  the  loading  platform  to  the  interior  of  the 
building  and  to  the  compressor  rooms  shall  be  equipped 
with  self-closing  fireproof  doors,  and  granted  only  as  long 
as  the  occupancy  and  use  remain  substantially  unchanged 
and  tlie  building  is  not  increased  in  height  or  area ;  that 
there  shall  he  no  gasoline  storage  maintained  within  the 
structure. 


BUILDING  ZONE  CASES. 

506-29-BZ. 

APPLICANT — George  A.  Basel,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  colony  of  individual 
garages  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  avenue,  Ridgewood, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  A.  Basel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1930,  at 
10  a.  m.,  for  applicant  to  obtain  consents. 


1235-27-BZ. 

APPLICANT — John  J.  Dunnigan,  substituted  for  Harry 
Cook,  for  Landau  Holding  Corp.,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station  (previously  denied). 

PREMISES  AFFECTED — Southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1930,  at 
10  a.  m.,  for  applicant  to  obtain  additional  consents. 


587-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Harry  Rosenbaum, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  extension  of  a  business  use  (store  and 
bakery). 

PREMISES  AFFECTED — 8015  20th  avenue,  east  side,  60 
ft.  north  of  81st  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  F.  Schepp  and  K.  Mendes. 

ACTION  OF  BOARD — Laid  over  to  January  21,  1930,  at 
2  p.  m.,  on  telephonic  request  of  applicant’s  repre¬ 
sentative. 


547-29-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Barnet  L. 
Davidson,  Barnet  Weiner,  Samuel  Levick  and  Louis 
Schacter,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
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PREMISES  AFFECTED— 8915  Myrtle  avenue  and  8248 
Woodhaven  boulevard,  northwest  corner,  Glendale, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  H.  W.  Scholer  and  G.  J.  Vogel. 
ACTION  OF  BOARD— Laid  over  to  February  4,  1930,  at 
2  p.  m.,  on  written  request  of  applicant’s  repre¬ 
sentative. 


894-28-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Gustaf  Larson, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2702-2712  Foster  avenue,  south¬ 
east  corner  of  Rogers  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  21,  1930,  at 
2  p.  m.,  on  request  of  applicant’s,  representative. 


1-30-BZ. 

APPLICANT— James  P.  Boyland,  for  Leonia  Holding 
Corp.,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  sections  7b  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  erection  and  maintenance 
of  a  business  building. 

PREMISES  AFFECTED— 2509  Jerome  avenue,  west  side, 
65  ft.  north  of  West  190th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  J.  McMahon. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 

ING— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  o 

Negative .  0 

Absent  . 0 


455-29-BZ. 

APPLICANT— Alfred  J.  Boulton,  for  Samuel  Harkavy, 
owner. 

SUBJECT— Application  for  reopening— reconsideration— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  denied). 

PREMISES  AFFECTED— 1266-1280  Rockaway  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  J.  Boulton,  Samuel  Harkavy 
and  Jacob  D.  Harkavy. 

For  Opposition:  H.  Shapiro. 

ACTION  OF  BOARD — Request  for  reopening  denied. 
THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Absent .  0 


APPLICANT — Edward  P.  Doyle,  for  Jackson  Avenue 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED— 24-02  to  24-08  84th  street,  Jack 
son  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:'  Charles  Foell,  William  Hilscher 
and  L.  Pasquale. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative .  0 

Absent  .  0 


713-29-BZ. 

APPLICANT — C.  Leslie  Weir,  for  Knickerbocker  Ice  Co., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district,  extending  from  an  unrestricted  district,  the 
erection  and  maintenance  of  an  extension  to  an 
existing  ice  manufacturing  plant. 

PREMISES  AFFECTED — 70-09  73rd  place  (Proctor 
street),  southeast  corner  of  Edsall  avenue,  Glendale, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  C.  Leslie  Weir. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(713-29-BZ) 

Whereas,  C.  Leslie  Weir,  for  Knickerbocker  Ice  Co, 
owner,  filed,  December  6,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district, 
extending  from  an  unrestricted  district,  the  erection  and 
maintenance  of  an  extension  to  an  existing  ice  manufactur¬ 
ing  plant;  premises  70-09  73rd  place  (Proctor  street),  south¬ 
east  corner  of  Edsall  avenue,  Glendale,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  14,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  73rd  place  (Proctor  street)  is  in 
residence,  business  and  unrestricted  districts ;  Edsall  ave¬ 
nue  is  in  residence,  business  and  unrestricted  districts,  and 
Central  avenue  is  in  business  and  unrestricted  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  19,  1929  (Plan  No.  Alt.  5466-29),  reads: 

“1.  Location  not  clear  for  zoning  purposes.  Note: 
All  of  property  to  be  used  in  this  project  must  be  be 
yond  100'  north  of  Central  Ave.” ; 

and 

Whereas,  it  is  proposed  to  erect  a  one-story  extension 
33  ft.  2l/2  in.  by  133  ft.,  to  an  existing  ice  manufacturing 
plant  for  use  as  tank  room ;  the  proposed  new  extensior 
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about  66  ft.  in  an  unrestricted  district  and  extends  about 
:  ft.  into  a  business  use  district ;  and 
Whereas,  the  topographical  street  layout  brings  the  rear 
iangular  section  of  the  southerly  portion  of  this  premises 
ithin  the  business  use  area  for  and  to  only  a  very  slight 
'tent;  and 

Whereas,  the  rules  of  exception  under  section  7,  subdivi- 
■>n  b,  provides  for  this,  and  the  board  believes  the  denial 
~>uld  be  a  discriminatory  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
■reby  moke  a  variation  in  the  application  of  the  use  dis- 
,ict  regulations  of  the  building  zone  resolution,  and  that 
e  application  be  and  it  hereby  is  granted  on  condition  that 
e  requirements  of  the  zone  resolution  otherwise  shall  be 
mnlied  with  in  all  respects,  and  that  all  permits  required 
all  be  obtained  within  nine  months  and  any  work  involved 
■mpleted  within  one  year  from  the  date  of  this  action. 


5-29-BZ. 

PPLICANT — John  J.  Dunnigan,  for  Nicholas  Romano, 
owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  portion  of  a 
building  from  residence  to  business  use. 
REMISES  AFFECTED — 711  Tilden  avenue,  north  side, 
71  ft.  east  of  Gun  Hill  road,  The  Bronx. 
PPEARANCES — 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

CTION  OF  BOARD — Application  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and- Deputy 


Chief  Martin .  6 

Negative .  0 

Absent  .  0 

HE  RESOLUTION— 


(515-29-BZ) 

Whereas.  John  J.  Dunnigan,  for  Nicholas  Romano,  owner, 
led.  August  7,  1929,  an  application,  under  the  building  zone 
^solution,  to  permit  in  a  residence  district  the  alteration 
id  change  of  occupancy  of  portion  of  a  building  from 
-sidence  to  business  use:  premises  711  Tilden  avenue,  north 
de.  71  ft.  east  of  Gun  Hill  road,  Borough  of  The  Bronx; 
id 

Whereas,  a  public  hearing  was  held  on  this  application  by 
le  board  of  standards  and  appeals,  at  its  regular  meeting, 
anuary  14,  1930,  after  due  notice  bv  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  Tilden  avenue,  north  side,  is  in  a 
esidence  district;  Tilden  avenue,  south  side,  from  Gun  Hill 
aad  to  a  point- 100  ft.  north,  is  in  a  business  district; 
ilden  avenue,  south  side,  north  of  a  point  100  ft.  north  of 
un  Hill  road,  Holland  avenue  and  East  211th  street  are 
1  in  a  residence  district ;  and* 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  July  23,  1929  (Alt.  477-26),  reads: 

“1.  Proposed  alteration  and  conversion  of  building 
in  residence  district  to  be  used  for  business  use  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 
nd 

Whereas,  the  existing  building  is  of  non-fireproof  con- 
ruction,  two  stories  in  height,  with  a  frontage  of  16  ft.  9 
a.  and  a  depth  of  65  ft.:  it  is  proposed  to  occupy  the  front 
brtion  of  building  in  the  first  and  second  stories  for  a 
usiness  use.  the  remainder  of  building  to  be  occupied  for 
welling  purposes ;  and 

Whereas,  the  owner  and  occupant  of  these  premises  con- 
ucts  a  funeral  parlor  and  office  thereon:  and 
Whereas,  the  application  for  variation  of  a  business  use 


is  supported  by  the  overwhelming  consents  of  property 
owners  affected;  and 

Whereas,  the  business  is  conducted  by  the  sexton  and 
is  used  in  conjunction  with  a  religious  congregation  ad¬ 
joining. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story,  ground  floor,  of  these  premises  for 
the  conduct  and  use  of  the  undertaking  business  of  the 
owner  and  occupant  of  the  premises,  on  condition  that  the 
building  otherwise  shall  be  restricted  to  residential  use ; 
that  any  advertising  display  shall  be  restricted  to  flat  wall 
signs  on  the  front  of  the  building  only;  that  all  permits 
required  shall  be  obtained  within  ninety  days  and  any  work 
involved  completed  within  six  months  from  the  date  of  this 
action. 


597-29-BZ. 

APPLICANT — Harry  B.  Kelter,  for  Joseph  Daniel,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  maintenance  of  a  barber  shop  in  the 
basement  story  of  a  two-family  dwelling  house. 
PREMISES  AFFECTED — 348  Montauk  avenue,  west 
side,  150  ft.  south  of  Blake  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  B.  Kelter  and  Joseph  Daniel. 
For  Opposition :  Sol  Douglas  and  S.  Scimeca. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy' 


Chief  Martin .  5 

Negative .  0 

Absent  . • .  0 

THE  RESOLUTION— 


(597-29-BZ) 

Whereas,  Harry  B.  Kelter,  for  Joseph  Daniel,  owner, 
filed,  October  2,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  barber  shop  in  the  basement  story  of  a  two- 
family  dwelling  house;  premises  348  Montauk  avenue,  west 
side,  150  ft.  south  of  Blake  avenue,  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  14,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Montauk  avenue  is  in  a  residence 
district ;  Blake  avenue  is  in  a  business  district,  and  New 
Lots  avenue  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  12,  1929  (Report  No.  5090-29),  reads: 

“Proposed  barber  shop  to  be  located  in  a  residential 
district  is  contrary  to  Art.  II,  Sec.  3  of  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  and  basement  in  height,  with  a  frontage 
of  20  ft.  and  a  depth  of  50  ft. ;  to  be  occupied  as  a  barber 
shop  in  the  basement  story  and  a  two-family  dwelling  above; 
and  w 

Whereas,  the  applicant,  upon  the  basis  of  the  principle 
of  section  7,  subdivision  g,  of  the  building  zone  resolution, 
has  filed  more  than  93  per  cent  consents  of  property  owners 
within  an  area  fixed  by  the  board  and  deemed  affected ; 
and 

Whereas,  the  board  believes  that  the  application  comes 
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substantially  within  the  purview  of  section  21  of  the  building 
zone  resolution  so  far  as  the  element  of  substantial  justice 
is  concerned. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  o  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  front  room  of  the  basement  story  for  use  solely 
as  a  barber  shop,  and  only  during  the  ownership  of  the 
present  applicant,  to  be  restricted  to  the  conduct  and  opera¬ 
tion  of  his  own  business,  on  condition  that  the  remainder  of 
the  building  shall  be  restricted  to  conforming  residential  use, 
and  that  there  shall  be  no  signs  or  poles  displayed  outside  the 
building,  and  no  advertising  shall  be  permitted,  other  than 
a  bronze  flat  wall  sign,  not  exceeding  18  inches  square,  to  be 
affixed  in  the  center  pier  of  the  basement  story ;  that  the 
front  of  the  building  shall  not  be  altered,  but  shall  maintain 
the  present  residential  design ;  that  all  permits  required  shall 
be  obtained  within  ninety  days  and  all  work  completed 
within  six  months  from  the  date  of  this  action. 


439-29-BZ. 

APPLICANT — Jacob  L.  Holtzmann,  for  Hygrade  Cake 
Baking  Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 672  Bergen  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jacob  L.  Holtzmann. 

For  Opposition :  None.  .  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Negative .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(439-29-BZ) 

Whereas,  Jacob  L.  Holtzmann,  for  Hygrade  Cake  Baking 
Co.,  owner,  filed,  June  28,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  672  Bergen  street, 
Borough  of  Brooklyn ;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  14,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bergen  street  is  in  a  business  dis¬ 
trict;  St.  Marks  avenue  is  in  a  business  district;  Underhill 
avenue  is  in  an  unrestricted  district,  and  Vanderbilt  avenue 

is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  14,  1929  (App.  No.  8716-1929),  reads. 

“Proposed  garage  for  more  than  five  cars  to  be  located 
in  a  business  use  district  is  contrary  to  Art.  II,  Sec.  4-a 
of  the  Zone  Resolution.”; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  23t  ft. 
and  a  depth  of  120  ft. ;  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  motor  vehicles;  and 
Whereas,  the  application  is  for  a  garage  proposed  to 
be  operated  in  conjunction  with  the  business  abutting  it  on 
the  rear,  conducted  on  St.  Marks  avenue ;  and 

pj ereas  there  are  other  substantial  non-conforming  uses 


on  the  same  street  adjoining  and  abutting  the  premises  under 
appeal ;  and 

Whereas,  the  application  comes  within  the  purview  of 
section  7,  subdivision  e,  of  the  building  zone  resolution; 
and 

Whereas,  the  board  deems  that  a  denial  of  the  application 
would  constitute  practical  difficulty  and  unnecessary  hardship 
as  within  the  meaning  of  section  21  of  the  building  zone 
resolution. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  one  story  in  height ;  that  its  use, 
occupancy  and  operation  shall  be  restricted  to  that  of  the 
owner  of  the  premises,  operated  in  conjunction  with  the 
conduct  of  the  business  on  St.  Marks  avenue ;  that  any  gaso¬ 
line  storage  installed  shall  be  limited  to  one  tank,  not  ex¬ 
ceeding  a  capacity  of  550  gallons,  located  at  the  front  of 
the  building;  that  the  front  elevation  shall  be  finished  with 
face  brick  and  architectural  terra  cotta;  that  no  advertising 
signs  of  any  nature  or  description  shall  be  erected  or  dis¬ 
played  ;  that  any  permits  required  shall  be  obtained  within 
six*  months  and  all  work  involved  thereby  completed  within 
one  year  from  the  date  of  this  action. 


626-29-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Rubel  Coal  and  Ice 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  alteration  and  extension  of  an  existing  ice 
manufacturing  plant. 

PREMISES  AFFECTED— 2801-2829  West  21st  street, 
southeast  corner  of  Neptune  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  J.  Nurick. 

For  Opposition :  Harry  J.  Levine,  Abraham  Levine, 
V.  Rendall  and  M.  Cherein.  * 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Deputy  Chief  Martin  4 

Negative:  Commissioner  Guilfoyle .  1 

Absent  .  ® 

THE  RESOLUTION— 

(626-29-BZ) 

Whereas,  Henry  J.  Nurick,  for  Rubel  Coal  and  Ice  Corp., 
owner,  filed,  October  19,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  extension  of  an  existing  ice  manufacturing 
plant;  premises  2801-2829  West  21st  street,  southeast  corner 
of  Neptune  avenue,  Borough  of  Brooklyn ;  and  .  > 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting. 
January  14,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  21st  street  is  in  a  business 
district ;  West  20th  street  is  in  a  residence  district,  and  Nep¬ 
tune  avenue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  18,  1929  (App.  No.  16021-29),  reads: 

“This  proposition  could  be  structurally  altered  and  re¬ 
constructed  to  an  extent  rot  greater  than  50%  of  the 
value  of  the  superstructure  as  provided  for  in  Sec.  6  of 
Zone  Resolution.  However,  your  proposition  to  com¬ 
pletely  demolish  the  frame  portions  of  the  existing  struc¬ 
ture  and  reconstruct  new,  would  be  in  violation  of  Art 
II,  Sec.  4  A  of  Zone  Resolution.” ;  and 
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Whereas,  the  existing  buildings  are  of  non-fireproof  and 
rame  construction,  one  and  two  stories  in  height,  with  a 
otal  frontage  of  249  ft.  and  a  depth  of  127  ft.  3  in.; 
*ccupied  as  an  ice  manufacturing  plant;  it  is  proposed  to 
emove  the  two  frame  buildings  at  south  side,  erect  a  tank 
iousc  and  ice  house  of  brick  in  their  place ;  also  to  remove 
lie  gable  roof  from  the  brick  building  and  construct  a  new 
tat  roof  in  its  place,  for  the  purpose  of  conducting  an  en- 
irged  ice  manufacturing  plant  within  a  business  use  dis¬ 
trict  ;  and 

Whereas,  the  premises  are  now  occupied  for  general  ice 
manufacturing  and  has  been  so  occupied  prior  to  and  since 
he  adoption  of  the  building  zone  resolution ;  and 

Whereas.  it  is  proposed  to  demolish  the  existing  obsolete 
rame  structure  and  substitute  an  approved  modern  masonry 
Iructure  of  attractive  design ;  and 

Whereas,  under  section  7,  subdivision  a,  the  application  is 
varranted  in  the  extension  of  an  existing  and  developed 
'ommercial  business,  and  the  board  believes  under  section  21 
it  would  be  arbitrary  discrimination  to  discontinue  the  exist- 
hg  business. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ierebv  make  a  variation  in  the  application  of  the  use  dis.- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted  on  condition  that 
he  buildings  shall  not  exceed  in  height  one  story  above 
rade,  other  than  the  motor  room  structure,  which  shall  not 
xceed  two  stories  in  height ;  that  the  facade  of  the  building 
hall  be  completed  substantially  in  accordance  with  the  de¬ 
ign  submitted  in  this  application ;  that  the  rear  easterly  wall 
hall  be  unpierced  throughout  its  entire  height  and  length ; 
,iat  the  southerly  gable  wall  shall  be  unpierced  throughout 
:s  entire  height  and  length ;  that  all  permits  required  shall 
e  obtained  within  nine  months  and  that  any  work  involved 
hall  be  completed  within  eighteen  months  from  the  date 
f  this  action. 


14-28-BZ. 

APPLICANT — William  F.  Doyle,  for  Kew  Gardens  Hold- 

i  ing  Corp.,  owner. 

UBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7c,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district,  extending  from  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  business  building. 

’REMISES  AFFECTED — North  side  of  Union  Turnpike, 
110.16  ft.  west  of  Queens  boulevard,  Kew  Gardens, 
Borough  of  Queens. 

APPEARANCES— None. 

iCTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

'HE  VOTE  Tp  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative .  0 

Absent  .  0 


'HE  RESOLUTION— 

i 

(714-28-BZ) 

Whereas,  William  F.  Doyle,  for  Kew  Gardens  Holding 
orp.,  owner,  filed,  September  5,  1928,  an  application,  under 
ie  building  zone  resolution,  to  permit  in  a  residence  dis- 
ict.  extending  from  a  business  district,  the  erection  and 
laintenance  of  a  business  building;  premises  north  side  of 
nion  Turnpike.  110.16  ft.  west  of  Queens  boulevard,  Kew 
•ardens,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ig.  January  22,  1929,  after  due  notice  by  publication  in  the 
>ul!etin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
district;  Union  Turnpike,  west  of  a  point  100  ft.  west  of 
Queens  boulevard,  is  in  a  residence  district,  and  Kew  Forest 
lane  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  July  17,  1928  (re  Plan  No.  N.  B.  6149-28)’ 
reads : 

“2.  Buildings  for  business  use  in  a  residence  district 
are  contrary  to  Sec.  3,  Art.  2  of  the  Zone  Law.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  105 
ft.  and  a  depth  of  107.82  ft.,  irregular;  to  be  occupied  as  a 
business  building  with  stores  on  the  first  story  and  lofts 
and  offices  above ;  and 

Whereas,  common  to  the  practice  and  principle  of  section 
7,  subdivision  g,  of  the  building  zone  resolution,  an  area 
deemed  to  be  affected  had  been  fixed  by  this  board;  and 
Whereas,  the  applicant  has  filed  consents  of  all  owners 
of  property  within  said  area  with  one  exception ;  and 
Whereas,  the  properyis  cut  by  two  use  districts  and  the 
board  deems  that  application  merits  a  variation  under 
section  21  of  the  building  zone  resolution;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  January  22,  1929,  on  certain  conditions,  and  appli¬ 
cant  requests  an  extension  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  ione  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story  of  these  premises,  on  condition  that 
the  remainder  of  the  premises  shall  be  restricted  to  conform¬ 
ing  dwelling  use  and  occupancy;  that  the  business  use  and 
occupancy  of  the  first  story  shall  be  restricted  to  retail 
mercantile  stores  or  shops;  that  any  advertising  displayed 
or  exposed  on  the  premises  shall  be  restricted  to  the  plate 
glass  show  windows  of  the  store  fronts;  that  there  shall 
be  no  projecting  electric  signs;  that  no  merchandise  shall 
be  exposed  or  displayed  outside  the  building  line  of  these 
premises ;  that  all  permits  required  shall  be  obtained  within 
six  months  and  all  work  involved  thereby  completed  within 
six  months  from  the  date  of  this  action — January  14,  1930. 


1079-27-BZ. 

APPLICANT — Joseph  A.  Walsh,  substituted  for  William 
F.  Doyle,  for  Krumark  Gas  Service  Stations,  owner, 
substituted  for  Repp  Holding  Corp. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  fire  commissioner),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Utica  ave¬ 
nue  and  Avenue  O,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  L.  Morris. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 


(1079-27-BZ) 

Whereas,  William  F.  Doyle,  for  Repp  Holding  Corp., 
owner,  filed,  October  5,  1927,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 


MINUTES 


the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Utica  avenue  and  Avenue  O, 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  28,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Utica  avenue  is  in  a  business 
and  unrestricted  district;  Avenue  O  is  in  a  residence  and 
unrestricted  district,  and  East  51st  street  is  in  a  residence 

district;  and  .  .  ,  . 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

September  30,  1927  (Plan  No.  3074-2* )>  reads.  .  . 

“A  gasoline  service  station  may  not  be  permitted  in  a 
business  district.  Appeal  may  be  taken  to  the  Board  of 
Standards  and  Appeals.” ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  80 
ft.  by  100  ft.,  on  which  it  is  proposed  to  erect  an  office,  one 
story  20  ft.  by  15  ft,  bury  six  550-gallon  gasoline  tanks 
and  erect  four  pumps  for  the  operation  of  a  gasoline  service 

station;  and  .  ....  , 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 

relief  under  section  21  in  view  of  the  surrounding  conditions; 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  February  28,  1928,  on  certain  conditions,  and 
applicant  requested  a  modification  of  these  conditions  to  per¬ 
mit  the  proposed  structure  on  the  site  to  be  32  ft.  by  40  ft., 
and  under  date  of  December  26,  1929,  requests  a  further 
modification  as  to  grease  racks. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  this 
plot  shall  be  enclosed  on  the  abutting  property  lines  with 
walls  of  approved  masonry  not  less  than  10  ft.  in  height, 
finished  with  enameled,  glazed  brick  and  coped  with  archi¬ 
tectural  terra  cotta ;  that  there  shall  be  not  more  than  one 
building,  other  than  the  enclosure  for  incidental  use, 
erected  on  the  premises  not  exceeding  an  area  of  32  It. 
by  40  ft  for  the  accommodation  of  the  patrons  of 
the  premises;  that  the  exterior  of  this  building  shall  be 
finished  with  light-color  enameled  brick;  that  the  roof  shall 
be  finished  with  tile  of  Spanish  type  or  variegated  slate; 
that  a  concrete  curbing  not  less  than  12  in.  in  height  above 
grade 'shall  be  erected  along  the  building  line  on  the  street 
fronts  other  than  for  the  driveway  accommodations;  that 
any  use  incidental  to  the  business  conducted  on  the  premises 
shall  be  maintained  in  a  closed  structure  of  approved 
masonry,  finished  on  the  exterior  with  the  same  material  and 
design  as  the  other  building  on  the  premises,  and  that  all 
permits  required  shall  be  obtained  within  six  months  and 
any  work  involved  shall  be  completed  within  one  year  from 
the  date  of  this  action. 


851-28-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Charles  Lipsky, 
owner. 

SUBJECT— Application  (re  amended  decision  of  the  super¬ 
intendent  of  buildings),  under  section  ic  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district,  extending  from  a  business  district,  the 
erection  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED— 9703-9733  Kings  Highway, 
northwest  corner  of  Clarkson  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant;  Henry  J.  Nurick. 

For  Opposition;  None.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  Martin .  5 

Negative .  ® 

Absent  .  0 

THE  RESOLUTION— 

(851-28-BZ) 

Whereas,  Henry  J.  Nurick,  for  Charles  Lipsky,  owner, 
filed,  November  5,  1928;  granted  May  7,  1929;  reopened 
for  amendment  November  19,  1929,  an  application,  under 

the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 

trict,  extending  from  a  business  district,  the  erection  and 
maintenance  of  a  business  building ;  premises  9703-9733  Kings 
Highway,  northwest  corner  of  Clarkson  avenue,  Borough  of 

Brooklyn;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  14,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ,  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  Highway  is  in  a  residence 
and  business  district ;  Clarkson  avenue  is  in  a  residence  and 
business  district,  and  Rockaway  Parkway  is  in  a  residence 

district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  8,  1929  (App.  No.  16783-29),  reads: 

‘‘Proposition  contrary  to  Art.  II,  Sect.  3  of  Zone 
Resolution.  Stores  in  a  business  district  extending 
partly  into  a  residential  district.  Denied”; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  220 
ft.  on  Kings  Highway,  44  ft.  Y%  in.  on  Clarkson  avenue 
and  a  depth  of  60  ft.;  to  be  occupied  as  a  business  building, 

Whereas,  the  property,  in  single  ownership,  extends  from 
the  business  use  area  on  Kings  Highway  to  the  residence  use 
area  of  Kings  Highway  and  Rockaway  Parkway;  and 
Whereas,  on  May  7.  1929,  the  board  granted  a  variation 
for  the  same  premises  in  so  far  as  the  first  story  was  af¬ 
fected;  and 

Whereas,  the  application  has  been  reopened  for  the  con¬ 
sideration  of  a  two-story  building ;  and 

Whereas,  the  board  is  empowered  under  the  provisions  of 
section  7,  subdivision  c,  of  the  building  zone  resolution,  under 
circumstances  such  as  obtain  in  this  application,  to  grant  a 
variation. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of.  the  use  dis 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  as  far.  as  it 
affects  a  plot  not  exceeding  70  ft.  in  depth  from  the  building 
line  on  Kings  Highway  and  Rockaway  Parkway,  on  condition 
that  the  building  shall  not  excede  60  ft.  in  depth,  with  a 
rear  yard  of  not  less  than  10  ft.  over  the  entire  width  oi 
the  property ;  that  the  building  shall  not  exceed  in  height  twc 
stories  above  grade;  that  the  use  and  operation  of  thai 
portion  of  the  premises  in  the  residence  use  area  shall  w 
restricted  to  that  of  retail  mercantile  shops  or  stores  oi 
executive  offices";  that  no  part  of  the  premises  within  the 
residence  use  area  shall  be  used  or  occupied  for  a  meat  oi 
fish  market  or  delicatessen  store ;  that  the  second  story  por¬ 
tion  of  the  premises  within  the  residence  use  area  shall  b< 
restricted  .to  executive  or  professional  office  occupancy 
that  there  shall  be  no  business  or  show  window  constructioi 
or  display  on  the  Clarkson  avenue  or  Rockaway  Parkwa} 
frontages  of  the  premises ;  that  there  shall  be  no  door  open 
ing  on  the  Rockaway  Parkway  front  exceeding  a  width  of  • 
ft"  8  in  ;  that  there  shall  be  erected  along  the  rear  properb 
line  and’ on  the  Rockaway  Parkway  front  a  wrought. iroi 
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ence  not  less  than  6  ft.  6  in.  in  height  and  that  portion  of 
he  railing  on  the  Rockaway  Parkway  front  shall  be  of 
irnamental  design  with  no  opening  of  any  nature  or  descrip- 
ion  from  the  rear  yard;  that  the  elevations  on  the  highways, 
•ther  than  the  show  window  store  fronts,  shall  be  finished 
vith  architectural  terra  cotta  or  natural  stone  throughout ; 
hat  the  general  design  of  the  front  shall  be  developed 
long  perpendicular  Gothic  lines;  that  any  advertising  within 
he  residence  use  area  shall  be  restricted  to  flat  letters 
tfixed  to  the  plate  glass  show  windows  of  the  store  fronts; 
hat  there  shall  be  no  advertising  of  any  nature  or  descrip- 
ion  on  Rockaway  Parkway ;  that  the  architect  shall  make 
return  to  this  board  of  the  design  and  layout  of  the 
i remises  in  accordance  with  the  foregoing  conditions  before 
ubmission  to  the  superintendent  of  buildings  for  approval ; 
hat  all  permits  required  shall  be  obtained  within  nine  months 
nd  all  work  involved  thereby  completed  within  eighteen 
nonths  from  the  date  of  this  action. 

22-28-BZ. 

iPPLICANT — Victor  C.  Farrar,  for  Columbia  Riding  Club, 
Inc.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (a)  horses. 

‘REMISES  AFFECTED — 4(5-68  West  100th  street,  Man¬ 
hattan. 

\  P  P  E  A  R  AN  C  E  S — 

For  Applicant :  David  C.  Scott. 

For  Opposition:  None. 

iCTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

'HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative .  0 

Absent  .  0 


'HE  RESOLUTION— 

(522-28-BZ) 

Whereas,  Victor  C.  Farrar,  for  Columbia  Riding  Club, 
nc.,  owner,  filed,  June  7,  1928,  an  application,  under  the 
uilding  zone  resolution,  to  permit  in  a  business  district  the 
rection  and  maintenance  of  a  club  house  with  a  garage 
or  the  storage  of  more  than  five  motor  Vehicles  and  a 
table  for  more  than  five  horses;  premises  46-68  West  100th 
freet,  Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ig,  July  24,  1928,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  West  100th  street  is  in  a  busi- 
ess  district  and  that  both  West  99th  street  and  Manhattan 
venue  are  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  June  5,  1928  (App.  N.  B.  318-28),  reads: 

“1.  The  proposed  erection  of  a  building  in  a  business 
district  containing  a  garage  for  more  than  5  motor 
vehicles  and  a  stable  for  more  than  5  horses  is  contrary 
to  Section  4-a-15  and  to  section  4a  36  of  the  Zoning 
Resolution. 

“2.  A  garage  for  more  than  5  cars  may  not  be  per¬ 
mitted  which  is  situated  on  any  portion  of  a  street 
between  two  intersecting  streets  in  which  portion  there 
exists  any  hospital  maintained  as  a  charitable  institu¬ 
tion.  Sec.  21,  Zoning  Res.”; 
nd 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 


struction,  seven  stories,  cellar  and  sub-cellar  in  height,  with 
a  frontage  of  247  ft.  8  in.  and  a  depth  of  100  ft.  11  in.;  to 
be  occupied  as  a  private  riding  club  with  a  garage  for  the 
storage  of  more  than  five  motor  vehicles  and  a  stable  for 
more  than  five  horses;  and 

Whereas,  the  board  deemed  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution  on  the 
ground  that  it  is  the  establishment  of  a  bona  fide,  incorpora¬ 
ted  club,  under  the  laws  of  the  State  of  New  York,  and  the 
board,  under  section  20,  authorized  and  empowered  to  and 
does  hereby  interpret  the  zoning  resolution  to  permit  this 
use  under  the  circumstances  of  use  and  operation;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  July  24,  1928,  on  certain  conditions,  and  appli¬ 
cant  requested  an  extension  of  time,  which  was  granted 
March  19,  1929,  and  now  requests  a  modification  of  the 
resolution  to  permit  gasoline  storage,  which  request  was 
granted  by  vote  of  the  board ;  and 

Whereas,  the  applicant,  under  date  of  January  10,  1930, 
requests  an  extension  of  time  in  which  to  complete  work. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  comply  as  to  heights,  area  and  use,  otherwise 
strictly  with  the  requirements  of  the  building  zone  reso¬ 
lution  ;  that  the  use  and  occupancy  of  these  premises 
shall  be  restricted  and  limited  to  the  uses  incidental  and 
accessary  to  the  operation  and  conduct  of  this  riding  club, 
the  Columbia,  with  accommodations  for  such  horses  and 
automobiles,  the  property  of  the  members  of  the  club  using 
and  occupying  the  premises;  that  the  front  elevation  shall 
be  of  attractive  architectural  design,  finished  with  face 
brick,  architectural  terra  cotta  or  natural  stone ;  that  all 
windows  on  any  floors  on  which  horses  are  stabled  shall  be 
equipped  with  movable  wire  screens  of  not  less  than  No.  16 
mesh ;  that  a  return  of  the  drawing  of  the  facade  of  the 
proposed  building  shall  be  made  to  this  board  for  approval 
•before  submission  to  the  superintendent  of  buildings;  that 
no  signs  of  any  nature  or  description  shall  be  erected  or 
displayed  on  these  premises,  other  than  one  electrically  il¬ 
luminated  sign,  indicating  the  name  and  title  of  the  club 
operating  on  the  premises,  and  that  all  permits  required  shall 
be  obtained  within  ninety  days  from  July  24,  1928,  and  any 
work  involved  thereby  shall  be  completed  within  one  year 
from  January  14,  1930. 


240-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Geraldine  Norton, 
owner. 

SUBJECT — Application  for  reopening— modification — re 

Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7a  and  21  of  the  building  zom; 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 3502  Far  Rockaway  boulevard 
and  301  Beach  35th  street,  northwest  corner,  and 
3501  Amstel  boulevard,  Edgemere,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin . 5 

Negative .  0 

Absent  .  0 


65 


MINUTES 


THE  RESOLUTION— 


(240-28-BZ) 


Whereas,  McCooey  &  Conroy,  for  Geraldine  Norton, 
owner  March  20.  1028.  an  application,  under  the  budd¬ 

ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station;  premises 
3502  Far  Rockaway  boulevard,  201  Beach  3,>th  street  and 
3501  Amstel  boulevard,  Edgemere,  Borough  of  Queens; 


Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting. 
October  23,  192S,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Far  Rockaway  boulevard  north 
side  is  in  a  business  district;  Far  Rockaway  boulevard 
south  side,  is  in  an  unrestricted  district;  Amstel  boulevard 
is  in  a  business  district,  and  Beach  35th  street,  north  of 
Amstel  boulevard,  is  in  a  business  district;  and 

Whereas  the  decision  of  the  superintendent  of  buildings, 
rendered  March  13,  1928  (N.  B.  1714-28),  reads: 

“Contrary  to  the  Zone  Law.  Gasoline  service  station 
not  permitted  in  a  business  district.  , 


and 

Whereas  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  115.32  ft.  on  Amstel  boulevard.  32  62  ft.  on 
Beach  35th  street  and  128.96  ft.  on  Far  Rockaway  boulevard, 
upon  which  it  is  proposed  to  erect  a  one-story  office,  26  ft. 
by  17  ft.  6  in.  ill  area,  and  to  install  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station;  and 

Whereas,  the  applicant  filed  substantial  consents  of  prop¬ 
erty  owners  immediately  affected  in  support  of  his  applica¬ 
tion,  and  the  board  deemed  that,  denial  of  the  application 
would  be  an  unnecessary  hardship  within  the  meaning  ot 
section  21  of  the  building  zone  resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  October  23.  1928,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  imposed; 

and 

Whereas  the  completion  of  the  structure  has  been  de¬ 
layed  by  reason  of  review  of  the  original  action  of  the 
board  under  a  writ  of  certiorari ;  and 

Whereas,  the  action  of  the  board  was  sustained ;  and 
Whfrfas,  the  applicant,  since  the  initial  grant,  asks  that 
the  wall  required  along  the  westerly  property  line  shall  be 
located  20  ft.  easterly  therefrom,  these  20  ft.  to  be  developed, 
maintained,  occupied  and  restricted  to  conforming  use. 

Resolved .  that  the  board,  of  standards  and  appeals  does 
hereby  make  a  -variation  in  the  application  of.  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  at  a  point  not  less  than  20  tt. 
from  the  westerly  property  line  a  wall  of  approved  masonry, 
finished  on  the  inside  or  exposed  surface  with  white  enamel 
brick  trimmed  with  dark-colored  enamel  brick  laid  out  in 
panel’  design,  coped  with  architectural  terra  cotta  or  natural 
stone  coping;  that  there  shall  be  erected  along  the. building 
line  on  the  three  street  fronts  a  concrete  curbing  not 
less  than  12  in.  in  height,  with  not  more  than  two  drive- 
wavs  from  Amstel  boulevard  and  Far  Rockaway  boulevard ; 
that  the  building  proposed  for  the  shelter  and  use  of  the 
patrons  and  operators  shall  not  exceed  in  height  one  story 
above  grade  and  shall  be  of  octagonal  or  rectangular  plan, 
finished  on  the  exterior  with  white  enamel  face  brick,  with 
dark-colored  enamel  brick  trimming,  roofed  with  Spanish 
tile,  all  substantially  in  accordance  with  the  design  presented 
on  this  appeal ;  that  any  advertising  display  on  the  premises 
shall  be  restricted  to  a  panel  frieze  on  the  front  of  the 
building  and  along  the  wall  at  the  westerly  property  line 


and  to  the  glass  globes  of  the  gasoline  pumps;  that  the 
operation  and  service  of  these  pumps  shall  be  restricted  to 
and  conducted  wholly  within  the  property  line;  that  any 
mechanical  or  operative  use  located  on  these  premises  in¬ 
cidental  to  and  in  conjunction  with  the  business  conducted 
on  the  premises  shall  be  housed  in  a  structure  of  approved 
masonry  of  the  same  design  and  finish  as  the  one-story 
shelter  and  office  structure;  that  all  necessary  permits  shall 
be  obtained  within  six  months  and  the  work  involved  com¬ 
pleted  within  six  months  from  October  23,  1929. 


AREAS  FIXED. 

(468-29-BZ) 

The  chairman  presented  and  read  a  communication  from 
Michael  F.  Dee,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  11701-11709  1 26th  street  and  12602- 
12610  Rockaway  boulevard,  southeast  corner,  South  Ozone 
Park,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Rockaway  boulevard  from  a  point  100 
ft.  southeast  of  127th  street  to  a  point  400  ft.  north¬ 
west  of  premises  in  question ;  both  sides  of  126th  street 
from  a  point  200  ft.  north  of  Rockaway  boulevard  to  a 
point  400  ft.  southwest  of  premises  in  question;  both 
sides  of  Foch  boulevard  from  Rockaway  ‘boulevard  to  a 
point  100  ft.  east  of  127th  street;  also  the  northwest 
side  of  127th  street  from  Rockaway  boulevard  to  a 
point  175  ft.  southwest  of  Rockaway  boulevard. 


(752-29-BZ) 

The  chairman  presented  and  read  a  communication  fron 
John  F.  Keating,  requesting  the  board  to  fix  an  area  deemec 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district,  extending  from  an  unrestricted  district,  tht 
erection  and  maintenance  of  a  garage  for  the  storage  ot 
more  than  five  motor  vehicles;  premises  8801-8809  Fourtl 
avenue  and  410-426  88th  street,  southeast  corner,  Borough  oi 
Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Fourth  avenue  from  87th  street  to  : 
point  400  ft.  south  of  premises  in  question ;  both  side 
of  88th  street  and  also  89th  street  from  a  point  100  ft 
southeast  of  Fourth  avenue  to  a  point  200  ft.  northwes 
of  Fourth  avenue;  also  both  sides  of  Forest  place  fron 
Fourth  avenue  to  a  point  100  ft.  west  of  Fourth  avenue 


(764-29-BZ) 

The  chairman  presented  and  read  a  communication  fron 
Charles  Miller,  requesting  the  board  to  fix  an  area  deeme 
affected  and  within  which  to  obtain  consents  to  permit  in 
residence  district  the  maintenance  of  a  private  garage  fo 
the  storage  of  three  pleasure  motor  vehicles,  two  space 
rented  to  persons  not  residing  on  the  premises ;  premise 
60-21  Ralph  street,  north  side,  125  ft.  west  of  61st  (Vincent 
street,  Ridgewood,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Ralph  street  from  a  point  100  ft.  ea; 
of  60th  (Prospect  avenue)  place  to  a  point  400  ft.  ea: 
of  the  premises  in  question;  the  west  side  of  61st  (Vii 
cent)  street  from  Ralph  street  to  Bleeker  street;  ah 
the  south  side  of  Bleeker  street  from  61st  (Vincent 
street  to  a  point  200  ft.  west  of  61st  (Vincent)  stree 


Adjourned  2.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  14,  1930 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol- 

nd'  and  Guilfoyle  and  Deputy  Chief  Martin. 

PETITIONS  FOR  VARIATIONS 

-,1-29-S. 

ETITIONER — Fabian  M.  Crystal,  for  48  Vesey  Street 
Corp.,  owner. 

UBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  fire  commissioner. 

’REMISES  AFFECTED— 262-268  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  R.  E.  Burdick. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

vCTION  OF  BOARD— Laid  over  to  February  11,  1930, 
at  2  p.  m,  on  request  of  petitioner’s  representative. 


60-29-S. 

’ETITIONER — Robert  Teichman,  for  Estate  of  Mathias 
Rock,  owner. 

jUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

’REMISES  AFFECTED— 13-15  West  27th  street,  Man¬ 
hattan. 

\PPEARANCES — 

For  Petitioner:  Robert  Teichman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

\CTION  OF  BOARD — Laid  over  to  January  28,  1930,  at 
2  p.  m.,  on  request  of  petitioner. 


,1-30-S. 

PETITIONER — G.  Harry  Madigan,  for  Victoria  V.  De 
Lorenzo,  owner. 

SUBJECT — Request  for  preferential  hearing — variation  of 
the  labor  law  as  cited  in  decision  of  the  health 
commissioner. 

PREMISES  AFFECTED — 668  Lorimer  street,  northeast 
corner  of  Withers  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  G.  Harry  Madigan. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  January  28,  1930,  at  2  p.  m. 
THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin  .  5 

Negative  .  0 

Absent  .  0 


463-29-S. 

PETITIONER — Sloan  &  Robertson,  for  Madis  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening — restoration  to  cal¬ 
endar — re  petition  for  variation  of  the  labor  law 
as  cited  in  decision  of  the  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED— 37-41  E.  58th  street,  36-54  E. 
59th  street,  617-627  Madison  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner :  John  A.  Kennedy. 

AC1  ION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  January  28,  1930,  at  2  p.  m. 


THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin  .  5 

Negative  .  0 

Absent  .  0 


658-29- S. 

PETITIONER— S.  G.  Feldman,  for  New  York  Central 
R.  R.  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 121-135  West  End  avenue,  301- 
311  West  65th  street  and  300-312  West  66th  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD1 — Petition  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(658-29-S) 

Whereas,  S.  G.  Feldman,  for  New  York  Central  R.  R. 
Company,  filed  November  8,  1929,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings  affecting  premises  121- 
125  West  End  avenue,  301-311  W.  65th  street,  and  300-312 
W.  66th  strqet,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  November  1,  1929,  reads : 

“11.  All  windows  must  comply  with  Section  264  of 
the  Labor  Law  and  Rule  503  of  the  Industrial  Code.’’ ; 
and 

Whereas,  the  building  is  fireproof,  7  stories  in  height, 
200  ft.  10  in.  by  200  ft.  in  area ;  OCCUPIED  as  a  motor 
vehicle  repair  shop  and  garage  for  the  storage  of  more  than 
five  motor  vehicles;  EQUIPPED  with  a  sprinkler  system 
and  a  fire  alarm  signal  system;  EXITS:  three  interior  fire¬ 
proof  stairways,  extending  from  the  first  story  to  roof, 
enclosed  in  fireproof  partitions  with  fireproof  doors  at 
openings ;  and 

Whereas,  the  petitioner  proposes  to  use  J4-inch  plate 
glass  in  all  street  front  windows  at  first  story,  the  maximum 
size  to  be  12  ft.  6}£  in.  by  11  ft. ;  furthermore,  the  peti¬ 
tioner  claims  that  the  proposed  windows  are  necessary  for 
the  proper  display  of  merchandise  and  adds  to  the  archi¬ 
tectural  treatment  of  the  building ;  and 

Whereas,  no  one  appeared  when  the  case  was  called; 
Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


401-29-S. 

PETITIONER — Samuel  P.  Rose,  for  251  West  30th  Street 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 251-255  West  30th  street. 

Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  P.  Rose. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . .  0 
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Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin  .  5 

Absent  .  0 

THE  RESOLUTION— 

(401-29-S) 

Whereas,  Samuel  P.  Rose,  for  251  West  30th  Street 
Corporation,  filed)  June  13,  1929,  a  petition  for  variation 
from  the  requirements  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner  affecting  premises  251-255  West 
30th  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated,  June, 
1928,  read: 

“Order  No.  38539-LD : 

“1.  Enclose  all  interior  stairways  leading  from  cel¬ 
lar  to  1st  story  with  partitions  of  fireproof  material. 
Section  270  of  the  Labor  Law. 

“Order  No.  38540-LD : 

“2.  Remove  all  articles  and  wares  from  stair  en¬ 
closure  (lunch  counter),  1st  story,  as  per  Rule  10, 
Board  of  Standards  and  Appeals,  dated  February  23rd, 
1927,  and  Section  272  of  the  Labor  Law- 

“(No  articles  combustible,  not  in  exit  in  alcove.)’’; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
75  ft.  by  98  ft.  9  in.  in  area;  OCCUPIED  for  the  manu¬ 
facture  of  furs,  50  persons  each  story;  EQUIPPED  with 
a  sprinkler  system  and  a  fire  alarm  signal  system;  EXITS: 
a  fire  tower;  an  interior  fireproof  stairway,  extending  from 
cellar  to  roof,  enclosed  in  fireproof  partitions  with  fire¬ 
proof  doors  at  openings ;  also  four  unenclosed  fireproof 
stairways  leading  from  cellar  to  stores  on  first  story;  a 
lunch  counter,  5  ft.  9  in.  by  16  ft.  3  in.  is  constructed  and 
maintained  in  the  first  story  public  hallway  at  rear ;  and 

Whereas,  the  petitioner  claims,  as  to  Order  No.  38539-LD, 
that  the  stairways  affected  are  private,  for  the.  accommoda¬ 
tion  of  stores  on  first  story  and  are  auxiliary  to  the  legal 
means  of  exit  from  the  cellar;  that  the  present  stairways 
were  constructed  under  approved  plans  when  the  building 
was  erected  in  1926;  as  to  Order  No.  38540-LD,  Item  2, 
that  the  lunch  counter  is  located  at  rear  of  hall  on  first 
story,  it  does  not  obstruct  exit  in  any  way,  a  clear  space 
of  7  feet  in  width  is  maintained  in  front  of  the  counter; 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed  and  that  the  petition  be  and  it 
hereby  is  denied. 


569-29-S. 

PETITIONER— John  F.  Sheedy,  for  400  West  14th  Street 
Corp.,  owner.  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 400  West  14th  street  and  37- 


41  Ninth  avenue,  southwest  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  S.  Sheedy. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland'  and  Guilfoyle  and  Deputy 

Chief  Martin  .  5 

Absent  .  0 

THE  RESOLUTION— 

(569-29-S.) 


Whereas,  John  F.  Sheedy,  for  400  West  14th  Street 
Corporation,  owner,  filed  September  18,  1929,  a  petition 
for  variation  from  the  requirements  of  the  Labor  Law,  as 
cited  in  a  decision  of  the  superintendent  of  buildings,  affect¬ 
ing  premises  400  West  14th  street  and  37-41  Ninth  avenue, 
southwest  corner,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  August  30,  1929,  reads': 


“In  answer  to  your  communication  of  August  26th, 
you  are  advised-  that  as  the  above  building  is  equipped 
and  occupied  for  factory  purposes,  the  request  to  remove 
the  counterbalance  stairs  has  been  denied.’’ ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  50  ft.  by  103  ft.  in  area;  OCCUPIED:  basement, 
storage;  1st  story,  stores,  15  persons;  2nd,  to  and  including 
5th  stories,  factory,  15  persons  per  story;  6th  story,  vacant; 
7th  story,  metal  business ;  8th  story,  vacant ;  9th  story,  metal  I 
business;  EQUIPPED  with  a  sprinkler  system  and  a  fire 
alarm  signal  system;  MEANS  OF  EGRESS  consisting  of 
an  interior  stairway  extending  from  the  first  story  to  the 
top  story,  enclosed  in  fire-retarding  partitions  with  fire¬ 
proof  doors  at  the  openings ;  two  sets  of  fire  escapes  on 
the  Ninth  avenue  corner  of  the  building,  extending  from 
the  top  story  to  the  second  story ;  with  a  drop  ladder  from 
the  second  story  balcony  of  the  southerly  fire  escape  to 
the  street  and  counterbalanced  stair  from  the  second  story 
balcony  of  the  northerly  fire  escape  to  the  street;  and 

Whereas,  petitioner  proposes  to  alter  part  of  the  ground 
floor  of  the  building  and  to  put  in  modern  store  fronts;  he 
states  that  the  counterbalanced  stair  as  now  constructed 
obstructs  the  store  front  and  requests  to  be  permitted  to 
remove  the  counterbalanced  stair  and  provide  a  counter¬ 
balanced  drop  ladder  in  guides  leading  from  the  second  story 
balcony  of  the  northerly  fire  escape  to  the  street; 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  that  the  petition 
be  and  it  hereby  is  denied. 

614-29-S. 

PETITIONER — Victor  Mayper,  for  Varick  Holding  Cor¬ 
poration,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 172-188  Varick  street,  45-5? 

Charlton  street  and  52-62  King  street,  Manhattan. 

APPEARANCES — 

For  Petitioner:  M.  A.  Kirdhner. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland1  and  Guilfoyle  and  Deputy 

Chief  Martin  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(614-29-S) 

Whereas,  Victor  Mayper,  for  Varick  Holding  Corpora¬ 
tion,  owner,  filed  October  11,  1929,  a  petition  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  a 
decision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  172-188  Varick  street,  45-53  Charlton  street  and  52-62 
King  street,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  September  18,  1929  (N.  B.  App.  No.  486-1929),  reads: 

“9.  Windows  on  1st  and  2nd  floors  should  comply 
with  Section  264,  Labor  Law,  and  Rule  503,  Industrial 
Code.” ; 
and 

Whereas,  the  building,  facing  on  three  street  fronts,  is 
fireproof,  16  stories  in  height,  201  ft.  J/2- in.  by  97  ft.  11 
in.  in  area;  OCCUPIED:  first  story,  stores  and  storage; 
upper  stories,  offices  and  tenant  factories,  160  persons  per 
story;  EQUIPPED  with  a  sprinkler  system;  EXITS:  two 
interior  fireproof  stairways,  extending  from  the  first  story 
to  roof,  enclosed  in  fireproof  partitions  with  fireproof  doors 
at  openings ;  and 

Whereas,  there  are  openings  on  the  first  and  second 
stories  of  the  Varick  street  front  wall  and  openings  on 
the  first  story  of  the  Charlton  street  and  King  street  front 
walls  of  the  building,  glazed  with  plate  glass;  the  maximum 
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rea  of  the  glass  on  the  first  story  being  9  ft.  2J4  in.  by  -5 
[t.  1J4  in.,  and  on  the  second  story  being  2  ft.  6  in.  wide 
y  4  ft.  H  in.  high;  and 

Whereas,  petitioner  contends  that  a  strict  compliance 
'ith  the  labor  law  as  to  the  area  of  the  glass  would  destroy 
,ie  intended  use  of  the  stories  in  question  and  would,  also, 
etraot  from  the  architectural  appearance  of  the  building; 
Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  labor 
iiw,  and  that  the  petition  be  and  it  hereby  is  granted  only 
p  far  as  it  affects  the  windows  on  the  street  fronts,  first 
,ory,  and  four  lights  on  the  second  story,  directly  over 
ie  main  entrance  on  the  Varick  street  front,  on  condition 
,iat  the  openings  shall  be  equipped  with  approved  metal 
,-ames  and  sash,  glazed  with  one-quarter  inch  polished 
ilate  glass ;  that  no  light  on  the  second  story  shall  exceed 
;  width  of  3  ft.,  and  that  the  requirements  of  the  labor 
iw  shall  be  complied  with  in  all  other  respects. 

„  - 

14-29-S. 

iETITIONER — Angelo  Adamo,  for  Joseph  Frislacchi, 
owner. 

[UBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

REMISES  AFFECTED — 1514-1518  70th  street,  Brooklyn. 
PPEARANCES — 

For  Petitioner:  Angelo  Adamo  and  Joseph  Fris¬ 
lacchi. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Petition  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin  .  5 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(644-29-S) 

Whereas,  Angelo  Adamo,  for  Joseph  Frislacchi,  filed 
ctober  31,  1929,  a  petition  for  variation  from  the  require- 
ents  of  the  labor  law  as  cited  in  orders  of  the  fire  com- 
issioner  affecting  premises  1514-1518  70th  street,  Brook- 
in;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
“Order  No.  44687-LD.  October  30,  1928. 

“l.  Provide  passageways  having  an  unobstructed 
width  of  at  least  3  ft.  throughout  their  length  leading 
directly  to  every  means  of  egress,  including  outside  fire 
escapes  and  passenger  elevators,  as  per  Section  272  of 
the  Labor  Law. 

“Order  No.  49216-LD.  January  18,  1929. 

“1.  Disontinue  the  use  of  the  above  premises  for 
factory  purposes  for  the  reason  that  same  does  not 
conform  to  Section  270  of  the  Labor  Law. 

“Among  the  defects  noted  are  the  following: 

“(a  )  Only  one  enclosed  fireproof  stairway  provided. 
“(b)  Fire  escapes  on  east  and  west  sides  cannot  be 
accepted  as  required  means  of  exit.” ; 

?.d 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
light,  40  ft.  by  75  ft.  in  area;  OCCUPIED:  first  story, 
ilor  shop,  30  persons ;  second  story,  tailor  shops,  30  per¬ 
ms;  erected  in  1922;  EXITS:  an  interior  iron  and  brick 
siirway,  extending  from  the  first  to  second  story,  en- 
osed  in  brick  walls  with  fireprood  doors  at  openings; 
to  fire  escapes,  on  the  east  and  west  sides  of  the  build- 
h,  having  non-fireproof  openings  along  the  course  thereof, 
(tending  from  ground  level  to  the  second  story;  with 
DRESS  from  the  termination  of  the  fire  escape  by  means 
1  open  court  to  the  street;  no  adjoining  buildings;  and 
Whereas,  the  petitioner  claims  as  to  order  No.  44687-LD 
tat  the  passageway  to  stairway  is  more  than  three  feet 
I  width ;  that  there  are  no  elevators  in  the  building ;  as 


to  order  No.  49216-LD  that  the  fire  escapes  referred  to 
in  the  order  are  practically  two  outside  iron  stairways,  3 
ft.  6  in.  in  width,  approved  by  the  building  department  in 
1922;  furthermore,  the  petitioner  contends  the  exits  are 
adequate ; 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Order  No.  44687-LD  and  Item  1,  Order  No.  49216-LD,  on 
condition  that  two  exterior  open  iron  stairways  be  enclosed 
with  corrugated  galvanized  steel  (soffit,  sides  and  roof),  a 
self-closing  metal  door  shall  be  provided  at  termination  and 
three  windows  not  less  than  4  square  feet  each  shall  be 
provided  on  each  stairs,  of  fixed  metal  sash;  that  the  10-foot 
open  side  courts  be  maintained  unobstructed,  with  direct 
egress  from  termination  of  stairs  to  the  street,  and  that  the 
building  shall  not  be  increased  in  height  or  area  and  condi¬ 
tions  as  to  occupancy  and  use  shall  remain  substantially 
unchanged. 


606-29-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Estate  of  Christopher  Postera, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 130  West  21st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  Martin .  5 


Negative .  0 

Absent  .  o 


THE  RESOLUTION— 

(606-29-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Estate  of  Christopher  Postera,  owner,  filed,  October 
9,  1929,  a  petition  for  a  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  130  West  21st  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  14,  1929  (Order  No.  50546-LD),  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law. 

“2.  Provide  an  additional  means  of  egress  from  2nd 
story  remote  from  interior  stairways,  as  per  Section  271 
of  the  Labor  Law. 

“3.  Provide  an  additional  means  of  egress  from  cellar 
remote  from  the  existing  exit  as  per  Section  271  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  23  ft.  by  83  ft.  6  in.  in  area  at  first  story  and  23 
ft.  by  55  ft.  in  area  above;  OCCUPIED:  cellar,  storage  of 
water  colors,  no  occupants ;  1st  story,  salesroom  for  water 
colors,  6  persons ;  2nd  story,  studio,  3  persons ;  3rd  story, 
hemstitching,  4  persons;  4th  story,  vacant  at  present; 
EXITS  :  an  interior  wooden  stairway,  extending  from  first 
to  top  story,  enclosed  in  wood  stud,  lath  and  plaster  parti¬ 
tions,  with  wood  doors  at  openings ;  a  party  wall  fire  escape 
on  the  front  of  the  building,  having  fireproof  openings  on 
the  third  and  fourth  stories  only,  extending  from  the  fourth 
story  (with  gooseneck  ladder  to  roof)  to  the  third  story 
balcony ;  EGRESS  from  the  third  story  balcony  by  means 
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of  counterbalanced  stair  to  balcony  located  at  the  top  of  the 
exterior  stairs  leading  from  the  street  to  second  story  of 
building  to  east;  ROOFS  of  adjoining  buildings  are  at 
same  level ;  and 

W 1 1  ere  as,  petitioner,  as  to  Item  1,  contends  that  there  is 
a  gooseneck  ladder  leading  from  the  top  story  balcony  to 
roof  and  proposes  to  provide,  in  the  top  story  hall,  a  double¬ 
rung  iron  ladder  to  scuttle  in  roof ;  as  to  Item  2,  contends 
that  there  are  three  windows  at  the  rear  of  the  second  story 
which  open  on  the  roof  of  the  one-story  extension  at  rear, 
same  being  at  level  with  building  (under  same  ownership) 
adjoining  to  the  east ;  as  to  Item  3,  contends  that  there 
is  no  regular  occupancy  in  the  cellar  which  is  used  only  for 
storage. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  1,  on  condition  that  a  fixed  double-rung  iron  ladder  be 
provided  within  the  top  story  stair  hall  to  scuttle  in  the 
roof ;  granted,  as  to  Item  2,  on  condition  that  a  casement 
window  be  provided  at  the  rear  of  the  building  to  roof 
of  extension  adjoining  on  the  east,  with  egress  through 
said  adjoining  building,  both  in  the  same  ownership,  to  the 
street \  granted,  as  to  Item  3,  on  condition  that  a  horizontal 
opening  be  provided  in  the  cellar,  maintained  unlocked,  and 
equipped  with  self-closing  fireproof  door,,  so  long  as  condi¬ 
tions  as  to  occupancy  and  use  remain  unchanged,  and  the 
building  shall  not  be  increased  in  height  or  area. 


605-29-S. 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Estate  of  Christopher  Postera, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 128  West  21st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Negative .  ® 

Absent  .  0 

THE  RESOLUTION— 

(605-29-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Estate  of  Christopher  Postera,  owner,  filed,  .October 
9,  1929,  a  petition  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  128  West  21st  street,  Borough  of  Man¬ 
hattan  ;  and  . 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Feb¬ 
ruary  18,  1929,  read: 

“Order  No.  50626-LD: 

“2.  Arrange  the  fire  escape  at  front  of  building 
serving  as  required  means  of  egress  so  that  same  will 
conform  to  Sec.  271  of  the  Labor  Law  and  the  Rules 
of  the  Board  of  Standards  and  Appeals. 

“Defects  noted  as  follows: 

“d.  Windows  on  course  of  fire  escape  are  not  fire¬ 
proof.”  ; 

and 

“Order  No.  50625-LD : 

“1.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  roof,  as  per  Sec.  271  of  the  Labor  Law. 
“2.  Provide  an  additional  means  of  egress  from  2nd 


story  remote  from  the  interior  stairway.  Sec.  271  of 
the  Labor  Law. 

“3.  Provide  an  additional  means  of  egress  from  cel¬ 
lar  remote  from  existing  exit.  Sec.  271  of  the  Labor 
Law”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  23  ft.  by  83  ft.  6  in.  in  area  at  first  story  and  23 
ft.  by  55  ft.  in  area  above;  OCCUPIED:  cellar,  boiler 
room,  no  occupants ;  1st  story,  lunch  room  and  carpenter 
shop,  4  persons;  2nd  story,  hand  trimming,  3  persons;  3rd 
story,  manufacture  of  beads,  8  persons;  4th  story,  manu¬ 
facture  of  coats,  3  persons;  EXITS:  an  interior  wooden 
stairway,  extending  from  first  to  top  story,  enclosed  in  wood 
stud,  lath  and  plaster  partitions,  with  wood  doors  at  open¬ 
ings ;  a  party  wall  fire  escape  on  the  front  of  the  building, 
having  fireproof  openings  on  the  third  and  fourth  stories 
only,  extending  from  the  fourth  story  (with  gooseneck 
ladder  to  roof)  to  the  third  story  balcony;  EGRESS  from 
the  third  story  balcony  by  means  of  counterbalanced  stair  to 
a  balcony  located  at  the  top  of  the  exterior  stairs  leading 
from  the*  street  to  second  story;  ROOFS  of  adjoining  build¬ 
ings  are  at  same  level ;  and 

Whereas,  petitioner,  as  to  Order  No.  50625-LD,  Item  1, 
contends  that  there  is  a  gooseneck  ladder  leading  from  the 
top  story  balcony  to  roof  and  proposes  to  provide  in  thej 
top  story  hall  a  double-rung  iron  ladder  to  scuttle  in  roof; 
as  to  Item  2,  contends  that  there  are  three  windows  at  the 
rear  of  the  second  story  which  open  on  the  roof  of  the 
one-story  extension  at  rear,  same  being  at  level  with 
building  (under  same  ownership)  adjoining  to  the  west; 
as  to  Item  3,  contends  that  there  is  no  regular  occupancy 
in  the  cellar,  which  is  used  only  for  low  pressure  boiler ;  as 
to  Order  No.  50626-LD,  contends  that  the  window  in  ques¬ 
tion  is  a  large  plate  glass  show  window  and,  contends,  fur¬ 
ther,  that  this  order  was  issued  on  account  of  the  fact  that 
the  fire  department  has  changed  the  classification  of  this 
building  from  a  three-story  and  basement  to  a  four-story 
building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  2,  Order  No.  50626-LD,  only  so  far  as  it  affects  the  plate 
glass  show  windows  of  the  second  story  on  the  street  front 
on  the  course  of  the  counterbalanced  stairs,  and  granted,  as 
as  to  Item  1,  of  Order  No.  50625-LD,  on  condition  that  a  fixed 
double-rung  iron  ladder  shall  be  provided  within  the  tor 
story  stair  hall  to  scuttle  in  the  roof,  and  granted,  as  to. I  ten 
2,  on  condition  that  one  of  the  rear  windows  be  equippec 
with  casement  window  opening  out  to  roof,  with  egress  ovei 
adjoining  roof  to  the  west,  in  same  ownership,  through  plaii 
glass  windows  of  adjoining  building  and  thence  to  the 
street;  granted ,  as  to  Item  3,  on  condition  that  a  horizonta 
door  opening  be  provided  in  the  cellar  to  the  adjoining  build 
ing  to  the  west,  said  opening  to  be  maintained  unlocks 
and  to  be  equipped  with  a  self-closing  fireproof  door,  s< 
long  as  conditions  as  to  occupancy  and  use  remain  sub 
stantially  unchanged  and  the  building  shall  not  be  increase* 
in  height  or  area. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


637-29-SA. 

PETITIONER — The  Messer  Co.,  Tnc.,  owner. 

SUBJECT — Merco  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  George  Messer.  J, 

For  Administration :  Inspector  Maher  of  fire  d< 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Ca 
endar  pending  test  and  report  of  fire  department. 
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:-20-SA. 

•TIT  I  ONER — The  Silent  Glow  Oil  Burner  Corp., 
owner. 

,  liJF.CT — Sunflower  Model  S-l  Oil  Burner,  approval  of. 

l'pearances — 

For  Petitioner :  L.  C.  Kylberg. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


.  1  ION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


♦CORRECTION. 

he  minutes  of  the  meeting  of  the  board  of  standards  and 
Ipals  held  Tuesday,  January  7,  1930,  as  they  appeared  in 
i  letin  No.  2,  Vol.  XV,  are  hereby  corrected  to  read  as 

ynvs : 

E  RESOLUTION— 

(608-29-BZ) 

/  here  as,  William  White,  for  City  of  New  York,  owner, 
11,  October  9,  1929,  an  application,  under  the  building  zone 
•vlution,  to  permit  in  a  business  district  the  erection  and 
uitenance  of  a  gasoline  service  station;  premises  401-407 
int  207th  street  and  3876-3882  Ninth  avenue,  northwest 
uer,  Borough  of  Manhattan;  and 

whereas,  a  public  hearing  was  held  on  this  application  by 
i  board  of  standards  and  appeals,  at  its  regular  meeting, 
ciary  7,  1930,  after  due  notice  by  publication  in  the 
i.etin  of  the  Board  of  Standards  and  Appeals;  and 
Tierkas,  the  use  district  maps  accompanying  the  building 
>■  resolution  show  that  207th  street,  Ninth  avenue  and 
)jh  street  are  in  business,  residence  and  unrestricted  dis- 
i.s;  and 

:  hereas,  the  decision  of  the  superintendent  of  buildings, 
lered  September  30,  1929  (re  N.  B.  App.  No.  561-29), 
:i.s: 

“1.  The  erection  of  a  gasoline  service  station  in  a 

Correction — Words  “for  a  temporary  period  of  tzvo 
•s’  added  in  lines  41  and  42  of  resolution. 


business  district  is  contrary  to  Section  4  of  the  Building 
Zone  Resolution.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  25,  1929  (re  Plan  No.  2805-29),  reads: 

“1.  Gasoline  station  not  permitted  in  a  business  dis¬ 
trict.  Sec.  4,  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  100 
ft.  by  100  ft.,  on  which  it  is  proposed  to  erect  an  office,  16 
ft.  by  16  ft.,  bury  three  550-gallon  tanks,  erect  six  pumps 
and  two  crankcase  pits  for  the  purpose  of  conducting  a 
gasoline  station  within  a  business  district;  and 

Whereas,  the  property  abuts  an  unrestricted  district  and 
lies  opposite  in  both  directions  to  existing  non-conforming 
uses  and,  moreover,  Ninth  avenue,  north  and  south  of  the 
property,  is  unrestricted ;  the  board  deems,  under  section 
7,  subdivision  f,  that  the  circumstances  justify  a  temporary 
permit  for  two  years  for  a  gasoline  selling  station. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  temporary 
period  of  two  years,  on  condition  that  no  gasoline  pumps 
shall  be  erected  within  10  ft.  of  the  building  line  on  either 
street  front;  that  the  building  erected  thereon  shall  be  faced 
on  the  exterior  with  finished  material ;  that  all  permits  re¬ 
quired  shall  be  obtained  within  three  months  and  any  work 
involved  completed  within  six  months  from  the  date  of 
this  action. 


MINUTES 


♦CORRECTION. 

lie  minutes  of  the  meeting  of  the  board  of  standards 
i  appeals  held  Tuesday,  December  17,  1929,  as  they 
Vared  in  Bulletin  No.  52,  Vol.  XIV,  are  hereby  cor¬ 
ed  to  read  as  follows: 

IE  RESOLUTION— 

(563-29-A) 

■  hereas,  Croker  National  Fire  Prevention  Engineering 
1  for  Welve  Corp.,  owner,  filed,  September  14,  1929,  an 
nal  from  orders  of  the  fire  commissioner,  affecting  prem- 
“  11-13  West  32nd  street,  Borough  of  Manhattan;  and 
hereas,  the  orders  of  the  fire  commissioner,  dated  May 
929,  read: 

“Order  No.  54767-F: 

“1.  Arrange  the  house  water  supply  pipe  so  that  same 
will  connect  with  tank  on  the  outside  thereof  above  the 
3500  gallon  mark  only.  Sec.  20;  Ch.  12,  Code  of 

Ord.” ; 

i 

Correction — Words  “ and  denied  as  to  Order  No.  54767- 
•  tern  l”  omitted  in  last  line;  words  “ and  54767 -P”  added 
Hi  from  last  line,  and  zvord  “order”  changed  to  orders 
0th  from  last  line,  and  zvord  “it”  changed  to  they,  and 

5  changed  to  are. 


“Order  No.  54768-F: 

“1.  Raise  standpipe  tank  to  twenty  feet  above  the 
outlet  of  highest  story  and  properly  support  same, 
as  per  Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  in 
height,  50  ft.  by  98  ft.  9  in.  in  area  on  the  first  story  and 
50  ft.  by  88  ft.  9  in.  above;  OCCUPIED:  cellar,  boiler 
room,  shop  and  storage,  6  persons ;  1st  story,  store,  6 
persons ;  2nd  story,  office,  jobbing,  shipping  sweaters,  20 
persons ;  3rd  story,  salesroom  and  shipping  of  linens,  20 
persons ;  4th  story,  salesroom,  pearls  and  beads,  25  persons ; 
5th  story,  office,  salesroom,  shipping,  5  persons ;  6th  story, 
packing  of  stock  curtain  goods,  6  persons ;  7th  story,  manu¬ 
facturing,  25  persons;  8th  story,  manufacturing,  35  persons; 
9th  story,  manufacturing,  12  persons;  10th  story,  manufac¬ 
turing,  22  persons ;  two  means  of  EGRESS  consisting  of  in¬ 
terior  fireproof  stairway,  extending  from  first  story  to  the 
roof,  and  two  exterior  iron  stairs  on  the  rear  of  the  build¬ 
ing,  extending  from  the  roof  to  the  second  story,  with  a 
fireproof  passageway  connecting  with  the  main  stairway  to 
street;  building  being  equipped  with  a  sprinkler  system,  with 
a  3,000-gallon  tank  on  the  roof,  located  9  ft.  4%  in.  above 
outlet  in  the  top  story ;  and 
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Whereas,  appellant  contends  that  it  is  proposed  to  ar¬ 
range  the  house  supply  so  it  will  take  water  from  the  tank 
above  the  2,000-gallon  mark  and  maintain  a  reserve  of  2,000 
gallons  for  the  standpipe  system,  and  requests  the  acceptance 
of  the  present  tank  which  was  installed  at  the  time  of  the 
erection  of  the  building  in  1924,  and  contends,  further,  that 
an  approved  sprinkler  system  was  installed  in  this  building 
in  1916;  and 

Whereas,  the  order  is  based  on  the  height  of  the  stand¬ 
pipe  tank  with  relation  to  the  top  story  outlet ;  and 

Whereas,  the  raising  of  the  tank  would  involve  a  rear¬ 
rangement  of  structure  and  at  an  additional  substantial  cost 


would  provide  only  an  increase  in  pressure  of  approximate 
three  pounds  on  the  top  story. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Ord 
Nos.  54768-F  and  54767-F,  be  and  they  hereby  are  modifi 
and  the  appeal  be  and  it  hereby  is  granted  on  condition  th 
there  shall  be  maintained  in  the  present  standpipe  tank 
supply  of  not  less  than  2,000  gallons  for  standpipe  servic 
that  the  building  shall  not  be  increased  in  height  or  are 
and  that  the  otherwise  existing  approved  standpipe  syste 
shall  be  maintained  in  good  working  order,  and  granted  on 
so  long  as  conditions  as  to  occupancy  and  use  remain  su 
stantially  unchanged. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals  held  Tuesday,  December  3,  1929,  as  they  ap¬ 
peared  in  Bulletin  No.  50,  Vol.  XIV,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION— 

(503-29-A) 

Whereas,  John  J.  Gilmartin,  for  106-108  Fulton  Street 
Corp.,  owner,'  filed,  July  31,  1929,  an  appeal  from  orders  of 
the  fire  commissioner,  affecting  premises  106-108  Fulton  street 
and  14  Dutch  street,  Borough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  May 
29,  1929,  read: 

“Order  No.  56813-F : 

“1.  Raise  standpipe  tank  to  twenty  feet  above  the 
outlet  of  the  highest  story  and  properly  support  same, 
as  per  Sec.  581,  Ch.  5,  Code  of  Ordinances.”; 

and 

“Order  No.  56814-F: 

“1.  Provide  iron  shutters  at  all  openings  in  the.  ex¬ 
terior  wall  above  1st  story,  which  are  distant  in  a  direct 
line  less  than  30  ft.  from  any  opening  in.  any  other 
building  and  not  in  the  same  plane  with  said  openings 
and  which  are  not  more  than  50  ft.  above  neighboring 
roof  at  west  side  of  building  (Dutch  St.  side)  or  other 
approved  protection,  as  per  Section  3  <5,  Art.  18,  Ch.  5. 
of  the  Code  of  Ordinances.” ; 

Whereas,  the  building  is  fireproof,  fifteen  stories  in 
height,  having  a  frontage  of  22  ft.  on  Dutch  street,  50  ft. 
on  Fulton  street  and  a  distance  of  i4  ft.  across  the  southerly 


*  Correction— Item  No.  1  of  Order  No.  56814 -F  substi¬ 
tuted  for  Item  No.  4  in  2nd  preamble;  numbers  3  and  4  sub¬ 
stituted  for  1  and  3  in  lines  49  and  50  of  resolution. 


rear;  OCCUPIED:  1st  story,  stores;  upper  stories,  mai 
facturing  jewelers;  50  persons  per  story;  and 

Whereas,  there  are  two  windows  on  each  story  atx 
the  second  story  and  twelve  windows  in  each .  story  abt 
the  tenth  story  in  the  easterly  court  of  the  building  wit 
30  ft.  of  openings  in  or  within  50  ft.  of  the  roof. of 
adjoining  seven-story  building  to  the  east;  twelve  windc 
on  each  story  above  the  tenth  story  in  the  south,  wall 
the  building  within  30  ft.  of  openings  in  or  within  50 
of  the  roofs  of  a  seven-story  and  a  twelve-story  building 
the  south;  four  windows  on  each  story  from  the  second 
ninth  stories,  inclusive,  in  the  Dutch  street  wall  of 
building  within  25  ft.  of  openings  in  or  within  50  ft. 
the  roofs  of  buildings  on  Dutch  street  opposite  the  premi 
in  question  and,  also,  four  windows  on  each  story  at> 
the  tenth  story  in  the  northerly  end  of  the  easterly  v 
within  50  ft. '  of  the  roof  of  a  neighboring  seven-st 
building  to  the  east ;  and 

Whereas,  appellant  contends,  as  to  Order  No.  56813 
that  the  building  is  equipped  with  a  sprinkler  system 
that  the  standpipe  tank,  which  has  a  capacity  of  3,300  f 
Ions,  is  located  8  ft.  6  in.  above  the  highest  outlet  and  tha 
was  accepted  at  the  time  of  its  installation  by  the  dep: 
ments  having  jurisdiction;  as  to  the  shutter  order,  conte 
that  there  are  three  rows  of  windows  equipped  with 
shutters  over  the  roofs  of  the  adjoining  buildings  forrr 
vertical  exposures,  and  requests,  otherwise,  the  acceptanct 
existing  conditions ;  and 

Whereas,  appellant  withdrew  his  appeal  as  to  Item 
and  4  of  Order  No.  56814-F.  ,  . 

Resolved,  that  the  order  of  the  fire  commissio 
Order  No.  56813-F,  Item  1,  be  and  it  hereby  is  modi! 
and  the  appeal  be  and  it  hereby  is  granted  on  condition 
there  shall  be  maintained  in  the  tank  for  standpipe  ser 
a  supply  of  not  less  than  2,500  gallons,  and  granted,  as 
Item  1  of  Order  No.  56814-F,  only  so  far  as  it.  affects 
Dutch  street  front  of  the  premises,  on  condition  that 
approved  sprinkler  system  shall  be  maintained  throughout 
premises. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7 INI  U, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convem 
in  notifying  property  owners,  he  can  obtain  such  c< 
from  The  O’Connell  Press,  176  Park  Row,  Manhattar 
three  cents  each,  postage  to  be  added  if  the  forms  an 
be  supplied  by  mail. 
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FACTORY  EXIT  RULES  ADOPTED  FEBRUARY  23,  1927. 


64-27-SR 

STANDARD  FACTORY  EXITS 
:tion  1 — Fire  Escapes. 

ale  1.  In  any  building  erected  prior  to  October  1, 

,  now  occupied  or  to  be  occupied  as  a  factory,  more 
;  five  stories  in  height  and  not  exceeding  nine  stories 
right,  nor  in  any  case  more  than  90  ft.  from  curb  level 
up  floor  level,  one  of  the  required  means  of  exit  or 
cpe  under  Section  271-1  of  the  Labor  Law  may  con- 
of  an  outside  fire  escape,  provided  that: 

«)  Any  such  fire  escape  hereafter  erected  shall  comply 
all  the  provisions  of  Section  273,  labor  law,  and  in 
(  ion  thereto: 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  0  in.,  measured  from  floor  of  balcony  or 
tenter  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (Vi)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (lj^)  inch 
mesh,  all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
•building  to  any  adjoining  structure,  the  fire  escape  stair¬ 
way  shall  continue  to  the  roof,  and  if  there  be  no  safe 
means  of  egress,  a  gooseneck  ladder  shall  be  provided 
from  the  top  story  balcony  to  the  roof. 

i)  Any  such  fire  escape  erected  prior  to  October  1, 

1  shall  conform  in  every  respect  with  the  requirements 
aragraph  (a)  of  this  rule,  except  that  balconies  may 
lot  less  than  3  feet  in  width ;  the  connecting  stairs  not 
;  than  20  inches  in  width,  and  placed  at  an  angle  not 
ceding  60  degrees  if  the  building  is  not  over  six  stories 
eight,  otherwise  at  an  angle  of  45  degrees. 

hie  2.  In  any  building  erected  prior  to  October  1, 
,,  now  occupied  or  to  be  occupied  as  a  factory,  five 
res  or  less  in  height,  one  of  the  required  means  of 
i  under  Section  271  of  the  Labor  Law  may  consist  of 
utside  iron  fire  escape,  provided  that: 

[)  Any  such  fire  escape  hereafter  erected  shall  comply 
i  all  the  provisions  of  Section  273,  Labor  Law. 

()  Existing  fire  escapes  shall  comply  with  all  the  pro- 
i  ns  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit 
of  an  opening  0  feet  in  height,  a  casement  door  not 
less  than  4  ft.  6  in.  in  height  will  be  permitted. 

hie  3.  The  single  fireproof  casement  doors  leading  to 
re  escape  balconies  shall  open  out  and  shall  he  self- 
>ng.  An  easily  operated  door  lock  with  knobs  on 
l  sides  of  the  door  shall  be  provided, 
bch  fire  doors  may  be  at  window  sill  level  if  fixed 
1  step  at  least  two  feet  wide,  with  risers  not  exceed- 
jsight  (8)  inches,  and  treads  not  less  than  eight  (8) 
es  are  provided  on  the  inside  from  floor  level  to 
!  properly  secured. 

hie  4  (a)  Any  such  fire  escape  erected  subse- 
:t  to  October  1,  1913,  and  prior  to  these  rules  taking 
•t,  unless  previously  accepted  as  one  of  the  required 


means  of  exit  or  escape  by  the  administrative  official  hav¬ 
ing  jurisdiction,  shall  conform  in  every  respect  to  the 
provisions  of  these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as 
constituting  one  of  the  required  means  of  exit  or  escape 
under  Section  271-1  of  the  Labor  Law,  in  any  building 
erected  prior  to  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  exceeding  nine  stories  in  height, 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  stiuc- 
turally  safe,  properly  painted,  and  kept  clear  of  all  ob¬ 
structions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number  Contents  Contents  non-  Contents  Contents  non- 
of  combustible,  combustible,  combustible,  combustible 

stories  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairway* 

Enclosed 

Fire 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above; — the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding.  That  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
/oof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  he  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma- 
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terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  hoi  Uuntal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
on  any  factory  floor  by  the  same  occupant 

Rule  7.  Where  there  are  occupancies  on  any  story 
or  part  of  a  story  involving  the  storage  or  use  below  the 
top  story  of  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairway  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire  resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
soffits,  landings  and  passageways;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em 
ployed  at  manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stair¬ 
ways  in  Two-story  Factory  Buildings. 

1.  Required  Exits.— In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  a* 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit*  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  1  *w,  or 
rule  2  of  these  rules.  Except  that  exit  door  shall  be  a  fire 
door,  with  substantial  steps  to  the  sills  properly  secured 
when  sill  is  more  than  8  inches  above  the  floor  level;  and 
where  there  is  no  safe  egress  from  the  roof,  a  gooseneck 

ladder  shall  be  provided  from  top  balcony  to  the  roof, 

except  on  the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 

section  273,  Labor  Law,  or  to  open  adjoin:  ig  yard  with 

gress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  he  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  9.  Enclosure  of  Stairways— In  two-story  build¬ 
ings  where  there  are  occupancies  on  anv  story  or  part 
of  a  story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  7  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 


ford.ng  unobstructed  passage  to  a  street  or  road.  All  open 
mgs  in  such  enclosure  shall  be  provided  with  fire  door 
equipped  with  self-closing  devices. 

Ad  reference  herein  to  “Enclosure  of  Stairways”  shall  b< 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Withlr 

Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  anj 
nature  shall  be  kept  or  stored  inside  the  limits  of  anj 
stairw'ay  enclosure  or  unenclosed  stairway,  or  on  the  land 
ings,  platforms  or  passageways  connected  therewith. 

Section  3 — Safe  Egress  from  Roofs  of  Factor) 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  mean 
of  exit  in  factory  buildings  erected  after  October  1,  1913 
and  not  exceeding  five  stories  in  height,  and  in  building 
erected  before  October  1,  1913,  now  occupied  or  to  b 
occupied  as  a  factory,  shall  not  be  required  to  extent 
to  the  roof  where  there  is  no  safe  egress  from  the  rool 
under  Sections  270.  271  and  272,  Labor  Law. 

fa)  When  the  roofs,  or  the  top  of  the  parapet  wall  o 
an  adjoining  building  are  more  than  eight  feet  below  o 
more  than  five  feet  above  the  top  of  the  parapet  wall  o 
the  building  in  question,  and  there  is  no  outside  part 
wall  fire  escape,  party  wall  exterior  screened  stairwaj 
party  wall  balconies  or  bridges,  or  where  any  outsid 
exits  do  not  connect  to  adjoining  buildings  at  roof  leve 
or  where  there  are  no  unbarred  window  openings  fiv 
feet  above  the  roof  or  parapet  wall  of  the  building  i 
question. 

(b)  When  the  roof  of  the  building  In  question  hai 

pitch  exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12.  (a)  When  there  is  no  safe  egress  from  th 
roof,  as  above  described,  there  shall  be  in  all  cases  a 
least  a  double-rung  ladder  at  the  top  of  the  interio 
stairway,  and  within  the  interior  stairway  enclosure  whe 
stairway  is  enclosed.  Such  ladder  shall  be  at  least  1 
inches  in  width  and  shall  be  properly  secured  at  to 
and  bottom.  The  ladder  shall  lead  to  a  scuttle  openin 
not  less  than  2  feet  by  3  feet  or  be  of  such  addition; 
area  as  may  be  required  to  provide  ample  head  roon 
The  scuttle  cover  shall  be  hingea  and  of  light  weigl 
construction,  or  be  counter-balanced.  An  easily  operate 
hook  mav  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  1 
feet  from  the  open  edge  of  the  roof,  an  iron  railing  pro) 
erly  braced  at  least  3  feet  high  and  at  least  10  feet  Ion 
shall  be  provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS. 

Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  fro 

any  factory  or  factory  building,  there  exist  other  means  ( 
egress  which  are  not  entirely  in  accordance  with  the  requir 
ments  of  the  Labor  Law  and  the  Rules  of  the  Board  < 
Standards  and  Appeals,  such  means  of  egress  may  be  r 
tained  under  the  following  conditions: 

(a)  Fire  Escapes. — All  substandard  fire  escapes  < 
factory  buildings  shall  be  maintained  structurally  sal 
properly  painted,  and  with  the  openings  leading  there! 
kept  in  good  repair. 

In  lieu  of  a  counter-balanced  stairway,  a  drop  ladd 
in  guides  with  a  back-drop  gravity  hook  may  be  provid« 

The  drop  ladder  shall  be  of  sufficient  length  to  rea 
from  the  lowest  balcony  to  the  ground  or  safe  landn 
place,  with  a  passageway  opening  cut  in  the  balcony  ra 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in 
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>urt,  side  or  rear  of  a  building,  proper  egrets  to  a  point 
safety  shall  be  provided,  either  to  open  adjoining 

ards,  or  the  lowest  balcony  may  be  connected  to  an 
ijoining  fire  escape,  exterior  stairway,  to  the  roof  of 
djoining  extensions,  or  other  means  of  egress  satis- 
ctory  to  the  authorities  having  jurisdiction. 

,  Substandard  fire  escapes  shall  be  kept  clear  of  all  ob- 
ructions.  shall  not  be  used  for  fire  drills,  and  shall  not 
I;  considered  as  a  basis  for  increase  in  occupancy. 

ection  5 — Stairways  and  Bridges. 

Rule  14. — Interior  Stairways. — All  interior  stairways 
it  conforming  to  the  requirements  of  the  Labor  Law  or 
dcs  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
ined,  provided  that  egress  to  same  is  maintained  un- 
istructed,  halls  are  properly  lighted,  and  all  landings, 
issageways,  etc.,  are  maintained  free  and  unobstructed. 


An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 

Rule  15— Exterior  Screened  Stairways. — Exterior 

screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
painted,  exits  thereto  and  all  platforms  and  passageways 
thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  provided  as  required  for  sub¬ 
standard  fire  escapes  in  subdivision  a. 

Rule  16.— Horizontal  Bridges. — Horizontal  bridges  and 
party  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained 
•’nobstructed. 

Rule  17.  No  sign  of  any  character  shall  be  placed  at 

openings  leading  tc  these  sub- standard  exits. 


 RULES 

EXIT  RULES— REVOLVING  DOORS 


adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
ader  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No. 
lJj-20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
124. 

Rule  1.  Classification  of  Revolving  Doors.  For  the 
prpose  of  these  rules  revolving  doors  shall  be  classified 
i  follows: 

'(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
dividual  wings  are  maintained  in  the  normal  revolving 
psition,  but  which  doors  are  so  designed  and  constructed 
Pit  in  the  event  of  excessive  pressure  being  exerted  on  the 
i/hgs,  the  braces  or  other  devices  which  hold  the  wings 
Jtheir  normal  position  shall  be  disconnected,  thereby  per¬ 
iling  easy  egress  through  the  vestibule  at  least  equivalent 
t  that  provided  by  a  pair  of  swinging  doors  having  the 
sue  width  as  the  vestibule  opening. 

Mo  revolving  doors  shall  be  included  in  this  classifica- 
t.n  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
cels  one  hundred  and  fifty  (150)  pounds  when  exerted 
b  a  point  three  (3)  inches  from  the  outer  edge  of  the 
mg,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
nil  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
mgs  are  maintained  in  the  normal  revolving  position  by 
r;id  braces  or  similar  devices,  but  which  doors  are  so 
csigned  and  constructed  that  the  braces  or  other  devices 
uich  hold  the  wings  in  their  normal  position  may  be 
rmually  released  by  simple  mechanical  means,  thereby 
frmitting  the  individual  wings  to  be  manually  collapsed  and 
!  arranged  as  to  permit  free  egress  through  the  vestibule. 
Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
rors  shall  be  prohibited  in  exit  doorways  from  assembly 
Ills,  asylums,  auditoriums,  churches,  dance  halls,  hospi- 
ts.  motion  picture  theatres,  schools,  theatres,  or  from  any 
lom  or  space  within  a  building  where  more  than  three 
Indred  (300)  persons  congregate  for  purposes  of  amuse- 
t:nt,  instruction  or  worship ;  except  that  the  main  entrance 
corway  to  a  hospital  or  sanitarium  may  be  equipped  with 
(her  type  A  or  B  revolving  doors  when  supplemented 
|  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
i:hes  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors — Department  Stores.  Type 
revolving  doors  hereafter  installed  shall  be  accepted  in 
•it  doorways  from  department  stores  provided  doorways 
igregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 


quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doonvays  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  he  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately'  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use.  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  he  used  only  in  an 
emergency 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  January  15,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . 

Dismissed . 

Denied  . 

26  Granted  . 

Granted  on  condition . 

Appliances  approved . _ . 

o  Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

13  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

0  Requests  to  amend  granted . 

Requests  to  amend  denied . 

2  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

^  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

0  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn . 

®  Interpretations  . •  •• . 

Requests  withdrawn  or  dismissed . 


11 

1 

8 

0 

16 

0 

0 

0 

0 


12 

1 

0 

0 

2 

0 

0 

0 

5 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


Total  . 
Disposed  of 


443 

56 


Total 


56 


Cases  pending  January  15,  1930 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second .  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a! 
cases  promptly,  for  the  reason  that  the  pendency  of  ar 
appeal  or  petition  ties  the  hands  of  the  administrative  offi 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitior 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th< 
appellant  or  petitioner  to  file  necessary  data,  or  by  an) 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan: 
and  data  required  by  law  are  supplied,  as  specified  on  thi 
blank  appeal,  application  or  petition  forms. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  January  21,  1930, 
10  A.  M. 
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2  P.  M. 

Concrete  Rules. 
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PUBLIC  HEARINGS 
Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  January  28,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  February  4,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
tion  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


William  E.  Walsh,  Chairman 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  January  22,  1930. 

Cal.  No.  Department.  Premises  Affected. 

47-30-SA . F.D . Fuelo  Oil  Burner, 

_  Appliance 

46-30-S . F.D.. _ 15-25  Morton  st.,  Bklyn., 

_  L.  D.  65856 

45-30- S . F.D . 7-13  Morton  st.,  Bklyn., 

_  L.  D.  65854 

44-30-A . F.D . 632-638  W.  156th  st.,  Man., 

_  N.  B.  475-29 

43-30-BZ . F.D . 108-110  W.  34th  st.,  Man., 

_  F-57669 

42-30-BZ . B.B.B.... 2501-2509  E.  18th  st.,  Bklyn., 

'  Applic.  18451-29 

41-30-BZ . B.B.B....  1605-1615  Coney  Island  ave., 

_  Bklyn.,  Applic.  198-30 

40-30-BZ . B.B.B.... 966-972  Fulton  st.,  Bklyn., 

_ Applic.  51-30 

39-30-BZ . B.B.B _ 483-503  Fenimore  st.,  Bklyn., 

_  Applic.  175-30 

38-30-BZ . B.B.B _ East  side  of  Boerum  pi.,  from 

Atlantic  ave.  to  Pacific  st., 
_ _  Bklyn.,  Applic.  14368-29 

37-30-A . F.D . 29-18  40th  ave.,  L.  I.  C.,  Q., 

_  L.  C.  28505 

36-30- A . F.D . 48  Cooper  sq.,  Man., 

_  L.  C.  54381 

35-30-BZ . ..BjB.B - 102  Tapscott  ave.,  Bklyn., 

_  Applic.  18766-29 

34-30- BZ . B.B.Bx...  1788-1790  Weeks  ave.,  Bx., 

_  N.  B.  9-30 

33-30-A . F.D . 5002-5024  Second  ave.,  Bklyn., 

_  F-56584 

32-30-A . F.D . 30-50  Church  st.,  Man., 

_  F-64744 

31-30-S . F.D . 42-46  W.  38th  st.,  Man., 

_  L.  D.  22361 

30-30-BZ . B.B.B....  1977-1983  Ocean  ave.,  Bklyn., 

_  Applic.  13430 

29-30-A . F.D . 57-67  Vesey  st.,  Man., 

_  F-58089 

28-30-A . F.D . Northwest  corner  of  Lawrence 

st.  &  Bradford  ave.,  Flushing, 

_  Q.,  F-60122 

27-30-BZ . B.B.Q _ 71-20  to  71-28  Hammels  blvd., 

Rockaway  Beach,  Q., 

_ _  N.  B.  6624-29 

Restored  to  Calendar. 

899-28-BZ . B  B.B _ 274-284  67th  st.,  Bklyn., 

_  Applic.  17305-28 

1 192-27-BZ . B.B.B _ 1756-1764  Bushwick  ave.,  Bklyn., 

_  Applic.  18180-27 


CODE. 

p  p  . . . Fire  Department 

pp  j)  . Health  Department 

g  g  g . Bureau  of  Buildings.  Brooklyn 

p  p'M  “7 . Bureau  of  Buildings.  Manhattan 

B  13  0  . . , . Bureau  of  Buildings,  Queens 


B.B.R . Bureau  of  Buildings,  Richmond 


B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  28,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

448-29-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Cerussi  Contracting 
Co.,  Inc ,  owner. 

PREMISES — 2540  Belmont  avenue,  east  side,  135  ft.  8  in. 
north  of  East  Fordham  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  from  an  office  building  to  factory  use  on  the 
upper  stories  and  a  motor  vehicle  repair  shop  on  the 
first  story. 

481-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Sam  Strassberg, 
owner. 

PREMISES — 2901-2911  Avenue  J,  northeast  corner  of  East 
29th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  “E”  area  district  the  erec¬ 
tion  of  an  apartment  house  occupying  a  greater 
percentage  of  the  lot  area  and  providing  a  lesser 
setback  from  the  street  line  than  permitted  under 
the  building  zone  resolution. 

612-29-BZ. 

APPLICANT — Marcellus  H.  Evans,  for  Salvatore  Parisi, 

owner. 

PREMISES — 1180  Neck  road,  southeast  corner  of  Sheeps- 
head  Bay  road,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

635-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  J.  S.  Construction 
Co.,  Inc.,  owner. 

PREMISES — 167  East  98th  street,  southeast  corner  of 
Union  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

641-29-BZ. 

APPLICANT— James  P.  Boyland,  for  Michael  J  McCarthy, 
owner. 

PREMISES — 4233  Vireo  avenue,  west  side,  110.14  ft.  south 
of  East  234th  street,  The  Bronx. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

557-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Luke  Kilgallon, 
owner. 

PREMISES — 1016-1024  Beach  19th  street,  east  side,  136  ft 
north  of  Cornaga  avenue,  Far  Rockaway,  Borough 
of  Queens. 
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261-29-BZ. 


(APPLICATION,  under  sections  7a,  7b,  7e  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  (5)  motor 
vehicles  and  the  installation  of  a  gasoline  service 
station. 

85-29-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  A.  E.  Moeller  Co., 
owner. 

’REMISES — 263-265  Sumpter  street,  north  side,  100  ft. 
west  of  Hopkinson  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

'0  PERMIT  in  a  residence  district  the  erection  of  an  ex¬ 
tension  to  an  existing  factory  building. 

f 

92-29-BZ. 

APPLICANT — Spencer  &  Iserman,  for  Thwaites  Place, 
Inc.,  owner. 

’REMISES — 1420  Jerome  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

.'0  PERMIT  in  a  business  district  the  operation  and  main¬ 
tenance  of  an  extension  to  an  existing  wet  wash 
laundry  building 

25- 29-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  Eleanor  Hedwig 
Arnold,  owner. 

’REMISES — Northeast  corner  of  202nd  street  and  Hillside 
avenue,  Hollis,  Borough  of  Queens. 

vPPLICATION,  under  section  21  of  the  building  zone 
resolution, 

'0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

I 

28-29-BZ. 

APPLICANT — George  F.  Niebling,  Jr.,  for  Henry  W. 
Flade,  owner. 

’REMISES — West  side  of  73rd  street,  90  ft.  north  of 
Cooper  avenue,  Glendale,  Borough  of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

0  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

26- 29-BZ. 

APPLICANT — Max  Epstein,  owner. 

’REMISES — 752-762  East  New  York  avenue,  south  side, 

36  ft.  8  in.  west  of  Troy  avenue,  and  693-701  Maple 
street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

'0  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  (previously  withdrawn). 

57-29-BZ. 

APPLICANT — Vincent  Yardum,  for  Mardig  Hovanian, 

owner. 

’REMISES — 398  Audubon  avenue  and  550  West  185th 
street,  southwest  corner,  Manhattan. 

vPPLICATION,  under  section  21  of  the  building  zone 

resolution, 

O  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  from  a  garage  for  the  storage 
of  one  (1)  commercial  motor  vehicle  to  a  retail 

mercantile  store. 


APPLICANT — George  Stern,  for  Moline  Construction  Co., 
owner. 

PREMISES — 113-26  Farmers  boulevard,  South  Hollis,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution  (previously  denied  under  section  21), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

554-29-BZ. 

APPLICANT — Emil  Guterman,  for  Rudolph  Peterson, 
owner. 

PREMISES — 13507  Van  Wyck  boulevard,  northeast  corner 
of  Rockaway  boulevard,  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JANUARY  28,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

640-29- A — 414-424  West  13th  street  and  17-37  Little  West 
12th  street,  Manhattan. 

663-29- A — 52  Warren  street,  Brooklyn. 

666-29-A — 20  East  17th  street,  Manhattan. 

674-29-A — 8-12  East  34th  street,  Manhattan. 

619-29-A — 518  Hamilton  avenue,  Brooklyn. 

623-29-A — 340  West  4th  street,  2-4  Gansevoort  street  and 
7-15  Horatio  street,  Manhattan. 

648-29- A — 480-494  Hancock  street  and  34-19  to  34-41  10th 
street,  Long  Island  City,  Borough  of 
Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
28,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  429-29-BZ — Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hector  McG.  Curren,  applicant,  on 
behalf  of  Edna  T.  McVeigh,  owner,  to 
permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  4801-4809 
Kings  Highway,  northwest  corner  of 
Avenue  H,  Brooklyn. 

cal.  no.  490-29-BZ— Application,  July  23,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Museum  of  the  American  In- 
dian-Heye  Foundation,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  800-808  St.  Nicholas 
avenue  and  11-19  St.  Nicholas  place, 
southeast  corner  of  West  151st  street, 
Manhattan. 

cal.  no.  486-29-BZ — Application,  July  19,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  M.  Andrews,  applicant,  on 
behalf  of  International  Magazine  Co., 
Inc.,  owner,  to  permit  in  a  one  and  one- 
half  tifnes  height  district  the  erection  <  f 
the  street  wall  in  excess  of  the  height 
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permitted  by  the  building  zone  resolu¬ 
tion ;  premises  465-471  Park  avenue,  101- 
115  East  57th  street  and  100-114  East 
58th  street,  Manhattan. 

cal  .no.  58-29-BZ — Application,  January  25,  1929  ;  reopened 
December  24,  1929,  for  the  purpose  of 
amendment,  under  section  21  of  the 
building  zone  resolution,  of  Shreve, 
Lamb  &  Harmon,  applicants,  on  be¬ 
half  of  Empire  State,  Inc.,  owner,  to 
permit,  partly  in  a  one  and  one-quarter 
times  height  district  and  partly  in  a  two 
times  height  district,  the  erection  and 
maintenance  of  the  street  walls  in  excess 
of  the  height  permitted  under  the  zonf 
resolution;  premises  2-20  West  34th 
street  and  1-25  West  33rd  street,  Man¬ 
hattan. 

cal.  no.  617-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant, 
on  behalf  of  Halpern  Construction  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1484  Jerome 
avenue,  southeast  corner  of  East  172nd 
street,  The  Bronx. 

cal.  no.  530-29-BZ — Application,  August  19,  1929,  under 
section  7g  of  the  building  zone  resolu¬ 
tion,  of  Franklin.  Bates  &  Heindsmann, 
applicants,  on  behalf  of  City  Island 
Garage,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
a  gasoline  service  station  and  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  492-498  City 
Island  avenue  and  140  Beach  street, 
southeast  corner,  The  Bronx. 

cal.  no.  545-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Otto  Trieb,  applicant,  on  be¬ 
half  of  Rho  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  920-922  West¬ 
chester  avenue  and  926-932  Rogers  place, 
southeast  corner,  The  Bronx. 

cal.  no.  629-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Henry  C.  Brucker,  appli¬ 
cant,  on  behalf  of  Queens  County  Motor 
Car  Co.,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  a  warehouse  for  the  storage 
of  more  than  five  (5)  motor  vehicles, 
also  the  installation  of  a  motor  vehicle 
repair  shop,  a  gasoline  storage  system 
and  a  salesroom ;  premises  137-40 
Queens  boulevard  and  137-28  Barret 
street,  southeast  corner,  Briarwood, 
Borough  of  Queens. 

cal.  no.  630-29-BZ— Application,  October  22.  1929,  under 
sections  7g  and  21  of  th»  building  zone 


resolution,  of  Henry  C.  Brucker,  appli¬ 
cant,  on  behalf  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  137-30  Queens  boulevard 
and  137-27  Barret  street,  southwest  cor¬ 
ner,  Briarwood,  Borough  of  Queens. 

cal.  no.  539-29-BZ — Application,  August  22,  1929,  under  sec¬ 
tions  7a,  7e  and  21  of  the  building  zone 
resolution,  of  Frederick  R.  Ryan,  appli¬ 
cant,  on  behalf  of  Excell  Garage  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  extension  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  163- 
165  East  84th  street,  north  side,  185  ft. 
west  of  Third  avenue,  Manhattan. 

cal.  no.  553-29-BZ — Application,  September  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Louis  Klein,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  1022-1032  Rockaway  ave¬ 
nue,  southwest  corner  of  Linden  boule¬ 
vard,  Brooklyn. 

S 

cal.  no.  593-29-BZ — Application,  October  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Newford  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2367-2387 
Gravesend  avenue,  northeast  corner  of 
Village  road  south,  Brooklyn. 

cal.  no.  610-29-BZ — Application.  October  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behal  t  of  Edelwood  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  202- 
212  Elmwood  avenue,  southeast  corner 
of  East  2nd  street,  Brooklyn. 

cal.  no.  699-29-BZ — Application,  December  4,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  W.  Philip  McGovern,  applicant, 
on  behalf  of  St.  Thomas  Aquinas’ 
Church,  owner,  to  permit  in  an  “E” 
area  district  the  erection  and  mainte¬ 
nance  of  a  church  building  less  than 
10  ft.  from  the  street  line;  premises 
1502-1558  Hendrickson  street,  southwest 
corner  of  Flatlands  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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Petitions  for  Variations. 

493-29-S — 3364-3366  White  Plains  avenue,  The  Bronx. 
560-29-S — 13-13  W?5t  27th  Street,  Manhattan. 
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602-29-S — 1115-1119  Broadway,  6-14  West  25th  street, 
southwest  corner,  and  9-11  West  24th 
street,  Manhattan. 

'634-29-S — 351  East  78th  street,  Manhattan. 

655-29-S — 133  Chrystie  street,  Manhattan. 

660-29-S — 274-286  Broadway  and  53  Chambers  street,  north 
east  corner,  Manhattan. 

664-29-S — 139-149  Hudson  street  and  1  Hubert  street,  Man¬ 
hattan. 

11-30-S — 668  Lorimer  street,  Brooklyn. 

463-29-S — 37-41  East  58th  street,  36-54  East  59th  street 
and  617-627  Madison  avenue,  Manhattan. 

725-29-S — 275  Fifth  avenue,  Manhattan. 

Appliance  Submitted  for  Approval. 

955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  4,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

38-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Harry  H.  Uhlfelder, 
Inc.,  owner. 

'REMISES — 1625-1627  University  avenue,  northwest  corner 
of  West  175th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  basement  story 
of  an  existing  apartment  building  from  residence  to 
business  use  (stores). 

.8-29-BZ. 

.PPLICANT — Edward  J.  Bausch,  for  Lemmerman  Bros., 
Inc.,  owner. 

REMISES — 91-17  to  91-19  Liberty  avenue,  northwest  cor¬ 
ner  of  92nd  street  (Bigelow  place),  Ozone  Park, 
Borough  of  Queens. 

PPLICATION,  under  section  21  of  the  .building  zone 
resolution, 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 

>2-29-BZ. 

PPLICANT — Ernest  E.  De  Piazza,  for  Michael  Lamesta, 
owner. 

REMISES— 157-11  114th  avenue  and  111-88  158th  street, 
northwest  corner,  Cedar  Manor,  Borough  of  Queens. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

>5-29-BZ. 

PPLICANT — William  F.  Doyle,  for  County  Holding  Co., 
owner. 

REMISES — 825  East  175th  street,  northwest  corner  of 
Marmion  avenue,  The  Bronx. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

’6-29-BZ.  „ 

PPLICANT — William  F.  Doyle,  for  Max  Levy,  owner. 

DEMISES — 2066-2076  Pitkin  avenue  and  238-240  Pennsyl¬ 
vania  avenue,  southwest  corner,  Brooklyn. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

^  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


709-29-BZ. 

APPLICANT— Morris  B.  Kleinfeld,  for  Dorothy  Kleinfeld 
owner. 

PREMISES— 1500-1508  Eastern  Parkway,  northeast  corner 
ot  St.  Johns  place,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

711-29-BZ. 

APPLICANT— William  F.  Regan,  for  Arthur  C.  Holzman 
owner. 

PREMISES  558-560  Essex  street,  northwest  corner  of 
Blake  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

749-29-BZ. 

APPLICANT— George  W.  Butler,  for  The  Bartholomew 
Building  Corp.,  owner. 

PREMISES — 566-574  Lexington  avenue  and  122-130  East 
51st  street,  southwest  corner,  Manhattan. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT ’the  extension,  from  a  business  use  district 
into  a  residence  district,  of  a  proposed  office  building 
and  the  erection  of  the  street  walls  to  a  height  in 
excess  _  of  the  requirements  of  the  building  zone 
resolution. 

743-29-BZ. 

APPLICANT— Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

PREMISES— 59-10  to  59-22  Fresh  Pond  street  (road), 
northwest  corner  of  59th  road  (Hebbard  avenue),’ 
Maspeth,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1148-27-BZ. 

APPLICANT— Joseph  A.  Walsh,  substituted  for  Philip  J. 
Sinnott,  for  Arrowlene,  Inc.,  owner. 

PREMISES— Southeast  corner  of  Franklin  and  Atlantic 
avenues,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution  (previously  denied  under  section  21), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1-30-BZ. 

APPLICANT — James  P.  Boyland,  for  Leonia  Holding 
Corp.,  owner. 

PREMISES — 2509  Jerome  avenue,  west  side,  65  ft.  north 
of  West  190th  street,  The  Bronx. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a  busi¬ 
ness  district,  the  erection  and  maintenance  of  a 
business  building. 


FEBRUARY  4,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

701-29-A — 275-285  King  avenue,  west  side,  200  ft.  south 
of  Fordham  street,  City  Island,  The  Bronx. 
703-29-A — 42-46  West  33rd  street,  Manhattan. 
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707-29-A — 21-27  West  46th  street,  Manhattan. 

710-29-A — 529-531  Park  avenue,  Brooklyn. 

714-29-A — 3201-3209  Vernon  boulevard,  Long  Island  City, 
Borough  of  Queens. 

747-29-A — 90  William  street  and  30-32  Platt  street,  Man¬ 
hattan. 

750-29-A — 119  West  57th  street  and  124-128  West  58th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
4,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal  no  399-29-BZ — Application,  June  13,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Mariano  Virzi,  applicant, 
on  behalf  of  Maria  Virzi,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  223-225  Old  Town 
road,  northwest  corner  of  Sand  lane, 
South  Beach,  Borough  of  Richmond. 

cal  no  403-29-BZ — Application,  June  13,  1929,  under  sec¬ 
tions  7e,  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  John  Roth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  8704  18th  avenue, 
west  side,  58  ft.  south  of  Benson  ave¬ 
nue,  Brooklyn. 

cal  no.  574-29-BZ — Application,  September  23,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Max  Tishman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 

cal  no.  618-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants,  - 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

cal  no  647-29-BZ — Application,  November  1,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Hamill,  Weinberg  & 
Munro,  applicants,  on  behalf  of  Erome 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  216-220  East  56th  street,  Man¬ 
hattan. 

cal.  no.  659-29-BZ — Application,  November  8,  1929,  under 


section  21  of  the  building  zone  resolu 
tion,  of  Harris  H.  Murdock,  applicant 
on  behalf  of  The  Merchants  Squan 
Corp.,  owner,  to  permit,  partly  in  a  tw< 
times  height  district  and  partly  in  ; 
two  and  one-half  times  height  district 
the  erection  and  maintenance  of  th 
street  wall  in  excess  of  the  height  per 
mitted  under  the  zone  resolution;  prem 
ises  212-216  Church  street  and  49-6 
Thomas  street,  northwest  corner,  Man 
hattan. 

cal.  no.  642-29-BZ — Application,  October  31,  1929,  unde< 
section  21  of  the  building  zone  resolu 
tion,  of  McCooey  &  Conroy,  applicants 
on  behalf  of  Pari  Assets  Co.,  Inc 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
line  service  station;  premises  149-15 
East  98th  street,  northeast  corner  o 
Union  street,  Brooklyn. 

cal.  no.  5 19-29-BZ— Application,  August  8,  1929,  under  sec 
tion  21  of  the  building  zone  resolutioi 
of  William  F.  Doyle,  applicant,  on  be 
half  of  Grazia  Martinelli,  owner,  t 
permit,  partly  in  a  business  district  an 
partly  in  a  residence  district,  the  ercc 
tion  and  maintenance  of  a  motor  vehic! 
repair  shop  and,  also,  a  gasoline  servic 
station;  premises  south  side  of  135t 
avenue,  172.62  ft.  west  of  Oregon  plao 
South  Jamaica,  Borough  of  Queens. 

cal.  no.  624-29-BZ — Application,  October  17,  1929,  undt 
section  21  of  the  building  zone  resoli 
tion,  of  McCooey  &  Conroy,  applicant 
on  behalf  of  Mahland  Holding  Con 
pany,  owner,  to  permit  in  a  business  di 
trict  the  erection  and  maintenance  of 
gasoline  service  station ;  premises  43- 
Empire  boulevard,  northeast  corner  < 
Washington  avenue,  Brooklyn. 

cal.  no.  662-29-BZ— Application,  November  12,  1929,  und 
section  21  of  the  building  zone  resol 
tion,  of  McCooey  &  Conroy,  applicant 
on  behalf  of  Engvelt  Building  Co.,  In- 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gara; 
for  the  storage  of  more  than  five  (! 
motor  vehicles  and,  also,  the  installatii 
of  a  gasoline  service  station ;  premis 
1-5  Crosby  avenue  and  381-387  Ve 
mont  avenue,  northeast  corner,  Broo 
lyn. 

William  E.  Walsh,  Chairman 


FEBRUARY  4,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

680-29 -A — 236  Throop  avenue,  west  side,  80  ft.  north 
Myrtle  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisic 
of  the  building  zone  resolution,  Tuesday  afternoon,  Februc 
4,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Buildn 
on  the  following  matters: 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  s< 
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tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 


storage  of  more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public  garage  (parking 
space) . 


cal.  NO.  547-29-BZ — Application,  August  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hamill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens. 

al.  no.  511-29-EZ — Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 

al.  no.  927-28-BZ — Application,  November  30,  1928,  under 
section  21  of  the  building  zone  resolu- 


to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  69-95 

Kings  Highway  and  7709-7719  22nd 

avenue,  northeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 

— 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  11,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

529-29-BZ. 

APPLICANT — Samuel  C.  Rice,  for  Coexco  Realty  Corp., 
owner. 

PREMISES — 2602-2626  Gravesend  Neck  road,  southeast 

corner  of  East  26th  street,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

10  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station. 

732-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Corwil  Realty  Corp., 

owner. 

PREMISES — 728-736  Southern  boulevard,  east  side,  200  ft. 

south  of  East  156th  street,  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  of  an  existing  garage  for  the 


704-29-BZ. 

APPLICANT  Mac  L.  Reiser,  for  Esther  Siruinick 
owner. 

PREMISES — 50-54  Crown  street,  south  side,  90  ft.  east 
of  Franklin  avenue,  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

lO  1  EKMIl  in  a  business  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

742-29-BZ. 

APPLICANT— Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

PREMISES  40-01  to  40-09  Greenpoint  avenue,  southwest 
corner  of  Anable  avenue,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

454-294BZ. 

AT  PLICANT  Ferdinand  Savignano,  for  Giovanni  Fishera 
owner. 

PREMISES — 1276-1284  60th  street  and  6002-6012  13th  ave¬ 
nue,  southwest  corner,  Brooklyn. 

AI  PLICA  I  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

631-29-BZ. 

APPLICANT— George  Laskas,  owner. 

PREMISES — 192  Clymer  street,  south  side,  100  ft.  west 
of  Lee  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

633-29-BZ. 

APPLICANT — Martin  C.  Dyer,  owner. 

PREMISES — 4696  Third  avenue,  northeast  corner  of  East 
188th  street,  and  2437  Washington  avenue,  The 
Bronx. 

APPLICATION,  under  sections  7c,  7e  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district  and,  also,  into  a  residence 
district,  of  a  proposed  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

653-29-BZ. 

APPLICANT — David  L.  Blick,  for  Jack  J.  Falk,  owner. 

PREMISES — 6401-6411  Fort  Hamilton  avenue  and  956-972 
64th  street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

667-29-BZ. 

APPLICANT— William  F.  Doyle,  for  James  J.  Gilhully 
and  Nellie  Gilhully,  owners. 
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PREMISES— 3151-3161  Webster  avenue,  west  side,  375  ft. 
north  of  East  204th  street,  The  Bronx. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


700-29-BZ.  .  „ 

APPLICANT— Joseph  A.  Cox,  for  Philip  Smook,  owner. 

PREMISES— 67-71  Kenmare  street  and  196-204  Mulberry 
street,  northeast  corner,  Manhattan. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  installation  of  a 
gasoline  service  station. 


712-29-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Port  Richmond 
Poultry  Co.,  Inc.,  owner. 

PREMISES— 2020-2022  Richmond  Terrace  and  2-8  Park 
avenue,  southwest  corner,  Port  Richmond,  Borough 
of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a’ business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house. 


899-28-BZ.  „  .  .  , 

APPLICANT — Frederic  G.  Rita,  substituted  for  Thomas 
J.  Higgins,  for  Nellie  Spitzer,  owner. 

PREMISES — 274-284  67th  street  and  6701  Third  avenue, 
southwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  ,  _  ... 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 


tion  21  of  the  building  zone  resolution, 
of  Harry  Colodny,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  (store)  on 
the  first  story ;  premises  4432  Seton  ave¬ 
nue,  The  Bronx. 


CAL.  NO. 


528-29-BZ — Application,  August  17,  1929,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  Valentine  Avenue  Realty  Co¬ 
lne.,  applicant  and  owner,  to  permit  ir> 
a  residence  district,  extending  from  i 
business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  at 
front  from  residence  to  business  (store) 
purposes;  premises  2467  Valentine  ave¬ 
nue,  west  side,  56  ft.  8)4  in.  north  of 
East  188th  street,  The  Bronx. 


cal.  no.  525-29-BZ— Application,  August  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Herbert  L.  McCann,  applicant, 
on  behalf  of  Mary  E.  McCann,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  973-975  De  Kalb 
avenue  and  112  Lewis  avenue,  northwest 
corner,  Brooklyn. 


cal.  no.  531-29-BZ— Application,  August  19,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Martha  Kraushar,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  38-48  Livonia  avenue 
and  298-308  Barrett  street,  southwest 
corner,  Brooklyn. 


1192-27-BZ.  ,  r  tt  t 

APPLICANT— Michael  F.  Dee,  substituted  for  Henry  J. 

Nurick,  for  Louis  Del  Gaudio,  owner. 
PREMISES— 1756-1764  Bushwick  avenue,  Brooklyn.  _ 
APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


cal.  no.  572-29-BZ— Application,  September  20,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  appli¬ 
cant,  on  behalf  of  Lillian  Grossman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1730  Hy- 
lan  boulevard  and  6  Seaver  avenue, 
southwest  corner,  Dongan  Hills,  Bor¬ 
ough  of  Richmond. 


FEBRUARY  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

654-29-A — 70  Convent  avenue  and  450-456  West  131st 
street,  Manhattan. 

646-29-A — 433-449  East  54th  street  and  42-56  Sutton  place, 
northwest  corner,  Manhattan. 

649-29- A — 32-36  Beaver  street,  28-36  South  William  street 
and  65-81  Broad  street,  Manhattan. 

677-29-A— 29-01  to  29-19  Review  avenue,  east  side,  between 
Marsh  and  Fox  streets,  Long  Island  City, 
Borough  of  Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
11,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  464-29-BZ— Application,  July  12,  1929,  under  sec- 


CAL.  NO.  613-29-BZ — Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  Cherry,  applicant,  on  be¬ 
half  of  Bingham  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1731-1741  Jerome  ave¬ 
nue,  west  side,  163  ft.  south  of  West 
176th  street,  The  Bronx. 

cal  no  676-29-BZ — Application,  November  19,  1929,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  W.  Lamb,  InCv 
applicant,  on  behalf  of  Steinway  38th 
Street  Corp.,  owner,  to  permit  the  ex¬ 
tension,  from  a  business  district  into  a 
residence  district,  of  a  proposed  build¬ 
ing  to  be  occupied  as  a  theatre  ana 
stores;  premises  501-507  Steinway  street, 
northwest  corner  of  28th  avenue,  and  t 
2579-2583  38th  street,  Astoria,  Borough 
of  Queens. 
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;au  no.  661-29-BZ — Application,  November  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  H.  Crabtree,  applicant, 
on  behalf  of  Livingston  Estates  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Forest  avenue  and  Pelton 
avenue,  New  Brighton,  Borough  of 
Richmond. 

al.  no.  679-29-BZ— Application,  November  20,  1929,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  E.  W.  Radmore,  appli¬ 
cant,  on  behalf  of  The  Wheelright 
Corp.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  conversion  of  occupancy  of 
the  basement  and  first  story  from  resi¬ 
dential  to  business  use ;  premises  162 
West  75th  street,  Manhattan. 

al.  no.  221-28-BZ — Application,  March  12,  1928;  reopened 
December  21,  1929,  under  section  7g  of 
the  building  zone  resolution,  of  William 
A.  Sullivan,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  denied  under  section 
21)  ;  premises  176-17  to  176-25  Baisley 
boulevard  and  120-12  to  120-28  Merrick 
boulevard,  St.  Albans,  Borough  of 
Queens. 

William  E.  Walsh,  Chairman. 
_ 

FEBRUARY  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

451-29-S — 262-268  West  38th  street,  Manhattan. 

620- 29-S — 18-30  Columbia  Heights  and  4-14  Doughty  street, 

southwest  corner,  Brooklyn. 

621- 29-S— 16-26  Doughty  street,  17-29  Columbia  Heights 

and  1-11  Vine  street,  Brooklyn. 

643-29-S — 11  West  46th  street,  Manhattan. 

650-29-S — 1573-1575  Gravesend  avenue,  Brooklyn. 

702-29-S — 538  Greenwich  street,  Manhattan 

739-29-S— 25-34  to  25-38  33rd  street,  Long  Island  City, 
Borough  of  Queens. 

748-29-S — 13-19  West  47th  street,  Manhattan. 

406-29- S — 1021-1029  East  163rd  street  and  943-947  Southern 
boulevard,  northwest  corner,  The  Bronx. 

471-29-S — 453-459  Fifth  avenue,  2-10  East  40th  street  and 
5-9  East  39th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

588- 29-SA — Holby  Type  A  Fuel  Oil  Burner,  approval  of. 

589- 29-SA — Holby  Type  B  Fuel  Oil  Burner,  approval  of. 

510-29-SA — Hercules  Oil  Burner,  approval  of. 

584-29-SA  A  B  C  Oil  Burner,  Type  “H,”  approval  of. 


FEBRUARY  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

' 36-29- A — Pier  No.  8,  Bush  Terminal,  foot  of  39th  street, 
Brooklyn. 

^33-29-A — Pier  foot  of  North  11th  street,  Brooklyn. 

3 o-29- A — 87-91  Third  avenue  and  201-213  East  12th  street, 
northeast  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  ETVF.N  bv  the  board  of  stand- 
ds  and  appeals  of  a  public  hearirg  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  morning,  February 
18,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 


CAL.  NO.  322-29-BZ— Application,  May  13,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Daljo  Corp.,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  45-05  to  45-17 
25th  avenue  (Wilson  avenue),  north¬ 
west  corner  of  46th  street  ( 16th  ave¬ 
nue),  24-63  to  24-67  45th  street  (15th 
avenue),  east  side,  90  ft.  north  of  25th 
avenue  (Wilson  avenue),  Long  Island 
City,  Borough  of  Queens. 


cal.  no.  546-294BZ— Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 


cal.  no.  384-29-BZ— Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  to  an  existing  dwelling 
from  residence  to  business  use ;  premises 
37-26  149th  place  (Wilson  avenue), 
76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 


cal.  no.  408-29hBZ— Application,  June  14,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  Max  Meyerson, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1969-1979 
Cropsey  avenue  and  8810-8818  20th  ave¬ 
nue,  northwest  corner,  Brooklyn. 


cal.  no.  428-29-BZ — Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  L.  Orlinger,  applicant,  on 
behalf  of  Philboy  Construction  Co., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  having  stores  on  the  first  story  and 
dwellings  above;  premises  4014-4024 
Ninth  avenue,  northwest  corner  of  41st 
street,  Brooklyn. 


cal.  no.  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  a;  i- 
cant,  on  behalf  of  Ernestine  Marolo, 
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owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  21 3th  street,  The  Bronx. 

cai  no  1063-27-BZ — Application,  September  30,  1927 ;  re¬ 
opened  December  31,  1929,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Henry  H.  Ehrlich,  applicant,  sub¬ 
stituted  for  Emil  Guterman,  on  behalf 
of  Henry  C  Karpen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  14912  North  Conduit 
boulevard,  northwest  corner  of  Three 
Mile  Mill  road,  Jamaica,  Borough  of 
Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  18,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

678-29- A— 5501-5519  18th  avenue  and  1802-1812  55th  street, 
southeast  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
18,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  468-29-BZ — Application,  July  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  Julius  Kletsky  and  Sadie  Kletsky, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  101701- 
101709  126th  street  and  12602-12610 

Rockaway  boulevard,  southeast  corner, 
South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  489-29-BZ— Application,  July  22,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Mary  G.  Leggett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores  and  offices)  ;  premises  1985- 
1995  Ocean  avenue  and  2002  Avenue  0, 
southeast  corner,  Brooklyn. 

cal  vo.  4 15-29-iBZ— Application,  June  18,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zona 
resolution,  of  Bertram  G.  Eadie,  appli¬ 
cant,  on  behalf  of  Horatio  J.  Sharrett, 
owner,  to  permit  in  a  business  district 
.the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  1389 
Forest  avenue  and  5  Barrett  avenue, 
northeast  corner,  Port  Richmond,  Bor¬ 
ough  of  Richmond. 

cal  no.  894-28-BZ— Application,  November  20,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem-  j 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  21,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  January  14,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
January  14,  1930,  were  approved  as  printed  in  Bulletin  No. 
2,  Vol.  XV. 


ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative . 

Absent  . 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
562-29-A. 

APPELLANT — Voss  Ice  Machine  Works,  for  Meyer  & 
Lange,  lessees.  .  . 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 434-436  Greenwich  street  and 
49  Vestry  street,  southwest  corner,  Manhattan. 

APPEARANCES— 

For  Appellant:  R.  C.  Becker. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 


685-29-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Tasillo  Garage,  Inc  ,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Southeast  corner  of  45th  ave¬ 
nue  and  82nd  street,  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Absent  .  0 

THE  RESOLUTION— 

(685-29-A) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Tasillo  Garage,  Inc.,  owner,  filed  November  26, 
1929,  an  appeal  from  a  decision  of  the  fire  commissioner, 
affecting  premises  southeast  corner  of  45th  avenue  and  82nd 
street,  Elmhurst,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  22,  1929  (No.  3537-26),  reads: 

“1.  Request  for  omission  of  standpipe  denied  as  area 
is  in  excess  of  15,000  square  feet.  Sec.  581,  Ch.  5,  C. 
of  O.”; 

1  and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
•  height,  167.29  ft.  by  100  ft.,  about  16,000  sq.  ft.  in  area; 
OCCUPIED  as  a  storage  garage  for  the  storage  of  more 
than  five  motor  vehicles ;  and 
Whereas,  the  appellant  claims  that  the  premises  in  ques¬ 
tion  is  a  corner  building  facing  on  two  streets ;  the  largest 
open  floor  area  is  14,742  sq.  ft. ;  furthermore,  sand  pails  and 
fire  extinguishers  are  distributed  throughout  the  premises. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


686-29-A. 

APPELLANT — F.  H.  Dike,  for  Asa  G.  Candler,  Inc., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 220  West  42nd  street  and  221 
West  41st  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  F.  H.  Dike  and  Harry  Hemlin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Absent  .  0 

THE  RESOLUTION— 

(686-29-A) 


Whereas,  F.  H.  Dike,  for  Asa  G.  Candler,  Inc.,  owner, 
filed,  November  27,  1929,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  220  West  42nd  street 
and  221  West  41st  street.  Borough  of  Manhattan:  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
24,  1929  (Order  No.  58599-LF),  reads: 

“Replace  the  present  1  hose  at  outlets  of  stand¬ 
pipe  on  south  side  of  building,  all  stories,  with  50'  of 
2 y2"  approved  hose,  and  those  on  the  standpipe  riser 
on  the  north  side  of  building  with  75'  of  similar  hose, 
in  one  length  of  50'  and  one  length  of  25'.  Section 
581,  Code  of  Ordinances  and  Rule  91  of  the  Board  of 
Standards  and  Appeals.” ; 
and 

Whereas,  the  building  is  fireproof,  twenty-three  stories  in 
height,  78  ft.  frontage  on  42nd  street,  extending  197  ft.  6  in. 
through  the  block  and  25  ft.  frontage  on  West  41st  street; 
OCCUPIED  as  an  office  building;  not  more  than  sixty  per¬ 
sons  each  story;  EQUIPPED  with  a  sprinkler  system  and  a 
standpipe  system ;  and 

Whereas,  the  appellant  claims  that  the  matter  as  to  size 
of  hose  for  standpipe  lines  was  taken  up  with  the  fire 


department  at  the  time  of  erection  of  the  building  in  1913 
when  it  was  decided  to  use  the  small  size  hose ;  it  never  has 
been  necessary  to  use  the  standpipes  and  hose  for  the  purpose 
of  extinguishing  a  fire;  furthermore,  the  appellant  contends 
that  the  occupancy  of  the  building  is  for  office  purposes. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


578-29- A. 

APPELLANT — Ludwig  Hanauer,  for  107-9  Bowery  Hold¬ 
ing  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 107-109  Bowery,  Manhattan 
APPEARANCES—  . 

For  Appellant :  Ludwig  Hanauer  and  Sidney  Cohen. 
For  Administration:  Inspector  McPhee  of  bureau 


of  buildings, 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT — 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Absent  .  0 


THE  RESOLUTION— 

(578-29- A) 

Whereas,  Ludwig  Hanauer,  for  107-9  Bowery  Holding 
Corp.,  owner,  filed,  September  24,  1929,  an  appeal  from  a 
decision  of  the  superintendent  of  buildings,  affecting  premises 
107-109  Bowery,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  25,  1929,  reads: 

“4.  Not  over  65%  of  the  lot  area  may  be  occupied 
by  a  lodging  house. 

“5.  Complete  steel  plans  should  be  filed. 

“7.  Building  must  be  fireproof.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  41  ft.  9  in.  by  105  ft.  2  in.  on  the  first  story  and 
41  ft.  9  in.  by  100  ft.  on  the  second  story ;  OCCUPIED : 
cellar,  storage;  1st  story,  stores,  10  persons;  2nd,  3rd,  4th 
and  5th  stories,  proposed  lodging  house,  75  persons  per  story ; 
means  of  EGRESS  consisting  of  an  interior  stairway,  ex¬ 
tending  from  first  story  to  the  roof,  enclosed  in  fireproof 
partition,  with  fireproof  doors  at  openings,  and  fire  escape 
on  the  rear  of  the  building,  with  balconies  at  each  story, 
connected  by  a  vertical  line  ladder,  with  egress  from  termina¬ 
tion  of  the  fire  escape  in  the  rear  to  yard  by  a  gate  and  fence 
leading  to  adjoining  yard  of  property  under  the  same  owner¬ 
ship  ;  and 

Whereas,  appellant  contends  that  there  is  a  yard  at 
typical  floor  level  about  10  ft.  2  in. ;  that  it  is  proposed 
to  remove  a  portion  of  the  rear  wall  of  the  building  from 
the  second  to  the  fifth  story  and  to  provide  a  court  so  as 
not  to  occupy  more  than  75  per  cent  lot  occupancy ;  as  to 
Objection  No.  7,  appellant  contends  that  they  have  only 
four  sleeping  rooms,  which  will  occommodate  75  persons 
each,  and  appellant  further  contends  that  owner  has  tried 
to  lease  premises  for  business  use,  but  that  in  this  particular 
section  of  the  city  in  which  the  building  is  located  it  can 
only  be  rented  for  lodging  house  purposes,  and  it  would  be  a 
hardship  to  require  the  owner  to  fireproof  the  entire  building, 
and  that  a  front  and  rear  fire  escape,  fire  alarm  signal  sys¬ 
tem,  time  clocks  and  watchman  will  be  provided. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 
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U  X  ""  M  4/  i 

APPELLANT— Voss  Ice  Machine  Works,  for  Menzel  & 
Co.,  lessee. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 424  Greenwich  street  and  f.4-68 
Laight  street,  northwest  corner,  Manhattan. 
APPEARANCES— 

For  Appellant:  R.  C.  Becker. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(561-29-A) 

Whereas,  Voss  Ice  Machine  Works,  for  Menzel  &  Co., 
lessee,  filed,  September  13,  1929,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  424  Greenwich 
street  and  64-68  Laight  street,  northwest  corner,  Borough 
of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

August  21,  1928  (Order  No.  44834-LC),  reads: 

“1.  Discontinue  the  direct  method  of  refrigeration 
outside  of  the  refrigerating  machinery  room  as  per  Sec. 
219,  subdivision  b  of  chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stones  in 
height,  37  ft.  5 )4  in.  by  75  ft.  in  area;  OCCUPIED:  cellar, 
engine  and  store  room,  3  persons;  1st  story,  receiving  and 
shipping  department,  4  persons ;  2nd  story,  office,  10  persons ; 
3rd  story,  packing  and  stock,  2  persons;  4th  story,  factory, 
10  persons ;  5th,  6th  and  7th  stories,  ice  boxes,.  2  persons 
per  story;  means  of  EGRESS  consisting  of  an  interior  en¬ 
closed  stairway,  extending  from  the  first  story  to  the  roof  , 
an  open  stairway,  extending  from  the  first  story  to  the 
second  story ;  there  is  located  in  the  basement  of  the  building 
at  the  westerly  side  an  ice  machine,  using  150  to  200  pounds 
of  ammonia  as  a  refrigerant  and  a  condenser  located  on 
the  first  story ;  high  and  low-pressure  lines  are  located  in  the 
stairway  enclosure;  the  5th  and  6th  stories  of  the  building 
are  used  for  refrigeration  with  large  refrigerators  on  these 
floors  •  the  capacity  of  the  plant  being  eight  tons ;  and 

Whereas,  appellant  contends  that  the  refrigerators  on  the 
5th  and  6th  stories  are  provided  with  vestibules  and  tight 
refrigerator  doors,  and  that  a  leak  in  these  refrigerators 
would  not  be  a  hazard,  and  that  the  changing  of  this  system 
from  direct  expansion  to  brine  circulating  would  be  a  hard¬ 
ship  on  the  owners;  and 

Whereas,  this  plant  has  been  in  operation  under  permit 
issued  by  the  fire  department  for  more  than  fourteen  years ; 

Whereas,  the  order  lias  been  brought  about  by  the  amend¬ 
ment  to  the  code  of  ordinances. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
q ranted  on  condition  that  the  existing  ammonia  lines  in  the 
stair  hall  shall  be  removed  therefrom  and  relocated  in  the 
interior  angle  of  the  building  formed  by  the  north  wall  of 
stair  hall  and  the  westerly  gable  wall  of  the  plant ;  that  the 
high-pressure  and  return  lines  of  the  refrigerating  plant 
throughout  the  premises  shall  be  covered  directly  with  a 
cork  pipe  covering  and  then  entirely  covered  on  the  outside 
with  approved  air-cell  asbestos  pipe  covering;  that  the  re¬ 
frigerating  room  shall  be  ventilated  by  a  direct  ventilating 
duct  to  the  outer  air,  equipped  with  an  electric  motor  oper¬ 
ating  from  an  electric  switch  located  immediately  outside  the 
refrigerating  room;  that  the  electric  switch  for  the  operation 
of  the  refrigerating  motor  shall  also  be  located  outside  the 
refrigerating  room,  both  distinctly  marked;  that  the  capacity 
of  the  plant  shall  not  be  increased;  that  the  building  shall 


not  be  increased  in  height  and  area,  and  that  work  shall  be 
started  on  this  piping  at  the  earliest  possible  moment  and 
completed  without  suspension  or  delay. 


581-29-A. 

APPELLANT — John  L.  Smith,  for  Charles  Pfizer  &  Co., 
Inc.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 186-190  Harrison  avenue,  U 

Brooklyn. 

APPEARANCES— 

For  Appellant:  F.  S.  Jones. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  \ 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(581-29-A) 

Whereas,  John  L.  Smith,  for  Charles  Pfizer  &  Co.,  Inc., 
owner,  filed,  September  25,  1929,  an  appeal  from  a  decision 
of  the  fire  commissioner,  affecting  premises  186-190  Har¬ 
rison  avenue,  Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  15,  1929  (Plan  4606-1928),  reads: 

‘‘Inspection  of  approved  plan  shows  the  following  de¬ 
fects  :  1 

“1.  Raise  standpipe  gravity  tank  20  ft.  above  roof 
as  per  Rules  of  Board  of  Standards  and  Appeals. 

‘‘2.  Provide  a  2-inch  fill  line. 

“3.  Provide  a  2-inch  overflow. 

“7.  Provide  three  four-inch  risers  as  per  approved 
plan  4606-1928.”; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in  height, 
217  ft.  10 y2  in.  by  74  ft.  11  '/2  in.  and  100  ft.,  irregular, 
in  area;  OCCUPIED:  manufacturing  of  food  products;  40 
persons  employed  in  the  entire  building ;  means  of  EGRESS 
consisting  of  two  interior  fireproof  enclosed  stairways,  ex¬ 
tending  from  the  first  story  to  the  roof ;  the  building  is  sub¬ 
divided  into  two  sections  by  a  4)4 -inch  wall  with  fire  doors 
at  the  openings  therein;  the  building  was  erected  in  1926 
and  extended  in  1929 ;  there  is  a  4-inch  standpipe  located  in 
each  stairway  enclosure  with  a  10, 000-gallon  tank  located 
over  the  roof  of  the  westerly  portion  of  the  building  with 
3,500  gallons  reserve  for  standpipe  supply,  this  tank  being 
located  10  ft.  above  roof  and  16  ft.  above  the  highest  hose 
outlet,  and  there  is  a  10,000-gallon  tank  located  10  ft.  above 
the  roof  of  the  easterly  section  of  the  building  and  cross- 
connected  below  the  ceiling  of  top  story  to  standpipe  supply 
and  is  used  for  house  supply ;  and 

Whereas,  petitioner  contends  that  it  is  not  practical  to 
raise  the  tank  20  ft.  above  the  roof  without  reconstructing 
the  old  10,000-gallon  tank  and  the  water  system  through  the 
entire  building,  which  would  require  the  shutting  down  of 
the  entire  plant,  which  is  in  operation  twenty-four  hours 
a  day  and  seven  days  a  week,  and  the  process  involved  in 
the  building  requires  an  unlimited  supply  of  water  at  all 
times ;  that  they  propose  to  provide  a  40-gallon  chemical 
extinguisher  on  wheels  on  the  top  story;  as  to  Item  2, 
appellant  contends  that  there  is  a  5-inch  fill  line  on  the 
existing  10,000-gallon  gravity  tank  and  a  6-inch  balancing 
line  is  used  below  the  ceiling  of  the  top  story;  as  to  Item  3, 
due  to  the  fact'  that  the  two  10,000-gallon  gravity  tanks  are 
balanced  by  a  6-inch  line  and  on  same  level,  one  overflow 
should  be  sufficient ;  that  the  overflow  on  the  old  tank  is  a 
5-inch  line  and  the  new  tank  has  no  overflow ;  as  to  Item  7, 
the  elimination  of  one  4-inch  riser  was  due  to  the  fact  that 
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te  present  100  ft.  hose  and  stream  in  the  center  stairway 
Muld  take  care  of  the  area  and  that  the  portion  where  the 
ter  has  been  omitted  is  always  blanketed  with  water  due  to 
t:  manufacturing  process,  and  that  there  are  sufficient  2l/2- 
■  Hon  fire  extinguishers  and  pyrene  extinguisher  and  water 
d  sand  pails. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
:d  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
'tinted,  as  to  Items  1,  2  and  7,  and  denied  as  to  Item  3,  on 
iditwn  that  the  hose  line  of  standpipe  riser  in  the  center  of 
::  building  shall  be  provided  with  an  additional  25  ft.  length 
hose  on  each  floor;  that  a  2-inch  overflow  line  shall  be 
wided  from  the  standpipe  tank;  that  the  standpipe  system 
nil  comply  with  the  rules  of  the  board  of  standards  and 
;?eals  in  all  other  respects;  that  the  building  shall  not  be 
reased  in  height  or  area,  and  granted  only  as  long  as 
editions  as  to  occupancy  and  use  remain  unchanged. 


BUILDING  ZONE  CASES. 

.  -29-BZ. 

'’PLICANT — Frank  Colgan,  for  Emma  K.  Morrow, 
owner. 

;'BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b,  7c  and  21  of  the 
building  zone  resolution,  to  .permit,  partly  in  a 
business  district  and  partly  in  a  residence  district, 
the  alteration  and  change  of  occupancy  of  the  first 
story  of  an  existing  building  from  dwelling  to  store 
use. 

F.MISES  AFFECTED — 6911  Ridge  boulevard,  Brook¬ 
lyn. 

^'PEARANCES — 

For  Applicant:  Frank  J.  Colgan. 

For  Opposition:  William  J.  McDermott. 

iTION  OF  BOARD — Laid  over  to  February  4,  1930,  at 
2  p.  m.,  on  request  of  attorney  in  objection;  appli¬ 
cant  concurring. 


!  -29-BZ. 

i  PLICANT — William  F.  Doyle,  for  Museum  of  the 
American  Indian-Heye  Foundation,  owner. 

RJhCT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
EMISES  AFFECTED— 800-808  St.  Nicholas  avenue  and 
11-19  St.  Nicholas  place,  southeast  corner  of  West 
151st  street,  Manhattan. 

PEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  N.  C.  Suskin  and  J.  Fryberger. 

1  ION  OF  BOARD — Laid  over  to  January  28,  1930,  at 
10  a.  m.,  on  request  of  applicant. 

•29-BZ. 

PLICANT — Henry  J.  Nurick,  for  Jobel  Properties,  Inc., 

owner. 

'RJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erection  and  main¬ 
tenance  of  a  business  (store)  building. 
j-MISES  AFFECTED — 1132-1154  Clarkson  avenue  and 
255-279  East  96th  street,  southeast  corner,  Brooklyn. 

PEARANCES— 

For  Applicant:  J.  Hellinger. 

TION  OF  BOARD — Laid  over  to  March  4,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 

29-BZ. 

TIC  ANT — William  F.  Doyle,  for  Halpern  Construction 

Co,  owner. 


SI  LJECI  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

1  REMISES  AFFEC  1  ED — 1484  Jerome  avenue,  southeast 
corner  of  East  172nd  street,  The  Bronx 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  28,  1930,  at 
10  a.  m,  on  request  of  applicant.  Final  disposition. 


927-28-BZ. 

APPLICANT — Sydney  Solomon,  substituted  for  James  J. 

Millman,  Inc,  for  Forecast  Realty  Corp,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  'buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 69-95  Kings  Highway  and  7707- 
7719  22nd  avenue,  northeast  corner,  Brooklyn 

APPEARANCES— 

For  Applicant :  Sydney  Solomon. 

For  Opposition :  Philip  E.  Schor. 

ACTION  OF  BOARD — Laid  over  to  February  4,  1930,  at 
2  p.  m,  on  request  of  applicant.  Final  disposition. 

524-29-BZ. 

APPLICANT — Max  Goldberg,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 20-32  Goodrich  street,  east  side, 
108  ft.  north  of  Astoria  avenue,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  Blutstein. 

For  Opposition:  Hugh  Green  and  Frank  Evers. 
ACTION  OF  BOARD — Application  withdrawn. 

the  vote  to  withdraw^ 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  Martin .  * 


Negative .  o 

Absenlt  .  o 


615-28-BZ. 

APPLICANT — William  F.  Doyle,  substituted  for  Hamill, 
Weinberg  &  Munro,  for  Francis  J.  Gaffney,  owner. 

SUBJECT — Application  for  reopening — reconsideration 

under  new  decision — re  Anplication  (decision  of  the 
superintendent  of  buildings),  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 581-591  Gravesend  avenue,  east 
side,  100  ft.  south  of  Avenue  C,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative .  0 

Absent  .  0 
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1192-27-BZ. 

APPLICANT — Michael  F.  Dee,  substituted  for  Henry  J. 

Nurick,  for  Louis  Del  Gaudio,  owner. 

SUBJECT— Application 


t  _ _ _ _  for  reopening— reconsideration 

under  section  7g  (previously  denied  under  section 
21)  re  Application  (decision  of  the  superintendent 
of  buildings),  to  permit  in  a  business  district  the 
erection  and  maintnance  of  a  gasoline  service  sta- 

PREMISES  AFFECTED— 1756-1764  Bushwick  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Michael  F.  Dee. 

For  Opposition:  None.  ,  e  . 

ACTION  OF  BOARD— Application  reopened  and  set  tor 
Calendar  Call  February  11,  1930,  at  2  p.  m 
THE  VOTE  TO  REOPEN  AND  SE1  FOR  CALEN 

DAR  Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfov'e  and  Deputy 

Chief  Martin .  (’ 

Negative  . '  ‘  *  c 

Absent  . 


YCTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . 

Negative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Absent  . 

RESOLUTION— 


899-28-BZ.  .  ,  . 

APPLICANT — Frederic  G.  Pita,  substituted  fur  10nv  * 

T  Higgins,  for  Nellie  Spitzer,  owner. 

SUBJECT— Application  for  reopening— reconsideration, 

having  been  previously  denied-re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor 
vehicles  and,  also,  a  gasoline  service  station 

PREMISES  AFFECTED — 274-284  67th  street  and  ball 
Third  avenue,  southwest  corner,  Brooklyn. 

appearances-  .  * 

For  Applicant:  Frederic  G.  Rita 
For  Opposition:  Moms  Greenfield,  Jerome  G.  Mc¬ 
Donough  and  David  A.  Erickson. 

ACTION  OF  BOARD— Chairman  read  committee  s  re¬ 
port  •  report  of  committee  on  inspection  adopted , 
Va  fnr  Calendar  Call  February  11. 


reopened  and  set  for  Calendar 
1930,  at  2  p.  m. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  Q 

Negative  .  0 

VOTETO  REOPEN"  AND'  SET '  FOR  CALEN- 

DAR  Affirmative:  Chairman  Walsh  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  Martin .  ’ 


THE 


THE 


in 
repair 


(598-29-BZ) 

Whereas,  Michael  Glick,  for  1601  Jerome  Avenue  Corp.. 
owner,  filed,  October  3,  1929,  an  application,  under  the  build 
ing  zone  resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  conversion  of  occupancj 
part,  from  store  occupancy  to  welding  and  motor  vehich 
shop;  premises  1601-1609  Jerome  avenue,  Borougl 

of  The  Bronx;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application  b 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
January  21,  1930,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin 
zone  resolution  show  that  Jerome  avenue  is  in  a  busines, 
district  -  East  174th  street  is  in  a  business  district;  heathei 
lied  lane  is  in  a  residence  district;  Mt  Eden  avenue  is  in 
business  and  unrestricted  district,  and  Inwood  avenue  is  i 

an  unrestricted  district;  and  _ 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  November  27,  1929  (re  certificate  of  occupancy 

“Your  request  for  a  certificate  of  occupancy  for  tl 
repair  shop  for  motor  vehicles  and  welding  is  here! 
denied  as  the  premises  arc  located  in  a  business  distri 
as  established  by  the  Building  Zone  Resolution, 
which  district  repair  shops  for  automobiles  are  prohibit, 
by  the  provisions  of  said  resolution.  ; 

Whereas,  the  existing  building  is  of  non-fireproof  co 
struction,  one  story  in  height,  with  a  frontage  of  105  : 
and  a  depth  of  125  ft. ;  it  is  proposed  to  change  the  occ 
pancv  from  stores  to  a  motor  vehicle  repair  shop;  and 
Whereas,  the  board  deemed  that  property  is  producti 
of  income  with  a  conforming  use  and  applicant  is  not  e 
titled  to  relief  on  the  grounds  of  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  bull 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  i 
and  it  hereby  is  denied.  £  j 


Negative  .  () 

Absent  . 


598-29-BZ. 

APPLICANT— Michael 
Corp.,  owner. 


Glick,  for  1601  Jerome  Avenue 


SUBJECT— Application  (re  decision  of  the  superintenden 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  conversion  of 
occupancy,  in  part,  from  store  occupancy  to  welding 
and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1601-1609  Jerome  avenue,  the 

Bronx. 

APPEARANCES— 

For  Applicant:  Michael  Click,  Jr., 

Glick,  Sr.  . 

For  Opposition:  Cornelius  J.  karey. 


and  Michael 


600-29-BZ. 

APPLICANT— S.  N.  Oppenheimer,  owner.  _ 
SUBJECT— Application  (re  decision  of  the  superintend. 

of  buildings),  under  section  2)  of  the  building  z< 
resolution,  to  permit  in  a  business  district  the  er 
tion  and  maintenance  of  a  gasoline  service  statu 
PREMISES  AFFECTED— Southeast  corner  of  Giftoi 
lane  and  Arthur  Kill  road,  Great  Kills,  Borot 
of  Richmond. 

APPEARANCES— 

For  Applicant:  S.  N.  Oppenheimer. 

For  Opposition :  F.  Gottschaldt. 

A.CTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . 

Negative:  Chairman  Walsh,  Commissioners 

° Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Absent  . 

THE  RESOLUTION— 

(600-29-BZ) 

Whereas  S.  N.  Oppenheimer,  owner,  filed,  October 
1929,  an  application,  under  the  building  zone  resolution 
permit  in  a  business  district  the  erection  and  mainteK 
of  a  gasoline  service  station ;  premises 
of  Giffords  lane  and  Arthur  Kill  road, 
igh  of  Richmond;  and 


southeast  co 
Great  Kills,  1 


OlH 
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vVhf.rf.as,  a  public  hearing  was  held  on  this  application  by 

•  board  of  standards  and  appeals,  at  its  regular  meeting, 
liuary  21,  1030,  after  due  notice  by  publication  in  the 
:  lletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
:ie  resolution  show  that  Arthur  Kill  road  is  in  a  business 
il  unrestricted  district;  Giffords  lane  is  in  a  business  dis- 
;t ;  Daleham  street  is  in  a  business  district,  and  Miles 
rnue  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  September  13,  1920  (App.  N.  B.  No.  1475-20), 

•  ds : 

“Your  application,  New  Building  No.  1475  of  1920, 
filed  September  12th  for  the  erection  of  a  one  story 
building  and  gasoline  station  on  the  southeast  corner  of 
Giffords  Lane  and  Arthur  Kill  Road,  Borough  of  Rich¬ 
mond,  is  hereby  disapproved  for  the  reason  that  it  is 
contrary  to  the  Zoning  Resolution  to  erect  a  gasoline 
station  in  a  ‘Business’  Zone.” ; 
d 

Whereas,  it  is  proposed  to  erect  an  office,  16  ft.  by  20  ft., 
ty  two  550-gallon  tanks  and  erect  four  pumps  for  the 
rpose  of  conducting  a  gasoline  service  station  within  a 
isiness  use  district ;  and 

Whereas,  the  board  deems  that  applicant  is  not  entitled 
:  relief  under  section  21  on  the  grounds  of  practical  diffi- 
:  ty  or  unnecessary  hardship  in  that  the  property  is  pro- 
7tive  of  a  reasonable  return  with  conforming  uses. 
Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ers  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
d  it  hereby  is  denied. 


'1-29-BZ. 

PLICANT — Philip  J.  Sinnott,  for  Harris  Fields  Corp., 

owner. 

i'BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station. 

REMISES  AFFECTED — 309-311  Patchen  avenue,  east 
side,  50  ft.  south  of  Chauncey  street,  Brooklyn. 
ij^PEARAN  CES — 

For  Applicant :  Philip  J.  Sinnott  and  George 
Schenkein. 

For  Opposition :  None. 

CTION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Absent  .  0 


HE  RESOLUTION— 

(407-29-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Harris  Fields  Corp., 
r  ner,  filed,  June  14,  1929,  an  application,  under  the  building 
me  resolution,  to  permit  in  a  business  district  the  erection 
;<1  maintenance  of  a  gasoline  service  station;  premises  309- 
■1  Patchen  avenue,  Borough  of  Brooklyn;  and 
V  hereas,  a  public  hearing  was  held  on  this  application  by 
'e  board  of  standards  and  appeals,  at  its  regular  meeting, 
nuary  21,  1030,  after  due  notice  by  publication  in  the 
illetin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
me  resolution  show  that  Patchen  avenue  is  in  a  residence 
ntrict,  and  Chauncey  street  and  Marion  street  are  in  a 
oidence  district ;  and 

W  herf.as,  the  decision  of  the  superintendent  of  buildings, 
ndered  June  4,  1020  (App.  No.  8523-20),  r£ads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II.  Sec.  4-A  of 
zone  resolution.” ; 
rd 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  on  Chauncey  street  and  100  ft.  on 
Patchen  avenue;  on  the  northerly  portion  of  the  plot  there 
is  located  a  two-story  garage  for  the  storage  of  five  motor 
vehicles ;  on  the  southerly  portion  there  is  located  an  auto¬ 
mobile  parking  space,  a  grease  pit,  two  gasoline  storage 
tanks  and  three  pumps;  the  question  under  consideration  is 
the  maintenance  of  this  gasoline  service  station  which  was 
installed  under  permits  afterwards  revoked  by  the  hre  com¬ 
missioner,  not  having  been  legally  issued ;  and 

Whereas,  the  board  deems  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 

1 96-29-BZ. 

APPLICANT — Max  Weber,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  the  extension,  from  a  busi¬ 
ness  district  into  a  residence  district,  of  a  proposed 
business  building  (stores). 

PREMISES  AFFECTED— 314  6 1  st  street,  south  side,  90 
ft.  east  of  Third  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD1 — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 


(196-29-BZ) 

Whereas,  Max  Weber,  owner,  filed,  March  25,  1029,  an 
application,  under  the  building  zone  resolution,  to  permit  the 
extension,  from  a  business  district  into  a  residence  district, 
of  a  proposed  building  (stores)  ;  premises  314  61st  street, 
south  side,  00  ft.  east  of  Third  avenue,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
July  26,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Third  avenue  and  Fourth  avenue 
are  in  a  business  district  and  61st  and  62nd  streets  are  in  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  14,  1929  (re  App.  No.  3530),  reads: 

“Proposed  store  to  be  located  partly  in  a  residential 
district  is  contrary  to  Art.  II,  Sec.  3  of  the  Zone 
Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  81  ft.  11  in.;  to  be  occupied  as  a  business 
building  (stores)  ;  and 

Whereas,  the  lot  is  cut  by  the  business  use  district  and 
residence  use  district  and  is  but  20  ft.  frontage,  the  board 
believes  it  justified  under  the  rules  of  exception,  section  7, 
subdivision  b;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  July  26,  1020,  on  certain  conditions,  and  applicant 
requested  an  extension  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
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it  affects  the  first  story  of  any  building  erected  on  the  prem¬ 
ises,  on  condition  that  the  business  occupancy  shall  be.  re¬ 
stricted  to  the  uses  only  permitted  in  business  use  districts  , 
that  the  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length;  that  the  required  rear  yard  shall 
be  established  and  maintained;  that  any  advertising  displayed 
shall  be  restricted  to  a  flat  wall  sign  on  the  frieze  of  the 
first  story  or  fixed  letters  on  the  plate  glass  windows  of 
the  store*  front;  that  all  permits  required  shall  be  obtained 
within  ninety  days  and  any  work  involved  completed  within 
six  months  from  the  date  of  this  action — January  21,  1930. 


449-29-BZ. 

APPLICANT— William  F.  Doyle,  for  100  Orange  Street 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension,  from  an 
unrestricted  district  into  a  business  district,  of  a 
proposed  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 94-98  Orange  street,  south  side, 

44  ft.  10  in.  west  of  Fulton  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Ruth  Ranson  and  J.  Elme:  E razee 
ACTION  OF  BOARD— Application  granted  cn  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(449-29-BZ) 

Whereas.  William  F.  Doyle,  for  100  Orange  Street  Corp., 
owner,  filed,  July  2,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  motor  vehicles;  premises  94-98 
Orange  street,  south  side,  44  ft.  10  in.  west  of  Fulton  street, 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  21,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fulton  street  is  in  an  unrestricted 
district ;  Henry  street,  to  a  point  100  ft.  east,,  is  in  a  business 
district ;  Hicks  street  is  in  a  business  district,  and  Orange 
street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  24,  1929  (App.  No.  8068-1929),  reads:  . 

“Proposed  public  garage  to  be  located  partly .  in  an 
unrestricted  and  partly  in  a  business  use  district  is  con¬ 
trary  to  Art.  II,  Sec.  4  A  of  Zone  Resolution.”; 

and  .  , 

Whereas,  the  proposed  building  is  to  be  of  fireprooi  con¬ 
struction,  five  stories  in  height,  with  a  frontage  of  62  ft.  4  in. 
and  a  depth  of  102  ft.  4  in.,  irregular;  to  be  occupied  as 
a  garage  for  the  storage  of  more  than  five  motor  vehicles ; 
a  portion  of  the  building  extending  into  the  business  district 
approximately  7  ft.  6  in. ;  and 

Whereas,  the  board  is  empowered  and  authorized  under 
the  rules  of  exception,  section  7,  subdivision  b ;  and 

Whereas,  the  greatest  portion  of  the  property  lies  within 
the  unrestricted  area,  the  board  deems  that  under  section  21 
a  denial  would  be  a  hardship  and  arbitrary  discrimination. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof ;  that  the  westerly 
gable  wall  shall  be  unpierced  throughout  its  entire  height 


and  length ;  that  there  shall  be  no  vehicular  exit  or  entrance 
or  gasoline  storage  maintained  within  the  business  use  area 
of  the  premises;  that  the  front  elevation  shall  be  finished 
with  light-colored  face  brick  or  natural  stone  with  dark- 
colored  face  brick  as  trimming  or  achitectural  terra  cotta  oi 
natural  stone  trim;  that  there  shall  be  no  advertising  dis¬ 
played  on  the  front  of  premises,  other  than  one  electric  pro-' 
jecting  sign,  indicating  the  name  and  title  of  business  con¬ 
ducted  on  the  premises ;  that  no  portable  gasoline  tank  shall 
be  operated  or  maintained  outside  the  premises,  and  that  al 
permits  required  shall  be  obtained  within  nine  months  anc 
any  work  involved  shall  be  completed  within  eighteen  month; 
from  the  date  of  this  action. 


615-29-BZ. 

APPLICANT— Amadeus  J.  Ward,  for  Vincent  Natale 
owner. 

SUBJECT— Application  (re  decision  of  the  superintenden 
of  buildings),  under  sections  7c  and  21  of  the  build 
ing  zone  resolution,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gasoline  servid 
station. 

PREMISES  AFFECTED— 291  East  233rd  street  and  420 
Katonah  avenue,  northwest  corner,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Amadeus  J.  Ward. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  conditior 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(615-29-BZ) 

Whereas,  Amadeus  J.  Ward,  for  Vincent  Natale,  owne 
filed,  October  14,  1929,  an  application,  under  the  buildin 
zone  resolution,  to  permit  in  a  business  district  the  erectic 
and  maintenance  of  a  gasoline  service  station ;  premises  25 
East  233rd  street  and  4201  Katonah  avenue,  northwest  co 
ner,  Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 1 
the  board  of  standards  and  appeals,  at  its  regular  meetin 
January  21,  1930,  after  due  notice  by  publication  in  tl 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildii 
zone  resolution  show  that  East  233rd  street,  north  side, 
in  a  business  district ;  East  233rd  street,  south  side,  is  in 
residence  district;  Katonah  avenue  is  in  a  business  distrn 
and  East  234th  street  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  October  1,  1929  (App.  N.  B.  1208-29),  reads: 

“1.  Plans  are  disapproved  as  a  gasoline  station  is  n 
permitted  in  a  business  district  per  Sec.  4,  Par.  (a), 
the  Amended  Building  Zone  Resolution  adopted  Octob 
3,  1924.”; 

and  •  • 

Whereas,  the  premises  consist  of  a  plot  of  ground  havi 
a  frontage  of  90.43  ft.  on  East  233rd  street  and  99.84 
on  Katonah  avenue;  on  the  southeast  corner  of  the  p 
there  is  located  a  two-story  frame  building;  on  the  northe; 
corner  of  the  plot  there  is  located  a  gasoline  service  stati 
consisting  of  two  gasoline  storage  tanks  and  three  pump 
along  the  westerly  line  of  the  portion  of  the  plot  now  oc< 
pied  as  a  gasoline  service  station,  said  line  being  appn 
imately  36  ft.  west  of  Katonah  avenue,  there  is  located 
wood  fence;  it  is  proposed  to  erect  a  retaining  wall  ale 
the  westerly  line  of  the  plot  in  question;  to  remove  1 
two-story  frame  building;  to  erect  grease  pits,  a  two-< 
garage,  a  one-story  office,  28  ft.  by  24  ft.  in  area,  and  p 
poses  to  relocate  the  tanks  and  pumps  and  occupy  the  ent 
plot  as  a  gasoline  service  station;  and 
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Whereas,  this  property  is  abutted  on  both  sides  by  non- 
;i forming  uses;  and 

Whereas,  under  section  Tg  applicant  has  filed  more  than 

•  per  cent  consents  of  area  deemed  affected  and  fixed  by 

:j:  board. 

'Resolved,  that  the  board  of  standards  and  appeals  does 
•eby  make  a  variation  in  the  application  of  the  use  dis- 
,;t  regulations  of  the  building  zone  resolution,  and  that 
'•  application  be  and  it  hereby  is  granted  on  condition  that 
-re  shall  be  erected  along  the  building  line  a  12-inch  con- 

•  te  curbing  not  less  than  12  in.  above  grade ;  that  there 
all  be  not  more  than  one  vehicular  opening  to  these  prem- 
,s  on  either  street  front;  that  no  vehicular  opening  shall 
;*;eed  a  width  of  10  ft. ;  that  there  shall  be  built  along 

rear  property  line  a  wall  of  approved  masonry  not  less 
:tn  10  ft.  in  height,  finished  on  inside  face  with  light¬ 
ered  face  brick;  that  no  gasoline  pump  shall  be  located 
•bin  10  ft.  of  the  building  line  on  either  street  front; 
t  the  one-story  proposed  structure  for  the  shelter  of  the 
vrators  and  patrons  of  the  premises  shall  be  finished  on 
outside  with  face  brick  or  light  cement  stucco  with 
lural  or  artificial  stone  trim;  that  any  other  building 
■  cted  on  these  premises  for  use  incidental  to  the  conduct 
ill  operation  of  this  station  shall  be  finished  with  face  brick 
>  light  cement  stucco  with  natural  or  artificial  stone  trim; 
It  there  shall  be  erected  on  the  corner  formed  by  the 
nrsection  of  Katonah  avenue  and  233rd  street  a  tri- 
,;ular  concrete  platform  not  less  than  12  ft.  in  depth  on 
:  ler  street  front,  to  be  maintained  unoccupied,  other  than 
>•:  electric  light  standard;  that  any  advertising  shall  be 
tricted  to  glass  globes  of  gasoline  pumps  or  flat  wall 


lettering;  that  drawings  shall  be  returned  to  this  board  for 
approval  m  accordance  with  the  foregoing  conditions  before 
submission  to  the  superintendent  of  buildings,  and  that  all 
permits  shall  be  obtained  within  six  months  and  any  work 
involved  shall  be  completed  within  one  year  from  the  date 
of  this  action. 


AREA  FIXED. 

(27-30-BZ) 

1  he  chairman  presented  and  read  a  communication  from 
Clayton  G.  Shirkey,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  motor  vehicle  repair  shop  and,  also,  the  installation  of 
a  gasoline  service  station;  premises  71-20  to  71-28  Hammels 
boulevard  and  324-330  Beach  72nd  street,  northeast  corner, 
Rockaway  Beach,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Hammels  boulevard  from  Beach  72nd 
street  to  a  point  400  ft.  northeast  of  premises  in  question, 
including  220  ft.  frontage  on  the  north  side  of  Amstel 
boulevard;  both  sides  of  Beach  72nd  street  from  a 
point  225  ft.  south  of  Hammels  boulevard  to  a  point 
400  ft.  north  of  premises  in  question,  not  including  the 
unrestricted  district;  both  sides  of  Beach  71st  street 
from  Hammels  boulevard  to  a  point  200  ft.  south  of 
Hammels  ‘boulevard. 


Adjourned  2.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  21,  1930. 

k 

’resent:  Chairman  Walsh,  Commissioners  Connell,  Hol- 
d  and  Guilfoyle  and  Deputy  Chief  Martin. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

-29-A. 

^  PELLANT— Edward  L.  Kelly,  for  Sadie  Rosen,  lessee. 

>  BJECT — Appeal  from  an  order  of  the  fire  commissioner. 

’EMISES  AFFECTED— 5501-5519  18th  avenue  and  1802- 
1812  55th  street,  southeast  corner,  Brooklyn. 

v PEARANCES— 

For  Appellant:  Edward  L.  Kelly. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

CHON  OF  BOARD— Laid  over  to  February  18,  1930, 
at  2  p.  m.,  for  further  consideration  by  the  fire 
department. 


i -29-A. 

k  PELLANT — Sigmund  Schuler,  for  United  Cigar  Stores 
Co.,  lessee. 

i  BJECT — Appeal  from  an  order  of  the  fire  commissioner. 
’EMISES  AFFECTED— 1029  East  163rd  street  and  943- 
947  Southern  boulevard,  northwest  corner,  The 
i  Bronx. 

l PEARANCES— 

For  Appellant :  Sigmund  Schuler. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

lTION  OF  BOARD — Appeal  withdrawn. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


424-29-A. 

APPELLANT — Sanka  Coffee  Corp.,  lessee. 

SUBJECT — Appeal  from  a  decision  and  an  order  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED — 301  Madison  avenue,  Manhat¬ 


tan. 

APPEARANCES— 

B'or  Appellant:  A.  J.  Grossman. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Absent  .  0 

THE  RESOLUTION— 

(424-29-A) 


Whereas,  Sanka  Coffee  Corp.,  lessee,  filed,  June  22,  1929, 
an  appeal  from  a  decision  and  an  order  of  the  superintendent 
of  buildings,  affecting  premises  301  Madison  avenue,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  5,  1929,  reads: 

“2.  The  3rd  and  4th  floors  should  be  designed  to 
sustain  a  live  load  of  120  lbs.  per  sq.  ft.  if  intended 
to  be  used  for  any  other  business  purposes  other  than 
offices.” ; 
and 
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Whf.rf.as,  the  order  of  the  superintendent  of  buildings, 
dated  May  27,  1929  (Order  No.  1185),  reads: 

“In  that  the  building  is  occupied  as  cellar,  kitchen ; 

1st  and  2nd  floors,  restaurant ;  3rd  and  4th  floors, 
manufacturing;  instead  of  storage,  stores  and  offices, 
contrary  to  Certificate  of  Occupancy  No.  7048-23  issued 
by  the  Superintendent  of  Buildings.” ; 

a"\V  iierkas,  the  building  is  non-fireproof,  five  stories  in 
height  24  ft.  by  100  ft.  in  area  at  first  story  and  24  ft.  by 
90  ft.  in  area  above;  OCCUPIED:  cellar,  kitchen,  10  per¬ 
sons;  1st  and  2nd  stories,  restaurant,  250  seats;  3rd  story, 
office  and  manufacture  of  shirts,  15  persons;  4th  story,  office 
and  tailoring,  15  persons ;  5th  story,  offices,  15  persons; 
located  within  a  retail  use  district ;  and 

Whereas,  the  appellant  claims,  as  to  Item  2  of  the  de¬ 
cision  that  there  are  only  three  persons  engaged  at  shirt 
making  on  the  third  story  and  one  person  engaged  at  cut¬ 
ting  on  the  fourth  story;  that  the  building  was  erected 
prior  to  1913,  and  under  such  conditions  the  ordinance 
respecting  floor  loads  is  inapplicable.  _ 

Resolved,  that  the  decision  and  order  of  the  superintendent 
of  buildings  be  and  they  hereby  are  affirmed,  and  that  the 
appeal  be  and  it  hereby  is  denied. 

564-29-A. 

APPELLANT — Robert  W.  Maloney,  for  One  Fifty  Nassau 
Street  Corp.,  owner.  .  . 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 150  Nassau  street  and  2-6 
Spruce  street,  southeast  corner,  Manhattan. 

APPEARANCES— 

For  Appellant:  Nicholas  P.  Callahan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE  TO  GRANT—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  0 

Negative  .  ® 

Absent  . '• .  0 

THE  RESOLUTION— 

(564-29-A) 

Whereas,  Robert  W.  Maloney,  for  One  Fifty  Nassau 
Street  Corp.,  owner,  filed,  September  16,  1929,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
150  Nassau  street  and  2-6  Spruce  street,  Borough  of  Man¬ 
hattan;  and  „  .  .  ,  .  , 

Whereas,  the  order  of  the  fire  commissioner,  dated 

August  6,  1929  (Order  No.  50565-F),  reads: 

“1.  Provide  iron  shutters  at  all  openings  in  _  the 
exterior  wall  above  1st  story  which  are  distant  in  a 
direct  line  less  than  30  ft.  from  any  opening,  in  any 
other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50  ft.,  above  a 
neighboring  roof  at  east  and  south  sides  of  building,  or 
other  approved  protection,  as  per  Sec.  375,  Art.  18,  Ch.  5 
of  the  Code  of  Ordinances.” ; 

Whereas,  the  building  is  fireproof,  twenty-two  stories  in 
height,  with  a  three-story  pent  house,  with  a  frontage  of 
100  ft  6  in  on  Nassau  street  and  94  ft.  9  in.  on  Spruce 
street;  OCCUPIED:  basement,  store,  25  persons;  1st  story, 
store,  50  persons ;  2nd  story,  office,  50  persons ;  3rd  to  20th 
stories,  offices,  40  persons  each  story;  21st  and  22nd  stories, 
offices  15  persons  each  story;  a  total  of  8 < 5  persons  in  the 
entire  building ;  there  are  windows  in  the  easterly  wall  in  the 
6th,  7th,  8th.  9th  and  10th  stories  which  are  within  50  ft. 
of  the  neighboring  roof  of  No.  8  Spruce  street  and  within 
30  ft  of  windows  in  the  building  Nos.  16-18  Beekman 
street-  there  are  windows  in  the  southerly  wall  from  the 
second  storv  to  the  twentieth  story,  easterly  side,  which  are 


within  30  ft.  of  windows  in  building  Nos.  16-18  Beekman 
street  and  No.  140  Nassau  street;  there  are  windows  in  the 
southerly  wall,  westerly  side,  from  the  sixteenth  to  twentieth 
stories,  which  are  within  50  ft.  of  the  fireproof  roof  of  No. 
140  Nassau  street;  and 

Whereas,  appellant  contends  that  the  openings  in  the 
building  Nos.  16-18  Beekman  street  are  provided  with  fire¬ 
proof  windows ;  that  there  are  no  openings  in  the  wall  oi 
No.  8  Spruce  street. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  windows  in  the  southerl) 
wall,  not  on  the  course  of  fire  escape,  stair  hall,  public 
corridor  or  shaft,  and  denied  in  all  other  respects. 


BUILDING  ZONE  CASES. 


415-29-BZ. 

APPLICANT— Bertram  G.  Eadie,  for  Horatio  J.  Sharrett 
owner.  >■ 

SUBJ  ECT— Application  (re  decision  of  the  superintenden 
of  buildings),  under  sections  7g  and  21  of  th 
building  zone  resolution,  to  permit  in  a  business  dis 
trict  the  erection  and  maintenance  of  a  gasolin 
service  station. 

PREMISES  AFFECTED— 1389  Forest  avenue  and  5  Bar 
rett  avenue,  northeast  corner,  Port  Richmond,  Boi 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None.  * 

For  Opposition :  Irving  Novis,  Oscar  Borth  an 
Solomon  Gelb. 

ACTION  OF  BOARD— Laid  over  to  February  18,  193i 
at  2  p.  m.,  on  written  request  of  applicant. 


479-29-BZ. 

APPLICANT— Janies  E.  Smyth,  for  Caverly  Holdii: 
Corp.,  owner.  .  I 

SUBJECT— Application  (re  decision  of  the  superintende 
of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  garage  for  the  storage  ■ 
more  than  five  (5)  motor  vehicles  and  a  gasoli 
service  station. 

PREMISES  AFFECTED— 3459-3469  Fulton  street  a 
234-246  Grant  avenue,  northwest  corner,  Brookl) 

APPEARANCES— 

For  Applicant:  Dennis  M.  Hurley. 

For  Opposition:  John  J.  Leary,  Mrs.  John  J.  Leai 
Richard  Grenstone  and  John  M.  Hertz. 

ACTION  OF  BOARD— Laid  over  to  March  4,  1930,  at 
p.  m.,  for  inspection  and  report  by  a  committee 
board. 


894-28-BZ.  I 

APPLICANT — McCooey  &  Conroy,  for  Gustaf  Lars< 
owner.  . 

SUBJECT— Application  (re  decision  of  the  superintend 
of  buildings),  under  section  21  of  the  building  z( 
resolution,  to  permit  in  a  business  district  the  er 
tion  and  maintenance  of  a  gasoline  service  stati 

PREMISES  AFFECTED— 2702-2712  Foster  avenue,  sou 
east  corner  of  Rogers  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  18,  1930 
2  p.  m.,  on  request  of  applicant’s  representativi 


305-29-BZ. 

APPLICANT — William  L.  Morris,  for  Mansfield  Impro 
ment  Corp.,  owner. 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  ami  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

/REMISES  AFFECTED1 — 1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J,  Brooklyn. 
APPEARANCES — 

For  Applicant:  William  L.  Morris. 

For  Opposition:  Jacob  Kirshenbaum. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at 
2  p.  m.,  on  request  of  applicant. 


66-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grand  Boulevard  and 
Concourse  Co.,  owner. 

>UBJ  ECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  from  residence 
to  business  (store)  purposes. 

’REMISES  AFFECTED — 1403  Grand  Concourse  and  167- 
183  East  170th  street,  northwest  corner,  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  J.  P.  Wilson. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1930, 
at  10  a.  m.,  on  written  request  of  applicant. 


38-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Abraham  &  Straus, 
Inc.,  owner. 

[SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  of  a  department  store  building  with  a  garage 
for  the  storage  of  more  than  five  motor  vehicles 
constructed  and  maintained  in  the  third  basement 
story. 

’REMISES  AFFECTED — 408-438  Fulton  street,  south¬ 
east  corner  of  Gallatin  place,  Brooklyn. 
APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


-27-29-BZ. 

APPLICANT— Henry  C.  Brucker,  for  Daniel  Noble, 

owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings )t  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— North  side  of  47th  avenue 
(Hurd  avenue),  42  ft.  west  of  Bell  avenue,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES — 

For  Applicant:  Stephen  F.  Burkhard  and  Brinton 

C.  Bell. 

For  Opposition:  William  V.  O’Donnell. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


512-29-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Jennie  Marino, 
owner. 

SUBJECT — -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  64th  ave¬ 
nue  and  Fresh  Meadow  road,  Flushing,  Borough 
of  Queens. 

APPEARANCES — 

For  Applicant :  Stephen  F.  Burkhard. 

For  Opposition:  Henry  Kattelman. 

ACTION  OF'  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  Deputy  Chief  Martin .  1 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent  .  o 

THE  RESOLUTION— 

(512-29-BZ) 


Whereas,  Henry  C.  Brucker,  for  Jennie  Marino,  owner, 
filed,  August  2,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  south¬ 
east  corner,  of  64th  avenue  and  Fresh  Meadow  road,  Flush¬ 
ing,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  21,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fresh  Meadow  road  is  in  a  business 
district;  64th  avenue,  north  side,  is  in  a  business  district; 
64th  avenue,  south  side,  is  in  a  residence  district ;  Horace 
Harding  boulevard  is  in  a  business  district,  and  174th  street 
is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  27,  1929  (Plan  No.  N.  B.  5227-1929),  reads: 

“1.  A  gas  station  is  not  permitted  in  a  business 
district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  82  ft.  1  in.  on  64th  avenue  and  162  ft.  on 
Fresh  Meadow  road,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  15  ft.  by  20  ft.  in  area,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  the  board  deems  that  applicant  did  not  substan¬ 
tiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and  it 
hereby  is  denied. 


587-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Harry  Rosenbaum, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  extension  of  a  business  use  (store  and 
bakery). 

PREMISES  AFFECTED — 8015  20th  avenue,  east  side,  60 
ft.  north  of  81st  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Frank  L.  Schepp. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
CMef  Martin .  5 
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Negative 
Absent  . 


0 

0 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(587-29-BZ) 


Whereas,  William  F.  Doyle,  for  Harry  Rosenbaum, 
owner,  filed,  September  27,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  extension  of  a  business  use ;  premises  8015  20th  avenue, 
east  side,  60  ft.  north  of  81st  street,  Borough  of  Brooklyn; 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  21,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  20th  avenue,  east  side,  from  80th 
street  to  81st  street,  is  in  a  residence  district;  20th  avenue, 
west  side,  from  80th  street  to  81st  street,  is  in  a  business 
district;  20th  avenue,  'both  sides,  from  79th  street  to  80th 
street  is  in  a  residence  district,  and  20th  avenue,  both 
sides,  from  81st  street  to  82nd  street,  is  in  a  residence  dis- 

f  Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  28,  1929  (App.  No.  13154-29),  reads : 

“1.  Proposition  being  contrary  to  Zone  Resolution. 
Art.  II,  Sec.  6,  is  hereby  denied.  (Proposed  extension 
of  business  building  in  a  residential  zone).  , 

^Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  20  it. 
and  a  depth  of  90  ft.  in  first  story,  45  ft.  above;  to  permit 
in  a  residence  district  the  extension  of  a  business  use;  and 
Whereas,  it  is  proposed  to  extend  the  business  use  exist¬ 
ing  on  the  first  story,  and  the  board  is  empowered  under 
the  provisions  of  section  7a  under  such  circumstances  to 

grant  such  an  extension;  and  .....  ..  .. 

Whereas,  the  board  deems  that  a  denial  of  the  application 
would  constitute  arbitrary  discrimination  against  the  appli¬ 
cant  and  unnecessary  hardship  and  practical  difficulty  would 
devolve  upon  him,  as  within  the  meaning  of  section  21  ot 

the  building  zone  resolution.  ,  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  as  far  as  it 
affects  the  first  story,  on  condition  that  there  shall  be  mam- 
tained  at  the  rear  a  yard  not  less  than  10  ft.  in  depth  for 
the  entire  width  of  the  premises ;  that  the  baking  operation 
conducted  on  the  premises  shall  be  restricted  to  _  electric  or 
gas  heat;  that  all  permits  required  shall  be  obtained  within 
six  months  and  all  work  involved  thereby  completed  within 
one  year  from  the  date  of  this  action. 


467-29-BZ.  #  . 

APPLICANT— Bennett  &  Koeppel,  for  Luigina  Ciaccio, 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  residence  buildings  with 
store  occupancy  on  the  first  story. 

PREMISES  AFFECTED— 1701  77th  street  and  7613-7623 
17th  avenue,  northeast  corner,  Brooklyn. 

APPEARANCES—  ,  T  . , 

For  Applicant:  Edward  L.  Kelly. 

For  Opposition:  Joseph  R.  Ascuitto,  Saul  Schmitt, 
Miss  H.  V.  Stein,  Mrs.  Wall  and  Mrs.  Taylor. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „r  ,  ,  _ 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 


THE  RESOLUTION— 

(467-29-BZ) 

Whereas,  Bennett  &  Koeppel,  for  Luigina  Ciaccio,  owner, 
filed,  July  12,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  residence  building  with  store  occupancy  on 
the  first  story;  premises  1701  77th  street  and  7613-7623  1  •  th 
avenue,  northeast  corner,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  21,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  77th  street  is  in  a  residence  dis¬ 
trict  ;  17th  avenue  is  in  both  residence  and  business  dis¬ 
tricts,  and  76th  street  is  in  a  residence  district  ;•  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  24,  1929  (Applic.  Nos.  9847-1929  and  9848- 

1929),  reads:  . 

“Proposed  stores  to  be  located  in  a  residential  dis¬ 
trict  are  contrary  to  Art.  II,  Sec.  3  of  Zone  Resolu¬ 
tion.”  ; 

Whereas,  the  proposed  building  is  to  be  of  non- fireproof 
construction,  two  and  three  stories  in  height,  with  a  frontage 
of  190  ft.  and  a  depth  of  50  ft.  and  60  ft.,  irregular;  to  be 
occupied  as  a  residence  building  with  store  occupancy  on 

the  first  story ;  and  I  J 

Whereas,  the  property  involved  faces  three  corners  al¬ 
ready  invaded  by  store  use  on  the  first  story ;  and 

Whereas,  the  application  is  supported  by  forty  consents 
of  affected  property  owners  and  the  greater  part  of  the 
objection  comes  from  abutting  property  owners  of  stores, 
apprehensive  of  possible  competition ;  and  _ 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story,  ground  floor,  on  the  17th  avenue  front, 
on  condition  that  the  remainder  of  any  building  erected  on 
the  premises  shall  be  restricted  to  conforming  residential  use 
and  occupancy  and  shall  be  not  less  than  two  stories  in 
height;  that  there  shall  be  no  show  window  construction 
or  display  permitted  on  the  77th  street  front;  that  there 
shall  be  a  masonry  pier  returning  on  the  17th  avenue  from 
of  not  less  than  16  in.  in  width ;  that  any  window  opening! 
incorporated  on  the  77th  street  front  shall  be  of  fixed  sasl 
and  the  sills  of  which  shall  be  not  less  than  6  ft.  6  in.  above 
sidewalk  level ;  that  no  advertising  of  any  nature  or  descrip 
tion  shall  be  exposed  or  displayed  on  the  77th  street  front 
that  any  advertising  displayed  on  the  17th  avenue  fron 
shall  be  limited  to  flat  wall  signs  located  on  the  frieze  of  the 
store  front  or  to  fixed  lettering  on  the  plate  glass  shov 
windows;  there  shall  be  no  merchandise  or  wares  expose 
or  displayed  outside  the  building  line  of  premises;  that  n< 
part  of  the  premises  shall  be  occupied  or  maintained  as  ; 
fish  store  or  meat  market;  that  any  permits  required  shal 
be  obtained  within  six  months .  and  all  _  work  complete 
within  one  year  from  the  date  of  this  action. 


483-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Golran  Realty  Corp 

owner.  , 

SUBJECT— Application  (re  decision  of  the  superintends 
of  buildings),  under  section  21  of  the  building  zon 
resolution,  to  permit  in  a  business  district  the  ere( 
tion  and  maintenance  of  a  gasoline  service  statioi 
PREMISES  AFFECTED— Southwest  corner  of  Brady  av< 
nue  and  White  Plains  avenue,  The  Bronx. 
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GPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  None. 

ilTION  OF  BOARD — Application  granted  on  condition. 
BE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(483-29-BZ) 

.Vhereas,  William  F.  Doyle,  for  Golran  Realty  Corp., 
|ner,  filed,  July  18,  1929,  an  application,  under  the  building 
resolution,  to  permit  in  a  business  district  the  erection 
1  maintenance  of  a  gasoline  service  station ;  premises 
ithwest  corner  of  Brady  avenue  and  White  Plains  avenue, 
trough  of  The  Bronx;  and 

Vhereas,  a  public  hearing  was  held  on  this  application  by 
I  board  of  standards  and  appeals,  at  its  regular  meeting, 
‘uiary  21,  1930.  after  due  notice  by  publication  in  the 
lletin  of  the  Board  of  Standards  and  Appeals;  and 
I  Vherf.as,  the  use  district  maps  accompanying  the  building 
>e  resolution  show  that  White  Plains  avenue  is  in  a  busi¬ 
es  district;  Brady  avenue,  west  of  a  point  100  ft.  east  of 
nite  Plains  avenue,  is  in  a  business  district;  Bronxdale 
nue  is  in  a  business  district,  and  Bronx  Park  East  is  in  a 
i  dence  district ;  and 

Vhereas,  the  decision  of  the  superintendent  of  buildings, 
dered  July  10,  1929  (App.  No.  N.  B.  911-1929),  reads: 

“l.  Erection  and  maintenance  of  gasoline  service 
station  in  business  district  is  contrary  to  provisions  of 
Building  Zone  Resolution.” ; 

Vhereas,  the  premises  consist  of  a  plot  of  ground  having 
rontage  of  174.62  ft.  on  White  Plains  avenue,  162.65  ft. 
Bronxdale  avenue.  77.63  ft.  on  Bronx  Park  East  and 
■'.35  ft.  on  Brady  avenue,  upon  which  it  is  proposed  to 
"t  a  one-story  office  and  accessory  store  and  to  install 
necessary  tanks  and  pumps  for  a  gasoline  service  sta- 
:  and 

\  hereas,  the  property  involved  embraces  an  irregular 
'  lying  substantially  in  the  bed  of  the  road  formed  by 


the  intersection  of  Brady  avenue,  Bronxdale  avenue,  White 
1  fains  ayenue  and  Bronx  Park  East  and  facing  on  one 
street  front,  unrestricted  district;  and 

Whereas,  the  only  improved  adjoining  property  has 
filed  consent  and  there  has  also  been  obtained  the  consent  of 
the  entire  street  front  otherwise  involved  and  no  objection 
has  been  filed;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  at  the  building  line  on  all  street 
fronts  a  concrete  curbing  not  less  than  12  in.  in  height 
above  grade  and  12  in.  in  width;  that  there  shall  be  not 
more  than  two  vehicular  entrances  on  any  street  front,  other 
than  the  Bronx  Parkway  frontage,  which  shall  be  restricted 
to.  one  vehicular  entrance;  that  no  entrance  shall  exceed  a 
width  of  10  ft.  in  the  clear,  and  that  there  shall  be  erected 
at  each  side  of  each  entrance  and  along  the  street  not 
more  than  8  ft.  apart  masonry  posts,  to  be  not  less  than  18 
in.  square  or  in  diameter  with  heavy  linked  chains,  con¬ 
necting  these  posts,  not  less  than  2  ft.  6  in.  above  grade  level 
or  place  iron  rail  between  said  posts ;  that  there  shall  be 
no  gas  pump  erected  within  10  ft.  of  the  building  line;  that 
the. buildings  erected  upon  the  property  shall  be  of  attractive 
design,  circular  or  rectangular,  located  on  the  Brady  avenue 
front,  finished  on  the  exterior  with  material  of  light-colored 
enameled  brick  or  white  cement  stucco  or  natural  stone; 
that  the  curb  cuts  shall  be  located  directly  in  front  of  each 
vehicular  opening;  that  any  advertising  displayed  shall  be 
restricted  to  the  glass  globes  of  the  gasoline  pumps  or  fiat 
wall  signs  on  the  structures  erected  on  the  premises;  that 
a  return  of  the  drawings  shall  be  made  to  this  board  for 
approval  in  accordance  with  the  foregoing  stipulations  before 
submission  to  the  bureau  of  buildings;  that  all  permits  re¬ 
quired  shall  be  obtained  withirr  six  months  and  any  work 
involved  thereby  completed  within  one  year  from  the  date 
of  this  action. 


Adjourned  7.00  p.  m. 


William  J.  O  Gorman,  Secretary. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


•  dopted  bv  the  Board  of  Standards  and  Appeals,  April 
■1920,  under  Cal.  No.  1 53-20- S. 

he.  use  of  hydrated  lime  in  all  classes  of  concrete  con- 
iction  shall  not  be  prohibited  when  used  in  accordance 
'  the  conditions  hereinafter  set  forth, 
he  hydrated  lime  shall  conform  with  the  standard 
•ifications  for  this  material  which  have  been  adopted 
'ihe  American  Society  for  Testing  Materials. 

•  he  maximum  amount  of  hvdrated  lime  which  may  be 

eon  form  with  the  following  table.  aTT  weights 
U>infT  amount  linie  which  mav  he  incorporated 
each  ninety-five  pound  bag  of  Portland  cement: 


l-lka-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


applicants,  under  the  building  zone  resolution,  desire 
vs  of  Form  7NO,  for  notices  to  property  owners,  such 
•’.a  are  not  to.  be  supplied  by  ihis  office. 

•io  applicant  is  entitled  only  to  one  copy  of  form  7NO, 
>erly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

1U29-27-A — 39  Fifth  avenue,  Manhattan. 

1030  27-A— 13-16  Central  Park  West,  Manhattan. 

1031  27- A— 20-28  West  72nd  street,  Manhattan. 

1032  27-A— 242-248  West  76th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA— Crocker  Gas  Valve,  approval  of. 

799-22- S A — Kennel  1  Gas  Cut-Off  Valve,  approval  of. 

1 173-22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sys 
terns,  approval  of. 

1249-22-SA— Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124-23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125  23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-S A — S-  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-S A — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

279-23  SA  —  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-SA— “Automatic"  Deluge  Valve,  approval  of. 
443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

525 -23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook 
lyn  Co.) 

959  23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 

1243  23  SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550  23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

492 -24- S A — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

1016-24-SA— Mi.lnes  Oil  Burner,  approval  of. 

U42-24-S  A— Decker  Oxohydrogen  Oil  Burner,  approval  of 
1 146-24-SA— Salvo  Fire  Extinguisher,  approval  of. 

1359-24  SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of 
i .->00  24  S A  —  Smolensky  Check  Valve,  approval  of. 

558-25- S A — Globe  Dry  Pipe  Valve  Accelerator,  approval 
of. 

985-25- S A — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

1263- 25  SA  — Phister  Carbon  Tetrachloride  Fire  Extinguish 

er,  approval  of. 

1 264 - 25- S A — Koerting  Gear  Pump,  approval  of. 

1346-25-S A— Palmer  Gravity  Lock,  approval  of. 

353-26-SA — Signal  Weatherproof  Bells,  approval  of. 
364-26-SA— Kork-n-Seal,  approval  of. 

397-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26- S A- -Pyrolithic  Floor  and  Ceiling  Construction,  ap 

proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 


187- 27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-S A — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-27-S A — Cook's  Automatic  Oil  Burner,  approval  of. 
977-27 -SA — Rontec  Rotary  Pump,  approval  of. 

1 102  27  -SA — Allen’s  Recessed  Fire  Department  Standpipr 
Siamese  Connection,  approval  of. 

188- 28-SA — Faraday  Waterflo  Alarm  Panel,  approval  of. 

2 1 3-28- S A — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511  23-SA — Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

775-28-SA — Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

79-29-SA — Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-S A — Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

185- 29-SA — National  Airoil  High  Pressure  Burner,  ap¬ 

proval  of. 

1 86- 29-SA — National  Airoil  Low  Pressure  Burner,  ap¬ 

proval  of. 

209- 29-SA — A  Diamond  “S”  2J4-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “/S”  250  lbs.  2j4-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 
268-29-SA — Fairbanks  2J4- Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 
295-29-SA — 'Combustion  Fuel  Oil  Burner,  Type  “B,”  ap¬ 
proval  of. 

380-29-SA — 'Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA — Crystal  Blue  Flame  Oil  Burner,  approval  of. 
426-29-SA — Crown  Oil  Burner,  Type  XA,  approval  of. 
535-29-S A — Croker  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 
571  -29 -S A — The  Carborundum  Burner,  approval  of. 
591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29- S A — -  Elect  roma  tic  Oil  Burner,  approval  of. 
637-29-S A — Merco  Oil  Burner,  approval  of. 

65 7-29- S A — Sunflower  Oil  Burner,  Model  S-l,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  tht 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  thi 
at'OeUant,  applicant  or  petitioner  of  record. 
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APPLIANCES 


FUEL  OIL  BURNERS 

Approved  by  the  Board  of  Standards  and  Appeals 

nTn-lp"™"  Calendar  No. 

B.  C.  0.1  Burner  .  1295-24-SA 

tna  Automatic  Oil  Burner .  1547-23-SA 


addin  Oil  Burner .  9Qa  9R 

exander  Oil  Burner . 1 !! .'  mSsA 

ithony  Nebulyte  Oil  Burner .  1026  22  SA 

K0il  ^H?ea!x^aChi^-  V  •  •: . 632-26-SA 

bcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-SA 

ker  Automatic  House  Heating  Burner....  1323-22-SA 

ker  Oil  Burner,  Model  L,  Gun  Type......  404-29-SA 

Hard  Automatic  Oil  Burner .  1363-23-SA 

Hard  Low  Pressure  Mechanical  Oil  Burner  1493-22-SA 

Hard  Jr.  Oil  Burner .  qa 

!lard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Hard  Super  Domestic  Oil  Burner .  939-24-SA 

ard  Domestic  Fuel  Oil  Burner ......  1184-22  SA 

ggren  Oil  Burner .  704-20-SA 

Qbrex  Burner .  1464-21-SA 

!  tendorf  Oil  Burner .  731-28-SA 

nwell  Mechanical  Burner . ,  957. 


Name  °f  Bur"*r  Calendar  No. 

Moise  Conical  Type  Steam  Atomizing  Burner  938-25-SA 

Mari-  Oil  Heat  Machine .  765-26-SA 

Maxon  0,1  Burner  (New  Style) .  1036-22-SA 

May  Oil  Burner .  fiS-su-QA 

♦Mayflower  Oil  Burner .  124-29-SA 

♦Mcllvane  .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  *A” .  1032-25-SA 

Morrissey  Oil  Burner .  673-2’-SA 

Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  9aQ-2t-SA 

Morse  Fuel  Oil  Burner .  .  820-23-SA 

*Moussette  Oil  Burner .  887-2R-<?A 

■"National  Rotary  Oil  Burner .  830-2X-SA 

*New  Process  Oil  Burner .  1071-27-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

■"Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

*Nokol  Automatic  Heater .  1078-24-SA 

North  American  Low  Pressure  Oil  Burner..  792-20-SA 


oroil  Burner-Type  A  a!  ! .' .' .' .' .' .' .' .' .' !  '.  1361-24-Ia  21!  5“™cr .  773-20-S  A 


-SA 

ltU7f  °ud  -BU,rn^M  v; . • . ’ '  *  1'57-28-SA 

n  Mechanical  Oil  Burner .  942-21-SA 

nbustion  Fuel  Oil  Burner . . .  no5-22-SA 

nmonwealth  Oil  Burner . .  348-28-SA 

nell  No.  1  Type  A  Oil  Burner .  397-23-SA 

scent  Oil  Burner. .  222-28- S A 

stal  Blue  Flame  Oil  Burner .  423-29-SA 

il  Mechanical  Fuel  Oil  Burner . ....  I3-21-SA 

d  Vaporizing  Oil  Burner . .  915-26-SA 

t-o-matic  Oil  Burner . 663-28-SA 

;ierty  Oil  Burner .  943-20-SA 

ier  Automatic  Oil  Burner .  481-27-SA 

ktrol  Automatic  Oil  Burner .  259-25-SA 

[o  Burner . 1414-23-SA 

uprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

3  Oil  Gas  Burner .  1431-23  SA 

■Itless  Oil  Burner . .  493-24  SA 

Turbine  Burner . ...".I  26-22-SA 

d  Heat  Domestic  Fuel  Oil  Burner,  Type 

.  1094-27-SA 

er  Oil  Burner .  715-26-SA 

lkfort  Type  P  Oil  Burner .  1046-23-SA 

lkhn  Domestic  Oil  Burner .  560-26-SA 

'  Fuel  Oil  Burner .  111-26-SA 

brt  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

'  Oil  Burner .  1231-23-SA 

dspeed  Automatic  Oil  Burner .  957-27-SA 

&  Fuel  Oil  Atomizer .  jog-o?  SA 

-  Ojl  I Burner . ...W"  Ill  tl  SA 

i  met  Oil  Burner .  1278-21-SA 

dinge  Oil  Burner  and  Pump  Set .  813-25-SA 

i  Automatic  Oil  Burner .  1162-24-SA 

1  :.k  Venturi  Low  Pressure  Oil  Burner _  88-27-SA 

,at°r.  O'1  Burner .  I346-23-SA 

Oil  Burner .  328-27-SA 

'er  Domestic  Oil  Burner .  1211-25-SA 

Mo  Fuel  Oil  Burner  1-27 . 5-24-SA 

'national  Oil  Burner .  1305-24-SA 

imn  Improved  Rotary  Fuel  Oil  Burner..  938-22-SA 

'  Oil  Burner .  852-26-SA 

G  Oil  Burner . .  846-25-SA 

'vHeek.?,LBurner .  62-24-SA 

Ms.no  Oil  Burner .  443-28-SA 

’ence  May  Oil  Burner .  1034-27-SA 

ty^U^0matic  Heater .  129-28-SA 

i -  Oil  Burner .  155-20-SA 

Ivel  Low  Pressure  Burner .  859-20-SA 

’rlight  Oilheat  Burner .  628-23-SA 

*  Used  mainly  in  domestic  installations. 


Orr  Fuel  Oil  Burner 

Paramount  Oil  Burner .  iiQa-9*  q  * 

♦Pascoe  Oil  Burner  and  Pump  Set . *  1029-26-SA 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

Petro  Domestic  Burner .  jgj  , 

Petro  Mechanical  Burner  and  Air  Register.*. 

♦Petro  Burner,  Model  O . 

i  ioueer  Automatic  Oil  Burner . 

Burner  . 


113-20-SA 


20-SA 
735-24-SA 
78-28-SA 
1259-27-SA 


0  „  . .  044-2I-SA 

Uuinn  Oil  Burning  Equipment .  q«7  o,  ca 

•Kayfield  Oil  Burner..... .  .  504  28  SA 

Ray  Rotary  Fuel  Oil . .  .  .  .  .  .  . soImIIa 

♦Re-Ly-On  Oil  Burner .  74R-20-SA 

♦Remington  Oil  Burner. .  891-20-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil 

•Rickard1  onerB„;„er: : : : ; : : ; ; ; ; ; ; . ; ; ; ; ; ; ; ; ;; 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

♦Schulse  Home  Oil  Burner . .  ’  *  *  1487-23-SA 

♦Security  Oil  Burner.. . ’  50-28-SA 

♦Silent  Automatic  Oil  Burner . .  .  .  458-26-SA 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-SA 
Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-SA 

Steam  pil  Burner. .  183-22-SA 

■  Stroud-in-the-Door  Bumer .  12Q-97.S4 

♦Stuhler  Oil  Burner .  618-27-SA 

♦Summerheat  Oil  Burner . 581-20-SA 

♦Sundstrand  Automatic  Oil  Burner .  755-20-SA 

S'H  face  Combustion  Low  Pressure  Burner..  92-23-SA 

♦Sword  Automatic  Oil  Burner .  9.‘51-2.’>-SA 

♦Tabor  Automatic  Oil  Heaer,  Type  “D”  778-28  SA 

Tate-Jones  Fuel  Oil  Burner.  “L”  Type....'.'.*  1254-24-SA 

late-Jones  No.  6  Oil  Burner .  1444-23-SA 

♦Timken  Oil  Burner,  Model  20 .  287-28-SA 

♦Timken  Rotary  Oil  Burner . ’’’’  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner....  123-23-SA 

♦Torridheat  Oil  Burner .  63-28-SA 

♦Uni-Lec-Tric  Oil  Burner .  498-29-SA 

♦United  States  Oil  Burner .  620-28-SA 

♦Universal  Fuel  Oil  Burner . ....  fi-24-SA 

♦Vesta  Oil  Burner . 451-20-SA 

♦Wayne  Oil  Burner  Pump  and  Fan  Set . '  1155-25-SA 

■"Williams  Oil-o-matic  Fuel  Oil  Burner .  918-22-SA 

♦Winslow  Industrial  Burner .  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  January  22,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 


Requests  to  reopen . 

Requests  to  amend .  0 

Requests  for  modification . 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  6 

Requests  for  extension  of  permit .  0 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  0 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  471 

Disposed  of .  81 

Cases  pending  January  22,  1930 .  390 


DISPOSITION  OF  CASES. 


Withdrawn  .  1 

Dismissed . . . 

Denied  .  1 

Granted  . 

Granted  on  condition .  2 

Appliances  approved . 


Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  !l  1 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . - . 

Requests  for  modification  granted . ..... 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  eranted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . _ . 

Requests  withdrawn  or  dismissed . 

Total  . J  8 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 


Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press.  J 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failui 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a 
cases  promptly,  for  the  reason  that  the  pendency  of  a 
appeal  or  petition  ties  the  hands  of  the  administrative  off 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petitio; 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th 
appellant  or  petitioner  to  file  necessary  data,  or  by  an 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a( 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plat 
and  data  required  by  law  are  supplied,  as  specified  on  th 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.r>0)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name. 


Street. 

P.O. 


My  subscription  is  to  begin  with  the  issue  for. 


1930. 
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BOARD  OF  STANDARDS  AND  APPEALS 
WILLIAM  E.  WALSH,  Chairman 
Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


PUBLIC  HEARINGS 
uesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerks  Calendar,  Tuesdays,  at  2  p.  m. 

Manhattan mgS  ^  ^  “  R°°m  1013,  MuniciPal  Building, 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 

p€rta™ng,to  the  work  of  the  board,  will  be  seen 

ce  hmjrs  of  ten  in  the  m°rning  and  one  in 
the  afternoon — Saturdays  excepted. 


ffice—  Municipal  Building,  Rooms  1001  to  1015. 
elephone — Worth  0184. 

ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

7  communications  should  be  addressed  to  the  chairman  of 

the  board 


CALL  OF  CLERK’S  CALENDAR 

Bfdldinf^^  P den?aS  COnsiJsts.  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 

fnd  PfPertyi°wners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday ,  February  4  1930 

defhiite* day.  At  thlS  ““  eadl  CaSe  iS  Set  f°r  hearili  on  » 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

1  ucsday,  February  11,  1930,  at  2  o’clock. 

The  Clerk’s  Calettdar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days.  '  * 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  January  28,  1930, 
10  A.  M. 

Minutes  of  Regular  Meeting,  January  28,  1930, 
2  P.  M. 

Approved  Fire  Line  Hose  Valves. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
tion  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice.  v 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh,  Chairman. 
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New  Cases  Filed  up  to  January  29,  1930. 

Cal.  No.  Department.  Premises  Affected. 

63-30- A . J3.B.M _ 500-508  Fifth  ave.,  Man., 

-  N.  B.  594-29 

62-30-BZ . B.B.M _ 47-59  Van  Dam  st.,  Man., 

-  Alt.  2107-29 

61-30-BZ . B.B.Q _ 246-26  to  246-34  Sunrise  High¬ 
way,  Rosedale,  Q., 

-  N.  B.  6771-29 

60-30-BZ . B.B.Q. ..  .Northeast  corner  of  Parsons 

blvd.  &  84th  rd.,  North  Ja- 

-  maica,  Q.,  N.  B.  93-1930 

59-30- A . F.D . 334-344  W.  44th  st.,  Man., 

-  L.  C.  54697 

58-30-BZ . B.B.Q _ 71-34  to  71-38  73rd  pi.,  Glendale, 

-  Q.,  N.  B.  162-1930 

57-30- A . B.B.M. .  ..123-141  W.  57th  st.,  Man., 

-  N.  B.  74-1929 

56-30-S . F.D . 315-319  E.  47th  st.,  Man., 

- L.  D.  67902 

55-30-A . F.D . 315-319  E.  47th  st.,  Man., 

F-67904,  L.  F.  67905  and 

-L -  C-54641 

54-30-SA . F.D . Carter-Korth  Economical  Burn- 

-  er,  Appliance 

53-30-BZ . B.B.M _ 97-107  Kenmare  st.,  Man., 

-  N.  B.  666-29 

52-30-BZ . B.B.B _ 1243-1257  E.  45th  st.,  Bklyn., 

- - -  N.  B.  18812-29 

51-30-BZ . B.B.Q _ 112-01  to  112-09  Queens  blvd., 

Forest  Hills,  Q., 

-  N.  B.  8357-29 

50-30-A . F.D . 610  11th  ave.,  Man., 

-  L.  C.  44957 

49-30- A . F.D . 97  Fifth  ave.,  Man., 

-  F-65827 

48-30-A . F.D . 3362-3374  Park  ave.,  Man., 

-  F-16900 

Restored  to  Calendar. 

658-29-S . B.B.M. .  ..121-135  West  End  ave.,  Man., 

-  N.  B.  416-29 

332-29-BZ . B.B.M _ 249  W.  99th  st.,  Man., 

-  Decision 

766-28-BZ . B.B.B. ..  .822-838  East  New  York  ave., 

-  Bklyn.,  Applic.  346-1930 


CODE. 


p.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklvn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings.  Queens 

B.B.R . Bureau  of  Buildings.  Richmond 

B.B.Bx  . Bureau  of  Buildings.  Bronx 


T.H.D . .Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  4,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

638-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Harry  H.  Uhl felder, 
Inc.,  owner. 

PREMISES — 1625-1627  University  avenue,  northwest  corner 
of  West  175th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  basement  story 
of  an  existing  apartment  building  from  residence  to 
business  use  (stores). 

668-29-BZ. 

APPLICANT — Edward  J.  Bausch,  for  Lemmerman  Broi., 
Inc.,  owner. 

PREMISP2S — 91-17  to  91-19  Liberty  avenue,  northwest  cor¬ 
ner  of  92nd  street  (Bigelow  place),  Ozone  Park, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 

672-29-BZ. 

APPLICANT — Ernest  E.  De  Piazza,  for  Michael  Lamesta,, 
owner. 

PREMISES — 157-11  114th  avenue  and  111-88  158th  street,, 
northwest  corner,  Cedar  Manor,  Borough  of  Queens.1 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main-, 
tenance  of  a  gasoline  service  station. 

705- 29-BZ. 

APPLICANT — William  F.  Doyle,  for  County  Holding  Co., 
owner. 

PREMISES — 825  East  175th  street,  northwest  corner  of 
Marmion  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

706- 29-BZ. 

APPLICANT — William  F.  Doyle,  for  Max  Levy,  owner. 

PREMISES— 2066-2076  Pitkin  avenue  and  238-240  Pennsyl¬ 
vania  avenue,  southwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

709-29-BZ. 

APPLICANT — Morris  B.  Kleinfeld,  for  Dorothy  Kleinfeld ' 
owner. 

PREMISES — 1500-1508  Eastern  Parkway,  northeast  corner' 
of  St.  Johns  place,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

71 1-29-BZ. 

APPLICANT — William  F.  Regan,  for  Arthur  C.  Holzman 
owner. 

PREMISES — 558-560  Essex  street,  northwest  corner  of 
Blake  avenue,  Brooklyn. 
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tions  ig  and  21  of  the  building  zone 
resolution,  of  Mariano  Virzi,  applicant, 
on  behalf  of  Maria  Virzi,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  223-225  Old  Town 
road,  northwest  corner  of  Sand  lane, 
South  Beach,  Borough  of  Richmond. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

749-29-BZ. 

APPLICANT  George  W.  Butler,  for  The  Bartholomew 
Building  Corp.,  owner. 

1  PREMISES — 566-574  Lexington  avenue  and  122-130  East 
51st  street,  southwest  corner,  Manhattan. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  use  district 
into  a  residence  district,  of  a  proposed  office  building 
and  the  erection  of  the  street  walls  to  a  height  in 
excess  of  the  requirements  of  the  building  zone 
resolution. 

743-29-BZ. 

APPLICANT— Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

PREMISES— 59-10  to  59-22  Fresh  Pond  street  (road) 
northwest  corner  of  59th  road  (Hebbard  avenue)! 
Maspeth,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1148-27-BZ. 

APPLICANT— Joseph  A.  Walsh,  substituted  for  Philip  J. 

I  Sinnott,  for  Arrowlene,  Inc.,  owner. 

I  PREMISES — Southeast  corner  of  Franklin  and  Atlantic 
avenues,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zone 

i  resolution  (previously  denied  under  section  21), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1-30-BZ. 

APPLICANT— James  P.  Boyland,  for  Leonia  Holding 
Corp.,  owner. 

PREMISES— 2509  Jerome  avenue,  west  side,  65  ft.  north 

,  °I  West  190th  street,  The  Bronx. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a  busi¬ 
ness  district,  the  erection  and  maintenance  of  a 
business  building. 


FEBRUARY  4,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

701-29-A— 275-285  King  avenue,  west  side,  200  ft  south 
of  Fordham  street,  City  Island,  The  Bronx. 
/03-29-A — 42-46  West  33rd  street,  Manhattan 
707-29-A— 21-27  West  46th  street,  Manhattan. 

710-29- A — 529-531  Park  avenue,  Brooklyn. 

714-29- A — 3201-3209  Vernon  boulevard,  Long  Island  City, 
Borough  of  Queens. 

747-29-A— 90  William  street  and  30-32  Platt  street,  Man¬ 
hattan. 

750-29-A — 119  West  57th  street  and  124-128  West  58th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
■'i  the  building  zone  resolution,  Tuesday  morning,  February 
1.  1930,  at  10  o’clock,  in  Room  1013,' Municipal  Building, 
">n  the  following  matters : 

:al.  no.  399-39-BZ — Application.  June  13.  1929.  under  sec- 


CAL.  NO.  403-29-BZ— Application,  June  13,  1929,  under  sec¬ 
tions  It,  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  John  Roth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  8704  18th  avenue, 
west  side,  58  ft.  south  of  Benson  ave¬ 
nue,  Brooklyn. 

cal.  no.  574-29-BZ — Application,  September  23,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Max  Tishman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 

cal.  no.  018-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

cal.  no.  647-29-BZ — Application,  November  1,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Hamill,  Weinberg  & 
Munro,  applicants,  on  behalf  of  Erome 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  216-220  East  56th  street,  Man¬ 
hattan. 

cal.  no.  659-29-BZ — Application,  November  8,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harris  H.  Murdock,  applicant, 
on  behalf  of  The  Merchants  Square 
Corp.,  owner,  to  permit,  partly  in  a  two 
times  height  district  and  partly  in  a 
two  and  one-half  times  height  district, 
the  erection  and  maintenance  of  the 
street  wall  in  excess  of  the  height  per¬ 
mitted  under  the  zone  resolution;  prem¬ 
ises  212-216  Church  street  and  49-61 
Thomas  street,  northwest  corner,  Man¬ 
hattan. 

cal.  no.  642-29-BZ — Application,  October  31,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Pari  Awets  Co.,  Inc., 
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owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  149-159 
East  98th  street,  northeast  corner  of 
Union  street,  Brooklyn. 

cal.  no.  519-29-BZ — Application,  August  8,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Oregon  place, 
South  Jamaica,  Borough  of  Queens. 

cal.  no.  624-29-BZ — Application,  October  17,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Mahland  Holding  Com¬ 
pany,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  43-45 
Empire  boulevard,  northeast  corner  of 
Washington  avenue,  Brooklyn. 

cal.  no.  662-29-BZ — Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


FEBRUARY  4,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

619-29-A — 518  Hamilton  avenue,  Brooklyn. 

680-29-A — 236  Throop  avenue,  west  side,  80  ft.  north  of 
Myrtle  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
4,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  58-29-BZ — Application,  January  25,  1929;  reopened 
December  24,  1929,  for  the  purpose  of 
amendment,  under  section  21  of  the 
building  zone  resolution,  of  Shreve, 


Lamb  &  Harmon,  applicants,  on  be¬ 
half  of  Empire  State,  Inc.,  owner,  to 
permit,  partly  in  a  one  and  one-quarter 
times  height  district  and  partly  in  a  two 
times  height  district,  the  erection  and 
maintenance  of  the  street  walls  in  excess 
of  the  height  permitted  under  the  zone 
resolution;  premises  2-20  West  34th 
street  and  1-25  West  33rd  street,  Man¬ 
hattan. 

cal.  no.  547-29-BZ — Application,  August  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hamill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens. 

cal.  no.  511-29-BZ — Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use ;  premises 
6911  Ridge  boulevard,  Brooklyn. 

cal.  no.  927-28-BZ— Application,  November  30,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sydney  Solomon,  applicant,  on 
behalf  of  Forecast  Realty  Corp.,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  69-95 
Kings  Highway  and  7709-7719  22nd 
avenue,  northeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  11,  1930,  AT  2  P.  M. 

Building  Zone  Cases.  B  J 

529-29-BZ. 

APPLICANT — Samuel  C.  Rice,  for  Coexco  Realty  Corp., 
owner. 

PREMISES — 2602-2626  Gravesend  Neck  road,  southeast 
corner  of  East  26th  street,  Brooklyn. 

APPLICATION,,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station. 

632-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Corwil  Realty  Corp, 
owner. 

PREMISES — 728-736  Southern  boulevard,  east  side,  200  ft. 
south  of  East  150th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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0  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public  garage  (parking 
space). 

l)4-29-BZ. 

'PPU  CANT— Mac  L.  Reiser,  for  Esther  Siruinick 
owner. 

REMISES— 50-54  Crown  street,  south  side,  90  ft  east 
\  of  Franklin  avenue,  Brooklyn. 

PPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

P  PERMII  in  a  business  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
ot  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

2-29-BZ. 

.PPU CANT— Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner.  6 

REMISES— 40-01  to  40-09  Greenpoint  avenue,  southwest 
corner  of  Anable  avenue,-  Long  Island  City,  Bor¬ 
ough  of  Queens. 

,  PLICATION,  under  section  21  of  the  building  zone 
resolution, 

()  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1-29-BZ. 

i’PLI  CANT— Ferdinand  Savignano,  for  Giovanni  Fishera 
owner.  ’ 

-‘EMESES  1276-1284  60th  street  and  6002-6012  13th  ave- 
'  nue,  southwest  corner,  Brooklyn. 

^’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

,  PERMIT  in  a  business  district  the  erection  and  main- 
,  '  tenance  of  a  gasoline  service  station. 

>29-BZ. 

j^kfCANT — George  Laskas,  owner. 

.EMISES— 192  Clymer  street,  south  side,  100  ft  west 
of  Lee  avenue,  Brooklyn. 

PLICATION,  under  section  21  of  the  building  zone 
resolution, 

'  PE^MIT  in  a  residence  district  the  erection  and  main¬ 
tenance  oi  a  garage  for  the  storage  of  more  than 
nve  (5)  motor  vehicles. 

:29-BZ. 

'  \fVcr  cf  T~Mart,in  Dyer,  owner. 

^o?r4696  Third  avenue-  northeast  corner  of  East 
188th  street,  and  2437  Washington  avenue,  The 
Bronx. 

PLICATION,  under  sections  7c,  7e  and  21  of  the  build¬ 
ing  zone  resolution, 

•PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district  and,  also,  into  a  residence 
district  of  a  proposed  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

9-BZ. 

iITcpcT7;P,avj<i  L-Elick-  Jack  J.  Falk,  owner. 

C  l  6401'6411  Fort  Hamilton  avenue  and  956-972 
T  Trl  ii™61,  s°uthcast  corner,  Brooklyn. 

M  resolution  Under  SCCtlon  21  of  the  build;ng  zone 

DERMIT  in  a  business  district  the  erection  and  main- 
tenance  of  a  garage  for  the  storage  of  more  than 
nve  (o)  motor  vehicles. 


667-29-BZ. 

APPUCandNlWlfciGilhulfv  D°>,e'  ' °r  James  J‘ 
PREMISES— 3151-3161  Webs’lcr'avcnue,  west  side  375  ft 
APPLICATION  20«h  strect‘  The  Bronx.  '  5  ft 

UCZo„TeIOr«oteido"  SeCt'°nS  7C  a"d  21  of  * 

TO  PERMIT  in  a  business  district  the  erection  and  main- 

fivI?n(5e)°Latogra: rvaeghidfe°sr  **“  Sto"gC  °f  m°re  *“ 
700-29-BZ. 

Cox-  for  Philip  Smook,  owner, 
tr  *  67-71  Kenmare  street  and  196-204  Mulberrv 
APPI  Tr  ATTn\T°rth^St  corner’  Manhattan. 

$ec,ions  ?a  and  21  °f 

T0  PE^n  ^  ’V  business  district  the  alteration  and  ex- 

fiveT5l°  niofgarar  ^  St°rage  °f  more  than 
nve  (5)  motor  vehicles,  also  the  installation  of  a 

gasoline  service  station. 

712-29-BZ. 

APPLICANT-Joseph  M.  Lonergan,  for  Port  Richmond 

PT?T7ArreSo U  y  C°’  Inc-’  owner- 

EMISES— 2020-2022  Richmond  Terrace  and  2-8  Park 
ofeRic'hmond.WeSt  C°rner’  P°rt  Richmon<1'  Borough 
APPLICATION,^  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
tenance  of  a  poultry  slaughter  house. 

899-28-BZ. 

APPLICANT-Frederic  G  Rita,  substituted  for  Thomas 

PRFMTQi7c'&flnS’  f°r  Nellie  Spitzer,  owner. 

EMISES— 274-284  67th  street  and  6701  Third  avenue 
southwest  corner,  Brooklyn  ’ 

APPLICATION,^  under  section  2l‘  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
fiWWi  °m  t  gara,g.e,  for  tke  storage  of  more  than 
station  1  vehicles  and>  also«  a  gasoline  service 

1192-27-BZ. 

APPLfCANT— Michae!  F.  Dee,  substituted  for  Henry  J 
PT?PAri™1Ck’  f°r  Louis  Del  Gaudio-  owner.  J 

APP UrATTHM6'17!64  BusIlwlck  avenue,  Brooklyn. 
APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution,  8 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


FEBRUARY  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

^~123~141  West  57tk  street,  Manhattan. 

48-30- A  3362-3374  Park  avenue,  The  Bronx. 

6o4-29-A— 70  Convent  avenue  and  450-456  West  131st 
street,  Manhattan. 

646-29 -A  433-449  East  54th  street  and  42-56  Sutton  place 
northwest  corner,,  Manhattan. 

649-29-A— 32-36  Beaver  street,  28-36  South  William  street 
and  65-81  Broad  street,  Manhattan. 

677-29-A— 29-01  to  29-19  Review  avenue,  east  side,  between 
Marsh  and  Fox  streets,  Long  Island  City, 
Borough  of  Queens. 

Budding  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
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tenance  of  a  gasoline  service  station 
(previously  denied  under  section  21); 
premises  113-26  Farmers  boulevard, 
South  Hollis,  Borough  of  Queens. 


ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
11,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  464-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Colodny,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  (store)  on 
the  first  story ;  premises  4432  Seton  ave¬ 
nue,  The  Bronx. 

cal.  no.  528-29-BZ — Application,  August  17,  1929,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  Valentine  Avenue  Realty  Co¬ 
lne.,  applicant  and  owner,  to  permit  in 
a  residence  district,  extending  from  a 
business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  at 
front  from  residence  to  business  (store) 
purposes;  premises  2467  Valentine  ave¬ 
nue,  west  side,  56  ft.  8^4  in.  north  of 
East  188th  street,  The  Bronx. 

cal.  no.  525-29-BZ — Application,  August  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Herbert  L.  McCann,  applicant, 
on  behalf  of  Mary  E.  McCann,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  973-975  De  Kalb 
avenue  and  112  Lewis  avenue,  northwest 
corner,  Brooklyn. 

cal  no.  531-29-BZ — Application,  August  19,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Martha  Kraushar,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  38-48  Livonia  avenue 
and  298-308  Barrett  street,  southwest 
corner,  Brooklyn. 

cal  no  572-29-BZ — Application,  September  20,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  appli¬ 
cant,  on  behalf  of  Lillian  Grossman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1730  Hy- 
lan  boulevard  and  6  Seaver  avenue, 
southwest  corner,  Dongan  Hills,  Bor¬ 
ough  of  Richmond. 

cal.  no  613-29-BZ — Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  Cherry,  applicant,  on  be¬ 
half  of  Bingham  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1731-1741  Jerome  ave¬ 
nue,  west  side,  163  ft.  south  of  West 
176th  street,  The  Bronx. 

cal  no  261-29-BZ— Application,  April  16,  1929;  reopened 
January  7,  1930,  under  section  7g  of  the 
building  zone  resolution,  of  George 
Stern,  applicant,  on  behalf  of  Moline 
Construction  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main- 


cal.  no.  676-29-BZ — Application,  November  19,  1929,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  W.  Lamb,  Inc., 
applicant,  on  behalf  of  Steinway  38th 
Street  Corp.,  owner,  to  permit  the  ex- 
*  tension,  from  a  business  district  into  a 
residence  district,  of  a  proposed  build¬ 
ing  to  be  occupied  as  a  theatre  and 
stores;  premises  501-507  Steinway  street, 
northwest  corner  of  28th  avenue,  and 
2579-2583  38th  street,  Astoria,  Borough 
of  Queens. 

cal.  no.  661-29-BZ— Application,  November  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  H.  Crabtree,  applicant, 
on  behalf  of  Livingston  Estates  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Forest  avenue  and  Pelton 
avenue,  New  Brighton,  Borough  of 
Richmond. 

cal.  no.  679-29-BZ— Application,  November  20,  1929,  under 
sections  7'b  and  21  of  the  building  zone 
resolution,  of  E.  W.  Radmore,  appli¬ 
cant,  on  behalf  of  The  Wheelright 
Corp.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  conversion  of  occupancy  of 
the  basement  and  first  story  from  resi¬ 
dential  to  business  use;  premises  162 
West  75th  street,  Manhattan. 

cal.  no.  221-28-BZ — Application,  March  12,  1928 ;  reopenec 
December  21,  1929,  under  section  7goi 
the  building  zone  resolution,  of  Willian 
A.  Sullivan,  applicant  and  owner,  to  per 
mit  in  a  business  district  the  erectioi 
and  maintenance  of  a  gasoline  service 
station  (previously  denied  under  sectioi 
21)  ;  premises  176-17  to  176-25  Baisle;' 
boulevard  and  120-12  to  120-28  Merricl 
boulevard,  St.  Albans,  Borough  o 
Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

451-29-S— 262-268  West  38th  street,  Manhattan. 

620- 29-S — 18-30  Columbia  Heights  and  4-14  Doughty  stree^ 

southwest  corner,  Brooklyn. 

621- 29-S — 16-26  Doughty  street,  17-29  Columbia  Heighl 

and  1-11  Vine  street,  Brooklyn. 

643-29-S — 11  West  46th  street,  Manhattan. 

650-29-S — 1573-1575  Gravesend  avenue,  Brooklyn. 
702-29-S — 538  Greenwich  street,  Manhattan.  1 

739-29-S— 25-34  to  25-38  33rd  street,  Long  Island  Lit; 
Borough  of  Queens. 

748-29-S — 13-19  West  47th  street,  Manhattan. 

406-29-S — 1021-1029  East  163rd  street  and  943-947  Southei 
boulevard,  northwest  corner,  The  Bronx. 
471-29-S — 453-459  Fifth  avenue,  2-10  East  40th  street  ar 
5-9  East  39th  street,  Manhattan. 
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Appliances  Submitted  for  Approval. 

GS8-29-SA  Holby  Type  A  Fuel  Oil  Burner,  approval  of. 
689-29-SA  Holby  lype  B  Fuel  Oil  Burner,  approval  of 
510-29-SA— Hercules  Oil  Burner,  approval  of. 

584-29-SA  A  B  C  Oil  Burner,  Type  “H,”  approval  of. 


CALL  OF  CLERK’S  CALENDAR 

TUESDAY,  FEBRUARY  18,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

J8-29-BZ. 

i PPLICANT— William  O.  Staber,  for  Rose  B.  Capone 

i  and  J  homas  C.  Capone,  owners. 

REMISES  2344-2348  Steinway  street,  north  side,  404  ft. 
west  of  23rd  avenue,  and  2339-2343  38th  street, 
Long  Island  City,  Borough  of  Queens. 

PPUCATION,  under  section  21  of  the  building  zone 
resolution, 

,0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (:>)  motor  vehicles  and,  also,  the  installation  of 
a  gasoline  service  station. 

!t-29-BZ. 

PPLICANT— William  F.  Doyle,  for  Metz  Auto  Sales  and 
Laundry  Co.,  Inc.,  owner. 

REMISES  84-94  129th  street  and  127-15  Metropolitan 
avenue,  northwest  corner,  Richmond  Hill,  Borough 
of  Queens. 

^PLICATION,  under  section  7e  of  the  building  zone 
resolution, 

)  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

13-29-BZ. 

(PPLICANT  William  F.  Doyle,  for  Gusfried  Properties, 
Inc.,  owner. 

REMISES — 2018  Grand  Concourse,  southeast  corner  of 
Bush  street,  The  Bronx. 

’•’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

)  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 

.‘-29-BZ. 

k PLICANT — \\  illiam  F.  Doyle,  for  Howard  Funding  Co., 

owner. 

’  EMISES^ 1615  University  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

'  PLICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  residence  use  district  the  change  of 
occupancy  of  the  first  story  of  a  residence  building 
to  a  business  use  (stores). 

-29-BZ. 

PLICANT— William  F.  Regan,  for  George  W.  Brauns- 
dorf,  owner. 

LMISES  5814-5816  37th  avenue  (Polk  avenue),  south¬ 
west  corner  of  59th  street,  Woodside,  Borough  of 
Queens. 

PLICATION,  under  section  21  of  the  building  zone 
resolution, 

1  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  of  an  existing  building  from  factory  use  to 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

28-BZ. 

PLICANT— McCooey  &  Conroy,  for  Parkway  Center 
Budding  Corp.,  owner. 


PREMI?0E0SU822'8?8  faCSVNeW  York  avenue<  south  side" 

APPIIC4TIONef  H0f  bchenectad>’  avenue,  Brooklyn. 

; ,  '  zone  Resolution?  ^  7'  ^  21  °f  th€  buildi"g 

JO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
nve  (o)  motor  vehicles  (previously  withdrawn). 

332-29-BZ. 

APPEICotneTrSamUel  R°senbIum-  for  Amelia  Rossi, 

APPUCATION  WClSt  "th  -Street'  Manhattan- 

resolution,  "  SeCtl°n  °f  the  buikling  zone 

10  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  the  first  story  of  an  existing  dwelling 
trom  dwelling  use  to  business  use  (previously  with¬ 
drawn  under  section  21). 

751  -29-BZ. 

APPLICANT— Voorhees,  Gmelin  &  Walker,  for  New  York 
|  elephone  Co.,  owner. 

PREMISES— 24-42  Sixth  avenue,  310-332  Church  street, 
hattan  Cnard  a"d  14'26  Walker  street,  Man- 

APPLICATION,  under  section  21  of  the  building  zone 

10  PERMIT  in  a  two  times  height  district  the  erection  and 
maintenance  of  the  street  wall  in  excess  of  the 
height  permitted  under  the  zone  resolution. 


r  HUKU  AK  Y  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders 
‘ 26-29-A  Pier  No.  8,  Bush  Terminal,  foot  of  39th  street, 
Brooklyn. 

733-29-A-Pier  foot  of  North  11th  street,  Brooklyn 
i3o-29-A  87-91  Third  avenue  and  201-213  East  12th  street, 

northeast  corner,  Manhattan. 

636-29-A  39-41  Cortlandt  street,  Manhattan. 

6al-29-A — 13  West  38th  street,  Manhattan 

-A-232-236  East  40th  street,  Manhattan. 

>‘  2-“9-A— 57-15  Woodside  avenue,  northwest  corner  of  58th 
street,  W  oodside,  Borough  of  Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ffnu  •f]).pea  s  of  a  Puhhc  hearing  under  the  provisions 
,„,:U'  ding  z,01?e  resolution,  Tuesday  morning,  February 
18,  1930  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 


CAL.  NO.  322-29-BZ— Application,  May  13,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Daljo  Corp.,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  45-05  to  45-17 
25th  avenue  (Wilson  avenue),  north¬ 
west  corner  of  46th  street  (16th  ave¬ 
nue),  24-63  to  24-67  45th  street  (15th 
avenue),  east  side,  90  ft.  north  of  25th 
avenue  (Wilson  avenue),  Long  Island 
City,  Borough  of  Queens. 

cal.  no.  546-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 


107 


CALENDAR 


business  use ;  premises  68  W  est  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

cal.  no  384-29-BZ— Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  to  an  existing  dwelling 
from  residence  to  business  use ;  premises 
37-26  149th  place  (Wilson  avenue), 
76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 

cal  no  408-29-BZ — Application,  June  14,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  Max  Meyerson, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1969-1979 
Cropsey  avenue  and  8810-8818  20th  ave¬ 
nue,  northwest  corner,  Brooklyn. 

cal.  no.  428-29-BZ — Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  L.  Orlinger,  applicant,  on 
behalf  of  Philboy  Construction  Co., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  having  stores  on  the  first  story  and 
dwellings  above;  premises  4014-4024 
Ninth  avenue,  northwest  corner  of  41st 
street,  Brooklyn. 

cal  no  557-29-BZ — Application,  September  10,  1929,  under 
sections  7a,  7b,  7e  and  21  of  the  building 
zone  resolution,  of  William  F.  Doyle, 
applicant,  on  behalf  of  Luke  Kilgallon, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  and 
the  installation  of  a  gasoline  service  sta¬ 
tion;  premises  1016-1024  Beach  19th 
street,  east  side,  136  ft.  north  of  Cor- 
naga  avenue,  Far  Rockaway,  Borough 
of  Queens. 

cal  no.  585-29-BZ — Application,  September  26,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alfred  J.  Boulton,  applicant,  on 
behalf  of  A.  E.  Moeller  Co.,  owner,  to 
permit  in  a  residence  district.  the  erec¬ 
tion  of  an  extension  to  an  existing  fac¬ 
tory  building ;  premises  263-265  Sumpter 
street,  north  side,  100  ft.  west  of  Hop- 
kinson  avenue,  Brooklyn. 

cal  no  641-29-BZ — Application,  October  30,  1929,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  James  P.  Boyland,  applicant,  on 
behalf  of  Michael  J.  McCarthy,  owner, 
to  permit  the  extension,  from  an. unre¬ 
stricted  district  into  a  business  district, 
of  a  proposed  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  4233  Vireo  avenue,  west  side, 
110.14  ft.  south  of  East  234th  street, 
The  Bronx. 


cal  no  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  a;  u- 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

cat  no  1063-27-BZ — Application,  September  30,  1927 ;  re¬ 
opened  December  31,  1929,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Henry  H.  Ehrlich,  applicant,  sub¬ 
stituted  for  Emil  Guterman,  on  behalf 
of  Henry  C.  Karpen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  14912  North  Conduit 
boulevard,  northwest  corner  of  Three 
Mile  Mill  road,  Jamaica,  Borough  of 
Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  18,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

678-29-A — 5501-5519  18th  avenue  and  1802-1812  55th  street, 
southeast  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
18,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters; 

cal.  no.  468-29-BZ— Application,  July  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Julius  Kletsky  and  Sadie  Kletsty, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  101701- 
101709  126th  street  and  12602-12610 
Rockaway  boulevard,  southeast  corner, 
.  South  Ozone  Park,  Borough  of  Queens. 

CAL.  NO.  489-29-BZ— Application,  July  22,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Mary  G.  Leggett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores  and  offices)  ;  premises  1985- 
1995  Ocean  avenue  and  2002  Avenue  0, 
southeast  corner,  Brooklyn. 

cal  no.  415-29-lBZ — Application,  June  18,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  appli¬ 
cant,  on  behalf  of  Horatio  J.  Sharrett 
owner,  to  permit  in  a  business  distncl 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  138£ 
Forest  avenue  and  5  Barrett  avenue 
northeast  corner,  Port  Richmond,  Bor 
ough  of  Richmond. 

cal.  no.  429-29nBZ — Application,  June  24,  1929,  under  sec 
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tion  21  of  the  building  zone  resolution, 
of  Hector  McG.  Curren,  applicant,  on 
behalf  of  Edna  T.  McVeigh,  owner,  to 
permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  4801-4809 
Kings  Highway,  northwest  corner  of 
Avenue  H,  Brooklyn. 

l.  no.  894-2S-BZ — Application,  November  20,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)';  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


FEBRUARY  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

19-29-A — Foot  of  49th  street,  Brooklyn. 

27-29-A — 685  Fifth  avenue  and  2  East  54th  street,  south¬ 
east  corner,  Manhattan. 

10-29-A — 56  New  street,  Manhattan. 

41-29-A — 23  East  14th  street,  Manhattan. 

58-29-A — 1301-1325  Grand  street,  Brooklyn. 

50-29-A — 1325  Grand  street,  rear,  Brooklyn. 

55-29-A — 139-141  West  19th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

is  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  February 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

ft  following  matters : 

I 

L.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

l.  no.  1235-27-^BZ — Application,  November  22,  1927;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

i-  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

'i-  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
distirct,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  Concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  448-29-BZ— Application,  July  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Cerussi  Contracting  Co.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  from  an 
office  building  to  factory  use  on  the 
upper  stories  and  a  motor  vehicle  repair 
shop  on  the  first  story;  premises  2540 
Belmont  avenue,  east  side,  135  ft.  8  in. 
north  of  East  Fordham  road,  The 
Bronx. 

cal.  no.  554-29-BZ — Application,  September  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Rudolph  Peterson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  13507  Van  Wyck 
boulevard,  northeast  corner  of  Rock- 
away  boulevard,  South  Ozone  Park, 
Borough  of  Queens. 

cal.  no.  592-29 JBZ — Application,  October  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Spencer  &  Iserman,  applicants, 
on  behalf  of  Thwaites  Place,  Inc., 
owner,  to  permit  in  a  business  district 
the  operation  and  maintenance  of  an  ex¬ 
tension  to  an  existing  wet  wash  laundry 
building;  premises  1420  Jerome  avenue, 
The  Bronx. 

cal.  no.  612-29-BZ — Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Marcellus  H.  Evans,  applicant, 
on  behalf  of  Salvatore  Parisi,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1180  Neck  road, 
southeast  corner  of  Sheepshead  Bay 
road,  Brooklyn. 

cal.  no.  625-29-BZ — Application,  October  18,  1929,  under 
section  21  of  the  'building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  Eleanor  Hedwig  Arnold, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  202nd  street  and  Hillside  ave¬ 
nue,  Hollis,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


\ 

FEBRUARY  25,  1930,  2  P.  M. 

Petitions  for  Variations. 

675-29-S— 229-239  West  43rd  street,  Manhattan. 

759-29-S — 1301-1325  Grand  street,  Brooklyn. 

658-29-S — 121-135  West  End  avenue,  301-311  West  65th 
street  and  300-312  West  66th  street,  Man¬ 
hattan. 

Appliance  Submitted  for  Approval. 

737-29-SA — Piatt  Oil  Burning  Water  Heater,  approval  of. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 
TUESDAY  MORNING,  JANUARY  28,  1930. 


Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  Martin 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  January  21,  1930,  and  the  minutes  of  the 
regular'  meeting  of  the  board  held  on  Tuesday  afternoon, 
January  21,  1930,  were  approved  as  printed  in  Bulletin  No.  4, 

Vol.  XV. 


granted  on  condition  that  the  building  shall  not  be  increase' 
in  height  or  area,  and  only  as  long  as  conditions  as  to  occu 
pancy  and  use  and  existing  protection  remain  substantial 
unchanged. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


619-29-A. 

APPELLANT — United  Dry  Docks,  Inc.,  owner. 

SUBTBCT _ Appeal  from  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— 518  Hamilton  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Philip  J.  Sinnott 
For  Administration:  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  4,  1930,  at 
2  p.  m.,  on  request  of  applicant. 


(*  63-^9-A 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SIJBTECT _ Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 52  Warren  street,  Brooklyn. 

APPEARANCES —  ^  . 

For  Appellant:  G.  A.  Eweler. 

For  Administration:  Inspector  Maher  ot  hre  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE —  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  ^ 

Negative  .  _ 

Absent  . 

THE  RESOLUTION— 

(663-29-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Co.,  owner, 
filed,  November  13,  1929,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  52  Warren  street,  B 

ough  of  Broklyn ;  and  .  .  ,  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  11,  1929,  reads:  ,  .  ,  . 

“1  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and 
Appeals.  Sections  580  and  581,  Article  28,  Chapter  j, 
Code  of  Ordinances.”; 

Whereas,  the  building  is  non-fireproof,  two  stories  (2o  ft. 

1  in.)  in  height,  122  ft.  4  in.  by  98  ft.  8  in.,  approximately 
12  000  sq.  ft.  in  area;  OCCUPIED:  1st  story,  storage  of 
pipe  fittings,  valves,  radiators,  etc.,  6  persons;  2nd  story, 
office  and  storage  of  pipe  fittings,  etc.,  27  persons ,  anc 
Whereas  appellant  contends  that  the  building  is  equipped 
with  a  sprinkler  system  supplied  from  a  50,000-gallon  gravity 
tank ;  that  five  bucket  tanks  are  distributed  throughout  the 
premises;  that  the  occupancy  of  the  building  is  not  of  a 
hazardous  nature,  and  that  there  are  city  fire  hydrants  in  the 

immediate  vicinity ;  and  .  ,  •  i  t  u...-n 

Whereas,  the  building  is  but  two  stones  in  height,  built 

on  the  street  front  with  an  open,  unoccupied  yard  of  exten¬ 
sive  area  in  the  same  ownership,  skirting  the  property  at 
'he  rear,  approachable  from  two  street  fronts. 

Resolved  th  t  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 


674-29-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer 
ing  Co.,  for  Charles  H.  Ditson,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissione 
PREMISES  AFFECTED— 8-12  East  34th  street,  Manhai 
tan.  :ri 

APPEARANCES— 

For  Appellant:  John  J.  Seufert. 

For  Administration:  Inspector  Maher  of  fire  d< 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  ,  ,  _ 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(674-29-A) 

Whereas,  Croker  National  Fire  Prevention  Engineeri 
Co  for  Charles  H.  Ditson,  owner,  filed,  November  18^  19! 
an  appeal  from  an  order  of  the  fire  commissioner,  affecti 
premises  8-12  East  34th  street,  Borough  of  Manhattan;  a 
Whereas,  the  order  of  the  fire  commissioner,  dated  M 
24,  1929  (Order  No.  56492-F),  reads: 

“1.  Raise  standpipe  tank  to  twenty  feet  above  I 
outlet  of  highest  story  and  properly  support  same,  as  ; 
Sections  580  and  581,  Art.  28,  Chap.  5,  Code  i, 
Ordinances.” ; 

^Whereas,  the  building  is  fireproof,  ten  stories  (147  f 
in  height,  53  ft.  l/2  in.  by  98  ft.  9  in.  in  area;  OCCUPI1 
throughout  for  offices  and  salesroom  purposes  (pianos,  trur 
silk,  etc.)  :  1st  story,  36  persons ;  2nd  story,  161  perso 
3rd  story,  6  persons;  4th  story,  4  persons;  5th  story,  16  p 
sons;  6th  story,  10  persons;  7th  story,  4  persons;  8th  stc 
3  persons;  9th  story,  12  persons;  10th  story,  3  persons A 
Whereas,  appellant  contends  that  the  standpipe  tank 
a  square  steel  tank  situated  in  a  brick  enclosed  pent ffiouse 
the  roof  and  contains  3,762  gallons  of  water,  of  which  3 
gallons  are  reserved  for  standpipe  supply ;  that  the  bot 
of  the  tank  is  located  14  ft.  3  in.  above  the  outlet  in 
top  story,  and  requests  the  acceptance  of  existing  conditu 

^Whereas,  the  present  installation  has  existed  since  It 

^Whereas,  the  pressure  would  be  increased  to  not  n 

than  2]/2  pounds.  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereb 
granted  on  condition  that  the  building  shall  not  be  mere 
in  height  or  area;  that  the  present  occupancy  shall  rei 
unchanged,  and  that  a  reserve  of  not  less  than  3,300  ga 
shall  be  maintained  in  the  existing  tank,  and  that  the  p 
occupancy  of  the  top  floor, _  namely,  executive  ottices 
business  use,  shall  be  maintained. 


666-29-A.  .' 

APPELLANT — ‘Croker  National  Fire  Prevention  rmgi 
ing  Co.,  for  Mark  Jacobs,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissi 
PREMISES  AFFECTED— 20  East  17th  street,  Manh; 

APPEARANCES—  „  , 

For  Appellant:  John  J.  Seufert. 

For  Administration:  Inspector  Maher  ot  tin 
partment. 


MINUTES 


,TION  OF  BOARD — Appeal  granted  on  condition, 
r  E  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative  . 

Absent  . 


5 

0 

0 


f  E  RESOLUTION— 

(666-29-A) 

/hereas,  Croker  National  Fire  Prevention  Engineering 
||,  for  Mark  Jacobs,  owner,  filed,  November  14,  1929,  an 
Seal  from  an  order  of  the  fire  commissioner,  affecting 
i nises  20  East  17th  street,  Borough  of  Manhattan;  and 
WHEREAS,  the  order  of  the  fire  commissioner,  dated  May 
,929  (Order  No.  55437-F),  Feads: 

“1.  Raise  standpipe  tank  to  twenty  feet  above  the 
outlet  of  highest  story  and  properly  support  same,  as 
per  Sections  580  and  581,  Art.  38,  Chapter  5,  Code  of 
Ordinances.” ; 

I  . 

Vhereas,  the  building  is  fireproof,  eight  stories  (109  ft. 
k)  in  height,  25  ft.  by  92  ft.  at  first  story  and  25  ft. 
i8l>  ft.  in  area  above;  OCCUPIED:  1st  story,  showroom, 
Persons;  and  story,  office  and  shipping,  5  persons;  3rd 
try,  office  and  stockroom,  5  persons ;  4th  story,  shipping, 
ersons ;  5th  story,  manufacture  of  brief  cases,  6  persons ; 
t  story,  manufacture  of  artificial  flowers,  2  persons;  7th 
fy,  vacant  at  present;  8th  story,  assembling  machinery,  6 
•sons ;  and 

Vhereas,  appellant  contends  that  the  standpipe  tank  is 
uted  17  ft.  4  in.  above  the  outlet  in  the  top  story  instead 
, the  required  20  ft. ;  that  the  number  of  persons  in  the 
riding  is  small;  that  the  occupancy  of  the  premises  is  non- 
i.ardous,  and  that  a  similar  order  was  issued  in  1920  by  the 
i-  department  and  was  dismissed  as  complied  with  by  the 
i|  department  on  September  20,  1921;  and 
Vhereas,  the  order  is  predicated  on  the  height  of  the 
tndpipe  tank,  with  relation  to  the  top  story  outlet,  which 
<>  ft.  8  in.  lower  than  that  required  by  law;  and 
■Vhereas,  if  the  tank  were  raised  to  this  height  it  would 
irease  the  pressure  slightly  more  than  one  pound ;  and 
PVhereas,  the  existing  3,500-gallon  tank  has  a  reserve  of 
:  30  gallons  for  standpipe  service. 

\esolvcd.  that  the  order  of  the  fire  commissioner  be  and 
thereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
faited  on  condition  that  the  building  shall  not  be  increased 
ibeight  or  area  and  that  the  use  and  occupancy  remain  sub- 

tntially  unchanged. 


h-29-A. 

'>PELLANT— Louis  K.  Liggett  Co.,  lessee. 

OBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED— 340  West  4th  street,  2-4  Ganse- 
voort  street  and  7-15  Horatio  street,  Manhattan. 
^PEARANCES — 

For  Appellant:  W.  T.  Williams. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

•CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Negative  .  0 

Absent  .  A 

HE  RESOLUTION— 

(623-29-A) 

Whereas,  Louis  K.  Liggett  Co.,  lessee,  filed,  October  17, 
29,  an  appeal  from  an  order  of  the  fire  commissioner, 
Meeting  premises  340  West  4th  street,  2-4  Gansevoort  street 
Jd  7-15  Horatio  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  July 
*,  1929  (Order  No.  514841C),  reads: 

“An  inspection  of  your  refrigerating  plant  located  at 


340  West  4th  Street,  Manhattan,  shows  that  the  follow¬ 
ing  changes  are  necessary  to  have  the  plant  conform 
with  the  Fire  Department  regulations: 

"9.  Discontinue  and  remove  the  direct  method  of  re¬ 
frigeration  from  that  part  of  the  building  prohibited  by 
Section  219-b  of  Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  nine  stories  in  height, 
183  ft.  5$4  di.  by  99  ft.  in  area;  OCCUPIED:  cellar,  heating 
and  refrigerating  rooms,  also  storage  of  merchandise;  1st 
story,  receiving  and  shipping  departments,  37  persons ;  2nd  to 
8th  stories,  inclusive,  storage  of  drug  supplies,  foodstuffs, 
etc.,  approximately  22  persons  per  story ;  9th  story,  storage 
and,  also,  sign  shop,  27  persons ;  and 

Whereas,  there  is  a  direct  method  of  refrigeration  in¬ 
stalled  in  the  building,  the  refrigerating  plant  being  located 
in  the  basement,  the  piping  carried  up  through  the  building 
and  located  adjacent  to  a  flue  at  the  northerly  portion  of  the 
rear  wall,  leading  to  a  refrigerating  room  at  the  north  end 
of  the  eighth  story;  the  refrigerant  is  ammonia;  the  system 
is  direct  expansion ;  the  compressor  has  a  twelve-ton  capacity 
and  is  operated  by  a  twenty-five  horsepower  motor ;  and 
Whereas,  appellant  contends  that  the  refrigerating  plant 
is  located  in  a  fireproof  room  and  equipped  with  an  air  duct 
leading  to  the  outer  air ;  that  safety  devices  have  been  in¬ 
stalled  on  ammonia  receiver ;  that  there  is  a  pressure  gauge 
set  at  240  pounds  on  the  switchboard;  that  the  piping  is 
extra  heavy  and  supported  on  each  flor  by  heavy  iron  braces ; 
that  the  plant  is  in  charge  of  two  licensed  operators,  and 
that  the  building  is  adequately  supplied  with  exits. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  refrigerating  plant  shall  not  be 
increased  in  capacity  nor  extended  in  area,  and  that  a 
remote  control  switch  shall  be  provided  in  the  basement,  im¬ 
mediately  outside  the  refrigerating  room,  distinctly  marked ; 
that  the  course-  of  the  ammonia  pipe  lines  throughout  the 
building  shall  be  protected  on  each  floor  with  iron  grating  of 
rail  construction,  not  less  than  5  ft.  in  height,  rigidly  affixed 
to  the  wall  and  floors,  the  space  between  the  rails  not  to 
exceed  4  in.,  subject  to  the  acceptance  and  approval  of  the 
fire  department. 


648-29-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  General  Bronze  Corp.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 480-494  Hancock  street  and  34- 
19  to  34-41  10th  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Appellant :  John  J.  Seufert. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(648-29-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  General  Bronze  Corp.,  owner,  filed,  November  4, 
1929,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  480-494  Hancock  street  and  34-19  to  34-41 
10th  street,  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  March 
22,  1928  (Order  No.  34264-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2]/2  inch  regulation  Fire  Depart- 
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,  u  ♦  basements  cellars  also,  for  offices,  63  persons;  2nd  story,  service  shop  and 

ment  outlets  on  each  story  (including  basements,  ceiia  ,  3rd  storv  offices,  300  persons;  and 

and  roofs),  placed  within  main  stairway  encosu  ’  '  \Yhereas  appellant  contends  that  the  building  is  low  ir 

Each  outlet  to  be  provided  with  sufficient  ieet  o  ~/2  height  and  ’accessible  from  two  street  fronts;  that  it  i; 

standard  hose  attached  thereto.  ;  equipped  throughout  with  a  sprinkler  system  supplied  froir 

and  ,  •  •  .  r  _  _i„t  ground  having  two  25,000-gallon  capacity  gravity  tanks  and  four  9,000-gal 

Whereas,  the  premises  consist  of  a  plot  of  g  S  pressure  tanks-  there  being,  also,  two  Siamese  connec 

a  frontage  of  250  fl t.  2*  in  on  tls"  on  each  street  front;  that  in  connection  with  tin 

in.  on  Boulevard  and  a  depth  of  185  ft.  3/4  im,  '  sorinkler  system  there  is  provided  a  central  station  and  loca 

are  located  three  non-fireproof,  .intuerco,n^tednJ)U;1t"gnS’  vS"e  a'arm  sySems ;  that  fire  drills  are  regularly  conducted 

Building  No.  1  being  two  stories  in  heigit,  avi  ®  .  building  is  protected  by  watchmen  at  all  times  and 

•*  r  i'-  t  ?-anrka„stra^  z uasW  ss  ks  ^ 

and  a  depth  of  18o  ft.,  an  area  ot  approxm  a -y  »  ht-  aDDiiances  are  distributed  throughout  the  premises 

sq.  ft.;  Building  No.  2  being  one  story  m  l .eight  S 100  fl  =>  «.  hydrants  are  located  opposite 

by  85  ft.  3  in.,  irregular,  approximately  la  000  sq  ft  in  m  fLls  of  the  building ;  and 

area;  Building  No.  3  is  one  story  m  height,  2  .  •  >  Wherfas  the  building  is  but  three  stories  in  height  an, 

100  ft.,  irregular,  approxunatey  ia.OM  sq.  h  ,  ,m  three  street  fronts  and  is  equipped  with  an  ap 

total  area  of  approximately  42,000  sq.  ft.,  UCCUri  j  d  two.SOUrce  wet  sprinkler  system  with  central  officl 

one  concern  for  the  manufacture  of  ornamental  bronze  and  ™o-sour«  service.  and 

iron  work;  384  persons  1"“,1'r'Jirm“  Buiding  No°2;  Whereas,  there  is  single  tenancy  throughout  the  buildup, 
garage  located  in  the  basement  story  o  S  '  and  the  occupancy  is  of  a  non-hazardous  nature. 

and  A  nrpm;«.M  are  Resolved  that  the  order  of  the  fire  commissioner  be  an 

Whereas,  appellant  contends  that  the  P  hereby  is  modified  and  the  appeal  be  and  it  hereby  i 

equipped  throughout  with  a  sprinkler  system  wtach  f  d  >  conditio*  that  the  building  shall  not  be  increase 

from  the  city  mains;  that  no  single  area  «*«eds  15, height  or  area,  and  that  the  existing  approved  two-sourc 
sq.  ft. ;  that  the  occupancy  is  non-hazardous,  an  sorinkler  system  shall  be  maintained  in  good  workm 

bicket  tanks  and  fire  extinguishers  are  distributed  through-  that  such  additional  auxiliary  fin 

out  the  premises;  and  .  .r.Trih:n„fi  area  extinguishing  appliances  as  shall  be  directed  by  the  fire  coit 

of« tiding^  ^r^ded  as  *ef  are  by  nnssioner  sha.1  be 

and  the  us£  - 

the  requirements  as  to  standpipe  equipment.  occupancy  remains  unenang 

Resolved,  that  the  order  of  the  fire  commissioner ^be  and  - 

it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 

oranted  on  condition  that  all  horizontal  openings  between  BUILDING  ZONE  .CASES. 

any  areas  exceeding  15,000  sq.  ft  shall  be ^ 

an  approved  self-closing  fireproof  door,  and  that  the  existing  429-29-BZ. 

approved  two-source  wet  sprinkler  system  shall  be  main-  \ppT  ICANT— Hector  McG.  Curren,  for  Edna  T.  M 
tained ;  that  no  part  of  the  prem.ses  shall  *  ^  Veigh,  owner. 

in  height  or  area,  and  granted  only  as  long  as  the  present  SUBJECT— Application  (re  decision  of  the  superintende 
use  and  occupancy  remain  substantially  unchanged.  cf  buildings),  under  section  21  of  the  building  zo 

-  resolution,  to  permit,  partly  in  an  unrestricted  di 

640-29- A.  trict  and  partly  in  a  business  district,  the  erecti* 

APPELLANT — General  Electric  Co.,  lessee.  .  .  and  maintenance  of  a  gasoline  service  station. 

SUB TECT— Appeal  from  an  order  of  the  fire  commissioner  PREMISES  AFFECTED— 4801-4809  Kings  Highwt 
PREMISES  AFFECTED— 414-424  West  13th  street  and  northwest  corner  of  Avenue  H,  Brooklyn. 

17-37  Little  West  12th  street,  Manhattan.  APPEARANCES— 

APPEARANCES —  For  Applicant:  James  Stahler. 

*  For  Appellant:  E.  L.  Porter.  For  Opposition:  None. 

For  Administration:  Inspector  Maher  of  fire  de-  ACTION  OF  BOARD— Laid  over  to  February  18,  19, 
partment.  *  .  .  at  2  p.  m.,  on  request  of  applicant’s  representative 

ACTION  OF  BOARD— Appeal  granted  on  condition.  - - 

“IS  STa„dWGuiHo,"lSS  APPUCANT-Shreve,  Lamb  &  Harmon,  for  Empire  Sts 

Chief  Martin .  Q  SUBTECT — Application  (re  amended  decision  of  the  sup 

Negative  . 0  "  intendent  of  buildings),  under  section  21  of 

Absent  .  building  zone  resolution,  to  permit,  partly  in 

THE  RESOLUTION—  one  and  one-quarter  times  height  district  and  pai 

(640-29-A)  in  a  two  times  height  district,  the  erection  : 

Wwfpfas  General  Electric  Co.,  lessee,  filed,  October  29,  maintenance  of  the  street  walls  in  excess  o  J 

from  an  order  of  the  fire  commissioner,  af-  height  permitted  under  the  zone  resolution. 

STpSESL wS  13th  street  and  17-37  Little  PREMISES  AFFECTED-2-20  West  3«h  street  and  ; 
We”  12th” St,  Borough  of  Manhattan;  and  West  33rd  street,  west ts.de  of  Fifth  avenue,  iv 

Whereas!  the  order  of  the  fire  commissioner,  dated  Octo-  33rd  t0  34th  streets,  Manhattan. 

bCr  9’  “^Listall^a'sSndpipe^ystein  n'ol!  less  than  4"  in  diameter  APPEARANCES— ^t;  R  H  Shr€ve  and  J.  P.  Wilson. 

ACTION^F^SlS'over to  February  4,  ,330, 
xcuies  oi  me  2  p  m ^  for  {urther  consideration. 

Whereas,  the  building  is  fireproof  three  stones  (53  ft )  - 

in  height,  having  a  frontage  of  12a  ft  on  West  13th  stree  ,  593_29_BZ 

225  ft.  on  Little  West  12th  street  and  a  depth  of  206 It  6  in.,  AppUCANT_McCooey  &  Conroy,  for  Newford  Re 

'  Co  .  ,„e„  owner.  .  1 
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SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2367-2387  Gravesend  avenue, 
northeast  corner  of  Village  Road  South,  Brooklyn 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  Samuel  P.  Lux. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


545-29-BZ. 

APPLICANT — Otto  Trieb,  for  Rho  Realty  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 920-922  Westchester  avenue  and 
926-932  Rogers  place,  southeast  corner,  The  Bronx. 
APPEARANCES— 

For  Applicant :  S.  Smith. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

'THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


610-29-BZ. 


ACTION  OF  BOARD— Application  reopened  and  set  for 

Calendar  Call  Tuesday,  February  18,  1930  at  2 
p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Commissioners  Connell,  Holland  and 

Guilfoyle  and  Deputy  Chief  Martin .  4 

Negative:  Chairman  Walsh .  1 

Absent  . Q 

332-29-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Amelia  Rossi 
owner. 

SUBJECT— Application  for  reopening — reconsideration 
under  section  7g,  previously  withdrawn— re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings) 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  change  of  occu- 
pancy  of  the  first  story  of  an  existing  dwelling  from 
dwelling  use  to  business  use 

PREMISES  AFFECTED-249  West  99th  street,  Manhat- 
tan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  under  prin¬ 
ciples  of  section  7,  subdivision  g,  and  set  for  Cal- 

THE  VOTE  TO  REOPEN!!bn,ary  ^  at  2  P'  m' 
Affirmative.  Chairman  AValsh,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief 

Martin  .  '  4 

Negative  . !...!!!.!.!.  0 

Absent :  Commissioner  Holland . *  *  *  ’  j 


APPLICANT — McCooey  &  Conroy,  for  Edelwood  Realty 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 202-212  Elmwood  avenue, 
southeast  corner  of  East  2nd  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  E.  J.  Condon,  Andrew  V.  Bekay, 
William  Richter,  Mrs.  McNamee,  Mrs.  Carey 
and  Mrs.  Timken. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh  and  Commissioners 


Connell  and  Holland .  3 

Negative:  Commissioner  Guilfoyle  and  Deputy 

Chief  Martin .  2 

Absent  .  n 


766-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Parkway  Center 
Bur lding  Corp.,  owner. 

JECT  Application  for  reopening — reconsideration,  pre¬ 
viously  withdrawn — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7e  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 

^a,r?^e  ^or  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 822-838  East  New  York  avenue, 
south  side,  100  ft.  west  of  Schenectady  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  None. 


486-29-BZ. 


APPLICANT— Frank  M.  Andrews,  for  International 
Magazine  Co.,  Inc.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build- 
lng  zone  resolution,  to  permit  in  a  one  and  one- 
half  times  height  district  the  erection  of  the 
street  wall  in  excess  of  the  height  permitted  by 
the  building  zone  resolution. 

PREMISES  AFFECTED — 465-71  Park  avenue,  101-115 
East  57th  street  and  100-114  East  58th  street 
Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Burke,  M.  Hubert  and 
F.  M.  Andrews. 

For  Opposition:  Frederick  L.  Carver,  Charles 
F.  Hoffman  and  Philip  Wellings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and 

Guilfoyle  .  g 

Negative:  Acting  Chairman  Connell  and 

Deputy  Chief  Martin .  o 

Absent:  Chairman  Walsh .  i 

THE  RESOLUTION— 

(486-29-BZ) 


Whereas,  F.  M.  Andrews,  for  International  Magazine 
Co.,  Inc.,  owner,  filed,  July  19,  1929,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  one  and  one-half 
times  height  district  the  erection  of  the  street  walls  of  a 
proposed  structure  in  excess  of  height  permitted  by  the 
building  zone  resolution;  premises  465-471  Park  avenue,  101- 
115  East  57th  street  and  100-114  East  58th  street,  Borough 
of  Manhattan ;  and 


Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  28,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,,  the  district  maps  accompanying  the  building 
zone  resolution  show  that  Park  avenue,  south  from  100  ft 
south  of  58th  street,  is  in  a  two  times  height  district  and  *. 
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Seffi  a  aor„ke  aaTo^  &Z 
S  use  district,  and  56th  street  is  in  a  one  and  one-half 

’imw",  ftt  dec'ision  s^WendeM  of  taildings, 

JUsn, reefS  Snus.  » 

Art.' Ill  of  the  Building  Zone  Resolution  for  a  one  and 

one-half  times  district.  , 

anWHFjtEAS  the  proposed  building  is  to  be  of  fireproof  con- 
struchon  Aft v  five  Tories  in  height,  with  a  frontage  of 
SSTio  in  and  a  depth  of  150  ft.;  to  be  occupied  as  an 

al’aCE“:ashlfi:s  Prosed  to  increase  the  site  of  an  e.g- 
•  1p.  hnildine  in  a  two  times  height  district  by  the  erectio 
of  an  addition  partly  in  a  two  times  and  partly  m  aonean 
u-sif  tmips  Vieisrht  district:  entire  street  tront  wan  pro 
0^  20oT  h!S  permitted  heigh,  for  ,00  ft.  frontage  on 

^  V/hereaT  'the  board  deemed  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  brought  under  section  21  of 

thTtWe’S'  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 


the  storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under’  section  21  of  the  building  zone  resolution  in 
that  a  denial  of  same  would  constitute  practical  difficulties 
and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof,  two  stories  in 
height ;  that  the  front  elevation  shall  be  constructed  with 
face  brick  or  architectural  terra  cotta  with  stone  trimmings; 
hat  the  rear  and  gable  walls  shall  be  unpierced  throughout 
their  entire  height  and  length  with  the  exception  of  the 
windows  for  ventilation  purposes  on  the  rear  wall ;  there  shall 
be  no  entrance  to  the  building  on  the  172nd  street  side,  other 
than  one  emergency  exit  not  more  than  3  ft.  6  in.  in  width; 
there  shall  be  no  portable  gasoline  service  or  sale  outside  of 
the  building  line;  that  there  shall  be  no  roof  signs  erected, 
that  any  sign  display  shall  be  confined  to  one  electric  pro- 
jecting  sign  indicating  the  name  and  nature  of  the  business 
conducted  on  premises;  that  the  foot  of  any  ramps,  if  con¬ 
structed,  leading  to  the  second  story  shall  be  set  back  10  ft. 
from  the  building  line ;  that  all  necessary  permits  shall  be 
obtained  within  six  months  and  any  work  involved  shall  be 
completed  within  one  year  from  the  date  of  this  action. 


C17~29“BZ 

APPLICANT— William  F.  Doyle,  for  Halpern  Con¬ 
struction  Company,  owner.  .  « 

SUB TECT— Application  (re  decision  of  the  supermtend- 
Sl  BJ  ent  of  "buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor 

PREMISES*" AFFECTED  1484  Jerome  avenue  south¬ 
east  corner  of  East  172nd  street,  The  Bronx. 

APPEARANCES—  „  . 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condi¬ 
tion. 

rp  tt  m 

Affirmative:  Acting  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and 

Deputy  Chief  Martin  .  J 

Negative  . . •••••* .  , 

Absent:  Chairman  Walsh . 

THE  RESOLUTION— 

(617-29-BZ) 

Whereas  William  F.  Doyle,  for  Halpern  Construction 
Co  owner,  ’filed,  October  15,  1029,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  1484  Jerome  *ve™€’ 
southeast  corner  of  East  172nd  street,  Borough  of  The 

B  Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  28,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue  is  m  a  business 
district ;  Townsend  avenue  and  East  172nd  street  are  m 
residence  district,  and  West  172nd  street  is  in  a  business 

(  Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  8,  1929  (App.  N.  B.  1221-29),  reads: 

“1  Erection  of  garage  for  storage  of  more  than 
five  motor  vehicles  in  business  district  ^  is  contrary  to 
provisions  of  Building  Zone  Resolution.  , 

and 


Whereas,  the  proposed  building  is  to  be  of  'Wm^eproof 
rrvn  struct  ion.  two  stories  in  height,  with  a  frontage  of  100 


699-29-BZ. 

APPLICANT — W.  Philip  McGovern,  for  St.  Thomas 
Aquinas’  Church,  owner.  . 

SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  an  E  area 
district  the  erection  and  maintenance  of  a  church 
building  less  than  ten  (10)  feet  from  the  street 

PREMISES  AFFECTED  —  1502-1558  Hendrickson 
street,  southwest  corner  of  Flatlands  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Tomlin  and  W.  rhilir 
McGovern. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  con 
dition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  Martin . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(699-29-BZ) 

Whereas,  W.  Philip  McGovern,  for  St.  Thomas  Aquina 
Church,  owner,  filed,  December  4,  1929,  an  application,  unde 
the  building  zone  resolution,  to  permit  in  an  “E”  area  di: 
trict  the  erection  and  maintenance  of  a  church  building  le: 
than  10  ft.  from  the  street  line;  premises  1502-1558  Hei 
drickson  street,  southwest  corner  of  Flatlands  avenue,  Bo 

ough  of  Brooklyn;  and  .  ,• 

Whereas,  a  public  hearing  was  held  on  this  application  t 
the  board  of  standards  and  appeals,  at  its  regular  meetin 
January  28,  1930,  after  due  notice  by  publication  in  ti 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  buildn 
zone  resolution  show  that  area  bounded  by  an  east-and-we 
line  located  100  ft.  south  of  Flatlands  avenue,  a  north-an 
south  line  located  100  ft.  east  of  Hendrickson  street  and 
north-and-south  line  located  100  ft.  west  of  Coleman  stre^ 
are  in  an  “E”  area  district;  and  .... 

Whereas,  the  decision  of  the  superintendent  of  buiMinj 
rendered  November  14,  1929  (App.  No.  11307-29),  reads: 
“Proposed  church  is  contrary  to  Sec.  15,  Par.  1 
of  Art  IV  of  Bldg.  Zone  Resolution. 
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“Building  required  to  set  back  ten  feet  on  all  streets. 

Residential  E  Zone.”; 

,nd 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con- 
truction,  one  clere  story  and  tower  in  height,  with  a  front- 
ge  of  67  ft.  and  a  depth  of  193  ft.;  to  be  occupied  as  a 
Jiurch  building ;  and 

Whereas,  it  is  proposed  to  erect  a  church  building,  ex¬ 
ending  through  the  block,  the  extreme  front  to  be  4  ft.  from 
!he  street  line,  the  extreme  rear  to  be  3  ft.  6  in.  from  the 
treet  line,  within  an  “E”  area  district;  the  zone  resolution 
equires  that  no  portion  of  a  building  shall  be  erected  nearer 
han  10  ft.  to  the  street  line  within  an  “E”  area  district: 
pd 

Whereas,  the  area  requirements  are  restricted  as  to  in- 
ensive  use  of  land ;  and 

Whereas,  the  owner  proposes  to  maintain  approximately 
lore  than  21,000  sq.  ft.  in  area  unoccupied  to  either  side 
f  his  property ;  and 

Whereas,  the  premises  embrace  three  street  fronts,  the 
.oard  deems  that  this  slight  invasion  for  the  intended  use — 
n  established  house  of  worship — cannot  in  any  way  ad- 
ersely  affect  any  other  properties  involved. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  application  of  the  area  dis- 
-ict  regulations  of  the  building  zone  resolution,  and  that 
ie  application  be  and  it  hereby  is  granted  on  condition  that 
le  propose  structure  shall  be  restricted  and  limited  in  use 
nd  occupancy  to  a  house  of  worship  for  a  regularly  organ- 
red  congregation ;  that  the  design  and  finish  shall'  be  sub- 
tantially  in  accordance  with  plans  filed  in  this  application, 
nd  that  all  permits  necessary  shall  be  obtained  within  six 
ionths  and  any  work  involved  thereby  shall  be  completed 
•ithin  eighteen  months  from  the  date  of  this  action. 


72-28-BZ. 

■  PPLICANT — Philip  J.  Sinnott,  for  John  A.  McCar¬ 
thy,  owner. 

UBJECT — Application  for  reopening — extension  of 
time  to  complete  work — re  application  (decision 
of  buildings),  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  business 
building  (stores). 

'REMISES  AFFECTED— 2311  Grand  concourse, 

northwest  corner  of  East  183rd  street,  The 

Bronx. 

PPEARANCES — 

For  Applicant:  William  Cunningham. 

For  Opposition:  None. 

CTION  OF  BOARD — Application  reopened  and  time 
extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  Martin .  5 

Negative  .  0 

Absent  . 0 

HE  RESOLUTION— 

(872-28-BZ) 

,  Whereas,  Philip  J.  Sinnott,  for  John  A.  McCarthy, 

wner,  filed,  November  14,  1928,  an  application,  under  the 
■u  ding  zone  resolution,  to  permit  in  a  residence  district 
ie  erection  and  maintenance  of  a  business  building  (stores)  ; 
remises  2311  Grand  Concourse,  northwest  corner  of  East 
S*reet’  ®orouPh  of  The  Bronx;  and 
hf.reas,  3  hearing  was  held  on  this  application 

v  the  board  of  standards  and  appeals,  at  its  regular  meet- 
'g.  April  2,  1929,  after  due  notice  by  publication  in  the 
inletin  of  the  Board  of  Standards  and  Appeals :  and 
hereas,  the  use  district  maps  accompanying  the  building 
)ne  resolution  show  that  Grand  Concourse  is  in  a  residence 
■strict;  East  183rd  street,  west  of  a  point  100  ft.  east  of 
reston  avenue,  is  in  a  business  district;  East  183rd  street, 


east  of  a  point  100  ft.  east  of  Creston  avenue,  is  in  a 
residence  district;  Creston  avenue  is  in  a  residence  district 
and  Kyer  avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  6,  1928  (Apphc.  N.  B.  1999-28),  reads: 

1.  Erection  of  proposed  business  buildings  (stores) 
m  residence  district  contrary  to  provisions  of  Building 
Zone  Resolution.’:  * 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  and  cellar  in  height,  with  a  frontage 

°  r°n  Gran.d  Concourse  and  101  ft.  on  East  183rd 
street;  to  be  occupied  as  a  business  building  (stores)  ;  and 
Whereas,  the  property  under  appeal  is  cut  by  two  use 
districts,  the  board  deems  that  a  reasonable  adjustment  is 
justified  under  section  21  of  the  building  zone  resolution; 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  April  2,  1929,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  imposed 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make,  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  building  zone  resolution,  and  that 
t  ie  application  be  and  it  hereby  is  granted  on  condition  that 
the  use  and  occupancy  shall  be  restricted  to  retail  mercan¬ 
tile  business ;  that  the  front  elevation  shall  be  of  attractive 
architectural  design,  substantially  in  accordance  with  the 
drawings  filed  in  this  application ;  that  the  westerly  gable 
wall  of  the  183rd  street  section  and  the  northerly  gable  wall 
ot  the  Grand  Concourse  section  shall  be  unpierced  through- 
out  their  entire  height  and  length ;  that  any  advertising  dis¬ 
played  shall  be  restricted  to  the  plate  glass  show  windows 
o  the  store  front ;  that  there  shall  be  no  merchandise  dis¬ 
played  or  exposed  outside  the  building  line ;  that  all  permits 
required  shall  be  obtained  within  nine  months  and  all  work 
involved  thereby  completed  within  eighteen  months  from  the 
date  of  this  action — January  28,  1930. 


539-29-BZ. 

APPLICANT— Frederick  R.  Ryan,  for  Excell  Garage 
Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-a,  7-e  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  alteration  and  extension  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 163-165  East  84th  street, 
north  side,  185  ft.  west  of  Third  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Frederick  R.  Ryan. 

For  Opposition-  Arthur  Farmer,  Leonard  Lev- 
msohn  and  Ruth  Ransom. 

ACTION  OF  BOARD — Application  granted  on  con¬ 
dition. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  Martin  . . .  5 

Negative  .  .  q 

Absent  . ]  ’  ’  ’ ' .  0 

THE  RESOLUTION— 

(539-29-BZ) 

Whereas,  Frederick  R.  Ryan,  for  Excell  Garage  Co  Inc 
owner,  filed,  August  22,  1929,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  extension  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  premises  163-165  East  84th  street, 
north  side,  185  ft.  west  of  Third  avenue,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  28,  1930,  after  due  notice  bv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  84th  street  is  in  a  business  an 
residence  district;  85th  street  is  in  a  business  and  residence 
district;  Lexington  avenue  is  in  a  business  district,  and 
Third  avenue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  10,  1929  (Alt.  Applic  No.  1644-29),  reads. 

“1.  Proposed  extension  and  addition  to  garage  is  con¬ 
trary  to  Section  6  of  Zoning  Resolution.”; 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  four  stories  in  height,  with  a  frontage  of  48  . 

and  a  depth  of  71  ft.;  occupied  as  a  garage  for  more  than 
five  motor  vehicles;  and 

Whereas,  it  is  proposed  to  extend  the  existing  garage 
building  31  ft  2  in.  at  rear  of  cellar  and  first  story,  to  extend 
the  upper  stories  at  rear  21  ft.  2  in.  and  add  two  additional 
stories  to  the  existing  four-story  building;  the  entire  building 
will  be  made  fireproof  and  occupied  as  a  garage  for  more 
than  five  cars  within  a  business  use  district ;  and 

Whereas,  the  board  has  granted  variations  for  garages 
in  the  same  street  front  under  section  7,  subdivision  e;  and 
Whereas,  there  exists  in  the  same  street  front  a  stable, 
erected  prior  to  the  adoption  of  the  zone  law,  and  later 
changed  to  a  garage ;  and 

Whereas,  the  present  site  is  occupied  by  a  four-story 
non-fireproof  garage,  the  -board  deems  that  under  section  7 
subdivision  a;  section  7,  subdivision  e,  and  21  justifies  the 
application  and  it  would  be  a  hardship  to  deny  the  develop¬ 
ment  in  keeping  with  the  adjoining  properties  lying  as  it 
does  between  two  existing  garages. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of.  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  six  stones  above 
grade ;  that  the  building  shall  be  constructed  fireproof 
throughout;  that  the  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  there  shall  be  pro¬ 
vided  at  the  second  story  floor  level  a  rear  yard  of  not.  less 
than  10  ft.  in  depth  for  the  entire  width  of  the  premises , 
that  there  shall  be  provided  along  the  rear  wall  at  second 
story  fixed  louvre  ventilators  or  mechanical  power-driven 
ventilation  for  the  first  story;  that  the  front  elevation i  shall 
be  finished  with  hard,  light-colored  face  brick,  that  the 
openings  shall  be  trimmed  with  dark-colored  face  brick  or 
natural  stone  trimming ;  that  the  facade  shall  be  designed 
in  attractive  architectural  treatment,  with  sunken  panel 
backs  under  each  window  opening  with  quoin  coursing 
vertically  at  the  property  line  at  street  f ront  J from  grade 
to  cornice;  that  any  advertising  display  shall  be  restricted 
to  one  electric  projecting  sign,  indicating  the  name  and  title 
of  the  business  conducted  on  the  premises  or  flat  wall  sign 
on  the  frieze  of  the  store  front;  that  there  shall  be  no 
portable  gasoline  tanks  operated  or  permitted  on  t**  prem¬ 
ises  •  that  all  permits  required  shall  be  obtained  within  six 
months  and  any  work  invovled  shall  be  completed  within 
one  year  from  the  date  of  this  action. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  Martin  . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(553-29-BZ) 


553-29-BZ.  .  . 

APPLICANT — Emil  Guterman,  for  Louis  Klein,  owner. 

SUBTECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 1022-1032  Rockaway  ave¬ 
nue,  southwest  corner  of  Linden  boulevard, 
Brooklvn. 

APPEARANCES— 

For  Applicant:  Emil  Guterman. 

For  Opposition:  George  B.  Schatz. 

ACTION  OF  BOARD — Application  granted  on  con¬ 
dition. 


Whereas,  Emil  Guterman,  for  Louis  Klein,  owner,  filei 
September  9,  1929,  an  application,  under  the  builidng  zod 
resolution,  to  permit  in  a  residence  district  the  erection  an 
maintenance  of  a  gasoline  service  station ;  premises  1021 
1032  Rockaway  avenue,  southwest  corner  of  Linden  boult 
vard,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application! 
the  board  of  standards  and  appeals,  at  its  regular  meetin 
January  28,  1930,  after  due  notice  by  publication  in  tl 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildii 
zone  resolution  show  that  Linden  boulevard,  west  of  Rod 
away  avenue,  is  in  a  residence  district ;  Linden  boulevar 
east  of  Rockaway  avenue,  is  in  a  business  district ;  Rockaw; 
avenue,  west  side,  is  in  a  business  and  residence  district,,  ai 
Rockaway  avenue,  east  side,  is  in  a  business  and  unrestrict. 

district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildup 
rendered  December  16,  1929  (App.  No.  12755-29),  read 
“Proposition  is  contrary  to  Art.  II,  Sec.  3  of  t 
Building  Zone  Resolution— the  erection  of .  a  pub 
garage  and  a  gasoline  selling  station  in  a  residence  t 
district.” ; 

and  ,  .  B 

Whereas,  the  premises  consist  of  a  plot  of  ground  1. 
ft.  by  100  ft.,  on  which  it  is  proposed  to  erect  a  one-stc 
building  with  a  frontage  of  50  ft.  on  Rockaway  avenue  a 
a  width  across  the  rear  of  100  ft.,  L  shaped,  for  a  garai 
office  and  grease  pit  enclosure,  and  in  the  open  space 
install  necessary  tanks  and  pumps  for  a  gasoline  serv 
station ;  and 

Whereas,  the  applicant’s  property  was  in  the  same  own. 
ship  prior  to  the  amendment  of  the  zoning  law ;  and 
Whereas,  the  board  in  a  similar  application  affecting  ’ 
property  directly  opposite  on  Linden  boulevard  reached 
conclusion  on  the  assumption  that  the  surrounding  con, 
tions  could  not  be  adversely  affected,  the  board  deems  t 
under  section  21  the  applicant  is  entitled  to  a  variation 
modification. 

Resolved,  that  the  board  of  standards  and  appeals  d 
hereby  make  a  variation  in  the  application  of.  the  use  ( 
trict  regulations  of  the  building  zone  resolution,  and  t 
the  application  be  and  it  hereby,  is  ..granted  on  condition  t< 
the  layout  proposed  shall  be  as  indicated  on  the  plan  filed 
this  case ;  that  the  southerly  and  westerly  gable  walls  s# 
be  unpierced  throughout  their  entire  height  and  lens 
that  any  walls  exposed  to  view  from  the  highways  shall 
finished  in  light-colored  face  brick;  that  there  shall  be  b 
along  the  building  line  of  Linden  boulevard  and  Rockai 
avenue  a  concrete  curbing  not  less  than  12  in.  in  nei 
with  not  more  than  two  10  ft.  vehicular  openings  on  Lir 
boulevard  and  not  more  than  two  on  the  Rockaway.  avc 
front;  that  the  intervening  space  between  the  openings 
building  line  shall  be  provided  with  ornamental  iron  rail 
not  less  than  5  ft.  in  height  or  masonry  posts  with  he 
chain  connecting  same;  that  there  shall  be  erectedT( 
corner  formed  by  intersection  of  Linden  boulevard  and  M 
away  avenue  a  concrete  platform  not  less  than  .10  ft] 
either  direction,  which  shall  be  maintained  unoccupied,  o 
than  for  one  electric  light  stanchion;  that  no  gasoline  p 
shall  be  erected  within  10  ft.  of  building  line;  that  any 
incidental  to  the  conduct  of  the  business  on  the  pr£n 
shall  be  housed  in  approved  masonry  construction  with 
openings  from  the  interior  of  the  property;  that  any  an 
tising  displayed  shall  be  restricted  to  fixed  wall  signs  w 
the  property  line  and  the  glass  globes  of  the  gasoline  pur 
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hat  a  return  of  the  drawings  shall  be  made  to  this  board 
or  approval  before  submission  to  the  superintendent  of 
uildings,  and  that  all  permits  shall  be  obtained  within  six 
lonths  and  any  work  involved  shall  lx-  completed  within 
ne  year  from  the  date  of  this  action. 


30-29-BZ. 

IPPLICANT — Henry  C.  Brucker,  for  Victory  Park 
Sites  Realty  Co.,  Inc.,  owner. 

UBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-g  and  21  of 
the  building  zone  resolution,  to  permit  partly  in 
a  business  district  and  partly  in  a  residence 
district  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station. 

REMISES  AFFECTED — 137-30  Queens  boulevard 
and  137-27  Barrett  street,  Briarwood,  Borough 
of  Queens. 

PPEARANCES — 

For  Applicant:  Stephen  F.  Burkhard. 

For  Opposition:  None. 

CTION  OF  BOARD — Application  granted  on  con¬ 
dition. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  Martin  .  5 

Negative  . [  0 

Absent  . ’  ’  *  0 

HE  RESOLUTION— 

(630-29-BZ) 

Whereas,  Henry  C.  Brucker,  for  Victory  Park  Sites 
-alty  Co.,  Inc.,  owner,  filed,  October  22,  1929,  an  applica- 
t>n,  under  the  building  zone  resolution,  to  permit,  partly  in 

•  business  district  and  partly  in  a  residence  district,  the 
•ection  and  maintenance  of  a  gasoline  service  station ; 
:'emises  137-30  Queens  boulevard  and  137-27  Barret  street, 
iuthwest  corner,  Briarwood,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
1;  board  of  standards  and  appeals,  at  its  regular  meeting, 
.nuary  28,  1930,  after  due  notice  by  publication  in  the 
nlletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
<ne  resolution  show  that  Queens  boulevard  is  in  a  business 
strict ;  Barret  street  is  in  a  residence  district,  and  Hutton 
-  eet  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  October  4,  1929  (Plan  No.  N.  B.  6742-29),  reads: 
“1.  The  erection,  of  a  gasoline  service  station  partly 
within  a  business  district  and  partly  within  a  residence 
district  is  contrary  to  both  section  4,  subdivision  A  (46) 
and  Section  3  of  the  Zone  Law.  Not  further  con¬ 
sidered."  : 

:d 

Whereas,  it  is  proposed  to  erect  an  office,  30  ft.  by  20  ft., 
ry  five  550-gallon  tanks,  erect  eight  pumps  and  four 
[?ase  racks  for  the  purpose  of  conducting  a  gasoline  service 
|ition  on  a  triangular  plot  with  a  frontage  of  182.75  ft.  on 
ueens  boulevard  and  285  ft.  on  Barret  street  with  100  ft. 

'  a  business  district  and  185  ft.  in  a  residence  district; 
sd 

A  hereas,  it  is  proposed  to  erect,  maintain  and  operate  a 
iv  me  service  Nation  on  these  premises ;  and 
o  hereas,  the  applicant,  under  the  principle  of  section  7, 
g.  has  filed  100  per  cent  consents  of  an  area 
J?d  by  the  board  and  deemed  affected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
cby  make  a  variation  in  the  application  of  the  use  dis- 
-t  regulations  of  the  building  zone  resolution,  and  that 
'  application  be  and  it  hereby  is  granted  on  condition  that 
re  shall  be  erected  along  the  entire  westerly  property  line 

*  n  f.  'r°n  ^ence  n°t  ^ess  than  6  ft.  in  height ;  that  there 
ill  be  erected  along  the  Queens  boulevard  and  Barret 
•eet  building  line  a  concrete  curbing  not  less  than  12  in. 


above  grade  and  12  in.  in  depth;  that  there  shall  be  provided 
on  top  of  the  curb  masonry  posts  of  finished  material  not 
less  than  12  in.  square  and  not  less  than  6  ft.  apart,  other 
than  the  vehicular  entrances,  the  said  posts  to  be  connected 
vyith  ornamental  fixed  iron  chain  or  ornamental  iron  railing ; 
that  there  shall  be  no  vehicular  entrance  within  25  ft.  of  the 
corner  formed  by  the  intersection  of  Queens  boulevard  with 
arret  street ,  that  there  shall  be  not  more  than  two  vehicular 
entrances  on  Queens  boulevard  and  not  more  than  three  exit 
openings  on  Barret  street  front;  that  no  gasoline  pumps 
shall  be  erected  within  10  ft.  of  the  building  line;  that  the 
proposed  one-story  structure,  as  indicated  on  the  plans 
approximately  20  ft.  by  30  ft,  shall  be  finished  on  the 
exterior  with  white  enamel  brick  or  natural  stone,  substan¬ 
tially  in  accordance  with  the  design  filed  in  this  appeal ; 
that  the  proposed  pits  for  crankcase  service  shall  be  housed 
in  a  structure  not  more  than  one  story  in  height,  enclosed 
on  three  sides,  the  open  side  facing  the  property  to  be 
arched,  the  design  to  be  in  accord  with  the  one-story 
building  erected  for  shelter,  and  operation  of  the  premises ; 
that  any  advertising  shall  be  restricted  to  the  glass  globes 
of  the  gasoline  pumps;  that  the  architect  shall  make  a  re- 
turn  of  the  drawings  in  accordance  with  the  foregoing  con¬ 
ditions  to  this  board  for  approval  before  submission  to  the 
building  department;  that  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  that  any  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action. 


629-29-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Queens  County 
Motor  Car  Co.,  Inc,  owner. 

SUBJECT  Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-g  and  21  of 
the  building  zone  resolution,  to  permit  partly 
in  a  business  district  and  partly  in  a  residence 
district  the  erection  and  maintenance  of  a  ware¬ 
house  for  the  storage  of  more  than  five  (5) 
motor  vehicles,  also  the  installation  of  a  motor 
vehicle  repair  shop,  a  gasoline  storage  system 
and  a  salesroom. 

PREMISES  AFFECTED— 137-40  Queens  boulevard 

and  137-28  Barret  street,  Briarwood,  Borough 

of  Queens. 

APPEARANCES— 

For  Applicant:  Stephen  F.  Burkhard. 

For  Opposition:  None. 

ACTION  Oh  BOARD — Application  granted  on  con¬ 
dition. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  Martin  .  5 

Negative  .  y 

Absent  . *  y 

THE  RESOLUTION— 

(629-29-BZ) 

Whereas,  Henry  C.  Brucker,  for  Queens  County  Motor 
Car  Co,  Inc,  owner,  filed,  October  22,  1929,  an  application, 
under  the  building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  warehouse  for  the  storage  of 
more  than  five  motor  vehicles,  also  the  installation  of  a 
motor  vehicle  repair  shop,  a  gasoline  storage  system  and  a 
salesroom;  premises  137-40  Queens  boulevard  and  137-28 
Barret  street,  southeast  corner,  Briarwood,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  28,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
district;  Hutton  street  is  in  a  residence  district,  and  Barret 
street  is  in  a  residence  district;  and 
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minutes 

tssa  “'PEA;-;“;S::K  ' 1  “ 

rendered  December  4,  ACTION  OF  BOARD— Application  granted  on  con- 

readS:‘‘The  erection  of  a  building  for  use  as  a  Rehouse  ACTION^  BO 

fh>F  To? motor  vehicles  locat^iTrtly  within  a  residence  THE  V^E  chairman  Walsh,  Commission- 

SpSt a/sst aml "  * 

subdivision  29  of  the  ^^^Tmotor  ve-  Negative  . 0 

hides  are  kept  for sale  and  f  d  pUmps  and  THE  RESOLUTION— 

“  (530-29-BZ)  I  I 

business  conducted  on  the  premise*  J"db  iness  district,  Whereas,  Franklin,  Bates  &  Heinsman,  for  City  Island 
service  station,  the t.STnf  Zone  Law,  in  as  much  Garage,  ow  ner,  filed,  August  19,  1929,  an  application,  under 

are  contrary  to  section  .  o  thc  resjdence  zone.”;  the  building  zone  resolution,  to  permit  in  a  business  district 

of  the  premises  as  are  lot.  tbe  aiteration  and  extension  of  a  gasoline  service  station 

and  ,  ,  -, A-„  to  be  of  fireproof  con-  and  garage  for  the  storage  of  more  than  five  motor  vehicles; 

Whereas,  the  proposed  building  e  o{  121 .33  ft.  prenfises  492-498  City  Island  avenue  and  140  Beach  street, 

struction,  six  stones  in  height,  b  occupied  as  a  southeast  corner,  Borough  of  The  Bronx;  and 

and  a  depth  of  259.06  ft.  irregdar^be  occj  a  p’ublic  hearing  was  held  on  this  applicahon  b, 

warehouse  for  the  st°rage  hicle  repair  shop,  a  gasoline  the  board  of  standards  and  appeals,  at  its  regular  mee  g 

also  the  installation  of  a  motor  vehicle  repa  Tanuarv  28,  1930,  after  due  notice  by  publication  in  the 

storage  system  and  a  salesroom ,  ^5^  ^  automobile  manu-  Bulletin  of  the  Board  of  Standards  and  Appeals ;  an 

Whereas,  it  is  pr°P°s^  station  not  including  a  public  Whereas,  the  use  district  maps  accompanying  the  build J 
facturers’  agencies  distributing  .  limiting  automobiles  zone  resolution  show  that  City  Island  avenue  is  in  a  busines 

garage  service  for  the  h.re  that  no  space  ^rict;  Reach  street  is  in  a  residence  district;  Minm  on 

in  live  storage  to  not  more  t  ^  {o’r  automobiie  hire,  street  is  in  a  residence  district,  and  Bowne  street  m  . 

on  the  premises  shall  oe  ,  ,  t0  the  adjust-  business  and  residence  district;  and 

and  with  such  repairs  as  are  mate  ta  loj  Whereas,  the  decision  of  the  superintendent  of  building: 

ment  and  servicing  of  ne'v  aut  ,..bm;tted  90  per  cent  con-  rendered  August  13,  1929  (App.  Alt.  No.  476-1929),  reads 
Whereas,  the  applicant  has  deemed  affected.  “1.  Proposed  extension  to  public  garage  and  gasolir 

sents  of  the  area  fixed  by  .th*.b“^s  a'd  appeals  does  servic,  sJion  in  a  business  distne.  .s  contrary  to  tf 

Resolved  that  the  board  of  t  d  of  the  use  dis-  provisions  of  the  Building  Zone  Resolution.  , 

trict^  regulations  of  the  'crnMUrn  that  “"whereas,  the  building,  after  alteration  is  to  be  °f 

Z  bP„&|  bedco„s,ruc,ed  “  5tlt«  and  aTpth’oTlfo  Vh,  Vs  ij,  4 

not  more  than  five  automobdes  shalMj^n  ^  waU  shal,  as  a  garagc  for  the  storage  of  more  than  8 

one  time  in  bve  storag  ’  b s  entire  height  and  length;  that  mot0r  vehicles;  and  _  f  arage  . 

be  unpierced  throughout  it.  conducted  as  a  public  Whereas,  the  premises  consist  of  a  one-story  ga  g  , 

no  part  of  this  structure  shall  be  conducted  v  t  bv  71  ft  and  a  gasoline  service  station  upon  a  corn 

garage;  that  automobile  repatrs  shall  autom0.  {‘(  i’  15/16  in  by  90  ft.  11*  in.  with.n  a  busmt 

incidental  to  the  oondtKt,  xr\ c  1  ,u,  there  shall  be  dlstrkt ;  f,  is  proposed  to  extend  the  garage  budding 

biles  sold  and  exchanged  in  tins JgetKy  instalkd,  „le  lot,  except  a  small  area  at  the  corner  of  the  streeunt 

no  anvil,  open  forge  or  po^c  ^  punches_;  that  the  section  where  the  gasoline  service  station  will  be  loca  . 

exterior^f  the  building  shall  be  accordance  with  ^Whereas,  there  now  exists  on  the  premises  a  garage  50 

material  and  as  to  ^sign  lly.m  **  that  jn  width  and  a  gasoline  service  station  upon  portion  of 

the  drawings  of  the  elevation  ^  jecting  electric  lot  on  the  corner;  and  . 

any  advertising  shall  be  restricted  of  Barret  Whereas,  it  is  proposed  to  erect  a  one-story  garage  cov 

sign  at  the  corner  formed  gasoline  storage  mam-  ing  the  entire  premises,  with  a  gasoline  s*a1*°  d  C 

street  and  Queens  bouievard  r(Jrfcted  to  the  servicing  corner  formed  by  the  intersection  of  Beach  street  an 

tained  on  the  premises  from  the  premises,  permitting  jsland  avenue;  and  .  .  .  f  .  7  s. 

of  automobiles  for  discharge  prohibiting  the  conduct  Whereas,  the  applicant,  under  pnncipleofsecti  - 

not  more  than  one  a50-ga  on  Bn*  public  use;  that  division  g,  has  filed  90  per  cent  consents  of  an  area  deer 

and  operation  of  on  the  westerly  Barret  affected  and  fixed  by  the  board. 

there  shall  be  no  vehicular  entranc  shall  be  obtained  Resolved  that  the  board  of  standards  and  appeals  c 

street  frontage;  that  all  nec  ‘ vPwork  involved  shall  be  b  ^  a  variation  in  the  application  of  the  use  - 

within  nine  months  and  that  any  wo  date  o{  this  hereb. X  «««  o{  the  buiWing  zone  resolution  and 

completed  within  eighteen  months  fhfJpTS  be  and  it  hereby  is  granted  oncondrtmi 

—  2? s,tu 

5^UC  ANT-Franhlin.  Bates  &  Heindsmann.  for  City  that  *e  ^oo.^ha,,  be  ofjat  ^ 

Bronx. 
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han  10  ft.  in  width  with  curb  cuts  directly  in  front  of 
ame  not  exceeding  12  ft.  in  width;  that  all  necessary  per¬ 
mits  shall  be  obtained  within  six  months  and  any  work  in- 
lolved  completed  within  one  year  from  the  date  of  this 
ction ;  that  the  architect  shall  make  a  return  of  the  drawings 
>  this  board  for  approval  before  submission  to  the  super- 
ltendcnt  of  buildings. 


26-28-BZ. 

\PPLICANT — Charles  N.  Whinston  &  Bros.,  for 
Weprin  &  Glass  Building  Corp.,  owner. 

I'BJ'ECT — Application  for  reopening — extension  of 
time  (re  decision  of  the  superintendent  of 
buildings),  under  sections  7-c  and  21  of  the 
building  zone  resolution,  to  permit  the  extension 
from  an  unrestricted  district  into  a  business  dis¬ 
trict  of  a  proposed  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

’REMISES  AFFECTED — Northeast  corner  of  Seneca 
avenue  and  Longfellow  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Michael  F.  Dee. 

For  Opposition:  None. 

vCTION  OF  BOARD — Application  reopened  and  time 

extended. 

'HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 


Deputy  Chief  Martin  .  5 

Negative  .  0 

Absent  . ’  ’  q 

'HE  RESOLUTION— 


(726-28-BZ) 

Whereas,  Michael  F.  Dee  substituted  for  Charles  N. 
\  hinston  &  Bros.,  for  Weprin  &  Glass  Building  Corp., 
wner,  filed,  September  10,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit  the  extension,  from  an 
nrestricted  district  into  a  business  district,  of  a  proposed 
arage  for  the  storage  of  more  than  five  motor  vehicles; 
remises  northeast  corner  of  Seneca  avenue  and  Longfellow 
•venue,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
og,  February  26,  1929,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  Seneca  avenue,  east  of  a  point 
on  ft.  east  of  Longfellow  avenue,  is  in  an  unrestricted 
'istrict;  Seneca  avenue,  west  of  a  point  100  ft.  east  of 
.ongfellow  avenue,  is  in  a  business  district ;  Longfellow 
venue,  north  of  a  point  100  ft.  north  of  Seneca  avenue, 
•  in  a  residence  district,  and  Longfellow  avenue,  south  of 
point  100  ft.  south  of  Seneca  avenue,  is  in  a  residence 
istrict ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
tendered  July  26,  1928,  reads: 

1.  Erection  of  a  garage  for  more  than  five  motor 
vehicles,  portion  of  which  is  in  a  business  zone,  is  con¬ 
trary  to  the  provisions  of  the  zone  resolution.” ; 
nd 

;  W  hereas,  the  proposed  building  is  to  be  of  non-fireproof 
'Mruction.  two  stories  in  height,  with  a  frontage  of  200  ft. 
d  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  the 
tor  age  of  more  than  five  motor  vehicles;  and 
W  hereas,  the  board  deemed  that  applicant  was  entitled  to 
ciet  under  section  7.  subdivision  c;  and 
W  hereas,  this  application  was  granted  by  the  board  at  its 
icetmg  February  26,  1929.  under  certain  conditions  and, 
ttiiig  to  a  review  of  the  action  of  the  board  by  the  Supreme 
ourt,.  applicant  was  unable  to  comply  with  the  time  limit 
ondition  imposed,  the  board  deemed  that  an  extension  should 
e  granted,  the  matter  of  the  writ  of  certiorari  having  been 
i sposed  of  by  affirmance  in  the  Appellate  Division  on  Janu- 
D  17,  1930. 


Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
any  building  for  garage  use  shall  not  exceed  in  height  one 
story  above  grade ;  that  the  northerly  wall  shall  be  unpierced 
throughout  its  entire  height  and  length ;  that  any  door 
opening  incorporated  on  the  Longfellow  avenue  front  shall 
be  restricted  to  an  opening  not  exceeding  3  ft.  8  in.  in 
width ;  that  there  shall  be  no  vehicular  entrance  on  Seneca 
avenue  within  30  ft.  of  the  easterly  side  of  Longfellow 
avenue ;  that  the  exterior  of  the  elevations  on  the  Long¬ 
fellow,  Seneca  and  Whittier  avenue  fronts  shall  be  finished 
with  a  light-colored  face  brick  with  architectural  terra 
cotta  or  natural  stone  trimmings ;  that  the  parapet  wall  of 
street  fronts  shall  be  not  less  than  5  ft.  above  the  roof 
level ;  that  the  elevations  of  the  building  shall  be  of  at¬ 
tractive  architectural  design;  that  there  shall  be  no  roof 
signs  erected  or  maintained  on  the  premises;  that  there  shall 
be  no  advertising  signs  displayed  on  the  Longfellow  avenue 
front;  that  any  sign  on  the  Seneca  avenue  front  shall  be 
restricted  to  electric  projecting  signs,  indicating  the  name 
and  title  of  business  conducted  on  the  premises;  that  there 
shall  be  no  portable  gasoline  tanks  maintained  or  operated 
outside  the  building  line  of  these  premises;  that  a  return 
of  the  drawings  shall  be  submitted  to  this  board  for  ap¬ 
proval  before  submission  to  the  bureau  of  buildings  for  ac¬ 
ceptance  in  accordance  with  the  foregoing  conditions,  and 
that  all  permits  shall  be  obtained  within  nine  months  and 
any  work  involved  shall  be  completed  within  eighteen  months 
from  January  17,  1930. 


490-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Museum  of  the 
American  Indian-Heye  Foundation,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station. 

PREMISES  AFFECTED — 800-808  St.  Nicholas  ave¬ 
nue  and  11-19  St.  Nicholas  place,  southeast  cor¬ 
ner  of  West  151st  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  C.  Freiberger,  Daniel  S. 
Schwartz,  Nathan  C.  Suskin,  Arthur  Klar 
and  M.  Van  Vlarcon. 

ACTION  OF  BOARD — Application  granted  on  con¬ 
dition. 

THE  VOTE—  . 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin  .  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 


THE  RESOLUTION— 

(490-29-BZ) 

• 

Whereas,  William  F.  Doyle,  for  Museum  of  the  Amer¬ 
ican  Indian-Heye  Foundation,  owner,  filed,  July  23,  1929, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  800-808  St.  Nicholas  ave¬ 
nue  and  11-19  St.  Nicholas  place,  southeast  corner  of  West 
151st  street,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  28,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  St.  Nicholas  avenue,  St.  Nicholas 
place.  West  150th  street  and  West  151st  street  are  all  in  a 
residence  district ;  and 
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Whereas,  the  decis.on  ot  the  superimcnucn^.  —  "Tf 

rendered  July  11,  1929  (N.  B.  App.  No.  *79-29 res^dence 
“1.  Proposed  gasoline  service  station  in  a  residenc 

district  is  contrary  to  Art.  II,  Sec.  3  ol  the  g 

Resolution.” ; 

atl\VHEREAS,  the  premises  consist  of  a  plot  of  gr0,V!^ L^oth 
frnnt-iee  of  52  ft  on  151st  street,  9  ft.  9  in.  on  West  150th 
street  S199  ft  10  in.  on  St.  Nicholas  place  and  204  ft.  on 
St.  Nicholas -avenue,  on  which  it  is  proposed  t°  « 
hnildimr  10  ft  by  20  ft.,  one  story  in  height,  for  an  omce, 

to 'erect'  enclosure  wall  f  or  grease  pits  and  to  install  neces- 
1  *■  .  i  _  o  rrocnltnp  service  station,  an< 


or  heavy  iron  chains  of  ornamental  treatment ,  mere  mm  ue 
no  vehicular  entrance  within  25  ft.  of  the  corner  of  West 
150th  street;  there  shall  be  not  more  than  three  vehicular 
entrances  on  St.  Nicholas  place  with  exits  directly  opposite 
on  St.  Nicholas  avenue,  no  vehicular  entrance  to  exceed  a 
width  of  10  ft.,  with  the  curb  cuts  located  directly  in  front 
of  same;  anv  gasoline  equipment  or  supply  shall  be  re¬ 
stricted  to  and  confined  within  the  property  and  shall  no 
be  located  within  10  ft.  of  building  line ;  hat  there  shall 
be  no  advertising  of  any  nature  or  description,  other  than 
that  exposed  on  the  glass  globes  of  the  gasoline  pumps; 
the  architect  shall  make  a  return  of  the  drawings  .to  this 


building,  10  ft.  by  20  ft  one  story  in  neigm  -  ■  architect  shall  make  a  return  of  the  drawings  ,to  this 

to  erect  enclosure  wall  for  grease  pits  and  to  install  neces  approval  in  accordance  with  the  foregoing  condi- 

sary  tanks  and  pumps  for  a  gasoline  service  sta^°^  and  before  submission  to  the  bureau  of  buildings  or  the 

Whereas  the  premises  under  appeal  consist  ot  an  irregu  V  Vv_rt_.nt .  .  at  all  permits  required  shall  be  obtained 

in  the  middle  of  two  highway.,.  CPU-  involved  thereby  completed 

within  one  year  from  the  date  of  this  action. 


Whereas  tne  premises  unuci  ~ 

larly  shaped  plot,' lying  in  the  middle  of  wo  ^ways  co^ 
verging  on  three  street  fronts,  and  is  not  suitable  ol 

velooment  in  conforming  use ,  and  .  j  tn 

WhSeas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
herebv  make  a  variation  in  the  application  of  the  use  a 
trict  regulations  of  the  building  tone  resolution  and  ha 
the  indication  be  and  it  hereby  is  granted  on  condition  tha 

there  shall  be  built  along  the  151st  street  building  line  a  wall 
there  sna11  De  ,  •  i^ght  Qf  approved  masonry  with 

not  less  than t  ^IcholTs  avenue  and  St.  Nicholas  place  of 

S’ ?han^o“ea7h  "tree,,  and  >ha.  the  enthe  area 

rracndd  &  r  £ 

«nter  portion  approximately  20  ft.  square,  shall  be  finished 
wi  h  light-Sdired  enameled  brick  on  the  extenor,  the  roof 
to  he  in  hip  design  of  variegated  slate  or  Spanish  tile 
hat  the  two  end  structures  shall  be  maintained  open  on  the 
m  rior  cHhe" plot  with  arched  openings ;  thM Mte,  ^ 
hP  prerted  along  the  building  line  on  St.  Nicholas  avenue, 
St.  Nicholas  place  and  150th  street  a  concrete  or  gra 
u*  Iacc  12  in  above  grade  nor  less  than  12  in. 

curbing  not  less  than  ^  S  on  this  curbing  masonry 

m  depth  that  there  shall  be  erec  ^  more  than  J0 

p°sts  not  less  than  6jj  n  ^  than  thc  vehi  ular 

rZ £"£Si  be  fif,Tinbewith  an  ornamental  iron  railing 


AREA  FIXED. 

(899-28-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frederic  G.  Rita,  requesting  the  board  to  fix  an  area  deemed  . 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles  and,  also, 
thp  installation  of  a  gasoline  service  station;  premises  274- 
284  67th  street  and  6701  Third  avenue,  southwest  corner, 

Borough  of  Brooklyn.  .  , 

The  following  area  was  approved  by  the  board. 

Both  sides  of  Third  avenue  from  a  point  200  it.  s  ut 
of  Senator  street  to  a  point  400  ft.  north  of  premises 
in  question:  both  sides  of  67th  street  from  a .pom  2° 
ft  east  of  Third  avenue  to  a  point  400  ft.  west  ot 
premises  h,  question;  also  both  sides  of  Senator  street 
from  Third  avenue  to  a  point  200  ft.  southwest  of  prem 
ises  in  question. 


Adjourned  5.40  p.  m. 


William  J. 


O’Gorman,  Secretary. 


MINUTES 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  28,  1930. 


Present:  Chairman  Walsh,  Commissioners  ^Connell 


Holland  and  Guilfoyle  and  Deputy  Chief  Martin 


board  of  standards  and  appeals 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative.  Chairman  Walsh,  C< ommission- 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  Martin  . 

Negative  . 

Absent  . 


PETITIONER— S.  G.  Feldman,  for  New  York  Centr 


R.  R.  Co.,  owner.  .  . . 

SUBJECT— Application  for  reopening— considerate 
•  previously  dismissed  for  lack  of  prosecu  ion-j 
?e  variation  of  labor  law  as  cited  in  decision  jj 
the  superintendent  of  buildings. 

PREMISES  AFFECTED— 121-135  West  End  avem 
301-311  West  65th  street  and  300-312  West  6 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  S.  G.  Feldman. 


PETITIONS  FOR  VARIATION. 


Einstein- 


602-29-S.  .  c  „  , 

PETITIONER — John  B.  Snook  Sons,  t 
Wolff  Co.,  lessee. 

SUBJECT — Variation  of ^ the  labor  law  as  cite  in  or  er 
of  the  fire  commissioner. 

PREMISES^  AJFECTED7USm  ««  ACT.ONoBbOA^I^-  reopened  and  « 

West  24th  street,  Manhattan. 


APPEARANCES — 

For  Petitioner*  None.  , 

For  Administration:  Inspector  Maher 

ACTION  OperBOARD— Petition  withdrawn  on  wrftten 
request. 


THE 


hearing  on  February  25,  1930,  at  2  p.  m. 
VOTE  TO  REOPEN —  .  . 

Affirmative:  Chairman  Walsh.  Commissio 
ers  Connell,  Holland  and  Guilfoyle  and. 

Deputy  Chief  Martin . j 

Negative  .  c 

Absent  . 
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29-S. 

riTIONER — Nathan  Levy,  for  Levy  Brothers  Realty 
Co.,  owner. 

3JECTI— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

iMISES  AFFECTED — 63-67  West  38th  street,  Man¬ 
hattan. 

3EARANCES — 

For  Petitioner:  John  W.  App. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

riON  OF  BOARD — Petition  dismissed  as  not  being 
properly  before  the  board. 

3  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


l  RESOLUTION— 

(207-29-S) 

here  as,  Nathan  Levy,  for  Levy  Brothers  Realty  Co., 
?r,  filed,  March  27,  1929,  a  petition  with  the  board  of 
lards  and  appeals  for  a  variation  from  the  require- 
s  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
nissioner,  affecting  premises  63-67  West  38th  street  and 
1  West  39th  street,  Borough  of  Manhattan ;  and 
hereas,  a  previous  petition  on  a  similar  order  had  been 
■d  by  he  board  under  Cal.  No.  737-27-S;  and 
hereas,  the  action  of  the  board  under  said  calendar 
>er  is  now  before  the  court  on  a  writ  of  certiorari,  and 
>oard  deems  that  this  matter  is  res  adjudicata  in  so  far 
le  board  is  concerned. 

solved,  that  the  petition  be  and  it  hereby  is  dismissed 
)t  being  properly  before  the  board. 


•9-S. 

ITIONER — Sloan  &  Robertson,  for  Madis  Realty 
Corp.,  owner. 

JECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

MISES  AFFECTED — 37-41  East  58th  street,  36-54 
East  59th  street  and  617-627  Madison  avenue,  Man¬ 
hattan. 

EARANCES— 

For  Petitioner :  John  A.  Kennedy. 

ION  OF  BOARD — Petition  granted  on  condition. 

:  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


RESOLUTION— 

(463-29-S) 

i  ere  as,  Sloan  &  Robertson,  for  Madis  Realty  Corp., 
r,  filed,  July  10,  1929,  a  petition  for  a  variation  from 
equirements  of  the  labor  law,  as  cited  in  a  decision 
e  superintendent  of  buildings,  affecting  premises  37-41 
58th  street.  36-54  East  59th  street  and  617-627  Madison 
e,  Borough  of  Manhattan;  and 

IERF.AS,  the  decision  of  the  superintendent  of  buildings, 
red  June  24,  1929,  reads: 

“10.  Windows  on  the  street  front  on  1st,  2nd  and 
rd  stories  should  be  fireproof  and  should  comply  with 
ec.  264  of  the  Labor  Law  and  Rule  503  of  the  Indus- 

•ial  Code.”; 

iereas,  the  proposed  building  is  fireproof,  ten  stories 
ieht,  200  ft.  in.  by  200  ft.,  irregular,  in  area; 
JPIED:  tenant  factory;  100  persons  each  story; 
IPPED  with  a  sprinkler  system  and  a  fire  tower; 
S:  two  interior  fireproof  stairways,  extending  from 


the  first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
fireproof  doors  at  openings;  and 

.  Whereas,  the  petitioner  proposes  to  use  large  plate  glass 
in  windows  on  the  three  street  fronts,  the  maximum  size 
on  first  story,  ll  ft.  8  in.  by  7  ft.;  second  and  third  stories, 
4  ft  by  6  ft.  6  in.;  futhermore,  the  petitioner  contends  that 
the  large  glass  windows  are  necessary  due  to  the  use  of 
the  first  three  stories  and  the  appearance  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  windows  on  the  three  lower  stories 
on  the  street  front,  on  condition  that  no  light  of  glass  above 
the  first  story  shall  exceed  a  width  of  4  ft.  and  that  the 
openings  shall  be  equipped  with  approved  metal  frames  and 
sash,  glazed  with  one-quarter-inch  polished  plate  glass,  and 
that  the  requirements  of  the  labor  law  shall  be  omplied  with 
in  all  other  respects. 


664-29-S. 

PETITIONER— Renwick,  Aspinwall  &  Guard,  for  V. 
Green  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 139-149  Hudson  street  and  1 
Hubert  street,  southwest  corner,  Manhattan 

APPEARANCES— 

For  Petitioner:  Shirley  Guard. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


(664-29-S) 

Whereas,  Renwick,  Aspinwall  &  Guard,  for  V.  Green 
Co.,  owner,  filed,  November  13,  1929,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  a 
decision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  139-149  Hudson  street  and  1  Hubert  street,  southwest 
corner,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  11,  1929  (N.  B.  Applic.  No.  415-29), 
reads : 

“8.  Windows  should  comply  with  Section  264  Labor 
Law  and  Rule  503  Industrial  Code.” ; 

and 

Whereas,  the  building,  facing  on  two  street  fronts,  is 
fireproof,  fourteen  stories  in  height,  142  ft.  8  in.  by  76  ft.  in 
area;  OCCUPIED:  1st  story,  stores  and  manufacturing,  30 
persons ;  upper  stories,  manufacturing,  140  persons  per  story ; 
EQUIPPED  with  a  sprinkler  system;  EXITS:  two  interior 
fireproof  stairways,  extending  from  the  first  story  to  roof, 
enclosed  in  fireproof  partitions,  with  fireproof  doors  at 
openings ;  and 

Whereas,  there  are  openings  on  the  first  story  in  the  Hud¬ 
son  street  and  in  the  Hubert  street  front  walls  of  the  build¬ 
ing  glazed  with  plate  glass ;  the  maximum  area  of  the  glass 
being  5  ft.  4  in.  by  8  ft.  2  in. ;  and 

Whereas,  petitioner  contends  that  a  strict  compliance 
with  the  labor  law  as  to  the  area  of  the  glass  would  destroy 
the  intended  use  of  the  first  story  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  windows  on  the  street  front  on  the 
first  story,  on  condition  that  the  openings  shall  be  equipped 
with  approved  metal  frames  and  sash,  glazed  with  one- 
quarter-inch  polished  plate  glass,  and  that  the  requirements 
of  the  labor  law  shall  be  complied  with  in  all  other  re¬ 
spects. 


THE  RESOLUTION— 
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Connell,  Holland  and  Guilfoyle  and  Deputy 

PETITIONER— G.  T.  Hodges,  for  Merits  Realty  Corp.,  Absent*!.  .^1"  0 

owner.  ...  , 

SUBJECT. _ Variation  of  the  labor  law,  as  cited  in  an  order  THE  RESOLUTION — 

of  the  fire  commissioner.  (655-29-S) 

PREMISES  AFFECTED— 274-286  Broadway  and  53  v  . 

'  Chambers  street,  northeast  corner,  Manhattan.  Whereas,  Croker  National  Fire  Prevention  Engineering 

APPFARANCES _  Co.,  for  Estate  of  Joseph  Aronauer,  owner,  filed,  November 

For  Petitioner:  G.  T.  Hodges.  8,  1929,  a  petition  for  a  variation  from  the  requirements  of 

For  Administration:  Inspector  Maher  of  fire  de-  the  labor  law,  as  cited  in  orders  of  the  fire  commissioner; 

partment.  affecting  premises  133  Chrystie  street,  Borough  of  Man- 

ACTION  OF  BOARD — Petition  granted  on  condition.  hattan ;  and  .  .  • 

THE  VOTE—  Whereas,  the  orders  of  the  fire  commissioner,  dated 

Affirmative:  Chairman  Walsh,  Commissioners  March  25,  1929,  read: 

Connell,  Holland  and  Guilfoyle  and  Deputy  “Order  No.  52387-LD:  . 

Chief  Martin .  5  “i.  Provide  an  additional  means  of  exit  from  each 

Negative  .  b  story  remote  from  the  interior  stairway,  as  per  sectioi 

Absent  .  0  271  "of  the  Labor  Law. 

“2.  Extend  the  interior  stairway  at  the  north  sid. 

RESOLUTION _  of  building  to  the  roof,  as  per  Section  2.1  of  thi 

(660-29-S)  Labor  Law.  ; 

and 

Whereas,  G.  T,  Hodges,  for  Merlis  Realty  Corp..  owner  Tf.derAfr°'  f  ^^tandard  fire  escape  front  o 

filed.  November  9.  1929.  a  petition  for  a  variation  from  . ‘l.  J  jo  ,fat  s’mt  will  co„fornl  to  the  rules  of  th 

t  firqel'lrc'omemiLio„e^  £45.  Bred-  Board  "of  Standards  and  Appeals.  Defects  noted  as  fol 

wav  and  53  Chambers  street  Borough  of  Manhattan  and  lows.  .  ;  front  raii  cf  lowest  balcony  wit 

WnnacAS  the  order  of  the  fme  —Stoner,  dated  Octo-  a)  s  upported  by  a  back  drop  gravi, 

ber  2,  1928  (Order  No.  43608-h),  reads.  .  .  .  r». 

“1.  Install  an  adequate  interior  electric  fire  alarm  hook.  , 

system  in  accordance  with  the  Rules  of  the  Board l  of  an°v  th  .building  is  non-fireproof,  four  stories  (4 

Standards  and  Appeals  and  the  enclosed  approve  J  {t  g  in.)"in  height,  23  ft.  6  in.  by  126  ft.  2l/2  in.  in  area, 

out.”;  ■  OCCUPIED  by  one  concern  for  the  manufacture  of  be 

a  w„Ts  the  building  i, 

basement,  'electroyping^and  255  peons  .  tst  story,  story,  iron  sto^e.  no  1 

stores  and  offices,  222  persons,  2nd  stor\,  o  ces,  in  an  interior  wood  stairway,  extending  from  tl 

machines  and  composing  room.  214  persons  p  uppe  t  story  to  top  story  (with  iron  ladder  to  scuttle  in  roof 

offices,  242  persons  «di  sto ry ;  1 EXITS  three  intenor  fire_  y  ^  partitions>  with  wood  doors  at  opei 

proof  stairways,  extending  from  he  hrst  story  to  ,  accommodation  stair  leadit 

closed  in  fireproof  partitions,  with  fireproof  doors  at  open  mgs,  ^here » ^  ^ .  a  fire  escape  on  the  front  cf  tl 

ings;  and  f  ti  base-  building  having  unprotected  openings  along  the  course  ther 

Whereas,  the  petitioner  claims  that  a  portion  rt  e  ,  i.-n(r  xrom  tbe  roof  to  the  second  story  balcony,  wi 

ZpXHZ  stories  higher;  to  south,  one  story  high. 

factory  work  is  done,  only  men  of  long  experience,  ur  anw  oetitioner  proposes  to  bring  the  fire  escape 

thermore,  the  petitioner  contends  that  the  Premj^s  are  pr  -  standard  requirements  of  the  labor  department  as 

vided  with  adequate  safeguards  for  the  preven  ,  ^  e  ^  .  Jroviding  the  necessary  fireproof  opemn 

t-sss  r?  a  ,«  r^v«sssr.  tt 

law.  and  that  the  petition  be  and  it  hereby  is  granted  so  long  is  denied.  _ 

as  conditions  as  to  occupancy  and  use  remain  substantially 

v.  a  Du4*wy"D.  B  , 

unchanged.  _  PETITIONER— Croker  National  Fire  Prevention  Engine - 

_  ing  Co.,  for  Columbia  Shoe  Co.,  owner 

PETITIONER — 'Croker  National  Fire  Prevention  Engineer-  SUBJECT-VarMon  of  fte  labor  law,  as  cited  m  an  or, 

SUWB&S& a?  "“orders  PREMISES^  AFFECTED  351  East  ,8th  street.  Manh- 

of  the  fire  commissioner.  .....  iDDnoivrye 

PREMISES  AFFECTED  133  Chrystie  street.  Manhattan.  APPEARANCES-^  R  Horwood.  S 

APPEARANCES —  ,  por  Administration:  Inspector  Maher  of  fire 

For  Administration:  Inspector  Maher  of  fire  de-  0pa BOARD — Petition  granted  on  condition. 

ACTION  OFrBOARD-Petition  denied.  THE  chairman  Walsh,  Commissioners 

THE  VOTE  TO  GRANT-  n  Connell.  Holland  and  Guilfoyle  and  Deputy  ^ 

Negative': e  Chairman  Walsh,  Commissioners  Chief  Martin . 
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Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(634-29-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
o.,  for  Columbia  Shoe  Co.,  owner,  filed,  October  24,  1929, 
petition  for  a  variation  from  the  requirements  of  the  labor 
w,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
remises  351  East  78th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  April 
,  1929  (Order  No.  53850-LD),  reads: 

“1.  Arrange  the  fire  escape  at  rear  of  building  serving 
as  a  required  means  of  egress  so  that  same  will  conform 
to  Section  274  of  the  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals.  Defects  noted  as 
follows : 

“(a)  No  safe  egress  from  termination  of  fire  escape 

to  street. 

“(b)  No  stairway  from  top  balcony  to  roof.”; 

id 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
fight,  25  ft.  by  73  ft.  1  in.  in  area  at  basement  story  and 
1  ft.  by  52  ft.  in  area  above;  OCCUPIED  by  one  concern 
ir  the  manufacture  and  sale  of  shoes:  basement,  3  persons; 
;t  story,  2  persons ;  2nd  story,  2  persons ;  3rd  story,  5 
.Tsons ;  EXITS:  an  interior  wood  stairway,  extending  from 
>e  first  story  to  top  story  (with  iron  ladder  leading  to  scuttle 
roof),  enclosed  in  wood  stud,  lath  and  plaster  partitions, 
ith  wood  doors  at  openings ;  a  fire  escape  on  the  rear 
the  building,  having  fireproof  openings  along  the  course 
iereof,  extending  from  the  top  story  balcony  (with  goose- 
^ck  ladder  to  roof)  to  the  roof  of  the  basement  story 
ctension,  with  EGRESS  from  the  termination  of  the  fire 
-cape  by  means  of  a  60-degree  iron  stairway  leading  up 

>  the  first  story  extension  roof  of  the  adjoining  premises 

>  the  rear  and  across  roof  to  door  leading  into  second  story 
f  said  premises ;  ROOFS  of  adjoining  buildings :  to  east 
id  west,  one  story  higher ;  and 

Whereas,  petitioner  requests,  in  view  of  the  small  occu- 
ancy  of  the  building,  the  acceptance  of  the  existing  means 
f  egress ;  and 

Whereas,  the  board  of  review  of  the  fire  prevention 
ureau,  under  date  of  December  16,  1919,  granted  a  varia- 

on. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  moke  a  variation  in  the  requirements  of  the  labor 
tw,  and  that  the  petition  be  and  it  hereby  is  g ranted ,  ratify- 
ig  the  action  of  the  board  of  review  of  the  fire  department, 
<1  condition  that  the  stipulations  and  conditions  as  granted 
V  the  fire  department  be  complied  with. 

— 

1-30-S. 

’ETITIONER — G.  Harry  Madigan,  for  Victoria  V.  De 
Lorenzo,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  health  commissioner. 

PREMISES  AFFECTED- — 668  Lorimer  street,  northeast 
corner  of  Withers  street,  Brooklyn. 

APPEARANCES — 

For  Petitioner :  G.  Harry  Madigan. 

\CTION  OF  BOARD — Petition  granted  on  condition. 

'HE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

'HE  RESOLUTION— 


(11-30-S) 

Whereas,  G.  Harry  Madjgan,  for  Mrs.  Victoria  V.  De 
-orenzo,  owner,  filed,  January  6,  1930,  a  petition  for  a  varia- 
ion  from  the  requirements  of  the  labor  law,  as  cited  in  a 
lecision  of  the  health  commissioner,  affecting  premises 


668  Lorimer  street  (69  Frost  street),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  health  commissioner,  ren¬ 
dered  December  17,  1929,  reads : 

^  ‘‘Your  application  for  a  Sanitary  Certificate  for  a 
Cellar  Bakery,  668  Lorimer  Street,  in  the  Borough  of 
Brooklyn  was  denied.”; 
and 

Whereas,  the  building  is  of  frame  construction,  three 
stories  in  height,  25  ft.  by  50  ft.  in  area;  OCCUPIED: 
cellar,  bakery;  1st  story,  store  and  apartments;  2nd  and  3rd 
stories,  four  apartments  each  story ;  EXITS :  an  interior 
wodoen  stairway,  extending  from  the  first  story  to  top  story, 
enclosed  in  non-fireproof  'partitions,  with  wood  doors  at 
openings;  two  fire  escapes,  one  at  front  and  rear  of  the 
building,  having  non-fireproof  openings  along  the  course 
thereof,  extending  from  second  to  third  stories;  drop  ladders 
to  street;  a  gooseneck  ladder  from  rear  fire  escape  to  roof ; 
and 

W hereas,  the  petitioner  has  filed  drawings  showing  a 
cellar  bakery  8  ft.  4  in.  in  height,  finished  floor  to  finished 
ceiling,  the  ceiling  10  in.  above  curb  level,  the  floor  level 
with  floor  of  adjoining  area  way;  furthermore,  the  petitioner 
claims  that  the  bakery  is  well  lighted  and  ventilated  by  three 
double-hung  windows  2  ft.  6  in.  by  4  ft.  8  in.  and  double 
doorway  4  ft.  by  7  ft.;  the  building  was  erected  forty  years 
ago  and  occupied  as  a  bakery  many  years ;  the  previous 
owner  neglected  to  apply  for  a  certificate  of  exemption,  and 
the  present  owner  would  suffer  a  hardship  if  prevented  the 
use  of  the  premises  as  a  bakery ;  and 

Whereas,  the  records  of  the  tenement  house  department 
on  the  erection  of  the  building  indicate  the  installation  of 
a  bakery ;  and 

Whereas,  proof  has  been  submitted  of  the  occupancy  of 
the  basement  as  a  bakery,  the  order  is  predicated  on  the 
temporary  suspension  of  the  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law, ‘and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  issuance  of  a  sanitary  certificate  of 
exemption,  on  condition  that  the  bakery  otherwise  complies 
with  the  sanitary  and  other  legal  requirements  in  all  re¬ 
spects  and  that  all  other  permits  be  obtained. 


5 60-29- S. 

PETITIONER — Robert  Teichman,  for  Estate  of  Mathias 
Rock,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 13-15  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Robert  Teichman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(560-29-S) 

Whereas,  Robert  Teichman,  for  Estate  of  Mathias  Rock, 
owner,  filed,  September  13,  1929,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  13-15 
West  27th  street,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
24,  1929  (Order  No.  61702-LD),  reads: 

“1.  Provide  an  independent  fireproof  passageway  to 
the  street  from  termination  of  exterior  stairway  at  rear 
of  building,  as  per  Section  268  of  the  Labor  Law. 
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“NOTE — Plans  for  all  structural  changes  should  be 
filed  in  the  Bureau  of  Buildings  as  required  by  Chapter 
503,  Laws  of  1916”; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  in  height, 
50  ft.  by  98  ft.  9  in.  at  first  story  and  50  ft.  by  90  ft.  9  in. 
above;  OCCUPIED:  1st  story,  restaurant,  10  persons;  2nd 
story,  artificial  flowers  manufacturing,  8  persons;  3rd  story, 
vacant;  4th  story,  manufacture  of  artificial  flowers,  9  per¬ 
sons;  5th  story,  napkins  manufacturing,  36  persons;  6th 
story,  manufacturing  neck  ties,  14  persons ;  7th  story,  under¬ 
wear  manufacturing,  27  persons ;  8th  story,  manufacturing 
table  linens,  9  persons ;  9th  story,  manufacturing  napkins,  6 
persons;  10th  story,  manufacturing  neck  ties,  18  persons; 
11th  story,  bottling  perfumery,  33  persons;  means  of 
EGRESS  consisting  of  an  interior  fireproof  stairway,  ex¬ 
tending  from  the  first  story  to  the  roof,  enclosed  in  fireproof 
partitions,  with  fireproof  doors  at  openings ;  an  exterior  iron 
stairway  at  the  rear  of  the  building,  extending  from  the  roof 
to  the  first  story,  with  passageway  through  the  first  story 
connecting  with  a  passageway  from  the  interior  stairs  to 
the  street;  and 

Whereas,  petitioner  contends  that  these  means  of  egress 
were  accepted  by  the  bureau  of  buildings  under  New  Building 
Plan  412-07  and  that  the  owners  are  willing  to  install  an 
additional  exit  by  providing  a  ladder  from  the  intermediate 
balcony  directly  over  the  roof  of  the  extension  to  connect 
with  the  adjoining  extension  roof  to  the  west,  the  height 
difference  between  this  adjoining  extension  roof  and  the 
balcony  being  4  ft.  11  in. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  reinforced  concrete  balcony  be  provided  con¬ 
necting  the  balcony  at  the  second  story  with  the  exterior 
iron  stairs  of  the  premises  to  the  north,  namely,  4  West 
28th  street,  in  addition  to  the  existing  hallway  at  termination 
of  the  rear  stairs  in  the  building  affected  by  order,  and  on 
condition  that  the  occupancy  of  the  premises  shall  be-  re¬ 
stricted  to  the  legal  capacity  of  the  primary  means  of  exit. 


725-29-S. 

PETITIONER — Sidney  L.  Strauss,  for  Desirable  Real  Es¬ 
tate  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings  and  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 275  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  5 

Negative  .  0 

Absent  .  ° 


THE  RESOLUTION— 

(725-29-S) 

Whereas,  Sidney  L.  Strauss,  for  Desirable  Real  Estate 
Corp.,  owner,  filed,  December  12,  1929,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  a  decision  of  the  superintendent  of  buildings  and  an  order 
of  the  fire  commissioner,  affecting  premises  275  Fifth  avenue, 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  4,  1929  (Alt.  Applic.  No.  2461-1929), 
reads : 

“1.  Fire  escape  must  conform  with  Section  273  Labor 
Law.  File  details  showing  construction  of  fire  escape. 


Balconies  must  be  4  ft.  wide,  connected  by  stairs  22  i 
wide  at  an  incline  of  45  degrees. 

“Fireproof  doors  2  ft.  x  6  ft.  must  lead  to  fire  escaj 
and  windows  on  course  of  fire  escape  must  be  fireproc 

“Fireproof  passage  from  foot  of  fire  escape  to  stre 
must  be  provided. 

“3.  Interior  stairway  must  be  extended  to  roof.’ 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  D 
cember  31,  1929  (Order  No.  68047-LD),  reads: 

“1.  Provide  an  additional  means  of  egress  from  ea< 
of  the  2nd  and  3rd  stories  remote  from  the  interii 
stairway,  as  per  Section  271  of  the  Labor  Law. 

"2.  Extend  the  interior  stairway  to  the  roof,  as  p< 
Section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  buidling  is  non-fireproof,  four  stories  ar 
basement  (55  ft.)  in  height,  23  ft.  by  100  ft.  in  area  i, 
basement  and  first  story  and  23  ft.  by  65  ft.  in  area  above 
OCCUPIED:  basement,  retail  store,  2  persons;  1st  stor 
sale  of  laces,  9  persons ;  2nd  story,  manufacture  of  lace 
5  persons ;  3rd  story,  tailor  shop  and  busheling,  3  person: 
4th  story,  tailor  shop  and  busheling,  10  persons ;  EXITS 
an  interior  wooden  stairway,  extending  from  the  first  stoi. 
to  top  story  (with  iron  ladder  to  scuttle  in  roof),  to  be  ei 
closed  in  fire-retarding  partitions,  with  fireproof  doors 
openings ;  there  being  openings  protected  with  fireproof  do< 
on  the  third  and  fourth  stories  in  the  south  wall  of  tl 
premises  leading  to  building  to  south;  ROOFS  of  adjoinir 
buildings  :  same  elevation  ;  and 

Whereas,  petitioner  proposes  to  provide  a  fire  escape  c 
the  rear  of  the  building ;  the  fire  escape  to  conform  with  ai 
requirements  of  the  labor  law,  excepting  as  to  egress  fror 
termination;  the  egress  from  the  termination  of  the  pr< 
posed  fire  escape  to  be  by  means  of  an  iron  stairway  leadin 
from  the  second  story  balcony  to  an  iron  bridge  over  tl 
basement  extension  roof,  thence  by  means  of  an  iron  star 
leading  to  the  rear  yard  of  premises  2  East  30th  stree 
under  same  ownership ;  egress  from  said  yard  by  means  c 
doorway  leading  to  premises  2  East  30th  street  and  t 
street,  and  requests,  otherwise,  in  view  of  the  small  occi 
pancy  of  the  building,  the  acceptance  of  the  existing  mear 
of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  dcx 
hereby  make  a  variation  in  the  requirements  of  the  labc! 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  t 
Objection  1,  of  the  decision  of  the  superintendent  of  builc 
ings,  and  Item  1  of  the  order  of  the  fire  commissione 
Order  No.  68047-LD,  on  condition  that  a  standard  labc 
law  fire  escape  be  provided  in  the  rear  court,  extending  t' 
and  terminating  in  yard  of  premises  2  East  30th  stree 
both  premises  in  the  same  and  single  ownership,  with  egre? 
from  yard  of  premises,  2  East  30th  street,  through  buildin 
to  the  street,  and  granted,  as  to  Objection  3  of  the  super 
intendent  of  building’s  decision,  and  Item  2  of  the  fire  corr 
missioner’s  order,  on  co-ndition  that  a  fixed  double-run, 
iron  ladder  be  provided  in  the  top  story  hall  to  a  scuttle  i 
the  roof,  and  that  the  stairway  throughout  be  enclosed  wit 
fire-resisting  material,  and  on  condition  that  the  building  sha 
not  be  increased  in  height  or  area,  and  that  the  occupanc 
shall  not  exceed  the  capacity  of  the  interior  enclosed  stairij 


318-29-S. 

PETITIONER — Albert  G.  Berger,  for  Garment  Cente 
Capitol,  Inc.,  owner. 

SUBJECT — Application  for  reopening — amendment— r 

Variation  of  the  labor  law,  as  cited  in  a  decisio 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 512  Seventh  avenue  and  20C 
212  West  38th  street,  southwest  corner,  Manhattai 

APPEARANCES— 

For  Petitioner:  William  J.  Minogue. 
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.CTION  OF  BOARD — Petition  reopened  and  resolution 
amended. 

HE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin.... .  5 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(318-29-S) 

Whereas,  Albert  G.  Berger,  for  Garment  Center 
apitol,  Inc.,  owner,  filed,  May  10,  1929,  a  petition  for  a 
triation  from  the  requirements  of  the  labor  law,  as  cited 
a  decision  of  the  superintendent  of  buildings,  affecting 
emises  512  Seventh  avenue  and  200-212  West  38th  street, 
uthwest  corner,  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
'ndered  April  24,  1929  (N.  B.  App.  No.  259-1928),  reads: 

“10.  All  windows  must  comply  with  Rule  503  In¬ 
dustrial  Code  and  Section  264  Labor  Law.”; 

!d 

'Whereas,  this  petition  was  granted  by  the  board  at  its 
eeting  July  23,  1929,  on  certain  conditions,  and  petitioner 
quests  a  reopening  of  the  case  and  the  amendment  of  the 
itement  of  decision  of  the  superintendent  of  buildings  to 
dude  Item  No.  13  which  reads : 

“13.  Fireproof  wood  wainscoting  is  not  permitted  in 
a  fireproof  factory  building.”; 

|d 

Whereas,  under  date  of  January  28,  1930,  requests  a  fur- 
~r  reopening  of  the  case  and  a  modification  of  the  resolu- 
>n  to  permit  a  larger  area  of  glass  panels  in  windows 
bank  on  second  story ;  and 

Whereas,  the  building,  facing  on  two  street  fronts,  is  fire- 
oof,  forty-three  stories  in  height,  having  a  frontage  of 
6  ft.  9  in.  on  West  38th  street  and  122  ft.  10  in.  on 
venth  avenue;  OCCUPIED:  1st  story,  stores;  2nd  story, 
nk,  150  persons ;  2nd  story,  mezzanine,  bank ;  upper 
>ries,  offices,  showrooms  and  25  per  cent  manufacturing, 
persons  per  story ;  EQUIPPED  with  a  sprinkler  system ; 
UTS :  two  interior  fireproof  stairways,  extending  from 
:  first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
eproof  doors  at  openings ;  and 

W  hereas,  there  are  openings  in  both  street  walls  of  the 
ilding ,  on  the  first  and  second  stories  glazed  with  one- 
irter-inch-thick  plate  glass ;  the  maximum  area  of  the 
;.ss  on  the  first  story  being  17  ft.  7  in.  by  8  ft.  8  in.  and 
the  second  story  being  7  ft.  4  in.  by  5  ft.  9  in. ;  and 
Whereas,  petitioner  contends  that  the  second  story  and 
ond  story  mezzanine  of  the  building  is  to  be  used  as  a 
ik,  and  on  account  of  this  occupancy  the  large  area  of 
glass  is  necessary,  and  that  a  strict  compliance  with  the 
or  law  as  to  the  area  of  the  glass  would  destroy  the  in- 
ded  use  of  the  two  lower  stories ;  that  fireproof  wood 
inscoting  is  to  be  installed  only  in  the  president’s  room, 
ectors’  room  and  office  No.  7  of  the  bank,  and  that  the 
‘ding  is  sprinklered. 

Resolved,  that  the  board  of  standards  and  appeals  does 
-eby  make  a  variation  in  the  requirements  of  the  labor 
and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
m  No.  10,  only  so  far  as  it  affects  the  windows  on  the 
:et  front  of  tfie  two  lower  stories,  on  condition  that  all 
nings  be  equipped  with  approved  metal  frames  and  sash, 
zed  with  one-quarter-inch  polished  plate  glass ;  that  no 
it  of  glass  on  the  second  story  shall  exceed  a  width  of 
t.,  with  the  exception  of  seven  lights  of  glass  on  the 
nue  front  and  five  lights  of  glass  on  the  street  front, 
inn  the  bank  room  space,  and  granted,  as  to  Item  No. 
only  so  far  as  it  affects  the  president’s  room,  di- 
:ors’  room  and  offices  of  the  bank  or  that  portion  of 
second  story  and  second  story  mezzanine  occupied  by  the 
k,  on  condition  that  wainscoting  shall  be  fireproof  in  ac- 
iance  with  the  building  code  and  that  such  wainscoting 


sh.all  be  planted  directly  on  the  terra  cotta  blocks  backed  up 
with  one-quarter-inch  asbestos  sheathing,  and  that  there  shall 
be  no  voids  or  open  spaces,  and  that  the  requirements  of  the 
<iix>r  law  shall  be  complied  with  in  all  other  respects. 


493-29-S. 

I  E 1  IT JONER  Croker  National  Fire  Prevention  Engineer- 
(7°'’  ,for  Charles  Moresca,  owner, 
b U B J EC  T —Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  decisions  of  the  super¬ 
intendent  of  buildings. 

PRE MISES  AFFECI  ED — 3364-3466  White  Plains  avenue, 
The  Bronx. 

APPEARANCES— 

I1  or  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(493-29-S) 

\\  hereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Charles  Moresca,  owner,  filed,  July  24,  1929,  a  peti¬ 
tion  for  a  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner  and  decisions 
of  the  superintendent  of  buildings,  affecting  premises  3364- 
3368  White  Plains  avenue,  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  July 
6,  1929  (Order  No.  59528-LD),  reads: 

1.  Discontinue  the  use  of  the  above  premises,  occu¬ 
pied  for  factory  purposes  -in  violation  of  Section  270 
of  the  Labor  Law.  Defects  noted  as  follows: 

“1.  No  secondary  means  of  exit  provided. 

2.  Interior  stairway  is  not  constructed  of  incom¬ 
bustible  material,  is  not  enclosed  fireproof,  does  not 
extend  to  roof  and  is  not  44  in.  wide. 

“3.  Entrance  doors  at  1st  story  are  not  44  in.  wide 
and  not  arranged  to  open  outwardly.”; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  9,  1929,  reads : 

“You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  5  of  the  Building  Code  of  the  premises 
hereinafter  described,  in  that  of  occupying  building 
without  first  receiving  a  certificate  of  occupancy  from 
the  superintendent  of  buildings. 

“The  building  and  premises  to  which  this  notice  re¬ 
fers  is  known  as  No.  2364  White  Plains  Avenue  and 
occupied  or  intended  to  be  occupied  as  stores  and  work¬ 
shop  and  located  in  the  Borough  of  the  Bronx,  in  the 
City  of  New  York.”; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  17,  1929,  reads : 

“You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  270,  Labor  Law,  at  the  premises  here¬ 
inafter  described,  in  that  no  secondary  means  of  exit 
provided,  interior  stairway  not  constructed  of  fireproof 
material  and  not  44  in.  wide;  entrance  door  1st  story 
not  44  in.  wide  and  not  arranged  to  open  outwardly. 

“The  building  and  premises  to  which  this  notice  refers 
is  known  as  No.  3364  White  Plains  Avenue,  occupied 
or  intended  to  be  occupied  as  stores  and  workshop  and 
located  in  the  Borough  of  the  Bronx,  in  the  City  of  New 
York.”; 
and 
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Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  25.2  ft.  by  70  ft.  in  area;  OCCUPIED:  1st  story, . 
stores  (vacant  at  present)  ;  2nd  story,  manufacturing  dresses, 
20  persons;  EXITS:  an  interior  37-inch-wide  steel  strings 
and  risers  and  marble  treads  stairway,  extending  from  the 
first  story  to  second  story,  enclosed  in  wood  stud,  lath  and 
plaster  partitions,  with  wood  doors  at  openings,  ROOrS 
of  adjoining  building:  to  south,  9  ft.  2  in.  to  10  ft.  8  in. 
lower ;  and 

Whereas,  petitioner,  as  to  Item  No.  1,  proposes  to  pro¬ 
vide  as  a  secondary  means  of  egress  a  45-degree  fire  escape 
on  the  rear  of  the  building,  extending  from  the  yard  to  roof, 
with  fireproof  openings  along  the  course  thereof,  and  a  fire¬ 
proof  door  at  the  second  story  floor  level;  the  egress  from 
termination  of  fire  escape  to  be  through  door  in  fence  to 
yard  of  adjoining  premises  to  south  and  thence  through 
stores  to  street;  said  adjoining  premises  being  under  same 
ownership  as  premises  in  question ;  as  to  Item  2,  contends 
that  there  is  no  safe  egress  from  the  roof  and  proposes 
to  erect  a  double-rung  iron  ladder  leading  from  second  story 
to  scuttle  in  roof;  as  to  Item  3,  proposes  to  arrange  the 
existing  35)4  in.  wide  door  so  as  to  open  outwardly,  and 
the  inner  vestibule  door  will  be  so  arranged. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  industrial  work  on  these  premises  shall  be 
restricted  to  work  of  the  needle  trades ;  that  the  building 
shall  be  not  extended  in  height  or  area;  that  there  shall  be 
provided  an  exterior  45-degree  iron  stairs  from  the_  second 
story  enclosed  in  corrugated  steel  (with  windows  inserted 
in  same  for  light),  terminating  at  rear  yard  with  egress 
from  rear  yard  through  opening  in  the  fence  to  adjoining  prop¬ 
erty  to  the  south,  in  the  same  and  single  ownership,  with 
egress  through  plain  glass  windows  into  building  and  thence 
to  the  street,  and  that  rear  fire  escape  shall  be  extended  from 
the  second  story  rear  to  the  roof;  that  an  interior  fixed 
double-rung  iron  ladder  shall  be  provided  within  the  interior 
stair  hall  to  scuttle  in  roof,  and  that  the  interior  stairs  shall 
be  enclosed  in  approved  fire-resisting  construction,  with  fire¬ 
proof  doors  at  openings;  all  doors  to  open  outwardly,  and 
granted  on  condition  that  the  occupancy  above  the  first  story 
shall  not  exceed  twenty  persons. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
955-27-SA. 

PETITIONER — John  T.  Cook,  owner. 

SUBJECT — ‘Cook’s  Automatic  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal 
endar  pending  test  and  report  of  fire  department. 


1 85-29- S A. 

PETITIONER — John  Manton,  for  National  Airoil  Burnc 
Co.,  owner. 

SUBJECT — Aproval  of  National  Airoil  High  Pressur 
Burner.  J 

APPEARANCES— 

For  Petitioner:  Elmer  C.  Lorenzen. 

ACTION  OF  BOARD — Chairman  read  report  of  fire  d< 
partment ;  report  adopted  and  petition  approved. 
THE  VOTE  TO  APPROVE—  1 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(185-29-SA) 

Whereas,  John  Manton,  for  National  Airoil  Burner  C< 
owner,  filed,  June  24,  1929,  a  petition  with  the  board  < 
standards  and  appeals  for  approval  of  their  device  know 
as  the  National  Airoil  High  Pressure  Burner;  and 
Whereas,  this  device  was  submitted  to  the  fire  departmei 
for  test  and  report  and  the  report  of  the  chief  of  the  burn 
of  fire  prevention  dated  January  20,  1930,  recommends  tl 
approval  of  the  device.  "j  J 

Resolved ,  that  the  board  of  standards  and  appeals  do 
hereby  approve  the  device  known  as  the  National  Airoil  Hig 
Pressure  Burner  for  use  in  commercial  and  industrial  ii 
stallations,  when  installed  in  accordance  with  the  fuel  <• 
rules  of  the  board  of  standards  and  appeals  and  in  co: 
formity  with  the  report  of  the  bureau  of  fire  prevention. 


Adjourned  6.50  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPLIANCES 


APPROVED  FIRE  LINE  HOSE  VALVES 


TYPE  A _ 150  LBS.  WATER  WORKING  PRESSURE 

May  be  installed  on  all  4-inch  and  G-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 

Fairbanks  Company .  ........ - 

New  York  Brass  Foundry  Co.  (Stillbech)  . . . .  a3-21-bA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co..  Inc .  1307-2. -bA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers . 

W.  D  Allen  Mfg.  Co .  890--8-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSUF 
May  be  installed  on  all  standpipe  systems 


W.  D.  Allen  Mfg.  Company .  1151-27-S 

Walworth  Company .  900-27-f 

Jenkins  Brothers .  780-28-f 


Croker  National  Fire  Prev.  Eng.  Co 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convener, 
in  notifying  property  owners,  he  can  obtain  such  cop 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,- 
three  cents  each,  postage  to  be  added  if  the  forms  are’ 
be  supplied  by  mail. 
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RESERVE  CALENDAR 

•  — - - - 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

-29  27-A — 39  Fifth  avenue,  Manhattan. 

30- 27-A — 13-  1G  Central  Park  West,  Manhattan. 

31- 27-A — 20-28  West  72nd  street,  Manhattan. 

32  27-A — 242-248  West  76th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

10  22-SA — Crocker  Gas  Valve,  approval  of. 

99-22-SA — Kennel  1  Gas  Cut-Off  Valve,  approval  of. 

73  22  SA — Anti  Syphon  Valve,  approval  of. 

30-22-SA— Thermostats  for  Automatic  F'ire  Alarm  Sys¬ 
tems,  approval  of. 

49  22-SA — Coen  Oil  Burner,  approval  of. 

57-23-S A— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

24- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
23-23- S A — Packless  Gas  Shut-Off  Valve,  approval  of. 

27-23-SA — S.  &  IC.  Gas  Shut-Off  Valve,  approval  of. 

32- 23-S A — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 

proval  of. 

75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

79-23  SA —  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

47-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
13-23-S  A — Automatic  Gas  Shut-Off,  approval  of. 

25- 23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 

of. 

52-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

19-23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 
18-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
iO-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
42-24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

•5-84-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

6-24-SA — Milnes  Oil  Burner,  approval  of. 

12-24-SA — Decker  Oxohydrogeti  Oil  Burner,  approval  of 
16-24-SA — Salvo  Fire  Extinguisher,  approval  of. 

>9-24  SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
)0-24-SA — Smolensky  Check  Valve,  approval  of. 

'8-25-SA — Globe  Dry  Pipe  Valve  Accelerator,  approval 
of. 

S5-26-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 
'3-25-SA  — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

4-25-SA — Koerting  Gear  Pump,  approval  of. 

6- 25-SA — Palmer  Gravity  Lock,  approval  of. 

3- 26-SA — Signal  Weatherproof  Bells,  approval  of. 

4- 26-SA — Kork-n-Seal.  approval  of. 

7- 26-SA — Worthington  Triplex  Vertical  Power  Pump, 

approval  of. 

4-26-SA — Protectoseal  Cover,  approval  of. 

0-26-SA--Pyrolithic  Fl^or  and  Ceiling  Construction,  ap¬ 
proval  of. 

0-27-SA — Wilbur  Extinguisher,  approval  of. 


187- 2i-SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

53<-27-SA  Leader  Gas  Shut-Off  Valve,  approval  of. 

8 J  4-2 1  -  SA  Elkhart  Flush  iype  Siamese,  approval  of 

955-27-SA— Cook's  Automatic  Oil  Burner,  approval  of. 
977-27 -SA — Romec  Rotary  Pump,  approval  of. 

1162-27 -SA — Allens  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  ot. 

188- 28-SA — Faraday  Waterflo  Alarm  Panel,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  "S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

775-28-SA— Marvel  Oil  Burner,  approval  of. 

778-28-SA— Tabor  Automatic  Oil  Heater,  Type  “D.”  ap¬ 
proval  of. 

813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

79-29-SA— Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-SA — Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

186-29-SA— National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA— A  Diamond  “S”  2H-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “/S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA — Fairbanks  2J4-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 

380-29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

423-29-SA — Crystal  Blue  Flame  Oil  Burner,  approval  of. 

535-29-SA — Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29- S A — Electromatic  Oil  Burner,  approval  of. 
637-29-SA — Merco  Oil  Burner,  approval  of. 

657-29-SA — Sunflower  Oil  Burner,  Model  S-l,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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Restored  to  calendar . 


10 


Miscellaneous  Applications. 
Requests  to  reopen . 


Requests  to  amend. 


.  "*  .. 
. .V7-Xv 

Requests  for  modification  A  74 ; . 


24 

1 


Requests  to  rescind.' . • 

•• 

Requests  for  extension  of  time.... 
Requests  for  extension  of  perrpjt  . . 
Requests  for  mechanical;'  installations 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


:  v. 

> . 

A- 7^;' 


.  r‘  >•>;«*■' 


2 

0 

8 

0 

0 

0 

0 

0 


Withdrawn  . 

Dismissed  . 

Denied . 

Granted  . 

Granted  on  condition . 

Appliances  approved . . . . 

Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . . . 

Requests  withdrawn  or  dismissed . 


Total  .  500 

Disposed  of .  120 


Total 


Cases  pending  January  29,  1930. 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample,  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  : 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  : 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail : 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  I 
cases  promptly,  for  the  reason  that  the  pendency  of  ' 
appeal  or  petition  ties  the  hands  of  the  administrative  0 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petit1 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of 
appellant  or  petitioner  to  file  necessary  data,  or  by 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pi 
and  data  required  by  law  are  supplied,  as  specified  on 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building,  I 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($3.50)  for  subscription  for  one  vear  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  f  HE  BULLETIN  tc 

Name . 

Street . 

P.0 . 

My  subscription  is  to  begin  wit  h  the  issue  for . . 
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communications  should  be  addressed  to  the  chairman  of 
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lis  issue  of  the  Bulletin  contains,  in  the  order  given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  February  4,  1930, 

10  A.  M. 

Minutes  of  Regular  Meeting,  February  4,  1930, 

2  P.  M. 

Corrections. 

Rules  of  Procedure. 

Reserve  Calendar. 

Progress  Report. 


PUBLIC  HEARINGS*1  1  Y  ,LL|N0lS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

(  The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 

and  will  be  called  in  Room  1013,  Tuesday,  February  11,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  February  18,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
tion  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 


CALENDAR 


CODE. 


New  Cases  Filed  up  to  February  5,  1930. 


Cal.  No.  Department.  Premises  Affected. 

88-30-BZ . B.B.M _ 273-277  Seaman  ave.,  Man., 

_  N.  B.  7-1930 

87-30-S . F.D . 202-204  W.  34th  st.,  Man., 

_  Certificate  of  Occupancy 

86-30- A . F.D . 388  Clove  rd.,  West  New 

Brighton  Beach,  Rich., 

_  Applic.  4422-29 

85-30-BZ . B.B.B....  1315-1321  55th  st.,  Bklyn., 

_  Applic.  7871-29 

84-30-A . F.D . Southwest  corner  of  Van  Wyck 

blvd.  &  91st  st.,  Jamaica,  Q., 

_  F-58970 

83-30-BZ . B.B.B _ 1801  Ocean  Parkway,  Bklyn., 

_  Applic.  14860-30 

82-30-BZ . B.B.B....  1039-1047  Myrtle  ave.,  Bklyn., 

_  Applic.  714-1930 

81-30-A . F.D . 506-508  E.  118th  st.,  Man., 

_ _  L.  C.  43756 

80-30-BZ . B.B.B _ West  side  of  Cauldwell  ave., 

69.25  ft.  south  of  E.  158th  st., 

_  Bx.,  N.  B.  53-1930 

79-30-BZ . B.B.B _ 1313-1323  Gravesend  Neck  rd., 

_  Bklyn.,  N.  B.  417-1930 

78-30-A . F.D . 11  W.  17th  st.,  Man., 

_ _  F-56754  &  F-56755 

77-30-A . F.D . 1190  Fifth  ave.,  Man., 

_  L.  C.  54914 

76-30-A . B.B.M. .  ..329-333  E.  21st  st.,  Man., 

_  N.  B.  649-29 

75-30-A . F.D . 2330-2334  Third  ave.,  Man., 

_ _  L.  C.  44756 

74-30- A . F.D . 19  Fulton  st.,  Bklyn., 

_  L.  C.  28862 

73-30-S . F.D . 113-119  Fourth  ave.,  Man., 

_ _  L.  D.  64020 

72-30-BZ . B.B.B _ 3491-3507  Fort  Hamilton  Park¬ 

way,  Bklyn., 

_ _  Applic.  671-1930 

71-30-BZ . B.B.B _ 1086-1108  Dumont  ave.,  Bklyn., 

_  Applic.  633-1930 

70-30- A . F.D . 830-850  10th  ave.,  Man., 

_ _  F-67901 

69-30-S . F.D . 830-850  10th  ave.,  Man., 

_ _  L.  D.  67899 

68-30- A . F.D . 803-817  141st  st.,  Bx., 

_ _  L.  C.  52369 

67-30-A . F.D . Foot  of  North  10th  st.  (Pier), 

_ _  Bklyn.,  F-68565 

66-30-S . F.D . 35-54  35th  st.,  L.  I.  C.,  Q., 

_  L.  D.  68028 

65-30-A . F.D . 35-54  35th  st.,  L.  I.  C.,  Q., 

_  L.  C.  28664  &  L.  C.  68030 

64-30- A . F.D . 90th  st.  &  North  Beach,  Astoria, 

_  Q.,  L.  C.  28732 


F.D . Fire  Departn 

H.D . Health  Departn 

B.B.B . Bureau  of  Buildings,  Brooli 

B.B.M . Bureau  of  Buildings,  Manha  i 

B.B.Q . Bureau  of  Buildings,  Qu< 

B.B.R . Bureau  of  Buildings,  Richm: 

B.B.Bx . Bureau  of  Buildings,  Br ; 

T  H.D . Tenement  House  Departn 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  11,  1930,  AT  2  P.  M.l 

Building  Zone  Cases. 

529-29-BZ. 

APPLICANT — Samuel  C.  Rice,  for  Coexco  Realty  C< 
owner. 

PREMISES — 2602-2626  Gravesend  Neck  road,  south' 
corner  of  East  26th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  2 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  garage  for  the  storage  of  more  t 
five  (5)  motor  vehicles  and,  also,  the  installa 
of  a  gasoline  service  station.  ! 

632-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Corwil  Realty  G 
owner. 

PREMISES — 728-736  Southern  boulevard,  east  side,  20( 
south  of  East  156th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  : 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration 
change  of  occupancy  of  an  existing  garage  for 
storage  of  more  than  five  (5)  motor  vehicles 
gasoline  service  station  and  public  garage  (par 
space). 

704-29-BZ. 

APPLICANT — Mac  L.  Reiser,  for  Esther  Siruii 
owner. 

PREMISES — 50-54  Crown  street,  south  side,  90  ft. 
of  Franklin  avenue,  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  buil 
zone  resolution,  ! 

TO  PERMIT  in  a  business  district,  extending  fron 
unrestricted  district,  the  erection  and  mainten' 
of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles. 

742-29-BZ. 

APPLICANT — Kramer  &  Kleinfeld,  for  Kuma  Invei 
Corp.,  owner. 

PREMISES — 40-01  to  40-09  Greenpoint  avenue,  south 
corner  of  Anable  avenue,  Long  Island  City, 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  n* 
tenance  of  a  gasoline  service  station. 

454-29-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Giovanni  Fis 
owner. 
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PREMISES — 1276-1284  60th  street  and  6002-6012  13th  ave¬ 
nue,  southwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

• 

631-29-BZ. 

APPLICANT — George  Laskas,  owner. 

PREMISES — 192  Clymer  street,  south  side,  100  ft.  west 
of  Lee  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

633-29-BZ. 

APPLICANT — Martin  C.  Dyer,  owner. 

PREMISES — 4696  Third  avenue,  northeast  corner  of  East 
188th  street,  and  2437  Washington  avenue,  The 
Bronx. 

APPLICATION,  under  sections  7c,  7e  and  21  of  the  build¬ 
ing  zone  resolution, 

jTO  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district  and,  also,  into  a  residence 
district,  of  a  proposed  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

W3-29-BZ. 

APPLICANT — David  L.  Blick,  for  Jack  J.  Falk,  owner. 

PREMISES — 6401-6411  Fort  Hamilton  avenue  and  956-972 
64th  street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

■67-29-BZ. 

•APPLICANT — William  F.  Doyle,  for  James  J.  GilhuHy 
and  Nellie  Gilhully,  owners. 

’REMISES — 3151-3161  Webster  avenue,  west  side,  375  ft. 
north  of  East  204th  street,  The  Bronx. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

'0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

00-29-BZ. 

APPLICANT — Joseph  A.  Cox,  for  Philip  Smook,  owner. 

’REMISES — 67-71  Kenmare  street  and  196-204  Mulberry 
street,  northeast  Conner,  Manhattan. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

•  0  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  installation  of  a 
gasoline  service  station. 

12-29-BZ. 

-PPLICANT — Joseph  M.  Lonergan,  for  Port  Richmond 
Poultry  Co.,  Inc.,  owner. 

REMISES — 2020-2022  Richmond  Terrace  and  2-8  Park 
avenue,  southwest  corner,  Port  Richmond,  Borough 
of  Richmond. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house. 


899-28-BZ. 

APPLICANT— Frederic  G.  Rita,  substituted  for  Thomas 

DT3U'A/Tc'trc?lggins’  *or  Spitzer,  owner. 

PREMISES— 274-284  67th  street  and  6701  Third  avenue 
southwest  corner,  Brooklyn. 

APPLICATION,  under  section  2l’  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 

“ve  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

1192-27-BZ. 

APPLICANT  Michael  F.  Dee,  substituted  for  Henry  T. 
DDPifT^nn1C^’  *or  ^°UIS  Del  Gaudio,  owner. 
APPHrA^mv56'17!64  Bushwick  avenue,  Brooklyn. 
APPLICATION,  under  sections  7g  and  21  of  the  buildim? 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


FEBRUARY  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

57-30- A — 123-141  West  57th  street,  Manhattan. 

48-30-A — 3362-3374  Park  avenue,  The  Bronx. 

654-29- A— 70  Convent  avenue  and  450-456  West  131st 
street,  Manhattan. 

646-29-A — 433-449  East  54th  street  and  42-56  Sutton  place, 
northwest  corner,  Manhattan. 

649-29-A— 32-36  Beaver  street,  28-36  South  William  street 
and  65-81  Broad  street,  Manhattan. 

677-29-A— 29-01  to  29-19  Review  avenue,  east  side,  between 
Marsh  and  Fox  streets,  Long  Island  City, 
Borough  of  Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
11,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  464-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Colodny,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  (store)  on 
the  first  story ;  premises  4432  Seton  ave¬ 
nue,  The  Bronx. 

CAL.  NO.  58-29-BZ— Application,  January  25,  1929 ;  reopened 
December  24,  1929,  for  the  purpose  of 
amendment,  under  section  21  of  the 
building  zone  resolution,  of  Shreve, 
Lamb  &  Harmon,  applicants,  on  be¬ 
half  of  Empire  State,  Inc.,  owner,  to 
permit,  partly  in  a  one  and  one-quarter 
times  height  district  and  partly  in  a  two 
times  height  district,  the  erection  and 
maintenance  of  the  street  walls  in  excess 
of  the  height  permitted  under  the  zone 
resolution ;  premises  2-20  West  34th 
street  and  1-25  West  33rd  street,  Man¬ 
hattan. 

cal.  no.  528-29-BZ — Application,  August  17,  1929,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  Valentine  Avenue  Realty  Co., 
Inc.,  applicant  and  owner,  to  permit  in 
a  residence  district,  extending  from  a 
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business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  at 
front  from  residence  to  business  (store) 
purposes;  premises  2467  Valentine  ave¬ 
nue,  west  side,  56  ft.  8J4  in.  north  of 
East  188th  street,  The  Bronx. 

cal.  no.  525-29-BZ — Application,  August  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Herbert  L.  McCann,  applicant, 
on  behalf  of  Mary  E.  McCann,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  973-975  De  Kalb 
avenue  and  112  Lewis  avenue,  northwest 
corner,  Brooklyn. 

cal.  no.  531-29-BZ— Application,  August  19,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Martha  Kraushar,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  38-48  Livonia  avenue 
and  298-308  Barrett  street,  southwest 
corner,  Brooklyn. 

CAL.  NO.  572-29-BZ— Application,  September  20,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  appli¬ 
cant,  on  behalf  of  Lillian  Grossman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1730  Hy- 
lan  boulevard  and  6  Seaver  avenue, 
southwest  corner,  Dongan  Hills,  Bor¬ 
ough  of  Richmond. 

cal.  no.  613-29-BZ — Application.  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Louis  Cherry,  applicant,  on  be¬ 
half  of  Bingham  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1731-1741  Jerome  ave¬ 
nue,  west  side,  163  ft.  south  of  West 
176th  street,  The  Bronx. 

cal.  no.  261-29-BZ— Application,  April  16,  1929 ;  reopened 
January  7,  1930,  under  section  7g  of  the 
building  zone  resolution,  of  George 
Stern,  applicant,  on  behalf  of  Moline 
Construction  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied  under  section  21)  : 
premises  113-26  Farmers  boulevard, 
South  Hollis,  Borough  of  Queens. 

cal  NO  676-29-BZ — Application,  November  19,  1929,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  W.  Lamb,  Inc., 
applicant,  on  behalf  of  Steinway  38th 
Street  Corp.,  owner,  to  permit  the  ex¬ 
tension,  from  a  business  district  into  a 
residence  district,  of  a  proposed  build¬ 
ing  to  be  occupied  as  a  theatre  and 
stores ;  premises  501-507  Steinway  street, 
northwest  corner  of  28th  avenue,  and 
2579-2583  38th  street,  Astoria,  Borough 
of  Queens. 


:al.  no.  661-29-BZ— Application,  November  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  H.  Crabtree,  applicant, 
on  behalf  of  Livingston  Estates  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Forest  avenue  and  Pelton 
avenue,  New  Brighton,  Borough  of 
Richmond. 

:al.  no.  679-29-BZ— Application,  November  20,  1929,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  E.  W.  Radmore,  appli¬ 
cant,  on  behalf  of  The  Wheelright 
Corp.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  conversion  of  occupancy  of 
the  basement  and  first  story  from  resi¬ 
dential  to  business  use ;  premises  162 
West  75th  street,  Manhattan. 

cal.  no.  221-28-BZ— Application,  March  12,  1928;  reopened 
December  21,  1929,  under  section  7g  of 
the  building  zone  resolution,  of  William' 
A.  Sullivan,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  denied  under  section 
21)  ;  premises  176-17  to  176-25  Baisley 
boulevard  and  120-12  to  120-28  Merrick 
boulevard,  St.  Albans,  Borough  of 
Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

451-29-S— 262-268  West  38th  street,  Manhattan. 

620- 29-S — 18-30  Columbia  Heights  and  4-14  Doughty  street, 

southwest  corner,  Brooklyn. 

621- 29-S — 16-26  Doughty  street,  17-29  Columbia  Heights 

and  1-11  Vine  street,  Brooklyn. 

643-29-S — 11  West  46th  street,  Manhattan. 

650-29-S — 1573-1575  Gravesend  avenue,  Brooklyn. 
702-29-S — 538  Greenwich  street,  Manhattan. 

739-29-S— 25-34  to  25-38  33rd  street,  Long  Island  City 
Borough  of  Queens 

748-29-S — 13-19  West  47th  street,  Manhattan.  E 

406-29-S — 1021-1029  East  163rd  street  and  943-947  Southerr 
boulevard,  northwest  corner,  The  Bronx. 
47D29-S— 453-459  Fifth  avenue,  2-10  East  40th  street  am 
5-9  East  39th  street,  Manhattan. 
Appliances  Submitted  for  Approval. 

688-29- S A — Holby  Type  A  Fuel  Oil  Burner,  approval  of 
ggg_29-SA — Holby  Type  B  Fuel  Oil  Burner,  approval  of 
510-29-SA— Hercules’ Oil  Burner,  approval  of. 

684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  18,  1930.  AT  2  P.  M. 

Building  Zone  Cases. 

708-29-BZ.  „  _ 

APPLICANT— William  O.  Staber,  for  Rose  B.  Capon 
and  Thomas  C.  Capone,  owners.  _  J 

PREMISES— 2344-2348  Steinway  street,  north  side,  404  t 
west  of  23rd  avenue,  and  2339-2343  38th  stree 
Long  Island  City,  Borough  of  Queens. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation  of 
a  gasoline  service  station. 

M7-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Metz  Auto  Sales  and 
Laundry  Co.,  Inc.,  owner. 

PREMISES— 84-94  129th  street  and  127-15  Metropolitan 
avenue,  northwest  corner,  Richmond  Hill,  Borough 
of  Queens. 

'APPLICATION,  under  section  7e  of  the  building  zone 
resolution, 

.'0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

18- 29-BZ. 

VPPLICAN  I — William  F.  Doyle,  for  Gusfried  Properties, 
Inc.,  owner. 

'REMISES — 2018  Grand  Concourse,  southeast  corner  of 
Bush  street,  The  Bronx. 

‘APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

'0  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 

22-29-BZ. 

PPLICANT — William  F.  Doyle,  for  Howard  Funding  Co., 
owner. 

REMISES — 1615  University  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  residence  use  district  the  change  of 
occupancy  of  the  first  story  of  a  residence  building 
to  a  business  use  (stores). 

19- 29-BZ. 

PPLICANT — William  F.  Regan,  for  George  W.  Brauns- 
dorf,  owner. 

REMISES — 5814-5816  37th  avenue  (Polk  avenue),  south¬ 
west  corner  of  59th  street,  Woodside,  Borough  of 
Queens. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  of  an  existing  building  from  factory  use  to 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


from  dwelling  use  to  business  use  (previously  with¬ 
drawn  under  section  21). 


751-29-BZ. 

APPLICANT— Voorhees,  Gmelin  &  Walker,  for  New  York 
telephone  Co.,  owner. 

PREMISES— 24-42  Sixth  avenue,  310-332  Church  street, 
8-30  Lispenard  street  and  14-26  Walker  street  Man¬ 
hattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

IO  PER  Mil  in  a  two  times  height  district  the  erection  and 
maintenance  of  the  street  wall  in  excess  of  the 
height  permitted  under  the  zone  resolution. 


FEBRUARY  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

(26-29-A — Pier  No.  8,  Bush  Terminal,  foot  of  39th  street, 
Brooklyn. 

733-29-A— Pier  foot  of  North  11th  street,  Brooklyn. 

735-29- A— 87-91  Third  avenue  and  201-213  East  12th  street, 
northeast  corner,  Manhattan.  . 

636-29-A — 39-41  Cortlandt  street,  Manhattan 

651-29-A— 13  West  38th  street,  Manhattan. 

690-29-A— 232-236  East  40th  street,  Manhattan. 

692-29-A  57-15  Woodside  avenue,  northwest  corner  of  '58th 
street,  Woodside,  Borough  of  Queens. 

Building  Zone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
18,  1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  322-29-BZ— Application,  May  13,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Daljo  Corp.,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  45-05  to  45-17 
25th  avenue  (Wilson  avenue),  north¬ 
west  corner  of  46th  street  ( 16th  ave¬ 
nue),  24-63  to  24-67  45th  street  (15th 
avenue),  east  side,  90  ft.  north  of  25th 
avenue  (Wilson  avenue),  Long  Island 
City,  Borough  of  Queens. 


6-28-BZ. 

PPLICANT — McCooey  &  Conroy,  for  Parkway  Center 
Building  Corp.,  owner. 

REMISES — 822-838  East  New  York  avenue,  south  side, 
100  ft.  west  of  Schenectady  avenue,  Brooklyn. 

PPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

3  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn). 

2-29-BZ. 

PPLICANT — Samuel  Rosenblum,  for  Amelia  Rossi, 
owner. 

REMISES — 249  West  99th  street,  Manhattan. 

PPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

)  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  the  first  story  of  an  existing  dwelling 


CAL.  NO.  546-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

cal.  no.  1-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  James  P.  Boyland,  appli¬ 
cant,  on  behalf  of  Leonia  Holding 
Corp.,_  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  erection  and  maintenance  of 
a  business  building;  premises  2509 
Jerome  avenue,  west  side,  65  ft.  north 
of  West  190th  street,  The  Bronx. 

cal.  no.  384-29-BZ — Application,  June  4,  1929,  under  sec- 
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tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  to  an  existing  dwelling 
from  residence  to  business  use;  premises 
37-26  149th  place  (Wilson  avenue), 
76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 

cal.  no.  408-29-BZ — Application,  June  14,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  Max  Meyerson, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  1969-1979 
Cropsey  avenue  and  8810-8818  20th  ave¬ 
nue,  northwest  corner,  Brooklyn. 

cal.  no.  428-29-BZ— Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  L.  Orlinger,  applicant,  on 
behalf  of  Philboy  Construction  Co., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  having  stores  on  the  first  story  and 
dwellings  above;  premises  4014-4024 
Ninth  avenue,  northwest  corner  of  41st 
street,  Brooklyn. 

cal.  no.  557-29-BZ — Application,  September  10,  1929,  under 
sections  7a,  7b,  7e  and  21  of  the  building 
zone  resolution,  of  William  F.  Doyle, 
applicant,  on  behalf  of  Luke  Kilgallon, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  and 
the  installation  of  a  gasoline  service  sta¬ 
tion  ;  premises  1016-1024  Beach  19th 
street,  east  side,  136  ft.  north  of  Cor- 
naga  avenue,  Far  Rockaway,  Borough 
of  Queens. 

cal.  no.  585-29-BZ — Application,  September  26,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alfred  J.  Boulton,  applicant,  on 
behalf  of  A.  E.  Moeller  Co.,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  an  extension  to  an  existing  fac¬ 
tory  building;  premises  263-265  Sumpter 
street,  north  side,  100  ft.  west  of  Hop- 
kinson  avenue,  Brooklyn. 

cal.  no.  641-29-.BZ — Application,  October  30,  1929,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  James  P.  Boyland,  applicant,  on 
behalf  of  Michael  J.  McCarthy,  owner, 
to  permit  the  extension,  from  an  unre¬ 
stricted  district  into  a  business  district, 
of  a  proposed  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  4233  Vireo  avenue,  west  side, 
110.14  ft.  south  of  East  234th  street, 
The  Bronx. 

cal.  no.  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  a;  ii- 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 


district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

cal.  no.  1063-27-BZ — Application,  September  30,  1927 ;  re¬ 
opened  December  31,  1929,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Henry  H.  Ehrlich,  applicant,-  sub¬ 
stituted  for  Emil  Guterman,  on  behalf 
of  Henry  C.  Karpen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  14912  North  Conduit 
boulevard,  northwest  corner  of  Three 
Mile  Mill  road,  Jamaica,  Borough  of 
Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  18,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

710-29-A — 529-531  Park  avenue,  Brooklyn. 

678-29-A— 5501-5519  18th  avenue  and  1802-1812  55th  street, 
southeast  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
18,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  511-29-BZ — Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the, 
alteration  and  change  of  occupancy  of' 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use ;  premises 
6911  Ridge  boulevard,  Brooklyn. 

cal.  no.  749-29-BZ — Application,  December  23,  1929,  under 
sections  7c  and  21  of  the  building  zone, 
resolution,  of  George  W.  Butler,  appli-j 
cant,  on  behalf  of  The  Bartholomew 
Building  Corp.,  owner,  to  permit  the 
extension,  from  a  business  use  district 
into  a  residence  district,  of  a  proposed 
office  building,  and  the  erection  of  the 
street  walls  to  a  height  in  excess  of  the 
requirements  of  the  building  zone  res 
olution;  premises  566-574  Lexingtor 
avenue  and  122-130  East  51st  street 
southwest  corner,  Manhattan.  j 

cal.  no.  468-29-BZ — Application,  July  15,  1929,  under  sec 
tion  21  of  the  building  zone  resolution 
of  Julius  Kletsky  and  Sadie  Kletsky 
owners,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
line  service  station;  premises  101701 
101709  126th  street  and  12602-1261* 

Rockaway  boulevard,  southeast  corner 
South  Ozone  Park,  Borough  of  Queens 

cal.  no.  489-29-BZ — Application,  July  22,  1929,  under  sec 
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tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Mary  G.  Leggett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores  and  offices)  ;  premises  1985- 
1995  Ocean  avenue  and  2002  Avenue  O, 
southeast  corner,  Brooklyn. 

no.  415-29^BZ — Application,  June  18,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  appli¬ 
cant,  on  behalf  of  Horatio  J.  Sharrett, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1389 
Forest  avenue  and  5  Barrett  avenue, 
northeast  corner,  Port  Richmond,  Bor¬ 
ough  of  Richmond. 

no.  429-29-BZ — Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hector  McG.  Curren,  applicant,  on 
behalf  of  Edna  T.  McVeigh,  owner,  to 
permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  4801-4809 
Kings  Highway,  northwest  corner  of 
Avenue  H,  Brooklyn. 

\'0.  894-28-BZ — Application,  November  20,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 

UESDAY,  FEBRUARY  25,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

-BZ. 

JCANT — Bertram  G.  Eadie,  for  Edward  Biggs, 
owner. 

IISES — 6  Haughwout  street  and  374-383  Jewett  ave¬ 
nue,  northwest  corner,  Port  Richmond,  Borough 
of  Richmond. 

.ICATION,  under  section  21  of  the  building  zone 

resolution, 

ERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

-BZ. 

ICANT — Metwood  Holding  Corp.,  owner. 

IISES — 1513-1561  38th  street,  northeast  corner  of 
Dahill  road,  Brooklyn. 

ICATION,  under  section  21  of  the  building  zone 
resolution, 

ERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  four  (4)  story  factory  building. 

BZ. 

ICANT — Joseph  Unger,  for  Freda  Spinard,  owner. 

IISES — 61-01  to  61-05  Kissena  boulevard  and  154-02 
to  154-08  Horace  Harding  boulevard,  southeast 
corner,  Flushing,  Borough  of  Queens. 

ICATION,  under  section  21  of  the  building  zone 
resolution, 


TO  PERM II  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1148-27-BZ. 

APPLICANT— Joseph  A.  Walsh,  substituted  for  Philip  J. 
Sinnott,  for  Arrowlene,  Inc.,  owner. 

PREMISES — Southeast  corner  of  Franklin  and  Atlantic 
avenues,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zone 
_  resolution  (previously  denied  under  section  21), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


FEBRUARY  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

719-29-A — Foot  of  49th  street,  Brooklyn. 

727-29-A — 685  Fifth  avenue  and  2  East  54th  street,  south¬ 
east  corner,  Manhattan. 

740- 29-A — 56  New  street,  Manhattan. 

741- 29-A — 23  East  14th  street,  Manhattan. 

758-29-A — 1301-1325  Grand  street,  Brooklyn. 

760-29-A — 1325  Grand  street,  rear,  Brooklyn. 

765-29-A — 139-141  West  19th  street,  Manhattan. 

•  Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
25,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  1235-27-BZ — Application,  November  22,  1927 ;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

a*r~ 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
distirct,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
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1403  Grand  Concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  448-29-BZ — Application,  July  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Cerussi  Contracting  Co.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  from  an 
office  building  to  factory  use  on  the 
upper  stories  and  a  motor  vehicle  repair 
shop  on  the  first  story ;  premises  2540 
Belmont  avenue,  east  side,  135  ft.  8  in. 
north  of  East  Fordham  road,  The 
Bronx. 

cal.  no.  554-29-BZ — Application,  September  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Rudolph  Peterson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  13507  Van  Wyck 
boulevard,  northeast  corner  of  Rock- 
away  boulevard,  South  Ozone  Park, 
Borough  of  Queens. 

CAL.  NO.  592-29-BZ— Application,  October  1,  1929,  under 
'  section  21  of  the  building  zone  resolu¬ 

tion,  of  Spencer  &  Iserman,  applicants, 
on  behalf  of  Thwaites  Place,  Inc., 
owner,  to  permit  in  a  business  district 
the  operation  and  maintenance  of  an  ex¬ 
tension  to  an  existing  wet  wash  laundry 
building;  premises  1420  Jerome  avenue, 
The  Bronx. 

cal.  no.  612-29-BZ — Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Marcellus  H.  Evans,  applicant, 
on  behalf  of  Salvatore  Parisi,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1180  Neck  road, 
southeast  corner  of  Sheepshead  Bay 
road,  Brooklyn. 

cal.  no.  625-29-BZ — Application,  October  18,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,.  applicant, 
on  behalf  of  Eleanor  Hedwig  Arnold, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  202nd  street  and  Hillside  ave¬ 
nue,  Hollis,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  25,  1930,  2  P.  M. 

Petitions  for  Variations. 

675-29-S — 229-239  West  43rd  street,  Manhattan. 
759-29-S— 1301-1325  Grand  street,  Brooklyn. 

9-30-S — 7-9  West  30th  street,  Manhattan. 

31-20-S — 42-46  West  38th  street,  Manhattan. 

658-29-S — 121-135  West  End  avenue,  301-311  West  65th 
street  and  300-312  West  66th  street,  Man¬ 
hattan. 

Appliance  Submitted  for  Approval. 

737-29-SA — Piatt  Oil  Burning  Water  Heater,  approval  of. 


MARCH  4,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

734-29-A — 9-11  South  William  street,  1  Mill  lane  and  59- 
Stone  street,  Manhattan. 

761-29-A — 98-106  William  street,  70-78  John  street  ai 
29-41  Platt  street,  Manhattan. 

19-30-A — 2290-2298  Seventh  avenue  and  200-214  Wt 
135th  street,  southwest  corner,  Manhattj 

28- 30-A — Northwest  corner  of  Lawrence  street  and  Bra 

ford  avenue  (41st  avenue),  Flushing,  Be 
ough  of  Queens. 

29- 30- A — 57-67  Vesey  street,  southeast  corner  of  Gree 

wich  street,  Manhattan. 

32- 30-A — 30-50  Church  street,  Manhattan. 

33- 30-A — 5002-5024  Second  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisic 
of  the  building  zone  resolution,  Tuesday  morning ,  Mar 
4,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Buildii 
on  the  following  matters : 

cal.  no.  481-29-BZ — Application,  July  18,  1929,  under  s< 
tion  21  of  the  building  zone  resoluti< 
of  McCooey  &  Conroy,  applicants, 
behalf  of  Sam  Strassberg,  owner, 
permit  in  a  residence  use  “E”  area  d 
trict  the  erection  of  an  apartment  hoi 
occupying  a  greater  percentage  of  1 
lot  area  and  providing  a  lesser  setbs 
from  street  line  than  permitted  uni 
the  building  zone  resolution ;  premi 
2901-2911  Avenue  J,  northeast  cori 
of  East  29th  street,  Brooklyn. 

cal.  no.  628-29-BZ — Application,  October  21,  1929,  uni 
sections  7g  and  21  of  the  building  z< 
resolution,  of  George  F.  Niebling,  , 
applicant,  on  behalf  of  Henry  W.  Fla 
owner,  to  permit  in  a  residence  disti 
the  erection  and  maintenance  of  a  bi 
ness  building;  premises  west  side 
73rd  street,  90  ft.  north  of  Cooper  a 
nue,  Glendale,  Borough  of  Queens. 

cal.  no.  638-29-BZ — Application,  October  29,  1929,  un 
section  21  of  the  building  zone  resc 
tion,  of  William  F.  Doyle,  applies 
on  behalf  of  Harry  H.  Uhlfelder,  I 
owner,  to  permit  in  a  residence  dist 
the  alteration  and  change  of  occupa 
of  part  of  the  basement  story  of 
existing  apartment  building  from  r 
dence  to  business  use  (stores)  ;  prem 
1625-1627  University  avenue,  northv 
corner  of  West  175  th  street, 
Bronx. 

cal.  no.  705-29-BZ — Application,  December  5,  1929,  ur 
section  21  of  the  building  zone  resi 
tion,  of  William  F.  Doyle,  applicant, 
behalf  of  County  Holding  Co.,  ow 
to  permit  in  a  residence  district 
erection  and  maintenance  of  a  busii 
building ;  premises  825  East  175th  str 
northwest  corner  of  Marmion  avei 
The  Bronx. 

cal.  no.  711-29-BZ— Application,  December  5,  1929,  ur 
section  21  of  the  building  zone  res' 
tion,  of  William  F.  Regan,  applic 
on  behalf  of  Arthur  C.  Holzman,  ow 
to  permit  in  a  business  district  the  e 
tion  and  maintenance  of  a  gasoline 
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vice  station;  premises  558-560  Essex 
street,  northwest  corner  of  Blake  ave¬ 
nue,  Brooklyn. 

al.  no.  635-29- BZ — Application,  October  24,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  J.  S.  Construction  Co., 

Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  cal. 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  167 
East  98th  street,  southeast  corner  of 
Union  street,  Brooklyn. 

al.  no.  126-29-BZ — Application,  February  27,  1929;  re¬ 
opened  January  7,  1930,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Epstein,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  752- 
762  East  New  York  avenue,  south  side, 

36  ft.  8  ;n.  west  of  Troy  avenue,  and 
693-701  Maple  street,  Brooklyn. 

VL.  no.  157-29-BZ — Application,  March  11,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Vincent  Yardum,  applicant,  on  be¬ 
half  of  Mardig  Hovdnian,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  from  a 
garage  for  the  storage  of  one  (1) 
commercial  motor  vehicle  to  a  retail 
mercantile  store ;  premises  398  Audubon 
avenue  and  550  West  185th  street, 
southwest  corner,  Manhattan. 

William  E.  Walsh,  Chairman. 


MARCH  4,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

.19-29-A — 518  Hamilton  avenue,  Brooklyn. 

80-29-A — 236  Throop  avenue,  west  side,  80  ft.  north  of 
Myrtle  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
•ds  and  appeals  of  a  public  hearing  under  the  provisions 
*  the  building  zone  resolution,  Tuesday  afternoon,  March 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters : 

tL.  no.  519-29-BZ — Application,  August  8,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Oregon  place, 
South  Jamaica,  Borough  of  Queens. 

il.  no.  599-29-BZ — Application.  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 


tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district!  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

no.  479-29-BZ— Application,  July  17,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  E.  Smyth,  applicant,  on  be- 
half  of  Caverly  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles  and  a  gasoline  service  station; 
premises  3459-3469  Fulton  street  and 
234-246  Grant  avenue,  northwest  corner, 
Brooklyn. 

cal.  no.  593-29-BZ — Application,  October  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Newford  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2367-2387 
Gravesend  avenue,  northeast  corner  of 
Village  road  south,  Brooklyn. 

cal.  no.  305-29-BZ— Application,  May  7,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 

cal.  no.  647-29-BZ — Application,  November  1,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  {Tamili,  Weinberg  & 
Munro,  applicants,  on  behalf  of  Erome 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  216-220  East  56th  street,  Man¬ 
hattan. 

cal.  no.  688-28-BZ — Application.  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus.  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

William  E.  Walsh,  Chairman, 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

'Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
istribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 
oadway.  Price,  $1.25;  by  mail,  $1.35.  Broadway.  Price,  30c;  by  mail,  35c. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  FEBUARY  4,  1930. 

Present :  Acting  Chairman  Connell,  Commissioners  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  January  28,  1930,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  Tuesday^  afternoon, 
January  28,  1930,  were  approved  as  printed  in  Bulletin  No. 
5,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


710-29-A.  ,  „ 

APPELLANT— Keystone  Metal  Bed  Co.,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 329-331  Park  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  David  Kobilansky. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Laid  over  to  February  18,  1930.  at 
2  p.  m.,  on  request  of  appellant’s  representative. 
Final  disposition. 


T.-.0-29-A.  .  „  .  _ 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  119  West  57th  Street  Co.,  Inc.;  lessee. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 119  West  57th  street  and  124- 
128  West  58th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . .•  •  0 

Negative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  ^ 

Absent :  Chairman  Walsh .  1 

THE  RESOLUTION— 

(750-29-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  119  West  57th  Street  Co.,  Inc.,  filed,  December 
24  1929,  an  appeal  from  a  decision  of  the  fire  commissioner, 
affecting  premises  119  West  57th  street  and  124-128  West 
58th  street,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
December  4,  1929  (Order  No.  2062-26),  reads: 

“1.  Not  more  than  100’  of  hose  is  permitted  at  any 

outlet.” ; 

and  ,  .  ^  • 

Whereas,  the  building  is  fireproof,  fourteen  stories  in 

height,  50  ft.  by  200  ft.  10  in.  in  area;  OCCUPIED:  cellar, 
storage,  stock,  7  persons;  1st  story,  stores,  60  persons;  2nd 
story,  aviation  college,  44  persons ;  3rd  story,  pianos,  office, 
showroom,  5  persons ;  4th  story,  club  rooms,  25  persons ;  5th 
story,  offices,  15  persons;  6th  story,  offices,  27  persons;  6th 
to  14th  stories,  offices;  pent  house,  10  persons;  means  of 
EGRESS  consisting  of  two  interior  fireproof  stairways, 
extending  from  first  story  to  roof;  there  is  located  in  the 
main  stair  hall  at  the  south  side  of  the  building  a  6-inch 
standpipe  riser  connecting  with  a  3,500-gallon  gravity  tank 
on  the  roof  and  Siamese  on  each  of  the  two  street  fronts; 
riser  is  located  69  ft.  from  the  front  of  the  building  and 
131  ft  from  rear  wall  from  the  first  to  the  tenth  story  and 
124  ft.  9  in.  from  rear  wall  on  the  11th  and  12th  stories 
and  on  the  1 3th  and  14th  stories  119  ft.  3  in. ;  and 

■'ereas,  appellant  contends  that  undei  the  standpipe 
ru\  20  ft.'  is  allowed  for  the  throw  of  the  hose  stream 


and  there  would  be  a  deficiency  of  10  ft.  on  each  of  the  fir 
ten  stories  and  4  ft.  9  in.  on  the  11th  and  12th  stories  ai 
that  there  would  be  a  hardship  to  install  an  addition 
st.  rdpipe  when  the  same  result  could  be  achieved  by  addii 
10  4t.  to  hose  at  each  outlet. 

Resolved,  that  the  decision  of  the  fire  commissioner 
and  it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  here! 
is  denied. 


707-29-A 

APPELLANT— Kaufman  Manufacturing  Co.,  Inc.,  less* 
SUBJECT— Appeal  from  an  order  of  the  fire  commission. 
PREMISES  AFFECTED— 21-27  West  46th  street,  Ma 
hattan. 

APPEARANCES— 

For  Appellant:  Arthur  Essing. 

For  Administration:  Inspector  Meyer  of  fire  r 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  „  1t  _ 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative  . 

Absent:  Chairman  Walsh . . . 

THE  RESOLUTION— 

(707-29-A) 

Whereas,  Kaufman  Manufacturing  Co.,  Inc.,  lessee,  fit 
December  5,  1929,  an  appeal  from  an  order  of  the  fire  co 
missioner,  affecting  premises  21-27  West  46th  street,  B. 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  I' 
vember  20,  1929  (Order  No.  53612-LC),  reads: 

“1.  Have  each  operator  of  a  blow-pipe  or  otl 
similar  device  or  apparatus  for  heating,  melting  or  we 
ing,  apply  for  and  secure  a  certificate  of  fitness.  Exa 
inations  every  day  from  9  A.M.  to  3  P.M.,  Room  11 
Municipal  Bldg.  Each  applicant  niust  file  two  i 
mounted  photographs  at  least  2x3  inches.” ; 

and 

Whereas,  the  building  is  fireproof,  fifteen  stories 
height,  66  ft.  11  in.  by  90  ft.  in  area;  OCCUPIED 
offices,  showrooms  and  25  per  cent  manufacturing,  40  pers 
on  each  story;  erected  in  1928;  equipped  with  a  spnnl 
system  and  a  standpipe  system ;  and 
'  Whereas,  the  appellant,  occupying  the  thirteenth  st 
for  the  manufacture  of  jewelry,  claims  that  the  oxygen 
cylinder  of  220  cubic  feet  is  kept  20  ft.  away  from  w 
benches  and  from  any  other  auxiliary  torches;  that  the 
dividual  torch  used  is  a  patent  which  prevents  backfire; 
person  operating  this  torch  does  not  operate  the  oxy 
supplv  tank  which  is  operated  by  a  foreman  having  a  < 
tificate  of  fitness ;  furthermore,  the  appellant  contends  tl 

is  no  existing  fire  hazard.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  here 
ciranted',  only  so  far  as  it  affects  the  occupancy  of  the  t 
teenth  story,  on  condition  that  the  main  blow  torch  shal 
located  in  a  fireproof  enclosure  and  operated  by  a  hcei 
operator,  to  be  used  in  connection  with  the  manufactur. 
jewelry,  and  that  all  work  done  on  these  premises  u 
blow  torches  shall  always  be  under  the  supervision  of  a 
holding  a  certificate  of  fitness. 


70 1-29- A. 

APPELLANT— Croker  National  Fire  Prevention  Engir 
ing  Co.,  for  Lyon- Tuttle  Corp.,  owner. 
SUBTECT — Appeal  from  an  order  of  the  fire  commissi* 
PREMISES  AFFECTED— 275-285  King  avenue,  west 
200  ft.  south  of  Fordham  street,  City  Island, 
Bronx. 
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PPEARANCES — 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

HE  RESOLUTION— 


(701-29-A) 

\\  H erf. AS,  Croker  National  Fire  Prevention  Engineering 
<>.,  for  Lyon-Tuttle  Carp.,  owner,  filed,  December  4,  1929, 
;  appeal  from  an  order  of  the  fire  commissioner,  affecting 
pmises  275-28.1  King  avenue,  west  side,  200  ft.  south  of 
trdham  street.  City  Island,  Borough  of  The  Bronx;  and 
Whf.rf.as,  the  order  of  the  fire  commissioner,  dated  No- 
'.•nber  14,  1929  (Order  No.  65666-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2pa  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellar  and  roofs)  placed  within  main  stairway  en¬ 
closure.”  ; 
ill 

Whereas,  the  building  is  of  steel  and  terra  cotta  con¬ 
duction,  three  stories  (42  ft.  10p2  in.)  in  height,  180  ft. 
3  90  ft.  (about  15,000  sq.  ft.)  in  area;  OCCUPIED  for 
:i  repair  and  construction  of  motor  boats:  1st  story,  20 
)sons:  2nd  story,  40  persons;  3rd  story,  15  persons;  and 
Vhereas,  the  appellant  claims  that  the  first  story  is  sub- 
lided  by  an  8-inch  cement  block  wall,  with  self-closing 
i  proof  door  at  the  opening;  the  largest  area  being  6,700 
i  ft.;  the  second  and  third  stories  are  about  10,500  sq.  ft. 
iarea;  the  premises  are  open  on  all  sides;  fire  pails  are 
Lributed  throughout  the  premises;  there  are  two  fire 
brants  in  front  of  the  premises  on  King  avenue ;  further- 
rre,  the  premises  are  under  supervision  of  watchmen’s 
i.ices. 

lesolved,  that  the  order  of  the  fire  commissioner  be  and 
thereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
'  "led  on  condition  that  the  building  shall  not  be  increased 
[  height  or  area ;  that  the  first  story  shall  remain  sub- 
ided  as  shown  on  the  plans  submitted  in  this  appeal,  with 
i  one  opening  in  the  division  wall,  said  opening  to  be 
tipped  with  a  self-closing  fireproof  door  on  one  side,  as 
hwn,  and  equipped  with  a  standard  fire  door  on  the  other 
i  ;  that  such  auxiliary  fire-fighting  appliances  shall  be  in- 
tied  as  shall  be  directed  by  the  fire  department,  and  that 
i  supervisory  watchman  service  shall  be  maintained. 

1-29-A. 

iPELLANT — John  J.  Gilmartin,  for  Jane  Investment 
Co.,  owner. 

1 BJECT— Appeal  from  an  order  of  the  fire  commissioner. 
’EMISES  AFFECTED — 90  William  street  and  30-32 
Platt  street,  Manhattan. 
iPEARANCES — 

For  Appellant:  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

I  ION  OF  BOARD — Appeal  granted  on  condition. 

IE  VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

K  RESOLUTION— 


(747-29-A) 

herf. as,  John  J.  Gilmartin,  for  Jane  Investment  Co., 
';r*  filed,  December  23,  1929,  an  appeal  from  an  order 


o  the  fire  commissioner,  affecting  premises  90  William 
street  and  30-32  Platt  street,  Borough  of  Manhattan;  and 

her  i°rd  m  °f  the  fiLe  commissioner,  dated  Octo- 

Dtr  4,  1929  (Order  No.  64727-F),  reads: 

‘‘1.  Replace  the  missing  shutters  with  proper  iron 
shutters  or  approved  fireproof  windows  at  all  openings 
in  the  exterior  wall  above  1st  story  which  are  distant 
"!ua  d'reclt,hne  less  than  30'  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50'  above  a 
neighboring  roof  at  south  and  east  side  of  building 
(interior  court)  or  other  approved  protection,  as  per 

bee.  3 io,  Art.  18,  Ch.  5  of  the  Code  of  Ordinances”- 
and  '  ’ 


\\  hereas,  the  building  is  fireproof,  eight  stories  in  height 
with  a  frontage  of  28  ft.  7J4  in.  on  William  street,  43  ft’ 

occupiFn”1^  a  le?h  of  115  ft  <L  shai*d>  in 

nffi  UmED'  ce  ar’  boiler  room,  2  persons;  upper  stories, 
offices,  80  persons  per  story  means  of  EGRESS  consisting 
ot  an  interior  stairway  in  each  section  of  the  building  ex¬ 
tending  trom  the  first  story  to  the  top  story;  there  are  six 
windows  on  the  southerly  wall  of  the  inner  court  and  twenty- 
one  wmdows  on  the  easterly  wall  of  this  inner  court  on  the 
William  street  side  of  the  building  which  are  not  equipped 
with  fire  shutters;  and 

Whereas,  the  appellant  contends  that  the  building  is  occu¬ 
pied  throughout  for  office  purposes,  subdivided  into  small 
areas,  and  surrounded  by  office  buildings  on  all  sides;  that 
the  openings  in  these  buildings  are  protected  by  wire  glass 
windows. 


Re  so  hoed,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
gi anted,  only  so  far  as  it  affects  the  three  rows  of  windows 
on  the  westerly  wall  of  the  court,  on  condition  that  two 
rows  of  wmdows  on  the  northerly  wall  of  court  shall  be 
equipped  with  fireproof  frames  and  sash,  glazed  with  wire 
glass,  and  granted  only  so  long  as  conditions  as  to  occu- 
pancy  and  use  of  the  building  remain  substantially  un¬ 
changed  and  the  building  shall  not  be  increased  in  height  or 
area. 


703-29- A. 


APPELLANT  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Arnat  Realty  Corp.,  owner. 
bL1  BJ  EC  I  Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 42-46  West  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 


Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 4 

Negative  . .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(703-29-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Arnat  Realty  Corp.,  owner,  filed,  December  4,  1929, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  42-46  West  33rd  street,  Borough  of  Manhattan; 
and 


Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  30,  1929  (Order  No.  51825-F),  reads: 

“1.  Provide  iron  shutters  at  all  openings  in  the  ex¬ 
terior  wall  above  the  first  story  which  are  distant  in  a 
direct  line  less  than  30'  from  any  opening  in  any  other 
building  and  not  in  the  same  plane  with  said  openings 
and  which  are  not  more  than  50'  above  neighboring 
roof  at  south  and  west  sides  of  building,  or  other  ap¬ 
proved  protection.” ; 
and 


139 


MINUTES  _ 


Whereas,  the  building  is  of  fireproof  construction,  six 
stories  (74  ft.)  in  height,  59  ft.  5)4  hi.  by  98  ft.  9  in.  in 
area;  OCCUPIED:  cellar,  storage,  7  persons:  1st  story, 
restaurant,  30  persons ;  2nd  story,  laboratory,  8  persons ;  3rd 
story,  manufacture  of  jewelry,  2;>  persons ;  4th  story,  office, 
8  persons;  5th  story,  manufacture  of  jewelry,  25  persons; 
6th  story,  manufacture  of  underwear,  30  persons;  and 
Whereas,  the  appellant  has  filed  drawings  showing  twenty 
windows  at  south  side  and  forty  windows  at  west  side  of  the 
building  affected  by  Fire  Department  Order  No.  51825-F; 
furthermore,  the  appellant  claims  that  there  are  no  window 
openings  in  the  walls  of  buildings  causing  the  exposure  at 
west ;  that  the  walls  of  buildings  causing  exposure  at  south 
are  20  ft.  6  in.  to  21  ft.  2  in.  distant;  also,  that  all  openings 
on  the  course  of  stairways,  fire  escapes  or  elevator  shafts 

will  be  protected.  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby,  is 
araiiled'  only  so  far  as  it  affects  the  three  northerly  win¬ 
dows  on  the  easterly  wall  of  the  court  and  one  window 
on  the  northerly  wall  of  court  in  each  story  below  the  roof  of 
the  three-story  building  to  the  west,  and  the  window  on  the 
south  side  of  the  court  and  one  window  on  the  southeast 
side  of  the  court,  below  the  roof  of  the  one-story,  building 
to  the  west,  and  that  the  appeal  be  and  it  hereby  is  denied 
in  all  other  inspects. 


714-29-A.  ^  ,  .p,  . 

APPELLANT — Croker  National  Fire  Prevention  engineer¬ 
ing  Co.,  for  Wood  Hydraulic  Hoist  and  Body  Co., 

Inc.,  owner.  .  . 

SUBJECT _ Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 3201-3209  Vernon  boulevard, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 


partment.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE-  .  '  _ 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 4 

Negative  .  ® 

Absent :  Chairman  Walsh .  1 

THE  RESOLUTION— 

(714-29-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.  .for  Wood  Hydraulic  Hoist  and  Body  Co.,  Inc.,  owner, 
filed,’  December  7,  1929,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  3201-3209  Vernon  boulevard. 
Long  Island  Citv,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  17,  1928  (Order  No.  20567-LC),  reads: 

“4.  Separate  boiler  room  from  remainder  ot  building 
by  enclosure  of  solid  masonry  at  least  8  inches  in 
thickness.  Entrance  to  boiler  room  to  be  from  exterior 

of  building  only.  A 

“5.  Provide  an  enclosure  of  approved  fire  retarding 
material  about  space  where  open  flame  is  used  (electric 
heater  and  acetyline  torch),  separating  same  from  re¬ 
mainder  of  1st'  story,  and  make  door  leading  to  said 
enclosure  self-closing.” ; 


1 'whereas,  the  building  is  non.-fireproof,  one  story  in 
height  467  ft.  9)4  in.  by  51  ft.  8  in.  in  area;  OCCUPIED 
for  the  storage  and  installing  of  hydraulic  hoist  and  dump 
bodies  on  trucks,  40  persons  employed;  building  being 
equipped  with  a  standpipe  system ;  building  facing  on  three 

^Whereas,  the  appellant  contends,  as  to  Item  4,  that  the 
boiler  room  is  now  separated  from  the  remainder  of  the 
building  by  an  8-inch  brick  wall  and  a  5-inch  concrete 
ceiling  •  there  being  but  one  doorway,  which  leads  from  the 
boiler  room  into  the  shop,  the  doorway  being  equipped  with 
a  3-inch  fire  door ;  that  the  boiler  is  of  a  low-pressure  type, 


equipped  with  an  approved  fuel -oil  burning  system,  and  it 
would  be  a  great  inconvenience  if  this  door  leading  into 
the  shop  were  closed  up ;  as  to  Item  5,  that  it  would  not  be 
possible  to  enclose  the  space  where  the  acetylene  torches  are 
usd ;  that  the  welding  and  cutting  is  done  only  occasionally 
and  that  the  apparatus  must  be  brought  to  the  place  where 
the  truck  is  located;  that  there  are  fire  pails  and  fire  ex¬ 
tinguishers  distributed  throughout  the  plant. 

Resolved,  that  the  order  of  the  fire  commissioner.  No. 
20567-LC,  Item  5,  be  and  it  hereby  is  modified,  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  operation  of 
the  acetylene  torches  shall  be  restricted  to  two  operators, 
each  equipped  with  a  certificate  of  fitness,  and  that  such 
auxiliary  fire-fighting  appliances  shall  be  installed  as  shall 
be  required  by  the  fire  department;  that  the  building  shall 
not  be  increased  in  height  or  area;  that  the  order  of  the 
fire  commissioner,  as  to  Item  4,  be  and  it  hereby  is  affirmed 
and  the  appeal  as  to  Item  4  be  and  it  hereby  is  denied. 


1 147-27-A. 

APPELLANT— James  Kearney,  for  Viebrook  Plumbing 


Co.,  owner. 

SUBJ  ECT— Application  for  reopening— amendment— re  Ap¬ 
peal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2614-2616  Myrtle  avenue  and 
313-315  Fresh  Pond  road,  Glendale,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant:  James  Kearney. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
modified. 

the  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  4 

Negative  . 0 

Absent:  Chairman  Walsh .  1 


THE  RESOLUTION— 

(1147-27-A) 


Whereas,  James  Kearney,  for  Viebrock  Plumbing  Corp., 
owner,  filed,  October  24,  1927,  an  appeal  from  orders  of 
the  fire  commissioner,  affecting  premises  2614-2616  Myrtle 
avenue  and  313-315  Fresh  Pond  road,  Glendale,  Borough  of 

Queens  ;  and  .  i M  i 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Octo¬ 
ber  11,  1927,  affecting  premises  2614  Myrtle  avenue,  read 
‘‘Order  No.  11748-LC: 

“5.  Brick  up  all  openings,  doors,  vents  and  win, 
dows  leading  from  this  building  to  storage  garage.  Sec 

159,  Ch.  10.  .  1 

‘‘9.  Provide  an  approved  self-closing  fireproof  dooi 
on  one  side  and  approved  automatic  fire  door  on  th< 
other  side  of  opening  in  division  wall  between  2616  an< 
2614  Myrtle  Avenue  in  cellar.  Sec.  20,  Ch.  112.”; 

and 

“Order  No.  12418-LC:  . 

“Discontinue  the  storage  and  use  of  fuel  oil  on  th 
above  premises,  until  such  time  as  plans  have  bee 
filed  with  and  approved  by  the  fire  commissioner,  an< 
the  fuel-oil  system  installed  in  accordance  with  thes, 
plans,  and  the  present  fuel-oil  rules.”; 

and  .  .  _  . 

Whereas,  the  order  of  the  fire  commissioner,  attectin 

premises  2616  Myrtle  avenue,  reads: 

“Order  No.  14337-LC: 

“2.  Brick  up  window  openings  from  boiler  room  leac 
ing  to  garage,  Sec.  159,  Chapter  10,  Code  of  Ordinance 

“3.  Brick  up  door  opening,  and  all  other  windo' 
openings  leading  from  cellar  to  garage,  Sec.  159,  Chaj 
ter  10,  Code  of  Ordinances. 

“4.  Brick  up  window  openings  on  1st  floor  leadin 
into  the  garage.  Sec.  159,  Chapter  10,  Code  of  0. 
dinances.  V  i 
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“3.  Provide  adequate  means  of  ventilation  for  boiler 
room,  Rule  20,  Fuel  Oil  Rules. 

"9.  Brick  up  the  opening  in  division  wall  in  cellar 
between  the  premises  2614  Myrtle  Ave.  &  2610  Myrtle 
Ave.  Plan  2839-26  shows  this  as  separate  building.” ; 

(1 

Whereas,  the  premises  facing  on  two  street  fronts  con- 
t  of  two  non-fireproof  buildings,  three  stories  and  cellar 
height  on  the  Myrtle  avenue  front  and  one  story  in 
jght  on  the  Fresh  Pond  road  front;  the  frontage  on 
lyrtle  avenue  being  56.12  ft.,  on  Fresh  Pond  road  being 
12  ft.  and  a  depth  of  approximately  194  ft.;  OCCUPIED: 
lar.  boiler  room  (having  fuel  oil  system)  and  storage  of 
imbing  stock,  no  persons ;  1st  story,  Myrtle  avenue,  public 
rary  and  plumbing  shop;  Fresh  Pond  road,  garage  for 

■  storage  of  five  automobile  trucks,  5  persons;  upper 
•ries,  dwellings ;  and 

Whereas,  appellant  proposes  to  provide  fireproof  doors  at 
openings  in  the  cellar  between  the  two  buildings  and 
io  at  the  two  openings  leading  from  the  cellar  to  the 
/age  on  the  first  story  of  the  Fresh  Pond  road  front  of 

■  building ;  and 

Whereas,  these  orders,  Nos.  11748-LC,  12418-LC  and 
137-LD  affect  the  same  premises  adjoining  at  the  side 
J  the  rear  on  different  street  fronts;  and 
Whereas,  this  appeal  was  granted  by  the  board  at  its 
eting  March  27,  1928,  with  the  following  resolution 
ipted: 

“Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  as  to  Item  9,  of  Order  No.  11748- 
LC,  on  condition  that  there  be  no  more  than  one  opening 
in  fire  wall  separating  Nos.  2614  and  2616,  and  that  the 
said  opening  shall  be  equipped  with  self-closing,  fire¬ 
proof  door  opening  into  2616  Myrtle  avenue,  and  granted, 
as  to  Item  4,  of  Order  No.  14337-LC,  on  condition 
that  all  openings  in  the  rear  of  No.  2616  be  built  up 
with  solid  masonry,  other  than  a  single  door  hung  on 
the  garage  side  of  the  rear  wall ;  that  this  opening 
shall  be  equipped  with  a  self-closing,  fireproof  door 
with  metal  interlocking  jambs,  sill  and  head,  and  that 
a  fireproof  sill,  not  less  than  12  inches  in  height  above 
floor  level,  shall  be  provided  to  this  same  door  opening, 
and  granted,  as  to  Item  9,  of  Order  No.  14337-LC,  in 
accordance  with  the  requirements  above  stated,  affecting 
Item  9,  of  Order  No.  11748,  which  affects  the  same 
opening,  and  the  appeal  be  and  it  hereby  is  denied  in 
all  other  respects.” ; 

I 

Yhereas,  the  board  is  of  the  opinion  that  the  original 
lations  were  issued  because  of  the  fact  that  garage  was 
be  maintained  as  part  of  these  premises. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
7  hereby  are  modified,  in  so  far  as  they  affect  the  openings 
wall  between  stores  on  Myrtle  avenue  and  the  portion 
building  on  Fresh  Pond  road  and  any  orders  based  on 
age  occupancy,  on  condition  that  the  entire  premises  be 
intained  for  storage  of  plumbing  supplies  and  that  the 
age  be  discontinued. 


BUILDING  ZONE  CASES. 

-29-BZ. 

PLICANT — Edward  P.  Doyle,  for  Max  Tishman,  owner. 
BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

EMISES  AFFECTED— 296-300  Watkins  street,  west 
side,  175  ft.  south  of  Blake  avenue,  Brooklyn. 

'  PEARANCES— 

For  Applicant:  None. 

For  Opposition :  David  Jacobs. 

TION  OF  BOARD — Laid  over  to  March  18,  1930,  at 
2  p.  m.(  on  written  request  of  applicant. 


018-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Trojan  Holding 
Co.,  owner. 

SLLJEC  1  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (3)  motor  vehicles  and,  also,  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 653-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street,  Brooklyn 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  Harry  C.  Seigel. 

AC  TION  OF  BOARD — Laid  over  to  March  18,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative 
Final  disposition. 


647-29-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Erome 
Realty  Co.,  Inc.,  owner. 

SUBj  ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 216-2&0  East  56th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  J.  Munro. 

For  Opposition:  B.  Weiss  and  E.  J.  Weil. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 


602-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Engvelt  Building 
Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also, 
the  installation  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1-5  'Crosby  avenue  and  381-387 
Vermont  avenue,  northeast  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition :  Nathan  Fendrick  and  Alderman 
George  H.  Ott. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 


528-25-BZ. 

APPLICANT — Rubinton,  Coleman  &  Gribetz,  substituted 
for  Alfred  J.  Boulton,  for  Harry  Seldin,  owner. 

SUBJECT — Application  for  reopening — extension  of  permit 
— re  Application  (decision  of  the  superintendent  of 
buildings),  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  poultry  slaughter 
house. 

PREMISES  AFFECTED — East  side  of  Bay  37th  street. 
285  ft.  north  of  Cropsey  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Malin. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  to  reopen  and  extend 
time  denied. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 


Affirmative:  Commissioner  Holland .  1 

Negative:  Acting  Chairman  Connell.  Commis¬ 
sioner  Guilfoyle  and  Deputy  Chief  Martin..  * 
Absent:  Chairman  Walsh .  1 
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519-29-BZ.  ,  _  .  „• 

APPLICANT— William  F.  Doyle,  for  Grazia  Martinelli, 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair  shop  and, 
also,  a  gasoline  service  station. 

PREMISES  AFFECTED — South  side  of  135th  avenue, 

172.62  ft.  west  of  Oregon  place,  South  Jamaica, 
Borough  of  Queens. 

APPEARANCES—  ^  ^  , 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Tohn  A.  Stirmweis. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at 
2  p  m.,  for  full  vote  of  the  board. 

THE  VOTE  TO  GRANT-  ,  ,  .  r  .. 

Affirmative:  Commissioners  Holland  and  liun- 

foyle  and  Deputy  Chief  Martin .  3 

Negative:  Acting  Chairman  Connell .  1 

Absent :  Chairman  Walsh .  1 


0 


403-29-BZ. 

APPLICANT— Joseph  A.  Walsh,  for  John  Roth,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 8704  18th  avenue,  west  side, 
58  ft.  south  of  Benson  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  L.  Morris. 

For  Opposition :  C.  Nobiletti. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . ;••• . / 

Negative :  Acting  Chairman  Connell,  Lommis- 
%ioners  Holland  and  Guilfovle  and  Deputy 

Chief  Martin .  4 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(403-29-BZ) 

Whereas,  Joseph  A.  Walsh,  for  John  Roth,  owner,  filed, 
June  13,  1929,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than  five  motor 
vehicles;  premises  8704  18th  avenue,  west  side,  58  ft.  south 
of  Benson  avenue,  Borough  of  Brooklyn;  and 

Whereas  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  18th  avenue,  west  side  is  in  a 
business  district;  18th  avenue,  east  side,  south  of  Benson 
avenue,  is  in  a  business  district;  18th  avenue,  east  side, 
north  of  Benson  avenue,  is  in  an  unrestricted  district,  and 
Bay  17th  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  15,  1929  (Applic.  No.  7395-1929),  reads: 

“Proposed  public  garage  for  the  storage  of  more 
than  five  motor  vehicles  to  be  located  in  a  business  use 
district  is  contrary  to  Art.  2,  Sec.  4a  of  Zone  Resolu¬ 


tion.”  ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  o0 
ft  and  a  depth  of  86  ft.  8  in.:  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles;  and 
Whereas,  the  board  deemed  that  in  as  much  as  that  side 
of  street  on  which  property  under  appeal  is  located  has  as 
vet  been  uninvaded  by  non-conforming  uses,  the  applicant  is 
not  entitled  to  relief  under  section  21  on  the  grounds  of 
practical  difficulties  and  unnecessary  hardship. 


Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 

and  it  hereby  is  denied. 

659-29-BZ. 

APPLICANT — Harris  H.  Murdock,  for  The  Merchants 
Square  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  two  times  height 
district  and  partly  in  a  two  and  one-half  times 
height  district,  the  erection  and  maintenance  of  the 
street  wall  in  excess  of  the  height  permitted  under 
the  zone  resolution. 

PREMISES  AFFECTED— 212-216  Church  street  and  49- 
61  Thomas  street,  northwest  corner,  Manhattan. 
APPEARANCES— 

For  Applicant:  Harris  H.  Murdock. 

For  Opposition:  William  D.  Chittick  and  George 
A.  Burmston. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


THE  RESOLUTION— 

(659-29-BZ) 

Whereas,  Harris  H.  Murdock,  for  The  Merchants  Square 
Corp.,  owner,  filed,  November  8,  1929,  an  application,  under  | 
the  building  zone  resolution,  to  permit,  partly  in  a  two 
times  height  district  and  partly  in  a  two  and  one-half  times 
height  district,  the  erection  and  maintenance  of  the  street 
walls  in  excess  of  the  height  permitted  under  the  zone 
resolution;  premises  212-216  Church  street  and  49-61  Thomas 
street,  northwest  corner,  Borough  of  Manhattan;.  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  building 
zone  resolution  show  that  area  on  west  side  of  a  north-and- 
south  line,  located  100  ft.  west  of  Church  street,  is  in  a 
two  times  height  district,  and  area  east  of  above  area  is  in 
a  two  and  one-half  times  height  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  30,  1929  (Alt.  No.  1894-1929),  reads:, 
“10.  Building  is  of  excessive  height.” ;  > 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  sixteen  stories  in  height,  with  a  frontage  of  173 
ft.  2)4  in.  and  a  depth  of  80  ft.  5J4  in.;  to  be  occupied 
as  a  business  building ;  and  . 

Whereas,  it  is  proposed  to  erect  the  street  walls  of  i 
new  corner  extension  to  a  uniform  height  of  204  ft.  2)4 
under  the  zone  resolution  the  street  walls  in  this  case  may 
be  erected  225  ft.  in  height  on  Ghurch  street  and  also  oi 
Thomas  street  to  a  point  150  ft.  west  of  Church  street 

the  remaining  length  (23  ft.  2)4  in.)  of  street  wall  oi 

Thomas  street  may  be  erected  100  ft.  in  height  without  5, 

setback,  plus  the  dormer  privileges ;  and  #  , 

Whereas,  at  the  public  hearing  the  one  objector  noted  it 
case  withdrew  his  objection  stating  that  he  had  not  under 
stood  the  variation  requested ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitle! 
to  relief  under  section  21  on  the  grounds  of  practical  diffi 
culty  and  unnecessary  hardship,  as  the  variation  asked  fo 
only  affects  23  ft.  of  building  on  Thomas  street,  the  balance 
150  ft.,  on  Thomas  street,  would  be  allowed  under  the  zonin; 
regulations,  same  height  as  allowed  on  Church  street. 

Resolved,  that  the  board  of  standards  and  appeals,  doe 
hereby  make  a  variation  in  the  application  of  the  use  distric 
regulations  of  the  building  zone  resolution,  and  that  the  ap 
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i 


plication  be  and  it  hereby  is  granted  on  condition  that  the 
height  of  the  street  wall  to  the  first  setback  on  Church  and 
Thomas  streets  shall  not  be  more  than  210  ft.,  and  that  the 
zoning  resolution  shall  be  complied  with  in  all  other  respects. 

,399-29-BZ. 

APPLICANT— Mariano  Virzi,  for  Maria  Virzi,  owner. 
-SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  31  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

{PREMISES  AFFECTED— 223-223  Old  Town  road,  north¬ 
west  corner  of  Sand  lane,  South  Beach,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant:  John  G.  Clark  and  Mariano  Virzi. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 


(399-29-BZ) 

Whereas,  Mariano  Virzi,  for  Maria  Virzi,  owner,  filed, 
fune  13,  1929,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and  main- 
enance  of  a  gasoline  service  station ;  premises  223-223  Old 
Town  road,  northwest  corner  of  Sand  lane,  South  Beach, 
|3orough  of  Richmond  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
he  board  of  standards  and  appeals,  at  its  regular  meeting, 
“ebruary  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and.. 

Whereas,  the  use  district  maps  accompanying  the  building 
:°ne  resolution  show  that  Old  Town  road,  Sand  lane, 
^ansing  street  and  Piave  street  are  all  in  a  business  district ; 
ind 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  June  1,  1929  (N.  B.  No.  877-29),  reads: 

“Your  application,  New  Building  No.  877,  of  1929, 
filed  May  29th,  for  the  erection  of  a  gasoline  service 
station  on  the  northwest  corner  of  Sand  Lane  and  Old 
Town  Road,  South  Beach,  Borough  of  Richmond,  is 
hereby  disapproved  for  the  reason  that  it  is  contrary 
to  the  Zoning  Resolution  to  erect  a  gasoline  service 
station  in  a  ‘BUSINESS’  use  district.”; 
nd 

Whereas,  it  is  proposed  to  erect  an  office,  22  ft.  by  15  ft., 
>ury  three  330-gallon  tanks  and  erect  six  pumps  for  the 
uirpose  of  conducting  a  gasoline  service  station  within  a 
msiness  use  district  on  a  plot  30.32  ft.  by  108.24  ft.,  irregu- 

ar;  and 

.  Whereas,  the  board  deemed  that  in  as  much  as  applicant 
ias  filed  73  per  cent  consents  of  the  property  owners  af- 
ected  and  was  estopped  from  obtaining  more  by  the  fact 
hat  one  corporation,  while  not  objecting,  would  not  give 
heir  consent,  he  was  entitled  to  relief  under  section  21  on 
he  grounds  of  unnecessary  hardship  and  practical  diffi¬ 
culties. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  district 
egulations  of  the  building  zone  resolution,  and  that  the 
pplication  be  and  it  hereby  is  granted  on  condition  that 
long  the  two  building  lines,  that  is,  on  Sand  lane  and  Old 
town  road,  there  shall  be  erected  a  concrete  curbing  not 
ess  than  12  in.  in  height  and  12  in.  in  width,  with  but  two 
'penings  on  the  Sand  lane  side,  each  opening  to  be  not 
nore  than  10  ft.  in  width,  with  curb  cuts  directly  in  front 
°t  exceeding  13  ft.  in  width;  that  on  top  of  the  concrete 
urb,  other  than  the  two  openings,  there  shall  be  erected 


concrete  posts,  not  less  than  12  in.  square  or  less  than  4  ft. 
high,  spaced  not  more  than  10  ft.  apart,  connected  with 
heavy  link  chains,  forming  a  fence,  or  in  lieu  of  this  an 
iron  picket  fence,  not  less  than  4  ft.  high,  along  the  whole 
property  line,  except  at  the  openings ;  that  any  building 
erected  on  this  property  shall  be  not  more  than  15  ft.  by 
21  ft.,  erected  in  the  center  of  the.  west  side  of  the  property, 
not  more  than  one  story  in  height,  built  of  masonry,  light- 
colored  face  brick  or  architectural  terra  cotta,  with  Spanish 
tile  or  slate  roof ;  that  all  pumps  shall  be  located  at  least 
10  ft.  away  from  the  building  line;  that  no  portable  gasoline 
tanks  shall  be  operated  or  maintained  on  the  premises ;  that 
all  advertising  signs  or  display  shall  be  confined  to  the 
globes  on  tops  of  pumps  or  to  flat  wall  sign  on  the  frieze 
of  the  building  used  in  connection  with  the  operation  of 
the  premises,  and  that  all  permits  shall  be  obtained  within 
six  months  and  any  work  involved  shall  be  completed  within 
one  year  from  the  date  of  this  action. 


329-28-BZ. 

APPLICANT — William  F.  Doyle,  for  Golran  Realty  Corp., 
owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  complete  work — re  Application  (decision  of  the 
tenement  house  commissioner),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  tenement 
house  with  stores  on  the  first  story. 

PREMISES  AFFECTED — Northwest  corner  of  Van  Cort- 
landt  avenue  and  Bailey  avenue  (Orloff  avenue), 
The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin . .  4 

Negative  .  o 

Absent:  Chairman  Walsh .  l 


THE  RESOLUTION— 

(329-28-BZ) 

Whereas,  William  F.  Doyle,  for  Golran  Realty  Corp., 
owner,  filed.  April  9,  1928,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  tenement  house  with  stores  on  the 
first  story ;  premises  northwest  corner  of  Van  Cortlandt  ave¬ 
nue  and  Bailey  (Orloff)  avenue,  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  24.  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Van  Cortlandt  avenue,  Bailey 
avenue  and  Cannon  place  are  in  residence  districts ;  and 

Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  March  30,  1928,  reads : 

“The  use  of  the  first  story  of  proposed  building  for 
business  purposes  is  contrary  to  Article  2,  Sec.  3,  of  the 
Building  Zone  Resolution  and  is,  therefore,  unlawful.”; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  12,  1928  (Application  No.  N.  B.  1243-1928), 
reads : 

“1.  Erection  of  proposed  business  building  in  resi¬ 
dence  district  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  he  of  non -fireproof 
construction,  six  stories  in  height,  with  a  frontage  of  200.03 
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ft.  and  a  depth  of  84.44  ft.  and  77.14  ft.,  irregular;  to  be 
occupied  as  a  tenement  house  with  stores  on  the  first  story , 

an\VnF.RF.AS,  the  board  visited  these  premises  and  submitted 
a  report  of  the  committee  of  inspection,  recommending  a 
variation  in  this  particular  case,  which  was  unanimously 

adopted ;  and  .  .  .  .  .  .  . 

Whereas  there  had  been  no  provision  made  in  the  existing 
zoning  maps  for  business  use  in  this  extensive  area ;  and 
Whereas,  there  is  active  and  extensive  dwelling  house, 
development  in  the  nature  of  tenement  houses  now  erected 

and  in  course  of  erection;  and  .  . 

Whereas,  the  board  deemed  that  legal  provision  should  be 
made  for  business  incidental  to  the  dwelling  house  develop¬ 
ment  for  community  requirement  of  the  neighborhood l;  and 
Whereas,  the  board  believes  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  July  24,  1928,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  imposed  and  an 

extension  of  time.  , 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  first  story  for  business  use.  restricted  to  retail 
mercantile  use  and  operation ;  that  the  use  and  occupancy 
above  the  ground  floor  shall  be  restricted  to  residential  use 
occupancy  and  that  the  requirements  of  the  zoning  law  shall 
otherwise  be  complied  with  in  all  respects;  that  any  adver¬ 
tising  displayed  on  these  premises  shall  be  restricted  exclu¬ 
sively  to  the  plate  glass  show  windows  of  the  stores  so 
developed;  that  there  shall  be  no  merchandise  displayed  or 
exposed  beyond  the  building  line  on  the  outside  of  these 
premises,  and  that  all  permits  required  shall  be  obtained 
within  nine  months  of  July  24.  1928.  and  any  work  involved 
thereby  shall  be  completed  within  one  year  from  the  date  ot 
this  action— February  4,  1930. 

612-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Pari  Assets  Co., 

Inc.,  owner.  .  .  .  ,  . 

SUBJECT— Application  (re  decision  of  the  superintendent 
^  of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 149-159  East  98th  street,  north¬ 
east  corner  of  Union  street,  Brooklyn. 

APPEARANCES— 

For  Applicant — John  H.  McCooey,  Jr. 

For  Opposition;  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  „ 

Affirmative ;  Acting’  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfovle  and  Deputy 

Chief  Martin .  A 

Negative  .  . 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

( 642-29-BZ) 

W  h frf  as  McCooey  &  Conroy,  for  Pari  Assets  Co.,  Inc., 
owner,  filed.  October  31,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 

the  erection  and  maintenance  of  a  gasoline  service  station  , 
premises  149-159  East  98th  street,  northeast  corner  of  Union 

street.  Borough  of  Brooklyn;  and  .  .  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
February  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin' of  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  98th  street  is  in  a  business 
district :  Union  street  is  in  a  business  and  residence  dis¬ 
trict :  Blake  avenue  is  in  a  business  and  residence  district 


and  Winthrop  street  is  in  a  business  and  residence  di 

trict ;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildint 
rendered  August  21,  1929  (Applic.  No.  12464-1929),  read 
“Proposition  is  contrary  to  Art.  II,  Sec.  4  (46) 
the  Building  Zone  Resolution— the  erection  of  a  gasoli 
service  station  in  a  business  use  district.  ; 

and  _  .  1^* 

Whereas,  it  is  proposed  to  erect  an  office,  12  ft.  by  12  i 
bury  four  550-gallon  tanks  and  erect  five  pumps  for  t 
purpose  of  conducting  a  gasoline  service  station  within 
business  use  district  on  a  triangular  plot  with  a  fronta 
of  85  ft.  on  Union  street  and  97  ft.  4J^  in.  on  East  9f 
street ;  and 

Whereas,  no  objection  was  filed,  and  the  applicant  r 
filed  consents  of  the  property  owners  immediately  affecte 

Whereas,  the  board  deemed,  in  view  of  the  surround! 
non-conforming  uses,  the  applicant  has  substantiated 
basis  of  appeal  under  section  21  and  is  entitled  to  rel 
on  the  grounds  of  unnecessary  hardship  and  practical  di 

culties.  , 

Resolved,  that  the  board  of  standards  and  appeals  d 
hereby  make  a  variation  in  the  application  of  the  use  distt 
regulations  of  the  building  zone  resolution,  and  that 
application  be  and  it  hereby  is’  granted  on  condition  t 
there  shall  be  erected  along  the  building  line  of  East  9 
street  and  Union  street  a  concrete  curbing  not  less  than 
in  in  height  and  12  in.  in  width ;  that  there  shall  be  but  t 
openings  in  this  curb  on  East  98th  street,  each  opening 
to  exceed  10  ft.  in  width,  with  curb  cuts  directly  in  fr 
not  exceeding  12  ft.  in  width ;  that  all  pumps  shall  set  b 
at  least  10  ft.  from  building  line;  that  no  portable  gaso 
tanks  shall  be  operated  or  maintained  on  the  premia 
that  any  building  erected  on  the  premises  shall  be  confi 
to  an  office,  one  story  in  height,  not  more  than  12  _  ft. 
12  ft.  in  area,  built  of  attractive  masonry  with  Spanish 
or  slate  roof;  that  all  advertising  signs  or  display  s 
be  confined  to  the  globes  of  the  pumps  or  a  flat  wall  ; 
on  the  frieze  of  the  office ;  that  there  shall  be.  erected 
top  of  concrete  curbing  built  along  the  building  line  core 
posts  not  less  than  12  in.  square,  spaced  not  more  than  1( 
apart,  connected  with  heavy  link  chains,  not  . less  than  3 
6  in.  in  height,  or  in  lieu  thereof  an  iron  picket  fence 
less  than  3  ft.  6  in.  high,  and  that  all  permits  shall 
obtained  within  six  months  and  any  work  involved  shal 
completed  within  one  year  from  the  date  of  this  action. 

APPLICANT — McCooey  &  Conroy,  for  Mahland  Hob 
Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superinten 
of  buildings),  under  section  21  of  the  building 
resolution,  to  permit  in  a  business  district  the  e 
tion  and  maintenance  of  a  gasoline  service  sta 
PREMISES  AFFECTED — 43-45  Empire  boulevard,  nc 
east  corner  of  Washington  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant;  John  H.  McCooey,  Jr. 

For  Opposition;  None.  .  . 

ACTION  OF  BOARD — Application  granted  on  conai 

THE  VOTE _ 

Affirmative ;  Acting  Chairman  Connell.  Cornmn 
sioners  Holland  and  Guilfoyle  and  Depu 

Chief  •  Martin . 

Negative  . . . ; . .  •  •  . . 

Absent;  Chairman  Walsh . 

THE  RESOLUTION— 

(624-29-BZ) 

Whereas,  McCooev  &  Conroy,  for  Mahland.  Holding 
Inc.,  owner,  filed.  October  17.  1929.  an  application,  t 
the  building  zone  resolution,  to  permit  in.  a  business  cn 
the  erection  and  maintenance  of  a  gasoline  service  s- 
nremises  43-45  Empire  boulevard,  northeast  corner  ot  v 
ington  avenue,  Borough  of  Brooklyn;  and 
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\\  hereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
:one  resolution  show  that  Washington  avenue,  west  side, 
lorth  of  Empire  boulevard,  is  in  a  residence  district;  Washi¬ 
ngton  avenue,  west  side,  south  of  Empire  boulevard,  is  in 
i  business  district;  Washington  avenue,  east  side,  south  of 
Sullivan  place,  is  in  a  business  district ;  Washington  avenue, 
.ast  side,  north  of  Sullivan  place,  is  in  a  residence  district ; 
fmpire  boulevard,  north  side,  west  of  Washington  avenue’ 
s  in  a  residence  district;  Empire  boulevard,  north  side! 
ast  of  Washington  avenue,  is  in  a  business  district ;  Empire 
x>ulevard,  south  side,  is  in  a  business  district,  and  Franklin 
venue  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
endered  September  23,  1929  (App.  No.  14583-1929),  reads: 

"Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art  II  Sec  4a  of 
Zone  Resolution.”;  '  ’  ' 

nd 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
.lot  of  ground  having  a  frontage  of  92.2  ft.  on  Washington 
venue,  36  ft.  6  in.  on  Empire  boulevard  and  116.1  ft.  on 
ranklin  avenue,  upon  which  it  is  proposed  to  erect  a  one- 
;ory  structure,  43  ft.  by  33  ft.,  irregular,  in  area,  to  be 
sed  for  grease  pits,  office  and  auto  washing  and  to  install 
ie  necessary  tanks  and  pumps  for  a  gasoline  service  sta- 
on;  and 

Whereas,  the  application  is  predicated  under  section  21 — 
ardship — in  that  the  applicant  claims  that  the  property  is 
aunded  by  Washington  avenue  and  Franklin  avenue,  inter¬ 
acting  on  Empire  boulevard;  that  both  sides  of  Empire 
>ulevard  for  a  distance  of  several  hundred  feet  east  and 
est  are  developed  with  non-conforming  uses,  excepting  the 
•operty  under  appeal;  that  the  property  formed  by  the 
;tersection  of  Empire  boulevard  and  Washington  avenue, 
,e  northwest  corner,  is  used  as  the  fire  department  tele- 
aph  alarm  station. 

Resolved,  that  the  board  of  standards  and  appeals  does 
•reby  make  a  variation  in  the  application  of  the  use  district 
gulations  of  the  building  zone  resolution,  and  that  the 
jplication  be  and  it  hereby  is  granted  on  co)idition  that 
ong  the  building  line  shall  be  erected  a  concrete  curbing 
r)t  less  than  12  in.  in  width  and  12  in.  high;  that  there 
all  be  not  more  than  two  openings  on  Franklin  avenue 
id  two  on  Washington  avenue,  to  be  not  more  than  10  ft. 
ide  each,  with  curb  cuts  directly  in  front  of  said  openings, 
id  cuts  to  be  not  more  than  12  ft.  wide;  the  nearest  side 
:  any  opening  shall  be  not  less  than  20  ft.  distant  from 
f’lding  line  of  Empire  boulevard;  that  there  shall  be 
ected  .on  this  concrete  curbing  concrete  posts  not  less 
an  12  in.  square  and  not  less  than  4  ft.  high,  approximately 
ft.  centers,  to  be  connected  by  heavy  iron  chains,  forming 
•fence,  except  at  the  openings  permitted,  or  in  lieu  thereof 
iron  picket  fence  not  less  than  4  ft.  in  height;  that  all 
mps  shall  be  located  at  least  10  ft.  back  from  the  building 
ie .  that  all  tanks  shall  be  located  within  close  proximity 
building  line  on  Franklin  avenue ;  that  any  buildings 
;ected  on  the  premises  shall  be  not  more  than  one  story 
!  height,  located  near  the  northerly  property  line,  said 
:  ildings  to  be  built  of  attractive  masonry  construction 
'th  Spanish  tile  or  slate  roof ;  that  any  appurtenant  work 
■r  the  operation  and  maintenance  of  this  gasoline  station 
sail  be  conducted  inside  said  buildings;  that  there  shall  be 
1  signs  or  advertising  displayed,  other  than  on  the  globes 
<  the  gasoline  pumps,  and  that  all  permits  required  shall  be 
(tained  within  six  months  and  any  work  involved  to  be 
fnpleted  within  one  year  from  the  date  of  this  action. 


APPROVAL  OF  PLANS. 

EJ-29-BZ. 

EPLICANT — William  F.  Doyle,  for  Harry  Neiberg,  Inc., 

owner. 


SUBJECT  Application  for  approval  of  plans  in  accord- 
ance  with  resolution  approved  by  the  board  under 
date  of  October  15,  1929 

ha«anAFFECTED~139‘141  Ludlow  street>  Man' 

APPEARANCES— None. 

AC  I  ION  QF  BOARD— Chairman  read  engineer’s  report- 
engineer  s  report  adopted  and  plans  approved  in 
accordance  therewith 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Acting  Chairman  Connell,  Commis- 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  4 

Negative  . . .  n 

Absent :  Chairman  Walsh . ”  ’ ' '  ’  ‘  j 

389-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Minnie  Weber 
owner.  ’ 

SUBJECT— Application  for  approval  of  plans  in  accordance 
^909  resolutlon  adopted  by  the  board  on  June  4, 

PREMISES  AFFECTED— 2385-2393  Utica  avenue  east 

APPEARAkcES-Non°eUth  °'  Filn,°re  Brook,vn' 

ACTION  OF  BOARD— Chairman  read  engineer’s  report- 
engineer  s  report  adopted  and  plans  approved  in 
accordance  therewith 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  '  4 

Negative  . 0 

Absent :  Chairman  Walsh .  4 


AREAS  FIXED. 

(1192-27-BZ) 

chairman  presented  and  read  a  communication  from 
*  E-  Doe,  requesting  the  board  to  fix  an  area  deemed 
a rrected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  1756-1764  Bushwick  avenue,  Bor¬ 
ough  of  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Bushwick  avenue  from  Jamaica  avenue 
to  a  point  400  ft.  northwest  of  premises  in  question; 
both  sides  of  Fanchon  place  from  a  point  121  ft.  south 
of  Bushwick  avenue  to  Highland  boulevard ;  also  both 
sides  of  Pellington  place,  from  Bushwick  avenue  to  a 
point  100  ft.  north  of  Bushwick  avenue. 


(26-30-BZ) 

The  chairman  presented  and  read  a  communication  from 
A.  Giordano,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
residence  district  the  erection  and  maintenance  of  a  poultry 
storage  house ;  premises  west  side  of  Hickory  avenue,  207.32 
ft.  north  of  Old  Town  road,  South  Beach,  Borough  of  Rich¬ 
mond. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Hickory  avenue  from  Old  Town  road 
to  a  point  400  ft.  north  of  premises  in  question,  including 
the  three  lots  on  south  side  of  Old  Town  road,  facing 
Hickory  avenue;  also  the  premises  at  rear  and  for  a 
distance  of  50  ft.  on  either  side  of  the  side  lot  lines  of 
the  premises  in  question. 


Adjourned  2.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 

n„ITT  ATJ  ul7T:TTVr  resolution,  to  permit,  partly  in  a  residence  district 

4  1930  and  partly  in  a  business  district,  the  erection  and 

TUESDAY  AFTERNOON,  rWimUsinners  Hoi-  maintenance  of  a  gasoline  service  station. 

Present:  Acting  Chairman  Connell,  Lomm  PREMISES  AFFECTED— 8915  Myrtle  avenue  and  8248 

land  and  Guilfoyle  and  Deputy  Chiet  Martin.  Woodhaven  boulevard,  northwest  corner,  Glendale, 

Borough  of  Queens. 

APPFALS  FROM  ADMINISTRATIVE  ORDERS.  appearances— 

For  Applicant:  Aaron  O.  Weinberg. 

619-29-A.  For  Opposition:  George  J.  Vogel  and  Henry  W. 

APPELLANT— United  Dry  Docks,  Inc.,  owner.  _  .  Schobel. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner.  a^7joN  OF  BOARD— Laid  over  to  March  18,  1930,  at 

PREMISES  AFFECTED— 518  Hamilton  avenue,  Brook-  2  p  m_(  on  request  of  applicant’s  representative. 

lyn.  - - - 

APPEARANCES—  511-29-BZ. 

For  Appellant:  Philip  J.  Sinnott.  APPLICANT— Frank  Colgan,  for  Emma  K.  Morrow, 

For  Administration:  Inspector  Maher  ot  tire  de-  owner.  .1 

partment.  SUBJECT — Application  (re  decision  of  the  superintendent 

ACTION  OF  BOARD— Laid  over  to  March  4,  1930,  at  of  buildings),  under  sections  7b,  7c  and  21  of  the 

2  p.  m.,  for  appellant  to  submit  new  data.  building  zone  resolution,  to  permit,  partly  in  a  busi- 

-  ness  district  and  partly  in  a  residence  district,  the 

680-29-A.  alteration  and  change  of  occupancy  of  the  first 

APPELLANT _ McCooey  &  Conroy,  for  E.  N.  Ohriner,  story  of  an  existing  building  from  dwelling  to 

owner  f  store  use. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent  of  PREMISES  AFFECTED— 6911  Ridge  boulevard,  Brook- 

buildings.  lyn- 

PREMISES  AFFECTED— 236  Throop  avenue,  west  side,  APPEARANCES— 

80  ft  north  of  Myrtle  avenue,  Brooklyn.  For  Applicant:  Frank  Colgan. 

appRARAN'CES _ None.  For  Opposition:  Robert  K.  Youngblood. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at  ACTION  OF  BOARD — Laid  over  to  February  18,  1930,  at 

2pm  for  appellant  to  file  building  zone  application  2  p.  m.,  on  request  of  objector. 

in  iieu’of  this  appeal.  No  appearances.  — - 

-  927-28-BZ.  ,  .  ,  ,  r  T 

r-Acn-c  APPLICANT— Sydney  Solomon,  substituted  for  James  J. 

BUILDING  ZONE  CASES.  Millman,  Inc.,  for  Forecast  Realty  Corp.,  owner. 

„RQ  9Q  R7  SUBJECT— Application  (re  decision  of  the  superintendent 

appt  1CANT  Tohn  T  Dunnigan  for  Boro-Wide  Develop-  of  buildings),  under  section  21  of  the  building  zone 

APPLICAN  i— John  J.  uunmg  ,  resolution  to  permit,  partly  in  a  business  district 

RI TR  T  F (T— Application^1?  re  decision  of  the  superintendent  and  parti;  in  a  residence  district,  the  erection  and 

SLBJ  C  -  II  *  «prtion  21  of  the  building  zone  maintenance  of  a  gasoline  service  station. 

resolution^to 'permit  in  a  residence  district  the  erec-  PREMISES  AFFECTED-69-95  Kings  Highway  and  7707. 

appeals  ' 

St32 IX  E  SSS  P.  schor,  Harry  B.  Siege, 

course,  r-t*  and  j  PoSS.  % 

_  .  ACTION  OF  BOARD— Application  dismissed  for  lack  of 

APPEARANCES  prosecution.  \ 

ArTTONTF'i^ARD  urofef to  Mdarchr25?  SX at  ™E  gC^irmttn  Connell  Commit-  j 

applicant.  ^  G  —  4 

Negative  . .  *?  | 

APPLICANT— Shreve,  Lamb  &  Harmon,  for  Empire  State,  r^oTutSn— ^  WalsH"  1 

SUBJECT— A^hcationjre  the  bSilding  zone  Whereas,  Sidney  Solomon,  substituted  for  James  J.  Mill-  1 

resolution  to  permit,  partly  in  a  one  and  one-quarteij  man,  Inc.,  for  Forecast  Realty  Corp  ,  owner,  filed,  Novem 
times  height  district  and  partly  in  a  two  times  30,  ll928,  an  application  with  the  board  of  standards  and 

heieht  district  the  erection  and  maintenance  of  the  appcals  to  permit,  partly  in  a  business  district  and  partly  in 

street  walls  in  excess  of  the  height  permitted  under  residence  district,  the  erection  and  maintenance  of  a  gasoline 

the  zone  resolution.  service  station;  premises  69-95  Kings  Highway  and  HOT- 

PREMISES  AFFECTED — 2-20  West  34th  street  and  l-2o  7719  22nd  avenue,  northeast  corner,  Borough  of  Brookiy  , 

West  33rd  street,  Manhattan.  and  .  ,.  •  j  i„„i,  „{ 

A ppf  AR  ANCES _ None  Whereas,  this  application  was  dismissed  for  lack  of  p 

ACTION  OF  BO ARD-Uid  over  to  February  11,  1930,  at  cution  by  the  board  at  its  meeting  October  Id,  1929,  and 
AC  1 IUJN  Ut  bu.  reopened  by  vote  of  the  board  December  3,1929;  and 

_  Whereas,  no  one  appeared  at  the  public  hearing  c 

29  BZ  February  4,  1930,  on  behalf  of  applicant  .  , 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Barnet  L.  Resolved  that  the  application  be  and  it  hereby  is  i, muted 
Davidson,  Barnet  Weiner,  Samuel  Levick  and  Louis  for  lack  of  prosecution. _ 

SUBJEC!f3i 52s  ^  Adi0Ur”ed  3  45  *  'william  J.  O’Gorman,  Secretary. 
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MINUTES 


♦CORRECTION. 


,’he  minutes  of  the  meeting  of  the  board  of  standards 
i  appeals  held  Tuesday,  January  7,  1930,  as  they  appeared 
bulletin  No.  2,  Yol.  XV,  are  hereby  corrected  to  read  as 

}ows : 

E  RESOLUTION— 

(108-29-BZ) 

.  hereas,  Bruno  Reggio,  owner,  filed,  February  19,  1929, 
-ipplication,  under  the  building  zone  resolution,  to  permit 
residence  district  the  maintenance  of  a  garage  for  the 
.age  of  three  pleasure  motor  vehicles,  two  spaces  rented 
>  ersons  not  residing  on  the  premises;  premises  1088-1090 
Icimer  street  and  10  Louis  place,  southwest  corner,  Bor- 
n  of  Brooklyn;  and 

hereas,  a  public  hearing  was  held  on  this  application  by 
board  of  standards  and  appeals,  at  its  regular  meeting, 
lary  7.  1930,  after  due  notice  by  publication  in  the 
etin  of  the  Board  of  Standards  and  Appeals;  and 
hereas,  the  use  district  maps  accompanying  the  building 
resolution  show  that  Herkimer  street  and  Louis  place 
in  a  residence  district;  Atlantic  avenue  is  in  a  business 
'ct,  and  Dewey  place  is  in  a  residence  district;  and 
hereas,  the  decision  of  the  superintendent  of  buildings, 
iered  February  13,  1929  (re  App.  No.  1959-29),  reads: 
“Proposed  occupancy  chanee  contrary  to  Art.  2,  Sec- 

’Corrcction — Date  February  13,  1929,  changed  to  January 
>30,  in  line  10  of  resolution. 


tion  3  of  Building  Zone  Resolution.  Therefore  applica¬ 
tion  denied  for  a  prohibited  use  in  a  residence  district.”  • 


and 

Whereas,  the  existing  building  is  of  non-fireproof  con- 

a  denth^f0"?  ?!°7  -m  height’-  ™ith  a  frontage  of  27  ft.  and 
depth  of  24  ft.  6  in.;  occupied  as  a  garage  for  the  storage 

i  three  pleasure  motor  vehicles,  two  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises ;  and 
\\  hereas,  the  building  was  erected  as  a  private  garaee  in 
conjunction  with  the  dwelling  existing  on  the  premises  and 
lias  n  capacity  for  three  automobiles;  and 
Whereas,  the  owner  seeks  to  rent  space  for  two  automo¬ 
biles  to  persons  other  than  the  tenants  or  occupants  of  the 
premises,  and  the  board  deems  that  he  is  entitled  to  relief 
under  section  21  of  the  building  zone  resolution. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area,  and  that 
the  use  and  occupancy  of  the  garage  shall  be  limited  to  three 
automobiles  of  the  pleasure-car  type,  space  for  two  of  which 
may  be  rented  to  persons  not  residing  on  the  premises ;  that 
there  shall  be  no  gasoline  storage,  other  than  that  in  the 
tanks  of  the  cars  stored  on  the  premises;  that  no  commercial 
trucks  of  any  nature  or  description  shall  be  stored  or  main¬ 
tained  on  the  premises ;  that  no  advertising  shall  be  displayed 
or  exposed  on  these  premises;  that  any  permits  required 
shall  be  obtained  within  ninety  days  and  any  work  involved 
completed  within  six  months  from  the  date  of  this  action 


MINUTES 

-  - - - 


♦CORRECTION. 

.  e  minutes  of  the  meeting  of  the  board  of  standards  and 
als  held  Tuesday,  January  7,  1930,  as  they  appeared  in 
tin  No.  2,  Vol.  XV,  are  hereby  corrected  to  read  as 
avs  : 

t  RESOLUTION— 

(299-29-BZ'> 

/hereas,  Warner  Brothers  Pictures,  Inc.,  owner,  filed, 
i  2,  1929,  an  application,  under  the  building  zone  resolu- 

■  to  permit  the  extension,  from  a  business  and  from  an 
'tricted  district  into  a  residence  district,  of  a  proposed 
ess  building;  premises  1262-1286  East  14th  street,  west 
i  block  bounded  by  Chestnut  avenue,  East  13th  street  and 
3t  avenue,  Borough  of  Brooklyn ;  and 

Pereas,  a  public  hearing  was  held  on  this  application  by 
oard  of  standards  and  appeals,  at  its  regular  meeting, 
jiry  7,  1930,  after  due  notice  by  publication  in  the 
bin  of  the  Board  of  Standards  and  Appeals;  and 
hereas,  the  use  district  maps  accompanying  the  building 
resolution  show  that  East  14th  street,  north  of  a  point 
t.  north  of  Avenue  M,  is  in  an  unrestricted  district; 

•  14th  street,  south  of  a  point  100  ft.  north  of  Avenue 

■  in  a  business  district ;  East  13th  street,  north  of  a 
100  ft.  north  of  Avenue  M,  is  in  a  residence  district; 

ue  M  is  in  a  business  district ;  Locust  avenue,  east  of 
'it  100  ft.  west  of  East  14th  street,  is  in  an  unrestricted 
:t.  and  Locust  avenue,  west  of  a  point  100  ft.  west  of 
1 4th  street,  is  in  a  residence  district;  and 
'iereas,  the  decision  of  the  superintendent  of  buildings, 
ked  April  13,  1929  (re  Applic.  No.  5436),  reads: 


orrection — Year  1929  changed  to  1930  in  line  10  of 

'  txon. 


and 


o  "-}j-  Pr°P°siti°”  is  contrary  to  Art.  II,  Sec.  3  of  the 
Buildmg  Zone  Resolution — the  erection  of  a  business 
building  extending  into  a  residential  use  district.” ; 


Whereas,  the  proposed  building  is  to  be  of  fireproof  con- 
^-rLlCn~°rl  stones  (50  ft.)  in  height,  with  a  frontage 
ot  ft.  3y2  in.  on  Chestnut  avenue,  207  ft.  7  in.  on  East 
13th  street,  207  ft.  3)4  in.  on  Locust  avenue  and  207  ft.  7  in. 

andEaSt  14th  Street’  t0  be  occuPied  as  a  business  building; 

Whereas,  the  property  under  appeal  embraces  three  use 
t  districts,  less  than  one-third  of  the  property  only  within  the 
residence  use  area  is  involved,  the  board,  under  the  rules 
of  exception,  section  7,  subdivision  c,  regards  the  application 
a  meritorious  one  under  such  circumstances ;  and 
\\  hereas,  a  committee  of  the  board  visited  these  premises 
and  the  board  deems  that  applicant  is  entitled  to  relief 
under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make .  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout  and 
shall  be  constructed  substantially  in  accordance  with  the 
plans  and  elevations  filed  in  this  appeal;  that  no  trucking 
business  or  trade  deliveries  shall  be  permitted  within  the 
residence  use  area  of  the  premises;  that  no  door  opening, 
other  than  an  emergency  exit,  not  exceeding  a  width  of  3 
ft.  8  in.,  shall  be  permitted  within  the  residence  use  area  of 
the  plot;  that  no  signs  or  advertising  of  any  nature  or 
description  shall  be  permitted  within  the  residence  use  area 
of  the  premises;  that  the  exterior  of  the  building  shall  be 
constructed  of  finished  architectural  terra  cotta,  natural  stone 
or  cement  stucco  of  approved  masonry  and  design;  that  all 
permits  required  shall  be  obtained  within  nine  months  and 
all  work  involved  thereby  completed  within  eighteen  month* 
from  the  date  of  this  action. 
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Rules 

RULES  OF  PROCEDURE  OF  BOARD  OF  STANDARDS  AND  APPEALS 

ADOPTED  FEBRUARY  15,  1927 


(89-27-SR) 

ARTICLE  I--PUBLIC  HEARING. 

1.  Regular  sessions  designated  as  public  hearings  of 
the  Board  of  Standards  and  Appeals  shall  be  held  on 
Tuesday  of  each  week  at  10  A.  M.  and  2  P.  M. 

2.  Morning  sessions  shall  be  devoted  to  hearings  on 
appeals  from  administrative  orders  and  applications  for 
variation  of  the  building  zone  resolution.  Afternoon 
sessions,  in  general,  shall  be  given  over  to  hearings  on 
petitions  for  variation  of  the  labor  law  and  consideration 
of  rules.  Notice  shall  be  published  in  the  Bulletin  of  the 
Board  of  deviation  from  this  procedure. 

3.  Special  sessions  may  be  called  by  the  Chairman, 
or  at  the  request  of  four  members,  provided  that  notice 
of  the  same  has  been  mailed  to  each  member  at  least 
twenty-four  hours  before  the  time  set,  except  that  the 
announcement  of  a  special  session  at  any  meeting  at 
which  a  quorum  is  present  shall  be  sufficient  notice  of 
such  meeting. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

5.  A  quorum  of  the  Board  of  Standards  and  Appeals 
shall  consist  of  four  members. 

6.  The  members  of  the  Board  shall  attend  the  meet¬ 
ings  in  person,  except  that  during  absence  or  disability 
a  substitute  may  act.  as  provided  by  law  under  section 
718  of  the  Charter  as  amended  by  Local  Law  No.  13. 
The  names  of  such  substitutes,  designated  by  the  Mayor, 
shall  have  been  oreviously  filed  with  the  chairman. 

ARTICLE  II— CASES  BEFORE  THE  BOARD. 

1.  Every  application  under  the  Building  Zone  Resolu¬ 
tion,  every  appeal  under  section  719  of  the  Charter  and 
every  petition  under  section  718a,  subdivision  4,  of  the 
Charter,  shall  be  made  to  the  Board  on  the  forms  pro¬ 
vided,  and  shall  include  the  data  required  in  such  forms, 
so  as  to  supply  all  information  necessary  for  a  clear 
understanding  by  the  Board  and  its  staff.  Action  in 
each  case  must  be  based  largely  on  the  information  so 
furnished.  The  statements  made  by  the  applicant,  apoel- 
lant  or  petitioner  and  the  determination  of  the  Board  in 
each  case  will  be  incorporated  in  a  resolution  formally 
adopted  and  published  in  the  Bulletin  of  the  Board. 
Officials  who  are  charged  with  the  enforcement  of  the 
laws,  ordinances  and  rules  relating  to  buildings  in  the 
City  of  New  York  will  be  bound  by  such  resolutions, 
and.  before  granting  permit  or  taking  any  other  affirma¬ 
tive  action,  should  see  that  there  are  no  misstatements 
as  to  facts  and  that  the  conditions  of  the  resolution  are 
observed.  Any  administrative  official  discovering  any 
misstatement  of  essential  information  is  requested  to 
notify  the  Board,  in  order  that  it  may  take  such  action 
as  the  circumstances  require.  All  approvals  shall  remain 
valid  only  as  long  as  the  information  and  the  conditions 
on  which  the  resolution  was  based  are  maintained. 

2.  Any  communication  purporting  to  be  an  applica¬ 
tion,  appeal  or  petition  shall  be  regarded  as  a  mere  notice 
of  intention  to  seek  relief  and  shall  be  of  no  force  or 
effect  until  it  is  made  in  the  form  required. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting 
his  application,  appeal  or  petition,  and  he  shall  be  re- 
auired  to  file  the  proper  form  and  furnish  all  necessary 
data  within  twenty  days  of  the  date  of  the  order  or 
decision  appealed  from. 


4.  The  duplicate  of  each  application,  appeal  or  petitio 
required  by  this  article  shall  be  forwarded  promptly  t 
the  administrative  official  whose  order  is  involved  i' 
such  case. 

5.  At  the  public  hearing  of  a  case  before  the  Boarc 
the  applicant  shall  first  present  the  argument  in  suppoi 
of  the  case  and  those  in  objection  shall  follow.  To  main, 
tain  orderly  procedure,  each  side  shall  proceed  withot 
interruption  by  the  other. 

g  Every  person  before  the  rostrum  shall  abide  b 
the  order  and  direction  of  the  Chairman.  Discourtes 
or  disorderly  or  contemptuous  conduct  shall  be  regarde 
as  a  breach  of  the  privileges  of  the  Board  and  shall  b 
dealt  with  as  the  Chairman  deems  proper.  Orders  t 
maintain  discipline  shall  be  carried  out  by  the  Sergean 
at-Arms. 

Subject  to  the  direction  of  the  Chairman,  the  Secretar 
shall  enforce  the  rules  of  the  Board  and  shall  direct  an 
supervise  the  Sergeant-at-Arms  in  maintaining  order  an 
decorum  in  the  hearing  room  and  lobbies  during  all  publ 
hearings.  ; 

7.  No  member  shall  proceed  to  debate,  discuss  a 
issue,  put  a  motion  or  offer  a  resolution  until  he  sha 
have  addressed  the  Chairman  and  have  been  recognize 
by  him.  While  the  Chairman  is  putting  a  motion  <, 
offering  a  resolution,  or  during  the  progress  of  a  ro 
call,  no  member  shall  interrupt  or  leave  his  seat.  Wht 
a  motion  to  adjourn  is  carried,  the  members  of  the  Boai 
shall  keep  their  seats  until  the  Chairman  declares  tl 
meeting  adjourned.  j 

ARTICLE  III— THE  CALENDAR. 

1.  Each  case  filed  in  the  proper  form,  with  the  r 
quired  data,  shall  be  numbered  serially,  irrespective 
whether  it  be  an  application,  appeal  or  petition.  The 
Calendar  numbers  shall  begin  anew  on  January  1st 
each  year,  and  shall  be  hyphenated  with  the  numb 
of  the  year  and  the  initials  indicating  the  character 
the  case.  Thus  the  calendar  number  of  an  applicatic 
under  the  Building  Zone  Resolution  in  1926  shall  I 
“210-26-BZ”;  an  appeal  from  an  order,  requirement,  dec 
sion  or  determination  of  a  Superintendent  of  Buildini 
or  of  the  Fire  Commissioner,  “211-26-A,”  and  a  petitic 

‘for  variation  of  the  Labor  Law  or  any  rule  or  standa 
adopted  thereunder,  “212-26-S.” 

2.  As  soon  as  a  case  receives  a  calendar  number, 
shall  be  placed  on  the  Docket.  Thereafter  the  appella. 
or  petitioner  shall  be  notified  of  the  date  his  case  will 
set  for  public  hearing.  In  building  zone  applicatio 
the  applicant  shall  be  notified  of  the  date  when  his  ca 
will  be  reached  in  the  call  of  the  Clerk’s  Calendar. 

3.  The  Clerk’s  Call  Calendar  shall  be  called  ea 
Tuesday  at  2  P.  M.,  in  Room  1013,  Municipal  Buildir 
Manhattan,  by  the  Chairman  or  the  Secretary,  and 

date,  for  the  public  hearing  of  each  application  for  var 
tion  of  the  Building  Zone  Resolution,  shall  then  be  s; 
which  shall  be  full  and  sufficient  notice  to  all  perso 
interested  in  such  case. 

4.  Thereafter  each  case  shall  be  listed,  by  calenc 
number  and  premises,  in  the  Hearing  Calendar  print' 
in  the  Bulletin  of  the  Board,  under  the  title  of  t 
respective  proceedings,  and  the  date  for  which  such  ca 
has  been  set. 

ARTICLE  IV— DISPOSITION  OF  CASES. 

1.  Every  decision  of  the  Board  on  any  case 
b«  by  resolution. 
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The  final  disposition  of  any  application,  appeal  or 
tion  before  the  Board  shall  be  in  the  form  of  a  reso¬ 
wn  either  reversing,  varying  or  modifying  the  order, 
jirement,  decision  or  determination  appealed  from  and 
iting  the  application,  appeal  or  petition,  or  affirming 
.order  and  denying  the  application,  appeal  or  petition. 
,  concurring  vote  of  four  members  shall  be  necessary 
decision.  If  a  resolution  fail  to  receive  four  votes 
avor  of  the  applicant,  appellant  or  petitioner,  the 
m  will  be  deemed  equivalent  to  a  denial,  and  a  reso- 
>n  denying  such  application,  appeal  or  petition  shall 
formally  entered  on  the  record,  unless  there  be  a 
nber  absent  at  the  roll  call  and  the  vote  of  the 
ntee  added  to  the  number  of  votes  for  the  applicant 
•Hant  or  petitioner  would  equal  four,  in  which  case 
matter  will  be  laid  over  for  reconsideration,  until  a 
i  determination  is  reached. 

Any  applicant,  appellant  or  petitioner  may  with- 
v  his  application,  appeal  or  petition  at  any  time  prior 
"tion  thereon,  with  the  consent  of  the  Board,  but  if  a 
on  has  been  made,  and  is  pending,  either  to  grant 
P  dismiss,  such  motion  shall  have  precedence. 

No  application,  appeal  or  petition  dismissed  or 
ed  can  be  considered  again  except  (1)  on  a  motion 
feconsider  the  vote,  or  (2)  on  a  request  for  a  re- 

ing. 

\  No  request  to  grant  a  rehearing  can  be  enter¬ 
ed  unless  new  evidence  is  submitted.  If,  on  motion 
member  of  the  Board,  adopted  by  four  affirmative 
s,  the  request  for  a  rehearing  is  granted,  the  case 
be  put  on  the  calendar  for  a  rehearing. 

all  cases,  the  request  for  a  rehearing  shall  be  in 

ng,  reciting  the  reasons  for  the  request,  and  shall 

'uly  verified  and  accompanied  by  the  necessary  data 

liagrams.  Such  request  shall  be  filed  with  the  Chair- 

who  shall  have  a  report  on  the  case  prepared  by 

ngineers.  The  Chairman  mav  then  set  a  date  when 

.equest  for  reopening  shall  be  submitted  to  the  Board, 

hich  date  the  person  requesting  the  reopening  shall 

Otified. 

• 

the  Board  votes  to  reopen  a  case  affecting  a  build- 
one  application,  a  date  shall  be  set  for  the  “Calendar 
and  the  applicant  shall  be  required  to  notify  each 
e  property  owners  entitled  to  notice  of  the  applica¬ 
te  same  procedure  to  be  followed  as  in  an  original 
:ation. 

.  The  Board  mav,  on  t^-*  motion  of  any  member, 
v  any  decision  that  it  has  made  and  may  reverse 
pdify  such  decision,  but  no  such  review  shall  preju- 
he  rights  of  any  person  who  has  in  good  faith  acted 
pn  before  it  is  reversed  or  modified. 

ICLE  V— BUILDING  ZONE  APPLICATIONS. 

.  No  application  for  a  variation  or  modification  of 
revisions  of  the  Building  Zone  Resolution  shall  be 
ained  by  the  Board  except  in  a  specific  case,  and 
an  order,  requirement,  decision  or  determination 
by  any  Superintendent  of  Buildings,  the  Tenement 
s  Commissioner,  or  the  Fire  Commissioner,  on  the 
d  that  the  proposed  plan  or  use  violates  the  Build- 
one  Resolution. 

Lo  such  application  shall  be  entertained  unless 
iplication  is  filed  within  twenty  days  from  the  date 
:  action  of  the  Superintendent  of  Buildings,  Tene- 
House  Commissioner,  or  Fire  Commissioner. 

Every  application  shall  be  made  in  duplicate  on 
3BZ  and  shall  be  accompanied  by  all  the  data  re- 
1  by  such  form,  and  shall  be  considered  subject 
h  rules  as  the  Board  has  adopted  or  may  adopt, 
Article  5,  Section  21,  of  the  Building  Zone  Reso- 


4.  As  soon  as  any  application  is  completed  by  the 
nling  ot  the  data  required  in  Form  3BZ,  the  case  shall 
receive  a  calendar  number  and  shall  be  placed  on  the 
Lierks  Calendar,  and  the  applicant  shall  be  notified 
by  the  Board  on  horm  6CC,  of  the  time  set  for  the  call 
,  1  ie  calendar,  which  shall  be  at  least  five  days  after 
.sa‘^  notice.  With  this  notice  the  applicant 
shall  be  supplied  with  an  official  copy  of  Form  7NO, 
which  he  is  required  to  send  to  every  property  owner 
entitled  to  notice  of  the  application.  Within  three  days 
the  applicant  must  file  a  verified  statement  that  he 
has  so  notified  each  of  such  property  owners  either  by 
personal  service  or  by  registered  mail.  Not  less  than 
fourteen  days  notice  ot  the  date  fixed  for  calendar  call 
in  each  Building  Zone  application  shall  be  given  by  pub¬ 
lication  in  the  Bulletin  of  the  Board. 

5  On  the  call  of  the  Clerk’s  Calendar  the  applicant 
shall  appear  in  person,  or  by  agent  or  attorney,  and 
property  owners  affected  by  the  application  may  appear 
either  in  person  or  by  agent  or  attorney  and  present 
any  typewritten  and  verified  objections  they  may  have 
to  the  granting  of  the  application,  together  with  a  de¬ 
scription  of  their  property  and  an  affidavit  of  ownership. 

1  hen  a  date  shall  be  set  for  a  public  hearing  on  the 
application  which  shall  be  not  less  than  fourteen  days 
thereafter.  Notice  of  said  hearing  shall  be  given  by 
publication  in  the  Bulletin  of  the  Board. 

6.  On  the  date  set  for  the  public,  hearing,  the  appli¬ 
cant  shall  state  his  case,  then  the  opposition  shall  be 
heard,  and  the  applicant  shall  have  an  opportunity  tc 
reply. 

7.  .  No  application  that  has  been  denied  after  a  public 
hearing  can  be  entertained  under  the  same  state  of  facts 
or  basis  of  appeal,  unless  based  upon  a  new  decision  by 
a  superintendent  of  buildings  on  plans  which  materially 
change  the  aspects  of  the  case. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Superintendent  of  Buildings  or  the 
Fire  Commissioner  or  from  any  rule  or  regulation  relating 
to  the  construction,  alteration,  structural  changes  in, 
equipment,  occupancy  or  use  of  any  building  or  structure, 
under  Section  719  of  the  Charter,  shall  be  entertained 
unless  such  appeal  is  filed  in  duplicate  on  Form  lA, 
with  all  the  data  required  in  such  form,  within  twenty 
days  from  the  date  of  the  order  appealed  from. 

ARTICLE  VII— PETITIONS. 

1.  No  petition  for  variation  of  the  Labor  Law,  or  ot 
any  rule  adopted  thereunder  affecting  the  construction 
or  alteration  of  buildings,  exits  therefrom,  the  installa¬ 
tion  of  fixtures  or  apparatus  as  authorized  by  Section 
718-a,  subdivision  4  of  the  Charter,  shall  be  entertained 
unless  it  is  made  in  duplicate  on  Form  2S.  with  all  the 
data  required  in  such  form,  within  twenty  days  from  the 
date  of  the  administrative  order  to  which  the  petition 
refers. 

No  petition  for  approval  of  a  device,  material  or 
method  of  construction  shall  be  entertained  unless  it  is 
filed  in  duplicate  on  Form  4SA,  with  all  the  data  re¬ 
quired  in  such  form. 

No  petition  for  the  adoption  or  amendment  of  Rules 
shall  be  entertained  unless  it  is  filed  in  duplicate  on 
Form  5SR,  with  all  the  data  required  in  such. form. 

ARTICLE  VIII— PETITIONS. 

1.  No  resolution  of  the  Board  of  Standards  and 
Appeals  adopting  or  amending  any  rule  or  regulation 
under  subdivision  2  or  3  of  section  718-a  of  the  Charter 
shall  be  *>donted  unless  such  proposed  rule  or  regulation  shall 
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RULES 


have  been  published  in  the  Bulletin  of  the  Board  for  at 

'K  dvo.eS"ofr  ^ 

adoption  of  such  resolution. 

*  Amendments  to  these  Rules  of  Procedure  may  be 

hp?forb',o  S5r:Sng°U  pub.icaf 

vote 


article  ix-other  resolutions 

1  Every  resolution  of  the  Board  of  Standards  and 
n„Tra'subdSn  ’ V-S  nsY  of™  Charter  shall 

ordinary  motions  or  decisions  on  rules  of  order  shall 
require  not  more  than  three  affimative  votes. 

ARTICLE  X — INSPECTIONS. 

1  Tn  o n v  rase  in  which  the  Board  may  deem  it 
necessity  an  inspection  of  the  premises  in  question  may 
be  ordered  bv  the  Board.  Such  inspection  shall  be  made 

&h-&d"^  mw-rsasrs. 

the  Board  in  writing: 


ARTICLE  XI— TESTS. 

pr^sYnc^o^t^t^'^Chairma^an^^wo^or'^^e^  members 
appointed  by  him.  and  the  result  of  such  test  shaH  be 

«P the  Board  m  —  °fth^"nle°ss 

the  report  be  favorable  and  adopted  by  four  affirmative 
votes. 


article  xii-records. 

1  All  applications,  appeals  and  petitions  shall  be  on 
the'  required  forms,  and  all  communications  reports 
etc  and  plans,  relative  to  any  matter  appearing  on  the 
calendar,  shall  be  on  sheets  approximately  8  in.  by  10/4 
in  in  size  After  final  disposition,  they  shall  be  bound 
n  some  suitable  manner.  These  records  shall  be  kept 
•  ci:ng  cabinets  in  their  numerical  order,  in  such  a 
in  filing  a  accessible  to  the  public  at  all 

manner  that  they  are  acce.ssl^lc,  ,  riT  t  Q{  the 
reasonable  hours,  as  prescribed  by  the  Charter  oi 

City  of  New  York.  ,  ,  ,, 

2.  An  index  indicating  locations  by  boroughs  shall 

b<l  All  reports  on  matters  coming  before  the  Board 

copy'*  ThfSnTsh'/i,  be 

filed  with  the  records  in  each  case. 


(3)  Clerk’s  Calendar  Call. 

(4)  The  Hearing  Calendar. 

(5)  Notice  of  hearing  on  building  zone  applicatic 
and  on  proposed  rules  or  the  amendment  of  rules. 

(6)  An  abstract  of  the  minutes  of  each  meeting, 
eluding  a  brief  statement  of  the  action  in  each  ca 
with  the  roll  call  thereon  and  the  full  text  of  the  re: 
lutions  adopted. 

(7)  Rules  adopted. 

(8)  Such  other  information  as  may  be  of  value 
the  public  and  within  the  scope  of  the  work  of  ii 
Board. 

ARTICLE  XV— OFFICERS. 


1.  The  Chairman  shall  preside  at  meetings.  1 
Chairman  may  designate  any  member  of  the  Board 
preside  and  perform  the  duties  of  the  Chair  at  pul 
hearings. 


2.  The  Chairman,  subject  to  these  rules,  shall  dec 
all  points  of  order  or  procedure,  unless  otherwise  direc 
by  a  majority  of  the  Board  in  session  at  that  time. 


3.  The  Chairman  shall  designate  the  members  of 
Board  to  make  an  inspection,  and,  unless  otherv 
directed  by  the  vote  of  four  members  of  the  Board,  si 
appoint  any  committee  that  may  be  deemed  necess; 


4.  The  Chairman  shall  report  at  each  meeting  on 
pertinent  official  transactions  that  do  not  otherv 
come  to  the  attention  of  the  Board. 


5.  Administrative  authority  is  vested  solely  in 
Chairman  of  the  Board  who  shall,  subject  to  these  ru 
transact  all  official  business  of  the  Board,  engage 
necessary  employees  and  direct  the  work  of  the  of 

6.  Subject  to  these  rules  and  the  direction  of 
Chairman,  the  Secretary  shall  conduct  all  official  < 
respondence,  compile  the  required  records,  edit 
Bulletin,  maintain  the  necessary  files  and  indices, 
generally  supervise  the  clerical  work  of  the  office  fc 
maintaining  discipline  in  accordance  with  the  rule: 
the  office  and  charter  provisions. 

n,  Subject  to  these  rules  and  the  direction  of 
Chairman,  the  Assistant  Engineers  shall  examine 
report  on  all  applications,  appeals  and  petitions; 
pare  all  proposed  rules  or  revised  rules  suggeste 
outside  agencies,  with  report  on  the  reasons  and  ne 
sity  for  same;  supervise  and  witness  the  tests  condu 
under  the  auspices  of  the  Board,  and  assist  generall 
all  technical  matter  coming  before  the  Board. 


8.  The  Chief  Clerk  shall  keep  all  accounts,  keep 
files  and  indices  in  proper  order  and  up  to  date, 
generally  assist  the  Secretary.  During  the  absencij 
disability  of  the  Secretary,  the  Chief  Clerk  shall  ac 
that  capacity. 


ARTICLE  XIII— THE  BULLETIN. 
i  The  Bulletin  of  the  Board  of  Standards  and 
Appeals  shall  be  published  on  Tuesday  of  each  wee  . 

t  shall  contain: 

(1)  Directory  of  the  Board. 

(2)  Docket.  _  — 


9.  A  complete  stenographic  record  of  the  tr 
actions  at  public  meetings  shall  be  made  for  the 
including  verbatim  reports  of  such  parts  as  maj 
directed,  and  there  shall  be  prepared,  after  each  me< 
and  in  time  for  the  next  publication  of  the  Bulletin 
abstract  of  the  minutes  which  is  to  appear  in 
Bulletin.  _ 


forms  for  notices  to  property  owners 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  ?NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7NU, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  conven' 
in  notifying  property  owners,  he  can  obtain  such  o 
from  The  O’Connell  Press,  176  Park  Row,  Manhatta 
three  cents  each,  postage  to  be  added  if  the  forms  a 
be  supplied  by  mail. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 


1 1>29-27- A — 39  Fifth  avenue,  Manhattan. 

1 1030-27- A-13-16  Central  Park  West,  Manhattan. 

1031- 27-A  20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

6I0-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22- S. A  Kennel  1  Gas  Cut-Off  Valve,  approval  of. 

1173-22-SA— Anti-Syphon  Valve,  approval  of. 

i230-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

1 249-22- S A — Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

1 1 24-23- S A  Master  Gas  Shut-Off  Valve,  approval  of. 

1 25-23- S A  Packless  Gas  Shut-Off  Valve,  approval  of. 

[127-23-SA  S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

2<5-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

279-23- S A— Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-SA  Automatic  Deluge  Valve,  approval  of. 

(443-23- S A  Automatic  Gas  Shut-Off,  approval  of. 

525 -23- S  A  Til  man- White  Gas  Cut-Off  Valve,  approval 
of. 

452-23- S A  Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

459-23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 

J45-23-S A  Ludlow  Gas  Cut-Off  Valve,  approval  of. 

>.)0-23-S A  Apex  Gas  Cut-Off  Valve,  approval  of. 

492-24- S A  Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

*55-24- S A  Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

•  16-24-SA — Milnes  Oil  Burner,  approval  of. 

42-24-SA  Decker  Oxohydrogen  Oil  Burner,  approval  of 

,46-24-SA— Salvo  Fire  Extinguisher,  approval  of. 

5J-24-SA  Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

00-24-SA  Smolensky  Check  Valve,  approval  of. 

o8-25-SA— Globe  Dry  Pipe  Valve  Accelerator,  approval 

of. 

85-25-SA— Amdyco  Foam  Fire  Extinguisher,  approval  of. 

•63-25-SA  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

64 -25- S A  Koerting  Gear  Pump,  approval  of. 

46-25-SA— Palmer  Gravity  Lock,  approval  of. 

53*>6-SA  Signal  Weatherproof  Bells,  approval  of. 

54-26-SA — Kork-n-Seal,  approval  of.  • 

37-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

84-26-SA — Protectoseal  Cover,  approval  of. 

,H>-26-SA— Pyrolithic  FI  -or  and  Ceiling  Construction,  ap¬ 
proval  of. 

10-27-SA — Wilbur  Extinguisher,  approval  of. 


187- 27-SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA  Leader  Gas  Shut-Off  Valve,  approval  of 
814-27-SA  Elkhart  Flush  Type  Siamese,  approval  of 

955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27 -S A— Romec  Rotary  Pump,  approval  of. 

1 162-27 -S A— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

188- 28-S A— Faraday  Waterflo  Alarm  Panel,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA  Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

<65-28tSA — Keuka  Oil  Burner,  anproval  of. 

7/5-28-SA  Marvel  Oil  Burner,  approval  of. 

778-28-SA— Tabor  Automatic  Oil  Heater,  Type  “D  ”  ap¬ 
proval  of.  ’ 

813-28-SA— Challenger  Kleen  Heat  Burner,  Series  No.  100 
approval  of. 

958-28-SA  N.  D  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA  Safe-Way  Outlet  Pressure  Reducing  Valve 
approval  of. 

79-29-SA— Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-SA— Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

186-29-SA  National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA— Fairbanks  2^-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 

380-29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve  Tvne 
“A,”  approval  of.  ’  yP 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

423-29-SA  Crystal  Blue  Flame  Oil  Burner,  approval  of. 

535-29- S  A— Crokeir  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 

59 1-29-SA— Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA — Electromatic  Oil  Burner,  approval  of. 

637-29-SA — Merco  Oil  Burner,  approval  of. 

657-29-SA — Sunflower  Oil  Burner,  Model  S-l,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  February  5,  1930 .  88 

Restored  to  calendar .  10 

Miscellaneous  Applications. 

27 

Requests  to  reopen . 

Requests  to  amend .  1 

Requests  for  modification .  8 

Requests  to  rescind .  0 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit .  0 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  2 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  ^33 

Disposed  of . 

Cases  pending  February  5,  1930 .  393 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . . . 

Granted  on  condition . 

Appliances  approved . .••• . 

Appliances  dismissed,  disapproved  or  withdrawn - 

Rules  approved . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . . . 

Requests  to  rescind  denied. . . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time,  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . . . 

Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . .•••.*••• . 

Requests  withdrawn  or  dismissed . 


18 

3 

20 

0 

55 

1 

0 

0 

0 


23 

2 

1 

0 

3 

0 

0 

0 

9 

1 

0 

0 

0 

0 

2 

0 

0 

0 

0 

2 


Total 


140 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 


hoard — 


First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third  That  no  plea  of  ignorance  of .  the  date  of  the 
hearing  * can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  ar 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petitior 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th< 
appellant  or  petitioner  to  file  necessary  data,  or  by  an) 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ae 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan* 
and  data  required  by  law  are  supplied,  as  specified  on  ttv 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50) 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND 


for  subscription  for  one  year  to  THE  BUL- 
APPEALS.  Please  mail  THE  BULLETIN  to 
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Special  meetings  as  published'inthis  Bulletin.  ^  ,  , 

An  t°^  ^lerk  s  Calendar,  Tuesdays,  at  2  p.  m.  ^ 

ManLttannngS  ^  R°°m  1013,  MuniciPal  Building,  ? 


'U, A 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 

PertarV°  fwork  of  the  board>  wil1  be  seen 

only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


fice — Municipal  Building,  Rooms  1001  to  1015. 
lephone — Worth  0184. 


fice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
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communications 


I 


should  be  addressed 
xhe  board 


to  the  chairman 


of 


CAL/L#  OF  CLERK’S  CALENDAR 

t>  T,hn  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 

and  will  be  called  in  Room  1013,  Tuesday,  February  18  1930 

definite  £y.'  ^  ^  ^  ^  i§  SCt  f°r  hearinS  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

1  uesday,  February  25,  1930,  at  2  o’clock. 

I  he  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days.  8 


CONTENTS 

—  = 

his  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

\ 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  February  11,  1930, 

10  A.  M. 

Minutes  of  Regular  Meeting,  February  11,  1930, 

2  P.  M. 

Smoking  in  Factories,  Rules. 

Fuel  Oil  Burners  Approved. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
tion  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board.  4 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti- 
loner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice.  p 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


William  E.  Walsh,  Chairman 
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docket. 

New  Cases  Filed  up  to  February  12,  1930. 

Cal.  No.  Department.  Premises  Affected. 

108-30-A . F.D . 168  South  st.,  Man., 

_ _  C-55301 

107-30-A . F.D . 26  E.  22nd  st.,  Man., 

_  F-67052 

106-30-BZ . B.B.R . . .  .337  Arbutus  ave.,  Huguenot 

Park,  Rich., 

_  N.  B.  26-1930 

105-30-A . F.D . 222  E.  31st  st.,  Bklyn., 

_  Applic.  11574-29 

104-30-A . F.D . 386  Fulton  st.,  Man., 

_  L.  C.  28494 

103-30- A . F.D . 50  Church  st.,  Man., 

L.  C.  55216 

102-30-S . F.D . 32  W.  32nd  st.,  Man., 

_____  L.  D.  58086 

101-30-BZ . T.H.D _ 100  Northern  ave.,  Man., 

_ Decision 

100-30-S . F.D . 208-210  W.  27th  st.,  Man., 

L.  D.  40425 

99.30-S . F.D . 313-315  Broadway,  Man., 

_  L.  D.  60250 

98-30-BZ . B.B.B _ 664-666  Bushwick  ave.,  Bklyn., 

Applic.  903-30 

97-30-BZ . B.B.B . . .  .5612  18th  ave.,  Bklyn., 

Report  418-1930 

96-30-S . F.D . 570  Fifth  ave.,  Man., 

_  L.  D.  61385 

95-30-A . F.D . 141  W.  42nd  st.,  Man., 

_  L.  C.  51262 

94-30-A . F.D . 16-18  E.  43rd  st.,  Man., 

_  L.  C.  53504 

93-30-A . F.D . 807-809  E.  Tremont  ave.,  Bx., 

_  F-69207 

92-30-A . F.D . 71  Paidge  ave.,  Bklyn., 

_  F-9076 

91-30-S . F.D . 229-239  W.  28th  st.,  Man., 

_ _ 1”  L.  D.  59272 

90-30-A . F.D . 129-131  Fifth  ave.,  Man., 

_ ’  F-62103 

89-30-A . F.D . 82-90  Brown  pi.,  Bx., 

F-64418 


Restored  to  Calendar. 

374-29-A . F.D . H  E.  24th  st.,  Whitestone,  Q., 

Plan  2248-26 

350-29-S . F.D . 1061-1063  Atlantic  ave.,  Bklyn., 

’  L.  D.  50588 

94-29-S . F.D . 123  University  pi.,  Man., 

L.  D.  43020,  L.  D.  43021  and 

_  L.  D.  43022 

801-28-SA . F.D . Noiseless  Nokol  Model  “G”  Oil 

_  Burner,  Appliance 

564-27-S . F.D . 354-356  36th  st.,  Bklyn., 

' _  L.  D.  16677 


F.D . Fire  Departing 

H.D . Health  Departme 

B.B.B . Bureau  of  Buildings,  Brooklj 

B.B.M . Bureau  of  Buildings,  Manhatt; 

B.B.Q . Bureau  of  Buildings,  Quee: 

B.B.R . Bureau  of  Buildings,  Richmoi 

B.B.Bx . Bureau  of  Buildings,  Bror 

T.H.D . Tenement  House  Departme 


CALL  OF  CLERK’S  CALENDAR 

TUESDAY,  FEBRUARY  18,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

708-29-BZ. 

APPLICANT — William  O.  Staber,  for  Rose  B.  Capo 
and  Thomas  C.  Capone,  owners. 

PREMISES— 2344-2348  Steinway  street,  north  side,  404 
west  of  23rd  avenue,  and  2339-2343  38th  stre 
Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles  and,  also,  the  installation 
a  gasoline  service  station. 

717- 29-BZ. 

APPLICANT— William  F.  Doyle,  for  Metz  Auto  Sales  a 
Laundry  Co..  Tnc.,  owner.  ; 

PREMISES—  S4-94  129th  street  and  127-15  Metropolit 
avenue,  northwest  corner,  Richmond  Hill,  Boroi 
of  Queens. 

APPLICATION,  under  section  7e  of  the  building  z< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage  of  more  tl 
five  (5)  motor  vehicles. 

718- 29-BZ. 

APPLICANT— William  F.  Doyle,  for  Gusfried  Proper! 
Inc.,  owner. 

PREMISES— 2018  Grand  Concourse,  southeast  corner 
Bush  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  z 
resolution,  1 

TO  PERMIT  in  a  residence  district  the  erection  and  m; 
tenance  of  a  business  building  (stores). 

722-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Howard  Funding 
owner. 

PREMISES— 1615  University  avenue,  southwest  corner 
West  175th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  ; 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  change 
occupancy  of  the  first  story  of  a  residence  buili 
to  a  business  use  (stores). 

729-29-BZ.  1 

APPLICANT— William  F.  Regan,  for  George  W.  Bra 
dorf,  owner.  f 

PREMISES— 5814-5816  37th  avenue  (Polk  avenue),  sc 
west  corner  of  59th  street,  Woodside,  Boroug, 
Queens. 

APPLICATION,  under  section  21  of  the  building 
resolution, 
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TO  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  of  an  existing  building  from  factory  use  to 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

"66-28-BZ. 

\PPLICANT — McCooey  &  Conroy,  for  Parkway  Center 
Building  Corp.,  owner. 

’REMISES — 822-838  East  New  York  avenue,  south  side, 
100  ft.  west  of  Schenectady  avenue,  Brooklyn. 

\PPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

'0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn). 

32-29-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Amelia  Rossi, 
owner. 

[•REMISES— 249  West  99th  street,  Manhattan. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

:0  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  the  first  story  of  an  existing  dwelling 
from  dwelling  use  to  business  use  (previously  with¬ 
drawn  under  section  21). 

■  1-29-BZ. 

PPLICANT— Voorhees,  Gmelin  &  Walker,  for  New  York 
Telephone  Co.,  owner. 

REMISES— 24-42  Sixth  avenue,  310-332  Church  street, 
8-30  Lispenard  street  and  14-26  Walker  street,  Man¬ 
hattan. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  two  times  height  district  the  erection  and 
maintenance  of  the  street  wall  in  excess  of  the 
height  permitted  under  the  zone  resolution. 


nue),  24-63  to  24-67  45th  street  (15 th 
avenue),  east  side,  90  ft.  north  of  25th 
avenue  (Wilson  avenue),  Long  Island 
City,  Borough  of  Queens. 

cal.  no.  546-29-BZ— Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

cal.  no.  1-30-BZ— Application,  January  2,  1930,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  James  P.  Boyland,  appli¬ 
cant,  on  behalf  of  Leonia  .Holding 
Corp.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  erection  and  maintenance  of 
a  business  building ;  premises  2509 
Jerome  avenue,  west  side,  65  ft.  north 
of  West  190th  street,  The  Bronx. 

cal.  no.  384-29-BZ— Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use ;  premises 
37-26  149th  place  (Wilson  avenue), 
76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 


FEBRUARY  18,  1930,  10  A.  M. 

Appeals  front  Administrative  Orders. 

26-29-A — Pier  No.  8,  Bush  Terminal,  foot  of  39th  street, 
Brooklyn. 

.33-29- A— Pier  foot  of  North  11th  street,  Brooklyn. 

35-29-A — 87-91  Third  avenue  and  201-213  East  12th  street, 
northeast  corner,  Manhattan. 

S6-29-A — 39-41  Cortlandt  street,  *  Manhattan. 

31-29-A — 13  West  38th  street,  Manhattan. 

10-29- A — 232-236  East  40th  street,  Manhattan. 

12-29-A— 57-15  Woodside  avenue,  northwest  corner  of  58th 
street,  Woodside,  Borough  of  Queens. 

Building  Zone  Applications.  • 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
anJ^  _aPPcals  of  a  public  hearing  under  the  provisions 

_  the  building  zone  resolution,  Tuesday  morning,  February 

It  3930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters: 

x-  N0-  322-29-BZ — Application,  May  13,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Daljo  Corp.,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  45-05  to  45-17 
25th  avenue  (Wilson  avenue),  north¬ 
west  corner  of  46th  street  ( 1 6th  ave- 
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CAL.  NO.  40S-29-BZ— Application,  June  14,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  Max  Meyer  son, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1969-1979 
Cropsey  avenue  and  8810-8818  20th  ave¬ 
nue,  northwest  corner,  Brooklyn. 

cal.  no.  428-29-BZ— Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  L.  Orlinger,  applicant,  on 
behalf  of  Philboy  Construction  Co., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  having  stores  on  the  first  story  and 
dwellings  above;  premises  4014-4024 
Ninth  avenue,  northwest  corner  of  41st 
street,  Brooklyn. 

cal.  no.  557-29-BZ — Application,  September  10,  1929,  under 
sections  7a,  7b,  7e  and  21  of  the  building 
zone  resolution,  of  William  F.  Doyle, 
applicant,  on  behalf  of  Luke  Kilgallon, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  and 
the  installation  of  a  gasoline  service  sta¬ 
tion ;  premises  1016-1024  Beach  19th 
street,  east  side,  136  ft.  north  of  Cor- 
naga  avenue,  Far  Rockaway,  Borough 
of  Queens. 
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c  al  no.  585-29-BZ — Application,  September  26,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alfred  J.  Boulton,  applicant,  on 
behalf  of  A.  E.  Moeller  Co.,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  an  extension  to  an  existing  fac¬ 
tory  building  ;  premises  263-265  Sumpter 
street,  north  side,  100  ft.  west  of  Hop- 
kinson  avenue,  Brooklyn. 

cal.  NO.  641-29-BZ — Application,  October  30,  1929,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  James  P.  Boyland,  applicant,  on 
behalf  of  Michael  J.  McCarthy,  owner, 
to  permit  the  extension,  from  an  unre¬ 
stricted  district  into  a  business  district, 
of  a  proposed  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  4233  Vireo  avenue,  west  side, 
110.14  ft.  south  of  East  234th  street, 
The  Bronx. 

cal  no  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  aj  a- 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

cat  no  1063-27-BZ — Application,  September  30,  1927 ;  re¬ 
opened  December  31,  1929,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Henry  H.  Ehrlich,  applicant,  sub¬ 
stituted  for  Emil  Guterman,  on  behalf 
of  Henry  C  Karpen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  14912  North  Conduit 
boulevard,  northwest  corner  of  Three 
Mile  Mill  road,  Jamaica,  Borough  of 
Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  18,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

710-29-A — 529-531  Park  avenue,  Brooklyn. 

678-29-A _ 5501-5519  18th  avenue  and  1802-1812  55th  street, 

southeast  corner,  Brooklyn. 

48-30-A— 3362-3374  Park  avenue,  The  Bronx. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  February 
18,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 


CAL.  NO. 


511-29-BZ— Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 


the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 

cal.  no.  749-29-BZ— Application,  December  23,  1929,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  George  W.  Butler,  appli¬ 
cant,  on  behalf  of  The  Bartholomew 
Building  Corp.,  owner,  to  permit  the 
extension,  from  a  business  use  district 
into  a  residence  district,  of  a  proposed 
oflfice  building,  and  the  erection  of  the 
street  walls  to  a  height  in  excess  of  the ' 
requirements  of  the  building  zone  res¬ 
olution;  premises  566-574  Lexington 
avenue  and  122-130  East  51st  street, 
southwest  corner,  Manhattan. 

cal.  no.  468-29-BZ — Application,  July  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Julius  Kletsky  and  Sadie  Kletsky, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  101701- 
101709  126th  street  and  12602-12610 

Rockaway  boulevard,  southeast  corner, 
South  Ozone  Park,  Borough  of  Queens 

i 

cal.  no.  489-29-BZ— Application,  July  22,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Mary  G.  Leggett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores  and  offices)  ;  premises  1985- 
1995  Ocean  avenue  and  2002  Avenue  0, 
southeast  corner,  Brooklyn. 

cal.  *to.  415-29-BZ — Application,  June  18,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Bertram  G.  Eadie,  applb 
cant,  on  behalf  of  Horatio  J.  Sharrett. 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  138£ 
Forest  avenue  and  5  Barrett  avenue 
northeast  corner,  Port  Richmond.  Bor 
ough  of  Richmond. 

CAL.  NO.  429-29-BZ— Application,  June  24,  1929,  under  sec 
tiorj  21  of  the  building  zone  resolution 
of  Hector  McG.  Curren,  applicant,  oi 
behalf  of  Edna  T.  McVeigh,  owner,  t( 
permit,  partly  in  an  unrestricted  distric 
and  partly  in  a  business  district,  th< 
erection  and  maintenance  of  a  gasolin 
service  station ;  premises  4801-480' 
Kings  Highway,  northwest  corner  o 
Avenue  H,  Brooklyn. 

cal.  no.  894-28-BZ — Application,  November  20,  1928,  unde 
section  21  of  the  building  zone  resol u 
tion,  of  McCooey  &  Conroy,  applicant' 
on  behalf  of  Gustaf  Larson,  owner,  t 
permit  in  a  business  district  the  erectio 
and  maintenance  of  a  gasoline  servic 
station  (previously  withdrawn)  ;  pren 
ises  2702-2712  Foster  avenue,  southeas 
corner  of  Rogers  avenue,  Brooklyn. 

CAL  no.  525-29-BZ— Application,  August  15,  1929,  und< 
section  21  of  the  building  zone  resolt 
tion,  of  Herbert  L.  McCann,  apphean 
on  behalf  of  Mary  E.  McCann,  owne 
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to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  973-975  De  Kalb 
avenue  and  112  Lewis  avenue,  northwest 
corner,  Brooklyn. 

no.  531-29-BZ — Application,  August  19,  1929,  under 
section  21  of  the  building  zone  resolu- 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Martha  Kraushar,  owner,  to 
permit  in  a  business  distirct  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  38-48  Livonia  avenue 
and  298-308  Barrett  street,  southwest 
corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  25,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

53- 29-BZ. 

APPLICANT  Bertram  G.  Eadie,  for  Edward  Biggs 
owner.  ’ 

REMISES— 6  Haughwout  street  and  374-383  Jewett  ave- 
of  Richmond651  COrner’  Fort  Richmond,  Borough 

’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

f  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

-29-BZ. 

'  rrb^1^T~Metwood  HoldinS  Corp.,  owner. 

-  K M I S E  S— 1 5.1 3 - 15 6 1.  38th  street,  northeast  corner  of 

!  Dahill  road,  Brooklyn. 

^PLICATION,  under  section  21  of  the  building  zone 
resolution, 

I  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  four  (4)  story  factory  building. 

i  29-BZ. 

ffi5y!Seph  Unger’  -for  Freda  Spinard,  owner. 

EMISES— 61-01  to  61-05  Kissena  boulevard  and  154-02 
to  154-08  Horace  Harding  boulevard,  southeast 

PT  TrCAT?nxrF  U5hf g’  Borough  of  Queens. 

t  LILA  1  ION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 

-27-BZ. 

?LICA NT— Joseph  A.  Walsh,  substituted  for  Philip  J. 

fr-K/TTccM? 0tt'  for  Arrowl€ne>  Inc.,  owner. 

-MISES  Southeast  corner  of  Franklin  and  Atlantic 
avenues.  Brooklyn. 

PLICATION,  under  section  7g  of  the  building  zone 

iPFDm<rt™n  (previously  denied  under  section  21), 

PfcKMII  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


FEBRUARY  26,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

I  29-A— Foot  of  49th  street,  Brooklyn. 

,-29-A— 685  Fifth  avenue  and  2  East  54th  street,  south- 
,  a  east  corner.  Manhattan. 

~9-A  56  New  street,  Manhattan. 

2£  A  23  East  14th  street-  Manhattan. 

-29-A— 1301-1325  Grand  street,  Brooklyn. 


760-29-A— i325  Grand  street,  rear,  Brooklyn 

‘  57-30* A  1231 41  v?CSt  19t,h  StreCt’  Manhattan. 
76-30-^3221^  P  "I  f  1  StrCet’  Manhattan. 

99.30  a  9s  p  FaSt  21St  Street’  Manhattan. 

~  A~ 71-81  Paidge  avenue,  Brooklyn. 

Building  Zone  Applications 
o 

ary  20  i™"2  10 *2' “-‘'“S'  Wed"*sday  morning,  Fchru- 

o/«he  SwiU°m0atS:m  ^  '°13’  Munidpal 

CAL.  NO.  ,00-29-BZ— Application,  December  4,  1929,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Cox,  applicant, 
on  behalf  of  Philip  Smook,  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles,  also  the  installation  of  a  gaso¬ 
line  service  station;  premises  67-71  Ken- 
mare  street  and  196-204  Mulberry  street 
northeast  corner,  Manhattan. 

cal.  no.  704-29-BZ— Application,  December  5,  1929,  under 
sections  ib  and  21  of  the  building  zone 
resolution,  of  Mac  L.  Reiser,  applicant, 
on  behalf  of  Esther  Siruinick,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  50-54  Crown 
street,  south  side,  90  ft.  west  of  Frank¬ 
lin  avenue,  Brooklyn. 

cal.  no.  506-29-BZ— Application,  August.  1,  1929,  under  sec- 
hon  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  1235-2  i-BZ  Application,  November  22,  1927;  re¬ 
opened  November  19,  1929,  under ’sec¬ 
tions  <g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding1  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne 
Borough  of  Queens. 


cal.  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

CAL.  NO.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
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distirct,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  Concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 


CAL.  NO. 


448-29-BZ — Application,  July  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Cerussi  Contracting  Co.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  from  an 
office  building  to  factory  use  on  the 
upper  stories  and  a  motor  vehicle  repair 
shop  on  the  first  story;  premises  2540 
Belmont  avenue,  east  side,  135  ft.  8  in. 
north  of  East  Fordham  road,  I  he 
Bronx. 


CAL. 


NO. 


554-29-BZ— Application,  September  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Rudolph  Peterson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  13507  Van  Wyck 
boulevard,  northeast  corner  of  Kock- 
away  boulevard,  South  Ozone  Park, 
Borough  of  Queens. 


CAL.  NO. 


592-29-BZ — Application,  October .  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Spencer  &  Iserman,  applicants, 
on  ’behalf  of  Thwaites  Place,  Inc., 
owner,  to  permit  in  a  business  district 
the  operation  and  maintenance  of  an  ex¬ 
tension  to  an  existing  wet  wash  laundry 
building;  premises  1420  Jerome  avenue, 
The  Bronx. 


471-29-S — 153-459  Fifth  avenue,  2-10  East  40th  street  and 
5-9  East  39th  street,  Manhattan. 

94-29-S — 123  University  place  and  43  East  13th  street, 
Manhattan. 

9_30-S— 7-9  West  30th  street,  Manhattan. 

3 1-30- S — 42-46  West  38th  street,  Manhattan. 

658-29-S — 121-135  West  End  avenue,  301-311  West  65th 
street  and  300-312  West  66th  street,  Man¬ 
hattan. 

Appliance  Submitted  for  Approval. 

737-29-SA— Piatt  Oil  Burning  Water  Heater,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  4,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

744-29-BZ. 

APPLICANT— New  York  Telephone  Co.,  owner. 

PREMISES— 2885-2895  Ocean  avenue,  northeast  corner  of 
Avenue  Y,  Brooklyn. 

APPLICATION,  under  sections  7c  and  7d  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  alteration  and  extension  in 
height  and  area  of  an  existing  telephone  exchange 
building. 


752-29jBZ.  i  U 

APPLICANT— Shreiber,  Myers  &  Buchter,  for  Bertha 
Kegel  and  Anna  Cohen,  owners. 

PREMISES — 8801-8809  Fourth  avenue  and  410-426  88th 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  sections  7c,  7e  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


CAL. 


NO. 


612-29-BZ — Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Marcellus  H.  Evans,  applicant, 
on  behalf  of  Salvatore  Parisi,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1180  Neck  road, 
southeast  corner  of  Sheepshead  Bay 
road,  Brooklyn. 


CAL. 


NO. 


625-29- 


BZ — Application,  October  18,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  Eleanor  Hedwig  Arnold, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  202nd  street  and  Hillside  ave¬ 
nue  Hollis,  Borough  of  Queens. 


William  E.  Walsh,  Chairman. 


FEBRUARY  26,  1930,  2  P.  M. 


APPLICANT— Felix  Solomon,  substituted  for  Samuel  C 
Rice,  for  Coexco  Realty  Corp.,  owner. 

PREMISES _ 2602-2626  Gravesend  Neck  road,  southeas' 

corner  of  East  26th  street,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zom 

resolution,  .  .  ,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  that 
five  (5)  motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station. 


34-29-BZ.  J 

.PPLICANT— Charles  Miller,  owner. 

'REMISES — 60-21  Ralph  street,  north  side,  125  ft.  west  o 
61st  street  (Vincent  street),  Ridgewood,  Boroug 

of  Queens.  , 

APPLICATION,  under  sections  7g  and  21  of  the  DuilQin 
zone  resolution,  .  , 

"O  PERMIT  in  a  residence  district  the  maintenance  oi 
private  garage  for  the  storage  of  three  (3)  pleasui 
motor  vehicles,  two  (2)  spaces  rented  to  persons  n< 
residing  on  the  premises. 


Petitions  for  Variations. 

67 5 -29 -S _ 229-239  West  43rd  street,  Manhattan. 

759-29-S— 1301-1325  Grand  street,  Brooklyn. 

643-29-S— 11  West  46th  street,  Manhattan. 

650-29-S— 1573-1575  Gravesend  avenue,  Brooklyn. 

748-29-S— 13-19  West  47th  street,  Manhattan. 

406-29-S— 1021-1029  East  163rd  street  and  943,1947  |outhern 
40b  boulevard,  northwest  corner,  The  Bronx. 


APPLICANT— (Forrest  C.  Hirleman,  for  Ella  Boot 

owner.  . 

PREMISES— 2261  Loring  place,  west  side,  100  ft.  norm 
West  183rd  street,  The  Bronx 
APPLICATION,  under  section  21  of  the  building  zo- 

resolution,  .  f 

TO  PERMIT  in  a  residence  district  the  maintenance  oi 

restaurant. 
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1-29-BZ. 

PPLICANT — George  Laskas,  owner. 

REMISES— 192  Clymer  street,  south  side,  100  ft.  west 
of  Lee  avenue,  Brooklyn. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

p  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

H-29-BZ. 

PPLICANT — Charles  L.  Craig,  for  Helklar  Realty  Corp., 
owner. 

i v EMI SES— East  side  of  Webster  avenue,  700  ft.  north 
of  East  204th  street,  The  Bronx. 

’PLICATION,  under  sections  7e,  7g  and  21  of  the  build¬ 
ing  zone  resolution, 

1)  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (a)  motor  vehicles. 

5  -26-BZ. 

’PLICANT — John  Ballschuse,  owner. 
r'EMISES- — 22016  Merrick  road,  northeast  corner  of  221st 
street,  Springfield,  Borough  of  Queens. 
VPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

Y  PERMI I  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn). 

: 

MARCH  4,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

'4-29-A — 9-11  South  William  street,  1  Mill  lane  and  59-61 
Stone  street,  Manhattan. 

V-29-A— 98-106  William  street,  70-78  John  street  and 
29-41  Platt  street,  Manhattan. 

9-30-A — 2290-2298  Seventh  avenue  and  200-214  West 
135th  street,  southwest  corner,  Manhattan. 
3-30- A — Northwest  corner  of  Lawrence  street  and  Brad¬ 
ford  avenue  (41st  avenue),  Flushing,  Bor¬ 
ough  of  Queens. 

|)-30-A — 57-67  Vesey  street,  southeast  corner  of  Green¬ 
wich  street,  Manhattan. 

£-30-A — 30-50  Church  street,  Manhattan. 

1-30-A — 5002-5024  Second  avenue,  Brooklyn. 

Budding  Zone  Applications. 

OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
;  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  March 
930.  at  10  o’clock,  in  Room  1013,  Municipal  ' Building, 
'he  following  matters: 

’  N0-  481-29-BZ— Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution ;  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 

no.  628-29-BZ — Application,  October  21,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  George  F.  Niebling,  Jr., 
applicant,  on  behalf  of  Henry  W.  Flade, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 


ness  building;  premises  west  side  of 
73rd  street,  90  ft.  north  of  Cooper  ave¬ 
nue,  Glendale,  Borough  of  Queens. 

CAL.  NO.  638-29-BZ— Application,  October  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle  applicant 
on  behalf  of  Harry  H.  Uhlfelder.  Inc.! 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
.  °f.  Part  of  the  basement  story  of  an 

existing  apartment  building  from  resi¬ 
dence  to  business  use  (stores)  ;  premises 
1625-1627  University  avenue,  northwest 
corner  of  West  175  th  street,  The 
Bronx. 

cal.  no.  1 05-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu- 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  County  Holding  Co.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business 
building;  premises  825  East  175th  street, 
northwest  corner  of  Marmion  avenue 
The  Bronx. 


cal.  no.  711-29-BZ— Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  Arthur  C.  Holzman,  owner, 
tion  and  maintenance  of  a  gasoline  ser- 
to  permit  in  a  business  district  the  erec- 
vice  station;  premises  558-560  Essex 
street,  northwest  corner  of  Blake  ave¬ 
nue,  Brooklyn. 

cal.  no.  635-29-BZ — Application,  October  24,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  J.  S.  Construction  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  167 
East  98th  street,  southeast  corner  of 
Union  street,  Brooklyn. 

cal.  no.  126-29-BZ — Application,  February  27,  1929;  re¬ 
opened  January  7,  1930,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Epstein,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  752- 
762  East  New  York  avenue,  south  side, 
36  ft.  8  in.  west  of  Troy  avenue,  and 
693-701  Maple  street,  Brooklyn. 

cal.  no.  157-29-BZ — Application,  March  11,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Vincent  Yardum,  applicant,  on  be¬ 
half  of  Mardig  Hovanian,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  from  a 
garage  for  the  storage  of  one  (1) 
commercial  motor  vehicle  to  a  retail 
mercantile  store ;  premises  398  Audubon 
avenue  and  550  West  185th  street, 
southwest  corner,  Manhattan. 

William  E.  Walsh,  Chairman. 
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ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 


MARCH  4,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

619-29-A — 518  Hamilton  avenue,  Brooklyn. 

680-29-A — 236  Throop  avenue,  west  side,  80  ft.  north  of 
Myrtle  avenue,  Brooklyn. 

649-29-A — 32-36  Beaver  street,  28-36  South  William  street 
and  65-81  Broad  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
4,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  519-29-BZ — Application,  August  8,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station ;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Oregon  place, 
South  Jamaica,  Borough  of  Queens. 

CAL.  NO.  464-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Colodny,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  (store)  on 
the  first  story ;  premises  4432  Seton  ave¬ 
nue,  The  Bronx. 

cal  no.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

cal.  no.  479-29-BZ — Application,  July  17,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  E.  Smyth,  applicant,  on  be¬ 
half  of  Caverly  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles  and  a  gasoline  service  station; 
premises  3459-3469  Fulton  street  and 
234-246  Grant  avenue,  northwest  corner, 
Brooklyn. 

cal.  no.  593-29-BZ — Application,  October  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Newford  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2367-2387 
Gravesend  avenue,  northeast  corner  of 
Village  road  south,  Brooklyn. 

cal  no.  305-29-BZ — Application,  May  7,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 


cal.  no.  647-29-BZ— Application,  November  1,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  JIamill,  Weinberg  & 
Munro,  applicants,  on  behalf  of  Erome 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  216-220  East  56th  street,  Man¬ 
hattan. 

cal.  no.  688-28-BZ— Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus, _  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

cal  no.  661-29-BZ — Application,  November  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  H.  Crabtree,  applicant 
on  behalf  of  Livingston  Estates  Co. 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeas' 
corner  of  Forest  avenue  and  Peltoi 
avenue,  New  Brighton,  Borough  o. 
Richmond. 

William  E.  Walsh,  Chairman. 


MARCH  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

665-29-A — 383-385  Flushing  avenue,  Brooklyn. 

754-29-A — 1240-1249  Fifth  avenue,  1-5  East  105th  stra 
and  2-6  East  106th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning,  Marc 
11,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Buildinf 
on  the  following  matters:  3 

cal.  no.  668-29-BZ — Application,  November  14,  1929,  und< 
section  21  of  the  building  zone  reson 
tion,  of  Edward  J.  Bausch,  applicant,  c 
behalf  of  Lemmerman  Bros.,  In(, 
owner,  to  permit  in  a  business  distri'. 
the  erection  and  maintenance  of  a  mot< 
vehicle  repair  shop ;  premises  91-17 
91-19  Liberty  avenue,  northwest  corn 
of  92nd  street  (Bigelow  place),  Ozoi' 
Park,  Borough  of  Queens. 

cal.  no.  672-29-BZ— Application,  November  16,  1929,  und 
section  21  of  the  building  zone  resol 
■  tion,  of  Ernest  E.  De  Piazza,  apphcai 
on  behalf  of  Michael  Lamesta,  own< 
to  permit  in  a  business  district  the  ere 
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tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  157-11  114th  ave- 

I  nue  and  111-88  158th  street,  northwest 

corner,  Cedar  Manor,  Borough  of 
Queens. 

no.  706-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Max  Levy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2066-2076  Pitkin  avenue 
and  238-240  Pennsylvania  avenue,  south¬ 
west  corner,  Brooklyn. 

...  no.  709-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  B.  Kleinfeld,  applicant, 
on  behalf  of  Dorothy  Kleinfeld,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1500-1508  Eastern 
Parkway,  northeast  corner  of  St.  Johns 
place,  Brooklyn. 

f,  no.  633-29-BZ— Application,  October  22,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Martin  C.  Dyer,  ap¬ 
plicant  and  owner,  to  permit  the  exten¬ 
sion,  from  an  unrestricted  district  into 
a  business  district  and,  also,  into  a  resi¬ 
dence  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  4696  Third  avenue, 
northeast  corner  of  East  188th  street, 
and  2437  Washington  avenue,  The 
Bronx. 


sections  ie  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  James  J.  Gilhully 
and  Nellie  Gilhully,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motoi*  vehicles; 
premises  31ol-3161  Webster  avenue, 
west  side,  375  ft.  north  of  East  204th 
street,  The  Bronx. 

cal.  no.  899-28-BZ — -Application,  November  21,  1928;  re¬ 
opened  January  21,  1930,  under  section 
21  of  the  building  zone  resolution,  of 
Frederic  G.  Rita,  applicant,  substituted 
for  Thomas  J.  Higgins,  on  behalf  of 
Nellie  Spitzer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  sservice  station  (pre¬ 
viously  denied)  ;  premises  274-284  67th 
street  and  6701  Third  avenue,  southwest 
corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MARCH  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

621-29-S— 16-26  Doughty  street,  17-29  Columbia  Heights 
and  1-11  Vine  street,  Brooklyn. 

350-29-S — 1061-1065  Atlantic  avenue,  Brooklyn. 

5 6 4-27- S — 354-356  36th  street,  Brooklyn. 

753-29-S — 866-868  Sixth  avenue,  Manhattan. 


Appliance  Submitted  for  Approval 

i  NO.  667-29-BZ  Application,  November  14,  1929,  under  715-29-SA-Super  Automatic  Oil  Heater,  approval  of. 

MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING.  THE 


TUESDAY  MORNING,  FEBRUARY  11,  1930. 

resent:  Acting  Chairman  Connell,  Commissioners  Hol- 
i  and  Guilfoyle  and  Deputy  Chief  Martin. 

ie  minutes  of  the  regular  meeting  of  the  board  held 
’day  morning,  February  4,  1930,  and  the  minutes  of  the 
liar  meeting  of  the  board  held  Tuesday  afternoon,  Feb- 
•y  4,  1930,  were  approved  as  printed  in  Bulletin  No.  6, 

j  XV. 


ie  meeting  having  been  called  to  order,  Commissioner 
foyle  moved  that  the  following  resolution  be  adopted  by 

ixiard : 

Whereas,  owing  to  proposed  absence  of  two  members 
of  the  board  on  Tuesday,  February  25,  1930,  the  requisite 
quorum  required  by  law  will  not  be  present : 

Be  It  Resolved,  that  the  regular  meetings  of  the 
board  of  standards  and  appeals  scheduled  for  February 
25,  1930,  at  10.00  a.  m  ,  and  February  25,  1930,  at  2.00 
P.  m.,  be  held  on  Wednesday,  February  26,  1930,  at 
10.00  a.  m.  and  2.00  p.  m.,  respectively,  and  that  the 
secretary  notify  all  persons  of  interest  of  this  change  of 
calendar  date. 


VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative  . 

Absent:  Chairman  Walsh . 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

57-30-A. 

APPELLANT  119  West  57th  Street  Co.,  Inc.,  adjoining 
_  lessee,  against  Calvary  Baptist  Church.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  superintendent 
of  buildings  (re  revocation  of  Permit  No.  2522-1929 
issued  by  the  superintendent  of  buildings.) 

PREMISES  AFFECTED — 123-141  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Norman  McNamara. 

For  Lessee:  Harry  Reigelman. 

For  Administration  :  Inspector  John  Lewis  of  bureau 
of  buildings. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1930,  at 
10  a.  m.,  on  request  of  lessee’s  representative. 


48-30- A. 

APPELLANT — Thomas-Viking  Sprinkler  Co.,  Inc.,  for 
Continental  Baking  Co.,  Inc,  owner. 
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SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 3362-3374  Park  avenue,  The 
Bronx. 

For  Appellant:  W.  P.  Thomas  and  H.  E.  Hilder- 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  18,  1930,  at 
2  p.  m.,  to  submit  corrected  plans. 

649-29-A. 

APPELLANT— William  F.  Doyle,  for  International  Tele¬ 
phone  Building  Corp.,  owner.  .  ,  , 

SUBJECT _ Appeal  from  a  decision  of  the  superintendent 

of  buildings.  c 

PREMISES  AFFECTED — 32-36  Beaver  street,  28-36  South 
William  street  and  65-81  Broad  street,  Manhattan. 

APPEARANCES—  .  T  _ 

For  Appellant:  Martin  J.  Ort. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at  ~ 
p.  m.,  on  request  of  appellants  representative. 

APPELLANT — New  York  Post  Graduate  Medical  School 
&  Hospital  against  Reidbach  Realty  Corp.,  owner. 
SUBTECT — Request  for  preferential  hearing— re  Appeal 
from  a  decision  of  the  superintendent  of  buildings 
(re  revocation  of  Permit  N.  B.  649-1929  issued  by 
the  superintendent  of  buildings.) 

PREMISES  AFFECTED— 329-333  East  21st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  George  L.  O  Hare  . 

ATTTON  OF  BOARD— Request  for  preferential  hearing 
granted  and  set  for  February  26,  1930,  at  10a.m. 
THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR- 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  J 

Negative  . . 

Absent:  Chairman  Walsh . 


THE  VOTE  TO  REOPEN— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  4 

Negative  .  f 

Absent:  Chairman  Walsh .  1 


677-29-A.  _  , 

APPELLANT— J.  H.  McDowell  Co.,  for  Chance  V oughi 

Corp.,  lessee.  .  . 

SUBJECT' — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 29-01  to  29-19  Review  avenue 
east  side,  betwTeen  Alarsh  and  Fox  street,  Lon^ 
Island  City,  Borough  of  Queens. 
APPEARANCES; —  &  J 

For  Appellant:  Edward  Kiernan. 

For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD— Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative  . 

Absent :  Chairman  Walsh . 


92-30-A. 

APPELLANT— Irving  Trust  Co.,  receiver. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 71-81  Paidge  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  James  Kearney. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  February  26,  1930  at  10  a  m. 
THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR- 
X  N  G 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  ^ 

Negative  . 

Absent:  Chairman  Walsh .  1 


374“29"A 

APPELLANT — J.  C.  F.  Conkling,  for  Ida  H.  Conkling, 
owner.  .  . ,  „„„ 

SUBTECT— Application  for  reopening— reconsideration,  pre¬ 
viously  denied— re  Appeal  from  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 11  East  24th  street,  Whitestone, 
Borough  of  Queens. 

APPEARANCES—  ^  .  ,  T  r  F 

For  Appellant:  George  G.  Hyde  and  J.  C.  t. 

Conkling.  ,  ,  ,  .  t-. 

ACTION  OF  BOARD — Appeal  reopened  and  placed  on  Re¬ 
serve  Calendar  pending  inspection  and  report  by  fire 
department, 


646-29-A. 

APPELLANT — John  J.  Gilmartin,  for  Klinger  &  Co.,  Inc 
lessee. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis 

sioner.  „ 

PREMISES  AFFECTED— 433-449  East  54th  street  an 
42-56  Sutton  place,  northwest  corner,  Manhattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Carroll  of  hre  d<j 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  t  .  _  ,,  r 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martirt . 

Negative  . 

Absent:  Chairman  Walsh .  , 

THE  RESOLUTION—  1 

(646-29-A) 

Whereas,  John  J.  Gilmartin,  for  Klinger  &  Co.,  less* 
filed,  November  1,  1929,  an  appeal  from  a  decision  ot  t 
fire  commissioner,  affecting  premises  433-449  East  54 
street  and  42-56  Sutton  place.  Borough  of  Manhattan,  a 
Whereas,  the  decision  of  the  fire  commissioner,  render 
November  1,  1929  (No.  3235-29),  reads: 

“1.  As  the  height  of  the  building  exceeds  8o  tect 
regulation  standpipe  system  must  be  installed  as  p 
Sec.  581,  sub-div.  A  of  Chapter  5,  Code  of  Ordinances. 

afl\V hereas,  the  building  is  fireproof,  six  stories  (100  f 
in  height,  169  ft.  by  200  ft.  10  in.  ( approximately >  33, t 
sci  ft  gross  and  approximately  23,000  sq.  ft.  net)  in  a' 
at  first  story  and  169  ft.  by  200  ft.  10  in.  (approximate 
30  000  sq  ft.  gross  and  approximately  9,000  sq.  ft.  net;, 
area  above;  OCCUPIED:  1st  story,  storage  garage 
more  than  five  motor  vehicles,  5  persons ;  upper  stor , 

vacant,  and  to  remain  vacant;  and  .  • 

Whereas,  appellant  contends  that  the  building  is  acces' 
to  the  fire  department  from  three  street  fronts;  that  tn, 
is  a  large  open  yard  at  the  westerly  end  of  the  East  a? 
street  front,  and  that  there  are  city  fire  hydrants  in  ; 

vicinity ;  and  .  ,  ,  . 

Whereas,  the  premises  under  appeal  is  located  in  a  ne 

borhood  where  the  old  buildings  are  rapidly  being  demons 
and  replaced  with  modern,  high-class  apartments ;  ana 
Whereas  therefore,  the  occupant  of  the  first  story  oi 
premises  under  appeal  has  a  three-year  lease,  subject  to  a 
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iy  cancellation,  the  board  deems  that  he  should  be  given 
tine  alternative  method  of  fire  protection. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
id  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
anted  on  condition  that  there  shall  be  no  occupancy  above 
-st  story;  that  such  auxiliary  fire-fighting  appliances  shall 
•  installed  as  ordered  by  the  fire  department,  and  that  the 
lilding  shall  be  not  increased  in  height  or  area. 


4-29-A. 

PPELLANT  James  C.  McGuire,  for  Knickerbocker 
Hospital,  owner. 

JBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED — 70  Convent  avenue  and  450-456 
West  13 1st  street,  Manhattan 
PPEARANCES — 

For  Appellant :  F.  Seaman. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

^TION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh . .  1 


IE  RESOLUTION— 


(654-29-A) 

\Vhereas,  James  C.  McGuire,  for  Knickerbocker  Hospital, 
ner,  filed,  November  7,  1929,  an  appeal  from  a  decision 
the  fire  commissioner,  affecting  premises  70  Convent 
i-nue  and  450-456  West  131st  street,  Borough  of  Man- 
tan  ;  and 

‘V  here  as,  the  decision  of  the  fire  commissioner,  rendered 
;tober  19,  1929  (No.  3638-29),  reads: 

"Refrigerating  machinery  room  shall  be  cut  off  from 
the  building  by  unpierced  fireproof  construction  Sec 
,  219,  Ch.  10,  C.  of  O.”; 


Vhereas.  the  premises  consist  of  a  plot  of  ground  having 
rontage  of  109  ft.  5J6  in.  on  West  131st  street,  216  ft. 
in.  on  Convent  avenue  and  168  ft.  ~l/2  in.  on  West  130th 
:et,  upon  which  are  located  several  fireproof  buildings 
uprising  the  Knickerbocker  Hospital;  and 
Vhereas,  there  is  located  on  the  sub-basement  story  of 
!  building  a  room,  13  ft.  4  in.  by  17  ft.  8  in.  in  area ; 
upied  as  a  morgue ;  within  the  morgue  is  operated  a  re- 
aerating  system  serving  a  mortuary  refrigerator ;  the 
or  having  a  three-quarter  horsepower  capacity ;  the  re- 
qerant  being  19  pounds  of  methyl  chloride ;  and 
Whereas,  appellant  proposes  to  provide  a  4  ft.  3  in.  wide 
Aageway  along  the  south  side  of  the  morgue,  having  one 
.  constantly  open  to  the  outer  air;  in  conjunction  with 
raiding  the  passageway  it  is  proposed  to  erect  at  the  west 
,  of  the  morgue  an  addition,  12  ft.  by  5  ft.  in  area;  it  is 
oosed  to  ventilate  the  morgue  by  providing  a  door  and 
indow  in  the  west  wall  of  the  extension. 

, esolvcd ,  that  the  decision  of  the  fire  commissioner  be  and 
ereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
ited  on  condition  that  the  opening  in  the  easterly  wall  of 
r  P^sageway  shall  be  closed  up  with  masonry  acceptable 
he  fire  department;  that  the  opening  in  the  southerly 
east  end,  of  the  proposed  enclosure,  directly  opposite 
■ator  shaft,  shall  be  equipped  with  a  fireproof  self-closing 
,  made  air-tight ;  that  in  the  westerly  wall  of  the  en- 
'ure  there  shall  be  installed  a  ventilating  fan  not  less 
16  in.  in  diameter,  driven  by  a  motor  of  sufficient  size 
perate  same,  and  that  the  refrigerating  room  otherwise 
I  comply  with  the  rules  in  all  respects. 


;8-A. 

PELLA  NT — William  C.  McTarnahan,  for  Petroleum 
Heat  and  Power  Co.,  Inc.,  of  New  York,  owner. 


SUBJECT  Application  for  reopening— extension  of  time 
to  procure  permits— re  Appeal  from  a  decision  of 
tne  nre  commissioner. 

PREMISES  AFFECTED — East  side  of  Eastchester  Creek 

APPEARANCES-P  b°U"dar>’  Iine’  ThC  Br°nX' 

For  APPellant:  G.  H.  Hallock. 

-•  Cl  ION  Ob  BOARD — Appeal  reopened  and  time  ex- 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  4 

Negative  . 0 

Absent:  Chairman  Walsh .  j 

THE  RESOLUTION— 


W  hereas  William  C  McTarnahan,  for  Petroleum  Heat 
tool Power  Co  fnc.,  of  New  York,  owner,  filed,  January  23, 
1.08,  an  appeal  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  east  side  of  Eastchester  Creek  and  northern 
boundary  line,  Borough  of  The  Bronx;  and 
\\  hereas,  the  decision  of  the  fire  commissioner,  rendered 
December  20,  1927  (re  Plan  No.  4269-1927),  reads: 

"1.  All  tanks  must  be  buried  2  ft.  below  ground 
and  encased  in  12"  P.C.  concrete  of  1-2J4-5  stone 
mix.  ; 
and 

Whereas,  the  property  consists  of  a  large  plot  of  ground 
situated  partly  in  the  City  of  Mount  Vernon  and  about 
2-3  ft.  by  84  ft.  within  the  City  of  New  York,  upon  which 
it  i^s  proposed  to  erect  a  fuel  oil  and  gasoline  storage  plant; 


Whereas,  the  appellant  proposes  to  erect  four  (4)  210,000- 
gallon  tanks,  two  (2)  420,000-gallon  tanks  and  four  (4) 
23,000-gallon  horizontal  tanks  for  the  storage  of  fuel  oil 
a.  so  four  (4)  55, 500-gallon  tanks  for  the  storage  of  gaso- 
line ;  all  tanks  to  be  erected  above  ground  on  saddles  and 
mats  of  proper  design  and  construction,  the  gasoline  tanks 
to  be  surrounded  by  concrete  dyke  walls  enclosing  a  volume 
of  space  greater  than  the  total  capacity  of  tanks;  and 
hereas,  the  appellant  contends  that  the  soil  conditions 
make  it  impractical  to  bury  the  tanks  2  ft.  below  grade 
due  to  the  relative  level  of  tidewater  in  Eastchester  Creek; 
furthermore,  that  the  material  and  design  of  thinks  will  be 
in  accordance  with  the  rules  adopted  by  the  board  of  stand¬ 
ards  and  appeals;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  June  12,  1928,  on  certain  conditions,  and  appellant 
requested  an  extension  of  time  to  obtain  permits,  which 
request  was  granted,  and  appellant  now  requests  a  further 
extension  of  time. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  gasoline  storage  on  these 
premises  located  within  the  boundary  line  of  New  York  City 
shall  be  limited  to  four  tanks,  each  unit  limited  to  a 
capacity  not  exceeding  1,230  barrels;  that  the  four-tank 
gasoline  storage  shall  be  enclosed  by  reinforced  concrete 
walls  the  full  height  of  the  tanks,  and  that  these  concrete 
walls  shall  be  backed  up  by  an  earth  dike  on  the  exterior 
of  this  gasoline  storage  enclosure,  the  berm  to  be  not  less 
than  3  feet  at  the  top  and  not  less  than  10  feet  above  grade 
with  a  1 J4  pitch;  that  this  enclosure  shall  be  subdivided 
into  two  parts  by  a  concrete  wall  of  the  same  height  as 
the  exterior  enclosing  wall,  with  not  more  than  two  tanks 
to  the  reservoir  enclosure  equal  in  capacity  to  that  of  the 
tanks  so  enclosed;  that  there  shall  be  installed  around 
each  of  the  cylindrical  fuel  oil  storage  tanks  a  dike  wall 
not  less  than  half  the  height  of  the  tank,  providing  a 
reservoir  of  the  full  capacity  of  the  tank  so  enclosed; 
that  each  individual  tank  shall  be  equipped  with  a  revolving 
nozzle  equipped  with  water  supply,  the  tops  of  the  tanks 
shall  be  provided  with  metal  scuppers  at  the  edge ;  each 
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tank  shall  be  equipped  with  a  liquid  fire-extinguishing 
medium  acceptable  to  the  fire  department,  centrally  con¬ 
trolled,  from  a  fireproof  structure  housing  the  pumps  and 
valves;  the  storage  of  oils  throughout  the  premises  shall  be 
limited  to  the  quantities  stipulated  on  the  plans  tiled  in 
this  appeal;  a  return  of  the  drawings  in  accordance  with 
the  foregoing  resultion  shall  be  submitted  to  this  board 
for  approval  before  submission  to  the  fire  department 
that  all  permits  required  shall  be  obtained  within  one  month 
from  the  date  of  this  action  and  any  work  involved  thereby 
shall  be  completed  within  eighteen  months  from  February 

11,  1930. 


BUILDING  ZONE  CASES. 


464-29-BZ. 

APPLICANT— Harry  Colodny,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  (store)  on  the  first  story. 

PREMISES  AFFECTED— 4432  Seton  avenue,  I  he  Bronx. 

APPEARANCES— 

For  Applicant:  E.  Colodny. 

For  Opposition:  Jerome  Slote. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at  2 
p  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT- 

Affirmative:  Commissioners  Holland  and  buil- 

foyle  and  Deputy  Chief  Martin .  3 

Negative:  Acting  Chairman  Connell .  1 

Absent:  Chairman  Walsh .  1 


APPEARANCES— 

For  Applicant :  Michael  F.  Dee. 

For  Opposition:  Charles  Glogawer. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1930, 
10  a.  in.,  on  request  of  applicant.  S 

061-29-BZ 


525-29-BZ.  .  , ,  .  r  y 

APPLICANT— Herbert  L.  McCann,  for  Mrs.  Mary  E. 

McCann,  owner.  .  ,  . 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 973-975  De  Kalb  avenue  and 
112  Lewis  avenue,  northwest  corner,  Brooklyn. 

appearances—  ,  T  „  _ 

For  Applicant:  Herbert  L.  McCann. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  18,  1930,  at 
2  p.  m.,  on  request  of  applicant  for  final  disposition. 


d3  1  29“BZ 

APPLICANT _ Henry  J.  Nurick,  for  Martha  Kraushar, 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 38-48  Livonia  avenue  and  298- 
308  Barrett  street,  southwest  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Sidney  H.  Zuckerman  and  J. 

Trachman. 

ACTION  OF  BOARD*— Laid  over  to  February  18,  1930,  at 
2  p.  m.,  peremptorily,  on  written  request  of  appli¬ 
cant’s  representative. 


APPLICANT— Frank  H.  Crabtree,  for  Livingston  Estat 
Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintend? 

of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  gasoline  service  static 

PREMISES  AFFECTED— Southeast  corner  of  Forest  av 
nue  and  Pelton  avenue,  New  Brighton,  Borough  ■ 
Richmond. 

APPEARANCES— 

For  Applicant:  Frank  H.  Crabtree. 

For  Opfosition :  Peter  F.  Gulotta,  H.  Schelling 
and  J.  O.  Ellis. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at 
p.  m.,  on  request  of  applicant. 


572-29-BZ.  .  ,  T  _ 

APPLICANT— Bertram  G.  Eadie,  for  Lillian  Grossm; 

owner. 

SUBJECT— Application  (re  decision  of  the  superintend!: 

of  buildings),  under  sections  7g  and  21  of  t 
building  zone  resolution,  to  permit  in  a  busirn 
district  the  erection  and  maintenance  of  a  gasoli 
service  station.  ‘ 

PREMISES  AFFECTED— 1730  Hylan  boulevard  and 
Seaver  avenue,  southwest  corner,  Dongan  Hi 
Borough  of  Richmond. 

APPEARANCES— None. 

ACTION  OF  BOARD — Acting  chairman  read  communi 
tion ;  application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative  . 

Absent:  Chairman  Walsh . 


013  H  7 . 

APPLICANT — Louis  Cherry,  for  Bingham  Holding  Corp., 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1731-1741  Jerome  avenue^  west 

P  side,  163  ft.  south  of  West  176th  street,  The  Bronx. 


679-29-BZ.  ,  „ri  ,  .  ,  4  r  ■ 

APPLICANT— E.  W.  Radmore,  for  The  Wheelright  Co 

owner.  .  , 

SUBJECT— Application  (re  decision  of  the  superintend, 
of  buildings),  under  sections  7b  and  21  of  the  bu 
ing  zone  resolution,  to  permit  in  a  residence  distr 
extending  from  a  business  district,  the  convers 
of  occupancy  of  the  basement  and  first  story  fr 
residential  to  business  use. 

PREMISES  AFFECTED— 162  West  75th  street,  M 
hattan.  * 

APPEARANCES— 

For  Applicant:  E.  W.  Radmore. 

For  Opposition:  Charles  N.  Connon,  H.  V.  U' 
Harold  S.  Walton,  Frank  C.  Delaney,  L 
Walsh  and  John  T.  McNally. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Acting  Chairman  Connell  anc 

Deputy  Chief  Martin . •  •  •  • ;  y  •  • 

Negative:  Commissioners  Holland  and  GuilfoyK 
Absent:  Chairman  Walsh . 

THE  RESOLUTION— 

(679-29-BZ) 

Whereas  E  W.  Radmore,  for  The  Wheelright  C< 
owner,  filed,  November  20,  1929,  an  application,  under 
building  zone  resolution,  to  permit  in  a  residence  dist 
extending  from  a  business  district,  the  conversion  oi  o> 
nancy  of  the  basement  and  first  story  from  residents 
business  use;  premises  162  West  75th  street,  Boroug 
Manhattan ;  and 
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Whereas,  a  public  hearing  was  held  on  this  application  by 
L*  board  of  standards  and  appeals,  at  its  regular  meeting, 
ibruary  11,  1930,  after  due  notice  by  publication  in  the 
hlletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
’tie  resolution  show  that  West  75th  street  "is  in  a  residence 
d  business  district;  Amsterdam  avenue  is  in  a  business 
Jtrict;  West  74th  street  is  in  a  residence  and  business  dis- 
ct,  and  West  75th  street  is  in  a  residence  and  business  dis- 
ct;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
sdered  November  20,  1929,  reads : 

“Relative  to  your  application  for  a  certificate  of  occu¬ 
pancy  for  these  premises,  same  is  disapproved  as  the 
building  extends  12'  5"  into  the  residential  area  and  a 
business  occupancy  is  contrary  to  the  zoning  law.”; 

(I 

Vhereas,  the  existing  building  is  of  non-fireproof  con- 
Mction,  four  stories  and  basement  in  height,  with  a  front- 
;  of  21  ft.  4  in.  and  a  depth  of  58  ft.;  it  is  proposed  to 
:end  the  basement  and  first  story,  at  front,  3  ft.  to  the 
[■et  line,  remove  interior  partitions  and  construct  new  show 
dows  for  the  purpose  of  using  the  two  stories  as  a  tea 
im,  beauty  parlor  or  retail  stores;  the  premises  are  located 
t.  2  in.  in  a  residence  district  and  extend  8  ft.  2  in.  into  a 
liness  district ;  and 

v  hereas,  the  board  deems  that  applicant  is  not  entitled  to 
.ef  under  sections  7b  and  21  on  the  grounds  of  practical 
iculty  or  unnecessary  hardship. 

esolved,  that  the  decision  of  the  superintendent  of  build- 
i.  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
it  hereby  is  denied. 


'29- BZ. 

^UCANT— Valentine  Avenue  Realty  Co.,  Inc.,  owner. 
®JECT  Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  7b  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  at  front  from 
residence  to  business  (store)  purposes. 
liMISES  AFFECTED — 2467  Valentine  avenue,  west 
side,  56  ft.  8l/2  in.  north  of  East  188th  street.  The 
Bronx. 

PEARANCES— 

For  Applicant:  Herman  Kron  and  Louis  Shul- 

man. 

For  Opposition :  None. 

^IV0'mlB0ARD~APpliCatiOn  granted  on  condition. 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  ’  4 

Negative  . 0 

Absent:  Chairman  Walsh .  1 

■i  RESOLUTION— 


Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  August  5,  1929  (alteration),  reads: 

2.  Objection  not  removed. 

‘‘As  records  of  this  Department  (N.  B.  Plan  No.  62- 
lo)  show  southerly  line  of  building  to  be  56'  8J4"  north 
of  188th  Street,  that  portion  of  building  exceeding  100' 
0  from  188th  Street  cannot  be  used  for  business  pur¬ 
poses.  ;  y 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  five  stories  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  88  ft. ;  it  is  proposed  to  remove  the  apart¬ 
ments  from  the  front  of  first  story  and  install  three  stores  • 
le  Premises  are  located  6  ft.  8 y2  in.  in  a  residence  district 
\Ar  tt-  m"  111  ^'business  district;  and 
V\  hereas,  the  (board  is  empowered  under  the  provisions  of 
section  7b  of  the  building  zone  resolution,  where  the  prop¬ 
erty  is  bisected  by  two  use  districts,  to  exercise  its  discretion 
in  the  granting  of  a  variation  of  the  building  zone  resolution 
under  such  circumstances  and  with  such  restrictions  as  the 
board  deems  proper. 

Resolved  that  the  board  of  standards  and  appeals  does 
Hereby  make  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  'be  and  it  hereby  is  granted  on  condition  that 
the  business  use  of  premises  shall  be  confined  to  the  first 
story  only. over  the  entire  premises;  that  the  business  use 
shall  consist  of  mercantile  stores  or  shops  or  executive 
omces ;  that  there  shall  be  no  advertising  of  any  nature  or 
description  displayed  in  the  residence  use  portion  of  the 
property ;  that  no  merchandise  shall  be  exposed  or  displayed 
outside  the  building  line ;  that  the  remainder  of  the  building 
above  the  first  story  shall  be  occupied  in  conforming  resi¬ 
dence  use,  and  that  the  building  zone  resolution  shall  be 
complied  with  in  all  other  respects. 


(528-29-BZ) 

'hereas,  Valentine  Avenue  Realty  Co.,  Inc.,  owner,  filed, 
hst  17,  1929,  an  application,  under  the  building  zone 
.ution,  to  permit  in  a  residence  district,  egtending  from 
siness  district,  the  alteration  and  change  of  occupancy 
e  first  story  at  front  from  residence  to  business  (store) 
/>ses;  premises  2467  Valentine  avenue,  west  side  56  ft 
jn-  north  of  East  188th  street,  Borough  of  The  Bronx; 

hereas  a  public  hearing  was  held  on  this  application  by 
•oard  of  standards  and  appeals,  at  its  regular  meeting, 
Jary  1 1  1930,  after  due  notice  by  publication  in  the 
tin  of  the  Board  of  Standards  and  Appeals;  and 
hereas,  the  use  district  maps  accompanying  the  building 
resolution  show  that  Valentine  avenue  is  in  a  residence 
ct;  n-ast  188th  street  is  in  a  business  district,  and  Grand 
urse  is  in  a  business  and  residence  district;  and 


261-29-BZ. 

APPLICANT  George  Stern,  for  Moline  Construction  Co., 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7g  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21). 

PREMISES  AFFECTED — 113-26  Farmers  boulevard, 
South  Hollis,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Max  Posner. 

For  Opposition :  Samuel  J.  Schwartzman. 

THf/ VOTeT  — Application  granted  on  condition. 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  4 

Negative  .  q 

Absent :  Chairman  Walsh .  1 

THE  RESOLUTION— 

(261-29-BZ) 

Whereas,  George  Stern,  for  Moline  Construction  Co., 
owner,  filed,  April  16,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 
denied  under  section  21)  ;  premises  113-26  Farmers  boule¬ 
vard,  South  Hollis,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  11,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Farmers  boulevard  (avenue)  is 
in  a  business  district;  Murdock  avenue  and  113th  road,  west 
of  Farmers  boulevard,  are  in  a  business  district,  and  113th 
road,  east  of  Farmers  boulevard,  is  in  a  residence  district: 
and 
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.  *  t  and  to  120-28  Merrick  boulevard,  St.  Albans,  Bor- 

Whereas,  the  decision  of  the  superintendent  of  buildings,  ^;V6u^s  and  •  - 

rendered  April  5,  1029  (N.  B.  1934-29),  reads  .  Whereas  a  pulbic  hearing  was  held  on  this  application  by 

“!•  Thf.  erection  of  a  gasoline g g  regulations.  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
business  district  is  contrary  to  the  zoning  g  February  11,  1930,  after  due  notice  by  publication  in  the 

Plans  not  further  examined.  ;  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

and  .  ,  ,  havine  Whereas,  the  use  district  maps  accompanying  the  building 

Whereas,  the  premises  consist  of  a  plot  oi  g  g  ZQne  resoiution  show  that  Merrick  boulevard  is  in  a  busi- 

a  frontage  of  55  ft.  on  Murdock  avenueand  a  ness  district;  Baisley  boulevard  is  in  a  business  district,  and 

Farmers  boulevard,  upon  which  it  is  p  po  ,.  he  Merrill  avenue  is  in  a  residence  district;  and 

one-story  office,  20  ft.  by  20  ft.  in  area,  and  o  Whereas  the  decision  of  the  superintendent  of  buildings, 

necessary  tanks  and  pumps  for  a  gasoline  service  station,  21>  1930  (Plan  No.  162-1930),  reads: 

and  .  .  .  .  e  “The  erection  of  a  gasoline  service  station  in  a  busi- 

Whereas,  upon  the  application  of  the  t  ^?^  ,  filed  ness  district  is  contrary  to  building  zone  resolution.”; 

7g  of  the  building  zone  resolution,  the  applicant  has  filed 

more  than  80  per  cent  consents  of  property  owners  wit  ‘  Whereas,  it  is  proposed  to  erect  an  office,  20  ft.  by  20  ft,! 

an  area  deemed  affected  and  fixed  by  ^  to  bu^Hs“  550-gallon  tanks,  erect  six  pumps  and  four  grease 

Whereas,  the  board  deems  that  applicant  is  enh  pitsy for  the  purpose  of  conducting  a  gasoline  service  station 

relief  under  section  21  of  the  building  ^ne  resoluUon  PJts^o  ^  ^  ^  district;  ^ 

Resolved,  that  the  board  of  standards  and  appe  Whereas  the  applicant,  acting  upon  the  theory  of  the 

hereby  make  a  variation  in  the  application  of  the  u  rincipk  0{  section  7,  subdivision  g,  of  the  building  zone 

trict  regulations  of  the  building  zone  resolution  a  resolution  has  filed  80  per  cent  consents  of  an  area  fixec 

the  application  be  and  it  hereby  is  granted  on  onditw, *  that  deemed  affected. 

there  shall  be  erected  along  the  building  line  of  Far  .  Resolvcd  that  the  board  0f  standards  and  appeals  doe. 

boulevard  and  Murdock  avenue  a  concrete  curbing  not  ^  ^  variation  in  the  application  of  the  use  dis 

than  12  in.  high  and  12  in.  deep,  with  but  two  open  g  ^  regulations  of  the  building  zone  resolution,  and  tha 

Farmers  boulevard,  each  opening  to  be  not  more  than  •  apphcation  be  and  it  hereby  is  granted  on  condition  tha 

wide,  having  curb  cuts  directly  in  front  not  more  thar 12  ^  ^  the  building  li„e  on  Merricl, 

ft.  in  width;  side  of  any  openmg  nearest  to  Murdock  bouievard  and  Baisley  boulevard  a  concrete  curbing  no 

nue  to  be  not  less  than  40  ft.  distant  therefrom  t  at  all  boulevard  a  ^  ^  ^  and  12  in  in  width;  that  ther 

pumps  shall  be  located  at  least  19  •  run  rnrhine  shall  be  but  two  openings  therein  on  Baisley  boulevard  an< 

line;  that  there  shall  be  erected  on  the  concrete  curb, ng  on  Merrick  boulevard ;  side  oi  openings  neare, 

except  at  the  two  openings,  concrete  posts,  not  less  than  Merrick  and  Baisley  boulevard  25  ft.  distant  therefrom 

ft.  in  height  and  12  in  in  least  ,dfe“'onCs2v  hof  chains  each  opening  shall  be  not  more  than  10  ft.  wide,  with  cur 

ft.  apart,  which  shall  be  connected  with  eavy  Jr  .  cuts  directly  in  front  of  said  opening  not  more  than  12  f 

forming  a  fence  or  in  lieu  th ereo h *  heavy  or“™tal  f  ;  in  width ;  that  all  gasoline  pumps  shall  be  located  at  lea 

picket  fence  not  less  than  4  ft.  high ,  that  any  adverting  f  iback  {irom  the  building  line;  that  any  pits  or  greas 

shall  be  confined  to  the  illuminated  globes  of  the  gasoline  installecl  on  the  premises  shall  be  enclosed  in  a  one 

pumps ;  that  there  shall  be  erected  on  the  Premis^  a  <a  building  of  attractive  masonry  design  with  arche 

story  building,  not  over  29  ft.  by  20  ft.  in  instructed  story^u  ^  g^  ^  yariegated  slat  Spams 

of  approved  masonry  of  attractive  architectural  design  with  V  office  erected  shall  be  but  one  story  high  and  c 

variegated  slate  or  Spanish  tile  roof;  no  P°rJ?hle  gas  tanks  ^  ^  and  construction  as  grease  rack  enclosures;  th; 
shall  be  operated  or  maintained  on  premises  that  all  permit  e  rack  installed  shall  set  back  at  least  25  ft.  fra 

required  shall  be  obtained  within  six  months  and  all  work  building  lines  of  all  street  fronts;  that  the  area  of  t) 

involved  thereby  completed  within  one  year  from  the  <  property  on  which  the  variation  is  granted  shall  be  «, 

of  this  action.  more  than  109  ft.  westward  of  Merrick  boulevard ;  that  a, 

'  signs  or  advertising  displayed  shall  be  confined  to  tf 

221-28-BZ.  illuminating  globes  of  the  gasoline  pumps;  that  there  s  a. 

APPLICANT— William  A.  Sullivan,  owner.  #  be  erected  on  top  of  the  concrete  curbing  along  the  Puiimr 

ct td TFCT _ Application  (re  decision  of  the  superintendent  line  concrete  posts  not  less  than  12  in.  m  diameter  anc 

of  buildings),  under  section  7g  of  the  building  zone  height>  spaced  about  10  ft.  apart  connected  with  heavy  ir  . 

resolution  to  permit  in  a  business  district  the  erec-  chains  forming  a  fence  or  in  lieu  thereof  erect  a 

tion  and  maintenance  of  a  gasoline  service  station  ornamental  iron  picket  fence  not  ess  than  4  ft.  high i,  tne 

(previously  denied  under  section  21).  shall  be  no  portable  gasoline  tanks  operated  or  mamtam 

PRFMISES  AFFECTED— 176-17  to  176-25  Baisley  boule-  on  the  premises;  that  all  permits  required  shall  be  obtain 

vard  and  120-12  to  120-28  Merrick  boulevard,  St.  within  six  months  and  all  work  involved  completed  w  . 

Albans,  Borough  of  Queens.  one  year  from  the  date  of  this  action. 

appearances—  a  _  ...  _ 

For  Applicant:  William  A.  Sullivan. 

For  Opposition:  None. 

ArTTnN  OF  BO  ARD — Application  granted  on  condition.  676-29-BZ..  • 

THE  VOtL  APPLICANT-Thomas  W.  Lamb,  Inc.,  for  Steinway  3s 

Affirmative-  Acting  Chairman  Connell,  Commis-  Street  Corp.,  owner.  _  .  .  , 

sioners  Holland  and  Guilfoyle  and  Deputy  SUBJECT— Application  (re  decision  of  the  superintend 

Chkf  Martin .  4  of  buildings) ,  under  sections  7c  and  21  of  the  bu 

Alfo-Ttive  .  0  ing  zone  resolution,  to  permit  the  extension,  ir 

Absent :  Chairman  Walsh .  1  a  business  district  into  a  residence  district, ,  o 

proposed  building  to  be  occupied  as  a  theatre 

THE  RESOLL  TION —  -stores.  j 

(221-28-BZ)  PREMISES  AFFECTED— 501-507  Steinway  street,  nor 

Whfrfas  Edward  P.  Doyle  for  William  A.  Sullivan,  west  corner  of  28th  avenue,  and  2579-2583 

owner, ’filed,  March  12,  1928;  denied  September  18,  1928;  ppF  *  SaNCES^*’  B°r°Ug '  °  QUeenS' 

f  j-^t:  Thomas  W.  Lam,  I 

^ervi^^station^premEes11!"^-^  ^^O-t^BaislejT  b^ukvaTd  ACTION °OF  BO ARD-Application  granted  on  cond.fi 


166 


MINUTES 


HE  VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  4 

Negative  . .'!.!!.!  0 

Absent :  Chairman  Walsh .  [  j 

HE  RESOLUTION— 

(676-29-BZ) 

Whereas,  Thomas  W .  Lamb,  Inc.,  for  Steinway  38th 
,‘reet  Corp.,  owner,  filed,  November  19,  1929,  an  application 
ider  the  building  zone  resolution,  to  permit  the  extension’, 
nm  a  business  district  into  a  residence  district,  of  a  pro¬ 
ved  building  to  be  occupied  as  a  theatre  and  stores ;  prem- 
i  s  501-507  Steinway  street,  northwest  corner  of  28th  ave- 
ie.  and  2579-2583  38th  street,  Astoria,  Borough  of  Queens; 

Whereas,  a  public  hearing  was  held  on  this  application  by 
t:  board  of  standards  and  appeals,  at  its  regular  meeting 
lbruary  11,  1930,  after  due  notice  by  publication  in  the 
hlletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  building 
ne  resolution  show  that  28th  avenue  is  in  a  business 
trict ;  Steinway  street  is  in  a  business  district,  and  38th 
■eet,  north  of  a  point  100  ft.  north  of  28th  avenue  is  in 
residence  district;  and 

.Vhereas,  the  decision  of  the  superintendent  of  buildings 
idered  November  2,  1929  (Plan  No.  7441-1929),  reads:  ’ 
V  The  election  of  a  theatre  and  stores  partly  in  a 
t  residence  district  is  prohibited  by  the  Zone  Law.”  ; 

Vhereas,  the  premises  consist  of  a  plot  of  ground  having 
irontage  of  200  ft.  on  Steinway  street,  190.21  ft.  on  28th 
■  nue  and  200  ft.  on  38th  street,  upon  which  it  is  proposed 
erect  a  building  to  be  occupied  on  part  of  the  Steinway 
fet  (business  district)  front  for  six  stores,  the  remainder 
1  the  building  to  be  occupied  as  a  theatre  having  2,078 
,ts  m  the  orchestra  and  1,284  seats  in  the  balcony; ’the 
posed  building  extends  into  the  residence  district’  for  a 
tance  of  84  ft.  6  in.  along  38th  street  and  a  depth  of  90  21 
an  area  of  approximately  7,500  sq.  ft.;  total  area  of 
ding  is  approximately  38,000  sq.  ft.;  and 
V  hereas,  the  board  is  empowered  under  the  rules  of  ex- 
(tion,  specifically  section  7,  subdivision  c,  of  the  building 
fe  resolution,  to  grant  a  variation  under  the  circumstances 
fcnbed;  and 

V’hereas,  the  board  deems  that  a  denial  of  the  application 
ild  devolve  practical  difficulty  and  unnecessary  hardship 
in  the  applicant  within  the  purview  of  section  21  of  the 

I  ding  zone  resolution. 

esolvcd  that  the  board  of  standards  and  appeals  does 
c;by  make  a  variation  in  the  application  of  the  use  dis- 
t  regulations  of  the  building  zone  resolution,  and  that 
t  application  be  and.it  hereby  is  granted  on  condition  that 
}e  s?alj  be  no  service  entrance  of  any  nature  or  descrip- 
within  the  residence  use  portion  of  this  plot;  that 
ie  shall  be  no  advertising  of  any  nature  or  description, 
er  on  the  roof  or  on  any  other  portion  of  this  building 
iin  the  residence  use  area;  that  the  building  proposed 
,  be  constructed  of  attractive  architectural  design  and 

II  comply  with  the  provisions  of  the  building  zone  resolu- 
and  the  building  code  in  all  other  respects ;  on  the 

ierly  side  of  the  property,  facing  38th  street,  there  shall 
-naintained  an  open  court,  extending  back  130  ft.;  that 
'e  shall  be  erected  along  the  easterly  property  line  of 
court  an  unpierced  masonry  wall  not  'less  than  8  ft.  high 
1  along  the  building  line  of  this  court  on  38th  street 
■e  shall  be  erected  a  heavy  ornamental  iron  picket  fence 
ess  than  8  ft.  high  with  any  opening  therein  equipped 
of  *he  same  material  as  the  remainder  of  the 
i.a  ?  1  jSeb  as  an  emergency  exit  only  and  to  be  main- 
•d  locked  at  all  times  except  when  the  theatre  is  in 
ion,  that  there  shall  be  no  dressing  rooms  within  the 
leqce  use  portion  of  the  plot;  that  the  architect  shall 
a  return  of  the  drawings  to  this  board  for  approval 


before  submitting  same  to  the  superintendent  of  buildings- 
that  all  permits  required  shall  be  obtained  within  six  months 
and  all  work  involved  completed  within  eighteen  months  from 
the  date  of  this  action. 


58-29-BZ. 


APPLICANT — Shreve,  Lamb  &  Harmon,  for  Empire  State 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sectional  of  the  building  zone 
resolution,  to  permit,  partly  in  a  one  and  one-quarter 
times  height  district  and  partly  in  a  two  times 
height  district,  the  erection  and  maintenance  of  the 
street  walls  in  excess  of  the  height  permitted  under 
the  zone  resolution. 

PREMISES  AFFECTED — 2-20  West  34th  street  and  1-25 
West  33rd  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  C.  Clavan. 

For  Opposition:  None. 

THf/vOTE— B°ARD— APpliCat‘0n  granted  on  co^ition- 


Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative  . 

Absent:  Chairman  Walsh . * 

THE  RESOLUTION— 


(58-29-BZ) 

Whereas,  Shreve,  Lamb  &  Harmon,  for  Empire  State 
Inc.  owner,  filed,  December  24,  1929,  an  application,  under 
the  building  zone  resolution,  to  permit,  partly  in  a  one  and 
one-quarter  times  height  district  and  partly  in  a  two  times 
height  district  the  erection  and  maintenance  of  the  street 
walls  in  excess  of  the  height  permitted  under  the  building 
zone  resolution ;  premises  2-20  West  34th  street  and  1-29 
West  33rd  street,  Borough  of  Manhattan;  and 
Whereas,  an  application  on  these  premises  had  been  pre¬ 
viously  made  by  Hamill,  Weinberg  &  Munro  for  the  Wal¬ 
dorf  Astoria  Office  Holding  Co.  January  25,  1929,  and  had 
been  granted  by  the  board  March  12,  1929 ;  and 
Whereas,  a  public  hearing  was  held  on  this  present  appli¬ 
cation  by  the  board  of  standards  and  appeals,  at  its  regular 
meeting,  February  11,  1930,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  building 
zone  resolution  show  that  area  bounded’  by  a  north-and- 
south  line,  located  100  ft.  west  of  Fifth  avenue,  a  north- 
and-south  line  located  100  ft.  east  of  Fifth  avenue  and  an 
east-and-west  line  located  100  ft.  south  of  33rd  street,  is  in 
a  one  and  one-quarter  times  height  district,  and  area  outside 
of  the  above  area  is  in  a  two  times  height  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  12,  1929  (N.  B.  31-1929),  reads: 

“1.  Proposed  height  is  excessive.  Art.  Ill  Buiiding 
Zone  Resolution.”  ; 

and  ■  1  , 

Whereas,  it  is  proposed  to  erect  on  a  plot  with  a  frontage 
of  197  ft.  6  in.  on  Fifth  avenue,  a  depth  of  500  ft.  on 
West  3 3rd  street  and  a  depth  of  425  ft.  on  West  34th 
street  a  fireproof  business  building,  eighty-five  stories  in 
height ;  in  the  erection  of  the  building  in  order  to  obtain 
architectural  symmetry  certain  portions  of  the  setback  walls 
will  project  beyond  the  building  envelope  permitted  by  the 
building  zone  resolution  along  approximately  272  ft.  of  the 
West  33rd  street  front  and  for  a  short  distance  on  the  West 
34th  street  front,  as  shown  on  amended  plans  submitted 
February  10,  1930;  and 

Whereas,  the  applicant  desires  to  change  plans  formerly 
submitted  regarding  the  height  of  the  building  and  affecting 
the  height  of  street  walls  for  the  sake  of  architectural 
symmetry  of  said  building;  the  building  to  be  constructed 
as  per  the  substituted  plans  now  submitted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
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hereby  make  a  variation  in  the  application  of  the  height 
district  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  substantially  in  accordance 
with  the  plans  and  drawings  now  on  hie  in  this  appeal  > 
that  an  open  court,  not  less  than  25  ft.  in  width,  starting 
at  a  point  not  more  than  62  ft.  6  in ..  above  curb  evel  shall 
be  maintained  at  the  rear  of  the  building  from  34th  to  33rd 
streets ;  that  all  service  delivery  shall  be  made  tnroug 
vehicular  entrance  or  driveway,  the  westerly  side  of  service 
entrance  to  be  located  approximately  42d  ft  west  of  Fifth 
avenue  on  the  33rd  street  side  of  building ;  that  the  building 
shall  comply  with  the  requirements  of  the  building  zone 
resolution  in  all  other  respects  and  shall  be  constructed 
in  accordance  with  all  laws  relating  there  o,  c 
necessary  permits  shall  be  obtained  within  nine  months 
from' the  date  of  this  action,  and  that  the  construction  of 
the  building"  shall  be  prosecuted  to  completion  without  sus¬ 
pension  or  unnecessary  delay. 


656-28-BZ.  .  , 

APPLICANT _ Emil  Guterman,  for  Salvatore  Esposito  and 

Frank  Buoniconto,  owners.  . 

SUB  TECT— Application  for  reopening— extension  of  time 

to  complete  work — re  Application  (decision  of  t  e 
superintendent  of  buildings),  under  section  7e  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 5913-5923  13th  avenue  and  1301- 
1311  60th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  F.  Buoniconto. 

For  Opposition:  None.  ,  . 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME- 
Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  Q 

Negative  . . .  i 

Absent:  Chairman  Walsh . 

THE  RESOLUTION— 

(656-28-BZ) 


the  existence  of  a  stable  for  more  than  five  horses  on  prer 
ises  adjoining  site  under  appeal,  permit  for  which  w 
issued  by  the  department  of  health  and  which  is  now 

force ;  and  . 

Whereas.  the  board,  acting  under  the  same  rule  of  e 
ception,  granted  a  variation  for  a  garage  directly  opposi 
these  premises  on  the  same  street  front;  and 

Whereas,  there  exists  on  this  street  front  no  use  oth 
than  non-conforming  uses,  with  the  exception  of  a  sing 

50-foot  plot;  and  ,  ,  .  ,  . 

Whereas,  this  application  was  granted  by  the  board  at 
meeting,  January  29,  1929,  on  certain  conditions,  and  app 
cant  requested  a  modification  of  the  time  limit  imposed 
'  Resolved,  that  the  board  of  standards  and  appeals  d( 
hereby  make  a  variation  in  the  application  of.  the  use  d 
trict  regulations  of  the  building  zone  resolution,  and  tl 
the  application  be  and  it  hereby  is  granted  on  condition  tl 
the  building  shall  not  exceed  in  height  one  story  ab< 
grade-  that  the  building  shall  cover  the  entire  prope 
under ’appeal;  that  there  shall  be  no  gasoline  service  ma 
tained  outside  the  enclosure  walls  of  the  building,  that 
northerly  and  easterly  walls  shall  be  unpierced  through 
their  entire  height  and  length ;  that  there  shall  be 
vehicular  opening  permitted  on  the  60th  street  front 
these  premises;  that  there  shall  be  no  door  opening  on 
60th  street  front  in  excess  of  3  ft.  8mm  width;  t 
any  window  openings  incorporated  on  the  60th  street  {r 
shall  be  at  a  height  not  less  than  5  ft  6  m..  above  the  c 
level-  that  the  front  elevation  shall  be  finished  with  i 
brick’  and  architectural  terra  cotta  or  natural  stone  trim 
attractive  architectural  design  with  parapet  wall  on 
front  not  less  than  5  ft.  above  roof  grade,  the  coping 
to  be  designed  with  pediment  treatment ;  that  there  shal 
no  advertising  signs  or  displays,  other  than  one  projec 
electric  sign  on  the  13th  avenue  front,  indicating  the  n 
and  title  of  the  business  conducted  on  the.  premises ;  tl 
shall  be  no  portable  gasoline  tanks  maintained  or  oper 
on  the  premises;  that  the  architect  shall  make  a  retun 
this  board  of  the  drawings  before  submission  to  the  cm 
of  buildings  for  approval  in  accordance  with  the  foreg 
conditions ;  that  all  permits  required  shall  be  obtained  wi 
nine  months  and  all  work  involved  thereby  completed  wi 
two  months  from  the  date  of  this  action— February  11,  1 


Whereas  Emil  Guterman,  for  Salvatore  Esposito  and 
Frank  Buoniconto,  owners,  filed,  August  6,  1928,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ,  premises 
5913-5923  13th  avenue  and  1301-1311  60th  street,  nor  eas 

corner  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  January  29,  1929,  after  due  notice  by  publication  m  the 
Bulletin  of ‘the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  13th  avenue  is  in  a.  business  and 
unrestricted  district ;  60th  street  is  in  a  business  district, 
and  59th  street  is  in  a  residence  and  unrestricted  di.tric  , 

^Whereas  the  decision  of  the  superintendent  of  buildings, 
rendered  July  26,  1928  (Applic.  No.  1227°-28).  reads . 

“Proposition  contrary,  to  the  Zone  Resolution,  A  . 

II  Sec  4(a),  subdivision  15.  ,  r 

“The  erection  of  a  garage  for  more  than  five  motor 

vehicles  in  a  business  district.  ; 

a’ Whekras.  the  proposed  building  is  to  be  of 
construction,  one  story  in  height,  with  a  frontage  of  100  ft 
and  a  depth  of  100  ft.  2/2  in.;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles,  an 
Whereas,  in  substantiation  of  section  <e  of  the  rule- 
exception  of  the  building  zone  resolution,  applicant  has 
submitted  and  filed  with  this  board  documentary  evidence  of 


APPROVAL  OF  PLANS. 


520-29-BZ.  ,  ,,  .  r>  vr»« 

APPLICANT— Julius  Eckmann,  for  Margaret  B.  .New 

ton,  owner.  ,  .  j 

SUB  TECT — Application  for  approval  of  plans  in  accor 
with  resolution  adopted  under  date  of  Never 
6  1929 

PREMISES  AFFECTED — 49-51  West  66th  street  t; 

side,  325  ft.  east  of  Columbus  avenue,  ManE 
APPEARANCES— None. 

ACTION  OF  BOARD— Acting  chairman  read  repot 
engineer ;  report  of  engineer  adopted  and  plan 
proved  in  accordance  therewith.  pp; 

THE  VOTE  TO  ADOPT  REPORT  AND  APPR 
PI  ANS _ 

Affirmative:  Acting  Chairman  Connell,  Comm> 
sioners  Holland  and  Guilfoyle  and  Depu 

Chief  Martin . , 

Negative  . . . 

Absent:  Chairman  Walsh . 


APPLICANT — Amadeus  J.  Ward,  for  \  incent  b 

SUB  1FCT— Application  for  approval  of  plans  in  acco 
with  resolution  adopted  by  the  board  under  d. 

Tanuary  21,  1930.  r  • 

PREMISES  AFFECTED — 291  East  233rd  street  an 
Katonah  avenue,  northwest  corner,  Ihe  or 
A  PPEARANCES— None. 
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S'a°p!  ofSM'hPr( Atom  “stJStf  °a  *°  *  *T‘  !»  £ 

proved  in  accordance  therewith.  (Aton  street! ?  aV€nUC-:  ^  ,  sides  of  751h 

[E  VOTE  TO  ADOPT  REPORT  AND  APPROVE  Queers  boukvard  ^ wK  100  f£  soutbwest  of 
fLANS _  •  .ns  Dou  .yard  to  a  point  400  ft.  northeast  of  prem- 

Affirmative:  Acting  Chairman  Connell,  Commis-  75th  ’ (Atom^rUt^avSfJ1^  ^  °.fi;31h  street  from 

sioners  Holland  and  Guilfoyle  and  Deputy  75  h  \ ton  ,  a  W  181  ft  south  of 

Chief  Martin . . .  P  >  4  fl™  n  }  T^T’  aJS°  ^  s,des  of  Puritan 

Negative  .  "  *  *  o  tlJ! J  n  Q  uS 5  .bouleJvard  to  a  point  100  ft.  south- 

Absent :  Chairman  Walsh . ! ! ! . . . ! ! ! ! ! ! !  1  *  CSt  °f  Queens 

T,  f.  .  .  (443-29-BZ) 

AREAS  FIXED  ' iS  CTu’r,man  Presented  and  read  a  communication 

‘  from  Charles  L.  -Craig,  requesting  the  board  to  fix  an  area 

(51-30-BZ)  deemed  affected .  and  within  which  to  obtain  consents  to 

he  acting  chairman  presented  and  read  a  communication  of' a 'garage  tYr'^he  d.lstrict  tbe  erectlon  and  maintenance 

•n  T.  Egelhardt,  requesting  the  board  to  fix  an  a  eS  h  oles  premises  elst^  STSf  th“  flve  m?,or  vc' 

tned  affected  and  within  which  to  obtain  consents  to  of  Ea'st  'Wth  street  Boro^lh  of  Th  n™”’  7°°  ft  nOTth 

„i,  partly  in  a  business  district  and  partly  a  residence  The  follow  „g  a rea  wls  a^proved  Br°nX' 
net,  the  erection  and  maintenance  of  a  garage  for  the  r>„*u  ot  vsrJu  a  p  u  '  , 

age  of  more  than  five  motor  vehicles  and,  also,  the  south  to' a  point  ^KM't^n  irthof6  a  P°mt  4°°u  fu 

illation  of  a  gasoline  service  station;  premises  112-01  to  sides  of  ‘  East  205th  street  garage  :  both 

i09  Queens  boulevard,  75-01  to  75-09  112th  street  (Sem-  Decatur  avenue  "and  .wo  1  Webster  avenue  to 

e  avenue)  and  112-16  to  112-40  75th  avenue  (Atom  ora  di s tanr e  o f  fn  ?!  f  *  proper^  at  tbe  r,ear  and 

Fores.  Hills.  Borough  of  Queens.  of  tte  premTses  i“ ques  ioT  “*  °'  ““  l0t  *>“ 

le  following  area  was  approved:  4  ' 

Both  sides  of  Queens  boulevard  and,  also,  112th  Adjourned  4.00  p  m 
(Sem.nole  avenue)  street,  from  a  point  400  ft.  south-  P'  Wiixiam  j  0’GormaN.  Secretary. 

MiNUT 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

UESDAY  AFTERNOON,  FEBRUARY  11,  1930. 

tesent:  Acting  Chairman  Connell,  Commissioners  Hol- 
-  and  Guilfoyle  and  Deputy  Chief  Martin. 


PETITIONS  FOR  VARIATIONS. 


19-S. 

.ITIONER — Max  Siegel  and  George  H.  Levy,  for 
Michaels  Optical  Co.,  Inc.,  lessee. 
rJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

.MISES  AFFECTED — 11  West  46th  street,  Manhat¬ 
tan. 

EARANCES— 

For  Petitioner :  Max  Siegel. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ION  OF  BOARD — Laid  over  to  February  26,  1930,  at 
2  p.  m.,  for  petitioner  to  submit  new  plan. 


-)-S. 

.TIONER — Samuel  Gardstein,  for  Max  Levine,  owner. 
IECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

All SES  AFFECTED — 1573-1575  Gravesend  avenue, 
Brooklyn. 

EARANCES — 

For  Petitioner:  David  L.  Blick. 

ON  OF  BOARD — Laid  over  to  February  26,  1930,  at 
2  p.  m.,  on  request  of  petitioner’s  representative. 


-S. 

J  TIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  15  West  47th  Street  Corp.,  owner. 
fECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED— 13-19  West  47th  street,  Man- 
hattan. 

APPEARANCES— 


for  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD— Laid  over  to  February  26,  1930,  at 
2  p.  m.,  to  obtain  certificate  of  occupancy. 


406-29-S. 

PETITIONER— Sigmund  Schuler,  for  United  Cigar  Stores 
Co.,  lessee. 

SUBJEC  I  \  ariation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1021-1029  East  163rd  street  and 
943-947  Southern  boulevard,  northwest  corner,  The 
Bronx. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1930,  at 
2  p.  m.,  on  written  request. 


471-29-S. 

PETITIONER — Maurice  Deiches,  for  Frederick  A.  Vander¬ 
bilt. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner 

PREMISES  AFFECTED — 453-459  Fifth  avenue,  2-10  East 
40th  street  and  5-9  East  39th  street,  Manhattan 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1930,  at 
2  p.  m.,  on  written  request. 
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350-29-S. 

PETITIONER— E.  A.  Wildermuth,  lessee. 

SUBJECT — Application  for  reopening— reconsideration,  pre¬ 
viously  denied — re  Variation  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1061-1063  Atlantic  avenue, 

Brooklyn. 

APPEARANCES— 

For  Petitioner:  E.  L.  Mills. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment.  £ 

ACTION  OF  BOARD — Petition  reopened  and  set  lor 
hearing  March  11,  1930,  at  2  p.  m.  uc.iD 

THE  VOTE  TO  REOPEN  AND  SEI  FOR  HEAR- 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  * 

Negative  . 

Absent:  Chairman  Walsh .  1 

94-29-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Childs  &  Co.,  lessee. 

SUBJECT _ Application  for  reopening — reconsideration,  pre¬ 

viously  denied — re  Variation  of  the  labor  law,  as 
cited  in  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 123  University  place  and  43 
East  13th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment.  , 

ACTION  OF  BOARD— Petition  reopened  and  set  tor 
hearing  February  26,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR- 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  * 

Negative  . •••• . 

Absent:  Chairman  Walsh . 

564-27-S.  _  ,  c 

PETITIONER — Ludwig  Hanauer,  for  354-356  36th  Street 

Corp.,  owner.  .  . 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied— re  Variation  of  the  labor  law,  as 
cited  in  an  order  of  the  hre  commissioner. 
PREMISES  AFFECTED— 354-356  36th  street,  Brooklyn. 

APPEARANCES—  . 

For  Petitioner:  Irving  I.  Dolowitch. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment.  ,  .  , 

ACTION  OF  BOARD— Petition  reopened  and  set  lor 

hearing  March  11,  1930,  at  2  p.  in.  T  T  „  ,  T, 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR- 

ING  Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  Q 

Negative  . 1 

Absent:  Chairman  Walsh . 

451 -29 -S.  c*  t 

PETITIONER— Fabian  M.  Crystal,  for  48  Vesey  Street 

Corp.,  owner.  .  ,  .  ,  • 

SUBJECT _ Variation  of  the  labor  law,  as  cited  in  a  deci¬ 

sion  of  the  hre  commissioner. 

PREMISES  AFFECTED— 262-268  West  38th  street.  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  R.  E.  Burdick  _ 

For  Administration:  Inspector  Maher  of  hre  de- 
nartment. 


ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


621-29-S.  _  . 

PETITIONER— Amos  F.  Thiergardt,  for  E.  R.  Squibb  & 
Sons,  owners.  .  j 

SUBJECT— Variation  of  the  labor  law  as  cited  in  orders  oi 
the  hre  commissioner. 

PREMISES  AFFECTED— 16-26  Doughty  street,  17-29  Co¬ 
lumbia  Heights  and  1-11  Vine  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Amos  F.  Thiergardt. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  15,  1930,  at  2 
p.  m.  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle .  3 

Negative:  Deputy  Chief  Martin .  1 

Absent:  Chairman  Walsh .  1 


702-29-S 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Penn  Commercial  Corporation  of 
America,  owner.  .  = 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  or 
the  hre  commissioner.  I 

PREMISES  AFFECTED— 538  Greenwich  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood.  1 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  comdtion. 

THE  VOTE—  .  _  „  _ 

Affirmative:  Acting  Chairman  Connell,  Lotnmis- 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin . 

Negative . 

Absent:  Chairman  Walsh . 

THE  RESOLUTION— 

(702-29-S) 

Whereas,  Croker  National  Fire  Prevention  Engineer^ 
Company,  for  Penn  Commercial  Corporation  of  America 
owner,  hied  December  4,  1929,  a  petition  for  variation  fron 
the  requirements  of  the  labor  law  as  cited  in  order  o 
hre  commissioner  affecting  premises  538  Greenwich  stree 

Manhattan ;  and  .  .  ,  ,  >  tjj, 

Whereas,  the  order  of  the  hre  commissioner,  dated  fee 

ruary  20,  1929  (Order  No.  50753-LD),  reads:  ... 

“2.  Extend  the  interior  stairway  at  east  side  otJJUiw 
ing  to  roof  as  per  Section  271  of  the  Labor  Law.  ; 

^Whereas,  the  building  is  non-fireproof,  four  stories  >• 
height,  42  ft.  9  in.  by  155  ft.  in  area  extending  through  t 
block  from  Greenwich  street  to  Washington  street ,  OUtt 
PIED:  1st  story,  shipping;  2nd  story,  packing,  12  pe  . 
3rd  story,  storage,  no  occupancy;  4th  story,  assembhn 
chairs.  15  persons ;  EXITS :  an  interior  wood  Hama 
extending  from  the  first  story  to  top  story, 
brick  partitions  on  three  sides,  open  to  building  at  eas 
with  fireproof  doors  at  top  of  each  flight  of  stairs .  ope 
at  foot  of  each  flight  of  stairs  unprotected,  an  iron i  lad 
from  top  story  to  roof  scuttle;  a  fire  ei scape  on. each  st 
front  of  the  building,  having  fireproof  openings  along 
course  thereof,  extending  from  second  story  to  top -  st«  }, 
counterbalanced  stairs  to  sidewalk  on  Washington 
front  and  a  drop  ladder  to  sidewalk  on  Greenwich 
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jt;  ROOFS  of  adjoining  buildings:  5  ft.  2  in.  to  8  ft. 
lower  at  south ;  two  stories  higher  at  north ;  and 
hereas,  the  petitioner  proposes  to  provide  a  gooseneck 
■r  from  top  balcony  of  each  front  fire  escape  to  the 
;  furthermore,  the  petitioner  contends  that  in  addition 
|e  two  proposed  gooseneck  ladders  to  roof,  access  may  be 
to  roof  by  means  of  iron  ladder  through  scuttle  to 
I;  the  building  is  only  four  stories  in  height  and  occu- 
[by  one  tenant. 

1 solved ,  that  the  board  of  standards  and  appeals  does 
>y  make  a  variation  in  the  requirements  of  the  labor 
and  that  the  petition  be  and  it  hereby  is  granted  on 
\tion  that  a  double-rung  iron  ladder  be  provided  in  the 
hall  enclosure  to  scuttle  in  the  roof,  and  a  gooseneck 
r  be  provided  from  top  story  balcony  of  each  fire 
le  to  the  roof,  and  on  condition  that  the  building  shall 
in  in  the  same  and  present  occupancy  and  that  the 
ng  shall  not  be  increased  in  height  or  area. 


[9-S. 

ITIONER — Amos  F.  Thiergardt,  for  E.  R.  Squibb  & 
Sons,  owners. 

JBCT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

MISES  AFFECTED — 18-30  Columbia  Heights  and 
i  4-14  Doughty  street,  southwest  corner,  Brooklyn. 

EARANCES— 

.  For  Petitioner :  Amos  F.  Thiergardt. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ION  OF  BOARD- — Petition  granted  on  condition. 

VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


:  RESOLUTION— 

(620-29-S) 

[:ereas,  Amos  F.  Thiergardt,  for  E.  R.  Squibb  & 
[owners,  filed,  October  17,  1929,  a  petition  for  a  varia- 
1  rom  the  requirements  of  the  labor  law,  as  cited  in 
of  the  fire  commissioner,  affecting  premises  18-30 
ibia  Heights  and  4-14  Doughty  street,  Borough  of 
;  lyn ;  and 

erf.as,  the  orders  of  the  fire  commissioner,  dated  April 
■29,  read : 

Order  No.  53817-LF : 

“An  inspection  of  premises  18-30  Columbia  Heights, 
!orough  of  Brooklyn,  shows  that  the  following  must  be 
>ne  to  comply  with  Section  279  of  the  Labor  Law : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
■stem  in  accordance  with  the  rules  of  Board  of  Stand- 
ds  and  Appeals  and  the  enclosed  approved  lavout. 
L279.” ; 

Order  No.  53818-LF: 

“An  inspection  of  premises  18-30  Columbia  Heights, 
trough  of  Brooklyn,  show’s  that  a  fire  drill  should  be 
■tablished  and  maintained  therein  according  to  the  re- 
irements  of  Section  279  of  the  Labor  Law.  The  Labor 
uv  specifically  charges  the  Fire  Commissioner  with 
!e  duty  of  enforcing  the  provisions  of  the  law,  as  to 
e  drills”; 

1  freas,  the  building  is  fireproof,  twelve  stories  (150 
height,  164  ft.  by  98  ft.,  irregular,  in  area;  OCCU- 
by  one  concern:  1st  to  11th  stories,  inclusive,  for 
'inufacture  and  storage  of  druggist  supplies,  approx- 
h  30  persons  per  story;  12th  story,  cafeteria  (em- 
s),  accommodates  100  persons;  EQUIPPED  with  a 
er  system  and  a  local  fire  alarm  signal  system ; 
S:  tw’o  interior  fireproof  stairways,  extending  from 


the  first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
fireproof  doors  at  openings;  and 

Whereas,  petitioner  contends  that  sprinkler  heads  have 
been  omitted  on  that  portion  of  the  twelfth  story,  occu¬ 
pied  as  a  cafeteria ;  that  they  were  omitted  to  avoid  dis¬ 
figuring  the  expensively  decorated  ceiling,  and  contends, 
further,  that  the  building  is  throughout  fully  equipped  with 
and  properly^  zoned  for  a  local  fire  alarm  system  with 
L  nclerwriters  approved  fire  boxes  on  all  floors  and  com¬ 
municating  with  the  telephone  switchboard. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  cafeteria  area  on  the  twelfth  story 
and  the  fireproof  stairs  and  fire  tower,  on  condition  that 
the  balance  of  the  building  be  equipped  in  accordance  with 
the  requirements  of  the  sprinkler  rules  of  the  board  of 
standards  and  appeals,  and  that  the  present  call  bell  system 
be  maintained,  and  granted  only  so  long  as  the  building 
shall  remain  in  one  tenancy  and  the  building  shall  not  be  in¬ 
creased  in  height  or  area. 


739-29-S. 


PETITIONER- — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Astoria  Casket  Co.,  owner. 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 25^34  to  25-38  33rd  street, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 


For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition 
THE  VOTE— 


Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 


(739-29-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Astoria  Casket  Co.,  owner,  filed,  December  19, 
1929,  a  petition  for  a  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  25-34  to  25-38  33rd  street,  Long  Island 
City,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  March 
19,  1927  (Order  No.  14196-LD),  reads: 

1.  Discontinue  the  use  of  the  above  premises  for 
factory  purposes  for  the  reason  that  same  does  not 
conform  to  Section  270  of  the  Labor  Law. 

“Among  the  defects  noted  are  the  following: 

“2.  A  fire  escape  cannot  be  accepted  as  a  second 
means  of  egress.”; 

and 


Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  44  ft.  by  75  ft.  in  area  on  first  story  and  22  ft.  by 
75  ft.  in  area  above;  OCCUPIED:  cellar,  storage  and 
machine  shop,  5  persons ;  1st  story,  offices,  storage  and  show¬ 
rooms,  1  person;  2nd  story,  upholstering  caskets,  8  persons; 
3rd  story,  manufacturing  dresses,  18  persons;  EQUIPPED 
with  a  sprinkler  system;  means  of  EGRESS  consisting  of 
interior  stairway,  extending  from  the  first  story  to  top 
story,  constructed  of  steel  strings  and  risers  and  cement 
treads,  enclosed  in  terra  cotta  blocks,  with  fireproof  self¬ 
closing  doors  at  the  openings ;  a  fire  escape  on  the  rear  of 
building,  with  60-degree  stairs,  with  drop  ladder  in  guides 
to  yard,  and  fireproof  windows  along  the  course  of  fire 
escape,  with  egress  from  yard  through  rear  buildings  to 
32nd  street ;  and 

Whereas,  petitioner  contends  that  the  interior  stairs  have 
been  entirely  reconstructed  of  incombustible  material  and  a 
stationary  stairway  or  a  counterbalanced  stairway  will  be 
provided  from  the  lowest  balcony  of  the  fire  escape  to  the 
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yard  and  that  the  means  of  egress  is  provided  by  two  open 
alleyways  on  the  premises  at  the  rear,  and  that  the  premises 
are  protected  with  automatic  sprinkler  system  and  a  central 
office  supervisory  alarm. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  in  the  requirements  of  the  labor 
law',  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  2  of  Order  No.  14196-LD,  on  condition  that  a  goose¬ 
neck  ladder  be  provided  to  the  roof  from  the  top  balcony 
and  a  22-inch  iron  stairway  be  provided  from  the  lowest 
balcony  of  the  fire  escape  to  the  yard ;  that  the  twTo  buildings 
in  rear  remain  in  ownership  of  this  petitioner,  and  open 
courts  one  each  side  said  two  buildings,  shown  on  plans 
submitted,  extending  to  street,  shall  be  maintained ;  that  a 
fireproof  casement  door  and  steps  to  sill  be  installed  in  the 
exit  to  the  fire  escape  landing  on  the  top  story,  and  that  the 
building  shall  not  be  increased  in  height  or  area  and  that  the 
requirements  of  the  labor  law  be  complied  with  in  all  other 
respects. 


PETITIONER— Albert  G.  Berger,  for  Garment  Center 
Capitol,  Inc.,  ow'ner. 

SUBJECT— Application  for  reopening— amendment— re 

Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 512  Seventh  avenue  and  200-212 
West  38th  street,  southwest  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner:  William  J.  Minogue. 

For  Administration :  None. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND — 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  Martin .  4 

Negative  .  ® 

Absent:  Chairman  Walsh .  4 

THE  RESOLUTION— 

(318-29-S) 

Whereas,  Albert  G.  Berger,  for  Garment  Center 

Capitol.  Inc.,  owner,  filed,  May  10,  1929,  a  petition  for  a 
variation  from  the  requirements  of  the  labor,  law,  as  cited 
in  a  decision  of  the  superintendent  of  buildings,  affecting 
premises  512  Seventh  avenue  and  200-212  West  38th  street, 
southwest  corner,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  24,  1929  (N.  B.  App.  No.  259-1928),  reads: 
“10.  All  windows  must  comply  with  Rule  503  In¬ 
dustrial  Code  and  Section  264  Labor  Law.  ; 

and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meetings  July  23,  1929,  and  January  28,  1930,  on  certain 
conditions,  aud  petitioner  requests  a  reopening  ,  of  the  case 
and  the  amendment  of  the  statement  of  decision  of  the 
superintendent  of  buildings  to  include  Item  No.  13,  which 

reads:  .  .  _ 

“13.  Fireproof  wood  wainscoting  and  flooring  is  not 

permitted  in  a  fireproof  factory  building.”; 

and 

Whereas,  under  date  of  January  28,  193.0,  requests  a  fur¬ 
ther  reopening  of  the  case  and  a  modification  of.  the  resolu¬ 
tion  to  permit  a  larger  area  of  glass  panels  in  windows 
of  bank  on  second  story ;  and 

Whereas,  the  building,  facing  on  two  street  fronts,  is  fire¬ 
proof,  forty-three  stories  in  height,  having  a  frontage  of 
116  ft.  9  in.  on  West  38th  street  and  122  ft.  10  in  on 
Seventh  avenue;  OCCUPIED:  1st  story,  stores;  2nd  story, 
bank,  150  persons;  2nd  story,  mezzanine,  bank;  upper 
stories,  offices,  showrooms  and  25  per  cent  manufacturing, 
75  persons  per  story ;  EQUIPPED  with  a  sprinkler  system ; 
EXITS:  two  interior  fireproof  stairways,  extending  from 
the  first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
fireproof  doors  at  openings ;  and 


Whereas,  there  are  openings  in  both  street  walls  of 
building,  on  the  first  and  second  stories  glazed  with  c 
quarter-inch-thick  plate  glass;  the  maximum  area  of 
glass  on  the  first  story  being  17  ft.  7  in.  by  8  ft.  8  in. 
on  the  second  story  being  7  ft.  4  in.  by  5  ft.  9  in.;  .< 
Whereas,  petitioner  contends  that  the  second  story 
second  story  mezzanine  of  the  building  is  to  be  used  al 
bank,  and  on  account  of  this  occupancy  the  large  area 
the  glass  is  necessary,  and  that  a  strict  compliance  with 
labor  law  as  to  the  area  of  the  glass  would  destroy  the 
tended  use  of  the  two  lower  stories;  that  fireproof  w1 
wainscoting  is  to  be  installed  only  in  the  president’s  ro 
directors’  room  and  office  No.  7  of  the  bank,  and  the  flooi 
in  the  president’s  room  only,  and  that  the  building 
sprinklered. 

Resolved,  that  the  board  of  standards  and  appeals  < 
hereby  make  a  variation  in  the  requirements  of  the  k 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  a 
Item  No.  10,  only  so  far  as  it  affects  the  windows  on 
street  front  of  the  two  lower  stories,  on  condition  that 
openings  be  equipped  with  approved  metal  frames  and  s 
glazed  with  one-quarter-inch  polished  plate  glass;  that 
light  of  glass  on  the  second  story  shall  exceed  a  width 
4  ft.,  with  the  exception  of  seven  lights  of  glass  on 
avenue  front  and  five  lights  of  glass  on  the  street  fr 
within  the  bank  room  space,  and  granted,  as  to  Item 
13,  only  so  far  as  it  affects  the  wainscoting  in  the  presidt 
room,  directors’  room  and  offices  of  the  bank  or  that  por 
of  the  second  story  and  second  story  mezzanine  occupiec 
the  bank,  and  the  flooring  of  the  president’s  room,  on  , 
dition  that  the  wainscoting  and  flooring  shall  be  fireproo 
accordance  with  the  building  code  and  that  such  wainscc 
shall  be  planted  directly  on  the  terra  cotta  blocks  backee 
with  one-uqarter-inch  asbestos  sheathing,  and  that  there 
be  no  voids  or  open  spaces,  and  that  the  requirements  of 
labor  law  shall  be  complied  with  in  all  other  respects. 

APPLIANCES  SUBMITTED  FOR  APPROVAL 
688-29-SA. 

PETITIONER — W.  H.  Holby,  for  Holby  Burner  G 
owner. 

SUBJECT— Holby  Type  A  Fuel  Oil  Burner,  approval  c 
APPEARANCES— 

For  Petitioner:  V.  A.  Holby. 

For  Administration:  Inspector  Maher  of  fire 
partment. 

ACTION  OF  BOARD— Petition  placed  on  Reserve 
endar  pending  inspection,  test  and  report  of 
department. 


689-29-SA. 

PETITIONER— W.  H.  Holby,  for  Holby  Burner  C 
owner. 

SUBJECT— Holby  Type  B  Fuel  Oil  Burner,  approval  <■ 
APPEARANCES—  i 

For  Petitioner :  V.  A.  Holby. 

For  Administration :  Inspector  Maher  of  fire, 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve 
endar  pending  test  and  report  of  fire  departmen 


510-29-SA. 

PETITIONER — Sears  Roebuck  &  Cio.,  owner. 
SUBJECT — Hercules  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve 
endar  pending  test  and  report  of  fire  departme 


684-29-SA. 

PETITIONER — James  Kearney,  for  Automatic  Bi 
Corp.,  owner. 

SUBJECT— A  B  C  Oil  Burner,  Type  “H,”  approval 
APPEARANCES— None. 

ACTION  OF  BOARD— Petition  placed  on  Reserve 
endar  pending  test  and  report  of  fire  departme 
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'  28- S A. 

TITIONER  Cornell  Utilities  Co.,  Inc.,  for  American 
Nokol  Corp.,  owner. 

JECT— Application  for  reopening — amendment — re  Ap¬ 
proval  of  Noiseless  Nokol  Model  “G”  Oil  Burner 

REARANCES — 

For  Petitioner:  G.  H.  Hallock. 
tflON  OF  BOARD— Petition  reopened  and  placed  on 
Reserve  Calendar  pending  report  and  test  of  fire 

department. 

B  VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Denutv 

Chief  Martin . 4 

Negative  .  0 

Absent:  Chairman  Walsh . 1 


I29-SA. 

ITIONER — Laheney  Sales  and  Service  Corp.,  for  The 
Carborundum  Co.,  owner. 

JECT — Approval  of  The  Carborundum  Burner 
•EARANCES— None. 

ION  OF  BOARD — Chairman  read  communication; 
petition  approved. 


THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Acting  Chairman  Connell,  Commis- 
sioners  HnHand  and  Guilfoyle  and  Deputy 

Chief  Martin .  a 

Negative  . n 

Absent:  Chairman  Walsh . .  i 

THE  RESOLUTION—  . 

...  (571  29-SAI 

bonmIfifmAr  Uheney  a"d  Service  Corp.,  for  The  Car- 

fiJed’  Se^tcmber  20,  1929,  a  petition 
iiJ-  a  a,rd  of  stan(lards  and  appeals  for  approval  of 
their  device  known  as  the  Carborundum  Burner  ■  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
tor  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
ot  fire  prevention  recommends  the  approval  of  the  device. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Carborundum 
Burner  for  use  with  fuel  oil  in  domestic,  industrial  and  com- 
merical  installations,  when  installed  in  accordance  with  the 

•  r  rr,d  °,f  standards  and  appeals  and  the  report 
ot  the  chief  of  the  bureau  of  fire  prevention. 

Adjourned  5.20  p.  m. 

William  J.  O  Gorman,  Secretary. 


RULES 


SMOKING  IN  FACTORIES. 


opted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

E  1.  PERMIT. 


Prohibition.  No  person  shall  smoke,  or  carry  a 
d  cigar  or  cigarette  in  any  factory  as  defined  in 
e  1,  Section  2,  ot  the  State  Labor  Law,  nor  in  any 
n  of  a  factory,  within  the  City  of  New  York,  except 
'  l'  protected  portions  or  special  classes  of  occupancies 
82  specified  in  Rule  2  of  these  rules,  and  then  only 
the  issuance  of  a  permit  by  the  fire  commissioner, 
hall  be  the  joint  and  several  duty  of  the  owner  and 
lessee  or  lessees  of  the  building  containing  such  fac- 
>r  factories  to  cause  to  be  posted  in  each  and  every 
■  ce  hall,  stairhall  or  room  throughout  the  building,  as 
s  in  every  elevator-car,  in  English,  and  also  in  such 
language  or  languages  as  the  fire  commissioner  shall 
(  a  notice  of  such  prohibition,  and  the  penalty  for  its 
a  on. 


>  Application.  Application  for  such  permit  shall 
■de  only  by  the  owner  of  the  building  on  suitable 
torms  to  be  furnished  by  the  fire  comm>e<:ioner. 

Time  Limit.  Such  permit  shall  be  for  a  definite 
not  exceeding  one  year,  and  shall  not  be  renewed 
expiration  until  a  reinspection  of  the  premises  for 
it  is  issued  has  been  made  for  the  purpose  of  de- 
ing  whether  existing  conditions  warrant  a  renewal. 
Conditions.  The  permit  shall  state  the  conditions 
•which,  the  hours  between  which,  and  the  place  or 
•in  such  factory  where  smoking  may  be  permitted, 
ns  permit  shall  be  framed  and  kept  posted  in  a 
l  uous  place  in  the  factory. 


-Revocation.  Violation  of  any  of  the  conditions 
in  the  permit,  in  addition  to  incurring  such  pen¬ 
's  are  prescribed  by  law.  shall  be  full  and  sufficient 
-  or  le  revocation  of  such  permit  by  the  fire  com¬ 
er,  and  he  shall  not  again  issue  a  permit  for  the 
•remises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in: — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on! 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
fiom  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

BGcksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion: 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re 
ceotacles. 
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Name  of  Burner 


. .  Calendar  No. 

♦A.  B.  C.  Oil  Burner . 

♦Aetna  Automatic  Oil  Burner .  lo4;„*  o  a 

♦Aladdin  Oil  Burner . 

♦Alexander  Oil  Burner .  J5-28-bA 

Anthony  Nebulyte  Oil  Burner .  1026-22-bA 

♦Arcoil  Heat  Machine . . .  6lTo?"qa 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-bA 

♦Baker  Automatic  House  Heating  Burner -  1323-22-bA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type . 

Ballard  Automatic  Oil  Burner . . . 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-bA 

Ballard  Jr.  Oil  Burner . 1176-22-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  nlJ'ol’cA 

♦Ballard  Super  Domestic  Oil  Burner .  ,  ‘ 

♦Bayard  Domestic  Fuel  Oil  Burner .  1184-22-bA 

♦Berggren  Oil  Burner . 

Best  Calorex  Burner .  14®4  2  c\ 

♦Bettendorf  Oil  Burner .  d™  S'Ia 

Burnwell  Mechanical  Burner .  oi’ca 

•Caloroil  Burner-Type  AA .  “AVVo'll 

♦Carborundum  Burner .  "oa_qA 

♦Century  Oil  Burner .  J? 

Coen  Mechanical  Oil  Burner .  ,?1?”!1“ca 

♦Combustion  Fuel  Oil  Burner........ .  ^S-'oSqA 

♦Combustion  Fuel  Oil  Burner,  Type  B . 

♦Commonwealth  Oil  Burner .  oq'ca 

Cornell  No.  1  Type  A  Oil  Burner . 

Crescent  Oil  Burner. . . .  222'_2,®  c  \ 

♦Crown  Oil  Burner,  Type  XA .  ~  o  a 

♦Crystal  Blue  Flame  Oil  Burner .  4  ’ 

Dahl  Mechanical  Fuel  Oil  Burner . 

♦Dahl  Vaporizing  Oil  Burner .  «J'?STqA 

♦Dist-o-matic  Oil  Burner .  So‘?«qA 

♦Eisler  Automatic  Oil  Burner .  tfl" -I'Ia 

•Electrol  Automatic  Oil  Burner  ... ........  *££§♦ 

Enter pris^Rotary  Fuei  Oil  Burner .  B1123  SA 

♦Faultless  Oil  Burner .  SA 

Fess  Turbine  Burner . .  •  •  •  •  26  22  b a 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 
O 


FUEL  OIL  BURNERS 

Approved  by  the  Board  of  Standards  and  Appeals 

Calendar  A’ 


1094-27-SA 


•Foster  Oil  Bu .  smS'IMa 

Frankfort  Type  P  Oil  Burner .  1046i?‘£. 


Name  of  Burner 

Afarr  Oil  Heat  Machine .  765-26-S 

Maxon  Oil  Burner  (New  Style) .  1036-22-S 

♦May  Oil  Burner .  68-24-S 

♦Mayflower  Oil  Burner . 

♦Mcilvane  .  544-29-S 

♦Alelco  Automatic  Oil  Burner,  Type  “A” .  1032-25-S 

♦Morrissey  Oil  Burner . *  6 . 3-27-S 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25-S 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-5 

Morse  Fuel  Oil  Burner . 820-23-5 

♦Moussette  Oil  Burner .  887-26-5 

National  Airoil  High  Pressure  Burner .  1 85-29-1 

♦National  Rotary  Oil  Burner .  836-25-1 

♦New  Process  Oil  Burner .  1071-27-1 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-, 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28- 

♦Nokol*  Automatic  Heater .  1078-24-1 

North  American  Low  Pressure  Oil  Burner..  792-26-! 

♦Nu-Way  Oil  Burner .  773-26-1 

*Orr  Fuel  Oil  Burner .  113-28- 

♦Paramount  Oil  Burner .  1193-25- 

♦Pascoe  Oil  Burner  and  Pump  Set .  1029-28- 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner .  161-26- 

Petro  Mechanical  Burner  and  Air  Register..  735-24-. 

♦Petro  Burner,  Model  0 .  78-28- 

♦Pioneer  Automatic  Oil  Burner .  1259-27-; 

Burner  .  644-2 1- 

♦Powerlight  Oilheat  Burner .  628-23- 

Quinn  Oil  Burning  Equipment .  367-21- 

♦Rayfield  Oil  burner .  504-26- 

Ray  Rotary  Fuel  Oil .  504-23 

♦Re-Ly-On  Oil  Burner .  745-26- 

♦Remington  Oil  Burner . 891-26- 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-28 

♦Rickard  Oil  Burner .  1011-27 

Rockwell  Fuel  Oil  Burner .  341-21 

Rohr  Schanck  Fuel  Oil  Burner .  583-21 

♦Richmond  Gravity  Fuel  Oil  Burner .  1193-22 

♦Schulse  Home  Oil  Burner .  1487-23 

♦Security  Oil  Burner .  56-28 

♦Silent  Automatic  Oil  Burner .  458-26 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24 

Steam  Oil  Burner .  183-22 

♦Stroud-in-the-Door  Burner .  429-21 

♦Stuhler  Oil  Burner . 

♦Summerheat  Oil  Burner.. .  581'2| 

♦Sundstrand  Automatic  Oil  Burner .  755‘?, 

Surface  Combustion  Low  Pressure  Burner.. 


92-2; 


r raniuui  i  . .  ,cn  „„  c  a 

♦Franklin  Domestic  Oil  Burner . 

Gem  Fuel  Oil  Burner..... .  illl’oi  Ia 

Gilbert  &  Barker  Fuel  Oil  Burner .  52?ilqA 

♦Gill  Oil  Burner . ..... .  0,797  I A 

♦Goodspeed  Automatic  Oil  Burner .  A 

GRD  Fuel  Oil  Atomizer .  oso  or  gA 

♦Gulf  Oil  Burner .  mall-SA  _  _ 

S? 

Hauck  Venturi  Low  Pressure  Oil  Burner. . . .  ®8-27-bA 

♦Heatiator  Oil  Burner...., .  qJs’^qA 

Holby  Oil  Burner .  §A 

♦Homer  Domestic  Oil  Burner .  121  'SJ 

Induslo  Fuel  Oil  Burner  1-27 . 

♦International  Oil  Burner. .  ._. .  v  —  •••••  gggJli-SA 

852-26-SA 
846-25-SA 


♦Johnson  Improved  Rotary  Fuel  Oil  Burner. 

Joyce  Oil  Burner... 

♦IC.  F.  C.  Oil  Burner .  ..ca 

♦TCleen  Hcet  Oil  Burner .  -it Ts  Va 

♦Kres-Kno  Oil  Burner .  .  J  t'a 

Lawrence  May  Oil  Burner .  1 190  90  q a 

Liberty  Automatic  Heater .  i«;©nCA 

Lientz  Oil  Burner . . .  SA 

Mahrvel  Low  Pressure  Burner .  8o9-«6  bA 


Used  mainiv  in  domestic  installations. 


Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-2 

Tate-Jones  No.  6  Oil  Burner .  1444-2 

♦Timken  Oil  Burner,  Model  20 .  287-2 

♦Timken  Rotary  Oil  Burner .  297-2 

Todd  Mechanical  Fuel  Oil  Burner .  152a-2 

Todd  Rotary  Fuel  Oil  Burner .  454-2 

Todd  Steam  Atomizing  Fuel  Oil  Burner....  123-2 

♦Torridheat  Oil  Burner . 

♦Uni-Lec-Tric  Oil  Burner .  498-a 

♦United  States  Oil  Burner . 

♦Universal  Fuel  Oil  Burner .  ® , 

♦Vesta  Oil  Burner . • . 

♦Wayne  Oil  Burner  Pump  and  Fan  Set .  1155‘‘ 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918? 

♦Winslow  Industrial  Burner . 

York  Automatic  Oil  Burner .  44-. 
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Administrative  Applications. 

l,9  27-A — 39  Fifth  avenue,  Manhattan. 
j-27-A— 13-16  Central  Park  West,  Manhattan. 

,'1-27-A — 20-28  West  72nd  street,  Manhattan. 

-  27-A — 242-248  West  76th  street,  Manhattan. 

,-4-29-A  11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

3)  22-SA — Crocker  Gas  Valve,  approval  of. 

-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

!  22-SA — Anti-Syphon  Valve,  approval  of. 
l.i-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

-22-SA — Coen  Oil  Burner,  approval  of. 

-23-SA- Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

1-23-SA  Master  Gas  Shut-Off  Valve,  approval  of. 
-23-S A  Packless  Gas  Shut-Off  Valve,  approval  of. 
-23-S A  S.  &  Iv.  Gas  Shut-Off  Valve,  approval  of. 
-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

(  Shut-Off.  Valve,  approval  of. 

23-SA  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

i  23-SA  Automatic  Deluge  Valve,  approval  of. 
f 23-SA— Automatic  Gas  Shut-Off,  approval  of. 
s-23-SA  lilman- White  Gas  Cut-Off  Valve,  approval 
of. 

3  23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

i  23-S  A— Hydro  Carbon  Oil  Burner,  approval  of. 

3.23-SA  Ludlow  Gas  Cut-Off  Valve,  approval  of. 
•■23-SA  Apex  Gas  Cut-Off  Valve,  approval  of. 
j-24-S  A  HoLzer-Cabot  lype  “C”  Fire  Alarm  Box, 
approval  of. 

24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

24-SA — Milnes  Oil  Burner,  approval  of. 

24-SA  Decker  Oxohydrogen  Oil  Burner,  approval  of 
24-SA  Salvo  Fire  Extinguisher,  approval  of. 

24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
‘24-SA  Smolensky  Check  Valve,  approval  of. 

325-SA— Globe  Dry  Pipe  Valve  Accelerator,  approval 

of. 

,25-SA— Amdyco  Foam  Fire  Extinguisher,  approval  of. 
:25-SA— Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

->0-SA — Koerting  Gear  Pump,  approval  of. 

*25-SA  Palmer  Gravity  Lock,  approval  of. 

•26-SA — Signal  Weatherproof  Bells,  approval  of. 

-26-SA — Kork-n-Seal.  approval  of. 

■>6-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

•!6-SA  Protectoseal  Cover,  approval  of. 

■•6-SA  Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

-,7-SA  Wilbur  Extinguisher,  approval  of. 
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187-27- S A  Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA— Elkhart  Flush  Type  Siamese,  approval  of 

9oo-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27 -SA—Romec  Rotary  Pump,  approval  of. 

ll()2  27-SA— Allen's  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

18S-28-SA— Faraday  Waterflo  Alarm  Panel,  approval  of. 
2J3-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 
765-28-SA — Keuka  Oil  Burner,  anproval  of. 

775-28-SA  Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D  ”  ap¬ 
proval  of. 

801-28-SA  Model  “G”  Nokol  Burner,  approval  of. 

813-28-SA— Challenger  Kleen  Heat  Burner,  Series  No.  100 
approval  of. 

958-28-SA— N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA  Safe-Way  Outlet  Pressure  Reducing  Valve 
approval  of. 

79-29-SA— Mohawk  Electric  Bell,  Single  Stroke  Type 
A.C.  and  D.C.,  approval  of. 

163-29-SA— Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

186-29-SA  National  Airoil  Low  Pressure  Burner  ap¬ 
proval  of.  . 

209- 29-SA  A  Diamond  “S”  2^-Inch  Angle  Globe  Water 
Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA  A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  hose  Valve,  aprpoval  of. 

268-29-SA— Fairbanks  2^-Inch  Hose  Outlet  Valve  Angle 
Pattern,  Type  “B,”  approval  of. 
380-29-SA— Kennedy  2^-Inch  Hose  Outlet  Valve  Tvoe 
“A,”  approval  of.  ’  yP 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA  Crystal  Blue  Flame  Oil  Burner,  approval  of. 
510-29-SA— Hercules  Oil  Burner,  approval  of. 

535-29- S A  Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA— Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA— Electromatic  Oil  Burner,  approval  of. 

637-29-SA — Merco  Oil  Burner,  approval  of. 

657-29-SA— Sunflower  Oil  Burner,  Model  S-l,  approval  of. 
684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 

688- 29-SA— Holby  Type  A  Fuel  Oil  Burner,  approval  of. 

689- 29-SA— Holby  Type  B  Fuel  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record 
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DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  February  12,  1930 .  108 

Restored  to  calendar .  lo 

Miscellaneous  Applications. 

Requests  to  reopen . 35 

Requests  to  amend .  2 

Requests  for  modification .  3 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  12 

Requests  for  extension  of  permit .  0 

Requests  for  mechanical  installations .  0 


Requests  for  approval  of  plans .  4 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  . 571 

Disposed  of .  168 

Cases  pending  February  12,  1930 .  403 


DISPOSITION  OF  CASES. 

Withdrawn  .  21 

Dismissed  .  3 1 

Denied  .  21 

Granted  . 

Granted  on  condition .  64 

Appliances  approved . # .  2 

Appliances  dismissed,  disapproved  or  withdrawn....  0 

Rules  approved .  0 

Rules  disapproved  or  rescinded .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  31 

Requests  to  reopen  denied .  2 

Requests  to  amend  granted .  2 

Requests  to  amend  denied .  0 

Requests  for  modification  granted . 

Requests  for  modification  denied .  0 

Requests  to  rescind  granted .  0 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  11 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  0 

Requests  for  extension  of  permit  denied .  0 


Requests  to  install  granted . . . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted 


Administrative  requests  denied  or  withdrawn . 

Interpretations  . .  •  •  . . 

Requests  withdrawn  or  dismissed .  2 

Total  .  168 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th< 

calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th< 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failun 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  al 
cases  promptly,  for  the  reason  that  the  pendency  of  ai 
appeal  or  petition  ties  the  hands  of  the  administrative  offi 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitioi 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tlv 
appellant  or  petitioner  to  file  necessary  data,  or  by  an; 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan 
and  data  required  by  law  are  supplied,  as  specified  on  th 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name. . 

Street 

P.0 

My  subscription  is  to  begin  wit  h  the  issue  for 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  February  18,  1930, 
10  A.  M. 

Minutes  of  Regular  Meeting,  February  18,  1930, 
2  P.  M. 

Reserve  Calendar. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  February  25,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  4,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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William  E.  WAlsh,  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  February  19,  1930. 

Cal.  No.  Department.  Premises  Affected. 

125-30-A . F.D . 035  Fulton  st.,  Bklyn., 

_  F-49833 

124-30-BZ . B.B.Bx. ..  Southeast  corner  of  Williams- 

bridge  rd.  &  Eastchester  rd., 

_  Bx.,  N.  B.  24-1930 

123-30-BZ . B.B.B _ 703-729  Gravesend  ave.,  Bklyn., 

_  Applic.  1252-29 

122-30-BZ . B.B.Q ....  Southwest  corner  of  Jamaica 

Bay  blvd.  (Woodhaven  blvd.) 
and  Sheridan  ave.  (163rd 

_  ave.),  Q.,  N.  B.  429-29 

121-30-S . F.D . 915-919  Broadway,  Man., 

_  L.  D.  66003  &  L.  D.  66004 

120-30-BZ . B.B.Q _ 45-10  50th  ave.,  Woodside,  Q., 

_  Alt.  436-30 

119-30-S . F.D . 149  Spring  st.,  Man., 

_  L.  D.  65683 

118-30-BZ . B.B.Bx. .  .Northeast  corner  of  Allerton 

ave.  &  Eastchester  rd.,  Bx., 

_  N.  B.  1299-29 

117-30-S . B.B.M.... 254-256  W.  31st  st.,  Man., 

_  Viol.  2665-29 

116-30-BZ . B.B.Bx... 154  E.  170th  st.,  Bx., 

_  Alt.  63-1930 

115-30-S . . . . F.D . 410  Lafayette  st.,  Man., 

_  L.  D.  627-48 

114-30-A . F.D . 337-353  McKibben  st.,  Bklyn., 

_ ‘ '  ’  F-69432 

113-30- A.  . F.D . Pier  3,  East  River,  Bklyn., 

_ F-69261  &  F-69262 

112-30- A . F.D . Pier  2,  East  River,  between 

Main  &  Fulton  sts.,  Bklyn., 

_  F-56974  &  F-56975 

111-30-S  . B.B.M....3  E.  57th  st.,  Man., 

_  N.  B.  629-29 

110-30-A  ....F.D . 43-49  W.  22nd  st.,  Man., 

_ L.  C.  55974 

109-30-A . F.D . 311-321  Christopher  ave.,  Bklyn., 

F-56503 


F.D - 

H.D. . . 

B.B.B. . 

B.B.M . 

B.B.Q. 

B.B.R. 

B.B.Bx 

T.H.D. 


CODE. 
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CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  25,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 


PREMISES — 6  Haughwout  street  and  374-383  Jewett  ave¬ 
nue,  northwest  corner.  Port  Richmond,  Borough 
of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


697-29-BZ. 

APPLICANT — Metwood  Holding  Corp.,  owner. 

PREMISES — 15.13-1561  38th  street,  northeast  corner  of 
Dahill  road,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  four  (4)  story  factory  building. 


728-29-BZ. 

APPLICANT — Joseph  Unger,  for  Freda  Spinard,  owner. 

PREMISES — 61-01  to  61-05  Kissena  boulevard  and  154-02 
to  154-08  Horace  Harding  boulevard,  southeast 
corner,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1148-27-BZ. 

APPLICANT — Joseph  A.  Walsh,  substituted  for  Philip  J. 
Sinnott,  for  Arrowlene,  Inc.,  owner. 

PREMISES — Southeast  corner  of  Franklin  and  Atlantic 
avenues,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution  (previously  denied  under  section  21), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


FEBRUARY  26,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

719-29-A — Foot  of  49th  street,  Brooklyn. 

727-29-A — 685  Fifth  avenue  and  2  East  54th  street,  south¬ 
east  corner,  Manhattan. 

740- 29-A — 56  New  street,  Manhattan. 

741- 29-A — 23  East  14th  street,  Manhattan. 

7 5 8-29 -A — 1301-1325  Grand  street,  Brooklyn. 

760-29-A— 1325  Grand  street,  rear,  Brooklyn. 

765-29-A — 139-141  West  19th  street,  Manhattan. 

57-30- A — 123-141  West  57th  street,  Manhattan. 

76-30-Ai— 329-333  East  21st  street,  Manhattan. 

92-30-A — 71-81  Paidge  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning.  Febru¬ 
ary  26,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal  no  700-29-BZ— Application,  December  4,  1929,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Cox,  applicant, 
on  behalf  of  Philip  Smook,  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles,  also  the  installation  of  a  gaso¬ 
line  service  station;  premises  67-71  Ken- 
mare  street  and  196-204  Mulberry  street, 
northeast  corner,  Manhattan. 


573-29-BZ. 

APPLICANT— Bertram  G.  Eadie, 
owner. 


for  Edward  Biggs, 


cai  no  749-29-BZ — Application,  December  23,  1929,  under 
sections  7c  and  21  of  the  building  zone 
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resolution,  of  George  W.  Butler,  appli¬ 
cant,  on  behalf  of  The  Bartholomew 
Building  Corp.,  owner,  to  permit  the 
extension,  from  a  business  use  district 
into  a  residence  district,  of  a  proposed 
office  building,  and  the  erection  of  the 
street  walls  to  a  height  in  excess  of  the 
requirements  of  the  building  zone  res¬ 
olution;  premises  566-574  Lexington 
avenue  and  122-130  East  51st  street, 
southwest  corner,  Manhattan. 

al.  no.  704-29-BZ— Application,  December  5,  1929,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Mac  L.  Reiser,  applicant, 
on  behalf  of  Esther  Siruinick,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  50-54  Crown 
street,  south  side,  90  ft.  west  of  Frank¬ 
lin  avenue,  Brooklyn. 

\L.  no.  506-29-BZ— Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

l.  no.  1235-27-BZ — Application,  November  22,  1927;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

U  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

no.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
distirct,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  Concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

.  no.  448-29-BZ— Application,  July  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Cerussi  Contracting  Co..  Inc., 
owner,  to  permit  in  a  residence  district 


the  conversion  of  occupancy  from  an 
office  building  to  factory  use  on  the 
upper  stories  and  a  motor  vehicle  repair 
shop  on  the  first  story ;  premises  2540 
Belmont  avenue,  east  side,  135  ft.  8  in. 
north  of  East  Fordham  road,  The 
Bronx. 

cal.  no.  554-29-BZ — Application,  September  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Rudolph  Peterson,  owner,  to 
permit  in  a  business  district  the  erection 
ar*d  maintenance  of  a  gasoline  service 
station;  premises  13507  Van  Wyck 
boulevard,  northeast  corner  of  Rock- 
away  boulevard,  South  Ozone  Park, 
Borough  of  Queens. 

cal.  no.  592-294BZ — Application,  October  l,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Spencer  &  Iserman,  applicants, 
on  behalf  of  Thwaites  Place,  Inc., 
owner,  to  permit  in  a  business  district 
the  operation  and  maintenance  of  an  ex¬ 
tension  to  an  existing  wet  wash  laundry 
building;  premises  1420  Jerome  avenue, 
The  Bronx. 

CAL.  NO.  612-29-BZ— Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Marcellus  H.  Evans,  applicant, 
on  behalf  of  Salvatore  Parisi,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1180  Neck  road, 
southeast  corner  of  Sheepshead  Bay 
road,  Brooklyn. 

cal.  no.  625-29-BZ — Application,  October  18,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  Eleanor  Hedwig  Arnold, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  202nd  street  and  Hillside  ave¬ 
nue,  Hollis,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


FEBRUARY  26,  1930.  2  P.  M. 

Petitions  for  Variations. 

675-29-S— 229-239  West  43rd  street,  Manhattan. 

759-29-S — 1301-1325  Grand  street,  Brooklyn. 

643-29-S — 11  West  46th  street,  Manhattan. 

650-29-S — 1573-1575  Gravesend  avenue,  Brooklyn. 

748-29-S — 13-19  West  47th  street,  Manhattan. 

406-29-S— 1021-1029  East  163rd  street  and  943-947  Southern 
boulevard,  northwest  corner,  The  Bronx. 

471-29-S — 453-459  Fifth  avenue,  2-10  East  40th  street  and 
5-9  East  39th  street,  Manhattan. 

94-29-S— 123  University  place  and  43  East  13th  street, 
Manhattan. 

9-30-S — 7-9  West  30th  street,  Manhattan. 

31-30-S — 42-46  West  38th  street,  Manhattan. 

658-29-S — 121-135  West  End  avenue,  301-311  West  65th 
street  and  300-312  West  66th  street,  Man¬ 
hattan. 

Appliance  Submitted  for  Approval. 

737-29-SA — Piatt  Oil  Burning  Water  Heater,  approval  of. 
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CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  4,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

744-29-BZ. 

APPLICANT— New  York  Telephone  Co.,  owner. 

PREMISES— 2885-2895  Ocean  avenue,  northeast  corner  of 
Avenue  Y,  Brooklyn. 

APPLICATION,  under  sections  7c  and  7d  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  alteration  and  extension  in 
height  and  area  of  an  existing  telephone  exchange 
building. 

752-29-BZ. 

APPLICANT— Shreiber,  Myers  &  Buchter,  for  Bertha 
Kegel  and  Anna  Cohen,  owners. 

PREMISES— 8801-8809  Fourth  avenue  and  410-426  88th 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  sections  7c,  7e  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

529-29-BZ. 

APPLICANT— Felix  Solomon,  substituted  for  Samuel  C. 
Rice,  for  Coexco  Realty  Corp.,  owner. 

PREMISES— 2602-2626  Gravesend  Neck  road,  southeast 
corner  of  East  26th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station. 

764-29-BZ. 

APPLICANT — Charles  Miller,  owner. 

PREMISES— 60-21  Ralph  street,  north  side,  125  ft.  west  of 
61st  street  (Vincent  street),  Ridgewood,  Borough 
of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
private  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  two  (2)  spaces  rented  to  persons  not 
residing  on  the  premises. 


3-30-BZ. 

APPLICANT— Forrest  C.  Hirleman,  for  Ella  Booth, 

owner.  . 

PREMISES— 2261  Loring  place,  west  side,  100  ft.  north  ot 
West  183rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
restaurant. 

631-29-BZ. 

APPLICANT— George  Laskas,  owner. 

PREMISES— 192  Clymer  street,  south  side,  100  ft.  west 
of  Lee  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  ,  _  .  . 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


443-29-BZ. 

APPLICANT— Charles  L.  Craig,  for  Helklar  Realty  Corp 
owner. 

PREMISES — East  side  of  Webster  avenue,  700  ft.  nort 
of  East  204th  street,  The  Bronx. 

APPLICATION,  under  sections  7e,  7g  and  21  of  the  buik 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

603-26-BZ. 

APPLICANT — John  Ballschuse,  owner. 

PREMISES — 22016  Merrick  boulevard,  northwest  corner  < 
221st  street,  Laurelton,  Borough  of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  buildir 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  gasoline  service  station  (previous 
withdrawn). 


MARCH  4,  1930,  10  A.  M. 

Appeals  front  Administrative  Orders. 

734-29- A— 9-11  South  William  street,  1  Mill  lane  and  59-i 
Stone  street,  Manhattan. 

761-29-A — 98-106  William  street,  70-78  John  street  ai 
29-41  Platt  street,  Manhattan. 

19-30-A — 2290-2298  Seventh  avenue  and  200-214  We 
135th  street,  southwest  corner,  Manhatta 

28- 30-A — Northwest  corner  of  Lawrence  street  and  Bra 

ford  avenue  (41st  avenue),  Flushing,  Bo 
ough  of  Queens. 

29- 30-A— 57-67  Vesey  street,  southeast  corner  of  Gree 

wich  street,  Manhattan. 

32- 30- A — 30-50  Church  street,  Manhattan. 

33- 30-A — 5002-5024  Second  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Tuesday  morning,  Mar 
4,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Buildir 
on  the  following  matters : 

cal.  no.  481-29-BZ — Application,  July  18,  1929,  under  s« 
tion  21  of  the  building  zone  resolutic 
of  McCooey  &  Conroy,  applicants, 
behalf  of  Sam  Strassberg,  owner, 
permit  in  a  residence  use  “E”  area  d 
trict  the  erection  of  an  apartment  hoi 
occupying  a  greater  percentage  of  t 
lot  area  and  providing  a  lesser  setba 
from  street  line  than  permitted  und 
the  building  zone  resolution ;  premi: 
2901-2911  Avenue  J,  northeast  corr 
of  East  29th  street,  Brooklyn. 

cal.  no.  628-29-BZ — Application,  October  21,  1929,  unc' 
sections  7g  and  21  of  the  building  zc- 
resolution,  of  George  F.  Niebling,  J, 
applicant,  on  behalf  of  Henry  W.  Fla  , 
owner,  to  permit  in  a  residence  distr : 
the  erection  and  maintenance  of  a  bu; 
ness  building;  premises  west  side  i 
73rd  street,  90  ft.  north  of  Cooper  a’ 
nue,  Glendale,  Borough  of  Queens. 

cal.  no.  638-29-BZ — Application.  October  29,  1929,  unc 
section  21  of  the  building  zone  reso 
tion,  of  William  F.  Doyle,  applica 
on  behalf  of  Harry  H.  Uhlfelder,  Ii 
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owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of  part  of  the  basement  story  of  an 
existing  apartment  building  from  resi¬ 
dence  to  business  use  (stores)  ;  premises 
1625-1627  University  avenue,  northwest 
corner  of  West  175th  street,  The 
Bronx. 

• 

\\l.  no.  705-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  County  Holding  Co.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business 
building;  premises  825  East  175th  street, 
northwest  corner  of  Marmion  avenue, 
The  Bronx. 

r.\L.  no.  332-29-BZ— Application,  May  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Roseriblum,  applicant,  on  be¬ 
half  of  Amelia  Rossi,  owner,  to  permit 
in  a  residence  district  the  change  of 
occupancy  of  the  first  story  of  an  exist¬ 
ing  dwelling  from  dwelling  use  to  busi¬ 
ness  use;  premises  249  East  99th  street, 
Manhattan. 

•  al.  no.  711-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  Arthur  C.  Holzman,  owner, 
tion  and  maintenance  of  a  gasoline  ser- 
to  permit  in  a  business  district  the  erec- 
vice  station;  premises  558-560  Essex 
street,  northwest  corner  of  Blake  ave¬ 
nue,  Brooklyn. 

al.  no.  635-29-BZ — Application,  October  24,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  J.  S.  Construction  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  167 
East  98th  street,  southeast  corner  of 
Union  street,  Brooklyn. 

al.  no.  126-29-BZ — Application,  February  27,  1929 ;  re¬ 
opened  January  7,  1930,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Epstein,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  752- 
762  East  New  York  avenue,  south  side, 
36  ft.  8  in.  west  of  Troy  avenue,  and 
693-701  Maple  street,  Brooklyn. 

l 

al.  no.  157-29-BZ — Application,  March  11,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Vincent  Yardum,  applicant,  on  be¬ 
half  of  Mardig  Hovanian,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  from  a 
garage  for  the  storage  of  one  (1) 
commercial  motor  vehicle  to  a  retail 
mercantile  store ;  premises  398  Audubon 
avenue  and  550  West  185th  street, 
southwest  corner,  Manhattan. 

William  E.  Walsh,  Chairman. 


MARCH  4,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

619-29-A — 518  Hamilton  avenue,  Brooklyn. 

680-29-A— 236  Throop  avenue,  west  side,  80  ft.  north  of 
Myrtle  avenue,  Brooklyn. 

649-29-A— 32-36  Beaver  street,  28-36  South  William  street 
and  65-81  Broad  street,  Manhattan. 

733-29-A  Pier  foot  of  North  11th  street,  Brooklyn. 

6 1 8-29-A  5501-5519  18th  avenue  and  1802-1812  55th  street, 
southeast  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

,  s  i  -^?ea  s  of  a  Put>Hc  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  afternoon,  March 
4,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  519-29-BZ— Application,  August  8,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Oregon  place, 
South  Jamaica,  Borough  of  Queens. 

cal.  no.  464-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Colodny,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  (store)  on 
the  first  story ;  premises  4432  Seton  ave¬ 
nue,  The  Bronx. 

cal.  no.  322-29-BZ— Application,  May  13,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Dal  jo  Corp.,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  45-05  to  45-17 
25th  avenue  (Wilson  avenue),  north¬ 
west  corner  of  46th  street  (16th  ave¬ 
nue),  24-63  to  24-67  45th  street  (15th 
avenue),  east  side,  90  ft.  north  of  25th 
avenue  (Wilson  avenue),  Long  Island 
City,  Borough  of  Queens. 

cal.  no.  1063-27-BZ — Application,  September  30,  1927;  re¬ 
opened  December  31,  1929,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Henry  H.  Ehrlich,  applicant,  sub¬ 
stituted  for  Emil  Guterman,  on  behalf 
of  Henry  C.  Karpen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  14912  North  Conduit 
boulevard,  northwest  corner  of  Three 
Mile  Mill  road,  Jamaica,  Borough  of 
Queens. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
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erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  hast  96th 
street,  southeast  corner,  Brooklyn. 


CAL.  NO. 


479-29-BZ — Application,  July  17,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  E.  Smyth,  applicant,  on  be¬ 
half  of  Caverly  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles  and  a  gasoline  service  station; 
premises  3459-3469  Fulton  street  and 
234-246  Grant  avenue,  northwest  corner, 
Brooklyn. 


CAL. 


no  593-29-BZ — Application,  October  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Newford  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2367-2387 
Gravesend  avenue,  northeast  corner  of 
Village  road  south,  Brooklyn. 


CAL.  NO. 


305-29-BZ — Application,  May  7,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  1190-1200  Gravesend  avetiue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 


cal  no  647-29-BZ— Application,  November  1,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Hamill,  Weinberg  & 
Munro,  applicants,  on  behalf  of  Erome 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  216-220  East  56th  street,  Man¬ 
hattan. 


cal  no  688-28-BZ— Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story  ;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

c\l  no  661-29-BZ— Application,  November  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  H.  Crabtree,  applicant, 
on  behalf  of  Livingston  Estates  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Forest  avenue  and  Pelton 
avenue,  New  Brighton,  Borough  of 
Richmond. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  11,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

695-29-BZ.  1 

APPLICANT— -Christopher  McGrath,  for  Hilvid  Realt 
Corp.,  owner. 

PREMISES— Southwest  corner  of  Wilkinson  avenue  an 
Westchester  avenue.  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  gasoline  service  station. 


720-29-BZ. 

APPLICANT— John  H.  Friend,  for  Tilrose  Pelham  Pari 
way  Development,  Inc.,  owner.  1 

PREMISES— Southeast  corner  of  Bolton  street  and  Pelha 
Parkway  South,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution,  fl  : 

TO  PERMIT  in  a  residence  district  the  erection  of  a  bus 
ness  building  (stores). 

732-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Sokolov  Rrothei 
Inc.,  owner. 

PREMISES— 1670-1678  East  17th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  the  extension,  from  a  business  district  m. 
a  residence  district,  of  a  business  use  (stores  a 
restaurant). 


7-30-BZ.  \ 

APPLICANT— Anderson,  Moss  &  Merrell,  for  A.  P. 
Holding  Corp.,  owner. 

PREMISES— West  side  of  Hoff  street,  210  ft.  north 
Brighton  Beach  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  z< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage  of  more  tli 
five  (5)  motor  vehicles  and,  also,  a  gasoline  serv: 
station. 

42-30-BZ. 

APPLICANT. — William  F.  Doyle,  for  Antoinette  Oh 
owner. 

PREMISES— 2501-2529  East  18th  street,  southeast  cor  i 
of  Avenue  Y,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  z* 
resolution,  , 

TO  PERMIT  in  a  business  district  the  erection  and  m; 

tenance  of  a  garage  for  the  storage  of  more  1 1 
five  (5)  motor  vehicles  and,  also,  a  gasoline  ser' 
station. 


MARCH  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

665-29-A — 383-385  Flushing  avenue,  Brooklyn. 

754-29- A _ 1240-1249  Fifth  avenue,  1-5  East  105th  st  < 

and  2-6  East  106th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  st;: 
ards  and  appeals  of  a  public  hearing  under  the  provist 
of  the  building  zone  resolution,  Tuesday  morning,  Mt' 
11.  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Build; 
on  the  following  matters: 

cal.  no.  668-29-BZ — Application,  November  14,  1929,  u: 
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section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  J.  Bausch,  applicant,  on 
behalf  of  Lemmerinan  Bros.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  motor 
vehicle  repair  shop;  premises  91-17  to 
91-19  Liberty  avenue,  northwest  corner 
of  92nd  street  (Bigelow  place),  Ozone 
Park,  Borough  of  Queens. 

cal.  no.  672-29-BZ — Application,  November  16,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ernest  E.  De  Piazza,  applicant, 
on  behalf  of  Michael  Lamesta,  owner, 
to.  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  157-11  114th  ave¬ 
nue  and  111-88  158th  street,  northwest 
corner,  Cedar  Manor,  Borough  of 
Queens. 

cal.  no.  706-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Max  Levy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2066-2076  Pitkin  avenue 
and  238-240  Pennsylvania  avenue,  south¬ 
west  corner,  Brooklyn. 

cal.  no.  709-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  B.  Kleinfeld,  applicant, 
on  behalf  of  Dorothy  Kleinfeld,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1500-1508  Eastern 
Parkway,  northeast  corner  of  St.  Johns 
place,  Brooklyn. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
-  behalf  of  Howard  Funding  Co.,  owner, 

to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni¬ 
versity  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

cal.  no.  729-29-BZ — Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  George  W.  Braunsdorf, 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  factory  use  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  5814- 
5816  37th  avenue  (Polk  avenue),  south¬ 
west  corner  of  59th  street,  Woodside, 
Borough  of  Queens. 

cal.  no.  751-29-BZ — Application,  December  26,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Voorhees,  Gmelin  &  Walker, 
applicants,  for  New  York  Telephone 
Co.,  owner,  to  permit  in  a  two  times 
height  district  the  erection  and  main¬ 
tenance  of  the  street  walls  in  excess 
of  the  height  permitted  under  the  zone 
resolution ;  premises  24-42  Sixth  ave¬ 
nue,  310-322  Church  street,  8-30  Lis- 


penard  street  and  14-26  Walker  street, 
Manhattan. 

cal.  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

CAL.  NO.  633-29-BZ — Application,  October  22,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Martin  C.  Dyer,  ap¬ 
plicant  and  owner,  to  permit  the  exten¬ 
sion,  from  an  unrestricted  district  into 
a  business  district  and,  also,  into  a  resi¬ 
dence  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  4696  Third  avenue, 
northeast  corner  of  East  188th  street, 
and  2437  Washington  avenue,  The 
Bronx. 

cal.  no.  667-29-BZ — Application,  November  14,  1929,  under 
sections  7 e  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  James  J.  Gilhully 
and  Nellie  Gilhully,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3151-3161  Webster  avenue, 
west  side,  375  ft.  north  of  East  204th 
street,  The  Bronx. 

cal.  no.  899-28-BZ — Application,  November  21,  1928;  re¬ 
opened  January  21,  1930,  under  section 
21  of  the  building  zone  resolution,  of 
Frederic  G.  Rita,  applicant,  substituted 
for  Thomas  J.  Higgins,  on  behalf  of 
Nellie  Spitzer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  sservice  station  (pre¬ 
viously  denied)  ;  premises  274-284  67th 
street  and  6701  Third  avenue,  southwest 
corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MARCH  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

621-29-S— 16-26  Doughty  street,  17-29  Columbia  Heights 
and  1-11  Vine  street,  Brooklyn. 

350-29-S — 1061-1063  Atlantic  avenue,  Brooklyn. 

564-27-S — 354-356  36th  street,  Brooklyn. 

753-29-S — 866-868  Sixth  avenue,  Manhattan. 

Appliance  Submitted  for  Approval. 

715-29-SA — Super  Automatic  Oil  Heater,  approval  of. 


MARCH  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
738-29-A — 35  East  125th  street,  Manhattan. 
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721-29-A — 21-23  South  William  street  and  45-47  Stone 
street,  Manhattan. 

4- 30-A— 524  Waverly  avenue,  Brooklyn. 

5- 30-A — 527  Waverly  avenue,  Brooklyn. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March  18, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


service  station;  premises  2344-2348 
Steinway  street,  north  side,  404  ft.  west 
of  23rd  avenue,  and  2339-2343  38th 
street,  Long  Island  City,  Borough  of 
Queens. 


cal.  no.  743-29- BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  59-10  to 
59-22  Fresh  Pond  street  (road),  north¬ 
west  corner  of  59th  road  (Hebbard  ave¬ 
nue),  Maspeth,  Borough  of  Queens. 


cal.  no.  717-29-BZ— Application,  December  9,  1929,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Metz  Auto  Sales  and  Laundry 
Co.,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte- 
■  nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  84-94  129th  street  and  127-15 
Metropolitan  avenue,  northwest  corner, 
Richmond  Hill,  Borough  of  Queens. 


cal  no.  454-29-BZ— Application,  July  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Giovanni  Fishera,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1276-1284  60th 
street  and  6002-6012  13th  avenue,  south¬ 
west  corner,  Brooklyn. 


CAL.  NO.  718-29-BZ— Application,  December  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Gusfried  Properties,  Inc., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building  (stores)  ;  premises  2018 
Grand  Concourse,  southeast  corner  of 
Bush  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


cal  no  653-29-BZ — Application,  November  7,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  L.  Blick,  applicant,  on 
behalf  of  Jack  J.  Falk,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 


MARCH  18,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

636-29-A — 39-41  Cortlandt  street,  Manhattan. 

690-29-A— 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 

mit  in  a  uusmos  — -  of  the  building  zone  resolution,  Tuesday  afternoon  March 

and  maintenance  of  a  garage  for  the  18)  4930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
storage  of  more  than  five  ( 5 )  motor  on  the  following  matters: 

cal  no  5 11-29-BZ— Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 


vehicles;  premises  6401-6411  Fort  Ham- 
ilton  avenue  and  956-972  64th  street, 
southeast  corner,  Brooklyn. 


cal  no  712-29-BZ — Application,  December  6,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Port  Richmond  Poultry 
Co.,  Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  poultry  slaughter  house;  premises 

2020-2022  Richmond  Terrace  and  2-8  574-29-BZ— Application,  September  23,  1929,  undei 

Park  avenue,  southwest  corner  Port  cal.  no.  5.4  29  UZ.  ^  ^  ^  resolu. 

Richmond,  Borough  of  Richmond.  tjon>  0f  Edward  P.  Doyle,  applicant,  or 

^  ,  behalf  of  Max  Tishman,  owner,  to  per- 

cal.  no.  742-29-BZ— Application,  December  20,  1929,  under  business  district  the  erectior 

section  21  of  the Riding  zone  resolu  maintenance  of  a  garage  for  th« 

tion,  of  Kramer  &  Kleinfeld  applicants,  storage  of  more  than  five  (5)  motoi 

on  behalf  of  Kuma  Investing  Corp.,  vehicles ;  premises  296-300  Watkin: 

owner,  to  permit  in  a  business  district  street  west  side  175  ft.  south  of  Blab 

the  erection  and  maintenance  of  a  gaso-  avenUe,  Brooklyn, 

line  service  station ;  premises  40-01  to 

40-09  Greenpoint  avenue,  southwest  cor-  Armlication  August  29  1929,  unde 

„er  of  Anable  avenue,  Long  Island  Crty,  cal.  no.  54,-29-BZ— Appl.cat.^n,  Augmtai, 

Borough  of  Queens.  tion  Gf  Hamill,  Weinberg  &  Munro,  ap 

cal  no  708-29-BZ— Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  O.  Staber,  applicant, 
on  behalf  of  Rose  B.  Capone  and 
Thomas  C.  Capone,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles 
and,  also,  the  installation  of  a  gasoline 


tion,  oi  ntwum,  -r 

plicants,  on  behalf  of  Barnet  L.  David 
son,  Barnet  Weiner,  Samuel  Levick  an 
Louis  Schachter,  owners,  to  permi 
partly  in  a  residence  district  and  parti 
in  a  business  district,  the  erection  an 
maintenance  of  a  gasoline  service  sta 
tion;  premises  8915  Myrtle  avenue  an 
8248  Woodhaven  boulevard,  northwe; 
corner,  Glendale,  Borough  of  Queens. 
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cal.  no.  618-29- F IZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station ;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

cal.  no.  546-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

CAL.  NO.  384-29-BZ— -Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  -Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use;  premises 
37-26  149th  place  (Wilson  avenue), 
76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 

cal.  no.  408-29-BZ— Application,  June  14,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  Max  Meyerson, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1969-1979 
Cropsey  avenue  and  8810-8818  20th  ave¬ 
nue,  northwest  corner,  Brooklyn. 

cal.  no.  428-29-BZ— Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  L.  Orlinger,  applicant,  on 
behalf  of  Philboy  Construction  Co., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  having  stores  on  the  first  story  and 
dwellings  above;  premises  1014-1021 
Ninth  avenue,  northwest  corner  of  41st 
street,  Brooklyn. 

:al.  no.  557-29-BZ— Application,  September  10,  1929,  under 
sections  7a,  7b,  7e  and  21  of  the  building 
zone  resolution,  of  William  F.  Doyle, 
applicant,  on  behalf  of  Luke  Kilgallon, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  and 
the  installation  of  a  gasoline  service  sta¬ 
tion ;  premises  1016-1024  Beach  19th 
street,  east  side,  136  ft.  north  of  Cor- 
naga  avenue,  Far  Rockaway,  Borough 
of  Queens. 

AL.  NO.  489-29-BZ— Application,  July  22,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Mary  G.  Leggett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 


ing  (stores  and  offices)  ;  premises  1985- 
1995  Ocean  avenue  and  2002  Avenue  O, 
southeast  corner,  Brooklyn. 

CAL.  NO.  429-29-BZ— Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hector  McG.  Curren,  applicant,  on 
behalf  of  Edna  T.  McVeigh,  owner,  to 
permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  4801-4809 
Kings  Highway,  northwest  corner  of 
Avenue  H,  Brooklyn. 

cal.  no.  894-28-BZ— Application,  November  20,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
,  and.  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

cal.  no.  662-29-BZ — Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc.4 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


MARCH  25,  1930,  10  A,  M. 

Appeals  from  Administrative  Orders. 

12- 30- A — 209  Richards  street  and  59  Coffey  street,  south¬ 

west  corner,  Brooklyn. 

37-30-A— 29-18  40th  avenue,  Long  Island  City,  Borough 
of  Queens. 

1 3- 30- A — 108-110  West  34th  street,  Manhattan. 

Building  Zone  Applications. 

NO  J  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
25,  19.10,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec-' 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  632-29-BZ — Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Corwil  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public  garage 
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(parking  space);  premises  728-736 
Southern  boulevard,  east  side,  -00  it. 
east  of  East  156th  street,  The  Bronx. 


CAL.  NO. 


1 192-27-BZ— Application,  November  11,  19- <;  re¬ 
opened  January  21,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  F.  Dee,  applicant  sub¬ 
stituted  for  Henry  J.  Nurick,  on  behalf 
of  Louis  Del  Gaudio,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under _  section 
21)  ;  premises  1756-1764  Bushwick  ave¬ 
nue,  Brooklyn. 


cant,  on  behalf  of  Ernestine  Marolo 
owner,  to  permit,  partly  in  a  residena 
district  and  partly  in  a  business  district 
the  erection  and  maintenance  of  ; 
garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles;  premises  36i: 
White  Plains  avenue,  northwest  cornc 
of  East  213th  street,  The  Bronx. 


. . .  v„  5 16-29-BZ— Application,  August  7,  1929,  under  sec- 
al.  no.  .,16  BA  W  7e  and  21  o{  the  building  zone 

resolution,  of  John  J.  Dunnigan,  appli¬ 


CAL.  NO.  468-29-BZ— Application,  July  15,  1929,  under  sec 
tion  21  of  the  building  zone  resolutior 
of  Julius  Kletsky  and  Sadie  Kletski 
owners,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
line  service  station;  premises  101701 
101709  126th  street  and  12602-1261 

Rockaway  boulevard,  southeast  cornel 
South  Ozone  Park,  Borough  of  Queen: 

William  E.  Walsii,  Chairman. 


MINUTES 


board  of  standards  and  appeals 


REGULAR  MEETING. 


TUESDAY  MORNING,  FEBRUARY  18,  1930. 


Present  ■  Acting  Chairman  Connell,  Commissioners  Hoi- 
and  and  Guilfoyle  and  Assistant  Ch.ef^  Martm.^^  ^  ^ 
The  minutes  of  the regular  m«‘,nS  J  of  ,he 

ruesday  morning,  February  ,  •  »  Xuesdav  afternoon, 

-egular  meeting  of  the  board  held  Britain  No. 

February  11,  1930.  were  approved  as  printed  in  cuuei 

L  Vol.  XV. 


APPEARANCES— 

For  Appellant :  None.  i 

For  Administration:  Inspector  Meyer  of  fire  d; 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1930, 

2  p.  m. 


appeals  from  administrative  orders. 


APPELLANT— Standard  Oil  Company  of  New  York, 

'  T  T  R  T  F CT— Appeal  from  an  order  of  the  fire  commissioner. 
’reIhSES  AFFECTED— Pier  foot  of  North  11th  street, 
Brooklyn. 

\PPEARANCES—  , 

For  Appellant;  Donald  Sheldon 

For  Administration:  Inspector  Maher  of  fire 

ACTION  ONBOARD— Laid  over  to  March  4,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


105-30-A. 

APPELLANT— Aloysius  G.  Weber,  against  Beatrice 

Gibbins,  owner.  _  .  1 

SUBJECT— Request  for  preferential  hearing— re.  Appi 
from  a  decision  of  the  superintendent  of  buildings 
re  revocation  of  Permit  No.  11574-29  issued  by  t 
superintendent  of  buildings. 

PREMISES  AFFECTED— 222  East  31st  street,  Brookb 

APPEARANCES— 

For  Appellant:  Emil  Kreis. 

ACTION  OF  BOARD — Request  for  preferential  heari 

THE  VOTE’ TO  GRANT  PREFERENTIAL  HEA 
ING — 

Affirmative  . .  . . .  •  •  . . 

Negative :  Acting  Chairman  Connell,  Commis- 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Absent:  Chairman  Walsh . . 


Appellant— Edward  P.  Doyle,  for  39-41  Cortlan 

lUBlFXT-Ap^al'from'an  order  of  the  fire  commissioner. 

’REMISES  AFFECTED— 39-41  Cortlandt  street,  Man¬ 
hattan. 

APPEARANCES — 

For  Appellant:  None.  .  ~  , 

For  Administration :  Inspector  Maher 

ACTION  ONBOARD— Laid  over  to  March  18,  1930,  at 
2  p.  m.,  on  written  request  of  applicant. 


)0“29-A.  r  T>  J? 

P  PELL  AN  T — Canaday  Cooler  Co.,  for  Rees  &  Rees, 

UB 1 ECT— Appeal  from  an  order  of  the  fire  commissioner. 

REMISES  AFFECTED— 232-236  East  40th  street,  Man- 


726-29- A. 

APPELLANT— Bush  Terminal  Co.,  owner. 

SUBTFCT — Appeal  from  an  order  of  the  fire  commissiorj 
PREMISES  AFFECTED— Pier  No  8,  Bush  Terminal,  fi 
of  39th  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  H.  A.  Holt. 

For  Administration:  Inspector  Maher  ot  nre 

partment.  .... 

ACTION.  OF  BOARD— Appeal  granted  on  condition. 

THF  VOTE _ 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant^ 

Chief  Martin . . ;J 

Negative  . b 

Absent :  Chairman  \\  alsh . 

THE  RESOLUTION— 

(726-29-A) 

Whereas.  Bush  Terminal  Co.,  owner,  filed.  December  J 
moo  an  anneal  from  an  order  of  the  fire  c 
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affecting  premises  Pier  No.  8,  Bush  Terminal,  foot  of  39th 
street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  March 
27,  1929  (Order  No.  52432-F),  reads: 

“1.  Install  an  approved  4"  standpipe  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals. 
Sec.  580-581,  Art.  28,  Ch.  5,  Code  of  Ordinances. 

“2.  Install  a  separate  and  distinct  dry  system  of 
automatic  sprinklers  throughout  pier  having  at  least  one 
source  of  water  supply  arranged  and  equipped  as  pro¬ 
vided  in  rules  for  fire  extinguishing  appliances  adopted 
by  the  Board  of  Standards  and  Appeals,  Nov.  9,  1927.” ; 

and 

Whereas,  the  premises  consist  of  a  pier  located  at  the  foot 
of  39th  street,  Brooklyn,  600  ft.  2  in.  by  60  ft.  in  area,  of 
wood  and  steel  construction,  with  corrugated  steel  sides ; 
100  employees ;  the  stock  on  pier  consisting  of  heavy  cargoes 
— wooden  barrels  of  olive  oil,  etc. ;  and 

Whereas,  appellant  contends  that  there  is  a  fire  boat 
stationed  at  a  dock  located  within  a  few  hundred  feet  of 
the  pier  in  question ;  that  there  is  an  existing  3-inch  standpipe 
line  on  the  pier  and  that  this  standpipe  is  fed  from  a  4-inch 
city  main ;  appellant  contends,  further,  that  there  are  high- 
pressure  city  fire  hydrants  in  the  immediate  vicinity. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Item  1,  on  condition  that  sufficient  hose  and 
hose  racks  be  provided  as  required  by  the  fire  department, 
and  on  the  further  condition  that  the  order  of  the  fire  com¬ 
missioner,  Item  No.  2,  that  a  separate  and  distinct  dry  system 
of  automatic  sprinklers  'be  installed  throughout  the  pier  be 
complied  with. 


651-29-A. 

APPELLANT— Joseph  L.  Hernon,  for  Midcity  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 13  West  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Joseph  L.  Hernon. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

:  THE  VOTE  TO  GRANT— 

Affirmative  . ® 

Negative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(651-29-A) 

Whereas,  Joseph  L.  Hernon,  for  Midcity  Realty  Corp., 
owner,  filed,  November  6,  1929,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  13  West  38th  street, 
Borough  of  Manhattan;  and  . 

Whereas;  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  18.  1929’  (Order  No.  59187-F),  reads: 

“1.  Provide  iron  shutters  at  all  openings  in  the  ex¬ 
terior  wall  above  1st  story  which  are  distant  in  a  direct 
line  less  than  30'  from  any  opening  in  any  other  building 
and  not  in  the  same  plane  with  said  openings  and  which 
are  not  more  than  50'  above  a  neighboring  roof  at  rear 
of  building,  or  other  approved  protection,  as  per  Sec. 
375,  Art.  18,  Ch.  5  Code  of  Ordinances.”; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  18  ft.  9  in.  by  98  ft.  9  in.  in  area  on  first  story,  18 
ft.  9  in.  by  88  ft.  9  m.  in  area  on  second  story  and  18  ft.  9 
in.  by  64  ft.  in  area  above;  OCCUPIED:  1st  story,  millinery 
store,  8  persons ;  2nd  story,  beauty  parlor,  12  persons ;  upper 
stories,  manufacturing  of  millinery,  approximately  6  persons 

per  story;  and  #  ,  «  ... 

Whereas,  there  are  windows  in  the  rear  wall  of  the  build¬ 
ing,  three  on  the  second  story  and  one  window  (the  east 


window)  on  the  third,  fourth  and  fifth  stories  within  30  ft. 
of  openings  of  any  neighboring  buildings  at  the  easterly  and 
westerly  rear ;  and 

Whereas,  appellant  contends  that  all  of  the  windows  in 
the  building  to  the  west  are  fireproof  windows;  that  the 
windows  in  the  building  to  the  east  are  fireproof  and  pro¬ 
tected  by  an  automatic  water  curtain  (sprinklers),  and  that 
the  occupancy  of  the  premises  in  question  is  not  hazardous. 

Resolved,  that  the  order  of  the  fire  commissioner  be  ana 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


692-29-A. 

APPELLANT — J.  A.  Flynn,  for  St.  Sebastian’s  Parish, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 57-15  Woodside  avenue,  north¬ 
west  corner  of  58th  street,  Woodside,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant :  J.  A.  Flynn. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 


(692-29-A) 

Whereas,  J.  A.  Flynn,  for  St.  Sebastian’s  Parish,  owner, 
filed,  December  2,  1929,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  57-15  Woodside  ave¬ 
nue,  northwest  corner  of  58th  street,  Woodside,  Borough  of 
Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  7,  1929  (refer  to  Folder  35670.11),  reads: 

“You  are  hereby  advised  that  while  this  Department 
has  issued  the  necessary  permit  for  the  storage  and  use 
of  fuel  oil,  for  your  heating  system,  the  Fire  Com¬ 
missioner  has  refused  to  accept  the  present  3"  standpipe 
line  now  installed  in  the  above  premises  in  place  of  the 
required  4"  standpipe.” ; 

and 

Whereas,  the  building  is  fireproof,  three  stories  (44  ft.) 
in  height,  150  ft.  by  94  ft.  (approximately  14,000  sq.  ft.) 
in  area;  OCCUPIED:  basement,  boiler  room  (oil  burner) 
and  play  room,  150  persons;  1st  story,  assembly  room,  meet¬ 
ing  room  and  church,  800  persons ;  2nd  story,  music,  class  and 
nurses’  rooms,  225  persons;  3rd  story,  chapel  and  class 
rooms,  275  persons ;  and 

Whereas,  appellant  contends  that  the  building  faces  two 
street  fronts;  that  there  are  city  fire  hydrants  in  the  vicinity; 
that  the  building  is  equipped  with  three  three-inch  standpipe 
risers  and  has  a  four-inch  cross-connection  with  a  four-inch 
tap  to  the  twelve-inch  city  main;  that  the  city  main  is  fed 
two  ways  and  has  a  pressure  of  50  pounds  at  curb  level. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted '  on  condition  that  the  present  standpipe  system  be 
maintained  in  good  working  order  and  in  a  manner  satis¬ 
factory  to  the  fire  department,  and  on  the  further  condition 
that  a'  sufficient  pressure  at  city  main  be  maintained  to  give 
25  pounds  static  pressure  at  the  top  story  hose  outlet;  that 
the  building  shall  be  not  increased  in  height  or  area,  and 
that  the  use  and  occupancy  shall  remain  substantially  un¬ 
changed. 


735-29-A. 

APPELLANT — Samuel  Rosenblum,  for  J.  Chr.  G.  Hupfel 
Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
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PREMISES  AFFECTED— 87-91  Third  avenue  and  201-213 
East  12th  street,  northeast  corner,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Negative  .  ® 

Absent :  Chairman  Walsh .  1 

THE  RESOLUTION— 

(735-29-A) 

Whereas,  Samuel  Rosenblum,  for  J.  Chr.  G.  Hupfel  Co., 
owner,  filed,  December  17,  1929,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  87-91  Third 
avenue  and  201-213  East  12th  street,  northeast  corner,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  12,  1929  (Order  No.  65626-F),  reads:  /f  . 

“1.  Install  a  standpipe  system  not  less  than  4  in 

diameter  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals,  Sections  580  and  581  Chapter  5, 
Code  of  Ordinances.”; 

and  .  .  , 

Whereas,  the  building,  divided  into  two  mam  sections  py 
a  brick  wall,  with  openings  on  each  story  protected  with 
fireproof  doors,  is  non-fireproof,  five  stories  (63  ft.)  m 
height ;  the  westerly  section  having  a  frontage  of  77  ft.  6  in. 
on  Third  avenue  and  100  ft.  on  East  12th  street ;  an  area 
of  approximately  6,500  sq.  ft. ;  the  easterly  section  having 
a  frontage  of  125  ft.  on  East  12th  street  and  a  distance  of 
97  ft.  3  in.  along  the  east  building  line ;  an  area  of  approx¬ 
imately  12,000  sq.  ft.  on  the  first  story  and  approximately 
9,000  sq.  ft.  above  the  first  story;  OCCUPIED:  westerly 
section :  1st  story,  stores ;  2nd  story,  printing,  8  persons ;  # 
3rd  story,  hemstitching,  40  persons ;  4th  story,  machine  shop 
and  printing,  15  persons;  5th  story,  printing,  linotyping 
and  manufacture  of  radio  parts,  20  persons’,  easterly  sec- 
tion:  1st  story,  offices;  2nd  and  3rd  stories,  vacant  at  pres¬ 
ent  ;  4th  story,  printing,  15  persons;  5th  story,  shoe  jobbers, 

2  persons ;  and 

Whereas,  appellant  contends  that  the  premises  are  pro- 
tected  throughout  by  an  automatic  sprinkler  system ;  that 
the  only  section  of  the  building  which  exceeds  an  area  04 
10  000  sq  ft  is  the  first  story  of  the  easterly  section  (which 
has  an  area  of  12,000  sq.  ft.)  ;  that  this  section  is  sub¬ 
divided  into  two  sections  by  a  brick  wall  with  openings 
therein ;  that  these  openings  are  protected  with  either  fire¬ 
proof  doors  on  one  side  of  wall  or  by  wired  glass  lights  in 

metal  frames.  .  .  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
qranted  on  condition  that  the  windows  now  existing  in  the 
dividing  wall  of  the  easterly  section,  on  the  first  story  be 
bricked  up,  and  on  the  further  condition  that  the  opening,  in 
the  dividing  wall  in  the  cellar  between  the  easterly  section 
and  westerly  section  be  equipped  on  both  sides  with  standard 
fire  doors,  and  the  opening  on  the  first  story  in  the  dividing 
wall,  between  the  easterly  and  westerly  section,  be  equipped 
the  same  as  the  openings  provided  for  in  the  cellar  in  this 
resolution ;  that  the  building  shall  be  not  increased  in  height 
or  area,  and  that  the  existing  sprinkler  system  be  maintained 
in  proper  working  order  satisfactory  to  the  fire  department. 


BUILDING  ZONE  CASES. 


building  rone  resolution,  to  permit  in  a  business  dis¬ 
trict,  extending  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 45-05  to  45-17  25th  avenue 
(Wilson  avenue),  northwest  corner  of  46th  street 
(16th  avenue)  and  24-63  to  24-67  45th  street  (15th 
avenue),  east  side,  90  ft.  north  of  25th  avenue  (Wil¬ 
son  avenue),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Edward  White. 

For  Opposition :  R.  Ballner  and  F.  Campagana. 

ACTION  OF  BOARD— Laid  over  to  March  4,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


546-29-BZ. 

APPLICANT— S.  Sufrin,  for  Lina  Rauh,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use. 

PREMISES  AFFECTED— 68  West  68th  street,  south  side, 
106  ft.  east  of  Columbus  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  S.  Sufrin  and  Louis  Sperber. 

For  Opposition:  Albert  E.  Friedman,  William  Cold- 
man,  Mrs.  M.  L.  Carr,  J.  X.  Cohen,  C.  G. 
Bernheimer,  David  Altman  and  Mrs.  M.  E. 
Bullard. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1930,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guu- 

foyle  and  Assistant  Chief  Martin .  3 

Negative :  Acting  Chairman  Connell .  1 

Absent:  Chairman  Walsh .  1 


APPLICANT— Alfred  H.  Eccles,  for  F.  T.  Hallett,  Inc, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district,  the  altera¬ 
tion  and  change  of  occupancy  of  the  first  story  of  an 
existing  building  from  residence  to  business  use. 

PREMISES  AFFECTED— 37-26  149  th  place  (Wilson  ave¬ 
nue),  73.09  ft.  south  of  Northern  boulevard  (Broad¬ 
way),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Edward  White. 

For  Opposition:  William  Rasmund,  Jr. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1930,.  at 
2  p.  m,  on  request  of  applicant’s  representative. 
Final  disposition. 


408-29-BZ. 

APPLICANT— Joseph  A.  Walsh,  for  Max  Meyerson, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings V  under  sections  7g  and  21  of  the  build- 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion.  , 

PREMISES  AFFECTED— 1969-1979  Cropsey  avenue  and 
8810-8818  20th  avenue,  northwest  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Patrick  Nardell. 

For  Oposition:  M.  M.  Cowen. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1930,  at 
2  p.  m,  on  request  of  applicant’s  representative. 
Final  disposition. 


322-29-BZ. 

APPLICANT— Alfred  H.  Eccles,  for  Daljo  Corp,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the 


APPLICANT — Samuel  L.  Orlinger,  for  Philboy  Construe 
tion  Co,  owner. 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  having  stores  on 

I  the  first  story  and  dwellings  above. 

PREMISES  AFFECTED — 4014-4024  Ninth  avenue,  north¬ 
west  corner  of  41st  street,  Brooklyn. 
APPEARANCES — 

For  Applicant :  Samuel  L.  Orlinger. 

For  Opposition:  Frank  S.  Johnson. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1930,  at 
2  p.  m.,  on  request  of  applicant.  Final  disposition. 

i  - 

57-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Luke  Kilgallon, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b,  7e  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  and  the  installa¬ 
tion  of  a  gasoline  service  station. 

’REMISES  AFFECTED1 — 1016-1024  Beach  19th  street, 
east  side,  136  ft.  north  of  Cornaga  avenue,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Louis  Meringolo. 

For  Opposition :  William  Katz. 

\CTION  OF  BOARD — Laid  over  to  March  18,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


16-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Ernestine  Marolo, 
owner. 

1UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  'business  district, 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

’REMISES  ^  AFFECTED— 3613  White  Plains  avenue, 
northwest  corner  of  East  213th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Adolph  Cianchetti. 

ACTION  OF  BOARD— Laid  over  to  March  25,  1930,  at 
10  a.  m.,  due  to  absence  of  applicant. 


063-27-BZ. 

APPLICANT — Henry  H.  Ehrlich,  substituted  for  Emil 
Guterman,  for  Henry  C.  Karpen,  owner. 

1UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7g  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21). 

’REMISES  AFFECTED— 14912  North  Conduit  boulevard, 
northwest  corner  of  Three  Mile  Mill  road,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Henry  H.  Ehrlich. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  4,  1930,  at 
2  p.  m.,  on  request  of  applicant. 


3-30-BZ. 

APPLICANT — Victor  Meyer,  for  Napthalie  Meyer,  owner. 

SUBJECT — Request  for  preferential  hearing— re  Applica¬ 
tion  (re  decision  of  the  superintendent  of  buildings), 
under  section  7a  of  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  three  com¬ 
mercial  motor  vehicles  used  jn  connection  with 
business  conducted  on  the  premises. 


PREMISES  AFFECTED — 1801  Ocean  Parkway,  southeast 
corner  of  Avenue  R,  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  Brody. 

For  Opposition :  None. 

AC  I  ION  OF  BOARD — Request  for  preferential  hearing 
denied. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 


ING— 

Affirmative  .  o 

Negative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Absent:  Chairman  Walsh .  1 


585-29-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  A.  E.  Moeller  Co., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  of  an  extension  to  an  existing  factory  building. 
PREMISES  AFFECTED — 263-265  Sumpter  street,  north 
side,  100  ft.  wrest  of  Hopkinson  avenue,  Brooklyn. 
APPEARANCES — 

For  Applicant:  Alfred  J.  Boulton  and  Charles  Moel¬ 
ler. 

For  Opposition:  Charles  H.  Ernst,  Mrs.  A.  Smith, 
James  Conlon  and  Edward  P.  Dahlinger. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(585-29-BZ) 


Whereas,  Alfred  J.  Boulton,  for  A.  E.  Moeller  Co., 
owner,  filed,  September  26,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  of  an  extension  to  an  existing  factory  building; 
premises  263-265  Sumpter  street,  east  side,  100  ft.  west  of 
Hopkinson  avenue,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hopkinson  avenue  is  in  a  business 
district  and  Sumpter  street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  10,  1929  (App.  No.  13689-1929),  reads: 

“The  following  objections  have  been  filed  by  the 
examiners : 

“Proposed  addition  of  one  story  to  a  factory  located 
in  a  residential  district  is  contrary  to  Art.  II,  Sec.  3  of 
Zone  Resolution.” ; 
and 

Whereas,  the  existing  building  is  of  fireproof  construction, 
two  stories  in  height,  with  a  frontage  of  75  ft.  and  a  depth 
of  40  ft.;  occupied  as  a  factory;  it  is  proposed  to  add  an 
additional  story  to  existing  building  and  erect  an  extension 
on  the  front  for  elevator  and  stair  enclosure;  and 

Whereas,  it  developed  at  the  public  hearing  that  the 
applicant  has  violated  the  conditions  as  stipulated  in  a 
variation  granted  by  this  board  under  Cal.  No.  645-17-BZ; 
and 

Whereas,  the  board  deemed  that  the  applicant  was  not 
entitled  to  relief  under  section  21  in  view  of  the  over¬ 
whelming  objections  of  the  abutting  and  surrounding  prop¬ 
erty  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 
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APPLICANT — James  P.  Boyland,  for  Michael  J.  McCarthy, 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  Tb  of  the  building  zone 
resolution,  to  permit  the  extension,  front  an  unre¬ 
stricted  district  into  a  business  district,  ot  a  pro¬ 
posed  garage  for  the  storage  of  more  than  five  (;>) 

motor  vehicles.  . , 

PREMISES  AFFECTED — 4233  Vireo  avenue,  west  side, 
110.14  ft.  south  of  East  234th  street,  The  Bronx. 

API  Dennis  Quinn  and  James  P.  Boy- 

land. 

For  Opposition:  None.  .... 

ACTION  OF  BOARD— Application  granted  on  condition. 

THF  VOTE _  , 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  0 

Negative  . . ,,y;v .  1 

Absent:  Chairman  Walsh . 

THE  RESOLUTION- 

(641-29-BZ) 

Whereas  James  P.  Boyland,  for  Michael  J.  McCarthy, 
owner  filed,  October  30,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  the  extension,  from i  an 
unrestricted  district  into  a  business  district,  of  a  proposed 
n  rSe  for  the  storage  of  more  than  five  motor  vehicles; 

4233 Vireo  avenue,  west  side,  110.14  ft.  south  of 
Fast  234th  street,  Borough  of  The  Bronx,  and 
'  Whereas,  a  public  hearing  was  held  on  this  application  y 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  18,  1930,  after  due  notice  by  publication .  m 
Bulletin Yof  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Vireo  avenue,  south  of  a  point 
too  ft  south  of  East  234th  street,  is  in  an  unrestricted 
district;  East  234th  street  is  in  a  business  district,  and  East 
033rd  street  is  in  an  unrestricted  district,  and 
“  Whereas  the  decision  of  the  superintendent  of  buildings, 
rendered  October  28,  1929  (N.  B.  1288),  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  partly  in  unrestricted  and 
partly  in  business  district  is  contrary  to  provisions  of 
Building  Zone  Resolution.”; 

“"whereas,  the  proposed  building  is  to  be  of  fireproof  con- 
struction  two  stories  in  height,  with  a  frontage  o  ' 

ft.  and  a  depth  of  155.64  ft.,  irregular :  a  .KEV'is  ta  a 
rear  triangular  in  shape,  90.24  ft.  by  62..,  It,  is  in  a 
business  d”ftrict;  it  is  proposed  to  occupy  enure  premise  as 
a  garage  for  the  storage  of  more  than  five  motor  vehicles, 

““whereas  the  board  deemed  that  applicant  has  substan¬ 
tiated  “ffesSs  of  appeal  brought  under  section  21  of  the 

b "toofrcTVatte  tard  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
trict  regulations  of  the  building  rone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout  tha 

b‘  ^X°p»Xl°ai?0Sr^  re- 

volved  StatTiudlTwhhiTeSIteen  months  ta  the 
date  of  this  action. 


district,  extending  from  a  business  district,  tht 
erection  and  maintenance  of  a  business  building. 
PREMISES  AFFECTED— 2509  Jerome  avenue,  west  side 

..  itintVi  ctrppt  The  Rronx 


05  ft.  north  of  West  190th  street,  Ihe  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  T.  McMahon  and  Janies  P 

Boyland.  . 

For  Opposition:  Charles  G.  Tierney  and  John  C 

Tierney.  _  , 

\CTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE—  . 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Negative  . 

Absent:  Chairman  Walsh . 


THE  RESOLUTION— 


A  PPL  fc  ANT — J  a  tries  P.  Boyland,  for  Leonia  Holding 

SUB  I FCT— Application  (re  decision  of  the  superintendent 
SUBJECo!  buildings),  under,  sections  7b  and  21  of  the 
zone  resolution,  to  permit  in  a  residence 


(1-30-BZ)  ; 

Whereas  James  P.  Boyland,  for  Leonia  Holding  Corp 
owner,  filed,  January  2,  1930,  an  application,  under  tl 
building  zone  resolution,  to  permit  in  a  residence  distric 
extending  from  a  business  district,  the  erection  and  man 
tenance  of  a  business  building;  premises  2509  Jerome  avenu 
west  side,  65  ft.  north  of  West  190th  street,  Borough  < 

The  Bronx;  and  ..  , 

Whereas  a  public  hearing  was  held  on  this  application  1 

the  board  of  standards  and  appeals,  at  its  regular  meetin 
February  18,  1930,  after  due  notice  by  publication  in  tl 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas  the  use  district  maps  accompanying  the  buiMn 
zone  resolution  show  that  Jerome  avenue,  is  in  a  residen 
and  business  district;  Davidson  avenue  is  in  a  residen 
district;  190th  street  is  in  a  residence  district,  and  Mori 
avenue  is  in  a  residence  district ,  and  .  ,  .... 

Whereas  the  decision  of  the  superintendent  of  ouildinp 

rendered  December  28,  1929  (Applic.  N.  B-143r29)’ 

“1.  Erection  of  proposed  business  building  (.skati 
rink)  partly  in  business  district  and  partly  in  reside i 
district  is  contrary  to  provisions  of  Building  Zone  K< 
olution.” ; 

^Whereas,  the  proposed  building  is  to  be  of  fireproof  c< • 
struction,  one  story  and  mezzanine  in  height,  with  a  fronta. 
of  252.50  ft.  and  a  depth  of  117.71  ft.,  average;  to  be  oc<- 
pied  as  a  business  building ;  the  building  extending  9  ft.  6 
into  the  residence  district  at  the  rear;  and 

Whereas,  the  board  deems  that  applicant  has  substantia) 
his  basis  of  appeal  under  section  7b  in  that  the  proper 
which  is  approximately  119  ft.  deep  and  extends  from  Jerc 
avenue  to  Davidson  avenue,  is  divided  by  a  use  disti 
boundary  line,  110  ft.,  approximately,  being  in  the  busin. 
district  and  the  remainder  of  the  plot,.  9  ft.  plus,  is  i 

residence  district,  and  applicant  15  “T^ffi^ities^nd^ 
section  21  on  the  grounds  of  practical  difficulties  at  . 

necessarv  hardship  in  that  the  maintenance  of  the  unu< 
strip  M  rear  o?  "property  would  be  detrimental  to  pu 

^Resolved,  that  the  board  of  standards  and  appeals  dj 
hereby  make  a  variation  in  the  application  of  the 
trict  regulations  of  the  building  zone  resolution,  and 
the  application  be  and  it  hereby  is  granted,  permitting  ex , 
sion  of  proposed  use  in  the  residence  portion  of  theprope 
wl  a  height  of  28  ft.  for  the  rear  wall  to  the  first  setD. 
on  condition  that  there  shall  be  no  openings  of  any  natun 
description  in  the  rear  wall  portion  below  the  28  ft.  heig 
that  there  shall  be  no  use  whatsoever  niade  of  the  roo  ; 
fViU  extension-  that  the  gable  walls  shall  be  unpieif 
throughout  their  entire  height  and  length,  excepting  s- 
windows  necessary  for  the  ventilation  of  toilet  rooms 
the  building  shall  be  built  m  compliance  with  the  built 
zone  resoffition  and  building  code  in  all  other  respects, 
that  all  permits  shall  be  obtained  within  six  months  an 
work  involved  completed  within  one  year  from  the  dat« 
thU  action. 
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660-28-BZ. 

APPLICANT — Benjamin  Driesler,  Jr.,  for  Realty  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  procure  permits — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  titan  five  motor 
vehicles. 

PREMISES  AFFECTED— 130-138  Brighton  Beach  ave¬ 
nue,  south  side,  110.8  ft.  west  of  Calm  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  G.  C.  Walters. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  procure  permits  and  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(660-28-BZ) 

Whereas,  Benjamin  Driesler,  Jr.,  for  Realty  Associates, 
owner,  filed,  August  9,  1928,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles:  premises  130-138  Brighton  Beach 
avenue,  south  side,  110.8  ft.  west  of  Calm  street,  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  27,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Brighton  Beach  avenue,  Parkway 
court  (Calm  street),  railroad  right-of-way  and  East  2nd 
street  are  in  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  25,  1928  (re  Applic.  No.  11237-28),  reads: 

"Proposition  contrary  to  the  Zone  Resolution  Art.  II, 
Sec.  4  a,  Subdivision  15.  The  erection  of  a  garage 
for  more  than  five  motor  vehicles  in  a  business  dis- 


Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  three  stories  and  basement  in  height,  with  a  front¬ 
age  of  107.46  ft.  on  Brighton  Beach  avenue,  100  ft.  on 
Parkway  court  and  95.69  ft.  on  railroad  right-of-way ;  to 
be  occupied  as  a  garage  for  the  storage  of  more  than  five 
motor  vehicles ;  and 

Whereas,  applicant  has  based  his  appeal  under  sections  <g 
and  21  of  the  building  zone  resolution  and  has  filed  82.2 
per  cent  consents  of  an  area  deemed  affected  and  fixed  by 
this  'board,  the  board  deems  that  applicant  is  entitled  to 
relief ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  November  27,  1928,  on  certain  conditions,  and  ap¬ 
plicant  requested  an  extension  of  time  limit  imposed,  and 
under  date  of  February  18,  1930,  requests  a  further  exten¬ 
sion  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of.  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  (/ranted  on  condition  that 
the  structure  shall  be  erected  fireproof  throughout ;  that  the 
facade  shall  be  constructed  substantially  in  accordance  with 
the  elevations  design  filed  in  this  application  and  shall  be  fin¬ 
ished  with  face  brick  and  architectural  terra  cotta  or  natural 


stone  trimming ;  that  a  return  of  the'  finished  drawings  shall 
be  made  to  this  board  for  approval  before  submission  to  the 
superintendent  of  buildings ;  that  all  permits  required  shall 
be  obtained  within  six  months  and  all  work  involved  thereby 
completed  within  one  year  from  this  date — February  18,  1930. 


APPROVAL  OF  PLANS. 

342-29-A. 

APPLICANT — New  York  and  Queens  Electric  Light  and 
Power  Co.,  owner. 

SUBJECT — Approval  of  plans  in  accordance  with  resolu¬ 
tion  adopted  by  the  board  on  October  15,  1929. 

PREMISES  AFFECTED — 40-22  Lawrence  street,  south¬ 
west  corner  of  40th  (Roosevelt)  avenue,  Flushing, 
Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Acting  chairman  read  report  of 
engineer ;  report  adopted  and  plans  approved  in 
accordance  therewith. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh: .  1 


553-29-BZ. 

APPLICANT — Emil  Guterman,  for  Louis  Klein,  owner. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
adopted  by  the  board  on  January  28,  1930. 

PREMISES  AFFECTED — 1022-1032  Rockaway  avenue, 
southwest  corner  of  Linden  boulevard,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Acting  chairman  read  report  of 
engineer ;  report  adopted  and  plans  approved  in 
accordance  therewith. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  'Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


082-26-BZ. 

APPLICANT — William  F.  Doyle,  for  William  Hagedorn, 
owner. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
adopted  by  the  board  under  date  of  May  8,  1928. 

PREMISES  AFFECTED-*-Southeast  corner  of  Jerome 
avenue  and  East  182nd  street,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Acting  chairman  read  report  of 
engineer ;  report  adopted  and  plans  approved  in 
accordance  therewith. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  . 0 

Absent:  Chairman  Walsh .  1 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


191 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  FEBRUARY  18,  1930. 

Present:  Acting  Chairman  Connell,  Commissioners  Hol¬ 
land  and  Guilloyle  and  Assistant  Chief  Martin. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


67  8"29~  A. 

APPELLANT— Edward  L.  Kelly,  for  Sadie  Rosen,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 5501-5519  18th  avenue  and  1802- 
1812  55th  street,  southeast  corner,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Irving  Befler. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


710-29-A.  ,  „  , 

APPELLANT — Keystone  Metal  Bed  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 529-531  Park  avenue,  Brooklyn. 


APPEARANCES— 

For  Appellant:  David  Kobilansky. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ; . . . . 

N egative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Absent:  Chairman  Walsh . 


THE  RESOLUTION— 

(710-29-A) 

Whereas,  Keystone  Metal  Bed  Co.,  Inc.,  lessee,  filed,  De¬ 
cember  5,  1929,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  529-531  Park  avenue,  Borough  of 

Brooklyn;  and  .  .  ,  .  ,  ~  , 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  28,  1929  (Order  No.  27042-C),  reads. 

“1.  Surrender  to  the  Bearer  your  Fire  Department 
Permit  No.  306704,  which  will  expire  August  4,  1930, 
authorizing  storage  and  use  of  benzine,  oxygen,  acetylene, 
paint,  etc.,  which  permit  is  hereby  revoked,  pending 
compliance  with  the  following  requirements : 

“2.  Provide  a  room,  or  compartment,  in  which  to  do 
all  spraying  of  beds,  etc.  Such  room  to  be  separated 
from  remainder  of  the  story  by  partitions  of  fire-retard¬ 
ing  construction,  and  with  self-closing,  fireproof  door. 
No  drying  ovens,  welding  outlets  or  other  device  or 
apparatus  employing  fire  or  flame,  will  be  allowed  in  this 
spray  room.” ; 

and 

Whereas,  the  building  is  of  f  rame  construction,  one  story 
(18  ft.  6  in.)  in  height,  50  ft.  by  100  ft.  in  area;  OCCU¬ 
PIED  for  the  manufacture  of  metal  beds,  6  persons;  and 

Whereas,  the  appellant  claims  the  baking  of  the  metal 
beds  is  done  in  a  room  17  ft.  6  in.  by  17  .ft.,  enclosed  in  nre- 
retarding  construction  in  accordance  with  fire  department 
regulations,  and  located  14  ft.  away  from  the  apparatus  used 
for  the  spraying  of  beds ;  furthermore,  the  appellant  contends 
that  the  entire  building  is  covered  with  metal  on  the  walls 
and  ceilings  and  there  is  no  existing  fire  hazard. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


APPELLANT— Thomas-Viking  Sprinkler  Co.,  Inc.,  for 
Continental  Baking  Co.,  Inc.,  owner. 


SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 3362-3374  Park  avenue,  The 

Bronx. 

APPEARANCES— 

For  Appellant :  W.  P.  Thomas.  | 

For  Administration :  Inspector  Maher  of  fire  de¬ 

partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Negative  . ® 

Absent:  Chairman  Walsh .  1 


THE  RESOLUTION— 

(48-30-A) 


Whereas,  Thomas-Viking  Sprinkler  Co.,  Inc.,  for  Con¬ 
tinental  Baking  Co.,  Inc.,  filed,  January  22,  1930,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises  ' 
3362-3374  Park  avenue,  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  March 
12  1928  (Order  No.  16900-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cel¬ 
lars  and  roofs),  placed  within  main  stairway  enclosure. 
Each  outlet  to  be  .provided  with  sufficient  feet  of  2'/2 
inch  standard  hose  attached  thereto.”; 

Whereas,  the  premises  consist  of  two  fireproof  buildings, 
a  one-story  ’  building,  53  ft.  by  145  ft.,  irregular,  in  area, 
and  a  four-story  building,  90  ft.  by  182  ft.,  irregular,  in 
area;  OCCUPIED:  cellar,  storage  of  flour,  4  persons;  1st! 
story,  shipping  and  garage,  8  persons;  2nd  stojy.  bakery, 
10  persons;  3rd  story,  bakery,  6  persons;  means  of  EUR Ebb 
(four-story  building)  :  interior  fireproof  stairway,  extending 
from  the  first  story  to  the  roof ;  and 

w iiereas,  appellant  contends  that  a  sprinkler  system  is 
being  installed ;  that  the  buildings  are  each  less  than  15,000 
sq.  ft.  in  area;  that  the  occupancy  is  not  hazardous  and  that 
the  installing  of  a  standpipe  would  entail  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is; 
granted  on  condition  that  the  entire  building  shall  be  equipped 
with  a  two-source  wet  sprinkler  system ;  that  the  presen 
openings  in  the  dividing  wall  of  the  two  buildings  shall  b( 
equipped  on  both  sides  with  tin-clad  fireproof  doors  accept¬ 
able  to  the  fire  department;  that  the  building  shall  not  b< 
increased  in  height  or  area,  and  granted  only  as  long  a: 
the  present  use  and  occupancy  remains  substantially  tinj 

changed. 


BUILDING  ZONE  CASES. 


749-29-BZ.  ,  „  ,  , 

APPLICANT — George  W.  Butler,  for  The  Bartholomew, 
Building  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintenden 
of  buildings),  under  sections  7c  and  21  of  th 
building  zone  resolution,  to  permit  the  extensior 
from  a  business  use  district  into  a  residence  dis 
trict,  of  a  proposed  office  building  and  the  erectio 
of  the  street  walls  to  a  height  in  excess  of  th 
requirements  of  the  building  zone  resolution. 

PREMISES  AFFECTED— 566-574  Lexington  avenue  an 
122-130  East  51st  street,  southwest  corner,  Mar 
hattan. 


APPEARANCES—  ,  .  J  ........ 

For  Applicant:  E.  J.  Villanyi  and  William 

O’Shea,  Jr. 

For  Opposition:  Timothy  McCarthy. 
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ACTION  OF  BOARD — Laid  over  to  February  26,  1030,  at 
10  a.  m.,  on  request  of  attorney  for  opposition, 
applicant  concurring. 


468-29-BZ. 

APPLICANT — Julius  Kletzky  and  Sadie  Kletzky,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 11701-11709  126th  street  and 
12602-12610  Rockaway  boulevard,  southeast  corner, 
South  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Lina  Lifortunato. 

For  Opposition:  N.  D.  Nissenbaum  and  John  Lane. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1930,  at 
10  a.  m.,  on  request  of  applicant’s  representative 
for  final  disposition. 

489-29-BZ. 

APPLICANT — Bennett  &  Koeppel,  for  Mary  G.  Leggett, 
owner. 

SUBJECT1 — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  (stores 
and  offices). 

PREMISES  AFFECTED — 1985-1995  Ocean  avenue  and 
2002  Avenue  O,  southeast  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Irving  Befler. 

For  Opposition:  Weil  J.  Toomey. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


429-29-BZ. 

APPLICANT— Hector  McG*.  Curren,  for  Edna  T.  Mc¬ 
Veigh,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED1 — 4801-4809  Kings  Highway, 
northwest  corner  of  Avenue  H,  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  P.  Stahler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 

894-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Gustaf  Larson, 

owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
*oi  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 2702-2712  Foster  avenue,  south¬ 
east  corner  of  Rogers  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1930,  at 

2  p.  m. 


531-29-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Martha  Kraushar, 

owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 38-48  Livonia  avenue  and  298- 
308  Barrett  street,  southwest  corner,  Brooklyn. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Julius  Trachman  and  Philip  S. 
Rosenberg. 

AC  1  ION  OF  BOARD — Acting  chairman  read  communica¬ 
tion;  application  withdrawn  on  written  request. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


511-29-BZ. 

APPLICANT — Frank  Colgan,  for  Emma  K.  Morrow, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of .  buildings),  under  sections  7b,  7c  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of  the  first 
story  of  an  existing  building  from  dwelling  to  store 
use. 

PREMISES  AFFECTED — 6911  Ridge  boulevard,  Brook¬ 
lyn. 

APPEARANCES — 

For  Applicant :  Frank  T.  Colgan. 

For  Opposition:  William  J.  McDermott,  Alderman 
Richard  J.  Tonry  and  Robert  K.  Youngblock. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1930,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioner  Guilfoyle  and  Assistant  Chief  Martin  3 


Negative:  Commissioner  Holland .  1 

Absent:  Chairman  Walsh .  1 


415-29-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Horatio  J.  Sharrett, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 1389  Forest  avenue  and  5  Bar¬ 
rett  avenue,  northeast  corner,  Port  Richmond,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Bertram  G.  Eadie. 

For  Opposition:  Irving  Novis,  Oscar  Borth  and  C. 


LeRoy  Silver. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Guilfoyle  and  Assist¬ 
ant  Chief  Martin .  2 

Negative :  Acting  Chairman  Connell  and  Com¬ 
missioner  Holland .  2 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(415-29-BZ) 


Whereas,  Bertram  G.  Eadie,  for  Horatio  J.  Sharrett, 
owner,  filed,  June  18,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises  1389 
Forest  avenue  and  5  Barrett  avenue,  northeast  corner,  Port 
Richmond,  Borough  of  Richmond :  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  18,  1930,  after  due  notice  by  publication  in  the 
Rulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Forest  avenue  is  in  a  business 
district;  Barrett  avenue  is  in  a  residence  district;  Linden 
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avenue  is  in  a  residence  district ;  Burnside  avenue  is  in  a 
residence  district,  and  Veetman  avenue  is  in  a  residence  dis- 

'h  Whfreas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  28,  1929  (N.  B.  850-1929)  reads: 

“The  above  numbered  application  for  a  gasoline  tilling 
station  on  the  north  side  of  Forest  Avenue  east  corner 
Barrett  Avenue,  Port  Richmond,  is  hereby  disapproved 
for  the  reason  that  it  is  contrary  to  the  Zoning  Resolu¬ 
tion  to  place  a  gasoline  filling  station  in  a  ‘business  use 

district.” ; 

a11  Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  135.02  ft.  on  Forest  avenue  and  99. <3  ft.  on 
Barrett  avenue,  upon  which  it  is  proposed  to  erect  a  one- 
storv  office,  20  ft.  by  20  ft.  in  area,  and  to  install  the  neces- 
sarv  tanks  and  pumps  for  a  gasoline  service  station  and 
Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  sections  <g  an 
21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

525-29-BZ. 

APPLICANT— Herbert  L.  McCann,  for  Mrs.  Mary  E. 

McCann,  owner.  ,  .  ,  .  .  ,  ,  . 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 973-975  De  Kalb  avenue  and 
112  Lewis  avenue,  northwest  corner,  Brooklyn. 

APPEARANCES—  „  T  _ 

For  Applicant:  Herbert  L.  McCann. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

^  \^OTH _ 

\ffirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  J 

Negative  . .  1 

Absent:  Chairman  Walsh . 

THE  RESOLUTION— 

(525-29-BZ) 

Whereas,  Herbert  L.  McCann,  for  Mary  E.  McCann, 
owner,  filed,  August  15,  1929,  an  application,  under  he 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  973-975  De  Kalb  avenue  and  112  Lewis  avenue,  Bor¬ 
ough  of  Brooklyn;  and  .  , 

Whereas,  a  public  hearing  was  held  on  this  application  b> 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin' of  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  De  Kalb  avenue  is  in  a  business 
district;  Lewis  avenue  is  in  a  business  and  unrestricted  dis¬ 
trict-  Pulaski  street  is  in  a  residence  and  business  district, 
and  Kosciusko  street  is  in  an  unrestricted  and  business  dis- 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  1,  1929  (App.  No.  21723-1929).  reads: 

“Proposed  establishment  of  a  gasoline  service  station 
in  a  business  district— not  permitted  by  Zone  Resolution, 
■\rt.  2  Sec.  4-a,  Par.  46.  Therefore,  application  denied 
for  a" prohibited  use  in  a  business  district”; 

Whereas,  it  is  proposed  to  remove  all  buildings,  except  the 
two-story  frame  dwelling  at  north  end  of  lot,  to  erect  a 
one-storv  store  building,  50  ft.  by  80  ft.,  triangular  in 
shape  bury  four  550-gallon  tanks  and  erect  four  pumps 
for  the  purpose  of  conducting  a  gasoline  service  station 
within  a  business  use  district;  and 


Whereas,  the  premises  under  appeal  comprise  a  plot  46 
ft.  on  De  Kalb  avenue  and  100  ft.  on  Lewis  avenue,  the 
variation  is  to  apply  to  the  46  ft.  on  De  Kalb  avenue  and 
80  ft.  on  Lewis  avenue,  the  remaining  20  ft.  to  be  used  as  a 
conforming  use ;  and 

Whereas,  there  exists  directly  opposite  the  property  on 
De  Kalb  avenue  a  milk  station  for  which  there  is  now  in 
force  a  permit  for  the  stabling  of  186  horses. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  building  line  of  LeWis 
avenue  and  De  Kalb  avenue  a  concrete  curbing  not  less  than 
12  in.  in  height  and  12  in.  in  width,  with  one  opening  on 
De  Kalb  avenue  and  two  openings  on  Lewis  avenue,  not 
more  than  10  ft.  in  width  with  curb  cuts  directly  in  front 
of  said  openings  not  more  than  12  ft.  wide ;  that  on  this 
concrete  curbing,  except  at  the  openings,  there  shall  be 
erected  concrete  posts  not  less  than  12  in.  square,  nor  less 
than  4  ft.  high,  spaced  not  more  than  10  ft.  on  centers,  to 
be  connected  with  heavy  iron  chains,  or  in  lieu  thereof 
a  heavy  iron  ornamental  picket  fence  not  less  than  4  ft. 
high;  that  all  pumps  shall  be  located  at  least  10  ft.  back  of 
the  building  lines ;  that  on  the  rear  of  the  property  on  which 
this  variation  is  granted,  extending  in  a  triangular  shape 
from  Lewis  avenue  to  within  4  ft.  of  the  property  line  on 
De  Kalb  avenue,  there  shall  be  erected  a  building,  divided 
off  for  store  use  and  office  accessory  use  to  the  gasoline 
station ;  that  all  advertising  shall  be  confined  to  the  illu¬ 
minating  globes  of  the  pumps  to  be  erected  on  the  premises, 
or  to  the  plate  glass  show  windows  or  frieze  of  the  store 
fronts ;  that  any  building  erected  on  the  premises  shall 
be  not  more  than  one  story  in  height,  of  architecturally  at¬ 
tractive  masonry  construction,  with  variegated  slate  or  tile 
roof;  that  all  necessary  permits  required  shall  be  obtained 
within  six  months  and  any  work  involved  completed  within 
one  year  from  the  date  of  this  action. 

864-28-BZ.  ,  „  ,  ,  _  ....  ~ 

APPLICANT— Philip  J.  Sinnott,  for  Tadpole  Building  Co, 

Inc.,  owner. 

SUBJECT— Application  for  reopening— modification  and  ex¬ 
tension  of  time  to  obtain  permits  and  complete 
WOrk— re  Application  (decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 234-238  East  85th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  J.  Munro. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened,  amended  and 
time  extended  to  procure  permits  and  complete 
work. 

THE  VOTE  TO  REOPEN,  MODIFY  AND  EXTEND 

TIME—  .  „  „  _ 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  J 

Negative  . 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION*— 

(864-28-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Tadpole  Building  Co, 
Inc.,  owner,  filed,  November  13.  1928.  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  234-238  East 
85th  street,  Borough  of  Manhattan ;  and  .  . 

Whereas  a  public  hearing  was  held  on  this  application  oy 
the  board  of  standards  and  appeals,  at  its  regular  meeting. 

( Continued  on  page  196) 
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BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

29- 27-A — 39  Fifth  avenue,  Manhattan. 

30- 27-A — 13-16  Central  Park  West,  Manhattan. 

31- 27- A — 20-28  West  72nd  street,  Manhattan. 

32- 27- A — 242-248  West  76th  street,  Manhattan. 

74- 29-A — 11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

10-22-SA — Crocker  Gas  Valve,  approval  of. 

99-22- S A — Kennell  Gas  Cut-Off  Valve,  approval  of. 
73-22-SA — Anti-Syphon  Valve,  approval  of. 

30-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

49- 22-S A — Coen  Oil  Burner,  approval  of. 

57- 23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 

approval  of. 

24- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
27-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

75- 23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

79-23-S A — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

97-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
43-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
25-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

52- 23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 

lyn  Co.) 

39-23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 

45- 23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

50- 23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
92-24-SA — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

55-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

16-24-S A — Milnes  Oil  Burner,  approval  of. 

42-24-S A — Decker  Oxohydrogen  Oil  Burner,  approval  of 

46- 24-S A — Salvo  Fire  Extinguisher,  approval  of. 

">9-24  SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
00-24-S A — Smolensky  Check  Valve,  approval  of. 

58- 25-SA — Globe  Dry  Pipe  Valve  Accelerator,  approval 

of. 

85-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

63- 25-SA— Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

64- 25-SA — Koerting  Gear  Pump,  approval  of. 

46-25-SA — Palmer  Gravity  Lock,  approval  of. 

53- 26-SA — Signal  Weatherproof  Bells,  approval  of. 
64-26-SA — Kork-n-Seal,  approval  of. 

97-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

84-26-SA — Protectoseal  Cover,  approval  of. 

90-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

10-27-SA — Wilbur  Extinguisher,  approval  of. 


187- 27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA— Elkhart  Flush  Type  S  iamese,  approval  of 

955-27-SA — Cook's  Automatic  Oil  Burner,  approval  of. 
977-27 -SA — Romec  Rotary  Pump,  approval  of. 

1162-27-SA — Allen's  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

188- 28-SA — Faraday  Waterflo  Alarm  Panel,  approval  of. 

2 1 3-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA — Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
765-28-SA — Keuka  Oil  Burner,  anproval  of. 

775-28-SA — Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 

813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

79-29-SA—  Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-SA — Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

186-29-SA — National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA — Fairbanks  2J4-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 
380-29-SA — Kennedy  2J4-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA — Crystal  Blue  Flame  Oil  Burner,  approval  of. 
510-29-SA — Hercules  Oil  Burner,  approval  of. 

535-29-SA — Croker  2J^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA — Electromatic  Oil  Burner,  approval  of. 
637-29-SA — Merco  Oil  Burner,  approval  of. 

657-29-SA — Sunflower  Oil  Burner,  Model  S-l,  approval  of. 
684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
688-29-S A — Holby  Type  A  Fuel  Oil  Burner,  approval  of. 

6S9-29-SA — Holby  Type  B  Fuel  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  anc 

due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 

appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 


Cases  pending  December  31, 

1Q9Q  . 

392 

Cases  filed  up  to  February 

i  q  mao  . 

125 

15 

Restored  to  calendar . . 

Miscellaneous  Applications. 

37 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations. 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


14 


Total  ... 

Disposed  of. 


596 

188 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  .  J; 

Denied  . 

Granted  . • .  _*  J 

Granted  on  condition .  7M 

Appliances  approved . . . . . 

Appliances  dismissed,  disapproved  or  withdrawn....  0 

Rules  approved . : .  ® 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  “I 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . . . . .  ® 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied.. .  * 

Requests  for  extension  of  permit  granted .  « 

Requests  for  extension  of  permit  denied .  « 

Requests  to  install  granted . 

Requests  to  install  denied .  J 

Plans  approved.  .  f 

Plans  disapproved . . . 

Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . v'V  'j .  « 

Requests  withdrawn  or  dismissed . 

Total  .  181 


Cases  pending  February  19,  1930. 
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May  28,  1929,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  85th  street,  Second  avenue, 
East  84th  street  and  East  86th  street  are  in  a  business 

district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

rendered  October  29,  1928  (re  N.  B.  App.  No.  537-1928), 

rCad_S  ‘  “ 2 .  The  erection  of  a  garage  for  more  than  five  motor 
vehicles  in  a  business  district  is  contrary  to  Art.  II, 
Sec.  4-15  of  the  Building  Zone  Resolution.” ; 

^Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  six  stories  in  height,  with  a  frontage  of  80  ft. 
and  a  depth  of  92  ft. ;  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  motor  vehicles;  and 

Whereas,  prior  to  the  adoption  of  the  zoning  resolution 
there  existed  in  the  same  street  between  two  intersecting 
streets  a  stable  for  more  than  five  horses ,  and  . 

Whereas,  such  stable  was  subsequently  substituted  by  a 
public  garage,  variation  for  which  was  granted  by  this 
board  in  a  prior  case,  the  board  deems  that  the  application 
is  within  the  purview  of  section  7e  of  the  building  zone 

resolution;  and  ,  ,  ,  .  .. 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  May  28,  1929,  on  certain  conditions,  and  applicant 
requested  a  modification  of  these  conditions  as  to  time  limit, 

rear  yard  and  stone  trimming.  , 

Resolved,  that  the  'board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 


trict  regulations  of  the  building  zone  resolution,  and  the 
the  application  be  and  it  hereby  is  granted  on  condition  ths 
the  building  shall  be  constructed  fireproof  throughout  an 
equipped  with  an  approved  sprinkler  system ;  that  the  gab 
walls  shall  be  unpierced  throughout  their  entire  height  an 
length;  that  a  rear  yard  of  not  less  than  10  ft.  m  dept 
for  the  entire  width  of  the  premises  shall  be  establisne, 
and  maintained  at  the  23  ft.  level,  sloping  back  to  line  ( 
third  tier  of  beams;  that  the  window  openings  in  the  re;, 
wall  shall  be  of  fixed  steel  sash  with  not  less  than  or 
hinged  ventilator  to  each  sash,  making  two  in  all  to  ear 
opening;  that  no  vehicular  openings  on  the  street  gra< 
shall  exceed  10  ft.  in  the  clear  in  width;  that  there  sh^ 
be  no  portable  gasoline  pumps  operated  outside  the  buildn 
line-  that  the  exterior  of  the  front  elevation  shall  be  ti 
ished  with  light-colored  face  brick  and  natural  stone 
architectural  terra  cotta  trimming,  with  architectural  p*! 
course  at  second  story  sill  line;  that  there  shall  be  no  sig 
or  advertising  displayed  on  the  front  of  the  building,  oth 
than  one  fixed  electric  projecting  sign  erected  approximate 
at  the  center  of  the  building,  indicating  the  name  and  ti 
of  the  business  conducted  on  the  premises ;  that  a  retu 
of  the  drawings,  in  accordance  with  the  foregoing  stipu 
tions,  shall  be  made  by  the  architect  to  this  board  for  v 
proval  before  submission  to  the  superintendent  of  building 
that  any  permits  required  shall  be  obtained  within  j 
months  and  all  work  involved  shall  be  completed  with 
one  year  from  the  date  of  this  action— February  18,  1930 


Adjourned  5.40  p.  m. 

William  J.  O  Gorman,  Secretary 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  March  4,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  11,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh,  Chairman 


DOCKET. 


CALENDAR 


New  Cases  Filed  up  to  February  26,  1930. 

Cal.  No.  Department.  Premises  Affected. 

143-30-A . F.D . 60-68  South  st.,  Man., 

-  N.  B.  80-29 

142-30-S . F.D . 127-133  W.  30th  st.,  Man., 

-  L.  D.  32823 

141-30-S . F.D . 842-846  Broadway,  Man., 

-  L.  F.  70272 

140-30-A . F.D . 20  W.  38th  st.,  Man., 

-  L.  C.  55316 

139-30-A . F.D . 181  Broadway,  Man., 

-  L.  C.  55317 

138-30-A . F.D . 383  Fifth  ave.,  Man., 

-  L.  C.  55315 

137-30-S . F.D . 29  E.  21st  st.,  Man., 

-  L.  D.  66677 

136-30-A . B.B.B _ 123  North  Portland  ave.,  Bklyn., 

-  Applic.  1512-30 

135-30-S . B.B.M _ 20-22  W.  57th  st.,  Man., 

-  Viol.  1683-29 

134-30-S . F.D . 520-524  W.  41st  st.,  Man., 

-  L.  D.  61632 

133-30- A . F.D . 29-31  E.  22nd  st.,  Man., 

-  F-68927 

132-30-A . B.B.M. .  ..229-231  W.  42nd  st.,  Man., 

-  Viol.  520-30 

131-30-A . F.D . 5-19  Burnside  ave.,  Bx., 

-  F-64375 

130-30-BZ . B.B.Q _ East  side  of  51st  st.,  125  ft. 

north  of  Queens  blvd.,  Wood- 

-  side,  Q.,  N.  B.  453-30 

129-30-S . F.D . 130  W.  28th  st.,  Man., 

-  L.  D.  69407 

128-30- A . F.D _ ..400-404  W.  25th  st.,  Man., 

-  F-45096 

127-30- A . F.D . West  side  of  Riverdale  ave.,  be¬ 

tween  261st  st.  &  City  Line, 

-  Bx.,  Applic.  4440-29 

126-30-S . BB.M....2-12  E.  58th  st.,  Man., 

-  N.  B.  434-29 

Restored  to  Calendar. 

584-29-S . F.D . 95-111  Lorimer  st.,  Bklyn., 

-  L.  D.  49321 

200-28-BZ . F.D . 218-224  W.  230th  st.,  Bx., 

-  Plan  No.  460-28 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 


B.B.B . Bureau  of  Buildings.  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q .  Bureau  of  Buildings,  Queens 

B.B.R .  .  Bureau  of  Buildings,  Richmond 

B.B  Bx . Bureau  of  Buildings,  Bronx 

T  H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  4,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

744-29-BZ. 

APPLICANT — New  York  Telephone  Co.,  owner. 

PREMISES — 2885-2895  Ocean  avenue,  northeast  corner  o 
Avenue  Y,  Brooklyn. 

APPLICATION,  under  sections  7c  and  7d  of  the  buildinj 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  ; 
business  district,  the  alteration  and  extension  ii 
height  and  area  of  an  existing  telephone  exchang 
building. 

752-29-BZ. 

APPLICANT — Shreiber,  Myers  &  Buchter,  for  Berth; 
Kegel  and  Anna  Cohen,  owners. 

PREMISES — 8801-8809  Fourth  avenue  and  410-426  88tl 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  sections  7c,  7e  and  21  of  thi 
building  zone  resolution, 

TO  PERMIT  in  a  business  district,  extending  from  at 
unrestricted  district,  the  erection  and  maintenanci 
of  a-  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

529-29-BZ. 

APPLICANT— Felix  Solomon,  substituted  for  Samuel  C 
Rice,  for  Coexco  Realty  Corp.,  owner. 

PREMISES — 2602-2626  Gravesend  Neck  road,  southeas 
corner  of  East  26th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  thar 
five  (5)  motor  vehicles  and,  also,  the  installatior 
of  a  gasoline  service  station. 

764-29-BZ. 

APPLICANT — Charles  Miller,  owner. 

PREMISES — 60-21  Ralph  street,  north  side,  125  ft.  west  of 
61st  street  ("Vincent  street),  Ridgewood,  Borough 
of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
private  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  two  (2)  spaces  rented  to  persons  not 
residing  on  the  premises. 

3-30-BZ. 

APPLICANT — Forrest  C.  Hirleman,  for  Ella  Booth, 
owner. 

PREMISES — 226!  Loring  p’ace,  west  side,  100  ft.  north  of 
West  183rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
restaurant. 

631  -29-BZ. 

APPLICANT — George  Laskas,  owner. 

PREMISES— 192  Clymer  street,  south  side,  100  ft.  west 
of  Lee  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 
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443-29-BZ. 

APPLICANT— Charles  L.  Craig,  for  Helklar  Realty  Corn 
owner.  J 

PREMISES— East  side  of  Webster  avenue,  700  ft  north 
of  East  204th  street,  The  Bronx. 

APPLICATION,  under  sections  7e,  7g  and  21  of  the  build- 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
nve  (5)  motor  vehicles. 

603-26-BZ. 

APPLICANT  John  Ballschuse,  owner. 

PREMISES  22016  Merrick  boulevard,  northwest  corner  of 

APPT  TrATTOMCet’  ^aureIt<?n-  Borough  of  Queens. 

ArrLICA  1  ION,  under  sections  7g  and  21  of  the  building 
zone  resolution,  B 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
withdrawn)  3  gaS°*’ne  serv'ce  station  (previously 


resolution,  of  George  F.  Niebling,  Jr 
applicant,  on  behalf  of  Henry  W.  Flade” 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  west  side  of 
73rd  street  90  ft.  north  of  Cooper  ave¬ 
nue,  Glendale,  Borough  of  Queens. 

cal.  no.  638-29-BZ  Application,  October  29,  1929,  under 
section  21  of  the  building  zone  resolu- 

u(Wf  um  F'  D°yle.  applicant, 
on  behalf  of  Harry  H.  Uhlfelder  Inc 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of.  part  of  the  basement  story  of  an 
existing  apartment  building  from  resi- 

i?,lbnne5S  U-se  (st°res)  ;  premises 
1625-162/  University  avenue,  northwest 

corner  of  West  175th  street,  The 
Bronx. 


MARCH  4,  1930,  10  A.  M. 


Appeals  from  Administrative  Orders. 

734-29-A  9-11  South  William  street,  1  Mill  lane  and  59-6 
btone  street,  Manhattan. 

761-29-A— 98-106  William  street,  70-78  John  street  an< 
on  a  29'41  Platt  street,  Manhattan. 

1.-30-A  2290-2298  Seventh  avenue  and  200-2,14  Wes 

an  A  M  i35tl!  Street’  s<?uthwest  corner,  Manhattan 

28- 30-A— Northwest  corner  of  Lawrence  street  and  Brad 

ford  avenue  (41st  avenue),  Flushing,  Bor 
ough  of  Queens. 

29- 30-A— 57-67  Vesey  street,  southeast  corner  of  Green 

W'ich  street,  Manhattan. 

32- 30-A— 30-50  Church  street,  Manhattan. 

33- 30-A— 5002-5024  Second  avenue,  Brooklyn. 


Budding  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
r  s,  and  appeals  of  a  public  hearing  under  the  provisions 
>f  the  building  zone  resolution,  Tuesday  morning,  March 

1930>  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
'n  the  following  matters : 


al.  no.  481-29-BZ— Application,  July  18,  1929,  under  sec- 

building  zone  resolution, 
l  u  irCCo0ey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  less^t  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution  \  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 

vl.  no.  .00-29-BZ — Application,  December  4,  1929,  under 
sections  /a  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Cox,  applicant, 
on  behalf  of  Philip  Smook,  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles,  also  the  installation  of  a  gaso¬ 
line  service  station;  premises  67-71  Ken- 
mare  street  and  196-204  Mulberry  street, 
northeast  corner,  Manhattan. 


L.  no.  628-29-BZ — Application,  October  21,  1929.  under 
sections  <g  and  21  of  the  building  zone 


cal.  no.  / 05-29-BZ  Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu- 
t ion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  County  Holding  Co.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business 
building;  premises  825  East  175th  street, 
northwest  corner  of  Marmion  avenue 
The  Bronx. 


cal.  no.  332-29-BZ— Application,  May  15,  1929,  under  sec- 
tion  2!  of  the  building  zone  resolution, 
oi  bamuel  Rosenblum,  applicant,  on  be¬ 
half  of  Amelia  Rossi,  owner,  to  permit 
in  a  residence  district  the  change  of 
occupancy  of  the  first  story  of  an  exist¬ 
ing  dwelling  from  dwelling  use  to  busi¬ 
ness  use ;  premises  249  West  99th  street 
Manhattan. 

cal.  no.  (11-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  Arthur  C.  Holzman,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  558-560  Essex 
street,  northwest  corner  of  Blake  ave¬ 
nue,  Brooklyn. 

cal.  no.  635-29-BZ — Application,  October  24,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  J.  S.  Construction  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  167 
East  98th  street,  southeast  corner  of 
Union  street,  Brooklyn. 

cal.  no.  126-29-BZ — Application,  February  27,  1929;  re¬ 
opened  January  7,  1930,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Epstein,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  752- 
762  East  New  York  avenue,  south  side, 

36  ft.  8  in.  west  of  Troy  avenue,  and 
693-701  Maple  street,  Brooklyn 
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cal.  no.  157-29-BZ — Application,  March  11,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Vincent  Yardum,  applicant,  on  be¬ 
half  of  Mardig  Hovanian,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  from  a 
garage  for  the  storage  of  one  (l) 
commercial  motor  vehicle  to  a  retail 
mercantile  store ;  premises  398  Audubon 
avenue  and  550  West  185th  street, 
southwest  corner,  Manhattan. 

William  E.  Walsh,  Chairman. 


MARCH  4,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

619-29-A — 518  Hamilton  avenue,  Brooklyn. 

680-29-A — 236  Throop  avenue,  west  side,  80  ft.  north  of 
Myrtle  avenue,  Brooklyn. 

649-29-A — 32-36  Beaver  street,  28-36  South  William  street 
and  65-81  Broad  street,  Manhattan. 

733-29-A — Pier  foot  of  North  11th  street,  Brooklyn. 
678-29-A — 5501-5519  18th  avenue  and  1802-1812  55th  street, 
southeast  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
4,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  519-29-BZ— Application,  August  8,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Oregon  place, 
South  Jamaica,  Borough  of  Queens. 

CAL.  NO.  464-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  Colodny,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  (store)  on 
the  first  story ;  premises  4432  Seton  ave¬ 
nue,  The  Bronx. 

CAL.  NO.  322-29-BZ— Application,  May  13,  1929,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Dal  jo  Corp.,  owner, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  45-05  to  45-17 
25th  avenue  (Wilson  avenue),  north¬ 
west  corner  of  46th  street  (16th  ave¬ 
nue),  24-63  to  24-67  45th  street  (15th 
avenue),  east  side,  90  ft.  north  of  25th 
avenue  (Wilson  avenue),  Long  Island 
City,  Borough  of  Queens. 

cal.  no.  1063-27-BZ — Application,  September  30,  1927 ;  re¬ 
opened  December  31,  1929,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Henry  H.  Ehrlich,  applicant,  sub¬ 
stituted  for  Emil  Guterman,  on  behalf 


of  Henry  C.  Karpen,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  14912  North  Conduit 
boulevard,  northwest  corner  of  Three 
Mile  Mill  road,  Jamaica,  Borough  of 
Queens. 

cal.  no.  599-29-BZ— Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc., _  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

CAL.  NO.  479-29-BZ— Application,  July  17,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  E.  Smyth,  applicant,  on  be¬ 
half  of  Caverly  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mptor 
vehicles  and  a  gasoline  service  station; 
premises  3459-3469  Fulton  street  and 
234-246  Grant  avenue,  northwest  corner, 
Brooklyn. 

CAL.  NO.  593-29-BZ— Application,  October  2,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Newford  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2367-2387 
Gravesend  avenue,  northeast  corner  of 
Village  road  south,  Brooklyn. 

cal.  no.  305-29-BZ — Application,  May  7,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 

cal.  no.  S47-29-BZ — Application,  November  1,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Hamill,  Weinberg  & 
Munro,  applicants,  on  behalf  of  Erome 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  216-220  East  56th  street,  Man¬ 
hattan. 

cal.  no.  688-28-BZ— Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus.  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con- 
.structecj  and  maintained  in  the  third 
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basement  story ;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

cal.  no.  661-29-BZ — Application,  November  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  H.  Crabtree,  applicant, 
on  behalf  of  Livingston  Estates  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Forest  avenue  and  Pelton 
avenue,  New  Brighton,  Borough  of 
Richmond. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  11,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

695-29-BZ. 

APPLICANT— Christopher  McGrath,  for  Hilvid  Realty 
Corp.,  owner. 

PREMISES — Southwest  corner  of  Wilkinson  avenue  and 
Westchester  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

720-29-BZ. 

APPLICANT— John  H.  Friend,  for  Tilrose  Pelham  Park¬ 
way  Development,  Inc.,  owner. 

PREMISES — Southeast  corner  of  Bolton  street  and  Pelham 
Parkway  South,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  of  a  busi¬ 
ness  building  (stores). 

732-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Sokolov  Brothers, 
Inc.,  owner. 

PREMISES — 1670-1678  East  17th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  the  extension,  from  a  business  district  into 
a  residence  district,  of  a  business  use  (stores  and 
restaurant). 

•-30-BZ. 

APPLICANT — Anderson,  Moss  &  Merrell,  for  A.  P.  M. 
Holding  Corp.,  owner. 

’REMISES — West  side  of  Hoff  street,  210  ft.  north  of 
Brighton  Beach  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

2-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Antoinette  Oliva, 
owner. 

’REMISES — 2501-2329  East  18th  street,  southeast  corner 
of  Avenue  Y,  Brooklyn. 

vPPLICATION,  under  section  21  of  the  building  zone 
resolution, 


10  I  ERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five,  (a)  motor  vehicles  and,  also,  a  gasoline  service 
station. 


MARCH  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

57-30-A— 123-141  West  57th  street,  Manhattan. 

665-29-A — 383-385  Flushing  avenue,  Brooklyn. 

754-29-A— 1240-1249  Fifth  avenue,  1-5  East  105th  street 
and  2-6  East  106th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
a^ds,  an^  aP?eaIs  °f  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  morning,  March 
11,  1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  668-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  J.  Bausch,  applicant,  on 
behalf  of  Lemmerman  Bros.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  motor 
vehicle  repair  shop;  premises  91-17  to 
91-19  Liberty  avenue,  northwest  corner 
of  92nd  street  (Bigelow  place),  Ozone 
Park,  Borough  of  Queens. 

cal.  no.  672-29-BZ — Application,  November  16,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ernest  E.  De  Piazza,  applicant, 
on  behalf  of  Michael  Lamesta,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  157-11  114th  ave¬ 
nue  and  111-88  158th  street,  northwest 
corner,  Cedar  Manor,  Borough  of 
Queens. 

cal.  no.  706-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Max  Levy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2066-2076  Pitkin  avenue 
and  238-240  Pennsylvania  avenue,  south¬ 
west  corner,  Brooklyn. 

cal.  no.  709-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  B.  Kleinfeld,  applicant, 
on  behalf  of  Dorothy  Kleinfeld,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1500-1508  Eastern 
Parkway,  northeast  corner  of  St.  Johns 
place,  Brooklyn. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Howard  Funding  Co.,  owner, 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores);  premises  1615  Uni¬ 
versity  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

cal.  no.  729-29-BZ — Application,  December  13,  1929,  under 
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section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  George  W.  Braunsdorf, 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  factory  use  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  5814- 
5816  37th  avenue  (Polk  avenue),  south¬ 
west  corner  of  59th  street,  Woodside, 
Borough  of  Queens. 


MARCH  11.  1930.  2  P.  M. 


cal.  no.  751-29-BZ — Application,  December  26,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Voorhees,  Gmelin  &  Walker, 
applicants,  for  New  York  Telephone 
Co.,  owner,  to  permit  in  a  two  times 
height  district  the  erection  and  main¬ 
tenance  of  the  street  walls  in  excess 
of  the  height  permitted  under  the  zone 
resolution;  premises  24-42  Sixth  ave¬ 
nue,  310-322  Church  street,  8-30  Lis- 
penard  street  and  14-26  Walker  street, 
Manhattan. 

CAL.  NO.  766-28- BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal  no.  633-29-BZ— Application,  October  22,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
.  zone  resolution,  of  Martin  C.  Dyer,  ap¬ 
plicant  and  owner,  to  permit  the  exten¬ 
sion,  from  an  unrestricted  district  into 
a  business  district  and,  also,  into  a  resi¬ 
dence  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  4696  Third  avenue, 
northeast  corner  of  East  188th  street, 
and  2437  Washington  avenue,  The 
Bronx. 

cal  no  667-29-BZ — Application,  November  14,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  James  J.  Gilhully 
and  Nellie  Gilhully,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3151-3161  Webster  avenue, 
west  side,  375  ft.  north  of  East  204th 
street,  The  Bronx. 

c \l  no  899-28-BZ — Application,  November  21,  1928;  re¬ 
opened  January  21,  1930,  under  section 
21  of  the  building  zone  resolution,  of 
Thomas  J.  Higgins,  on  behalf _  of 
Nellie  Spitzer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  sservice  station  (pre¬ 
viously  denied)  ;  premises  274-284  67th 
street  and  6701  Third  avenue,  southwest 
corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


Petitions  for  Variations. 

62 1-29-S — 16-26  Doughty  street,  17-29  Columbia  Heights 
and  1-11  Vine  street,  Brooklyn. 

350-29-S — 1061-1063  Atlantic  avenue,  Brooklyn. 

564-27-S — 354-356  36th  street,  Brooklyn. 

753-29-S — 866-868  Sixth  avenue,  Manhattan. 

584-29-S — 95-111  Lorimer  street,  Brooklyn. 

748-29-S — 13-19  West  47th  street,  Manhattan. 

47 1-29-S — 453-459  Fifth  avenue,  2-10  East  40th  street  and 
5-9  East  39th  street,  Manhattan. 

31-30-S — 42-46  West  38th  street,  Manhattan. 

126-30-S — 2-12  East  58th  street  and  745-753  Fifth  avenue, 
southeast  corner,  Manhattan. 

Appliances  Submitted  for  Approval. 

715-29-SA — Super  Automatic  Oil  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  18,  1930,  AT  2  P.  M. 

Building  '/.one  Cases. 

670-29-BZ. 

APPLICANT — Solomon  Weinstein,  owner. 

PREMISES — 257-287  Senator  street,  north  side,  470  ft.  9  in. 
east  of  Ridge  boulevard,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

683-29-BZ. 

APPLICANT — Wanda  Verplaetse,  for  Caroline  Rodgers, 
owner. 

PREMISES — 56  Sand  lane,  southwest  corner  of  Hylan 

boulevard,  Arrochar,  Borough  of  Richmond.  rj 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

696-29-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Manon 
Realty  Corp.,  owner. 

PREMISES — West  side  of  Hoff  street,  1,394.78  ft.  smith 
of  Neptune  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  r  ne 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m  in- 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

i 

716-29-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  Rose  Gold  Homes 
Corp.,  owner. 

PREMISES — 2412  Avenue  Z  and  4610-4614  Bedford  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  installation  and 
maintenance  of  a  gasoline  service  station. 

27-30-BZ. 

APPLICANT — Clayton  G.  Shirkey,  for  Lena  D’Amato, 
owner. 

PREMISES — 71-20  to  71-28  Hammels  boulevard  and  324- 
330  Beach  72nd  street,  northeast  corner,  Rockaway 
Beach,  Borough  of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 
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O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop  and,  also, 
the  installation  of  a  gasoline  service  station. 

3-30-BZ. 

.PPLICAN  I' — McCooey  &  Conroy,  for  Charles  Bennett, 

owner. 

REMISES — 483-503  Fenimore  street,  north  side,  100  ft. 
west  of  Brooklyn  avenue,  Brooklyn. 

PPLICA1  ION,  under  section  21  of  the  building  zone 
resolution, 

O  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1-30-BZ. 

PPLICANT — William  F.  Doyle,  for  Ida  Gross,  owner. 

REMISES — 71-34  to  71-38  73rd  place,  northwest  corner 
of  Cooper  avenue,  Glendale,  Borough  of  Queens. 

P PLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


-30-BZ. 

PPLICANT — Henry  J.  Nurick,  for  Rubelc  Corp.,  owner. 

REMISES — West  side  of  Cauldwell  avenue,  169.25  ft. 
south  of  East  158th  street,  and  east  side  of  Eagle 
avenue,  152.85  ft.  south  of  East  158th  street,  The 

Bronx. 

PPLICATION,  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution. 

J  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  ice  manu¬ 
facturing  and  storage  plant. 

-30-BZ. 

PPLICANT — McCooey  &  Conroy,  for  Max  Roth,  owner. 

REMISES— 1039-1047  Myrtle  avenue,  northeast  corner 
of  Sumner  avenue,  Brooklyn. 

PPLICATION,  under  section  21  of  the  building  zone 

resolution, 

D  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1-30-BZ. 

PPLICANT — Victor  Meyer,  for  Napthalie  Meyer,  owner. 

DEMISES — 1801  Ocean  Parkway,  southeast  corner  of 
Avenue  R,  Brooklyn. 

PPLICATION,  under  section  7a  of  the  building  zone 

resolution, 

D  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3) 
commercial  motor  vehicles  used  in  connection  with 
business  conducted  on  the  premises. 

fO-28-BZ. 

-PPLICANT — Klein,  Kinsley  &  Klein,  for  Liebler  Bros., 
owners. 

REMISES — 218-224  West  230th  street,  The  Bronx. 

■PPLICATION,  under  section  21  of  the  building  zone 

resolution, 

O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn). 


MARCH  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

38-29-A — 35  East  125th  street,  Manhattan. 

21-29-A — 21-23  South  William  street  and  45-47  Stone 
street,  Manhattan. 

4- 30- A — 524  Waverly  avenue,  Brooklyn. 

5- 30-A — 527  Waverly  avenue,  Brooklyn. 


Bmlding  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
a"d  appeals  of  a  public  hearing  under  the  provisions 

lfl%e^Uin,n?iZT  reS°iUti0n’  Tuesdc,y  m°ming,  March  18, 
1330  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


c  al.  no.  743-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  59-10  to 
59-22  Fresh  Pond  street  (road),  north¬ 
west  corner  of  59th  road  (Hebbard  ave¬ 
nue),  Maspeth,  Borough  of  Queens. 

cal.  no.  454-29-BZ— Application,  July  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Giovanni  Fishera,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  1276-1284  60th 
street  and  6002-6012  13th  avenue,  south¬ 
west  corner,  Brooklyn. 

cal.  no.  653-29-BZ — Application,  November  7,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  L.  Blick,  applicant,  on 
behalf  of  Jack  J.  Falk,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  6401-6411  Fort  Ham¬ 
ilton  avenue  and  956-972  64th  street, 
southeast  corner,  Brooklyn. 

cal.  no.  712-29-BZ — Application,  December  6,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Port  Richmond  Poultry 
Co.,  Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  poultry  slaughter  house ;  premises 
2020-2022  Richmond  Terrace  and  2-8 
Park  avenue,  southwest  corner,  Port 
Richmond,  Borough  of  Richmond. 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City, 
Borough  of  Queens. 

CAL.  no.  708-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  O.  Staber,  applicant, 
on  behalf  of  Rose  B.  Capone  and 
Thomas  C.  Capone,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles 
and,  also,  the  installation  of  a  gasoline 
service  station ;  premises  2344-2348 
Steinway  street,  north  side.  404  ft.  west 
of  23rd  avenue,  and  2339-2343  38th 
street,  Long  Island  City,  Borough  of 
Queens. 
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cal  no  717-29-BZ — Application,  December  9,  1929,  under 
cal.  no.  sec5Xn  7e  of  the  building  zone  resolu¬ 

tion,  of  William  F.  Doyle,  applicant  on 
behalf  of  Metz  Auto  Sales  and  Laundry 
Co.,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles^; 
premises  84-94  129th  street  and  127-Id 
Metropolitan  avenue,  northwest  corner, 
Richmond  Hill,  Borough  of  Queens. 


the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 


tai  no  718-29-BZ— Application,  December  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  William  F.  Doyle,  applicant  on 
behalf  of  Gusfried  Properties,  _  Inc., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building  (stores)  ;  premises  2018 
Grand  Concourse,  southeast  corner  of 
Bush  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


cal  no.  546-29-BZ— Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 


MARCH  18,  1930,  2  P.  M. 


Appeals  from  Administrative  Orders. 

636-29-A — 39-41  Cortlandt  street,  Manhattan. 

690-29-A — 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon  March 
18,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on'  the  following  matters : 

....  511-29-BZ— Application,  August  2,  1929,  under  sec- 

CAL.  no.  Dll  t.QPP  7b>  ?c’and  21  of  the  building  zone 

resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 


cal  no  384-29-BZ— Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use;  premises 
37-26  149th  place  (Wilson  avenue), 
76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  ol 
Queens. 


cai  no  574-29-BZ — Application,  September  23,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Max  Tishman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 


cal  no  408-29-BZ — Application,  June  14,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  Max  Meyerson, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1969-1979 
Cropsey  avenue  and  8810-8818  20th  ave¬ 
nue,  northwest  corner,  Brooklyn. 


cal  no  42  8-29 -BZ~- Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Samuel  L.  Orlinger,  applicant,  or 
behalf  of  Philboy  Construction  Co. 
owner,  to  permit  in  a  residence  distric 
the  erection  and  maintenance  of  a  build 
ing  having  stores  on  the  first  story  an< 
dwellings  above;  premises  4014-402 
Ninth  avenue,  northwest  corner  of  41s 
street,  Brooklyn. 


cal  no  547-29-BZ— Application,  August  29,  1929,  under 
•  section  21  of  the  building  zone  resolu¬ 

tion,  of  Harnill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens. 


cal  no.  557-29-BZ— Application,  September  10,  1929,  unde 
sections  7a,  7b,  7e  and  21  of  the  buildin 
zone  resolution,  of  William  F.  Doyl< 
applicant,  on  behalf  of  Luke  Kilgalloi 
owner,  to  permit  in  a  business  distrii 
the  extension  of  an  existing  garage  fc 
more  than  five  (5)  motor  vehicles  an 
the  installation  of  a  gasoline  service  st; 
tion;  premises  1016-1024  Beach  I9t 
street,  east  side,  136  ft.  north  of  Co: 
naga  avenue,  Far  Rockaway,  Boroug 
of  Queens. 


cm  no  618-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 


cal  no.  489-29-BZ— Application,  July  22,  1929,  under  se 
tion  21  of  the  building  zone  resolutio 
of  Bennett  &  Koeppel,  applicants,  < 
behalf  of  Mary  G.  Leggett,  owner, 
permit  in  a  residence  district  the  ere 
tion  and  maintenance  of  a  business  buil 
ing  (stores  and  offices)  ;  premises  198 
1995  Ocean  avenue  and  2002  Avenue 
southeast  corner,  Brooklyn. 


cal.  no.  429-29-BZ— Application,  June  24,  1929,  under  s< 
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tion  21  of  the  building  zone  resolution,  c 
of  Hector  McG.  Curren,  applicant,  on 
behalf  of  Edna  T.  McVeigh,  owner,  to 
permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  4801-4800 
Kings  Highway,  northwest  corner  of 
Avenue  H,  Brooklyn. 

■cal.  no.  894-28-BZ— Application,  November  20,  1928,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants,  c 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

cal.  no.  662-29-BZ — Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc.x 
owner,  to  permit  in  a  business  district  c 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 

c. 

MARCH  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

12-30-A — 209  Richards  street  and  59  Coffey  street,  south¬ 
west  corner,  Brooklyn. 

37-30-A — 29-18  40th  avenue,  Long  Island  City,  Borough 
of  Queens. 

43-30-A — 108-110  West  34th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand-  ‘ " 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
25,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

al.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp.,  cv 
owner,  to  permit  in  a  residence  district 
t  the  erection  and  maintenance  of  a  busi¬ 

ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

:al.  no.  632'-29-BZ — Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Corwil  Realty  Corp.,  owner,  ca 
to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public  garage 
(parking  space)  ;  premises  72S-736 
Southern  boulevard,  east  side.  200  ft. 
east  of  East  156th  street.  The  Bronx. 


al.  no.  1192-27-BZ— Application,  November  11,  1927;  re¬ 
opened  January  21,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  F.  Dee,  applicant,  sub¬ 
stituted  for  Henry  J.  Nurick,  on  behalf 
of  Louis  Del  Gaudio,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  1756-1764  Bushwick  ave¬ 
nue,  Brooklyn. 

AL.  NO.  516-29-BZ— Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five.  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

al.  no.  468-29-BZ— Application,  July  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Julius  Kletsky  and  Sadie  Kletsky, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  101701- 
101709  126th  street  and  12602-12610 
Rockaway  boulevard,  southeast  corner, 
South  Ozone  Park,  Borough  of  Queens. 

lL.  no.  573-29-BZ— Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

l.  no.  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
business,  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-story  factory  building; 
premises  1513-1561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

L.  no.  728-29-BZ — Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  Unger,  applicant,  on  be¬ 
half  of  Freda  Spinard,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  61-01  to  61-05  Kis- 
sena  boulevard  and  154-02  to  154-08 
Horace  Harding  boulevard,  southeast 
corner,  Flushing,  Borough  of  Queens. 

L.  no.  1148-27-BZ — Application,  October  25,  1927;  re¬ 
opened  January  7,  1930,  under  section 
7g  of  the  building  zone  resolution  (pre¬ 
viously  denied  under  section  21),  of 
Joseph  A.  Walsh,  applicant,  substituted 
for  Philip  J.  Sinnott,  on  behalf  of 
Arrowlene,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station ; 
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premises  southeast  corner  of  Franklin 
avenue  and  Atlantic  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


APRIL  1,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

8_30-A— 1636-1642  Eighth  avenue,  Brooklyn. 

67.30-A— Pier  foot  of  North  10th  street,  Brooklyn. 
75-30-A— 2330-2334  Third  avenue  and  172  East  127th 
street,  Manhattan. 


APRIL  1,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
1,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal  no  1235-27-BZ — Application,  November  22,  1927 ;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 


to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no  645-29-BZ— Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

cal.  NO.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution,, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
distirct,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  Concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

CAL  NO.  625-29-BZ— Application,  October  18,  1929,  under 
section  21  of  the  building  zone  resolu-| 
tion,  of  Henry  A.  Urquhart,  applicant,1 
on  behalf  of  Eleanor  Hedwig  Arnold 
owner,  to  permit  in  a  business  districl 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeasi 
corner  of  202nd  street  and  Hillside  ave¬ 
nue,  Hollis,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  MORNING,  FEBRUARY  26,  1930. 

Present:  Acting  Chairman  Connell,  Commissioners  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  February  18,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
February  18,  1930,  were  approved  as  printed  in  Bulletin  No. 
S,  Vol. 'XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
57-30- A. 

APPELLANT— 119  West  57th  Street  Co.,  Inc.,  adjoining 
lessee,  against  Calvary  Baptist  Church,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  revocation  of  Permit  No.  2522-1929, 
issued  by  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 123-141  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Norman  M.  McNamara. 

For  Owner:  Harold  R’.egelman. 

For  Administration:  Assistant  Engineer  Henry 
Casle  of  bureau  of  buildings. 


ACTION  OF  BOARD— Laid  over  to  March  11,  1930,  a 
10  a.  m.,  on  request  of  appellant’s  representativ< 
Final  disposition. 


740-29-A. 

APPELLANT — Adolf  Rosenbaum,  for  Blue  Kitchens,  Inc 
lessee.  .  , 

SUBJECT— Appeal  from  an  order  of  the  fire  commissione 
PREMISES  AFFECTED— 56  New  street,  Manhattan. 

A  P  P  E  A  RAN  CE  S — 

For  Appellant:  Adolf  Rosenbaum  and  George  i 
Carey.  j 

For  Administration :  Inspector  Maher  of  fire  d' 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Absent:  Chairman  Walsh . 

THE  RESOLUTION— 

(740-29-A)  f 

Whkrkas,  Adolf  Rosenbaum,  for  Blue  Kitchens,  In 
lessee,  filed.  December  20.  1929,  an  appeal  from  an  ord 
of  the  fire  commissioner,  affecting  premises  56  New  stre 
Borough  of  Manhattan;  and 
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Whereas,  the  order  of  the  fire  commissioner,  dated 
October  10,  1929  (Order  No.  G4009-F),  reads: 

“1.  Provide  iron  shutters  at  all  openings  in  the  ex¬ 
terior  wall  above  1st  story  which  are  distant  in  a  direct 
line  less  than  30'  from  any  opening  in  any  other  building 
and  not  in  the  same  plane  with  said  openings  and  which 
are  not  more  than  50'  above  a  neighboring  roof  at  north 
and  west  sides  of  building,  or  other  approved  protec¬ 
tion,  as  per  Sec.  375,  Art.  18,  Ch.  5,  of  the  Code  of 
Ordinances.” ; 
and 

!  Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  23  ft.  6  in.  by  80  ft.  in  area;  OCCUPIED:  cellar, 
storage;  1st  story,  lunchroom,  75  persons;  2nd  story,  dress 
salesroom  and  'beauty  parlor,  5  persons ;  3rd  story,  office  and 
kitchen,  5  persons;  4th  story,  office,  10  persons;  5th  story, 
storeroom,  1  person;  means  of  EGRESS  consisting  of  an 
interior  stairway,  extending  from  the  first  story  to  the  top 
story,  with  fire  escape  on  the  rear  of  building;  there  are 
eleven  windows  in  each  story,  making  a  total  of  forty-four 
'in  all,  which  are  within  7  ft.  of  openings  across  the  court 
in  the  adjoining  five-story  office  building  to  the  north; 
and 

Whereas,  the  appellant  contends  that  the  stock  carried 
in  the  building  is  not  of  a  hazardous  nature,  and  that  the 
windows  in  the  wall  of  the  adjoining  five-story  office  building 
to  the  north  are  fireproof  with  wire  glass. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


■760-29-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  L.  Bossert  &  Sons,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
.'PREMISES  AFFECTED — 1325  Grand  street,  rear,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 


(760-29-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  L.  Bossert  &  Sons,  Inc.,  owner,  filed,  December  30, 
1929,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  1325  Grand  street,  rear,  Borough  of  Brook¬ 
lyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
June  27,  1929  (Order  No.  58958-F),  reads: 

‘‘1.  Install  an  approved  standpipe  system  not  less 
than  4"  in  diameter  in  accordance  with  Section  580-581, 
of  Ch.  5,  of  the  Code  of  Ordinances  and  the  rules  of 
the  Board  of' Standards  and  Appeals.”; 
ind 

Whereas,  the  building,  situated  on  the  rear  of  the  lot,  is 
non-fireproof,  two  stories  in  height,  244  ft.  by  80  ft.  6  in., 
^regular,  approximately  19,000  sq.  ft.  in  area;  OCCUPIED: 
umber  storage,  no  persons  regularly  employed  therein ; 

ind 

Whereas,  appellant  contends  that  the  building  is  accessible 
1  mm  three  sides  and  is  low  in  height ;  that  it  is  equipped 
-hroughout  with  an  automatic  sprinkler  system  and,  also, 
D.  T.  supervisory  watchman  service. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
/ ranted  on  condition  that  the  present  sprinkler  system  shall 


be  maintained  in  a  manner  satisfactory  to  the  fire  depart- 
ment ;  that  such  auxiliary  fire-fighting  appliances  shall  be 
installed  as  required  by  the  fire  department;  that  the  win- 
dows,  first  story,  in  the  easterly  wall  of  the  engine  room, 
shall  be  bricked  up,  and  that  a  30-foot  driveway  shall  be 
maintained  around  the  entire  premises. 


7G5-29-A. 

APPELLANT— Croker  National  Fire  Prevention  Engineer- 

^  ’  *or  J°s*e  L.  Swartz,  owner ;  Joseph  N. 

Schultz,  receiver. 

u D K Fr ir,?m  an  order  of  the  fire  commissioner. 
1  REMISES  AFFEC1ED — 139-141  West  19th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

;ruTr<v/V\n^F  B0ARD— Appeal  granted  on  condition, 
trill,  VO  IE — 

Affirmative:  Acting  Chairman  Connell,  Commis- 
sioners  Holland  and  Guilfoyle  and  Assistant 
Chief  Martin .  4 

Negative  . !!!.*.'!!!.'!!!!  0 

Absent:  Chairman  Walsh .  j 

THE  resolution— 

(765-29-A) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Jessie  L.  Swartz,  owner;  Joseph  N.  Schultz,  re¬ 
ceiver,  filed,  December  31,  1929,  an  appeal  from  an  order 
ot  the  fire  commissioner,  affecting  premises  139-141  West 
19th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
December  11,  1929  (Order  No.  67062-F),  reads: 

.  R  Arrange  the  standpipe  so  that  same  will  conform 
with  the  rules  of  the  Board  of  Standards  and  Appeals 
and  comply  with  the  following: 

“(a)  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20  ft.  above  the 
hose  outlet  in  the  highest  story”; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  (110  ft 
1  in.)  in  height,  42  ft.  3  in.  by  92  ft.  in  area;  OCCUPIED: 
cellar,  storage  and  cuttiflg  paper  boxes,  3  persons;  1st  story, 
manufacture  of  paper  boxes,  15  persons;  2nd  story,  finishing 
and  reconstructing  pianos,  10  persons;  3rd  story,’ office  and 
salesroom  for  artificial  flowers,  5  persons;  4th  story, 
clothiers,  25  persons;  5th  story,  printers,  10  persons;  6th 
story,  offices,  7  persons ;  7th  story,  washing  silk,  7  persons  ; 
8th  story,  lace  dyeing,  8  persons ;  and 
Whereas,  the  bottom  of  the  gravity  tank  (10,000  gallons 
capacity  having  a  3,500-gallon  standpipe  reserve)  is  located 
10  ft.  above  the  hose  outlet  in  the  eighth  (top)  story;  and 
.Whereas,  appellant  contends  the  premises  is  equipped 
with  a  two-source  sprinkler  system  fed  by  a  20,000-gallon 
gravity  tank  and  two  7,500-gallon  pressure  tanks,  and  con¬ 
tends,  further,  that  the  standpipe  system  was  installed  at 
the  time  of  the  construction  of  the  building  (1906)  and 
that  it  was  installed  in  accordance  with  the  rules  then  in 
effect. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted'  on  condition  that  the  sprinkler  system  shall  be  main¬ 
tained  in  a  manner  satisfactory  to  the  fire  department ;  that 
there  shall  be  a  reserve  of  3,500  gallons  maintained  in  the 
tank  for  the  standpipe  system,  and  .that  the  standpipe  system 
shall  comply  with  the  rules  in  all  other  respects,  and  that 
the  building  shall  be  not  increased  in  height  or  area. 


741-29-A. 

APPELLANT — Adolf  Rosenbaum,  for  Spingler  Van 
Beuren  Estates,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
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PREMISES  AFFECTED— 23  East  14th  street,  Manhattan. 
APPEARANCES^^  Adolf  Rosenbaum  and  J.  A.  Fitz- 

For  ^Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Appeal  denied. 

THE  VOTE  TO  GRANT—  Q 

Negative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Absent:  Chairman  Walsh . 

THE  RESOLUTION— 

(741-29-A) 

Whereas  Adolf  Rosenbaum,  for  Spingler  Van  Beuren 
Esiafes  Inc  owner,  filed,  December  20,  1928,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
,0  14th  street,  Borough  of  Manhattan,  ana. 

2  WH^s,  the  'order  of  the  fire  commissioner,  dated 
Anril  22  1929  (Order  No.  54006-F),  reads. 

“l’  Provide  iron  shutters  at  all  openings  in  the  ex¬ 
terior  wall  above  1st  story  which  are  distant  in  a  direct 
line  less  than  30'  from  any  opening  in  any  other  bud  mg 
and  not  in  the  same  plane  with  said  openings  and  which 
are  not  more  than  50'  above  a  neighboring  roof  at  east 
and  west  sides  rear  of  building,  or  other  approved  pro- 
?^ion!  as  Ar  Sec.  375,  Article  18.  Chapter  5  of  the 
Code  of  Ordinances.”; 

“whereas,  the  building  .is 

lifsio-ht  25  ft  bv  103  ft.  3  in.  in  area,  OLluntu.  ceiia  , 

»  k  1,.  icf  ctorv  store  2  persons;  2nd  story,  salesroom, 
storag  ,  sons-  3rd  story,  embroidery  and  storage 

of’meSidgOTdsP  5  p?rMns;  «h  5j»y.  studios  and  spinning 

-  n  nprunns  •  5th  story,  studios,  5  persons ,  means  of 
EGRESS1  consist  of  an  interior  stairway,  extending  irom 
ISffp,  to  roof^and  a^fire  esca^m  ^rear  court, 

westerly  wall  of  the  building  and  six  *imlowsf  “  openings 

W  W^slkp^lan.  contends  that  .*c  -rroundmg  build- 

t  5 'and the  wh  d™  openings  protected  by  iron  shutters. 

it  pti  that  the  appeal  be  and  rt  hereby  ,s 

denied. 


Whereas,  the  order  of  the  fire  commissioner,  dated 
February  6,  1929  (Order  No.  50244-LF),  reads: 

“1  Provide  pressure  reducing  valves  for  standpipe 
at  each  hose  outlet  below  the  8th  story.  Section  581  . 

Chapter  5,  Code  of  Ordinances,  and  rules  of  the  Board 

of  Standards  and  Appeals.  .  .  ,  . 

ll2  Protect  from  interior  fire  damage  the  standpipe 
riser'  not  located  in  stair  enclosure.  Sec.  581,  Chap.  5 
Code  of  Ordinances  and  in  Rules  of  the  Loaid  of 
Standards  and  Appeals.”  ;  Si 

tU1  Whereas,  the  building  is  fireproof,  sixteen  stories  (187 
ft  6  in  )  and  pent  house  in  height;  28  ft.  5  in.  by  117  ft. 
in  area-  OCCUPIED:  1st  story,  bank  and  stores ;  -nd 
storv  brokerage  office,  6  persons;  upper  stories,  doctors 
offices,  approximately  12  persons  per  story ;  pent  house,  | 

^Whereas,  a  standpipe  system  has  been  installed  in  the 

premises;  the  top  of  the  10,000-gallon  capacity  ^avdy  tank 

being  located  212  ft.  10  in.  above  curb  level  and  130  ft 

4  in.  above  the  eighth  story  level;  there  being  a  standpipe 

and  hose  located  in  the  fire  tower  and,  also,  a  standpipe 
ana  nose  center  of  the 


'md  hose  locatea  in  me  me  wwu  -  ---  *■  » 

and  hose  located  at  the  south  wall  near  the  center  of  the 

^Whereas,  appellant  contends  that  the  standpipe  system 
was  installed  in  1927  in  accordance  with  plans  approved 
by  departments  having  jurisdiction,  and  requests  the  ac 

ceDtance  of  existing  conditions.  .  ,  i 

^Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 

denied. 


92-30-A. 

APPELLANT — Irving  Trust  Co.,  receiver.  .  . 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 71-81  Paidge  avenue,  Brooklyn. 
A  P  PILAR  AN  CES— 

For  Appellant:  James  Kearney.  , 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment.  ... 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE-  „  „  _ 

Affirmative:  Acting  Chairman  Connell  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin. .  ( 

Negative  . ;/  ;  7 .  1 

Absent:  Chairman  Walsh . 


THE  RESOLUTION— 


(92-30-A) 


727  -29  “  A 

APPELLANT— F.  W.  Mayes,  for  2  East  54th  Street  Corp., 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED-685  Fifth  avenue  and  2  East 
54th  street,  southeast  corner,  Manhattan. 
APPEARANCES— 

Maher  of  fire  de- 

partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT-  .  0 

“r  Acting'  Chairman  '  Connell'  'Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant  ^ 

Chief  Martin - •  •  •  • .  . 

Absent :  Chairman  Walsh . . . 


THE  RESOLUTION— 

(727-29-A) 

e  T7  W  Maves  for  2  East  54th  Street  Corp., 
oJir'S;  December  13,’ 1929,  an  appeal 

of  The  fire  Commissioner,  affecting  premises  680  F.fth  aye 

nue  and  2  East  54th  street,  Borough  of  Manhattan ,  and 


Whereas  Irving  Trust  Co.,  receiver,  filed,  February  6 
1930,  an  appeal  from  an  order  of  the  fire  commission 
affecting  premises  71-81  Paidge  avenue,  Borough  of  brook 

1%  Whereas,  the  order  of  the  fire  commissioner,  date 
December  9,  1929  (Order  No.  9076-F  of  January  2o,  1920 

rCadS' “Install  a  standpipe  system  with  risers  4  inches  i 
diameter  tested  to  withstand  a  pressure  of  300  lbs  pc 
square  inch,  extending  from  cellar  to  roof,  with  nece. 
sary  check  valves  and  2/2  inch  regulation  Fire  Depar 
ment  outlets  on  each  story  (including  basements, 
lars  and  roofs),  placed  within  main  stairway  enclosure. 

311  Whereas,  the  building  ^  "on-fireproof  one  story  _ 
lipiVht  170  ft.  by  416  ft.,  about  <0,000  sq.  ft.  in  ^are 
OCCUPIED  as  a  storage  warehouse  for  glassware,  <  P 

“whkeas.  the  appellant  claims  the  building  is  subdjvid, 
by  brick  walls  with  communicating  openings; 
ail  aero  fire  alarm  system  and  automatic  sprinkler  . 
Lstalkdi.  accordance  with  the  rules  of  the  bureau  of  fi 
prevention;  furthermore,  the  building  is  open  on  all  s,d 
and  there  is  no  existing  fire  hazard ,  and 
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Whereas,  the  building  faces  on  three  street  fronts,  the 
urth  side  facing  on  Newtown  Creek, 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
anted  on  condition  that  the  openings  in  the  present  division 
ills  shall  be  equipped  with  fire  doors  on  each  side;  that 
e  present  sprinkler  system  shall  be  acceptable  to  the  fire 
partment,  and  that  the  present  fire  alarm  system  shall  be 
aintained ;  that  the  building  shall  be  not  increased  in  height 
area,  and  so  long  as  conditions  as  to  occupancy  and  use 
main  substantially  unchanged. 


9-29-A. 

PPELLANT — Bush  Terminal  Co.,  owner. 
fJBJECl — Appeal  from  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED — Foot  of  49th  street,  Brooklyn. 
P  P  li  A  R  A  N  CES — 

Eor  Appellant:  Harper  A.  Holt  and  Alfred  Helwig. 
For  Administration:  Inspector  Meyer  of  fire  de¬ 


partment. 

CflOX  OF  BOARD — Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative ;  .  0 

Negative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Absent:  Chairman  Walsh .  1 


HE  RESOLUTION— 

(719-29-A) 

Whereas,  Bush  Terminal  Co.,  owner,  filed,  December  9, 
29,  an  appeal  from  an  order  of  the  fire  commissioner, 
ecting  premises  Foot  of  49th  street,  Borough  of  Brook- 

i;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
:tober  10,  1929,  reads : 

“Install  a  pressure  relief  valve  on  each  shell  type 
apparatus  which  can  be  shut  off  such  as  liquid  receivers, 
condensers,  evaporators,  liquid  separators  and  absorbers 
in  accordance  with  Sec.  220-1  (d)  Ch.  10.”; 

id 

Whereas,  the  building  is  fireproof,  one  story  in  height, 
ft.  by  85  ft.  in  area;  OCCUPIED  as  a  cold  storage 
achine  room ;  and 

Whereas,  the  appellant  contends  that  refrigerating  ap- 
ratus  in  cold  storage  room  consist  of  two  75-ton  Carbon- 
'le  Machine  Company  absorption  type  refrigerating  ma- 
■ines;  that  in  this  machine  strong  aqua-ammonia  in  the 
merators  is  heated  by  means  of  steam  coils  and  ammonia 
por  driven  off  under  pressure;  this  vapor  passes  to  the 
uidensers  where  cooling  water  liquefies  it  under  the  pres- 
re  generated  in  the  generator;  it  then  passes  to  the  re- 
'iver  as  liquid  anhydrous  ammonia ;  then  to  the  brine 
•Hers  to  a  needle  valve  to  the  low-pressure  coils  in  the 
'°'er>  where  it  vaporizes,  cooling  the  brine;  it  then  passes 
tile  absorbers  and  is  reabsorbed  in  the  aqua-ammonia 
■ution;  the  plant  in  qqestion  is  a  two-generator,  four-ex- 
'jinger,  three  ammonia  pumps,  three  brine  pumps  and  two 
•hydrous  receivers  located  on  the  ground  floor;  two  strong 
•uor  receivers  and  three  brine  coolers  located  on  the 
’■zzanine;  twenty  stands  of  double  pipe  absorbers,  twenty 
••lids  of  double  pipe  condensers  and  four  stands  of  weak 
uor  coolers  located  on  the  roof ;  that  the  maximum  number 
•  employees  required  to  operate  the  plant  is  two  employees;' 
•>t  facilities  are  provided,  and  that  the  generators  and  con- 
.  ters  are  now  provided  with  relief  valves. 

' c solved,  that  the  order  of  the  fire  commissioner  be  and 

■  lereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 

i  ned. 


"S-29-A. 

PELLA  NT. — (.  rcker  National  Fire  Prevention  Engineer- 
,  JRT  >ng  Co.,  for  L.  Bossert  &  Sons,  Inc.,  owner. 

1  JECT  Appeal  from  an  order  of  the  fire  commissioner. 


PREMISES  AFFECTED — 1301-1325  Grand  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  no N  OF  BOARD— Appeal  granted  on  condition. 

1  HR  VO  I E — 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Negative  . 0 

Absent:  Chairman  Walsh .  j 

THE  RESOLUTION— 

(758-29- A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Go.,  for  L.  Bossert  &  Sons,  Inc.,  owner,  filed,  December 
a.  an  appeal  from  an  order  of  the  fire  commissioner 

affecting  premises  1301-1325  Grand  street.  Borough  of 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
December  30,  1929  (Order  No.  58964-LF),  reads: 

1.  Install  an  approved  standpipe  system  not  less 

nian  4  in.  in  diameter  in  accordance  with  Sec.  580-581, 
Ch.  a,  of  the  Code  of  Ordinances  and  the  Rules  of  the 
Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  premises  consist  of  a  group  of  inter-con¬ 
nected,  non-fireproof  buildings,  one,  two  and  four  stories 

Vo  ky  157  ft,  irregular,  in  area,  approximately 

4a,, 000  sq.  ft.  in  area  on  first  story,  approximately  24,000 
sq.  ft.  in  area  on  second  story  and  approximately  20,000 
sq.  ft.  in  area  above;  OCCUPIED  by  one  concern  as  a 
woodworking  establishment:  1st  story",  100  persons;  2nd 
story,  51  persons;  3rd  story,  55  persons;  4th  story  25  per¬ 
sons  ;  and 

Whereas,  appellant  contends  that  on  the  second,  third  and 
fourth  stories  the  premises  are  subdivided  bv  means  of  fire 
walls  with  fire  doors  in  the  openings,  and  that  no  single 
area  exceeds  10,000  sq.  ft.;  that  the  premises  are  equipped 
throughout  with  an  automatic  sprinkler  system  and,  also, 
A.  D.  T.  supervisory  watchman  service;  that  the  premises 
are  open  and  accessible  from  all  sides,  and  that  safety 
bucket  tanks  are  distributed  throughout  the  premises. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  present  sprinkler  system  and 
supervisory  watchman  service  shall  be  maintained  in  a 
condition  satisfactory  to  the  fire  department ;  that  such 
auxiliary  fire-fighting  appliances  shall  be  installed  as  re¬ 
quired  by  the  fire  department ;  that  the  driveways  around 
first  story  shall  be  maintained  as  now  existing,  not  less 
than  30  ft.  in  width,  and  that  the  building  shall  be  not 
increased  in  height  or  area. 


76-30-A. 

APPELLANT — New  York  Post  Graduate  Medical  School 
and  Hospital,  adjoining  owner,  against  Reidbach 
Realty  Corp.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  revocation  of  Permit  N.  B.  649- 
1929,  issued  bv  the  superintendent  of  buildings 
PREMISES  AFFECTED — 329-333  East  21st  street.  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  George  L.  O’Hare  and  Martin  Tay¬ 
lor. 

For  Owner:  Joseph  T.  Higgins. 

For  Administration:  Inspector  Alexander  McPhee 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  a 
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Negative:  Acting  Chairman  Connell.  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Absent:  Chairman  Walsh . 


THE  RESOLUTION— 

(76-30-A) 

Whereas  New  York  Post  Graduate  Medical  School  and 
Hospital,  against  Reidbach  Realty  Corp.,  owner,  filed,  Janu¬ 
ary  31  1930,  an  appeal  from  a  decision  of  the  superintendent 
of'  buildings,  refusing  to  revoke  permit  for  the  construc¬ 
tion  of  a  garage,  affecting  premises  329-333  East  21st  street, 

Borough  of  Manhattan;  and 

Whereas  the  decision  of  the  superintendent  of  buildings, 
rendered  January  30.  1929  (N.  B.  Applic.  649-1929),  reads: 

“Replying  to  your  letter  of  January  30,  1930,  request¬ 
ing  the  revocation  of  this  application  for  the  construc¬ 
tion  of  a  new  building  to  be  used  as  a  garage  at  above 
premises,  you  are  advised  that  your  request  cannot  be 
granted,  in  as  much  as  the  approval  has  been  issued  in 
accordance  with  the  requirements.”; 


Whereas,  the  premises,  located  within  an  unrestricted 
district,  consist  of  a  plot  75  fit.  by  100  ft.,  upon  which  it  is 
proposed  to  erect  a  five-story  garage  for  the  storage  of 
more  than  five  motor  vehicles  under  a  permit  issued  by  the 

superintendent  of  buildings ;  and  .  . 

Whereas  the  appellant  claims  that  the  site  for  proposed 
garage  is  located  on  a  portion  of  a  street  between  two 
intersecting  streets,  in  which  portion  there  exists  a  hospital 
maintained  as  a  charitable  institution;  that  the  New  York 
Post  Graduate  Medical  School  and  Hospital  is  a  charitable 
institution,  located  at  300  to  312  East  21st  street,  within 
the  same  portion  of  the  street  as  the  proposed  garage , 
furthermore,  the  appellant  contends  that  the  proposed  garage 
is  therefore  unlawful,  the  permit  to  erect  the  same  should 
be  revoked ;  and 

Whereas  the  buildings  alleged  to  be  used  for  hospital 
purposes  are  Nos.  308-310  and  312  East  21st  street ;  ac¬ 
cording  to  record  of  the  building  department  submitted  at 
this  hearing  buildings  Nos.  308-310  and  312  were  formerty 
used  as  dwellings  and  for  business  use  up  to  1923 ;  building 
No.  302  or  356  Second  avenue  was  built  and  permit  issued 
by  the  building  department  for  a  business  building  and  used 
as  such  up  to  1923 ;  no  application  has  ever  been  made  for 
a  change  of  occupancy  or  any  certificate  been  issued  by  the 
building  department  for  any  other  use  in  these  buildir— 

Whereas,  the  nearest  point  of  the  hospital  on  East  20th 
street  is  more  than  200  ft.  from  the  proposed  garage; 
further,  it  seems  from  facts  brought  out  at  the  hearing 
that  buildings  Nos.  308.  310  and  312  were  used  for  hospital 
purposes  subsequent  to  the  erection  of  a  garage  immediately 
adjacent  to  No.  308;  in  view  of  these  facts,  the  board 
deems  the  building  superintendent  was  justified  in  issuing 
a  permit  for  the  garage  in  question.  > 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  'be  and  it  hereby  is  affirmed,  and  the.  appeal  for  the  re¬ 
vocation  of  the  permit  be  and  it  hereby  is  denied. 


BUILDING  ZONE  CASES. 

566-29-BZ. 

APPLICANT— George  A.  Basel,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district. the  erec¬ 
tion  and  maintenance  of  a  colony  of  individual 
garages  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 1875  Woodbine  street,  west 
side.  234  ft.  south  of  Woodward  avenue,  Ridge¬ 
wood.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  A.  Basel. 

For  Opposition :  None. 


ACTION  OF  BOARD— Laid  over  to  April  1,  1930,  at 
2  p.  m.,  on  request  of  applicant. 


1235-27-BZ. 

APPLICANT— John  J.  Dunnigan,  substituted  for  Harry 
Cook,  for  Landau  Holding  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of.  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station  (previously  denied). 

PREMISES  AFFECTED— Southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne,  Borough 
of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1930,  at 
2  p.  m.,  on  written  request  of  applicant. 


645-29-BZ. 

APPLICANT— Gronenberg  &  Leuchtag,  for  William  Smith 
owner. 

SUBJECT— Application  (re  decision  of  the  super  intended 
of  buildings),  under  section  21  of  the  building  zont 
resolution,  to  permit  in  a  residence  district  the  erec 
tion  and  maintenance  of  a  business  building. 
PREMISES  AFFECTED— 1601-1611  Avenue  J,  northeas 
corner  of  East  16th  street,  Brooklyn. 
APPEARANCES—  .  .  . 

For  Applicant:  A.  J.  H.  Leuchtag  and  Willian 
Solomon. 

For  Opposition:  David  H.  M.  Weinberg. 

ACTION  OF  BOARD— ‘Laid  over  to  April  1,  1930,  at  9 
p.  m.,  on  request  of  applicant.  Final  disposition. 


466-29-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Grand  Boulevard  l 
Concourse  Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintenden 
of  buildings),  under  section  21  of  the  building  zon 
resolution,  to  permit  in  a  residence  district,  ex 
tending  from  a  business  district,  the  alteration  an 
change  of  occupancy  of  the  first  story  from  residenc 
to  business  (store)  purposes. 

PREMISES  AFFECTED— 1403  Grand  Concourse  and  167 
183  East  170th  street,  northwest  corner,  The  Brom 
.,xJPEARANCES— 

For  Applicant:  None. 

For  Opposition:  J.  P.  Wilson. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1930,  at 
p.  m.,  on  written  request  of  applicant. 


625-29-BZ.  . 

APPLICANT— iHenry  A.  Urquhart,  for  Eleanor  Hedwi 
Arnold,  owner.  , 

SUBJECT— Application  (re  decision  of  the  superintendei 
of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit  in  a  business  district  the  ere' 
tion  and  maintenance  of  a  gasoline  service  statio 
PREMISES  AFFECTED— Northeast  corner  of  202i 
street  and  Hillside  avenue,  Hollis,  Borough  < 
Queens. 

APPEARANCES— 

For  Applicant:  Milton  Solomon. 

For  Opposition :  Albert  M.  Gilbert. 

ACTION  OF  BOARD— ‘Laid  over  to  April  1,  1930,  at 
p.  m.,  on  request  of  applicant’s  representative. 


21-29-BZ. 

APPLICANT— Hulbert  &  Heermance,  substituted  for  Jol 
A  Cosgrove,  for  Annie  L.  Whalen,  owner.  . 

SUBJECT— Application  for  reopening— modification— 

Application  (decision  of  the  superintendent  of  bull 
ings),  under  sections  7g  and  21  of  the  building  zo 
resolution,  to  permit  in  a  residence  use  and  1 
area  district  the  erection  and  maintenance  of 
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business  building  (stores)  and,  also,  the  omission 
of  the  10  ft.  setback  as  required  by  the  building 
zone  resolution. 

PREMISES  AFFECTED — Southeast  corner  of  Henderson 

avenue  and  Davis  avenue,  West  New  Brighton, 

Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  A.  Cosgrove. 

For  Opposition:  None. 

AC  I  ION  OF  BOARD — Application  for  reopening  denied 
THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Absent:  Chairman  Walsh .  1 


200-28-BZ. 

APPLICANT — Klein,  Kinsley  &  Klein,  for  Liebler  Bros., 
owners. 

SUBJECT — Application  for  reopening — consideration,  pre¬ 
viously  withdrawn — re  Application  (decision  of  the 
fire  commissioner),  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 218-224  West  230th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  E.  Kinsley. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  March  18,  1930,  at  2  p.  m 

THE  VOTE  TO  REOPEN— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


448-29-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Cerussi  Contracting 
Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  con¬ 
version  of  occupancy  from  an  office  building  to 
factory  uses  on  the  upper  stories  and  a  motor 
vehicle  repair  shop  on  the  first  story. 

PREMISES  AFFECTED — 2340  Belmont  avenue,  east  side, 
135  ft.  8  in.  north  of  East  Fordham  road,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  Harry  Rosenbaum  and  Paul 
Meyer. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  A.  A.  Rosenberg  and  Max  A 
Helfat. 

TUP  VOTO  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfovle  and  Assistant 
Chief  Martin .  4 

Negative  . !!!!!!.!!!.!.  0 

Absent:  Chairman  Walsh .  j 

700-29-BZ. 

snmi!rrNi~^Se^  A;  Cox’.f.or  Philip  Smook,  owner. 
SL  JECI  Application  (re  decision  of  the  superintendent 
oi  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  alteration  and  extension  of  a  garage 
for.  the  storage  of  more  than  five  (5)  motor 
■vehicles,  also  the  installation  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 67-71  Kenmare  street  and  196- 
APPEARANCES61^  S'trCet’  northeast  corner>  Manhattan. 
For  Applicant:  Joseph  A.  Cox. 

For  Opposition :  J.  J.  Kramer,  Abraham  A.  Wagner 
and  P.  G.  Fortinash. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1930,  at 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil¬ 
foyle  and  Assistant  Chief  Martin .  3 

Negative:  Acting  Chairman  Connell .  1 

Absent:  Chairman  Walsh .  1 

612-29-BZ. 

APPLICANT— Marcellus  IT.  Evans,  for  Salvatore  Parisi, 
owner. 

SUBJECT  Aplication  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1180  Neck  road,  southeast  cor¬ 
ner  of  Sheepshead  Bay  road,  Brooklyn 
APPEARANCES— 

For  Applicant:  Marcellus  H.  Evans. 

For  Opposition:  Philip  Poluski  and  Alfred  C. 
Bunn. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Guilfoyle  and  Assist¬ 
ant  Chief  Marlin .  2 

Negative:  Acting  Chairman  Connell  and  Com¬ 
missioner  Holland .  2 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(612-29-BZ) 


Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  . ' .  0 

Absent :  Chairman  Walsh .  1 


554-29-BZ. 

APPLICANT — Emil  Guterman,  for  Rudolph  Peterson, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 13507  Van  Wyck  boulevard, 
northeast  corner  of  Rockaway  boulevard.  South 
Ozone  Park,  Borough  of  Queens. 


Whereas,  Marcellus  H.  Evans,  for  Salvatore  Parisi, 
owner,  filed,  October  11,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station; 
premises  1180  Neck  road,  southeast  corner  of  Sheepshead 
Bay  road.  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  26,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Neck  road  is  in  a  business  dis¬ 
trict  :  Avenue  W,  north  side,  is  in  a  business  district ;  Ave¬ 
nue  W,  south  side,  is  in  a  residence  district,  and  Sheepshead 
Bay  road  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  11,  1929  (Applic.  No.  13072-1929),  reads: 


211 


MINUTES 


and 


“Application  denied  contrary  to  Art.  2,  Section  4, 
46(a)  of  the  Zone  Resolution.  Gasoline  station  in 

business  district.” ; 


Whereas,  the  premises  consist  of  a  piot  of  ground  ha^ 
ing  a  frontage  of  72  ft.  10  in.  on  Neck  road,  83  ft.  4%  n. 

SheeDsliead  Bay  road  and  a  distance  of  n  ft.  9  4  in. 
alone  the  east  lot  line,  upon  which  it  is  proposed  to  erect  a 
fh^east  portion  of  the  plot  a  one-story  building  to  be  used 
Is  stores  a  one-story  five-car  brick  garage,  grease  pits  and 
S  Install  the  necessary  tanks  and  pumps  for  a  gasol.ne 

SeWHEKAS0ntirea tord  deems  that  applicant  has  not  sub- 
stantS  his  basis  of  appeal  brought  under  section  21  of 

‘hL“.4TtheTSonof  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  .  . 

it  hereby  is  denied. 


592-29-BZ. 

APPLICANT— Spencer  &  Iserman,  for  Thwaites  Place, 
SUB TECT— Application  (re  decision  of  the  superintendent 

of  buildings),  under  section  21  of  the  building  zon 

resolution,  to  permit  in  a  business  district  the 
operation  and  maintenance  of  an  extension  to  an 
existing  wet  wash  laundry  building. 

PREMISES  AFFECTED— 1420  Jerome  avenue,  I  he 

Bronx. 

API  E ARANCES^nt .  Mauric€  Iserman  and  Adolph  Soco- 

For  Opposition:  John  J.  McGinty  and  Fred  Wies¬ 
baden  .  ,  .  , 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT-  ^  „  ,  r 

Affirmative :  Acting  Chairman  Connell  and  Com- 

missioner  Holland ••••••••••• - - -  •  •  ‘  ' 

Negative:  Commissioner  Guilfoyle  and  Assist- 

ant  Chief  Martin . 

Absent:  Chairman  Walsh . 

THE  RESOLUTION- 

(592-29-BZ) 

Whereas  Spencer  &  Iserman,  for  Thwaites  Place,  Inc., 
owner  fifed,  October  1,  1922,  an  appl.cat.on,  under  the 

building  zone  resolution,  to  permit  in  a  business  district  the 
operation  and  maintenance  of  an  extension  to  an  existing 
wet  wash  laundry  building;  premises  1420  Jerome  avenue, 

Rorouerh  of  The  Bronx;  and  .. 

Whereas,  a  public  hearing  was  held  on  this  application  b> 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  26,  1930,  after  due  notice  by  publication  m  t  e 
Bulletin' of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  budding 
zone  resolution  show  that  Jerome  avenue  is  m  a  busmess 
district,  except  at  park,  which  is  in  a  residence  district,  and 
Townsend  avenue  is  in  a  residence  district  ,  and 
1  Whereas,  the  decision  of  the  superintendent  of  buildings, 

rendered  September  11,  1929,  reads .  above 

“A  certificate  of  occupancy  f or_  the  building  at  above 
mentioned  location  is  hereby  denied  as  the  location  is 
within  a  business  district  where  such  occupancy; as  a 
wet  wash  laundry  is  prohibited  by  the  Zoning  Law.  , 

^Whereas,  the  building  is  of  non-fireproof  construction, 
one  storv  in  height,  with  a  frontage  of  25. ft  and  a  depth 
of  95  ft.;  it  is  proposed  to  remove  division  wall  and  to 
occupv  the  building  as  an  extension  to  existing  wet  wash 
laundrv  at  1422-1424  Jerome  avenue;  ana 

Whereas  the  board  deems  that  applicant  has.  not  sub¬ 
stantiated  his  basis  of  appeal  brought  under  section  21  of 

the  building  zone  resolution.  ,  .  ,  , 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  an 
it  hereby  is  denied. 


704-29-BZ. 

APPLICANT— Mac  L.  Reiser,  for  Esther  Siruinick,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district,  extending  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 50-54  Crown  street,  south  side, 

90  ft.  west  of  Franklin  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Max  L.  Reiser. 

For  Opposition:  None. 

ACTION  OF  BOARD1 — Application  granted  on  condition. 
THE  VOTE—  .  _  „  - 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  * 

Negative  . 

Absent:  Chairman  Walsh .  1  > 

THE  RESOLUTION— 

(704-29-BZ) 

Whereas,  Mac  L.  Reiser,  for  Esther  Siruinick  owner, 
filed,  December  5,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor  vehicles;  ; 
premises  50-54  Crown  street,  south  side,  90  ft.  west  of 
Franklin  avenue,  Borough  of  Brooklyn;  and  *  . 

Whereas,  a  public  hearing  was  held  on  this  application  by  i 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 

_ .  _  -  r.  j . .  .  4. 1 ~ ~  i/- in  thp 


February  26,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Crown  street  is  m  a  business  and 
unrestricted  district;  Franklin  avenue  is  in  a  business _ dis¬ 
trict,  and  Montgomery  street  is  in  a  business  and  unrestricted 

district;  and  .  -  ,  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  22,  1929  (Applic.  No.  15783-1929),.  reads: 

“Proposed  structure,  with  public  garage  portion  ex¬ 
tending  into  a  business  use  district,  is  contrary  to  Art. 

II,  Sec.  4a  No.  15  of  the  Building  Zone  Resolution.  ; 

hereas,  the  proposed  building  i s  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  60  it. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  a  portion  ot  the  , 
property  with  a  frontage  of  10  ft.  on  Crown  street  extending 
into  the  business  use  district,  the  remainder  of  property  being 

in  an  unrestricted  district;  and  .. 

Whereas,  the  applicant  is  rightfully  before  the  board 
under  the  provisions  of  sections  7b,  7c  and  21  of  the  build-  \ 

ing  zone  resolution;  and  ... 

Whereas,  the  board  deems  that  applicant  is  entitled  . 
relief  under  section  21  of  the  building  zone,  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  front  elevation  shall  be  finished  in  face  brick  and  archi¬ 
tectural  terra  cotta  or  natural  stone  trim. 


528-28-BZ. 

APPLICANT — Bly  &  Hamann,  for  Sarah  A.  Sweedler, 

owner.  .  .  . 

SUBJECT— Application  for  reopening— extension  ot  time  , 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7c  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  motor 
vehicles. 
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PREMISES  AFFECTED— 442-452  89th  street  and  8902 
Filth  avenue,  southwest  corner,  Brooklyn. 
APPEARANCES — 

For  Applicant :  Albert  M.  Yuzzolino. 

For  Opposition:  None 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  procure  permits  and  complete  work. 
I'HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin . , .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

fHE  RESOLUTION— 


(528-28-BZ) 

Whereas,  Bly  &  Hamann,  for  Sarah  A.  Sweedler,  owner, 
iled,  June  9,  1928,  an  application,  under  the  building  zone 
esolution,  to  permit  in  a  business  district,  extending  from 
,n  unrestricted  district,  the  erection  and  maintenance  of  a 
;arage  for  the  storage  of  more  than  five  motor  vehicles ; 
tremises  442-452  89th  street  and  8902  Fifth  avenue,  south- 
vest  corner,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
he  board  of  standards  and  appeals,  at  its  special  meeting, 
December  14,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  89th  street  is  in  an  unrestricted 
listrict;  Fifth  avenue  is  in  a  business  district,  and  90th  street 
s  in  an  unrestricted  and  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  June  4,  1928  (re  App.  No.  8870-28),  reads: 

‘‘Public  garage  for  more  than  5  cars  in  a  business 
district  is  prohibited  use,  as  per  B.  Z.  Resolution,  Art. 
2,  Sec.  15  and  is  hereby  denied.” ; 
nd 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
traction,  two  stories  in  height,  with  a  frontage  of  75  ft. 
md  a  depth  of  106  ft.  11  in.;  to  be  occupied  as  a  garage 
or  the  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  the  property  is  cut  by  two  use  districts  there- 
ore  coming  under  purview  of  section  7c;  the  unrestricted 
;rea  on  89th  street  lying  between  Fourth  and  Fifth  avenues, 
vith  garages  directly  opposite;  and 
Whereas,  the  board  deems  that  applicant  is  entitled  to 
elief  under  section  21  on  the  grounds  of  unnecessary 
lardship  and  practical  difficulties ;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
neeting,  December  14,  1928,  on  certain  conditions,  and 
hrough  his  attorney  requested  a  modification  of  these  con- 
litions  as  to  time  limit,  the  matter  having  been  before  the 
:ourt  on  a  writ  of  certiorari. 

Rcsolztcd,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted  on  condition  that 
he  building  shall  not  exceed  in  height  two  stories  above 
trade;  that  the  Fifth  avenue  frontage,  street  grade,  shall 
)e  restricted  to  store  use  and  occupancy  for  a  depth  not  less 
han  20  ft.  from  Fifth  avenue  and  shall  be  separated  from 
he  garage  area  of  the  first  story  by  walls  of  approved 
nasonry ;  that  the  westerly  and  southerly  gable  walls  shall 
)e  unperced  throughout  their  entire  height  and  length ;  that 
my  openings  for  vehicular  use  shall  be  restricted  to  the 
39th  street  front  and  shall  be  located  not  less  than  75  ft. 
westerly  from  the  corner  formed  by  the  intersection  of 
Fifth  avenue  and  89th  street ;  that  any  gasoline  storage 
-*quipment  installed  shall  be  located  not  less  than  75  ft. 
from  the  Fifth  avenue  corner  and  shall  be  restricted  in 
operation,  use  and  maintenance  to  the  interior  of  the 
^remises;  that  the  front  elevation  shall  be  finished  with 
ight-color  face  brick,  with  two-tone  colored  brick  for  trim 
f  of  panel  design,  with  architectural  terra  cotta  or  natural 
stone  trim;  that  no  roof  sign  shall  be  erected  or  main¬ 
lined  ;  that  any  advertising  sign  displayed  shall  be  re¬ 


stricted  to  the  plate  glass  show  windows  of  the  store  fronts 
on  Fifth  avenue  and  that  not  more  than  one  projecting 
electric  sign  shall  be  erected  on  89th  street,  indicating  the 
name  and  title  of  business  conducted  on  the  premises ;  that 
the  architect  shall  make  a  return  of  the  drawings  for  ap¬ 
proval  to  this  board  before  submission  to  the  superintendent 
of  buildings  in  accordance  with  the  foregoing  conditions, 
and  that  all  permits  required  shall  be  obtained  within  six 
months  and  any  work  involved  shall  be  completed  within  one 
year  from  the  date  of  this  action — February  26,  1930. 


S00-28-BZ. 

APPLICANT — Francis  J.  McIntyre,  for  Marjorie  J.  Red- 
dington,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7e  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  and, 
also,  within  a  “B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  qf  more 
than  five  (5)  motor  vehicles  and  the  omission  of 
the  rear  yard  required  under  the  zone  resolution. 

PREMISES  AFFECTED — 2091-2111  Jerome  avenue,  west 
side,  70.65  ft.  south  of  West  181st  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Francis  J.  MacIntyre. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  procure  permits  and  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 


(860-28-BZ) 

Whereas,  Francis  J.  MacIntyre,  for  Marjorie  J,  Red- 
dington,  owner,  filed,  November  10,  1928,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  and,  also,  within  a  “B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles  and  the  omission  of  the  rear  yard  required 
under  the  zone  resolution;  premises  2091-2111  Jerome  avenue, 
west  side,  70.65  ft.  south  of  West  181st  street,  Borough  of 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  13,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue  is  in  a  business 
district ;  Davidson  avenue  is  in  a  residence  district,  and  West 
181st  street  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  26,  1928  (re  N.  B.  1873-28),  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution. 

“2.  Rear  yard  must  be  provided  behind  second  story  , 
of  garage  as  required  by  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  503 
ft.  and  a  depth  of  90  ft.;  to  be  occupied  as  a  garage  for 
the  storage  of  more  than  five  motor  vehicles :  and 

Whereas,  the  board  is  empowered,  under  section  7,  sub¬ 
division  e,  of  the  building  zone  resolution,  upon  which  sec¬ 
tion  the  application  is  partly  predicated,  to  grant  a  varia¬ 
tion  under  existing  circumstances ;  and 
Whereas,  within  the  same  block  between  the  same  inter¬ 
secting  streets  there  exists  on  opposite  side  of  street  three 
garages  with  total  frontage  of  400  ft.;  one  of  these  garages 
was  granted  by  the  board  under  section  7e;  on  same  side 
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of  street  the  premises  to  north  is  occupied  by  a  gas  station 
and  the  board  deems  that  a  denial  of  this  application  would 
constitute  a  hardship  within  the  meaning  of  section  21 

the  building  zone  resolution;  and  .  ,  t  -t 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  February  13,  1929,  on  certain  conditions  and  the 
applicant  requested  a  modification  of  the  time  limit  co 
dition,  the  matter  having  been  before  the  court  on  a  writ  of 

^Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  oi  the  use  d 
trict  requirements,  and  that  the  application  be  and  it  hereby  is 
(fronted  on  condition  that  the  building  shall  be  const ructe 
fireproof  throughout  and  shall  be  two  stones  in  height  above 
grade  divided  into  five  units  with  a  width  of  approximately 
100  ft  on  Jerome  avenue  to  each  unit;  that  the  dividing 
walls  shall  have  but  one  opening  on  the  first  and  second 
stories  not  more  than  10  ft.  wide,  and  equipped  with  sliding 
fireproof  doors;  that  the  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  ventilation 
shall  be  provided  for  the  first  story  by  ventilating  duct  to 
the  roof  of  the  garage;  that  the  front  elevation  shall  be 
constructed  of  (ale  bfick  or  architectural  ten-a  cotta  w„h 
natural  stone  trimming;  that  all  ramps  shall  be  set  back  at 
least  10  ft  from  the  building  line;  that  all  skylights  in 
the  roof  shall  be  glazed  with  plain  glass  protected  above 
and  below  with  wire  guards  and  shall  set  back  at  least  ~ 
ft  from  the  walls  of  the  building;  that  there  shall  be  no 
portable  gasoline  tanks  maintained  or  operated  outside  te 
building  line  or  the  street  walls  of  the  proposed  bui ldir ia  , 
that  a  return  of  the  drawings  shall  be  made  to  this  board 
for  approval  before  submission  to  the  building  superin 
tendenU  that  all  permits  required  shall  be  obtained  within 
six  months  and  all  work  involved  thereby  completed  within 
eighteen  months  from  the  date  of  this  action  February 

26,  1930. 

APPLICANT — George  W.  Butler,  for  The  Bartholomew 
Building  Corp.,  owner.  .  . 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  the  extension, 
from  a  business  use  district  into  a  residence  district, 
of  a  proposed  office  building  and  the  erection  of  the 
street  walls  to  a  height  in  excess  of  the  requirements 
of  the  building  zone  resolution.  . 

PREMISES  AFFECTED— 566-374  Lexington  avenue  and 
122-130  East  51st  street,  southwest  corner,  Man¬ 
hattan. 

APPEARANCES.^.  £  J.  yillanyi  and  William  J. 

O’Shea,  Jr.  , 

For  Opposition:  Timothy  A.  McCarthy.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

rp  |  |  p  ^  Q  'J'  ^ _ 

Affirmative :  Acting  Chairman  Connell.  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  Q 

Negative  . •••• .  , 

Absent:  Chairman  Walsh . 

THE  RESOLUTION— 

(749-29-BZ) 

Whereas,  George  W.  Butler,  for  The  Bartholomew  Build¬ 
ing  Corp.,  owner,  filed,  December  23,  1929,  an  application, 
under  the  building  zone  resolution,  to  permit  the  extension 
from  a  business  use  district  into  a  residence  district  of  a 
proposed  office  building  and  the  erection  of  the  street  walls 
to  a  height  in  excess  of  the  requirements  of  the  building 
zone  resolution;  premises  566-574  Lexington  avenue  and 
122-130  East  51st  street,  southwest  corner,  Borough  of 

^Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
Februarv  26,  1930,  after  due  notice  by  publication  m  the 
Bulletin' of  the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  district  maps  accompanying  the  building 
zone  resolution  show  that  Lexington  avenue,  south  of  a 
point  100  ft.  5  in.  north  of  50th  street,  is  in  a  two  times 
height  district  and  a  business  use  district ;  Lexington  ave¬ 
nue,  north  of  a  point  100  ft.  5  in.  north  of  50th  street,  is 
in  a  one  and  one-half  times  height  district  and  a  business 
use  distirct,  and  51st  street  is  in  a  one  and  one-half  times  ^ 
height  district  and  west  of  a  point  100  ft.  west  of  Lex¬ 
ington  avenue  is  in  a  residence  use  district ,  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  18,  1929  (N.  B.  App.  No.  671-29),  : 
reads : 

“1.  Business  use  within  the  westerly  55  feet  of  the 
building  is  unlawful,  as  this  jiortion  of  the  building  is  i 
located  within  a  residence  use  district.  Section  3  Build- 
♦  ing  Zone  Resolution. 

“2.  Building  is  of  unlawful  height  along  the  northerly 
100  feet  of  Lexington  avenue,  and  along  the  entire 
front  of  51st  Street.”;  ■  |l 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  forty-eight  stories  (570  ft.  6  in.)  in  height,  with  a 
frontage  of  111  ft.  10  in.  and  a  depth  of  135  ft.,  to  beJ 
occupied  as  stores  and  offices;  and  .  . 

Whereas,  it  is  proposed  to  extend  the  building  55  it. 
into  the  residence  district  and  to  erect  the  street  walls  to  a 
height  of  150  ft.  along  the  entire  51st  street  front  and 
along  the  entire  Lexington  avenue  front;  and 

Whereas,  the  board  is  empowered  under  the  provisions 
of  section  7,  subdivision  c,  and  section  21  of  the  building 
zone  resolution,  to  grant  a  variation  where  the  property  in 
question  is  cut  by  the  boundary  lines  of  two  districts;  and, 
W^hereas,  the  board  deems  that  a  denial  of  the  application  il 
would  be  arbitrary  discrimination  and  would  devolve  un-. 
necessary  hardship  upon  the  applicant  as  within  the  mean¬ 
ing  of  section  21  of  the  building  zone  resolution;  and 
Whereas,  it  developed  at  the  hearing  that  certain  con¬ 
ditions  were  agreed  to  on  the  part  of  the  owners  of  thiq 
property  and  the  property  adjoining  to .  the  south,  whicl 
conditions  are  incorporated  in  the  following  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  doe: 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  tha 
the  application  be  and  it  hereby  is  granted,  as  to  Item  1,  o 
decision  of  the  superintendent  of  buildings,  on  conditio} 
that  the  service  entrance  to  this  building  shall  be.  confinec 
to  the  business  portion  of  the  plot ;  that  the  business.  us<( 
in  the  residence  district  portion  of  plot  shall  be  restricted 
to  mercantile  stores  and  shops  or  executive  offices,  specificall 
prohibiting  fish  markets,  delicatessen  store  or  meat  shops 
that  there  shall  be  no  merchandise  displayed  outside  th- 
building  line  in  the  residence  use  portion;  that  all  adver 
tising  displayed  shall  be  confined  to  the  plate  glass  sho\ 
windows  of  the  store  fronts ;  granted,  as  to  Item  2,  of  sai 
decision,  on  condition  that  the  height  of  the  stree 

wall  from  curb  level  to  first  setback  shall  not  excee. 
150  ft.,  and  that  the  following  courts  shall  be  man- 

tamed  on  the  southerly  and  westerly  property  lines 
first  court,  starting  at  the  northwest  corner  of  chimney  c 
property  to  south,  which  point  is  approximately  68  ft.  2  ill 
west  of  Lexington  avenue  on  southerly  property  line;  them 
northerly  at  right  angles  a  distance  of  18  ft.  6  in.;  them 
westerly  at  right  angles  approximately  11  ft.  10  in.  to  tr 

property  line;  this  court  to  be  maintained  above  the  secon 

storv  level ;  second  court,  starting  at  a  point  on  the  wes 
erly  property  line  93  ft.  4  in.  south  of  51st  street,  t  entj 
easterly  at  right  angles  a  distance  of  35  ft.  9  in.;  them 
southerly  at  right  angles  a  distance  of  7  ft.  1  in.  to  tt • 
southerly  property  line;  this  court  to  be  maintained  atxn 
the  third  story  level;  granted,  further,  on  co'ndiUon  that  a 
walls  facing  on  the  aforesaid  courts  to  a  point  approximate 
149  ft  west  of  Lexington  avenue  and  up  to  the  eleven 
storv  level  shall  be  faced  with  light-colored  face  brick  < 
approximately  the  same  color  as  adjoining  building  to  tl 
south ;  that  no  windows  shall  be  allowed  on  the  souther 
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Table  wall  of  the  twelfth  story  for  a  distance  of  approx- 
matelv  68  ft.  2  in.  westerly  from  Lexington  avenue;  that 
hese  two  variations  are  granted  on  condition  that  the  build- 
ng  zone  resolution  otherwise  shall  be  complied  with  in  all 
-espects;  that  a  return  of  the  drawings  shall  be  made  to 
his  board  for  approval  before  submission  to  the  superin- 
endent  of  buildings ;  that  all  permits  shall  be  obtained  within 
•ix  months  and  work  completed  within  eighteen  months  from 
he  date  of  this  action. 


APPROVAL  OF  PLANS. 

S30-29-BZ. 

APP'LIC  ANT — Franklin,  Bates  &  Heindsmann,  for  City 
Island  Garage;  H.  E.  Booth,  owner. 

SUBJECT — Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  under  date  of  January 
28,  1930. 

PREMISES  AFFECTED — 492-498  City  Island  avenue  and 
140  Beach  street,  southeast  corner,  The  Bronx. 
\PPEARANCES— None. 

\CTION  OF  BOARD — Acting  chairman  read  report  of 
engineer ;  report  of  engineer  adopted  and  plans 
approved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
PLANS— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


184-29-BZ. 

APPLICANT — Francis  J.  MacIntyre,  for  Arenal  Realty 
[  Co.,  owner ;  23  West  65th  Street  Corp.,  lessee. 

SUBJECT— Application  for  approval  of  plans  in  accord¬ 
ance  with  resolution  adopted  under  date  of  July 
16,  1929. 


PREMISES  AFFECTED — 42-46  West  66th  street,  Man¬ 
hattan. 

A  P  PEARANCES— None. 

AC  TION  OF  BOARD — Acting  chairman  read  report  of 
engineer;  report  of  engineer  adopted  and  plans  ap¬ 
proved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 

PLANS— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 


Absent:  Chairman  Walsh 


AREA  FIXED. 

(106-30-BZ) 

The  acting  chairman  presented  and  read  a  communication 
from  Mrs.  Mabel  Hall,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to  per¬ 
mit  in  a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  337  Arbutus  avenue,  north¬ 
east  corner  of  Hylan  boulevard,  Huguenot,  Borough  of 
Richmond. 

The  following  area  was  approved  : 

Both  sides  of  Hylan  boulevard  from  a  point  200  ft. 
southwest  of  Arbutus  avenue  to  a  point  400  ft.  north¬ 
east  of  proposed  site;  both  sides  of  Arbutus  avenue 
from  a  point  200  ft.  southeast  of  Hylan  boulevard  to  a 
point  400  ft.  northwest  of  premises  in  question;  also 
both  sides  of  Leonard  street  from  Arbutus  avenue  to 
Lotus  avenue. 


Adjourned  2.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

VEDNESDAY  AFTERNOON,  FEBRUARY  26,  1930. 

Present:  Acting  Chairman  Connell,  Commissioners 
Jolland  and  Guilfoyle  and  Assistant  Chief  Martin. 


PETITIONS  FOR  VARIATIONS. 

•48-29-S. 

3ETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Company,  for  15  West  47th  Street 
Corporation,  owner. 

iLBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 13-19  West  47th  street,  Man¬ 
hattan. 

APPEARANCES — 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1930, 
at  2  p.  m.,  on  request  of  petitioner’s  representa¬ 
tive. 


171-29-S. 

PETITIONER — Maurice  Deiches,  for  Frederick  A. 
,  Vanderbilt. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 453-9  Fifth  avenue,  2-10 
East  40th  street,  5-9  East  39th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  James  Bernson. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1930, 
at  2  p.  m.,  on  request  of  petitioner’s  representa¬ 
tive. 


31-30-S. 

PETITIONER— Samuel  Matluck,  for  Guzy  Realty 
Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 42-46  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1930, 
at  2  p.  m.,  to  notify  petitioner  (final  disposition). 

126-30-S. 

PETITIONER — John  A.  Kennedy,  for  Abenad  Realty 
Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings 

PREMISES  AFFECTED— 2-12  East  58th  street  and  745- 
753  Fifth  avenue,  southeast  corner,  Manhattan 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenbaum. 
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ACTION  OF  BOARD— Request  for  preferential  hearing 
onH  spt  for  hearing  on  March  11,  1930,  at 


sary  for  the  proper  display  of  merchandise^ and  also  adds 


granted  and  set  for  hearing 

PREFERENTIAL  HEAR- 


2  p.  m. 

THE  VOTE  TO  GRANT 

ING_ Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Negative  . 

Absent:  Chairman 


to  the  architectural  treatment  of  the  building 

Resolved,  that  the  board  of  standards  and  appeals  does 
a  variation  in  the  requirements  of  the  labor 


Walsh . 


4 

0, 

1 


PETITIONER— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Greenfield's  Sons,  Inc.,  owner. 


faw^and'that  ^“petition  ‘be  and  it  hereby  is  panted,  only 
so  far  as  it  affects  the  windows  on  the  first  story,  W  est  End 
avenue  section  of  the  building  and  return  on  65th  and  66th 
streets,  and  two  windows  on  each  street  front  of  65th  and 
66*  streets,  0»  condition  that  all  windows  shall  be  equipped 
with  metal  frames  and  sash,  glazed  with  one-quarter-  nch 
polished  plate  glass,  and  that  the  requirements  of  the  labor 
law  shall  be  complied  with  in  all  other  respects. 


SUBJECT— Application  ,for_  ,  orde ,  of 


Variation  of  the  labor  law,  as  cited  in 
the  fire  commissioner.  „  . 

PREMISES  AFFECTED-95-111  Lonmer  street,  Brook 

lyn. 

APPEARANCES—  , 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  , 

ACTION  OF  BOARD— Petition  reopened 
hearing  March  11,  1930, .at  2  P-  m. 

THE  VOTE  TO  REOPEN  AND  SET 

Affirmative;  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . . . 

Negative  . 

Absent:  Chairman 


and  set  for 


set  for  HEAR- 


Walsh. 


THE 


for  New  York  Central 


de- 


658-29-S.  „  _  .  , 

PETITIONER— S.  G.  Feldman, 

Railroad  Co.,  owner.  .  .  . 

SUBTECT — Variation  of  the  labor  law,  as  cited 
J  cision  of  the  superintendent  of  buddings. 

AFFECTED — 121-135  West  End  avenue,  301- 
PREMISES  AFFECl  tu  and  300  312  West  66th  streeti 

Manhattan. 

appearances— 

For  Petitioner:  William  C.  Grey. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  V(Affirmative  •  Acting  Chairman  Connell,  Commis- 
sTotlcrs  Holland  and  Gnilfo,le  and  Assistant 

Chief  Martin .  ( 

Negative  . . .  i 

Absent:  Chairman  Walsh . 


a 
ises 
and 


THE  RESOLUTION— 

(658-29-S) 

Whereas  S  G.  Feldman,  for  New  York  Central  Rail- 
,  r!  owrer  filed,  November  8.  1929,  a  petition  for  a 

'"dSSn'^JSStot 

191  i9i  West  End  avenue,  301-311  West  bain  Mica 
300.312  West  66th  street,  Borough  of  Manhattan;  and 
Whereas  the  decision  of  the  superintendent  of  buildings, 
rendered  November  6,  1929  (N.  B.  Apphc  416-29).  read  • 
“11  All  windows  must  comply  with  section  ^ 

Labor  Law  and  Rule  503  of  Industrial  Code.  , 

“whereas,  the  building  is  firoproof  gven  f  ries  in  b.ight 
onn  ft  10  in.  by  200  ft.  in  area;  OCCUPIED  as  a  gai  s 

S  the  storage-of  a^pr'inkS 

a  motor  vehicle  repair  shop,  EU  FXITS-  three  in- 

the' ’petitioner  claims  the  proposed  show  windows  are  neces 


650-29-S.  „  _  . 

PETITIONER— Samuel  Gardstem,  for  Max  Levine,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  de- 
"  cision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 1573-1575  Gravesend  avenue, 
Brooklyn. 

APPEARANCES— er;  David  L  Blick  and  Max  Levine.  1 
ACTION  OF  BOARD— Petition  granted  on  condition.  ( 

THE  VOTE—  _  ,,  p-  • 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  | 

Negative... . —  . 

Absent:  Chairman  Walsh . 

RESOLUTION— 

(650-29-S) 

Whereas,  Samuel  Gardstein  for  Max  Levine  owner  filled 
vTnvemher  6  1929,  a  petition  for  a  variation  ot  the  iaDO 
hw  £  cited  in  a  decision  of  the  superintendent  of  build 
ings  affecting  premises  1573-1575  Gravesend  avenue,  Bor 

“^A^cSon  of  ,he  superinfenden.  Of  WMfug 

Law ;  application  denied.  ; 

^Whereas,  the  building  is  non-fireproof,  two  stories  ^ 
height  40  ft.  by  100  ft.  in  area  at  first  story  and  40  it.  t 
49  ft  6  in  in  area  above;  OCCUPIED:  1st  story,  mark* 
4  persons;  2nd  story,  dress  manufacturer  22  person 
t?v-tTS-  an  interior  fireproof  stairway,  extending  from  ti 
fS story to  top  story,  Enclosed  in  fireproof  partitions  < 
the  first  story  and  fire-retarding  partitions 
story,  with  fireproof  doors  at  openings 
joining  buildings :  to  south, 

Whereas,  petitioner 


on  the  secoi 
,  ROOFS  of  a 
same  level ;  and 
contends  that  additional  egress 


provided  from  the  second  story  by  means  of  door  leading 
the  first  story  extension  roof  and  from  the  roof  oy 
of  a  gooseneck  ladder  leading  to  rear  yard;  egress  fro 
rear  yard  by  means  of  door  leading  into  the  first  story 
ffie  bSding  adjoining  to  the  south ;  petitioner  requests  1 

acceptance  of  existing  conditions.  -^pak  d( 

Resolved,  that  the  board  of  standards  and  appeals  d 
hereby  make  a  variation  in  the  requirements  of  the  lat, 
law  and  that  the  petition  be  and  it  hereby  is  granted 
condition  that  there  shall  be  provided  an  ^terior  s^rw 
44  in  wide,  enclosed  in  fireproof  material,  leading  from  s tr 
level  to  a  bulkhead  in  the  roof,  and  that  here  shall 

constructed  on  the  southerly  side  of  the  .^ont  ^alan 
ing  a  balcony,  at  window  sill,  level  with  counter h 
stairs  22  in  wide,  to  street,  and  that  there  shall  be  J 
vided’an  opening  to  the  balcony  from  the  second  story 
means  of  a  casement  door  and  iron  steps  to  sills,  and 

condition  that  the  occupancy  of .  the  second  story  be  hm 

to  the  legal  capacity  of  the  interior  stairs,  and  that  the  Du 
ing  shall  be  not  increased  -in  height  or  area. 


759-29-S.  ^  „  r, 

PETITIONER— Croker  National  Fire  Prevention 

Co.,  for  L.  Bossert  &  Sons,  Inc.,  owne 


neenng 
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SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 1301-1325  Grand  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 


(759-29-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  L.  Bossert  &  Sons,  Inc.,  owner,  filed,  December 
30,  1929,  a  petition  for  a  variation  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
1301-1325  Grand  street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
June  27,  1929  (Order  No.  58961-LD),  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  exterior  enclosed  fireproof  stair¬ 
way  at  rear,  north  side  of  building,  at  west  by  construc¬ 
tion  of  fireproof  passageway  with  an  unobstructed  width 
of  at  least  3'  throughout,  leading  to  the  street,  ade¬ 
quately  lighted  at  all  times  during  working  hours,  or 
by  means  of  providing  access  to  an  open  area  having 
communication  with  the  street,  as  per  Sec.  273  of  the 
Labor  Law.” ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  350  ft.  by  157  ft.,  irregular,  in  area;  OCCUPIED: 
1st  story,  mill  and  shipping,  100  persons;  2nd  story,  cutting 
stock  box  and  window  frames,  51  persons ;  3rd  story,  car¬ 
penter  shop  for  manufacture  of  stairs  and  doors,  55  per¬ 
sons  ;  4th  story,  cabinet  and  sash  manufacture,  25  persons ; 
EQUIPPED  with  a  sprinkler  system;  EXITS:  three  in¬ 
terior  stairways;  the  east  and  west  stairs  being  open, 
wooden  stairs;  the  east  stair  extending  from  first  story  to 
roof  and  the  west  stair  extending  from  the  first  to  top 
story ;  the  north  stairway  being  concrete,  enclosed  in  fire¬ 
proof  partitions,  and  extending  from  the  first  story  to 
roof;  EGRESS  from  this  stairway,  aside  from  the  in¬ 
direct  egress  on  first  story,  is  at  second  story  and  leads 
across  the  fireproof  roof  of  the  one-story  extension  (at 
north)  to  a  44-in.-wide  concrete  stairway  at  north  end 
of  this  extension,  said  stairs  lead  to  open  yard ;  egress 
from  yard  by  means  of  open  yards  or  open  driveway  to 
street;  and 

Whereas,  petitioner  contends  that  the  building  is  equipped 
with  a  sprinkler  system ;  that  the  building  is  in  single  ten¬ 
ancy,  and  requests  the  acceptance  of  the  existing  means  of 

egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  from  the  termination  of  the  fire  tower  in 
question  egress  be  made  across  a  fireproof  roof  of  the  second 
story  to  a  reinforced  concrete  stairway,  44  in.  wide,  leading 
directly  to  the  30-ft.-wide  roadway  to  be  maintained  around 
this  property  leading  directly  to  Grand  street,  and  that  the 
building  comply  with  the  requirements  of  the  labor  law  in 
all  other  respects. 

675-29-S. 

PETITIONER— The  New  York  Times  Co.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 229-239  West  43rd  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  George  Norris. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  o 

Absent:  Chairman  Walsh .  l 

THE  RESOLUTION— 


(675-29-S) 

\V  hereas,  The  New  \ork  Times  Co.,  owner,  filed,  No¬ 
vember  18,  1929,  a  petition  for  a  variation  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  229-239  West  43rd  street,  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
April  18,  1929  (Order  No.  37749-LD),  reads: 

“1.  Arrange  the  doors  leading  to  the  corridors  from 
lofts  on  all  stories  to  open  outwardly  as  per  Section  270 
of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  fourteen  stories  in 
height,  243  ft.  by  100  ft.  4  in.  in  area  at  first  to  twelfth 
stories  and  243  ft.  by  90  ft.  in  area  above;  OCCUPIED: 
cellar,  presses,  175  persons;  1st  story,  mail  room,  150 
persons ;  2nd  story,  business  department,  100  persons ;  3rd 
story,  news  department,  100  persons ;  4th  story,  composing 
room,  150  persons ;  5th  story,  business  department,  50  per¬ 
sons  ;  6th  story,  business  and  photo  engraving,  20  persons ; 
7th  story,  business  and  small  machine  shop,  15  persons ;  8th 
story,  editorial  rooms,  50  persons ;  9th  story,  studio  and 
business,  30  persons ;  10th  to  14th  stories,  business  and 
editorial,  approximately  30  persons  per  story;  EQUIPPED 
with  a  sprinkler  system  and  a  fire  alarm  signal  system ; 
EXITS:  five  (5)  interior  fireproof  stairways;  stairways  in¬ 
dicated  A,  B  and  C  on  plans  extending  from  the  first  story 
to  roof ;  stairs  indicated  D  and  E  on  plans  extending  from 
first  story  to  twelfth  story;  enclosed  in  fireproof  partitions, 
with  fireproof  doors  at  openings ;  and 

Whereas,  there  are  located  on  the  various  floors  of  the 
premises,  as  shown  upon  filed  plans,  partitions  forming 
rooms  and  offices ;  the  doors  in  these  partitions  open  into 
the  various  lofts  from  the  corridors;  and 

Whereas,  petitioner  contends  that  all  floors  of  the  build¬ 
ing,  excepting  the  sub-basement,  basement,  fourth,  sixth  and 
seventh  stories  (which  floors  are  used  wholly  or  in  part 
for  manufacturing  purposes),  are  occupied  throughout  by 
the  clerical,  editorial  or  executive  forces ;  that  all  doors 
leading  to  fire  towers,  halls  or  main  corridors  open  out¬ 
wardly  ;  that  fire  drills  are  regularly  conducted,  and  peti¬ 
tioner  requests  the  acceptance  of  existing  conditions  as  to 
the  doors  in  question. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  on  all  floors  on  which  factory  work  is  being 
performed  the  doors  are  to  be  made  to  open  outwardly  and 
on  all  other  floors  on  which  there  are  five  or  more  people 
engaged  in  a  room,  the  doors  of  those  rooms  shall  be 
made  to  open  outwardly,  and  on  the  further  condition  that  all 
doors  leading  to  interior  stairways  and  fire  towers  shall  be 
made  to  open  outwardly,  and  that  the  requirements  of  the 
labor  law  shall  be  complied  with  in  all  other  respects. 


229-28-S. 

PETITIONER — William  Hochberg,  for  Hochberg  Bros.  & 
Schwartz,  owner. 

SUBJECT — Application  for  reopening — modification — re 

Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 328  Broome  street,  Manhattan. 
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appearances—  t  .  n 

For  Petitioner:  Joseph  L.  Gershman. 

For  Administration:  Inspector  Maher  of  hre  de 

ACTION  OF^BOARD— Petition  reopened  and  resolution 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  Q 

Negative  . . . .  , 

Absent:  Chairman  Walsh . 


THE  VOTE—  .  .  _  ~  • 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  * 

Negative  . 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 


(9-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.  for  Shenk  Realty  and  Construction  Co.,  owner,  tiled, 

’’  . .  _  C  f rAtn  tnf»  rPflllirC- 


THF.  RESOLUTION— 

(229-28-S) 

Whereas,  William  Hochberg,  for  Hochberg  &  Schwartz, 
owner,  filed,  March  14,  1928,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  "n  \re€t 

the  tire  commissioner,  affecting  premises  328  Broome  street, 

Borough  of  Manhattan;  and  .  .  .  ,  j 

Whereas,  the  order  of  the  fire  commissioner,  dated 

February  15,  1928,  reads: 

“Order  No.  32886-LD :  .  .  .  . 

“1  Provide  a  counter-balanced  stairway  from  lowest 
fire-escape  balcony  at  front  of  building  to  the  street,  as 
per  Section  274  of  the  Labor  Law.  ; 

^Whereas,  the  building  is  non-fireproof  four  stones  in 
height  22  ft.  by  70  ft.  in  area;  OCCUPIED  1st  stor>, 
showroom  and  office,  4  persons;  2nd  story,  workshop,  8  per¬ 
sons ;  3rd  and  4th  stories,  storage  of  store  fixtures,  no  occu 
nancv  •  EXITS:  an  interior  iron  and  steel  stairway,  extend 
ing  from  the  first  story  to  roof,  enclosed  in  (wire  lath  and 
a4-inch  cement  plaster,  both  sides)  partitions  with  steel 
doors  at  openings;  a  fire  escape  on  the  front  of  the  budding, 
having  fireproof  openings  along  the  course  thereof  extei  - 
ing  from  the  second  story  to  roof,  and  drop  ladder  from 
second  story  balcony  to  sidewalk;  ROOFS 
buildings:  8  ft.  higher  at  west;  same  level  at  east,  and 
Whereas,  the  petitioner  claims  that  the  store  and  show 
window  on  first  story,  used  to  display  store  fi-^res  would 
be  destroyed  by  complying  with  the  order,  furth^10re- 
the  petitioner  contends  that  the  exits  are  adequate  and  the 

occupancy  is  very  light;  and  , 

Whereas  this  petition  was  granted  by  the  board  at  its 
meeting  July  17,  1928,  on  certain  conditions,  and  petitioner 
request  a  modification  of  the  conditions  as  to  area  of 

^Resolved,  that  the  board  of  standards  and  appeals 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  counterbalanced  drop  ladder  m  guides  shall 
be  provided  at  each  end  of  the  lowest  balcony  fire  escape 
at  the  front  of  the  building;  that  the  occupancy  shall  not 
exceed  eight  persons  above  the  first  story  ;  that  he  entire 
premises  shall  remain  in  single  tenancy  and  operation,  that 
the  building  shall  be  not  increased  in  height  or  area,  other 
than  an  extension  at  rear  in  the  first  and  second  stories 
not  more  than  18  ft.  6  in.  in  depth;  that  there  shall  be  no 
occupancy  above  the  second  story,  and  that  the  occupancy 
of  the  second  story  be  restricted  to  not  more  than  eight 

persons. 


9-30-S.  .  „  . 

PFTITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Shenk  Realty  and  Construction 

Co.,  owner.  .  .  , 

SUBJECT _ Variation  of  the  labor  law,  as  cited  m  an  order 

of  the  fire  commissioner. 

PREMISES  AFFECTED— 7-9  West  30th  street,  Man¬ 
hattan. 

APPEARANCES—  „  __  , 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  hre  de¬ 
partment.  .  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 


L.O.,  tor  sneilK  iveauy  anu  W1UUUI..VM  w~.,  .  .  - 

January  4,  1930,  a  petition  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  hre  com¬ 
missioner,  affecting  premises  7-9  West  30th  street,  Borough 

of  Manhattan;  and  .  .  ,  , 

Whereas,  the  order  of  the  fire  commissioner,  dated 

September  26,  1929  (Order  No.  62981-LD)  reads: 

“1  Provide  an  additional  means  of  exit  from  the 
cellar,  said  exit  to  be  located  remote  from  existing 
exit  in  accordance  with  the  provisions  ot  Section  ~71 
of  the  Labor  Law. 

"2.  Provide  an  independent  fireproof  passageway 
from  termination  of  exterior  enclosed  stairway  rear  ol 
building  leading  to  street.  Section  266  of  the  Labor 

Law.” ; 

U1  Whereas,  the  building  is  fireproof,  twelve  stories  in 
I, eight,  50  It.  by  M  ft.  tl  it.,  in  area  at .first :  story  and  aO  , 
ft  by  80  ft.  9  in.  in  area  above,  OCCUP1LD.  cellar, 
boiler  room,  stock  receiving  and  shipping  sweaters,  5  per¬ 
sons'  1st  story,  office,  showroom  and  stock  room,  J  per¬ 
sons;  2nd  story,  same,  6  persons;  3rd  story,  same,  6  persons; 
4th  story,  manufacture  of  boys’  suits,  40  persons ,  4t 
story,  manufacture  of  men’s  neckwear,  20  persons ;  6th  story, 
manufacture  of  underwear,  50  persons;  7th  story,  manu  ac- 
ture  of  curtains,  20  persons ;  8th  story,  manufacture  of 
dolls,  10  persons;  9 th_story  office  and  manufacture  of  ties 
30  persons;  10th  story,  office,  stock  room  and  cutting, 
pcrsmis ;  llth  story,  cutting,  «  persons ;  mh  story  manu; 
facture  of  button  novelties,  IS  persons;  EQUIPPED  with 
a  sprinkler  system  and  a  hre  alarm  signal  system ,  EX1  l  b  • 
an  interior  steel  strings  with  risers,  slate  treads  stairway 
extending  from  the  first  story  to  the  roof,  enclosed  in  6-inch 
terra  cotta  block  partitions,  with  fireproof  doors  at .open¬ 
ings .  an  enclosed  exterior  stairway  at  the  rear  of  the 
building,  having  fireproof  openings  along  the  course  there 
of  extending  from  the  roof  to  the  first  story  mezzanine 
level  with  EGRESS  from  the  termination  of  the  exterior 
enclosed  stairway  by  means  of  a  hreproo  passageway  (at 
mezzanine  level)  leading  to  the  main _  stairway ,  and 
Whereas,  petitioner  contends,  in  addition  to  the  sta'rway 

a,  the  east  side  of  the  building,  leading  from  the  cellar 

tint  there  is  an  engineer’s  ladder  leading  from  the  cel  . 

Ihe  sidewalk  at  the  front  of  the  building,  and  requests 
the  accentance  of  the  existing  means  of  egress ;  and 

Whereas,  the  method  of  exit  from  the  exterior  stairway 
was  accepted  by  the  bureau  of  buildings  up  to  1913,  t 
building  having  been  erected  prior  to  that  date. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  he  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as 
Item  1,  of  Order  No.  62981-LD,  on  condition  that  the :  P«s 
ent  means  of  exit  from  the  cellar  be  maintained  and  that 
no  manufacturing  of  any  nature  or  description  shall  b 
performed  in  the  cellar;  granted,  as  to  Item  2,  oni 
that  the  building  meet  the  requirements  of  the  labor  law  in 
all  other  respects;  that  the  building  shall  no  be  jnc«aseC 
in  height  or  area,  and  that  the  occupancy  shall  be  restnctec 
to  the  capacity  of  the  interior  stairs. 


643-29-S.  „  __  T 

PETITIONER — Max  Siegel  and  George  H.  Levy,  i 
Michaels  Optical  Co.,  Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in 
of  the  fire  commissioner. 
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REMISES  AFFECTED — 11  West  46th  street,  Manhat¬ 
tan. 

PPEARANCES — 

For  Petitioner :  Max  Siegel. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Petition  granted  on  condition. 

HE  VOTE— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

HE  RESOLUTION— 


(643-29-S) 

Whereas,  Max  Siegel  and  George  H.  Levy,  for  Michaels 
otical  Co.,  Inc.,  lessee,  tiled,  October  31,  1929,  a  petition 
r  a  variation  from  the  requirements  of  the  labor  law,  as 
<ed  in  an  order  of  the  tire  commissioner,  affecting  prem- 
:'s  11  West  46th  street,  Borough  of  Manhattan;  and 
W ii ericas,  the  order  of  the  tire  commissioner,  dated  Octo- 
r  12,  1929  (Order  No.  36753-LD),  reads: 

“1.  Arrange  the  fire-escape  on  the  northeast  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are 
in  compliance  with  the  provisions  of  Sec.  273  and  274 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  Section 
271  of  the  Labor  Law. 

“Among  the  defects  noted  are  the  following: 

“(c)  No  fireproof  passageway  to  street  from  termina¬ 
tion.”  ; 

id 

Whereas,  the  building  is  noil-fireproof,  five  stories  in 
light,  21  ft.  5)4  in.  by  91  ft.  3  in.  in  area;  OCCUPIED: 

story,  store ;  2nd  story,  vacant ;  3rd  story,  manufacture 
t  lenses,  10  persons;  4th  story,  showrooms,  10  persons; 

■  i  story,  tailoring,  5  persons;  EQUIPPED  with  a  stand¬ 
ee  system  and  a  fire  alarm  signal  system;  EXITS:  an 

erior  wood  stairway,  extending  from  the  first  story  to 
of,  enclosed  in  6-inch  terra  cotta  partitions,  with  fireproof 
•ors  at  openings ;  a  60-degree  fire  escape  in  east  yard  court 
the  building,  having  non-fireproof  window  openings 
ong  the  course  thereof  (exit  doors  fireproof),  extending 
>m  ground  to  roof,  with  no  legal  means  of  egress  to 

■  eet ;  ROOFS  of  adjoining  buildings:  same  level  at  east 
:d  west ;  and 

Whereas,  the  petitioner  proposes  to  provide  iron  stairs 
>m  yard  up  to  landing  balcony  in  yard  adjoining  at  east, 
;nce  iron  stairs  down  to  yard  adjoining  at  north  where 
icess  may  be  had  to  a  fireproof  passageway  leading  to 
e  street  through  building,  No.  2  West  47th  street;  fur- 
irmore,  the  petitioner  contends  the  occupancy  of  the 
ilding  is  small  and  the  exits  will  then  be  adequate. 
Resolved,  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  requirements  of  the  labor 
.v,  and  that  the  petition  be  and  it  hereby  is  granted  on 
<)idition  that  at  the  second  story  level  there  shall  be  built 
fire  escape  balcony  from  the  present  fire  escape  to  the 
ir  lot  line  from  this  balcony  there  shall  be  constructed  a 
eproof  bridge,  not  less  than  3  ft.  wide,  or  a  bridge 
■ceptable  to  the  building  department  leading  to  the  ex- 
"ior  iron  stairway  on  the  rear  of  2  West  47th  street, 
om  which  fireproof  passageway  leads  direct  to  the  street 
'  West  47th  street ;  that  a  22-inch  stairway  shall  be  con- 
ucted  from  the  first  story  level  to  the  fire  escape  balcony 
be  constructed  on  the  second  story,  and  on  condition  that 
e  occupancy  be  limited  to  the  legal  capacity  of  the  interior 
firs,  and  that  letters  of  consent  be  filed  with  the  fire 
partment  from  all  adjoining  property  owners  affected, 
d  that  plans  of  this  proposed  alteration  be  submitted 
this  board  and  to  the  fire  department  for  approval  in 
cordance  with  the  resolution  before  any  work  is  started, 
G  that  a  door  be  maintained  in  the  rear  of  first  story,  open- 
?  out,  for  access  to  the  proposed  rear  stairway. 


7 19-26-S. 


PETITIONER — Central  Blue  Print  Co.,  Inc.,  lessee. 

SLBJEC  l — Application  for  reopening — extension  of  tem¬ 
porary  permit — re  \  ariation  of  the  labor  law,  as 
cited  in  a  decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 709-ill  Sixth  avenue,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner :  Patrick  N.  Lynch. 

AC  1  ION  OF  BOARD — Petition  reopened  and  temporary 
permit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


THE  RESOLUTION— 

(719-26-S) 

Whereas,  Edward  P.  Doyle,  for  Buckley  Newhall  Co., 
Inc.,  owner,  filed,  August  20,  1926,  a  petition  for  variation 
of  the  labor  law,  as  cited  in  decision  of  the  superintendent  of 
buildings,  affecting  premises  709-711  Sixth  avenue,  Borough 
of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  19,  1926  (Order  No.  3453),  reads: 

“You  are  hereby  notified  that  the  building  known  as 
No.  709-11  Sixth  Ave.,  in  the  Borough  of  Manhattan, 
does  not  conform  to  Section  5  of  the  Building  Code  in 
the  respects  noted  below: 

“In  that  of  occupying  the  6th  and  11th  floors  for  fac¬ 
tory  use,  contrary  to  Certificate  of  Occupancy  1826, 
which  calls  for  stores,  showrooms  and  offices. 

“You  are  hereby  directed  to  immediately  discontinue 
the  said  use  of  the  above  described  building  until  you 
obtain  a  new  Certificate  of  Occupancy  from  the  Super¬ 
intendent  of  Buildings.”; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
98  ft.  9  in.  by  125  ft.  in  area;  OCCUPIED:  1st,  2nd  and 
3rd  stories,  furniture  showrooms  and  offices,  total  of  40 
persons ;  4th  and  5th  stories,  offices,  150  persons  per  story ; 
6th  story,  offices,  35  persons,  and  photograph  studios,  10  per¬ 
sons;  7th,  8th,  9th  and  10th  stories,  offices,  65  persons  per 
story ;  1 1th  story,  offices,  50  persons,  and  blue  print  estab¬ 
lishment,  12  persons;  12th  story,  offices,  50  persons; 
EQUIPPED  with  a  prinkler  system;  EXITS:  three  in¬ 
terior,  fireproof  stairways,  extending  from  the  1st  story  to 
roof,  enclosed  in  fireproof  partitions  with  fireproof  doors  at 
openings;  and 

Whereas,  petitioner  contends  that  the  building  is  ade¬ 
quately  provided  with  exits;  that  the  photograph  studio  on 
the  6th  story  occupies  but  2,000  sq.  ft.  and  the  blue  print 
business  on  the  11th  story  occupies  only  2,200  sq.  ft.  of 
space  and  contends,  further,  that  when  the  leases  of  these 
two  firms  expire,  the  factory  use  will  be  discontinued; 
(leases  of  factories  in  question  have  two  more  years  to 
run)  ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  December  14,  1926,  and  January  18,  1927,  for  a 
temporary  period,  and  petitioner  requested  an  extension  of 
this  period  on  the  basis  of  the  hardship  involved  in  vacating 
premises  at  this  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  that  portion  of  the  6th  story  now  occu¬ 
pied  as  a  photographic  studio  and  like  and  similar  portion 
of  the  11th  story  occupied  as  a  blue  print  developing  studio, 
on  condition  that  the  space  so  occupied  shall  be  enclosed 
in  partitions  constructed  of  hardburned  terra  cotta  blocks, 
equipped  with  self-closing,  fireproof  doors  at  openings,  and 
that  such  use  and  occupancy  shall  be  discontinued  on  or 
before  April  30,  1932,  and  the  building  maintained  in  ac¬ 
cordance  with  the  stipulations  of  the  certificate  of  occupancy 
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now  in  force  with  not  more  than  twelve  persons  employed 
in  the  blue  print  studio  portion  of  the  eleventh  story. 


PETITIONER — Sigmund  Schuler,  for  United  Cigar  Stores 

Co  lessee.  .  •  j 

SUBJECT _ ’Variation  of  the  labor  law,  as  cited  in  an  or  er 

of  the  fire  commissioner.  , 

PREMISES  AFFECTED— 1021-1029  East  163rd  street  and 
943-947  Southern  boulevard,  northwest  corner,  The 

Bronx. 

APPEARANCES—  ,  _ ,  * 

For  Petitioner:  Sigmund  Schuler. 

For  Administration:  Inspector  Maher  of  fire  de 

ACTION  ONBOARD— Petition  granted  on  condition. 

THE  V' Affinitive-  Acting  Chairman  Connell,  Commis- 
sToners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  Q 

Negative  . . .  i 

Absent :  Chairman  W  alsh . 


rung  iron  ladder  be  provided  within  the  stair  hall  enclosure 
of  the  interior  stairs  to  a  scuttle  in  the  roof,  and  that  the 
number  of  people  in  the  building  engaged  in  factory  work 
shall  not  exceed  fifteen  persons  and  shall  be  confined  to  the 
top  story;  granted,  as  to  Item  5,  of  Order  No.  o8141-LD, 
on  condition  that  no  light  of  glass  shall  be  more  than  360 
sa.  in.,  and  that  there  shall  be  no  additional  lights  of  glass 
installed  in  the  stairway  enclosure ;  that  the  building  shall 
be  not  increased  in  height  or  area,  and  that  the  require¬ 
ments  of  the  labor  law  be  conformed  with  in  all  other 

respects. 


THE  RESOLUTION- 


(406-29-S) 

Whereas  Sigmund  Schuler,  for  United  Cigar  Stores  Co., 
lessee  filed  June  14,  1929,  a  petition  for  a  variation  from  the 
requirements^ of  the  labor  law.  “  Street 

commissioner,  affecting  premises  “f  ij!  BroM' 

and  943-947  Southern  boulevard,  Borough  of  > 

^Whereas,  the  orders  of  the  fire  commissioner,  dated  April 
23,  1929,  read : 

^l^E^end^he  interior  stairway  at  the  south  side 
to  the  roof,  as  per  Section  271  of  the  Labor  Law.  , 

and 

°‘5derReduce4the  area  of  wired  glass  in  ^ 

closing  stairway  so  that  no  single  panel  of  glass  shall 
exceed  360  sj  inches  and  a  total of  not f  more :  than 
720  sq.  in.  on  any  story  as  per  Rule  oOo  of  the  Indus 

trial  Code.” ; 

^Whereas,  the  building  is  non- fireproof,  cellar  and  three 

“  S,  20  peUfs ^  Wiling  “d 

l^b’pe?soS-S  EXITS1:  ^fi TtaUway,"  ex¬ 

tending  from  the  first  story  to  top  story,  enclosed  m  fire- 

STforyt'fhe  roof'wiT  EGRESS 

of  the  fire  escape  by  means  of  alle>  o  •  higher 

street;  ROOFS  of  adjoining  buildings.  7  ft.  6  in.  higher 

at  north;  same  level  at  west;  and 

Whereas  the  petitioner  claims,  as  to  Order  w\o  a-tio 
LDlSt  that  ^the  stairway  is  11  ft.  4  in.  m  width  and 
“is  which  swing  out  do  not  obstruct  «r=ss  i  as  to  Items 
4  and  5  the  windows  are  now  made  of  wire  glass,  pro 
tected  &  iron  grille  work,  the  maximum  area  of  a  singk 

nane  at  first  and  second  stories  is  10  in.  by  20  in.,  at 
pane  at  nrst  area  of  lass  at 

third  story  is  43  im  by  43^  tne^  ^  the 

building^s  of  fireproof  construction  and  provided  with  a 
fire  escape  extending  directly  from  the  street  to  ^  ™o  ’ 
furthermore,  the  petitioner  contends  that  the  occupancy 

n0LbXd°U that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 

r  a  22- 


94-29-S.  _  „  . 

PETITIONER — Croker  National  Fire  Prevention  hngi- 
neering  Co.,  for  Childs  &  Co.,  lessee.  . 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED-43  East  13th  street  and  12. 
University  place,  Manhattan. 

APPEARANCES- 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  hre  de 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE _  •  f 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Negative  . . . 

Absent:  Chairman  Walsh . 

THE  RESOLUTION—  I 

(94-29-S)  _  1  J 

Whereas,  Croker  National  Fire  Prevention  Engineerir 
Co,  for  Childs  &  Co.,  lessee,  filed,  February  14, ,1929 
petition  for  a  variation  from  the  requirements  of  the  1^ 
law,  as  cited  in  orders  of  the  fire  commissioner  affectir, 
premises  123  University  place  and  43  East  13th  street,  B  i 

ough  of  Manhattan ;  and  .  .  ,  ,  ,  cp 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Sei 

tember  10,  1928,  read:  .  ' 

“Order  No.  43020-LD  (re  premises  43  East  13th  street, 
“1.  Extend  the  interior  stairway  from  the  2nd  to  i 
story  as  per  Section  271  of  the  Labor  Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape  • 
front  of  building  with  balconies  4'  in  width  connected 
stairways  not  less  than  22"  wide  placed  at  an  inch 
of  not  more  than  45°,  extending  from  the  ground  to  t 
highest  story,  constructed  as  per  Section  2<3  of  the  L 
Law  and  rules  of  the  Board  of  Standards  and  Appe 
or  carry  out  a  proper  alternative  method  of  comply 
with  Section  271  of  the  Labor  Law.  ' 

“3  Enclose  the  interior  stairway  and  the  _  landin, 
platforms  and  passageways  connecting  therewith  on 
stories  with  partitions  of  fire  resisting  material  exte 
ing  f rom  1st  story  to  the  underside  of  roof  beams, 
per  Section  271  of  the  Labor  Law.  ; 

and  “Order  No.  43021-LD  (re  premises  123  Umver 

Arrange  the  fire  escape  on  the  front  of  builc 
and  the  openings  leading  thereto  and  the  windows  oj 
ffig  on  the  course  thereof  so  that  same  are  in  comp  n, 
with  provisions  of  Sections  273  and  2,4  of  the  U 
Law  and  rules  of  the  Board  of  Standards  and  App<! 
or  carry  out  a  proper  alternative  method  of  compl, 
with  the  requirements  of  Section  2,1  of  the  L<| 
T  7  ! 

^‘Among  the  defects  noted  are  the  following: 
“(a)  No  60°  connecting  stairs. 

“(b)  Railings  around  balconies  and  well  holes  are- 

3'  high.  # 

“(c)  Balconies  not  3  wide. 

“(d)  Windows  on  course  not  fireproof  self-closm 
“(e)  No  2'  x  6'  doors  leading  to  balcony  on 
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MINUTES 


“2.  Extend  the  interior  stairway  to  roof  as  per  Sec¬ 
tion  271  of  the  Labor  Law,  said  extension  and  the 
I  landings  and  passageways  connecting  therewith  to  be 
enclosed  on  all  sides  with  partitions  of  fire  resisting 
|  material  extending  at  least  3'  above  the  roof  as  per 
Sections  271  and  272  of  the  Labor  Law  and  rule  6,  Board 
I  of  Standards  and  Appeals.”; 
il 

|  “Order  No.  43022-LD  (re  premises  123  University 

place)  : 

“l.  Enclose  the  interior  stairway  serving  as  a  re¬ 
quired  means  of  exit  and  the  landings,  platforms  and 
passageways  connecting  therewith  on  all  sides  with  parti¬ 
tions  of  fire  resisting  material  extending  continuously 
from  the  cellar  to  3  feet  above  the  roof,  constructed 
as  per  Section  271  of  the  Labor  Law'  or  carry  out  a 
proper  alternative  method  of  complying  with  the  re¬ 
quirements  of  Section  271  of  the  Labor  Law.”; 

til 

Vhereas,  the  premises  consist  of  a  group  of  three  non- 
i  proof  buildings  interconnected  on  the  first  story;  the 
-■st  14th  street  building  is  six  stories  in  height,  26  ft.  6  in. 
)  158  ft.  6  in.  in  area  on  the  first  story  and  26  ft.  6  in. 

)  105  ft;  in  area  above;  the  East  13th  street  building  is 
lee  stories  in  height  and  19  ft.  1  in.  by  48  ft.  in  area  and 
■1  University  place  wing  is  five  stories  in  height  and  26 
by  62  ft.  5  in.,  irregular,  in  area;  the  premises  in  question 
ng  the  East  13th  street  and  the  University  place  build- 
is;  OCCUPIED  (the  University  place  buildings)  :  1st 
.  ry,  restaurant ;  2nd  story,  laboratory,  6  persons ;  3rd  story, 
c:hen,  12  persons;  4th  story,  offices,  15  persons;  5th  story, 
c:hen,  7  persons;  EQUIPPED  with  a  fire  alarm  signal 
;tem;  EXITS:  an  interior  wood  stairway,  extending  from 

I  first  story  to  top  story,  enclosed  in  wood  board  partitions 
Vh  wood  doors  at  openings;  a  fire  escape  on  the  University 
>:e  front,  having  unprotected  openings  along  the  course 
Ireof,  extending  from  the  top  story  to  the  second  story 
):ony  with  drop  ladder  to  street;  OCCUPIED  (the  East 
.  i  street  building)  :  1st  story,  locker  room,  no  occupants; 

■  story,  locker  room,  no  occupants;  3rd  story,  storage  of 
’plies,  no  occupants;  EXITS:  an  interior  wooden  stairway, 
"ending  from  the  first  to  second  story;  and 

Vhereas,  petitioner  proposes  to  comply  with  Item  1,  of 
kr  No.  43020-LD,  and  in  regard  to  Item  2,  requests 
emission  to  provide  a  60-degree  labor  law  fire  escape  on 
i  front  of  the  building,  with  fireproof  windows  along  the 
:<  rse  thereof ;  as  to  Item  3,  requests  to  be  relieved  of 
dosing  the  interior  stairway  for  the  reason  that  there  is 
i' one  regularly  employed  in  the  building;  as  to  premises 
:  University  place,  proposes  to  comply  with  Item  No.  1, 

*  Order  No.  43021-LD,  and  asks  to  be  relieved  of  ex- 
ding  the  interior  stairway  to  the  roof  for  the  reason 
It  there  is  now  an  iron  ladder  leading  from  the  top  story 
scuttle  in  the  roof,  and  that  the  only  egress  from  the 
;f  is  to  that  of  the  premises  to  the  north  where  the 
>apet  wall  is  from  4  ft.  6  in.  to  5  ft.  6  in.  higher,  and 
♦uests  to  be  relieved  of  enclosing  the  interior  stairway 
I  to  the  small  number  of  persons  in  the  building. 

'(solved,  that  the  board  of  standards  and  appeals  does 
>eby  make  a  variation  in  the  requirements  of  the  labor 
: .  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
’n  2,  Order  No.  43020-LD,  on  condition  that  a  60-degree 
l;ide  stairway  will  be  provided  in  lieu  of  a  45-degree 
jrway;  granted,  as  to  Item  3,  on  condition  that  there 
111  be  no  manufacturing  in  this  building ;  granted,  as  to 

II  2,  Order  No.  43021-LD,  on  condition  that  there  shall 
"provided  a  double-rung  iron  ladder  in  stairway  enclosure 
Scuttle  in  the  roof,  and  that  a  gooseneck  ladder  be  pro- 
(  d  from  outside  fire  escape  to  the  roof,  and  on  condition 
1  the  requirements  of  the  labor  law  be  complied  with  in 
1  other  respects  and  that  the  building  shall  be  not  in- 
Osed  in  height  or  area,  and  that  the  orders  of  the  fire 
(imissioner :  Item  1,  of  Order  No.  43020-LD;  Item  1,  of 
Her  No.  43021-LD,  and  Item  1,  of  Order  No.  43022-LD, 

) affirmed  and  the  petition  as  to  these  items  be  denied. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

737-29-SA. 

PE1IIIONER — John  J.  Cox,  for  Piatt  Heaters,  Inc., 
owner. 

SUBJEC1 — Piatt  Oil  Burning  Water  Heater,  approval  of. 
APPEARANCES— 

For  Petitioner:  John  J.  Cox. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 

688-29-SA. 

PEIIIIOEER — W.  H.  Holby,  for  Holby  Burner  Corp., 
owner. 

SUBJECT — Holby  Type  A  Fuel  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  W.  H.  Holby. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 


(688-29-SA) 

Whereas,  W.  H.  Holby,  for  Holby  Burner  Corp.,  owner, 
filed,  November  29,  1929,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Holby  Type  A  Fuel  Oil  Burner;  and 
Whereas,  this  device  was  submitted  to  the  department 
for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  February  26,  1930,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Holby  Type  A  Fuel 
Oil  Burner  for  use  in  domestic,  commerical  and  industrial 
installations,  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  in  con¬ 
formity  with  the  report  of  the  bureau  of  fire  prevention. 

689-29-SA. 

PETITIONER — W.  H.  Holby,  for  Holby  Burner  Corp., 
owner. 

SUBJECT — Holby  Type  B  Fuel  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  W.  H.  Holby. 

ACTION  OF  BOARD — Petition  approved 
THE  VOTE  TO  APPROVE— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent :  Chairman  Walsh .  1 

THE  RESOLUTION— 


(689-29-SA) 

Whereas,  W.  H.  Holby,  for  Holby  Burner  Corp.,  owner, 
filed,  November  29,  1929,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Holby  Type  B  Oil  Burner ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  February  26,  1930,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Holby  Type  B  Oil 
Burner  for  use  in  commercial  and  industrial  installations, 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  in  conformity  with  the 
report  of  the  bureau  of  fire  prevention. 


Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


appliances 


fuel  oil  burners 

Approved  by  the  Board  of  Standards  and  Appeals 


Cale7idar  No. 


Nutne  of  Burner 

♦A.  B.  C.  Oil  Burner . 

♦Aetna  Automatic  Oil 
♦Aladdin  Oil 


Name  of  Burner 


Calendar  No. 


,<ha  v..  Burner . 

Burner .  29.!'5?1^ 


♦Alexander  Oil  Burner . 

Anthony  Nebulyte  Oil  Burner . 

1026-22-SA 

632-26-SA 

♦Arcoil  rieat  ividcnnic . ••;••*** 

Babcock  &  Wilcox  Mechanical  Oil  Burner.. 
♦Baker  Automatic  House  Heating  Burner.... 

♦Baker  Oil  Burner,  Model  L,  Gun  Type . 

Ballard  Automatic  Oil  Burner......... . 

Ballard  Low  Pressure  Mechanical  Oil  Burner 

45-21-SA 

1323-22-SA 

404-29-SA 

1363-23-SA 

1493-22-SA 

1176-22-SA 

Ballard  Jr.  un  turner •••••• . . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 
High  Pressure  Burner . 

1414-22-SA 

939-24-SA 

♦Ballard  buper  uomesuc  cm  . . . 

♦Bayard  Domestic  Fuel  Oil  Burner . 

1184-22-SA 

764-26-SA 

*Berggren  lmi  L>urnci . 

1464-21-SA 

Best  Caiorex  rjurnei . 

731-28-SA 

♦Bettenaort  un  turner . ■ 

957-22-SA 

Burnwell  Mechanical  Duriicr . 

1301-24-SA 

♦Caloroil  Burner — iyp“  . . 

571-29-SA 

♦Caroorunaum  r>urrici . 

157-28-SA 

♦Century  Uil  Burner . 

942-21-SA 

Coen  Mecnamcai  un  . . 

♦Combustion  Fuel  Oil  Burner ......  . . 

♦Combustion  Fuel  Oil  Burner,  Type  B. . . . , 

1105-22-SA 

295-29-SA 

348-28-SA 

♦Commonwealth  vjn  . . 

Cornell  No.  1  Type  A  Oil  Burner . 

397-23-SA 
no  C  A 

Crescent  Oil  Burner. . . .  Ior'-oq-SA 

♦Crown  Oil  Burner,  lype  XA .  ^  ^  A 


Lientz  Oil  Burner . . .  a 

Mahrvel  Low  Pressure  Burner . 

Maxon  Oil  Burner  (New  Style) .  10  '  f 

♦May  Oil  Burner. .  m  29  SA 

♦Mayflower  Oil  Burner .  JUlJ'qX 

♦Melco  Automatic  Oil  Burner,  lype  A  .  1032-25-SA 

♦Morrissey  Oil  Burner . :*.*•••• .  1  ' 

Morse  Conical  Type  Steam  Atomizing  Burner  938-2o-bA 
Morse  Fan  Tail  Type  Steam  Atomizing 

Morse  Fuel  Oil  Burner .  ‘ca 

♦Moussette  Oil  Burner . . . 

National  Airoil  High  Pressure  Burner .  18d-29-SA 

♦National  Rotary  Oil  Burner .  .S! 'Sca 

♦New  Process  Oil  Burner .  nl:  ca 

Noiseless  Nokol  Model  G  Oil  Burner..  ...  8W-28-SA 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

North  American  Low  Pressure  Oil  Burner..  792-20-bA 

*Nu-Way  Oil  Burner .  ul'lHi 

♦Orr  Fuel  Oil  Burner . , .  “f20-bA 

♦Paramount  Oil  Burner . . .  Jl!!"!!  c* 

♦Pascoe  Oil  Burner  and  Pump  Set . • .  1029-20-SA 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner...........-..; .  161-20-bA 

Petro  Mechanical  Burner  and  Air  Register..  735-24-b.* 

♦Petro  Burner,  Model  O . 

♦Pioneer  Automatic  Oil  Burner .  12o9-27-b^ 

Burner 


’’trown  oil  DU1I1C1,  ijr  — .  «Q  ca  turner  . ~  , 

♦Crystal  Blue  Flame  Oil  Burner .  ,,'*1  *Powerlight  Oilheat  Burner .  628-23-S/ 

ra.Li  n;  1  Rnrner .  13-21-SA  _  .  „ _ • _  t?„.  H67-21-S/ 


Dahl  Mechanical  Fuel  Oil  Burner .  Aa  Quinn  Oil  Burning  Equipment .  367  21-S.‘ 

♦Dahl  Vaporizing  Oil  Burner .  ♦Rayfield  Oil  Burner .  504'2”"^ 


♦Dist-o-matic  Oil  Burner .  JS'ofl-’f  A 

♦Doherty  Oil  Burner .  o* 

♦Eisler  Automatic  Oil  Burner . 

♦Electrol  Automatic  Oil  Burner .  1414-23-SA 

Enco  Burner . ;••••• .  1UQ  07  ca 

Enterprise  Rotary  Fuel  0.1  Burner .  JIS'm'Ssa 

♦Espo  Oil  Gas  Burner .  21-iw-SA 

♦Faultless  Oil  Burner . *  *  *  *  493  L  o  a 

Fess  Turbine  Burner . •■•••• . .  .  26  22  & 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 

. . 

♦Foster  Oil  Burner....... .  mifi-oa-SA 

Frankfort  Type  P  Oil  Burner . .  ofi  qL 

♦Franklin  Domestic  Oil  Burner .  5??  *J’|a 

Gem  Fuel  Oil  Burner..... .  lUfiti  SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  lo-ii  oa  R  A 

♦Gill  Oil  Burner . •  •  •  • .  1  ' 

♦Goodspeed  Automatic  Oil  Burner .  190  97  Q A 

GRD  Fuel  Oil  Atomizer .  J28-27  g 

♦Gulf  Oil  Burner  .  382-26-., A 


1094-27-SA 

715-26-SA 


Hammel  Oil  Burner. . . .  •  . .  ^IsU^-Ia  *  Sword  Automatic  Oil  Burner .  951  -25-5 

•Hardinge  0.1  Burner  and  Pump  Set .  mlslsA  ‘Tabor  Automatic  Oil  Heaer,  Type  “D” .  778-28-S 

♦Hart  Automatic  Oil  Burner ..... ._ .  «q  97  SA  Tate-Tones  Fuel  Oil  Burner,  “L”  Type .  1254-24-S 

Hauck  Venturi  Low  Pressure  0.1  Burner....  88-27-SA  Ute  Jones  _  i444-23-!> 

Burner .  1348_ 


Rayfield  — . 

Ray  Rotary  Fuel  Oil .  c, 

♦Re-Ly-On  Oil  Burner .  745’o«  c 

♦Remington  Oil  Burner . ••••••  •  • ;  •  891-20-b.1 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-23'£ 

♦Rickard  Oil  Burner .  1oll'o,’c 

Rockwell  Fuel  Oil  Burner .  341  „  c 

Rohr  Schanck  Fuel  Oil  Burner .  583  «„  o 

♦Richmond  Gravity  Fuel  Oil  Burner .  1193-22-b 

♦Schulse  Home  Oil  Burner .  14SI'S"c, 

♦Security  Oil  Burner .  56-28-g 

♦Silent  Automatic  Oil  Burner .  458-20-s 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner. .  1203-22-b, 

♦Soconv  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-b 

Steam  Oil  Burner .  '“'“I 

♦Stroud-in-the-Door  Burner . 

♦Stuhler  Oil  Burner .  Va,nl' c 

♦Summerheat  Oil  Burner .  581 '!«’c 

♦Sundstrand  Automatic  Oil  Burner .  ?55‘2^ 

Surface  Combustion  Low  Pressure  Burner..  92-23-. 


♦Heatiator  Oil  bulk.. .  090  97  C  A 

Holby  Oil  Burner .  ksr  on  s"-\ 

♦Holby  Type  A  Fuel  Oil  Burner .  So'S  S\ 

Holbv  Tvpe  B  Fuel  Oil  Burner . 

♦Homer  Domestic  Oil  Burner .  1  *  £a‘ca 

Induslo  Fuel  Oil  Burner  1-27 .  .  *"24  | 

♦International  Oil  Burner. ^ .  13„ 

♦Tohnson  Improved  Rotary  Fuel  Oil  Burner 


938-22-SA 

Joyce  Oil  Burner .  Iw'TSa 

Oil  Burner . 


♦K.  F.  C. 

♦Kleen  Heet  Oil  Burner . 

♦Kres-Kno  Oil  Burner .  44,  28 

'  nwrence  May  Oil  Burner .  •  1 

Liberty  Automatic  Heater . . 


Used  mainly  in  domestic  installations. 


Tate-Jones  No.  6  Oil  Burner .  1444 

♦Timken  Oil  Burner,  Model  20 .  28  oo'ii 

♦Timken  Rotary  Oil  Burner .  29  ««  1 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22- 

Todd  Rotary  Fuel  Oil  Burner. . . .  454'2o’ ) 

Todd  Steam  Atomizing  Fuel  Oil  Burner -  123 

♦Torridheat  Oil  Burner . 

♦Uni-Lec-Tric  Oil  Burner .  498- -9- 

♦United  States  Oil  Burner .  620-»-j 

♦Universal  Fuel  Oil  Burner .  6-;4- 

♦Vesta  Oil  Burner . •••••• . 

♦Wavne  Oil  Burner  Pumn  and  Fan  Set .  1155-23-' 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  !)|?" 

♦Winslow  Industrial  Burner .  19-27 

York  Automatic  Oil  Burner .  44-29 
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BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27- A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

|10J2-27-A — 242-248  West  76th  street,  Manhattan. 

i  374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-S A — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1173-22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-S A — Thermostats  for  Automatic  Fire  Alarm  Sys 
terns,  approval  of. 

1249-22-SA — Coen  Oil  Burner,  approval  of. 

57-23-SA  — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-S A — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

279-23-SA  —  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

959-23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 

248-23-S  A — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

492-24- S A — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

016-24-SA — Milnes  Oil  Burner,  approval  of. 

142-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 

146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 

359-24  SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of 

500-24-SA — Smolensky  Check  Valve,  approval  of. 

538-25-SA — Globe  Dry  Pipe  Valve  Accelerator,  approval 
of. 

985-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

263- 25- S A  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

264- 25-SA — Koerting  Gear  Pump,  approval  of. 

346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26-SA — Signal  Weatherproof  Bells,  approval  of. 

364-26-SA — Kork-n-Seal.  approval  of. 

397-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

U0-27-SA — Wilbur  Extinguisher,  approval  of. 


187- 27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-2i -SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 

955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27-SA — Romec  Rotary  Pump,  approval  of. 

1  162  27-SA — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

188- 28-SA — Faraday  Waterflo  Alarm  Panel,  approval  of. 

2 1 3-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
765-28-SA — Keuka  Oil  Burner,  approval  of. 

775-28-SA — Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 

813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

79-29-SA— Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-SA — Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

1.86-29-SA— National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA— A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S’'  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA — Fairbanks  2J4-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 
380-29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA — Crystal  Blue  Flame  Oil  Burner,  approval  of. 
510-29-SA — Hercules  Oil  Burner,  approval  of. 

535-29-SA — Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA— Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA — Electromatic  Oil  Burner,  approval  of. 
637-29-SA — Merco  Oil  Burner,  approval  of. 

657-29-SA — Sunflower  Oil  Burner,  Model  S-l,  approval  of. 
684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
737-29-SA — Piatt  Oil  Burning  Water  Heater,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  am 
due  notire  of  the  date  set  for  hearing  will  be  mailed  to  the 
xht'ellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  February  26,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . 

Dismissed  . 

Denied  . 

143  Granted  . 

Granted  on  condition . 

Appliances  approved . . . 

17  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

44  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

2  Requests  to  amend  granted . 

Requests  to  amend  denied . 

5  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied.  . . . . 

16  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied.... . 

1  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

9  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn... 

0  Interpretations  . -.*••.•••• . 

Requests  withdrawn  or  dismissed . 

629  Total  . 
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Cases  pending  February  26,  1930 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday  morning,  November  19,  1929,  as  they 
appeared  in  Bulletin  No.  48,  Vol.  XIV,  are  hereby  cor¬ 
rected  to  read  as  follows; 

THE  RESOLUTION— 

(441-29-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co  for  Chapman  Dock  Co.,  owner,  filed,  June  29,  1929, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  1105  Metropolitan  avenue  (Building  No.  44),  Bor¬ 
ough  of  Brooklyn;  and  .  .  ,  ,  ,  ~ 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  30,  1928,  reads; 

“Order  No.  46609-F:  .  . 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  200  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2^4  inch  regulation  Fire  De- 
partment  outlets  on  each  story  (including  basements, 

*  Correction— Words  “ one  story  in  height”  added  in  line 
18  and  zvord  “mezzanine”  substituted  for  zvords  2nd  story 
in  line  22  of  resolution. 


cellars  and  roofs),  placed  within  main  stairway  er 
closure.  Each  outlet  to  be  provided  with  ^sufficient  fe* 
of  2J4  inch  standard  hose  attached  thereto.” ; 

and  .  ,  .  ,  ,  ..J 

Whereas,  the  building  is  frame,  one  story  in  height,  1< 
ft.  6  in.  by  155  ft.  (approximately  19,500  sq.  ft.)  in  are; 
OCCUPIED :  1st  story,  office  and  wood  workers  (manufa 
ture  of  wooden  boxes),  15  persons;  mezzanine,  vacant,  ai 

to  remain  vacant ;  and  .  . 

Whereas,  appellant  contends  that  there  is  a  drivewff 
running  through  the  structure  from  front  to  rear;  that  til 
building  is  accessible  from  all  sides;  that  the  structure  I 
under  the  constant  supervision  of  A.  D.  Watchman  Tir.1 
Service;  that  the  premises  is  unheated,  excepting  for  tj 
office,  which  is  heated  by  steam  from  outside  sources,  a: 
that  fire  pails  are  distributed  throughout  the  structure;  ai 
Whereas,  the  order  is  predicated  on  the  square  area  J 
the  premises,  and  the  building  is  but  one  story  in  heig.l 
Resolved,  that  the  order  of  the  fire  commissioner  be  a  l 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  I 
granted  on  condition  that  the  building  shall  be  not  increasi 
in  height  or  area,  and  that  there  shall  be  distributed  throu?- 
out  the  premises  such  auxiliary  fire-extinguishing  applian.l 
as  shall  be  directed  by  the  fire  commissioner. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Conies  of  the  Electrical  Code  are  now  on  sale  at  j 
Distribution  Division  of  the  City  Record  Office,  378  Wl 
Broadway.  Price,  30c;  by  mail,  35c. 


224 


O .  o  f 

w 


BULLETIN 

OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1916, 

and  the  Muncipal  Assembly,  Local  Law  No.  13,  of  1925. 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1001  to  1015,  Municipal  Building. 

New  York  City. 


Vol.  XV 


Subscription 
$2.50  a  year 


MARCH  11,  1930 


DIRECTORY 


BOARD  OF  STANDARDS  AND  APPEALS 
WILLIAM  E.  WALSH,  Chairman 
Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


Office- — Municipal  Building,  Rooms  1001  to  1015. 

Telephone — Worth  0184. 

1  Office  Hours— 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

ihe  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  March  4,  1930, 

10  A.  M. 

Minutes  of  Regular  Meeting,  March  4,  1930, 

2  P.  M. 

Reserve  Calendar. 

Progress  Report. 


Single  Copies,  5  cents  No.  10 
By  mail,  7  cents 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  March  11,  193(3, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  18,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 


New  Cases  Filed  up  to  March  5,  1930. 


Cal.  No. 

156-30-S... 

Department. 

. F.D . 

Premises  Affected. 

.360-368  Troutman  st.,  Bklyn., 

L.  D.  70575 

155-30-BZ . 

. B.B.Q... 

.Northwest  corner  of  Rockaway 
blvd.  &  114th  st.,  Richmond 
Hill,  Q,  Applic.  334-30 

.Northwest  corner  of  Foch  blvd. 

&  Springfield  blvd.,  Queens 
Hill  Manor,  Q., 

Applic.  328-30 

154-30-BZ . 

. B.B.Q... 

153-30-S . . 

. B.B.M... 

,.503-519  10th  ave.,  Man  , 

N.  B.  541-29 

152-30-A . . 

. B.B.M... 

.106-114  E.  38th  st.,  Man., 

N.  B.  39-29 

151-30-A . . 

. F.D . 

.10-44  45th  ave.,  L.  I.  C.,  Q., 

F-44423 

150-30-A . . 

. F.D . 

.1  Wall  st.,  Man., 

N.  B.  204-29 

149-30-S  •  • 

. F.D . 

.343-345  W.  44th  st.,  Man., 

L.  D.  70386 

148-30-BZ 

. B.B.R... 

.  Southwest  corner  of  Hylan 
blvd.  &  Lincoln  ave.,  Grant 
City,  Rich.,  N.  B.  124-30 

.8  E.  12th  st.,  Man., 

F-70474 

147-30-A . . 

. F.D . 

146-30-S . . 

. F.D . 

.8  E.  12th  st.,  Man., 

L.  D.  70472 

145-30-BZ 

. B.B.Bx. 

.  .South  side  of  E.  164th  st.,  from 
Walton  to  Girard  ave.,  Bx., 
N.  B.  672-29 

144-30-A .  . 

. F.D . 

.Southeast  corner  of  Crown  st.  & 
Albany  ave.,  Bklyn., 

L.  C.  28824 

679-29-BZ 

Restored  to  Calendar. 

. B.B.M.... 162  W.  75th  st.,  Man., 

Decision 

468-27-BZ 

. B.B.B. . . 

.6414-24  Fort  Hamilton  Parkway, 
Bklyn.,  Applic.  3885-27 

i?  n 

CODE. 

. Fire  Department 

un  . Health  Department 

B  B  B 

...Bureau  of  Buildings,  Brooklyn 

B.B.M - 

RRf) 

..Bureau  of  Buildings,  Manhattan 
. Bureau  of  Buildings,  Queens 

Lj  .  U  ■  ■  •  •  • 

B.B.R.  ... 
B.B.Bx .  .*. 
T  H.D. . . . 

•  •  . . *  *  * 

.Bureau  of  Buildings.  Richmond 
.  .  .  .Bureau  of  Buildings,  Bronx 
....Tenement  House  Department 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  11,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

095-29-BZ. 

APPLICANT— Christopher  McGrath,  for  Hilvid  Realty 
Corp ,  owner. 

PREMISES— Southwest  corner  of  Wilkinson  avenue  and 
Westchester  avenue,  The  Bronx. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

720-29-BZ. 

APPLICANT— John  H.  Friend,  for  Tilrose  Pelham  Park¬ 
way  Development,  Inc.,  owner. 

PREMISES — Southeast  corner  of  Bolton  street  and  Pelham 
Parkway  South,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  of  a  busi¬ 
ness  building  (stores). 

732-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Sokolov  Brothers, 
Inc.,  owner. 

PREMISES— 1670-1678  East  17th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  the  extension,  from  a  business  district  into 
a  residence  district,  of  a  business  use  (stores  and 
restaurant). 

7-30-BZ. 

APPLICANT — Anderson,  Moss  &  Merrell,  for  A.  P.  M. 
Holding  Corp.,  owner. 

PREMISES— West  side  of  Hoff  street,  210  ft.  north  of 
Brighton  Beach  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

42-30-BZ. 

APPLICANT— William  F.  Doyle,  for  Antoinette  Oliva, 
owner. 

PREMISES— 2501-2529  East  18th  street,  southeast  corner 
of  Avenue  Y,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 


MARCH  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

57-30-A — 123-141  West  57th  street,  Manhattan. 

665-29-A — 383-385  Flushing  avenue,  Brooklyn. 

754-29-A — 1240-1249  Fifth  avenue,  1-5  East  105th  street 
and  2-6  East  106th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
11,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  668-29-BZ— Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  J.  Bausch,  applicant,  on 
behalf  of  Lemmerman  Bros.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  motor 
vehicle  repair  shop;  premises  91-17  to 
91-19  Liberty  avenue,  northwest  corner 
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of  92nd  street  (Bigelow  place),  Ozone 
Park,  Borough  of  Queens. 


cal.  no.  672-29-BZ — Application,  November  16,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ernest  E.  De  Piazza,  applicant, 
on  behalf  of  Michael  Lamesta,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  157-11  114th  ave¬ 
nue  and  111-88  158th  street,  northwest 
corner,  Cedar  Manor,  Borough  of 
Queens. 

cal.  no.  706-29-BZ — Application,  December  8,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Max  Levy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2066-2076  Pitkin  avenue 
and  288-240  Pennsylvania  avenue,  south¬ 
west  corner,  Brooklyn. 


cal.  no.  709-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  B.  Kleinfeld,  applicant, 
on  behalf  of  Dorothy  Kleinfeld,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1500-1508  Eastern 
Parkway,  northeast  corner  of  St.  Johns 
place,  Brooklyn. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Howard  Funding  Co.,  owner, 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni¬ 
versity  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 


cal.  no.  729-29-BZ — Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  George  W.  Braunsdorf, 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  factory  use  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  5814- 
5816  37th  avenue  (Polk  avenue),  south¬ 
west  corner  of  59th  street,  Woodside, 
Borough  of  Queens. 


cal.  no.  751-29-BZ — Application,  December  26,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Voorhees,  Gmelin  &  Walker, 
applicants,  for  New  York  Telephone 
Co.,  owner,  to  permit  in  a  two  times 
height  district  the  erection  and  main¬ 
tenance  of  the  street  walls  in  excess 
of  the  height  permitted  under  the  zone 
resolution ;  premises  24-42  Sixth  ave¬ 
nue,  310-322  Church  street,  8-30  I.is- 
penard  street  and  14-26  Walker  street, 
Manhattan. 


cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  033-29-BZ — Application,  October  22,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Martin  C.  Dyer,  ap¬ 
plicant  and  owner,  to  permit  the  exten¬ 
sion,  from  an  unrestricted  district  into 
a  business  district  and,  also,  into  a  resi¬ 
dence  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  4696  Third  avenue, 
northeast  corner  of  East  188th  street, 
and  2437  Washington  avenue,  The 
Bronx. 

cal.  no.  667-29-BZ — Application,  November  14,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  James  J.  Gilhully 
and  Nellie  Gilhully,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3151-3161  Webster  avenue, 
west  side,  375  ft.  north  of  East  204th 
street,  The  Bronx. 

cal.  no.  899-28-BZ — Application,  November  21,  1928;  re¬ 
opened  January  21,  1930,  under  section 
21  of  the  building  zone  resolution,  of 
Thomas  J.  Higgins,  on  behalf  of 
Nellie  Spitzer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  sservice  station  (pre¬ 
viously  denied)  ;  premises  274-284  67th 
street  and  6701  Third  avenue,  southwest 
corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MARCH  11.  1930.  2  P.  M. 

Petitions  for  Variations. 

621-29-S — 16-26  Doughty  street,  17-29  Columbia  Heights 
and  1-11  Vine  street,  Brooklyn. 

350-29-S— 1061-1063  Atlantic  avenue,  Brooklyn 
564-27-S— 354-356  36th  street,  Brooklyn. 

753-29-S— 866-868  Sixth  avenue,  Manhattan. 

584-29-S— 95-111  Lorimer  street,  Brooklyn. 

748-29-S— 13-19  West  47th  street,  Manhattan. 

471-29-S— 453-459  Fifth  avenue,  2-10  East  40th  street  and 
5-9  East  39th  street,  Manhattan. 

31-30-S — 42-46  West  38th  street,  Manhattan. 

126-30-S — 2-12  East  58th  street  and  745-753  Fifth  avenue, 
southeast  corner,  Manhattan. 

Appliances  Submitted  for  Approval. 

715-29-SA — Super  Automatic  Oil  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 
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CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  18,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

670-29-BZ. 

APPLICANT — Solomon  Weinstein,  owner. 

PREMISES — 257-287  Senator  street,  north  side,  470  ft.  9  in. 
east  of  Ridge  boulevard,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

683-29-BZ, 

APPLICANT — Wanda  Verplaetse,  for  Caroline  Rodgers, 
owner. 

PREMISES — 56  Sand  lane,  southwest  corner  of  Hylan 
boulevard,  Arrochar,  Borough  of  Richmond. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

696-29-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Manon 
Realty  Corp.,  owner. 

PREMISES— West  side  of  Hoff  street,  1,394.78  ft.  south 
of  Neptune  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

716-29-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  Rose  Gold  Homes 
Corp.,  owner. 

PREMISES —2412  Avenue  Z  and  4610-4614  Bedford  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  installation  and 
maintenance  of  a  gasoline  service  station. 

27-30-BZ. 

APPLICANT — Clayton  G.  Shirkey,  for  Lena  D’Amato, 
owner. 

PREMISES — 71-20  to  71-28  Hammels  boulevard  and  324- 
330  Beach  72nd  street,  northeast  corner,  Rockaway 
Beach,  Borough  of  Queens. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop  and,  also, 
the  installation  of  a  gasoline  service  station. 

39-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Charles  Bennett, 
owner. 

PREMISES — 483-503  Fenimore  street,  north  side,  100  ft. 
west  of  Brooklyn  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

58-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Ida  Gross,  owner. 

PREMISES — 71-34  to  71-38  73rd  place,  northwest  corner 
of  Cooper  avenue,  Glendale,  Borough  of  Queens. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

80-30-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Rubelc  Corp.,  owner. 

PREMISES — West  side  of  Cauldwell  avenue,  169.25  ft. 
south  of  East  158th  street,  and  east  side  of  Eagle 
avenue,  152.85  ft.  south  of  East  158th  street,  The 
Bronx. 

APPLICATION,  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution. 

TO  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  ice  manu¬ 
facturing  and  storage  plant. 

82- 30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Max  Roth,  owner. 

PREMISES — 1039-1047  Myrtle  avenue,  northeast  corner 
of  Sumner  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

83- 30-BZ. 

APPLICANT — Victor  Meyer,  for  Napthalie  Meyer,  owner. 

PREMISES — 1801  Ocean  Parkway,  southeast  corner  of 
Avenue  R,  Brooklyn. 

APPLICATION,  under  section  7a  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3) 
commercial  motor  vehicles  used  in  connection  with 
business  conducted  on  the  premises. 

200-28-BZ. 

APPLICANT — Klein,  Kinsley  &  Klein,  for  Liebler  Bros., 
owners. 

PREMISES — 218-224  West  230th  street.  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn). 


MARCH  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

738-29- A— 35  East  125th  street,  Manhattan. 

721-29-A — 21-23  South  William  street  and  45-47  Stone 
street,  Manhattan. 

619-29-A — 32-36  Beaver  street,  28-36  South  William  street 
and  65-81  Broad  street,  Manhattan. 

4- 30- A — 524  Waverly  avenue,  Brooklyn. 

5- 30- A — 527  Waverly  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  March  18, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  743-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  59-10  to 
59-22  Fresh  Pond  street  (road),  north- 
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west  corner  of  59th  road  (Hebbard  ave¬ 
nue),  Maspeth,  Borough  of  Queens. 

cal.  no.  454-29-BZ— Application,  July  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Giovanni  Fishera,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1276-1284  60th 
street  and  6002-6012  13th  avenue,  south¬ 
west  corner,  Brooklyn. 

cal.  no.  653-29-BZ — Application,  November  7,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  L.  Blick,  applicant,  on 
behalf  of  Jack  J.  Falk,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  6401-6411  Fort  Ham¬ 
ilton  avenue  and  956-972  64th  street, 
southeast  corner,  Brooklyn. 

cal.  no.  712-29-BZ — Application,  December  6,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Port  Richmond  Poultry 
Co.,  Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  poultry  slaughter  house ;  premises 
2020-2022  Richmond  Terrace  and  2-8 
Park  avenue,  southwest  corner,  Port 
Richmond,  Borough  of  Richmond. 

cal.  no.  742-29-BZ— Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City, 
Borough  of  Queens. 


cal  no.  708-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  O.  Staber,  applicant, 
on  behalf  of  Rose  B.  Capone  and 
Thomas  C.  Capone,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles 
and,  also,  the  installation  of  a  gasoline 
service  station;  premises  2344-2348 
Steinway  street,  north  side,  404  ft.  west 
of  23rd  avenue,  and  2339-2343  38th 
street,  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  717-29-BZ— Application,  December  9,  1929,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Metz  Auto  Sales  and  Laundry 
Co.,  Inc.,  owner,  to  permit. in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  84-94  129th  street  and  127-15 
Metropolitan  avenue,  northwest  corner, 
Richmond  Hill,  Borough  of  Queens. 


CAL.  NO. 


7 18-29-BZ— Application,  December  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Gus  fried  Properties,  Inc., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building  (stores)  ;  premises  2018 
Grand  Concourse,  southeast  corner  of 
Bush  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


MARCH  18,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

636-29-A — 39-41  Cortlandt  street,  Manhattan. 

690-29-A — 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  PIEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
18,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  511-29-BZ — Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 

cal.  no.  574-29-BZ — Application,  September  23,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Max  Tishman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 

cal.  no.  519-29-BZ — Application,  August  8,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station ;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Oregon  place, 
South  Jamaica,  Borough  of  Queens. 

cal.  no.  547-29-BZ — Application,  August  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hamill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens. 

,•  \r..  no.  618-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
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the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

cal  no.  546-29-BZ— Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use ;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

CAL  no.  384-29-BZ — Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use;  premises 
37-26  149th  place  (Wilson  avenue), 
76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 

CAL  no.  408-29-BZ— Application,  June  14,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  Max  Meyerson, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1969-1979 
Cropsey  avenue  and  8810-8818  20th  ave¬ 
nue,  northwest  corner,  Brooklyn. 

cal.  no.  428-29-BZ — Application,  June  24,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  L.  Orlinger,  applicant,  on 
behalf  of  Philboy  Construction  Co., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  having  stores  on  the  first  story  and 
dwellings  above;  premises  4014-4024 
Ninth  avenue,  northwest  corner  of  41st 
street,  Brooklyn. 

tAL  no  557-29-BZ— Application,  September  10,  1929,  under 
sections  7a,  7b,  7e  and  21  of  the  building 
zone  resolution,  of  William  F.  Doyle, 
applicant,  on  behalf  of  Luke  Kilgallon, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  and 
the  installation  of  a  gasoline  service  sta¬ 
tion;  premises  1016-1024  Beach  19th 
street,  east  side,  136  ft.  north  of  Cor- 
naga  avenue,  Far  Rockaway,  Borough 
of  Queens. 

cal  no  489-29-BZ— Application,  July  22,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bennett  &  Koeppel,  applicants,  on 
behalf  of  Mary  G.  Leggett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores  and  offices)  ;  premises  1985- 
1995  Ocean  avenue  and  2002  Avenue  O, 
southeast  corner,  Brooklyn. 

cal.  no.  429-29-BZ— Application,  June  24,  1929,  under  sec¬ 


tion  21  of  the  building  zone  resolution, 
of  Hector  McG.  Curren,  applicant,  on 
behalf  of  Edna  T.  McVeigh,  owner,  to 
permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  4801-4809 
Kings  Highway,  northwest  corner  of 
Avenue  H,  Brooklyn. 

cal.  no.  894-28-BZ — Application,  November  20,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

cal.  no.  662-29-BZ — Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc^ 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  25,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

15-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Rock  Joy  Realty 
Corp.,  owner. 

PREMISES — Southwest  corner  of  35th  avenue  and  Cross 
Island  boulevard,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

.  51-30-BZ. 

APPLICANT — Thomas  Engelhardt,  for  Cord  Meyer  De¬ 
velopment  Co.,  owner. 

PREMISES — 112-01  to  112-09  Queens  boulevard,  75-01  to 
75-09  112th  street  (Seminole  avenue),  northeast 
corner,  and  112-16  to  112-40  75th  avenue,  Forest 
Hills,  Borough  of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
'zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation  of  a  gaso¬ 
line  sendee  station. 

71-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Harris  Rubin, 
'  owner. 

PREMISES — 1086-1168  Dumont  avenue  and  887-911  New 
Lots  avenue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
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72-30-BZ. 

APPLICANT — William  F.  Doyle,  for  The  Connelly  Con¬ 
struction  Co.,  owner. 

PREMISES — 3491-3507  Fort  Hamilton  Parkway,  south 
side,  264  ft.  5  in.  east  of  36th  street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

468-27-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Hazel  R.  Dunkum, 
owner. 

PREMISES — 6414-6424  Fort  Hamilton  Parkway,  Brook¬ 
lyn. 

APPLICATION,  under  section  2!  of  the  building  zone 
resolution  (reopened  to  modify), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

679-29-BZ. 

APPLICANT— E.  W.  Radmore,  for  The  Wheelright  Corp., 
owner. 

PREMISES— 162  West  75th  street,  Manhattan. 

APPLICATION,  under  sections  7b  and  21  of  the  budding 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  conversion  of  occupancy  of  the 
basement  and  first  story  from  residential  to  business 
use  (previously  denied). 


MARCH  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

12-30- A— 209  Richards  street  and  59  Coffey  street,  south¬ 
west  corner,  Brooklyn. 

37-30-A— 29-18  40th  avenue,  Long  Island  City,  Borough 
of  Queens. 

43-30-A— 108-110  West  34th  street,  Manhattan. 

734-29-A — 9-11  South  William  street,  1  Mill  lane  and  59-61 
Stone  street,  Manhattan. 

78-30- A— 11  West  17th  street,  Manhattan. 

49-30- A — 97  Fifth  avenue,  northeast  corner  of  East  17th 
street,  Manhattan. 

65-30-A— 34-54  35th  street,  Long  Island  City,  Borough  of 
Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
25,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  632-29-BZ — Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Corwil  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public  garage 
(parking  space)  ;  premises  728-736 


Southern  boulevard,  east  side.  200  ft. 
east  of  East  156th  street,  The  Bronx. 

cal.  no.  1192-27-BZ — Application,  November  11,  1927 ;  re¬ 
opened  January  21,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  F.  Dee,  applicant,  sub¬ 
stituted  for  Henry  J.  Nurick,  on  behalf 
of  Louis  Del  Gaudio,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  1756-1764  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  443-29-BZ — Application,  June  29,  1929,  under  sec¬ 
tions  7e,  7g  and  21  of  the  building  zone 
resolution,  of  Charles  L.  Craig,  appli¬ 
cant,  on  behalf  of  Helklar  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  east 
side  of  Webster  avenue,  700  ft.  north 
of  East  204th  street,  The  Bronx. 

cal.  no.  3-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Loring 
place,  west  side,.  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

cal.  no.  468-29-BZ — Application,  July  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Julius  Kletsky  and  Sadie  Kletsky, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  101701- 
101709  126th  street  and  12602-12610 

Rockaway  boulevard,  southeast  corner, 
South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
business  distiict  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-story  factory  building ; 
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premises  1513-1561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

cal.  no.  728-29-BZ — Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  Unger,  applicant,  on  be¬ 
half  of  Freda  Spinard,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  61-01  to  61-05  Kis- 
sena  boulevard  and  154-02  to  154-08 
Horace  Harding  boulevard,  southeast 
corner,  Flushing,  Borough  of  Queens. 

cal.  no.  U48-27-BZ — Application,  October  25,  1927;  re¬ 
opened  January  7,  1930,  under  section 
7g  of  the  building  zone  resolution  (pre¬ 
viously  denied  under  section  21),  of 
Joseph  A.  Walsh,  applicant,  substituted 
for  Philip  J.  Sinnott,  on  behalf  of 
Arrowlene,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Franklin 
avenue  and  Atlantic  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MARCH  25,  1930,  2  P.  M. 

Petitions  for  Variations. 

763-29- S — 118-120  East  129th  street,  Manhattan. 

87-30-S— 202-204  West  34th  street,  Manhattan. 

96-30-S — 570  Fifth  avenue,  Manhattan. 

99-30-S — 313-315  Broadway,  Manhattan.  . 

Appliance  Submitted  for  Approval. 

54-30-SA — Carter-Korth  Economicoil  Burner,  approval  of. 


APRIL  1,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

8-30-A — 1636-1642  Eighth  avenue,  Brooklyn. 

67-30-A— Pier  foot  of  North  10th  street,  Brooklyn. 

75-30-A— 2330-2334  Third  avenue  and  172  East  127th 
street,  Manhattan. 

50-30-A— 610  11th  avenue  and  561  West  45th  street,  north¬ 
east  corner,  Manhattan. 

63-30-A — 500-508  Fifth  avenue  and  1-9  West  42nd  street, 
northwest  corner,  Manhattan. 

84-30-A— Southwest  corner  of  Van  Wyck  boulevard  and 
91st  avenue,  Jamaica,  Borough  of  Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  1, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  631-29-BZ — Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  Laskas,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  1 5) 
motor  vehicles ;  premises  192  Clymer 
street,  south  side,  100  ft.  west  of  Lee 
avenue,  Brooklyn. 

CAL.  NO.  744-29-BZ— Application,  December  20,  1929,  under 
sections  7c  and  7d  of  the  building  zone 
resolution,  of  New  York  Telephone  Co., 
applicant  and  owner,  to  permit  in  a  -esi- 


dence  district,  extending  from  a  business 
district,  the  alteration  and  extension  in 
height  and  area  of  an  existing  telephone 
exchange  building;  premises  23S5-2895 
Ocean  avenue,  northeast  corner  of  Ave¬ 
nue  Y,  Brooklyn. 

cal.  no.  752-29-BZ — Application,  December  26,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Schreiber,  Myers  & 
Buchter,  applicants,  for  Bertha  Kegel 
and  Anna  Cohen,  owners,  to  permit  in  a 
business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
mor#e  than  five  (5)  motor  vehicles; 
premises  8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner, 
Brooklyn. 

cal.  no.  764-29-BZ — Application,  December  31,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Charles  Miller,  applicant 
and  owner,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  private 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  two  (2)  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  60-21  Ralph  street, 
north  side,  125  ft.  west  of  61st  street 
(Vincent  street),  Ridgewood,  Borough 
of  Queens. 

cal.  no.  603-26-BZ — Application,  July  10,  1926.  reopened 
April  30,  1929,  under  sections  7g  and  21 
of  the  building  zone  resolution,  of  John 
Ballschuss,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  220-16  Merrick  boulevard,  north¬ 
west  corner  of  221st  street,  Laurelton, 
Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


APRIL  1,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
1,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  481-29-BZ — Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg.  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
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the  building  zone  resolution ;  premises 
2901-2911  Avenue  J.  northeast  corner 
of  East  29th  street,  Brooklyn. 

cal.  no.  12G-29-BZ — Application,  February  27,  1929.  re¬ 
opened  January  7,  1930,  under  sections 
7e  and  21  of  the  building  zone  resolu- 
tion>  of  Max  Epstein,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  752- 
762  East  New  York  avenue,  south  side, 
36  ft.  8  in.  west  of  Troy  avenue,  and 
693-701  Maple  street,  Brooklyn. 

CAL.  no.  638-29-BZ— Application,  October  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant, 
on  behalf  of  Harry  H.  Uhlfelder,  Inc., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of  part  of  the  basement  story  of  an 
existing  apartment  building  from  resi¬ 
dence  to  business  use  (stores)  ;  premises 
1625-1627  University  avenue,  northwest 
corner  of  West  175th  street.  The 
Bronx. 

cal.  no.  705-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  County  Holding  Co.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business 
building;  premises  825  East  175th  street, 
northwest  corner  of  Marmion  avenue, 
The  Bronx. 

cal.  no.  1235-27-BZ— Application,  November  22,  1927 ;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
distirct,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  Concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 


cal.  no.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

cal.  no.  625-29-BZ — Application,  October  18,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  Eleanor  Hedwig  Arnold, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  202nd  street  and  Hillside  ave¬ 
nue,  Hollis,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


APRIL  8,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

86-30- A — 388  Clove  road,  West  New  Brighton,  Borough 
of  Richmond. 

89- 30-A— 82-90  Brown  place  and  491-497  East  132nd 

street,  northeast  corner,  The  Bronx. 

90- 30-A — 129-131  Fifth  avenue,  Manhattan. 


APRIL  8,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  8, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  305-29-BZ' — Application,  May  7,  1929,  under  sec¬ 
tions  7 g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 


cal.  no.  688-28-BZ— Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  it  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus.  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story ;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  4,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Wednesday  morning.  February  26,  1930,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Wednesday  after¬ 
noon,  February  26,  1930,  were  approved  as  printed  in  Bul¬ 
letin  No.  9,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

734-29-A. 

APPELLANT— The  Eleven  South  William  Street  Co., 
Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 9-11  South  William  street,  1 
Mill  lane  and  59-61  Stone  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Martin  Kelly. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1930,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


136-30-A. 

APPELLANT— Fiore  C.  Luongo,  owner. 

SUBJECT— Request  for  preferential  hearing— re  Appeal 
from  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 123  North  Portland  avenue, 
east  side,  311  ft.  8  in.  north  of  Myrtle  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Anthony  Luongo  and  M.  K.  Brodie. 
ACTION  OF  BOARD— Request  for  preferential  hearing 
denied. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 

ING— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Absent  .  0 


656-29-A. 

APPELLANT— Max  Siegel  and  George  H.  Levy,  for 
Michaels  Optical  Co.,  Inc.,  lessee. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 11  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assist¬ 
ant  Chief  Martin .  6 

Negative  .  0 

Absent  .  0 


19-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Harlem  Center  Corp.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 2290-2298  Seventh  avenue  and 
200-214  West  135th  street,  southwest  corner,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  . .  •  •  2 

Negative:  Acting  Chairman  Connell  and  Assist- 

and  Chief  Martin .  2 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(19-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Harlem  Center  Corp.,  owner,  filed,  January  13, 
1930,  an»  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  2290-2298  Seventh  avenue  and  200-214 
West  135th  street,  southwest  corner,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
7,  1928  (Order  No.  35052-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2p2  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs)  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2l/2  inch  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  (39 
ft.  2  in.)  in  height,  having  a  frontage  of  125  ft.  on  West 
135th  street  and  110  ft.  5  in.  on  Seventh  avenue;  a  total 
area  of  approximately  13,000  sq.  ft.;  OCCUPIED:  cellar, 
boiler  room  and  cabaret,  35  persons;  1st  story,  bank  and 
stores,  79  persons ;  2nd  and  3rd  stories,  offices,  60  persons 
per  story ;  and 

Whereas,  appellant  contends  that  there  is  a  stairway  on 
each  street  front  of  the  building;  that  it  is  low  in  height, 
faces  on  two  street  fronts,  and  that  there  are  city  fire 
hydrants  in  the  vicinity. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


33-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Albert  &  Davidson  Pipe  Corp., 

owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 5002-5024  Second  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assist¬ 


ant  Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(33-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Albert  &  Davidson  Pipe  Corp.,  owner,  filed,  January 
17,  1930,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  5002-5024  Second  avenue,  Borough  of 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
25.  1929  (Order  No.  56584-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inche's 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2 ^  inch  regulation  Fire  De- 
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partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs)  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2'/2  inch  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  constructed  of  steel  frame  work 
with 'wood  and  corrugated  siding,  one  story  in  height,  200  ft. 
8  in.  by  94  ft.  2  in.;  approximately  19,000  sq.  ft.  in  area; 
OCCUPIED  for  the  storage,  cutting  and  shipping  of  iron 
pipe.  20  persons ;  and 

Whereas,  appellant  contends  that  the  structure  is  open  on 
three  sides;  that  it  is  low  in  height;  that  it  is  unheated; 
that  the  occupancy  is  not  hazardous,  and  that  there  are 
city  fire  hydrants  in  the  vicinity ;  and 

Whereas,  the  order  is  predicated  only  on  the  area  of  the 
building  structure,  being  but  one  story  in  height,  of  ordinary 
construction  and  of  non-hazardous  occupancy. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  not  increased 
in  height  or  area  and  so  long  as  conditions  as  to  occupancy 
and  use  remain  unchanged. 


28-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Copp-Stratton  Corp.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — Northwest  corner  of  Lawrence 
street  and  Bradford  avenue  (41st  avenue),  Flush¬ 
ing.  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assist¬ 
ant  Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(28-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Copp-Stratton  Corn.,  owner,  filed,  January  15,  1930, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  northwest  corner  of  Lawrence  street  and  Bradford 
avenue,  Flushing,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
20,  1929  (Order  No.  60122-F),  reads: 

“1.  Provide  a  fire  line  system  with  a  sufficient  num¬ 
ber  of  yard  hydrants  and  sufficient  hose  at  each  outlet 
also  gravity  tank,  etc.,  as  per  Rule  85,  of  the  Standpipe 
Rules  of  the  Board  of  Standards  and  Appeals,  Secs. 
580-581,  Art.  28,  Ch.  5,  Code  of  Ordinances.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  475.36  ft.  on  41st  avenue,  110.87  ft.  on 
Lawrence  street  and  522.88  ft.  along  the  right-of-way  of  the 
Long  Island  Railroad;  a  total  area  of  approximately  50,000 
sq.  ft.,  upon  which  are  located  a  two-story  mill  building, 
84  ft.  by  100  ft.  in  area,  and  a  two-story  frame  office 
building  and  a  one-story  metal  garage  and  several  piles  of 
lumber,  separated  by  aisles ;  40  persons  in  entire  premises ; 
and  .  .  . 

Whereas,  appellant  contends  that  the  mill  building  is 
equipped  with  a  sprinkler  system ;  that  there  are  seventeen 
safety  bucket  tanks  and  eight  fire  foam  extinguishers  dis¬ 
tributed  throughout  the  premises  and  that  there  are  city  fire 
hydrants  in  the  vicinity. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  be  distributed  throughout  the 
yard  not  less  than  fifteen  casks  with  six  buckets  in 
each  cask,  containing  forty  gallons  of  water,  with  an 


anti-freeze  solution,  maintained  and  distributed  as  required 
by  the  fire  department ;  that  the  two-story  building,  on  which 
this  order  is  predicated,  shall  be  equipped  with  a  one-source 
wet  sprinkler  system,  and  that  a  space  of  not  less  than  20  ft. 
shall  be  maintained  around  the  lumber  piles ;  that  no  lumber 
pile  shall  be  in  excess  of  16  ft.  in  height  and  no  lumber  pile 
shall  be  located  within  20  ft.  of  the  nearest  dwelling. 


29-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  A.  M.  Napier  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 57-67  Vesey  street,  southeast 
corner  of  Greenwich  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assist¬ 


ant  Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(29-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  A.  M.  Napier  Co.,  Inc.,  owner,  filed,  January 
15,  1930,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  57-67  Vesey  street,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
14,  1929  (Order  No.  58089-F),  reads: 

“l.  Raise  standpipe  tank  to  twenty  feet  above  the 
outlet  of  highest  story  and  properly  support  same,  as 
per  Secs.  580-581,  Art.  28,  Cha.  18,  Code  of  Or¬ 
dinances  and  the  Rules  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  129  ft.  3J4  in.  by  83  ft.  11J4  in.  in  area;  OCCU¬ 
PIED:  cellar,  storage,  28  persons;  1st  story,  stores,  50  per¬ 
sons  ;  2nd  story,  offices  and  school,  30  persons ;  3rd  story, 
storage  of  old  typewriters,  10  persons ;  4th  story,  shipping, 
18  persons ;  5th  story,  stock  of  parts  of  typewriters,  50  per¬ 
sons  ;  6th  story,  offices  and  repairing,  100  persons ;  7th 
story,  repairing  machines,  bookkeeping,  60  persons ;  8th 
story,  typewriter  repairs,  60  persons ;  9th  story,  treasures 
department,  40  persons ;  10th  story,  offices  and  shop,  35 
persons;  11th  story,  offices,  100  persons;  12th  story,  offices, 
90  persons ;  and 

Whereas,  a  standpipe  system  has  been  installed  supplied 
from  a  steel  tank  and  located  in  the  pent  house  on  the 
roof  with  a  capacity  of  10,000  gallons,  3,500  of  which  is 
reserved  for  standpipe ;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  standpipe  system,  with  central  office  waterflow  alarm, 
and  that  the  bottom  of  the  gravity  tank  supplying  the 
standpipe  system  is  located  10  ft.  above  the  outlet  of  the 
highest  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  height  of  the  tank  with 
relation  to  the  top  story  outlet,  on  condition  that  the  occu¬ 
pancy  of  the  top  story  be  restricted  to  business  cccupancy ; 
that  a  reserve  of  not  less  than  3,500  gallons  be  maintained 
for  standpipe  service,  and  on  condition  that  the  use  and 
occupancy  shall  remain  substantially  unchanged. 


32-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Hudson  &  Manhattan  Railroad  Co., 
owner. 
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SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 30-50  Church  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assist¬ 
ant  Chief  Martin .  5 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(32-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Hudson  &  Manhattan  Railroad  Co.,  owner,  filed, 
January  17,  1930,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  30-50  Church  street,  Borough 
of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  25,  1929  (Order  No.  64774-F),  reads: 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  Board  of  Standards  and  Appeals 
and  comply  with  the  following  orders : 

“(e)  Raise  the  gravity  tanks  (2)  to  not  less  than  20' 
above  the  hose  outlet  in  the  highest  story.” ; 

and 

Whereas,  the  premises  consist  of  two  fireproof  buildings, 
interconnected  below  grade,  twenty-two  stories  (274  ft.  10 
in.)  in  height;  the  north  building  being  155  ft.  11  in.  by 
187  ft.  3J4  in.  in  area,  and  the  south  building  being  214 
ft  4  in.  by  235  ft.  9  in.  in  area;  OCCUPIED  as  a  railroad 
terminal  and  as  an  office  building ;  6,000  persons  throughout 
the  premises ;  and 

Whereas,  a  standpipe  system  has  been  installed;  there 
being  a  10,000-gallon  capacity  steel  gravity  tank  in  cupola  on 
each  roof,  3,500  gallons  in  each  tank  being  reserved  for  the 
standpipe  system ;  the  bottom  of  said  tanks  being  located 
approximately  10  ft.  above  the  hose  outlets  on  the  top 

story ;  and  . 

Whereas,  appellant  contends  that  there  are  in  the  cellar; 
of  the  premises  suction  tanks  having  a  capacity  of  29,790 
gallons ;  that  these  tanks  are  connected  to  pumps  which  give 
a  pressure  of  not  less  than  forty  pounds  at  the  top  outlet, 
and  requests  the  acceptance  of  the  existing  standpipe  sys¬ 
tem  ;  and 

Whereas,  there  are  two  tanks  of  not  less  than  20,000 
gallons  combined  capacity,  cross  connected;  and 

Whereas,  the  suction  tanks  maintain  a  pressure  of  not 
less  than  forty  pounds  at  top  outlet. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  height  of  the  tank 
above  the  existing  top  story  outlet,  so  long  as  conditions 
as  to  occupancy  and  use  remain  substantially  unchanged. 

761-29-A. 

APPELLANT— John  J.  Gilmartin,  for  100  William  Street 
Corp.,  owner. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— 98-106  William  street,  70-78 

John  street  and  29-41  Platt  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  „  _ 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Plolland  and  Guilfoyle  and  Assist¬ 
ant  Chief  Martin .  4 

Negative  .  ® 

Absent:  Chairman  Walsh .  1 


THE  RESOLUTION- 


(761-29-A) 


Whereas,  John  J.  Gilmartin,  for  100  William  Street 
Corp.,  owner,  filed,  December  30,  1929,  an  appeal  from 
orders  of  the  fire  commissioner,  affecting  premises  98-106 
William  street,  70-78  John  street  and  29-41  Platt  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  No¬ 
vember  25,  1929,  read: 

“Order  No.  66217-F: 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  Rules  of  the  Board  of  Standards 
and  Appeals  and  comply  with  the  following  orders: 

"(a)  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.” ; 

and 

‘‘Order  No.  66216-F : 

“Replace  plain  glass  in  window  frames  with  wire 
glass  at  the  east  side  of  rear  (annex)  building  facing 
court.  Section  375,  Article  18,  Chapter  5,  Code  of 
Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  seventeen  stones  in 
height,  121  ft.  7  in.  by  157  ft.  i  in.,  irregular,  in  area; 
OCCUPIED  as  an  office  building;  150  persons  per  story; 

and  _  . 

Whereas,  a  standpipe  system  has  been  installed;  the 
outlet  of  the  gravity  tank  being  located  7  ft.  above  the  outlet 
in  the  pent  house  story ;  and 
Whereas,  there  are  five  windows  in  the  east  wall  facing 
the  easterly  (rear)  court  of  the  building  on  each  story  above 
the  first  story  within  30  ft.  of  openings  in  a  neighboring 
twenty-five-story  office  building  to  the  east ;  and 

Whereas,  appellant  contends  that  the  building  is  fire¬ 
proof  ;  that  the  occupancy  is  not  hazardous,  and  requests 
the  acceptance  of  existing  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  66217-F,  Item  1,  on  condition 
that  there  shall  be  reserved  for  the  standpipe  system  not 
less  than  3,500  gallons ;  that  the  standpipe  system  shall  meet 
the  requirements  of  the  fire  department  in  all  other  re¬ 
spects  ;  that  sufficient  auxiliary  fire-fighting  appliances  satis¬ 
factory  to  the  fire  department  shall  be  installed  oi>  the 
seventeenth  story;  granted,  as  to  Order  No.  66216-F,  only 
so  far  as  it  affects  the  two  windows  in  the  northerly  wall 
of  the  southeast  portion  of  the  building,  so  long  as  con¬ 
ditions  as  to  occupancy  and  use  remain  unchanged,  and 
the  building  shall  be  not  increased  in  height  or  area. 

BUILDING  ZONE  CASES. 

481-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Sam  Strassberg, 
owner, 

SUBJECT— Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  “E” 
area  district  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the  lot  area  and 
providing  a  lesser  setback  from  street  line  than 
permitted  under  the  building  zone  resolution. 
PREMISES  AFFECTED— 2901-2911  Avenue  J,  northeast 
corner  of  East  29th  street,  Brooklyn. 
APPEARANCES —  .. 

For  Applicant:  John  J.  McCooey,  Jr. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1930,  at 
2  p.  m.,  to  obtain  expression  of  adjoining  property 
owners. 


G38-29-BZ 

APPLICANT— William  F.  Doyle,  for  Harry  H.  Uhl- 
felder,  Inc.,  owner. 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  31  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  part  of  the 
basement  story  of  an  existing  apartment  building 
from  residence  to  business  use  (stores). 

PREMISES  AFFECTED — 1625-1027  University  avenue, 
northwest  corner  of  West  175th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition :  Elias  Raff. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


705-29-RZ. 

APPLICANT — William  F.  Doyle,  for  County  Holding  Co., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED— 825  East  175th  street,  north¬ 
west  corner  of  Marmion  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition :  Samuel  Lippmann  and  Charles 
Warner. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


126-29-BZ. 

APPLICANT— Max  Epstein,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district, 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  withdrawn) . 

PREMISES  AFFECTED— 752-762  East  New  York  ave¬ 
nue,  south  side,  36  ft.  8  in.  west  of  Troy  avenue, 
and  693-701  Maple  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Joseph  Bolstein  and  Max  Epstein. 
For  Opposition:  Alfred  A.  Walter,  William  S. 

Klinger  and  Major  Caccavajo. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


1250-27-BZ. 

APPLICANT— William  F.  Doyle,  for  Louis  I  Steven, 
owner. 

SUBJECT— Application  for  reopening— amendment  by  in¬ 
clusion  of  decision  of  the  superintendent  of  build¬ 
ings — re  Application  (decision  of  the  fire  commis¬ 
sioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— South  side  of  Fort  Hamilton 
Parkway,  225  ft.  west  of  Chester  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1930,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


711-29-BZ.  _  TT  . 

APPLICANT— William  F.  Regan,  for  Arthur  C.  Holz- 
man,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 


resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 558-560  Essex  street,  northwest 
corner  of  Blake  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Isidor  Kaplan. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


529-29-BZ. 

APPLICANT — Felix  Solomon,  substituted  for  Samuel  C. 
Rice,  for  Coexco  Realty  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2602-2626  Gravesend  Neck 
road,  southeast  corner  of  East  26th  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  . 0 


332-29-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Amelia  Rossi, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7g  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  the  first  story  of  an  existing 
dwelling  from  dwelling  use  to  business  use  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED— 249  West  99th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  . ® 

Absent  . ® 

THE  RESOLUTION— 

(332-29-BZ) 

Whereas,  Samuel  Rosenblum,  for  Amelia  Rossi,  owner, 
filed,  May  15,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  change  of 
occupancy  of  the  first  story  of  an  existing  dwelling  from 
dwelling  use  to  business  use:  premises  249  West  99th  street, 
Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  99th  street  is  in  a  residence 
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and 


district ;  Broadway  is  in  a  business  district,  and  West  End 
avenue  is  in  a  residence  district;  and 

W  hereas,  the  decision  of  the  superintendent  ol  buildings, 
rendered  April  15,  1929  (certificate  of  occupancy),  reads: 

“With  reference  to  application  for  certificate  of  occu¬ 
pancy  for  above  building  it  is  noted  that  it  is  proposed 
to  change  the  occupancy  from  dwelling  to  business  on 
1st  floor.  The  proposed  change  of  occupancy  is  con¬ 
trary  to  the  Zoning  Law.”; 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
duction,  four  stories  in  height,  with  a  frontage  of  1-4  t. 
and  a  depth  of  67  ft.  6  in.;  to  be  occupied  as  a  beauty 
parlor  on  the  first  floor  and  dwellings  above;  and 
Whereas,  there  was  a  former  hearing  on  this  application, 
which  application  was  withdrawn  without  argument;  and 
Whereas,  the  former  application  was  unsupported  by  an 
expression  of  the  affected  property  owners,  and 

Whereas,  the  present  application  is  supported  by  87  per 
cent  consents  of  the  property  owners  in  the  street  frontage 

<1  ff  €Ct€(l 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story,  street  floor,  for  the  use  and  conduct 
of  hairdressing  business,  conducted  by  the  owner  and  occu¬ 
pant  of  the  premises,  on  condition  that  there  shall  be  no 
structural  alteration;  that  any  advertising  display  shall  be 
restricted  and  limited  to  one  flat  wall  sign  affixed  to  the 
wall  at  street  grade;  that  the  use,  occupancy  and  operation 
of  business  shall  be  restricted  to  and  only  so  long  as  the 
operator-owner  remains  in  possession  of  the  premises ;  that 
there  shall  be  no  business  display  of  any  nature  or  descrip¬ 
tion  exposed  outside  of  the.present  building  on  street  front, 
and  that  the  remainder  of  premises  shall  be  restricted  to 
conforming  residential  use. 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  10,  1929  (Plan  No.  N.  B.  6411-29), 

reads :  ,  . 

“1.  No  part  of  an  auto  showroom  is  permitted  in  a 

residence  district.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  100  ft.;  to  be  occupied  as  an  automobile 
showroom ;  and 

Whereas,  the  southwesterly  corner  of  the  property  at 
street  front  i§  cut  by  the  business  use  influence  of  Cooper 
avenue ;  and 

Whereas,  the  application  is  supported  by  90  per  cent  oi 
adjoining  property  owners  affected  in  area  usually  fixed  by 
the  board  under  section  7g. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  one  story  above 
grade ;  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  the  front 
elevation  shall  be  finished  with  face  brick  and  architectural 
terra  cotta  or  natural  stone  trimming,  in  substantial  ac¬ 
cordance  with  the  design  as  filed  in  this  case ;  that  the  use 
and  occupancy  shall  be  restricted  to  retail  business  use , 
that  there  shall  be  no  automobiles  maintained  under  hvd 
storage;  that  there  shall  be  no  automobile  repair  work 
operated  or  conducted  on  the  premises ;  that  any  advertising 
displayed  shall  be  restricted  to  flat,  fixed  lettering  attached 
to  the  plate  glass  show  window  of  store  front,  and  that  all 
permits  shall  be  obtained  within  six  months  and  any  work 
involved  shall  be  completed  within  one  year  from  the  date 
of  this  action. 


628-29-BZ. 

APPLICANT— George  F.  Niebling,  Jr.,  for  Henry  W. 

Flade,  owner.  .  ,  , 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  business  building. 
PREMISES  AFFECTED-West  side  of  73rd  street  90  ft 
north  of  Cooper  avenue,  Glendale,  Borough  of 
Queens. 

APPEARANCES—  r  XT.n.  , 

For  Applicant:  George  F.  Niebling,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THK  vote _ 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  ® 

Negative  .  „ 

Absent  . 

THE  RESOLUTION— 

(628-29-BZ) 

Whereas,  George  F.  Niebling,  Jr.,  for  Henry  W  Flade 
owner  .filed.  October  21,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  m  a  residence  district  the 
erection  and  maintenance  of  a  business  building;  premises 
west  side  of  73rd  street,  90  ft.  north  of  Cooper  avenue, 

Glendale,  Borough  of  Queens;  and  .  . 

Wherfas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing  March  4,  1930,  after  due  notice  by  publication  m  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cooper  avenue  is  in  a  business 
district;  Central  avenue  is  in  a  business  district,  and  .3rd 
street  is  in  a  residence  district;  and 


700-29-BZ. 

APPLICANT — Joseph  A.  Cox,  for  Philip  Smook,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  alteration  and  extension  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles, 
also  the  installation  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 67-71  Kenmare  street  and  196- 
204  Mulberry  street,  northeast  corner,  Manhattan. 

APPEARANCES—  m  A  _  u  a  ^ 

For  Applicant:  Joseph  T.  Aaronson,  Joseph  A.  Lox 

and  Philip  Smook. 

For  Opposition:  Abraham  A.  Wagner. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE-  „r  ,  ,  „ 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  j* 

Negative  .  J: 

Absent  . 

THE  RESOLUTION— 

(700-29-BZ) 

Whereas,  Joseph  A.  Cox,  for  Philip  Smook,  owner, 
filed,  December  4,  1929,  an  application,  under  the  building 
zone’  resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles,  also  the  installation  of  a  gasoline 
service  station;  premises  67-71  Kenmare  street  and  196-204 
Mulberry  street,  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kenmare,  Mulberry,  Mott  and 
Spring  streets  are  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
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rendered  October  25,  1929  (Alt.  App.  No.  1871-1929), 
reads : 

“1.  Gas  filling  stations  are  not  permitted  in  a  busi¬ 
ness  district,  Sec.  4,  Building  Zone  Resolution. 

“2.  It  is  not  permissible  to  increase  the  garage  build¬ 
ing  in  a  business  district.  Sec.  4,  Building  Zone  Resolu¬ 
tion  (new  entrance  to  garage).”; 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  three  stories  in  height,  with  a  frontage  of  118  ft.  2l/& 
in.  and  a  depth  of  100  ft.  10>4  in.,  irregular;  occupied  as  a 
garage ;  it  is  proposed  to  remove  the  partitions  of  five 
stores  located  at  corner  of  first  store  in  order  to  enlarge 
the  garage  space,  to  bury  gasoline  storage  tanks  below 
cellar  floor  and  erect  four  pumps  for  the  purpose  of  con¬ 
ducting  a  gasoline  service  station  in  conjunction  with  the 
existing  garage  within  a  business  use  area ;  and 

Whereas,  the  existing  garage  building  is  now  occupied 
on  the  ground  floor  of  corner  of  Kenmare  and  Mulberry 
streets  with  mercantile  stores ;  and 

Whereas,  it  is  proposed  to  remove  the  store  construction 
partitions  and  extend  the  garage  use  throughout  the  entire 
premises. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  extension  of  the  garage  use  and  occupancy 
throughout  the  entire  premises,  on  condition  that  there  shall 
be  no  open  arcade  gasoline  station  on  the  corner  as  pro¬ 
posed,  said  corner  formed  by  the  intersection  of  Mulberry 
and  Kenmare  streets;  that  a  return  of  the  drawings  shall 
be  made  for  approval  by  this  board  before  submission  to  the 
superintendent  of  buildings,  and  that  all  permits  required  shall 
be  obtained  within  nine  months  and  any  work  involved  shall 
be  completed  within  eighteen  months  from  the  date  of  this 
action. 


157-29-BZ. 

APPLICANT — Vincent  Yardum,  for  Mardig  Hovanian, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from  a  garage 
for  the  storage  of  one  commercial  motor  vehicle 
to  a  retail  mercantile  store. 

PREMISES  AFFECTED— 398  Audubon  avenue  and  550 
West  185th  street,  southwest  corner,  Manhattan. 
APPEARANCES— 

For  Applicant :  Vincent  Yardum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(157-29-BZ) 

Whereas,  Vincent  Yardum,  for  Vincent  Hovanian,  owner, 
filed,  March  11,  1929;  dismissed  October  22,  1929;  reopened 
January  7,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  alteration 
and  change  of  occupancy  from  a  garage  for  the  storage 
of  one  commercial  motor  vehicle  to  a  retail  mercantile 
store;  premises  398  Audubon  avenue  and  550  West  185th 
street.  Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 


zone  resolution  show  that  Audubon  avenue,  West  184th 
street,  West  185th  street  and  West  186th  streets  are  in  a 
residence  district  and  St.  Nicholas  avenue  is  in  a  business 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  19,  1929  (Alt.  App.  No.  2399-1925), 
reads : 

“1.  Business  can  not  be  extended  more  than  a  depth 
of  40  ft.,  Board  of  Appeals,  Cal.  1198-25-BZ.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  18  ft. 
and  a  depth  of  50  ft.  at  first  story  and  40  ft.  at  second 
story ;  occupied :  1st  story,  store,  and  garage  at  rear  for 
the  storage  of  one  commercial  car ;  2nd  story,  one  apart¬ 
ment ;  it  is  proposed  to  remove  front  doors  of  the  garage 
and  construct  show  window  for  the  purpose  of  conducting 
a  retail  store  instead  of  the  garage;  and 

Whereas,  the  board  varied  the  zoning  resolution  under 
Cal.  No.  1198-25-BZ,  permitting  business  use  in  the  base¬ 
ment  and  first  story  on  Audubon  avenue  front;  and 

Whereas,  in  the  said  same  case  a  garage  use  for  one  com¬ 
mercial  car  was  permitted,  and  it  is  now  proposed  to  sub¬ 
stitute  a  retail  mercantile  store  use  in  lieu  of  the  existing 
garage  use  and  occupancy ;  and 

Whereas,  the  applicant  has  filed  six  affirmative  expres¬ 
sions  as  to  the  proposed  variation. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  existing  rear  extension,  10  ft.  front  by  18  ft. 
in  depth,  rescinding  the  variation  granted  under  Cal.  No. 
1198-25-BZ  only  so  far  as  it  affects  the  garage  use  and 
occupancy  and  substituting  and  permitting  the  use  of  the 
rear  extension  for  retail  mercantile  store  use  and  occupancy, 
on  condition  that  any  advertising  displayed  shall  be  restricted 
to  fixed  letters  on  the  plate  glass  show  window  only;  that 
there  shall  be  no  automobile  storage  of  any  nature  or 
description  and  no  storage  of  gasoline,  and  that  all  permits 
required  shall  be  obtained  within  ninety  days  and  any  work 
involved  shall  be  completed  within  six  months  from  the 
date  of  this  action. 


127-29-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Elizabeth  M.  Clarke, 
owner. 

SUBJECT— Application  for  reopening— extension  of  time 
to  procure  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district  the  erection  and 
maintenance  of  a  business  building  (stores). 
PREMISES  AFFECTED— 1744  University  avenue,  east 
side  158.61  ft.  south  of  Macombs  road,  The  Bronx.  ' 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended.  ...  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(127-29-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Elizabeth  M.  Clarke, 
owner,  filed,  February  27,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  business  building  (stores)  ; 
premises  1744  University  avenue,  east  side.  158.61  ft.  south 
of  Macombs  road,  Borough  of  The  Bronx ;  and 
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Whereas,  a  public  hearing  was  held  on  .his  application  by  Co.,  ^nc.  owner,  filed,  October^  ^  application, 

the  board  of  standards  and  appeals,  ath  |tS on in  the  district  the  erection  and  maintenance  of  a  garage  for  the 
September  10,  1929,  after  due  notice  bv  publication  n  the  aistnct  j  ^  than  five  motor  vehicles;  premises  167 

Bt^XSs^cfr^afebui,di„g  Eas.lmh  street,  ^southeast  corner  of  Union  street,  Borough 

zone  resolution  show  that  University  avenue,  sout  i  o  a  poin  Wh  ere  as  a  public  hearing  was  held  on  this  application 

too  ft.  south  of  Macombs  road,  ts  m  a  residence  dtstnc.  Whereas,  and  appeals,  a.  its  regular  meet- 

University  avenue,  north  of  a  point  100  f  -  south  o  a  -  March  4,  1930,  after  due  notice  by  publication  in  the 

road,  is  in  a  business  district.  West  1  6tr  s  Rnlletin  of  the  Board  of  Standards  and  Appeals;  and 

residence  district,  and  Macombs  road  is  in  a  busines  -  Whfreas_  the  use  district  maps  accompanying  the  building 

trict ,  <Lnd  t  t  .  i  .  r  7onp  resolution  show  thst  Ecist  98th  street  is  in  business 

Wn^s  the  d-slon  of  the  supenntenden  bu  Id  g,  ^  Union  &  south  of  a  point ,100  ft.  north  of 

rendered  February  7,  1929  (re  N  d.  &J),  reaus  avPn,ie  is  in  a  business  district ;  Union  street,  north 

"1.  Erection  of  proposed  bus, ness  building  tn  rest-  Blake  avenue^  ts^busmegj^  js  in  a  residencc 

dence  district  is  contrary  to  provisions  of  g  district,  and  Tapscott  street  is  in  a  residence  district ;  and 

Resolution.  ;  Whereas  the  decision  of  the  superintendent  of  buildings, 

^Whereas,  the  proposed  bt»*  * -nt/a^to  W&Sfti  the 

tobe  McupiL  as  a 

business  building  (stores)  ,  and 

Whereas,  the  board  deemed  that  applicant  is  enti  e  Wwfptta<;  the  nronosed  building  is  to  be  of  non-fireproof 

[hat 'a  denial  rfSb  a^at'ion  w  “d  coStle' mu,e|sa[y  construction;  one  story  «  heigh,  whh  a  £*•■' of  mjt 

%$2k.  MT  o^  conditions  as  to  ^street  triangular  intersection  of  Union 

UVRe  solved  '"that  the  board  of  standards  and  appeals  does  Whereas,  the  entire  opposite  frontage  on  East  98th  street 
hereby  make  a  variation  in  the  application  of  the  use  dis-  js  substantially  occupied  with  garages,  the  same  and  similar 
trict  regulations  of  the  building  zone  resolution,  and  that  business  as  proposed  in  the  instance  case,  and 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it  Whereas,  the  majority  of  the  properties  brought  before 
affects  first  story,  on  condition  that  the  business  con-  the  Supreme  Court  for  review  on  East  98th  street  have 
ducted  on  the  premises  shall  be  restricted  from  fish  markets,  been  granted  by  court  action,  and  in  substance  brings  this 

mea?  markets or  delicatessen  shops;  that  no  advertising  application  within  the  purview  of  section  7,  subdivision  e. 

signs  of  any  nature  or  description  shall  be  displayed  except  Resolved,  that  the  board  of  standards  and  appeals  does 
on  the  show  window  or  store  fronts;  that  no  merchandise  hereby  make  a  variation  in  the  application  of  the  use  dis- 
shall  be  displayed  beyond  the  building  line  of  the  property;  trjct  'regulations  of  the  building  zone  resolution,  and  that 
that  all  permits  required  shall  be  obtained  within  six  months  application  be  and  it  hereby  is  granted  on  condition  that 

and  any  work  involved  shall  be  completed  within  one  year  the  building  shall  be  constructed  fireproof  and  shall  not 

from  the  date  of  this  action— March  4,  1930.  exceed  in  height  one  story  above  grade;  that  the  rear  and 

- -  gable  walls  shall  be  unpierced  throughout  their  entire  height 

635-29-BZ  and  length;  that  the  front  elevation  shall  be  finished  with 

a  ppi  ICANT— McCooey  &  Conroy,  for  J.  S.  Construe-  light-colored  face  brick  and  architectural  terra  cotta  or 

tion  Co  Inc,  owner.  natural  stone  trimming;  that  the  parapet  wall  on  street 

SUBJECT— Application  (re  decision  of  the  superintendent  front  shall  be  of  pediment  design  and  not  less  than  5  it.  in 
J  of  buildings),  under  section  21  of  the  building  zone  height  above  roof  level;  that  no  advertising  display  of  any 

resolution  to  permit  in  a  business  district  the  erec-  nature  or  description  shall  be  installed  or  permitted  on  Union 

tion  and  maintenance  of  a  garage  for  the  storage  street  within  200  ft.  of  Blake  avenue :  that  any  gasoline 
of  more  than  five  (5)  motor  vehicles.  storage  installed  shall  be  located  at  the  extreme  souther  y 

PRPMT8F8  EFFECTED — 167  East  98th  street,  southeast  end  0f  the  premises;  that  there  shall  be  no  vehicular  entrance 
corner  of  Union  street,  Brooklyn.  incorporated  within  25  ft.  of  the  northerly  property  line  of 

a  ppf  FRANCES _  this  property;  that  there  shall  be  no  portable  gasoline  tan  . 

For  Applicant:  John  H.  McCooey,  Jr.  maintained  or  operated  on  the  premises ;  that  the  roof  shall 

For  Opposition;  K.  Karl  Klein.  .  .  -be  ventilated  with  skylights  not  less  than  12  sq  ft. 

\fTTON  OF  BOARD— Application  granted  on  condition.  area;  that  no  skylights  shall  be  installed  within  1-  it.  ot 
THF  VOTE-  the  rear  lot  line;  that  all  skylights  shall  be  glazed  with 

Affirmative:  Chairman  Walsh,  Commissioners  plain  glass,  protected  with  wire  guards  above  and  below, 

Connell  Holland  and  Guilfoyle  and  Assistant  and  that  all  permits  required  shall  be  obtained  within  six 

Chief  Martin .  ®  months  and  any  work  involved  shall  be  completed  wit. .in 

Negative  .  0  one  year  from  the  date  of  this  action. 

Absent  .  0  _ 

THE  RESOLUTION— 

(635-29-BZ)  Adjourned  1.30  p.  m. 

Whereas,  McCooey  &  Conroy,  for  J.  S.  Construction  Wux.am  J.  O’Gorman,  Secretary. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Conies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  30c;  by  mail,  35c 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  4,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Martin. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

649-29-A. 

APPELLANT— William  F.  Doyle,  for  International  Tele¬ 
phone  Building  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 32-36  Beaver  street,  28-36 
South  William  street  and  65-81  Broad  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Martin  J.  Ort. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1930,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


APPELLANT— McCooey  &  Conroy,  for  E.  N.  Ohriner, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 236  Throop  avenue,  west  side, 
80  ft.  north  of  Myrtle  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  John  H.  McCooey,  Jr. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


678-29-A.  „  „ 

APPELLANT— Edward  L.  Kelly,  for  Sadie  Rosen,  lessee. 
SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 5501-5519  18th  avenue  and 
1802-1812  55th  street,  southeast  corner,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Abram  Raff. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . .  ■  ■  •  0 

Negative :  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  3 

Absent  .  0 


THE  RESOLUTION— 

(678-29-A) 

Whereas,  Edward  L.  Kelly,  for  Sadie  Rosen,  lessee, 
filed,  November  19,  1929,  an  appeal  from  an  order  ot  the 
fire  commissioner,  affecting  premises  5501-5519  18th  avenue 
and  1802-1812  55th  street,  southeast  corner,  Borough  ot 

Brooklyn;  and  .  .  ,  ,  ,  ^  f/_ 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  25,  1929  (Order  No.  27088-LC),  reads: 

“Referring  to  your  application  to  store  or  park  motor 
vehicles  at  the  above  address,  I  regret  to  inform  you 
that  your  application  for  such  permit ps  disapproved  tor 
the  reason  that  Section  150,  Sub-division  1,  Article  11, 
Chapter  10  provides  that  no  person  shall  store,  house  or 
keep  any  motor  vehicles  other  than  one  the  fuel  tank 
of  which  is  not  empty,  except  m  a  building  shed  or 
enclosure  for  which  a  garage  permit  shall  have  been 

issued. 


“1.  You  are,  therefore,  ordered  to  discontinue  the 
storage  of  motor  vehicles,  the  fuel  tanks  of  which  are 
not  empty,  in  the  unenclosed  lot  at  the  above  address.” ; 

and 

Whereas,  the  premises  consist  of  an  open  lot  fronting 
111  ft.  7 54  in.  on  55th  street  and  166  ft.  8^  in.  on  18th 
avenue,  used  for  the  parking  of  motor  vehicles,  the  fuel 
tanks  of  which  are  not  empty,  located  100  ft.  in  a  busi¬ 
ness  use  district  and  11  ft.  7$/$  in.  in  a  residence  use  dis¬ 
trict;  a  metal  office,  10  ft.  by  10  ft,  and  three  grease  pits 
exist  upon  the  premises ;  and 

Whereas,  the  appellant  claims  that  the  superintendent  of 
buildings  issued  Certificate  of  Occupancy  No.  57406,  dated 
August  17,  1929,  permitting  the  use  of  the  premises  for 
grease  pits  and  open  air  parking  space,  which  was  super¬ 
seded  by  Certificate  of  Occupancy  No.  58601,  dated  No¬ 
vember  14,  1929,  permitting  the  use  of  the  premises  for  an 
accessory  store  (copies  of  such  certificates  are  filed  with 
this  appeal)  ;  furthermore,  the  appellant  contends  that  the 
premises  have  been  legally  used  as  a  parking  space  for 
motor  vehicles,  and  the  existing  use  of  the  premises  should 
be  permitted  to  continue. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


733-29-A. 

APPELLANT — Standard  Oil  Company  of  New  York, 
owner. 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— Pier  foot  of  North  11th  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  P.  J.  King  and  Ed.  J.  Tully. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(733-29-A) 

Whereas,  Standard  Oil  Company  of  New  York,  owner, 
filed,  December  16,  1929,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  Pier  foot  of  North 
11th  street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  7,  1929  (Order  No.  65331-F),  reads: 

“1.  Install  a  separate  and  distinct  dry  system  of  auto¬ 
matic  sprinklers  throughout  pier  having  at  least  one 
source  of  water  supply  arranged  and  equipped  as  pro¬ 
vided  in  rules  for  fire  extinguishing  appliances  adopted 
by  the  Board  of  Standards  and  Appeals.  Section  20, 
Ch.  12,  Code  of  Ordinances”; 

Whereas,  the  premises  consist  of  a  timber  pier  located 
at  the  foot  of  North  11th  street,  Brooklyn;  said  pier  being 
347  ft.  3  in.  by  30  ft.  6  in.  in  area,  being  covered  at  the 
gl^ore  end  bv  a  one-story  frame  shed,  2, )4  ft.  long  and 
30  ft  6  in.  wide;  OCCUPIED  for  loading,  unloading  and 
storage  of  steel  containers  of  petroleum  products,  9  per¬ 
sons  ;  and  .  . 

Whereas,  appellant  contends,  on  the  waterfront  end  of  the 

shed  there  are  two  2 -inch  outlets  with  50  ft.  of  hose; 
two  2j4-inch  outlets  with  100  ft.  of  hose;  two  four-inch 
fire-foam  lines ;  a  telephone  at  the  end  of  the  pier ;  four 
2 H -inch  outlets  with  100  ft.  of  hose  inside  shed;  two  4-inch 
fire-foam  lines  inside  shed  overhead  running  entire  length 
of  structure;  two  2V£-inch  outlets  with  150  ft.  of  hose  on 
the  bulkhead  end  of  the  structure ;  one  3-inch  overhead  fire 
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line  in  interior  of  structure  leading  from  8-inch  main 
through  valve  on  bulkhead  end  of  structure  with  2k2-inch 
hose  connection;  two  yard  fire  alarms  to  boiler  house  and 
office,  one  located  on  river  and  the  other  on  bulkhead  end 
of  structure,  with  telegraphic  fire  alarm  and  telephone  at 
office ;  surrounding  and  inside  the  pier  shed  and  pier  are 
four  2j4-gallon  fire  extinguishers  (Underw-riter),  one  4- 
inch  steam  smothering  line  overhead,  fed  from  both  ends, 
J^-inch  holes,  3  ft.  on  centers,  one  6-inch  steam  supply 
main  overhead,  steam  supply  outlets  for  tankers,  one  aux¬ 
iliary  fire  pump,  650  gallons  per  minute,  75-pound  pressure 
delivering  to  8-inch  mains,  one  telephone  located  at  end 
of  North  11th  street,  one  Foamite  wagon,  model.  F  2,  34 J4 
gallons  capacity,  two  2/4-inch  fire  boat  connections,  there 
are  also  fire  hydrants  along  North  11th  street  leading  from 
6-inch  city  main,  46-pound  pressure;  and  .  #  . 

Whereas,  the  existing  fire-extinguishing  equipment  is  in 
the  opinion  of  the  board  sufficient  for  the  protection  of  the 

existing  use.  .  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  only  as  long  as  conditions  as  to  occupancy  and  use 
remain  substantially  unchanged,  and  .  the  existing  fire-ex¬ 
tinguishing  equipment  shall  be  maintained  in  good  working 
order. 


619-29-A. 

APPELLANT— United  Dry  Docks,  Inc.,  owner. 
SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 518  Hamilton  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Philip  J.  Sinnott. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 


(619-29-A) 


Whereas,  United  Dry  Docks,  Inc.,  owner,  filed,  October 
16,  1929,  an  appeal  from  orders  of  the  fire  commissioner, 
affecting  premises  518  Hamilton  avenue,  Borough  of  Brook¬ 


lyn;  and  .  . 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Octo¬ 


ber  1,  1929,  read: 

“Order  No.  63481-F : 

“1.  Install  a  2J4"  standpipe  line  in  building  occupied 
as  plate  shop  and  machine  shop,  as  per  Sec.  580-581, 
Ch.  5,  Code  of  Ordinances  and  the  rules  of  the  Board 
of  Standards  and  Appeals.” ; 


and 

“Order  No.  63482-F: 

“1.  Install  yard  hydrants,  as  per  rule  85,  Board  ot 
Standards  and  Appeals.” ; 
and  _ 

Whereas,  the  premises,  located  on  Gowanus  Bay,  con¬ 
sists  of  an  irregular-shaped  plot  of  ground  having  a  frontage 
of  101  ft.  on  Hamilton  avenue,  a  distance  of  approximately 
600  ft.  along  the  north  property  line  and  a  distance  of  ap¬ 
proximately  625  ft.  along  the  south  property  line,  a  total  pier 
and  land  area  of  approximately  218,000  sq.  ft.;  upon  these 
premises  are  located  three  piers,  dry  docks  and  several 
buildings  comprising  the  United  Dry  Docks,  Inc.,  plant ; 
200  persons  on  entire  premises;  and  t  . 

Whereas,  the  plate  shop  and  machine  shop  building  is 
fireproof,  one  story  (61  ft.  to  peak  of  roof)  in  height,  160 
ft  by  200  ft.  (32,000  sq.  ft.)  in  area;  separated  into  two 
equal  sections  bv  a  fore  and  aft  fireproof  wall  having 
glass-glazed  openings  therein ;  there  being  a  mezzanine  gal¬ 


lery  along  the  south  wall  of  the  machine  shop  section  of 
the  building ;  20  persons  in  the  building ;  and 

Whereas,  appellant,  as  to  Order  No.  63481-F,  contends 
that  the  building  is  accessible  from  all  sides ;  that  the  occu¬ 
pancy  is  non-hazardous,  and  that  there  are  city  fire  hydrants 
in  the  vicinity  and,  also,  in  the  plant,  a  local  fire  line  sys¬ 
tem ;  as  to  Order  No.  63482-F,  contends  that  there  is  in 
the  yard  a  salt  water  fire  line  pressure  system  supplied  from 
a  10-inch  Worthington  pump,  for  salt  water  and  steam, 
from  which  system  there  are  four  2-inch  hose  line  con¬ 
nections  and  ten  2)4-inch  salt  water  with  steam  connec¬ 
tions  ;  this  system  having  several  yard  hose  houses  con¬ 
taining  a  sufficient  length  of  hose  to  reach  any  portion  of 
the  yard;  appellant  contends,  further,  that  there  are  also 
fifteen  2-inch  fresh  water  hose  connections  throughout  the 
yard ;  and 

Whereas,  the  orders  are  predicated  on  the  square  area  of 
the  buildings  and  premises. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  buildings  shall  not  be  increased 
in  height  or  area ;  that  the  existing  fire  pump  with  salt  water 
section  be  maintained  in  good  working  order ;  that  sufficient 
hose  and  hose  valves  of  approved  type  be  provided  to  cover 
all  parts  of  premises,  same  to  be  stored  in  hose  houses 
painted  red  and  marked  “fire  hose,”  and  granted  only  as 
long  as  conditions  as  to  occupancy  and  use  remain  sub¬ 
stantially  unchanged. 


BUILDING  ZONE  CASES. 


519-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Grazia  Martinelli, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  erection 
and  maintenance  of  a  motor  vehicle  repair  shop 
and,  also,  a  gasoline  service  station. 

PREMISES  AFFECTED— South  side  of  135th  avenue, 
172.62  ft.  west  of  Oregon  place,  South  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition :  Tohn  A.  Steinberg. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


599-29-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Jobel  Properties,  Inc., 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erection  and  main¬ 
tenance  of  a  business  (store)  building. 

PREMISES  AFFECTED— 1132-1154  Clarkson  avenue  and 
255-279  East  96th  street,  southeast  corner,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  J.  Hellinger. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


305-29-BZ. 

APPLICANT— William  L.  Morris,  for  Mansfield  Improve¬ 
ment  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis- 
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trict  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J,  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  L.  Morris. 

For  Opposition:  Jacob  Kirshenbaum. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1930,  at 
2  p.  m.,  on  request  of  applicant. 


688-28-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Abraham  & 
Straus,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  of  a  department  store  building  with  a  garage 
for  the  storage  of  more  than  five  motor  vehicles 
constructed  and  maintained  in  the  third  basement 
story. 

■PREMISES  AFFECTED— 408-438  Fulton  street,  south¬ 
east  corner  of  Gallatin  place,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  None. 

'  ACTION  OF  BOARD— Laid  over  to  April  8,  1930,  at 
2  p.  m.,  on  request  of  applicant. 


679-29-BZ. 

APPLICANT— E.  W.  Radmore,  for  The  Wheelright  Corp., 
owner. 

SUBJECT— Application  for  reopening— reconsideration, 

previously  denied — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7b  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  district,  extending  from  a  business  dis¬ 
trict,  the  conversion  of  occupancy  of  the  basement 
and  first  storv  from  residential  to  business  use. 

PREMISES  AFFECTED— 162  West  75th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Mrs.  E.  W.  Radmore. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
Calendar  Call  Tuesday,  March  25,  1930,  at  2 

p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 5 

Negative  . 0 

Absent  .  ® 


468-27-BZ. 

APPLICANT — Hazel  R.  Dunkum,  owner. 

SUBJECT— Application  for  reopening— amendment— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 6414-6424  Fort  Hamilton  Park¬ 
way,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  Tuesdav,  March  25,  1930,  at  2  p.  m. 
THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Martin .  5 


Negative  .  0 

Absent  .  o 


593-29-BZ 

APPLICANT — McCooey  &  Conroy,  for  Newford  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2367-2387  Gravesend  avenue, 
northeast  corner  of  Village  Road  South,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition :  Samuel  P.  Lux. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners' 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin . .  5 

Negative  .  0 

Absent  . , .  0 


661-29-BZ. 

APPLICANT — Frank  H.  Crabtree,  for  Livingston  Estates 
Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance* of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Forest  ave¬ 
nue  and  Pelton  avenue,  New  Brighton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Frank  H.  Crabtree. 

For  Opposition :  P.  F.  Gulotta. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5* 

Negative  . 0 

Absent  .  0 


479-29-BZ. 

APPLICANT — James  E.  Smyth,  for  Caverlv  Holding  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and  a  gasoline 
service  station. 

PREMISES  AFFECTED — 3459-3469  Fulton  street  and  234- 
246  Grand  avenue,  northwest  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Dennis  M.  Hurley. 

For  Opposition:  J.  J.  Leary. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Absent  .  0 


THE  RESOLUTION— 

(479-29-BZ) 

Whereas,  James  E.  Smyth,  for  Caverly  Holding  Corp., 
owner,  filed,  July  17,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
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and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles  and  a  gasoline  service  station ;  premises 
3459-3469  Fulton  street  and  234-246  Grand  avenue,  north¬ 
west  corner,  Borough  of  Brooklyn ;  and  _  . 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fulton  street  is  in  a  business^  dis¬ 
trict  ;  Nichols  avenue  is  in  a  residence  district,  and  Grant 
avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  19,  1929  (App.  No.  9596-29),  reads: 

“Proposed  public  garage  and  gasoline  station  to  be 
located  in  a  business  use  district  are  contrary  to  Art. 
II,  Sec.  4-a  of  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  101  ft. 
7 y2  in.  and  a  depth  of  101  ft.  il/&  in.;  to  be  occupied  as  a 
garage  for  the  storage  of  more  than  five  motor  vehicles 
and  a  gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  on  the  ground  of  practical  difficulties 
and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  i$  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


322-29-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Daljo  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district,  extending  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 45-05  to  45-17  25th  avenue 
(Wilson  avenue),  northwest  corner  of  46th  street 
(16th  avenue)  ;  24-63  to  24-67  45th  street  (15th 
avenue),  east  side,  90  ft.  north  of  25th  avenue 
(Wilson  avenue),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles. 

For  Opposition :  R.  Ballner. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . ., .  5 

Absent  .  0 

THE  RESOLUTION— 

(322-29-BZ) 


Whereas,  Alfred  H.  Eccles,  for  Daljo  Corp.,  owner,  filed, 
May  13,  1929,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  premises 
45-05  to  45-17  25th  (Wilson)  avenue,  northwest  corner  of 
46th  (16th  avenue)  street,  and  24-63  to  24-67  45th  (15th) 
avenue,  Long  Island  City,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  25th  (Wilson) .  avenue,  45th  (15th 
avenue)  street  and  46th  (16th  avenue)  street  are  all  in  a 
business,  residence  and  unrestricted  district;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  13,  1929  (Plan  No.  N.  B.  1969-29),  reads: 

“The  erection  of  a  public  garage  partly  in  a  business 
district,  partly  in  an  unrestricted  district  is  prohibited 
by  the  Zone  Law.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  175 
ft.  and  a  depth  of  20  ft.  and  155  ft.,  irregular ;  to  be  occu¬ 
pied  as  a  garage  for  the  storage  of  more  than  five  motor 
vehicles ;  and 

Whereas,  it  is  true  that  the  premises  under  appeal  is  cut 
by  two  use  districts  only,  though,  to  a  slight  extent  at  the 
rear  corner  of  lot  and  comes  within  the  purview  of  section 
7,  subdivision  c,  of  the  building  zone  resolution,  the  board 
deems  that  the  property  involved  as  a  whole  could  be  better 
utilized  for  business  use  and  that  applicant  has  not  estab¬ 
lished  hardship,  as  within  the  purview  of  section  21  of  the 
building  zone  resolution,  upon  which  section  applicant  also 
basis  his  application ;  and 

Whereas,  an  overwhelming  number  of  objections  have 
been  filed  by  affected  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


464-29-BZ. 

APPLICANT — Harry  Colodny,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  (store)  on  the  first  story. 
PREMISES  AFFECTED — 4432  Seton  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  E.  Colodny. 

For  Opposition :  J.  Slote. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Martin  .  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 


THE  RESOLUTION— 

(464-29-BZ) 

Whereas,  Harry  Colodny,  owner,  filed,  July  12,  1929, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  business  use 
(store)  on  the  first  story;  premises  4432  Seton  avenue,  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Seton  avenue,  Mundys  lane,  Bissel 
avenue  and  Nereid  avenue  are  all  in  residence  districts ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  9,  1929  (Order  No.  10-1929),  reads: 

“You  are  hereby  notified  that  the  building  situated  on 
rear  of  lot  *  *  *  does  not  conform  to  section  3  of  the 
Building  Zone  Resolution.  *  *  * 

“In  that  of  occupying  first  floor  as  grocery  store.”; 

and 

Whereas,  the  existing  building  is  of  frame  construction, 
two  stories  and  attic  in  height,  with  a  frontage  of  25  ft. 
and  a  depth  of  48  ft. ;  to  be  ocupied  as  a  store  on  the  first 
story  and  dwellings  above ;  and 

Whereas,  the  present  use  of  the  premises  has  existed 
for  approximately  nine  years;  and 

Whereas,  the  board  granted  a  variation  for  a  similar  use 
on  the  abutting  property,  based  on  the  existence  of  the 
business  use  of  the  premises  now  under  appeal ;  and 
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Whereas,  the  application  is  supported  by  the  conserts  of 
eighteen  affected  property  owners;  and 

Whereas,  the  board  deems  that  a  denial  of  the  '.pplication 
would  constitute  unnecessary  hardship  to  the  owner  within 
the  purview  of  section  21  of  the  building  zone  resolution,  said 
owner  having  purchased  the  property  with  the  existing  use 
on  it. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story,  street  level,  of  the  premises,  on  con¬ 
dition  that  the  business  use  and  occupancy  shall  be  restricted 
to  one  room  at  the  front  of  the  building  to  be  used  for  a 
retail  mercantile  store,  the  entire  remainder  of  the  premises 
being  restricted  to  conforming  dwelling  occupancy ;  that 
any  advertising  displayed  shall  be  confined  to  fixed  letters 
on  the  plate  glass  show  window  of  the  existing  store  front; 
that  there  shall  be  no  merchandise  exposed  or  displayed  out¬ 
side  the  building;  that  all  permits  required  shall  be  ob¬ 
tained  within  ninety  days  and  an;  work  involved  thereby 
completed  within  six  months  from  the  date  of  this  action. 


1063-27-BZ. 

APPLICANT — Henry  H.  Ehrlich,  substituted  for  Emil 
Guterman,  for  Henry  C.  Karpen,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7g  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21). 

PREMISES  AFFECTED— 14912  North  Conduit  boulevard, 
northwest  corner  of  Three  Mile  Mill  road,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  H.  Ehrlich  and  Henry  C. 
Karpen. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  0 

Absent  . . .  0 

THE  RESOLUTION— 

(1063-27-BZ) 

Whereas,  Henry  H.  Ehrlich,  substituted  for  Emil  Guter¬ 
man,  for  Henry  C.  Karpen,  owner,  filed,  September  30,  1927 ; 
denied  April  10,  1928;  reopened  December  31,  1929,  an  ap¬ 
plication,  under  the  building  zone  resolution,  section  7g,  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  14912  North  Conduit 
boulevard,  northwest  corner  of  Three  Mile  Mill  road, 

Jamaica,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Three  Mile  Mill  (150th  street) 
road  is  in  a  business  and  undetermined  district;  North 
Conduit  (Old  South  road)  boulevard  is  in  a  business  and 
undetermined  district,  and  Maple  (149th)  street  is  in  a 

residence  district  and  Bayview  (133rd)  avenue  is  in  a  resi¬ 
dence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  14,  1927  (Plan  No.  Alt.  4116-1927), 

reads : 

“The  erection  of  a  gasoline  station  in  a  business 

district  is  contrary  to  the  Zone  Law." ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  50  ft. 
by  63.5  ft.,  on  which  it  is  proposed  to  erect  an  office,  bury 
six  550-gallon  tanks,  erect  six  pumps  and  three  grease  pits 


for  the  purpose  of  conducting  a  gasoline  service  station 
within  a  business  use  district ;  and 

Whereas,  the  applicant,  in  support  of  his  application,  has 
filed  more  than  80  per  cent  consents  of  property  owners 
within  an  area  deemed  affected  and  fixed  by  this  board,  thus 
conforming  with  the  requirements  of  section  7g  of  the  build¬ 
ing  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  proposed  for  the  shelter  and  accommodation 
of  the  operators  and  patrons  shall  not  exceed  one  story  in 
height  above  grade  and  shall  be  finished  on  all  sides  with 
light-colored  enameled  brick  with  dark-colored  enamel  brick 
or  architectural  terra  cotta  trim :  that  no  gasoline  pump 
shall  be  located  within  10  ft.  of  the  building  line  on  either 
street  front;  that  there  shall  be  constructed  along  the  building 
line  on  both  street  fronts  a  concrete  curbing  not  less  than 
12  in.  in  height  above  grade ;  that  the  premises  shall  be  en¬ 
closed  above  this  curbing  on  the  street  fronts  with  an  orna¬ 
mental  iron  railing  not  less  than  5  ft.  in  height  or  by  a  wall 
of  approved  masonry  of  the  same  height;  that  said  enclosure 
shall  have  not  more  than  one  vehicular  opening  on  North 
Conduit  boulevard  (Old  South  road)  for  the  use  and  opera¬ 
tion  of  the  gasoline  service  with  one  additional  entrance  at 
the  extreme  northerly  end  of  the  premises  on  Three  Mile 
Mill  road  (150th  street)  neither  of  which  shall  exceed  a  width 
of  10  ft.  in  the  clear;  that  any  advertising  displayed  shall 
be  restricted  to  front  wall  signs  on  the  structure  erected 
on  the  premises  and  the  glass  globes  of  the  gasoline 
pumps ;  that  the  architect  shall  make  a  return  of  the  draw¬ 
ings  in  accordance  with  the  foregoing  conditions  for  ap¬ 
proval  of  this  board  before  submitting  same  to  the  bureau 
of  buildings  or  fire  department ;  that  all  permits  required 
shall  be  obtained  within  six  months  and  any  work  involved 
thereby  completed  within  one  year  from  the  date  of  this 
action. 


647-29-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Erome 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 216-220  East  56th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  James  J.  Munro. 

For  Opposition:  R.  A.  Eagan,  Frank  Knapp,  Alfred 
W.  Bressler,  Louis  Gischner,  Charles  Berland 
and  Ernest  J.  Wile. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(647-29-BZ) 

Whereas,  Hamill,  Weinberg  &  Munro,  for  Erome  Realty 
Co.,  Inc.,  owner,  filed,  November  1,  1929,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles;  premises  216-220 
East  56th  street,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  4,  1930,  after  due  notice  by  publication  in  the 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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MINUTES 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  56th  street  is  in  a  business 
district;  East  55th  street  is  in  a  business  district;  Second 
avenue  is  in  a  business  district,  and  Third  avenue  is  in  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  17,  1920  (App.  No.  577-1929),  reads. 

“2.  Proposed  public  garage  in  a  business  district  is 
contrary  to  Article  No.  2,  section  4  of  the  Zone  Resolu¬ 
tion.”  ; 

Whereas,  the  proposed  building  is  to.be  of  fireproof  con¬ 
struction,  six  stories  and  basement  in  height,  with  a  frontage 
of  75  ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles;  and 

Whereas,  under  the  rule  of  exception,  section  7,  sub¬ 
division  e,  of  the  building  zone  resolution,  the  board  granted 
variations  for  the  same  and  similar  uses  in  the  same  street 
between  the  same  intersecting  streets ;  and  . 

Whereas,  this  application  is  based  partly  on  section  7, 
subdivision  e,  and  under  the  requirements  of  that  rule  the 
applicant  has  filed  documentary  proof  from  the  Board  of 
Health  in  substantiation  of  same;  and  . 

Whereas,  the  board  deems  that  applicant  is  entitled  to  re¬ 
lief  under  section  21  of  the  building  zone  resolution  and 
that  the  denial  of  same  would  be  arbitrary  discrimination. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of.  the  use  dis- 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout  and 
that  the  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length ;  that  the  requirements  of  the  zoning 
law  shall  be  complied  with  in  all. other  respects;  that  the 
front  elevation  shall  be  finished  with  face  brick  or  natural 
stone  with  natural  stone  or  architectural  terra  cotta,  trim , 
that  any  advertising  shall  be  restricted  to  one  electric  pro¬ 
jecting  sign  placed  in  the  center  of  the  building,  indicating 
the  name  and  title  of  the  business  conducted  on  the  prem¬ 
ises ;  that  any  gasoline  storage  equipment  installed  shall 
be  located  toward  the  westerly  end  of  the  structure  at  the 
street  front;  that  no  portable  gasoline  tanks  shall  be  main¬ 
tained  or  operated  outside  the  building  line ;  that  the  archi¬ 
tect  shall  make  a  return  of  the  proposed  facade  to  this  board 
for  approval  before  submission  to  the  bureau  of  buildings ; 
that  all  permits  required  shall  be  obtained,  within  nine 
months  and  any  work  involved  completed  within  eighteen 
months  from  the  date  of  this  action. 


1000-27-BZ. 

APPLICANT— Edward  L.  Kelly,  for  Patrick  B.  Noone, 

owner.  .  ,  . 

SUBJECT — Application  for  reopening — extension  of  time 
to  obtain  permits  and  complete  work — re  Application 
(decision  of  the  fire  commissioner),  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PRFMTSFS  AFFECTED — Northeast  corner  of  Woodhaven 
boulevard  and  158th  avenue,  Aqueduct,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Abram  Rath. 

For  Opposition :  None.  .  . 

ACTION  OF  BOARD — Application  reopened  and  time 

extended  to  procure  permits  and  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  ® 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(1000-27-BZ) 

Whereas.  Edward  L.  Kelly,  for  Patrick  H.  Noone,  owner, 


filed,  September  12,  1927,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
northeast  corner  of  Woodhaven  boulevard  and  158th  ave¬ 
nue,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  6,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Woodhaven  boulevard  is  in  a 
business  district  and  158th  avenue  and  95th  avenue  are  un¬ 
determined  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  25,  1927  (re  Plan  No.  1707-1927),  reads: 

“1.  A  gasoline  service  station  may  not  be  permitted 
in  a  business  district.  Appeal  may  be  taken  to  the 
Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  it  is  proposed  to  erect  an  office,  bury  three 
550-gallon  tanks  and  erect  three  pumps  for  the  purpose  of 
conducting  a  gasoline  service  station  within  a  business  dis¬ 
trict  ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  in  view  of  the  location  of  the  site 
and  the  surrounding  conditions ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  6,  1928,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  imposed,  and 
under  date  of  February  28,  1930,  requests  a  further  extension 
of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  used  as  an  office  shall  be  erected  octagonal  in 
shape  and  of  a  pedestal  design ;  that  all  signs  shall  be  con¬ 
fined  to  the  globes  or  the  lamps  of  the  pumps ;  that  no  pump 
shall  be  located  at  the  intersection  of  the  building  line ;  that 
all  pumps  shall  be  at  least  10  ft.  back  of  the  building  line 
of  the  property ;  that  there  shall  be  only  one  entrance  and 
one  exit  on  Woodhaven  boulevard  and  158th  street;  that 
the  balance  of  the  property  shall  be  protected  by  a  curb; 
that  no  cleaning  racks  shall  be  used  or  installed  for  crank¬ 
case  service  on  the  premises ;  that  no  portable  gasoline 
tanks  shall  be  operated  or  maintained  on  the  premises,  and 
that  all  permits  required  shall  be  obtained  within  six  months 
and  the  building  completed  within  one  year  from  the  date 
of  this  action — March  4,  1930. 


APPROVAL  OF  PLANS. 

749-29-BZ. 

APPLICANT — George  W.  Butler,  for  The  Bartholomew 
Building  Corp.,  owner. 

SUBJECT — Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  on  February 
18,  1930. 

PREMISES  AFFECTED — 566-574  Lexington  avenue  and 
122-130  East  51st  street,  southwest  corner,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  report  of  engineer; 

report  of  engineer  adopted  and  plans  approved  in 
accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
PLANS— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


Adjourned  6.10  p.  m. 

William  J.  O’Gorman,  Secretary. 


RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1 173-22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

1249-22-S A — Coen  Oil  Burner,  approval  of. 

57-23-SA  — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
443-23-S A — Automatic  Gas  Shut-Off,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

959-23-S A — Hydro  Carbon  Oil  Burner,  approval  of. 
1243-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
492-24-S  A — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

101 6-24-SA — Milnes  Oil  Burner,  approval  of. 

1 1 42-24-S A — Decker  Oxohydrogen  Oil  Burner,  approval  of 
1146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 
1359-24-SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
1500-24-SA — Smolensky  Check  Valve,  approval  of. 
558-25-SA — Globe  Dry  Pipe  Valve  Accelerator,  approval 
of. 

985-25- S A — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

1263- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

1346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26-SA — Signal  Weatherproof  Bells,  approval  of. 
364-26-SA — Kork-n-Seal,  approval  of. 

397-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 

proval  of. 

410-27-S A — Wilbur  Extinguisher,  approval  of. 


187- 27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-2i-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-2 1 -SA  Elkhart  Flush  Type  Siamese,  approval  of 

955-2. -SA  Cooks  Automatic  Oil  Burner,  approval  of. 
9.7-27-SA — Romec  Rotary  Pump,  approval  of. 
1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

188- 28-SA— Faraday  Waterflo  Alarm  Panel,  approval  of. 
213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 

approval  of. 

51 1-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Svphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 
.65-28-SA — Keuka  Oil  Burner,  anproval  of. 

775-28-SA — Marvel  Oil  Burner,  approval  of. 

778-28-SA— Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 

813-28-SA  Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA  Safe-Way  Outlet  Pressure  Reducing  Valve 
approval  of. 

79-29-SA— Mohawk  Electric  Bell,  Single  Stroke  Type 
A.C.  and  D.C.,  approval  of. 

163-29-SA— Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

186-29-SA  National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 
268-29-SA— Fairbanks  2^-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 
380-29-SA— Kennedy  2^-Inch  Hose  Outlet  Valve  Tyne 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA  Crystal  Blue  Flame  Oil  Burner,  approval  of. 

51 0-29-SA — Hercules  Oil  Burner,  approval  of. 

535-29- S A — Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-S A— Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA— Improved  Kres-Kno  Oil  Burner,  approval  of. 
603 -29- S A — Electromatic  Oil  Burner,  approval  of. 
637-29-SA — Merco  Oil  Burner,  approval  of. 

657-29-SA— Sunflower  Oil  Burner,  Model  S-l,  approval  of. 
684-29-SA  A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
737-29-SA — Piatt  Oil  Burning  Water  Heater,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  am 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  March  5,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend... . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 


DISPOSITION  OF  CASES. 

392  Withdrawn  - '. . . . 

Dismissed  . 

Denied  . 

156  Granted  . 

Granted  on  condition . 

Appliances  approved . # . 

19  Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

48  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

2  Requests  to  amend  granted . 

Requests  to  amend  denied . 

5  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

18  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

1  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

10  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . _ . 

Administrative  requests  denied  or  withdrawn . 

0  Interpretations  . .  .  •  . . 

Requests  withdrawn  or-dismissed . . 


30 

3 
36 

1 

100 

4 

0 

0 

0 


43 

3 

2 

0 

5 

0 

0 

0 

17 

1 

1 

0 

0 

0 

10 

0 

0 

0 

0 

2 


651  Total 

258 


Cases  pending  March  5,  1930 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay..  « 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


ffice — Municipal  Building,  Rooms  1001  to  1015. 
elephone — Worth  0184. 

Iffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

11  communications  should  be  addressed  to  the  chairman  of 

i he  board 
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CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  March  18,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  25,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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William  E.  Walsh,  Chairman. 


CALENDAR  _ _ 

DOCKET.  CALL  OF  CLERK’S  CALENDAR 


= 


New  Cases  Filed  up  to  March  12,  1930. 

Cal.  No.  Department.  Premises  Affected. 

177-30- A  . F.D . 600-602  W.  28th  st.,  Man., 

'  L.  C.  56241 

176-30-BZ . B.B.R _ 2298  Arthur  Kill  rd.,  Rossville, 

_ _  Rich.,  N.  B.  86-30 

175-30-BZ . B.B.R... .  1221-23  Forest  ave.,  West  New 

Brighton,  Rich., 

N.  B.  113-30 

174-30-A . F.D . 210-224  E.  146th  st.,  Man., 

_ _  L.  C.  53868 

173-30-A . F.D . 1)4-9  W.  34th  st.,  Man., 

_  L.  C.  45351 

172-30-BZ . B.B.M.... 57-67  W.  66th  st.,  Man., 

_  N.  B.  286-30 

171-30-S . F.D . 13-15  Lispenard  st.,  Man., 

_  L.  D.  62746 

170-30-BZ . B.B.B _ 2018-2032  Stillwell  ave.,  Bklyn., 

_  Applic.  1529-30 

169-30-A . F.D . 216-218  E.  38th  st.,  Man., 

_  Applic.  205-30 

168-30- S . F.D . 3261-3275  Broadway,  Man., 

_ L.  D.  18196 

167-30-A . F.D . 31-33  W.  31st  st.,  Man., 

F-63431 

166-30-BZ . B.B.M....50  Nagle  ave.,  Man., 

_  N.  B.  39-30 

165-30-BZ . B.B.B. ..  .1602  Avenue  J,  Bklyn., 

_  N.  B.  130-30 

164-30- A . B.B.B.... 46-58  W.  15th  st.,  Bklyn., 

_  Applic.  1430-30 

163-30-S... F.D.  &B.B.M... 66-68  W.  38th  st.,  Man., 
_  Decisions 

162-30-S  . F.D . 110  Ridge  st.  (front),  Man., 

_ _  L.  D.  70624 

161-30-BZ . B.B.Q _ Southeast  corner  of  Astoria  ave. 

&  42nd  st.,  L.  I.  C.,  Q., 

_ _  N.  B.  413-30 

160-30-BZ . B.B.B _ 676-681  Warwick  st.,  Bklyn., 

_  Applic.  1599-30 

159-30- A . F.D . 31  Nassau  st.,  Man., 

'  F-70315,  F-70316  &  F-70317 

158-30-BZ . B.B.B.... 2637-2653  86th  st.;  Bklyn., 

_ _  Applic.  1725-30 

157-30-BZ . B.B.B....  1601  Avenue  U,  Bklyn., 

_  Applic.  14461-29 

Restored  to  Calendar. 

inifi  27-RZ  FD . Southeast  corner  of  Walker 

1016  2  .  blvd.  &  Outerbridge  ave., 

_  Rich.,  Plan  No.  2611-27 


F.D - 

H.D. . . 

B.B.B. . 

B.B.M . 

B.B.Q. 

B.B.R. 

B.B.Bx 

TH.D. 


CODE. 

. Fire  Department 

V. . Health  Department 

' . Bureau  of  Buildings,  Brooklyn 

_ Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

_ Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Departmem 


TUESDAY,  MARCH  18,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

670-29-BZ. 

APPLICANT — Solomon  Weinstein,  owner. 

PREMISES — 257-287  Senator  street,  north  side,  470  ft.  9 
east  of  Ridge  boulevard,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  z< 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  ms. 
tenance  of  a  garage  for  the  storage  of  more  tli 
five  (5)  motor  vehicles. 

683-29-BZ. 

APPLICANT — Wanda  Verplaetse,  for  Caroline  Rodg  , 
owner.  ■ 

PREMISES — 56  Sand  lane,  southwest  corner  of  Hj : 
boulevard,  Arrochar,  Borough  of  Richmond. 

APPLICATION,  under  sections  7g  and  21  of  the  builc ; 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m: 
tenance  of  a  gasoline  service  station. 

696-29-BZ. 

APPLI CAN'T— Thomas  O’Rourke  Gallagher,  for  Mai 
Realty  Corp.,  owner. 

PREMISES— West  side  of  Hoff  street,  1,394.78  ft.  s<! 
of  Neptune  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  ;  i 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mi 
tenance  of  a  garage  for  the  storage  of  more  \ 
five  (5)  motor  vehicles. 

716-29-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  Rose  Gold  He 
Corp.,  owner. 

PREMISES — 2412  Avenue  Z  and  4610-4614  Bedford  i 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  installation  I 
maintenance  of  a  gasoline  service  station. 

27-30-BZ. 

APPLICANT— Clayton  G.  Shirkey,  for  Lena  D’Ar 
owner. 

PREMISES — 71-20  to  71-28  Hammels  boulevard  and  I 
330  Beach  72nd  street,  northeast  corner,  Rock; 
Beach,  Borough  of  Queens. 

APPLICATION,  under  section  7g  of  the  building  | 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  t, 
tenance  of  a  motor  vehicle  repair  shop  and,  . 
the  installation  of  a  gasoline  service  station. 

39-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Charles  Be:< 
owner. 

PREMISES — 483-503  Fenimore  street,  north  side,  1( 
west  of  Brooklyn  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  | 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  ; 

tenance  of  a  garage  for  the  storage  of  more’ 
five  (5)  motor  vehicles. 

58-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Ida  Gross,  ow 

PREMISES— 71-34  to  71-38  73rd  place,  northwest  <! 
of  Cooper  avenue,  Glendale,  Borough  of  Que 

APPLICATION,  under  section  21  of  the  building! 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ■ 
tenance  of  a  gasoline  service  station. 
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80-30-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Rubelc  Corp.,  owner. 

PREMISES — West  side  of  Cauldwell  avenue,  169.25  ft. 
south  of  East  158th  street,  and  east  side  of  Eagle 
avenue,  152.85  ft.  south  of  East  158th  street,  The 

Bronx. 

APPLICATION,  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution. 

TO  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  ice  manu¬ 
facturing  and  storage  plant. 

82-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Max  Roth,  owner. 

PREMISES — 1039-1047  Myrtle  avenue,  northeast  corner 
of  Sumner  avenue,  Brooklyn, 

‘APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

!  83-30-BZ. 

.APPLICANT — Victor  Meyer,  for  Napthalie  Meyer,  owner. 

PREMISES — 1801  Ocean  Parkway,  southeast  corner  of 
Avenue  R,  Brooklyn. 

APPLICATION,  under  section  7a  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3) 
commercial  motor  vehicles  used  in  connection  with 
business  conducted  on  the  premises. 

200-28-BZ. 

‘APPLICANT — Klein,  Kinsley  &  Klein,  for  Liebler  Bros., 
owners. 

PREMISES— 218-224  West  230th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn). 


MARCH  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

738-29-A — 35  East  125th  street,  Manhattan. 

721-29-A — 21-23  South  William  street  and  45-47  Stone 
street,  Manhattan. 

649-29-A — 32-36  Beaver  street,  28-36  South  William  street 
and  65-81  Broad  street,  Manhattan. 

4- 30- A — 524  Waverly  avenue,  Brooklyn. 

5- 30-A — 527  Waverly  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the’board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  March  18, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  743-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  59-10  to 
59-22  Fiesh  Pond  street  (road),  north¬ 
west  corner  of  59th  road  (Hebbard  ave¬ 
nue),  Maspeth,  Borough  of  Queens. 

cal.  no.  454-29-BZ — Application,  July  3,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Giovanni  Fishera,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1276-1284  60th 


street  and  6002-6012  13th  avenue,  south 
west  corner,  Brooklyn. 

CAL.  NO.  653-29-BZ — Application,  November  7,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  L.  Blick,  applicant,  on 
behalf  of  Jack  J.  Falk,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  6401-6411  Fort  Ham¬ 
ilton  avenue  and  956-972  64th  street, 
southeast  corner,  Brooklyn. 

cal.  no.  712-29-BZ— Application,  December  6,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Port  Richmond  Poultry 
Co.,  Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  poultry  slaughter  house ;  premises 
2020-2022  Richmond  Terrace  and  2-8 
Park  avenue,  southwest  corner,  Port 
Richmond,  Borough  of  Richmond. 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City. 
Borough  of  Queens. 

cal.  no.  708-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  O.  Staber,  applicant, 
on  behalf  of  Rose  B.  Capone  and 
Thomas  C.  Capone,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles 
and,  also,  the  installation  of  a  gasoline 
service  station;  premises  2344-2348 
Steinway  street,  north  side,  404  ft.  west 
of  23rd'  avenue,  and  2339-2343  38th 
street,  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  717-29-BZ— Application,  December  9,  1929,  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Metz  Auto  Sales  and  Laundry 
Co.,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  84-94  129th  street  and  127-15 
Metropolitan  avenue,  northwest  corner, 
Richmond  Hill,  Borough  of  Queens. 

cal.  no.  718-29-BZ — Application,  December  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Gusfried  Properties,  Inc., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building  (stores)  ;  premises  2018 
Grand  Concourse,  southeast  corner  of 
Bush  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 
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MARCH  18,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 


636-29-A — 39-41  Cortlandt  street,  Manhattan. 
690-29-A — 232-236  East  40th  street,  Manhattan. 


residence  district  the  maintenance  of  a 
business  use;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon  March 
18,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 


CAL  no  511-29-BZ— Application,  August  2,  1929,  under  sec- 
c  N  •  tions  7b,  7c  and  21  of  the  building  zone 

resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 


cal  no  384-29-BZ — Application,  June  4,  1929,  under  sec 
tions  7b  and  21  of  the  building  zon< 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  resideno 
district  and  partly  in  a  business  district 
the  alteration  and  change  of  occupanc; 
of  the  first  story  of  an  existing  dwellinj 
from  residence  to  business  use;  premise 
37-26  149th  place  (Wilson  avenue) 
76.09  ft.  south  of  Northern  boulevar 
(Broadway),  Flushing,  Borough  o 
Queens. 


cai  no  574-29-BZ— Application,  September  23,  1929,  under 
cal.  no.  sec^n  21  of  the  building  zone  resolu¬ 

tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Max  Tishman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 


cal  no.  408-29-BZ— Application,  June  14,  1929,  under  set 
tions  7g  and  21  of  the  building  zor 
resolution,  of  Joseph  A.  Walsh,  appl 
cant,  on  behalf  of  Max  Meyerso 
owner,  to  permit  in  a  business  distri* 
the  erection  and  maintenance  of  a  gas< 
line  service  station;  premises  1969-191 
Cropsey  avenue  and  8810-8818  20th  av- 
nue,  northwest  corner,  Brooklyn. 


cal  no  519-29-BZ— Application,  August  8,  1929,  under  sec- 
cal.  no.  tion  21  of  the  building  zone  resolution, 

of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Oregon  place, 
South  Jamaica,  Borough  of  Queens. 


cal  no  428-29-BZ — Application,  June  24,  1929,  under  st| 
tion  21  of  the  building  zone  resolutio 
of  Samuel  L.  Orlinger,  applicant,  < 
behalf  of  Philboy  Construction.  C 
owner,  to  permit  in  a  residence  distri 
the  erection  and  maintenance  of  a  buil 
ing  having  stores  on  the  first  story  a 
dwellings  above;  premises  4014-40 
Ninth  avenue,  northwest  corner  of  4: 
street,  Brooklyn.  j 


cal  no  547-29-BZ — Application,  August  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hamill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a' business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens. 


cal.  no.  557-29-BZ— Application,  September  10  1929  unc 
sections  7a,  7b,  7e  and  21  of  the  buildi. 
zone  resolution,  of  William  F.  Doy' 
applicant,  on  behalf  of  Luke  Is.ilg.alu 
owner,  to  permit  in  a  business  distr 
the  extension  of  an  existing  garage  1; 
more  than  five  (5)  motor  vehicles  ai 
the  installation  of  a  gasoline  service  s.- 
tion;  premises  1016-1024  Beach  V' 
street,  east  side,  136  ft.  north  of  C- 
naga  avenue,  Far  Rockaway,  Boroi 
of  Queens. 


cm  no  6 18-29-BZ— Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  McCooey  &  Conroy,  applicants, 
on  ’behalf  of  Trojan  Holding.  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 


cal  no.  489-29-BZ— Application,  July  22,  1929,  under  s 
tion  21  of  the  building  zone  resolutn 
of  Bennett  &  Koeppel,  applicants,  i 
behalf  of  Mary.  G.  Leggett,  owner,' 
permit  in  a  residence  district  the  er 
tion  and  maintenance  of  a  business  bul 
ing  (stores  and  offices)  ;  premises  It; 
1995  Ocean  avenue  and  2002  Avenue- 
southeast  corner,  Brooklyn. 


pat  no  546-29-BZ — Application,  August  28,  1929,  under 
’  section  21  of  the  building  zone  resolu¬ 

tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 


cal  no.  429-29-BZ — Application,  June  24,  1929,  under  . 

tion  21  of  the  building  zone  resolut' 
of  Hector  McG.  Curren.  applicant,) 
behalf  of  Edna  T.  McVeigh,  owner? 
permit,  partly  in  an  unrestricted  dist< 
and  partly  in  a  business  district, 
erection  and  maintenance  of  a  gasc' 
service  station;  premises  4801-“ 
Kings  Highway,  northwest  corner? 
Avenue  H,  Brooklyn. 


cal.  no.  894-28-BZ— Application,  November  20,  1928,  ui 
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section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

cal.  no.  662-29-BZ — Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 

TUESDAY,  MARCH  25,  1*930,  AT  2  P.  M. 

Building  Zone  Cases. 

15-30-BZ. 

APPLICANT— -Philip  J.  Sinnott,  for  Rock  Joy  Realty 
Corp.,  owner. 

PREMISES — Southwest  corner  of  35th  avenue  and  Cross 
Island  boulevard,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

51-30-BZ. 

APPLICANT — Theobald  Engelhardt,  for  Cord  Meyer  De¬ 
velopment  Co.,  owner. 

PREMISES— 112-01  to  112-09  Queens  boulevard,  75-01  to 
75-09  112th  street  (Seminole  avenue),  northeast 
corner,  and  112-16  to  112-40  75th  avenue,  Forest 
Hills,  Borough  of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation  of  a  gaso¬ 
line  service  station. 

71- 30-BZ. 

APPLICANT— William  F.  Doyle,  for  Harris  Rubin, 
owner. 

PREMISES— 1086-1108  Dumont  avenue  and  887-911  New 
Lots  avenue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

72- 30-BZ. 

APPLICANT— William  F.  Doyle,  for  The  Connelly  Con¬ 
struction  Co.,  owner. 

PREMISES— 3491-3507  Fort  Hamilton  Parkway,  south 
side,  264  ft  5  in.  east  of  36th  street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


468-27-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Hazel  R.  Dunkum, 
owner. 

PREMISES — 6414-6424  Fort  Hamilton  Parkway,  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  (reopened  to  modify), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

679-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  The  Wheelright  Corp., 
owner. 

PREMISES — 162  West  75th  street,  Manhattan. 

APPLICATION,  under  sections  7b  and  21  of  the  budding 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  conversion  of  occupancy  of  the 
basement  and  first  story  from  residential  to  business 
use  (previously  denied). 


MARCH  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

12-30-A — 209  Richards  street  and  59  Coffey  street,  south¬ 
west  corner,  Brooklyn. 

37-30-A — 29-18  40th  avenue,  Long  Island  City,  Borough 
of  Queens. 

43-30-A — 108-110  West  34th  street,  Manhattan. 

734-29-A — 9-11  South  William  street,  1  Mill  lane  and  59-61 
Stone  street,  Manhattan. 

78-30-A — 11  West  17th  street,  Manhattan. 

49-30- A — 97  Fifth  avenue,  northeast  corner  of  East  17th 
street,  Manhattan. 

65-30-A— 34-54  35th  street,  Long  Island  City,  Borough  of 
Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
25,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  632-29-BZ — Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Corwil  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public  garage 
(parking  space)  ;  premises  728-736 
Southern  boulevard,  east  side.  200  ft. 
east  of  East  156th  street,  The  Bronx. 

cal.  no.  1192-27-BZ — Application,  November  11,  1927;  re¬ 
opened  January  21,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  F.  Dee,  applicant,  sub¬ 
stituted  for  Henry  J.  Nurick,  on  behalf 
of  Louis  Del  Gaudio,  owner,  to  permit 
in  a  business  district  the  erection  and 
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maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  1756-1764  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  443-29-BZ — Application,  June  29,  1929,  under  sec¬ 
tions  7e,  7g  and  21  of  the  building  zone 
resolution,  of  Charles  L.  Craig,  appli¬ 
cant,  on  behalf  of  Helklar  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  east 
side  of  Webster  avenue,  700  ft.  north 
of  East  204th  street,  The  Bronx. 

cal.  no.  3-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

cal.  no.  468-29-BZ— Application,  July  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Julius  Kletsky  and  Sadie  Kletsky, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  101701- 
101709  126th  street  and  12602-12610 

Rockaway  boulevard,  southeast  corner, 
South  Ozone  Park,  Borough  of  Queens. 

cal  no  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

cal  no  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-story  factory  building; 
premises  1513-1561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

cal.  NO.  728-29-BZ — Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  Unger,  applicant,  on  be¬ 
half  of  Freda  Spinard,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  61-01  to  61-05  Kis- 


sena  boulevard  and  154-02  to  154-08 
Horace  Harding  boulevard,  southeast 
corner,  Flushing,  Borough  of  Queens. 

cal.  no.  1148-27-BZ — Application,  October  25,  1927 ;  re¬ 
opened  January  7,  1930,  under  section 
7g  of  the  building  zone  resolution  (pre¬ 
viously  denied  under  section  21),  of 
Joseph  A.  Walsh,  applicant,  substituted  ■ 
for  Philip  J.  Sinnott,  on  behalf  of 
Arrowlene,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Franklin 
avenue  and  Atlantic  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MARCH  25,  1930,  2  P.  M. 

Petitions  for  Variations. 

763-29-S — 118-120  East  129th  street,  Manhattan. 

87-30-S — 202-204  West  34th  street,  Manhattan. 

96-30-S — 570  Fifth  avenue,  Manhattan. 

99-30-S — 313-315  Broadway,  Manhattan. 

748-29-S — 13-19  West  47th  street,  Manhattan. 

126-30-S— 2-12  East  58th  street  and  745-753  Fifth  avenue, 
southeast  corner,  Manhattan. 

Appliance  Submitted  for  Approval. 

54-30- S A — Carter-Korth  Economicoil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  1,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

745-29-BZ. 

APPLICANT — John  T.  Woodruff  &  Son,  owner. 

PREMISES — 33-50  to  33-58  62nd  street,  northwest  corner 
of  Hayes  avenue,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  factory  building  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and  a  motor 
vehicle  repair  shop. 

18-30-BZ. 

APPLICANT — John  A.  McGuinn,  for  Annie  McGuinn, 
owner. 

PREMISES — 82-25  to  82-31  Queens  boulevard,  north  side, 
222.66  ft.  west  of  Van  Loon  street,  and  82-38  to  82- 
44  Maurice  avenue  (51st  street),  Elmhurst,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

24-30-BZ. 

APPLICANT — James  McKillop,  for  Samuel  Kooperman 
owner. 

PREMISES — 223  Ross  street,  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a  busi¬ 
ness  district,  the  alteration  and  change  of  occupancj 
in  part  of  the  basement  from  residence  to  busines; 
purposes. 

34-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  substituted  for  Pau 
Gould,  for  Williams  Estates,  Inc.,  owner. 
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REMISES— 1788-1790  Weeks  avenue  and  200-210  East 
175th  street,  southeast  corner,  The  Bronx. 

RPLICATION,  under  section  21  of  the  building  zone 
resolution, 

V)  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 

;-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Court  Square  Rent¬ 
ing  and  Sales  Corp.,  owner. 

REMISES— 83-97  Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

PPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

')  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district,  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 


district,  the  alteration  and  extension  in 
height  and  area  of  an  existing  telephone 
exchange  building;  premises  2385-2895 
Ocean  avenue,  northeast  corner  of  Ave¬ 
nue  Y,  Brooklyn. 

cal.  no.  752-29-BZ — Application,  December  26,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Schreiber,  Myers  & 
Buchter,  applicants,  for  Bertha  Kegel 
and  Anna  Cohen,  owners,  to  permit  in  a 
business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner, 
Brooklyn. 


‘-30-BZ. 

PPLICANT— J.  George  Silberstein,  for  5612  18th  Avenue 
Realty  Corp.,  owner. 

DEMISES — 5612  18th  avenue,  west  side,  80  ft.  in. 
north  of  57th  street,  Brooklyn. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

3  PERMIT  in  a  business  district  the  conversion  of  occu¬ 
pancy  of  an  auto  laundry  to  a  motor  vehicle  repair 
shop. 

16-27-BZ. 

PPLICANT— Bertram  G.  Eadie,  for  Max  Daub,  owner. 

REMISES— Southeast  corner  of  Walker  boulevard  and 
Outerbridge  avenue,  Borough  of  Richmond. 

PPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  1,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

8-30-A— 1636-1642  Eighth  avenue,  Brooklyn. 

67-30-A— Pier  foot  of  North  10th  street,  Brooklyn. 

.75-30- A— 2330-2334  Third  avenue  and  172  East  127th 
street,  Manhattan. 

50-30- A— 610  11th  avenue  and  561  West  45th  street,  north¬ 
east  corner,  Manhattan. 

63-30-A — 500-508  Fifth  avenue  and  1-9  West  42nd  street, 
northwest  corner,  Manhattan. 

84-30-A — Southwest  corner  of  Van  Wyck  boulevard  and 
91st  avenue,  Jamaica,  Borough  of  Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

;ds  and  appeals  of  a  public  hearing  under  the  provisions 

T  the  building  zone  resolution,  Tuesday  morning,  April  1, 

J30,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

le  following  matters : 

KL.  no.  631-29-BZ— Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  Laskas,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (j) 
motor  vehicles;  premises  192  Clymer 
street,  south  side,  100  ft.  west  of  Lee 
avenue,  Brooklyn. 

al.  no.  744-29-BZ— Application,  December  20,  1929,  under 
sections  7c  and  7d  of  the  building  zone 
resolution,  of  New  York  Telephone  Co., 
applicant  and  owner,  to  permit  in  a  -esi- 
dence  district,  extending  from  a  business 


cal.  no.  764-29-BZ— Application,  December  31,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Charles  Miller,  applicant 
and  owner,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  private 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  two  (2)  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  60-21  Ralph  street, 
north  side,  125  ft.  west  of  61st  street 
(Vincent  street),  Ridgewood,  Borough 
of  Queens. 

cal.  no.  603-26-BZ — Application,  July  10,  1926.  reopened 
April  30,  1929,  under  sections  7g  and  21 
of  the  building  zone  resolution,  of  John 
Ballschuss,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  220-16  Merrick  boulevard,  north¬ 
west  corner  of  221st  street,  Laurelton, 
Borough  of  Queens. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  appli¬ 
cant,  on  behalf  of  Hilvid  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Wilkinson  avenue  and  West¬ 
chester  avenue,  The  Bronx. 

cal.  no.  732-29-BZ — Application,  December  16,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Sokolov  Brothers,  Inc., 
owner,  to  permit  the  extension,  from 
a  business  district  into  a  residence  dis¬ 
trict,  of  a  business  use  (stores  and 
restaurant)  ;  premises  1670-1678  East 
17th  street,  Brooklyn. 

cal.  no.  7-30-BZ — Application,  January  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anderson,  Moss  &  Merrell,  appli¬ 
cants,  on  behalf  of  A.  P.  M.  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station ;  premises  west 
side  of  Hoff  street,  210  ft.  north  of 
Brighton  Beach  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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APRIL  1,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
1,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

CAL.  no.  481-29-BZ — Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution;  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 

CAL.  NO.  126-29-BZ— Application,  February  27,  1929.  re¬ 
opened  January  7,  1930,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Epstein,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  752- 
762  East  New  York  avenue,  south  side, 
36  ft.  8  in.  west  of  Troy  avenue,  and 
693-701  Maple  street,  Brooklyn. 

cal.  no.  638-29-BZ — Application,  October  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant, 
on  behalf  of  Harry  H.  Uhlfelder,  Inc., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of  part  of  the  basement  story  of  an 
existing  apartment  building  from  resi¬ 
dence  to  business  use  (stores)  ;  premises 
1625-1627  University  avenue,  northwest 
corner  of  West  175th  street,  The 
Bronx. 

cal.  no.  705-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  County  Holding  Co.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business 
building;  premises  825  East  175th  street, 
northwest  corner  of  Marmion  avenue, 
The  Bronx. 

CAL.  NO.  1235-27-BZ— Application,  November  22,  1927;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 


to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu-  i 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Howard  Funding  Co.,  owner,  | 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first  j 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni-  j 
versity  avenue,  southwest  corner  oi 
West  175th  street,  The  Bronx. 

cal.  no.  645-29-BZ — Application,  November  1,  1929,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli-  j 
cants,  on  behalf  of  William  Smith 
owner,  to  permit  in  a  residence  distric 
the  erection  and  maintenance  of  a  busi 
ness  building;  premises  1601-1611  Ave 
nue  J,  northeast  corner  of  East  16tl 
street,  Brooklyn. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec 
tion  21  of  the  building  zone  resolution 
of  John  J.  Dunnigan,  applicant,  on  be 
half  of  Grand  Boulevard  and  Concours 
Co.,  owner,  to  permit  in  a  residenc 
distirct,  extending  from  a  business  dis 
trict,  the  alteration  and  change  of  occu 
pancy  of  the  first  story  from  residenc 
to  business  (store)  purposes;  premise 
1403  Grand  Concourse  and  167-183  Eas 
170th  street,  northwest  corner,  Th 
Bronx. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  unde 
section  7c  of  the  building  zone  resolt 
tion,  of  Henry  J.  Nurick,  applicant,  o 
behalf  of  Jobel  Properties,  Inc.,  owne 
to  permit  in  a  residence  district,  e> 
tending  from  a  business  district,  tl 
erection  and  maintenance  of  a  busine: 
(store)  building;  premises  1132-11: 
Clarkson  avenue  and  255-279  East  96t 
street,  southeast  corner,  Brooklyn. 

cal.  no.  625-29-BZ — Application,  October  18,  1929,  und< 
section  21  of  the  building  zone  resoli 
tion,  of  Henry  A.  Urquhart,  applicar 
on  behalf  of  Eleanor  Hedwig  A  mol 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas' 
line  service  station ;  premises  northea 
corner  of  202nd  street  and  Hillside  av 
nue,  Hollis,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


APRIL  8,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
86-30-A— 388  Clove  road,  West  New  Brighton,  Borouj 
of  Richmond. 

89- 30-A — 82-90  Brown  place  and  491-497  East  132) 

street,  northeast  corner,  The  Bronx. 

90- 30-A — 129-131  Fifth  avenue,  Manhattan. 

68-30-A— 803-817  East  141st  street,  northeast  corner 

Southern  boulevard,  The  Bronx. 
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103-30- A — 50  Church  street,  southwest  corner  of  Fulton 
street,  Manhattan. 

107-30- A — 26  East  22nd  street,  Manhattan. 

*108-30- A — 168  South  street,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 
If  the  building  zone  resolution,  Tuesday  morning,  April  8, 
1D30,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
jhe  following  matter : 

r.\L.  no.  42-30-BZ — Application,  January  20,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Antoinette  Oliva,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station ;  premises  2501-2529  East  18th 
street,  southeast  corner  of  Avenue  Y, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


APRIL  8,  1930,  2  P.  M. 

Building  Zone  Applications. 

:  NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
<of  the  building  zone  resolution,  Tuesday  afternoon,  April  8, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

'cal.  no.  305-29-BZ — Application,  May  7,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 

XAL.  no.  688-28-BZ — Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story ;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

cal.  no.  706-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu- 
i  4  tion,  of  William  F.  Doyle,  applicant,  on 

behalf  of  Max  Levy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2066-2076  Pitkin  avenue 
and  238-240  Pennsylvania  avenue,  south- 
.  west  corner,  Brooklyn. 

cal.  no.  709-29-BZ — Application.  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Morris  B.  Kleinfeld,  applicant, 
on  behalf  of  Dorothy  Kleinfeld.  owner, 
to  permit  in  a  business  district  the  erec¬ 


tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1500-1508  Eastern 
Parkway,  northeast  corner  of  St.  Johns 
place,  Brooklyn. 

cal.  no.  729-29-BZ — Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  William  F.  Regan,  applicant, 
on  behalf  of  George  W.  Braunsdorf, 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  factory  use  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  5814- 
5816  37th  avenue  (Polk  avenue),  south¬ 
west  corner  of  59th  street,  Woodside, 
Borough  of  Queens. 

cal.  no.  766-28-BZ — Application,  October  3,  1928 ;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


APRIL  15,  1930,  10  A.  M. 

Appeal  from  Administrative  Order. 

57-30-A — 123-141  West  57th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  15, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  613-29-BZ — Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  Cherry,  applicant,  on  be¬ 
half  of  Bingham  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1731-1741  Jerome  ave¬ 
nue,  west  side,  163  ft.  south  of  West 
176th  street,  The  Bronx. 

cal.  no.  633-29-BZ — Application,  October  22,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Martin  C.  Dyer,  ap¬ 
plicant  and  owner,  to  permit  the  exten¬ 
sion,  from  an  unrestricted  district  into 
a  business  district  and,  also,  into  a  resi¬ 
dence  district,  of  a  proposed  garage  far 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  4696  Third  avenue, 
northeast  corner  of  East  188th  street, 
and  2437  Washington  avenue,  The 
Bronx. 

cal.  no.  667-29-BZ — Application,  November  14,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  James  J.  Gilhullv 
and  Ncllip  Gilhully,  owners,  to  permit 
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in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3151-3161  Webster  avenue, 
west  side,  375  ft,  north  of  East  204tb 
street,  The  Bronx. 


- - - ^11 

east  corner  of  Bolton  street  and  Pelham 
Parkway  South,  The  Bronx. 

William  E.  Walsh,  Chairman. 


APRIL  15,  1930,  2  P.  M. 


cal  no  720-29-BZ — Application,  December  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  H.  Friend,  applicant,  on 
behalf  of  Tilrose  Pelham  Parkway  De¬ 
velopment,  Inc.,  owner,  to  permit  in  a 
residence  district  the  erection  of  a  busi¬ 
ness  building  (stores)  ;  premises  south- 


Pctitions  for  Variations. 

45- 30-S — 7-13  Morton  street,  Brooklyn. 

46- 30-S — 15-25  Morton  street,  Brooklyn. 

73-30-S — 113-119  Fourth  avenue  and  101-107  East  12th 
street,  northeast  corner,  Manhattan. 
100-30-S— 208-210  West  27th  street,  Manhattan. 

102-30-S — 32  West  32nd  street,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  11,  1930. 

Present:  Chairman  Walsh,  Commissioners  Holland  and 
Guilfoyle  and  Assistant  Chief  Martin.  .urn 

The  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  March  4,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
March  4,  1930,  were  approved  as  printed  in  Bulletin  No.  10, 
Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

57-30- A.  .  .  . 

APPELLANT— 119  West  57th  Street  Co.,  Inc.,  adjoining 
lessee,  against  Calvary  Baptist  Church,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings— re  revocation  of  Permit  No.  2522- 
1929  issued  by  the  superintendent  of  buildings. 

PREMISES’ AFFECTED— 123-141  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Norman  L.  McNamara. 

For  Owner:  Harold  Riegelman. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1930,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


665-29-A. 

APPELLANT— R.  D.  Fine,  for  Arkansas  Co.,  Inc., 

owner.  .  . 

SUBIECT _ Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 383-385  Flushing  avenue, 

Brooklyn. 

APPEARANCES—  ,  , 

For  Appellant:  R.  D.  Fine,  M.  A.  B.  Braham  and 

Q.  T.  Dickinson. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative  . . . .  •  •  •  0 

Negative:  Chairman  Walsh,  Commissioners  Hol- 
land  and  Guilfoyle  and  Assistant  Chief 

Martin  . .  ^ 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(665-29-A) 

Whereas,  R.  D.  Fine,  for  Arkansas  Co.,  Inc.,  owner, 
filed,  November  13,  1929,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  383-385  Flushing  ave¬ 
nue,  Borough  of  Brooklyn ;  and 


Whereas,  the  order  of  the  fire  commissioner,  dated  Octo 
ber  26,  1929  (Order  No.  270971-C),  reads:  _  1 

“Referring  to  your  application  for  a  permit  to  kee; 
five  large  cylinders  each  containing  2000  pounds  o 
Sulphur  Dioxide  compressed  to  a  pressure  of  40  pound 
per  square  inch,  you  are  hereby  notified  that  your  appli 
cation  has  been  disapproved  for  the  reason  that  the  fin 
commissioner  deems  the  storage  of  compressed  sulphu 
dioxide  in  containers  holding  more  than  one  hundrer 
pounds  of  the  compressed  gas,  each  to  be  unduly  hazard1 


ous. 

“You  are  therefore  hereby  ordered  to: 

“1.  Discontinue  the  storage,  having  or  keeping  o 
compressed  Sulphur  Dioxide  in  containers  holding  mor 
than  one  hundred  pounds  each.” ; 


and 


Whereas,  the  building  is  non-fireproof,  one  clere  stor 
(25  ft.)  in  height,  64  ft.  by  100  ft.  in  area,  separated  int 
two  sections  by  a  12-inch  brick  wall,  having  one  openin 
therein,  provided  with  a  fireproof  door;  OCCUPIED  fo 
the  manufacture  of  textile  chemicals  and  oils,  10  persons/ 

Whereas,  applicant  contends  that  the  liquid  sulphur  d 
oxide  is  stored  in  five  one-ton  capacity  steel  cylinders;  th; 
the  cylinders  are  2  ft.  6  in.  in  diameter,  6  ft.  9 '/2  in.  ij 
length  and  11/32  in.  in  thickness;  that  the  cylinders  ai 
constructed  in  accordance  with  the  regulations  of  the  d< 
partment  of  combustibles  of  the  Interstate  Commerce  Con 
mission;  that  the  cylinders  are  provided  with  a  fusible  ply 
for  prevention  against  explosion,  and  contends,  furthe 
that  the  large  tanks  are  necessary  for  the  efficient  condu, 
of  the  business ;  and  \ 

Whereas,  the  board  deems  that  the  refusal  of  the  perm, 
by  the  fire  department  was  based  on  sound  judgment  at 
that  the  storage  of  cylinders  containing  2,000  pounds  <. 
sulphur  dioxide  would  be  highly  hazardous  and  detriment 
to  the  health,  safety  and  welfare  of  the  community. 

Resolved,  that  the  order  of  the  fire  commissioner  be  ai 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  - 


rf  1 1 1  nri 


754-29-A. 

APPELLANT— The  Fifth  Avenue  Hospital,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commission 
PREMISES  AFFECTED— 1240-1249  Fifth  avenue.  1] 
East  105th  street  and  2-6  East  106th  street,  Ma 
hattan. 

APPEARANCES— 

For  Appellant :  Dr.  W.  E.  Woodberry. 

For  Administration:  Inspector  Meyer  of  fire  < 
partment. 

ACTION  OF  ROARD— Appeal  granted  on  condition. 
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>HE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

HE  RESOLUTION— 

(754-29-A) 


Whereas,  The  Fifth  Avenue  Hospital,  owner,  filed,  De- 
miber  27,  1929,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  1240-1249  Fifth  avenue,  1-5  East 
)5th  street  and  2-6  East  106th  street,  Borough  of  Man- 
ittan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No- 
pmber  29,  1929  (Order  No.  45270-LC),  reads: 

"8.  Remove  or  cut  off  the  refrigerating  system  from 
the  building  or  parts  of  the  building  by  unpierced  fire¬ 
proof  construction,  as  per  Sec.  219,  (f),  Chapter  10, 
l  Cotie  of  Ordinances.”  ; 
id 

Whereas,  the  building  is  fireproof,  basement,  sub-base- 
lent  and  eleven  stories  in  height,  202  ft.  by  150  ft.  in 
-ea :  OCCUPIED  as  a  hospital:  sub-basement,  refrigera- 
on,  machinery ;  basement,  kitchen,  laundry,  100  persons ; 
st  story,  offices,  55  persons ;  upper  stories,  about  90  patients 
ich  story;  the  refrigerating  system,  located  in  sub-basement 
uder  105th  street  sidewalk,  consisting  of  condensers,  com- 
ressor,  pumps  and  tanks  using  ammonia  refrigerant  with 
rine  circulation,  enclosed  in  fireproof  partitions,  with  door 
penings  connecting  with  other  parts  of  the  sub-basement; 
nd 

'  Whereas,  the  appellant  proposes  to  seal  up  all  openings 
i  the  enclosing  walls  of  the  refrigerating  room,  except 
,vo  doorway  entrances,  each  such  entrance  to  be  provided 
ith  a  fireproof  vestibule  with  fireproof,  self-closing  doors 
t  each  end  of  the  vestibule,  also  a  vertical  iron  ladder  from 
le  easterly  vestibule  to  and  through  the  ceiling  to  the  base- 
lent  above,  another  verticle  iron  ladder  from  basement  to 
nd  through  the  ceiling  to  the  sidewalk  above,  for  use  as  an 
mergency  exit;  furthermore,  the  appellant  contends  that 
■  is  impossible  to  provide  an  independent  entrance  from 
le  street  to  the  refrigerating  room ;  and 
Whereas,  this  order  was  issued  by  reason  of  the  amend¬ 
ment  to  the  code  of  ordinances ;  and 
Whereas,  the  present  installation  and  operation  of  these 
remises  was  permitted  by  legal  permit  up  to  the  time  of  the 
mendment  to  the  code. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
:  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
ranted  on  condition  that  there  shall  be  direct  mechanical 
entilation  provided  from  the  refrigerating  room  to  the 
uter  air  and  that  any  existing  mechanical  ventilating  duct 
onnecting  with  any  other  part  of  the  premises  shall  be  dis- 
ontinued  and  sealed  up  and  there  shall  be  provided  from 
his  refrigerating  room  a  direct  opening  to  the  sidewalk; 
hat  the  exit  to  sidewalk  by  means  of  engineer’s  ladder 
hall  be  maintained ;  that  there  shall  be  constructed  on  the 
nterior  of  the  refrigerating  room  a  vestibule  around  the 
xit  therefrom  and  that  the  exits  from  the  refrigerating 
oom  shall  not  be  increased  and  that  the  refrigerating 
quipment  is  operated  in  accordance  with  the  legal  permit  in 
orce  prior  to  the  adoption  of  the  amendment,  and  granted 
inly  as  long  as  conditions  as  to  occupancy  and  use  remain 
ubstantiatty  unchanged  and  that  the  refrigerating  equipment 
hall  be  operated  under  the  direction  of  a  qualified  engineer 
it  all  times  during  night  and  day. 


BUILDING  ZONE  CASES. 

06-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Max  Levy,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


PREMISES  AFFECTED — 2066-2076  Pitkin  avenue  and 
238-240  Pennsylvania  avenue,  southwest  corner, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition :  Harold  A.  Eisenberg  and  Samuel 
W.  Sherman. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 


709-29-BZ. 

APPLICANT — Morris  B.  Kleinfeld,  for  Dorothy  Klein- 
feld,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1500-1508  Eastern  Parkway, 
northeast  corner  of  St.  Johns  place,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Morris  B.  Kleinfeld. 

For  Opposition :  Henry  Simon. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1930,  at 
2  p.  in.,  on  request  of  applicant. 


722-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Howard  Funding 
Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district  the 
change  of  occupancy  of  the  first  story  of  a  residence 
building  to  a  business  use  (stores). 

PREMISES  AFFECTED — 1615  University  avenue,  south¬ 
west  corner  of  West  175th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition :  Arthur  Knox. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


729-29-BZ. 

APPLICANT — William  F.  Regan,  for  George  W.  Brauns- 
dorf,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  con¬ 
version  of  occupancy  of  an  existing  building  from 
factory  use  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 5814-5816  37th  avenue  (Polk 
avenue),  southwest  corner  of  59th  street,  Woodside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Abraham  N.  Horwitz  and  George 
W.  Braunsdorf. 

For  Opposition:  Saul  Deutsch. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 


766-28-BZ. 

APPLICANT — iMcCooey  &  Conroy,  for  Parkway  Center 
Building  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles  (previously  withdrawn). 

PREMISES  AFFECTED — 822-838  East  New  York  avenue, 
south  side,  100  ft.  west  of  Schenectady  avenue. 
Rrooklyn. 
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APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  Major  Caccavajo. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1930,  at 
2  p.  m.,  on  request  of  attorney  for  opposition ;  ap¬ 
plicant  concurring. 

633-29-BZ. 

APPLICANT — Martin  C.  Dyer. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c,  7e  and  21  of  the 
building  zone  resolution,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  business  district 
and,  also,  into  a  residence  district,  of  a  proposed 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 4096  Third  avenue,  northeast 
corner  of  East  1 88th  street,  and  2437  Washington 
avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Martin  C.  Dyer. 

For  Opposition:  N.  Joseph  Friedman. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1930,  at 
10  a.  m.,  on  request  of  attorney  f  or  opposition ;  ap¬ 
plicant  concurring. 


007-29-BZ.  ,  _  „ 

APPLICANT— William  F.  Doyle,  for  James  J.  Gilhully 
and  Nellie  Gilhully,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of.  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles. 
PRFMISES  AFFECTED— 3151-3161  Webster  avenue,  west 
side,  375  ft.  north  of  East  204th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition :  R.  Kennedy. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1930,.  at 
10  a.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 


1016-27-BZ.  ^  , 

APPLICANT— Arthur  B.  Daub,  for  Max  Daub,  owner. 
SUBJECT— Application  for  reopening— reconsideration— re 
Application  (decision  of  the  -fire  commissioner), 
under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southeast  corner  of  Walker 
boulevard  and  Outerbridge  avenue,  Borough  of 
Richmond. 


APPEARANCES— 

For  Applicant :  V.  G.  Eadie. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  April  1,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING—  „  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfovle  and  Assistant  Chief 


Martin  . 

Negative  . . . 

Absent :  Commissioner  Connell 


672-29-BZ.  f  _  ,  .  _ 

APPLICANT— Ernest  E.  De  Piazza,  for  Michael  Lamesta, 


owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 157-11  114th  avenue  and  111-88 
158th  street,  northwest  corner,  Cedar  Manor,  Bor¬ 
ough  of  Queens. 


APPEARANCES— 

For  Applicant:  Nicholas  Marty.  I 

For  Opposition:  Charles  V.  Richey,  M.  Schulz, 
Theodore  Siskin  and  Robert  Johnson. 
ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 


751-29-BZ. 

APPLICANT— Voorhees,  Gmelin  &  Walker,  for  New  York 
Telephone  Co.,  owner.  .1 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  two  times  height  district 
the  erection  and  maintenance  of  the  street  walls  in 
excess  of  the  height  permitted  under  the  zone  resolu¬ 
tion. 

PREMISES  AFFECTED— 24-42  Sixth  avenue,  310-322 
Church  street,  8-30  Lispenard  street  and  14-2t 
Walker  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  N.  French. 

For  Opposition:  Jacob  Weisz. 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Martin  .  ‘ 

N  egative  .  * 

Absent :  Commissioner  Connell . 

THE  RESOLUTION— 

(751-29-BZ) 

Whereas,  Voorhees,  Gmelin  &  Walker,  for  New  Yorl 
Telephone  Co.,  owner,  filed,  December  26,  1929,  an  applica 
tion,  under  the  building  zone  resolution,  to  permit  in  a  tw- 
times  height  district  the  erection  and  maintenance  of  th 
street  walls  in  excess  of  the  height  permitted  under  the  zon 
resolution;  premises  24-42  Sixth  avenue,  310-322  Churc 
street,  8-30  Lispenard  street  and  14-26  Walker  street,  Bor 
ough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  board  of  standards  and  appeals,  at  its  regular  meet 
ing,  March  11,  1930,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  buildin 
zone  resolution  show  that  Sixth  avenue,  Church  street,  LL 
penard  street  and  West  Broadway  are  in  a  two  times  heigl 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  December  5,  1929  (Alt.  App.  No.  2458-1929 

reads :  J 

“2.  The  street  walls  must  not  be  carried  up  abov 
the  limits  of  height  set  by  Article  III  of  the  Buildir 
Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  fireproof  constru 
tion,  twenty-four  stories  in  height,  with  a  frontage  of  1! 
ft.  yA  in.  and  a  depth  of  252  ft.  3^  in.,  irregular;  occ 
pied  as  a  telephone  exchange  building ;  it  is  proposed 
extend  the  existing  twenty-four-story  building  at  east  ai 
west  and  increase  the  height  to  twenty-seven  stories  ail 
pent  house;  portion  of  the  street  wall  of  east  extensu 
extends  112  ft.  5  in.  above  the  allowable  height  without 
setback,  36  ft.  9*4  in.  above  allowable  height  at  first  setba 
and  47  ft.  7  in.  above  the  allowable  height  at  second  s< 
back;  the  total  volume  projecting  beyond  the  legal  envelo 
equals  59,130  cubic  feet;  portion  of  the  street  wall  of  w< 
extension  extends  177  ft.  6  in.  above  the  allowable  heig 
without  a  setback  and  65  ft.  1  in.  above  allowable  height 
first  setback;  the  total  volume  projecting  beyond  the  leg 
envelope  equals  225,091  cubic  feet;  and 
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Whereas,  the  board  deems  the  practical  difficulty  and 
utility  operation  conies  within  the  purview  of  section  21  of 
the  building  zone  resolution,  and  applicant  has  filed  the 
consents  of  a  majority  of  the  property  owners  affected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
nereby  make  a  variation  in  the  application  of  the  district 
(regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
use  and  occupancy  of  the  structure  shall  be  restricted  to  long 
distance  and  transoceanic  telephone  exchange,  and  shall  be 
ronstructed  substantially  in  accordance  with  the  design  and 
>fficial  drawings  on  file  in  this  appeal ;  that  all  permits  re¬ 
quired  shall  be  obtained  within  nine  months  and  any  work 
nvolved  shall  be  completed  within  eighteen  months  from 
he  date  of  this  action. 

_ 

899-28-BZ. 

APPLICANT — Thomas  J.  Higgins,  for  Nellie  Spitzer, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station  (previously  denied). 
PREMISES  AFFECTED — 274-284  67th  street  and  6701 
Third  avenue,  southwest  corner,  Brooklyn. 
APPEARANCE'S— 

For  Applicant :  Thomas  J.  Higgins. 

For  Opposition:  Jerome  C.  McDonough,  David  A. 
Erickson,  Frederick  Kehlbeck  and  Annie  Plan¬ 
ner. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

'iHE  RESOLUTION— 

(899-28-BZ) 


Whereas,  Thomas  J.  Higgins,  for  Nellie  Spitzer,  owner, 
lied,  November  21,  1928,  an  application,  under  the  building 
:one  resolution,  to  permit  in  a  business  district  the  erection 
find  maintenance  of  a  garage  for  the  storage  of  more  than 
live  motor  vehicles  and,  also,  a  gasoline  service  station : 
iremises  274-284  67th  street  and  6701  Third  avenue,  south 
vest  corner,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ng,  March  11,  1930,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  building 
:onc  resolution  show  that  Third  avenue  is  in  a  business 
iistrict,  and  67th  street  and  Senator  street  are  in  a  residence 
district ;  and 

Whereas,  the  decision  of  .the  superintendent  of  buildings, 
'endered  November  14,  1928  (App.  No.  17305-28),  reads: 

“Proposition  contrary  to  zone  resolution  Art.  2,  Sec¬ 
tion  4a,  subdivision  15  and  46. 

“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  in  a  business  district.  The  installation  of  a 
gasoline  service  station  in  a  business  district.” ; 
ind 

Whereas,  the  premises  consist  of  an  irregular  shaped 
'lot  of  ground  having  a  frontage  of  91  ft.  11 %  in.  on  67th 
'treet,  52  ft.  7^4  in.  on  Third  avenue  and  63  ft.  10 1/2  in. 
>n  Senator  street ;  on  the  westerly  portion  of  the  plot  it  is 
troposed  to  erect  a  non-fireproof,  62  ft.  by  100  ft.  (irregular) 
n  area,  one-story  garage  for  the  storage  of  more  than  five 
notor  vehicles,  and  on  the  easterly  (Third  avenue)  portion 
■>f  the  plot  it  is  proposed  to  erect  a  one-story  office,  15  ft. 
ay  20  ft.  in  area,  and  to  install  the  necessary  tanks  and 
tumps  for  a  gasoline  service  station ;  and 
Whereas,  this  case  was  denied  by  the  board  on  April  30, 


1929,  and  reopened  by  vote  of  the  board  on  January  21,  1930, 
after  inspection  of  premises  by  a  committee  of  the  board, 
and  applicant,  in  support  of  section  21,  contends  that  there 
is  a  stable  lor  more  than  five  horses  in  the  lumber  yard 
located  on  Senator  street  (lot  26,  block  5853)  ;  that  there 
is  a  long  concrete  ramp  opposite  the  premises  (on  Senator 
street)  carrying  the  Third  avenue  elevated  structure;  that 
the  property  is  irregular  in  shape  and  unsuited  to  any  use 
other  than  the  proposed  garage  and  gasoline  service  station; 
and 

Whereas,  the  board  deems  that  the  applicant  is  entitled 
to  relief  under  section  21  of  the  building  zone  resolution  on 
the  ground  of  practical  difficulties  and  unnecessary  hard¬ 
ship. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  construction  of  the  building  for  garage  use  and 
occupancy,  on  condition  that  the  building  shall  not  exceed 
one  story  in  height  above  grade;  that  the  building  shall  be 
constructed  out  to  the  building  line  on  all  street  fronts;  that 
the  rear  and  southerly  gable  wall  shall  be  unpierced  through¬ 
out  its  entire  height  and  length;  that  there  shall  be  no 
vehicular  opening  within  25  ft.  of  the  westerly  gable  wall 
on  the  67th  street  front;  that  there  shall  be  not  more  than 
one  vehicular  opening  on  any  street  front,  not  exceeding  a 
width  of  10  ft.  in  the  clear ;  that  the  exterior  of  the  building 
on  the  street  fronts  shall  be  finished  with  light-colored 
face  brick  with  dark-colored  face  brick  or  architectural 
terra  cotta  trimming ;  that  there  shall  be  no  portable  gasoline 
tanks  operated  outside  of  the  building  line;  that  any  adver¬ 
tising  display  shall  be  limited  to  flat  wall  signs  and  one 
projecting  electric  sign  on  the  corner  formed  by  the  inter¬ 
section  of  67th  street  and  Third  avenue,  but  no  signs  on 
67th  street ;  that  all  permits  required  shall  be  obtained  within 
six  months  and  any  work  involved  thereby  completed  within 
eighteen  months  from  the  date  of  this  action. 


868-29-BZ. 

APPLICANT — Edward  J.  Bausch,  for  Lemmerman  Bros., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 91-17  to  91-19  Liberty  ave¬ 
nue,  northwest  corner  of  92nd  street  (Bigelow 
place),  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  E.  Bausch  and  Anthony  E. 
Sheppard. 

For  Opposition:  Winifred  E.  Schincke,  Julius  Gul- 
kis,  Mrs.  Dambra,  John  Peterson,  F.  Eling- 
shausen  and  D.  Romano. 

ACTION  OF  BOARD! — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 


THE  RESOLUTION— 

(668-29-BZ) 

Whereas,  Edward  J.  Bausch,  for  Lemmerman  Bros.,  Inc., 
owner,  filed,  November  14,  1929,  an  application,  under*  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  motor  vehicle  repair  shop ; 
premises  91-17  to  91-19  Liberty  avenue,  northwest  corner 
of  92nd  street  (Bigelow  place),  Ozone  Park,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
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ing,  March  11,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Liberty  avenue  is  in  a  business 
district;  92nd  street,  north  of  Liberty  avenue,  is  in  a  business 
district;  92nd  street,  south  of  Liberty  avenue,  is  in  a  resi¬ 
lience  district,  and  Rockaway  boulevard  is  in  a  business 

district;  and  .  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

rendered  October  10,  1929  (Plan  No.  N.  B.  7019-29), 
reads : 

“The  erection  of  an  automobile  repair  shop  m  a 
business  district  is  contrary  to  Article  2,  Section  4  of 
the  Zone  Law.’’ ; 


Whereas,  the  proposed  building  is  to  be  of  fireproof  ^con¬ 
struction,  one  story  in  height,  with  a  frontage  of  41.  <  ft. 
and  a  depth  of  100  ft.,  irregular;  to  be  occupied  as  a  motor 

vehicle  repair  shop;  and  . 

Whereas,  it  would  appear  from  the  testimony  that  the 
property  is  unproductive  of  a  reasonable  return  in  conform- 
ing  use  because  of  the  surrounding  and  abutting  non-con¬ 
forming  uses ;  and  .  . 

Whereas,  by  the  testimony  of  the  opposition  it  has  been 
stated  that  store  properties  have  been  vacant  and  are  still 

VJ Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  section  7, 
subdivision  f,  for  a  temporary  period  of  two  years,  on  con¬ 
dition  that  the  building  shall  not  exceed  in  height  one  story 
above  grade ;  that  the  repairs  shall  be  restricted  to  manual 
operation,  and  no  power-driven  machinery,  other  than  a  one- 
half  horsepower  electric  drill,  with  no  anvil  or  open  forge 
maintained  or  operated  on  the  premises ;  that  the  northerly 
rear  and  westerly  gable  walls  shall  be  unpierced  throughout 
their  entire  height  and  length;  that  there  shall  be  no  vehicular 
door  opening  within  25  ft.  of  the  northerly  gable  wall  on 
the  92nd  street  front  and  not  more  than  one  vehicular  door 
in  Liberty  avenue  front,  and  shall  not  exceed  a  width  of 
10  ft  in  the  clear;  that  any  advertising  displayed  shall  be 
restricted  to  flat  wall  signs  on  the  Liberty  avenue  front; 
that  the  exterior  of  the  building  on  street  front  shall  be 
finished  with  light-colored  face  brick  with  dark-colored  face 
brick  trim  or  architectural  terra  cotta  or  natural  stone 
trim,  and  that  all  permits  required  shall  be.  obtained  within 
six  months  and  any  work  involved  shall  be  completed  within 
six  months  from  the  date  of  this  action. 


APPLICANT— Charles  B.  McLaughlin,  for  Hand  Realty 
Corp.,  owner.  .  . 

SUBJECT— Application  for  reopening— extension  of  time 
to  procure  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  sections  7a,  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  theatre  and  store 

building.  ,  . 

PREMISES  AFFECTED— 213  East  183rd  street,  northeast 
corner  of  Grand  boulevard  and  concourse,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  Levin. 

For  Opposition:  None.  . 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THF  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative:  Chairman  Walsh,  Commissioners 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  3  <  8  West 
Broadway.  Price,  $1.25 ;  by  mail,  $1.35. 


- —  —  — m  1 

Holland  and  Guilfoyle  and  Assistant  Chief 


Martin  . 4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(208-29-BZ) 


Whereas,  Charles  B.  Mcl,aughlin,  for  Hand  Realty  Corp., 
owner,  filed,  March  27,  1929,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  theatre  and  store  building; 
premises  213  East  183rd  street,  northeast  corner  of  Grand 
boulevard  and  concourse,  Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  11,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  183rd  street  is  in  a  residence 
and  business  district;  Grand  concourse  is  in  a  residence 
district,  and  Ryer  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  13,  1929  (re  App.  No.  N.  B.  2429-1928), 

reads :  ....  ,  j 

“Erection  of  proposed  business  building  (stores  and 
theatre)  in  a  residence  district  is  contrary  to  provisions 
of  Building  Zone  Resolution.”; 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  142.70 
ft.  and  a  depth  of  47  ft.  and  148  ft.,  irregular ;  to  be  occu¬ 
pied  as  a  theatre  and  store  building ;  and 

Whereas,  the  property  is  now  occupied  by  a  business  use 
in  the  nature  of  retail  mercantile  stores;  and 

Whereas,  immediately  abutting  the  property  there  exists 
a  prohibitive  and  non-conforming  use;  and 

Whereas,  the  board,  under  section  719a,  subdivision  5.  of 
the  charter  and  section  21  of  the  building  zone  resolution, 
deems  the  case  comes  within  the  purview  of  the  rules  of  ex¬ 
ception  ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  June  11,  1929,  on  certain  conditions,  and  applicant 
requests  a  modification  of  the  time  limit  imposed.  I 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  thal 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  business  use  of  the  183rd  street  front  shall  for  a  dis¬ 
tance  of  not  less  than  25  ft.  in  depth  be  occupied  or  main¬ 
tained  for  the  operation  of  retail  mercantile  stores;.  that 
there  shall  be  no  advertising  of  any  nature  or  descriptor 
exposed  or  displayed  on  the  Ryer  avenue  front  of  this  prop 
erty;  that  the  advertising  display  on  the  Concourse  fron 
shall’  be  restricted  to  flat  wall  signs,  on  the  store  front  anc 
projecting  electrically  illuminated  sign  on  the  entrance  o. 
the  theatre;  that  the  advertising  on  the  183rd  street  fron 
shall  be  restricted  to  flat  wall  sign  or  that  affixed  to  plat' 
glass  show  windows ;  that  no  merchandise  shall  be  exposei 
or  displayed  outside  of  the  building  line  of  these  premises 
that  the  exterior  of  the  building,  other  than  that  part  de 
veloped  as  store  front,  shall  be  finished  with  architectura 
terra  cotta  or  natural  stone,  substantially  in  accordance  witl 
the  design  of  facades  filed  in  this  appeal;  that  the.  northerl 
gable  wall  shall  be  unpierced  throughout  its  entire  heigh 
and  length,  and  that  all  permits  required  shall  be  obtaine" 
within  six  months  and  any  work  involved  shall  be  complete' 
within  one  year  from  the  date  of  this  action-Wlarch  i: 
1930. 


Adjourned  2.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  th 
Distribution  Division  of  the  City  Record  Office,  378 
Broadway.  Price,  30c ;  by  mail,  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  11,  1930. 

Present :  Chairman  Walsh,  Commissioners  Holland  and 

luilfoyle  and  Assistant  Chief  Martin. 

— 

PETITIONS  FOR  VARIATIONS. 

'48-29-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  15  West  47th  Street  Corp.,  owner. 

5LTBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 13-19  West  47th  street,  Man¬ 
hattan. 

\PPEARAN  CES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

\CTION  OF  BOARD — 'Laid  over  to  March  25,  1930,  at 
2  p.  m.,  on  request  of  petitioner. 

126-30-S. 

PETITIONER — John  A.  Kennedy,  for  Abenad  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 2-12  East  58th  street  and  745- 
753  Fifth  avenue,  southeast  corner,  Manhattan. 
APPEARANCES— 

For  Petitioner :  John  A.  Kennedy. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1930,  at 
2  p.  m.,  to  obtain  further  facts. 


350-29-S. 

PETITIONER— E.  A.  Wildermuth,  lessee. 

‘SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  (previously  denied). 
,PREMISES  AFFECTED — 1061-1063  Atlantic  avenue, 
Brooklyn. 

APPEARANCES — 

For  Petitioner :  E.  L.  Mills. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

•ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh.  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 


'31-30-S. 

PETITIONER — Samuel  Matluck,  for  Guzy  Realty  Corp., 
owner. 

•  SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 42-46  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Holland  and  Guilfoyle  and  Assistant  Chief 

Martin  .  4 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(31-30-S) 


Whereas,  Samuel  Matluck,  for  Guzy  Realty  Corp  ,  owner, 
filed.  January  17,  1930,  a  petition  for  a  variation  from  the 
.requirements  of  the  labor  law,  as  cited  in  an  order  of  the 


fire  commissioner,  affecting  premises  42-46  West  38th  street, 
Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  June 
7,  1927  (Order  No.  2236 1-LD),  reads: 

“Remove  all  articles  and  wares  (restaurant)  from 
west  stair  hall  on  the  first  sto-  as  per  Rule  10  Board 
of  Standards  and  Appeals,  adopted  February  23rd, 
1927.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  62  ft.  by  94  ft.  9  in.  in  area;  OCCUPIED:  1st 
story,  store;  upper  stories,  tenant  factories,  approximately 
90  persons  per  story;  EQUIPPED  with  a  sprinkler  sys¬ 
tem;  EXITS:  two  interior  fireproof  stairways,  extending 
from  the  first  story  to  roof,  enclosed  in  fireproof  partitions, 
with  fireproof  doors  at  openings ;  and 

Whereas,  there  is  a  lunch  stand  located  in  the  west  stair 
hall  on  the  first  story  of  the  premises ;  and 

Whereas,  petitioner  contends  that  the  stand  does  not  inter¬ 
fere  with  the  means  of  ingress  or  egress  from  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereby  is 
denied. 


753-29-S. 

PETITIONER — Rudolph  P.  Miller,  for  510-512  Sixth 
Avenue  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 866-868  Sixth  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Rudolph  P.  Miller. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Martin  .  4 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(753-29-S) 


Whereas,  Rudolph  P.  Miller,  for  510-512  Sixth  Avenue 
Corp.,  owner,  filed,  December  27,  1929,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises  866- 
868  Sixth  avenue,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
2,  1929  (Order  No.  59313-LD),  reads: 

“l.  Reduce  the  area  of  wired  glass  in  partitions  en¬ 
closing  stairhall  on  1st  story  so  that  no  single  pane  of 
glass  shall  exceed  360  sq.  in.  and  a  total  of  not  more 
than  720  sq.  in.  as  per  Rule  505,  of  the  Industrial 
Code.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  41  ft.  by  70  ft.  in  area;  OCCUPIED  as  a  tenant 
factory,  30  persons  each  story;  EQUIPPED  with  a  sprinkler 
system;  EXITS:  an  interior  steel  and  slate  stairway,  ex¬ 
tending  from  the  first  story  to  roof,  enclosed  in  6-inch 
terra  cotta  block  partitions,  with  fireproof  doors  at  open¬ 
ings  :  an  iron  exterior  screened  stairway  on  the  rear  of  the 
building,  having  fireproof  openings  along  the  course  thereof, 
extending  from  the  first  story  mezzanine  to  the  roof,  with 
egress  from  termination  of  exterior  stairway  through  fire¬ 
proof  passageway  at  mezzanine  story  to  the  interior  stair¬ 
way.  thence  through  stair  hall  to  street;  and 
Whereas,  the  petitioner  claims  there  are  three  fixed  fire¬ 
proof  windows  in  stair  hall  enclosure  at  first  story  glazed 
with  wire  glass,  the  maximum  area  of  a  single  pane  is  840 
sq.  in.,  the  total  area  of  glass  is  7,560  sq.  in.;  the  lower 
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edge  of  windows  are  8  ft.  above  the  floor ;  sprinkler  heads 
are  in  the  hallway  near  the  windows;  furthermore,  the 
petitioner  contends  the  building  was  erected  in  1913  under 
permit  issued  May  29,  1913,  and  under  section  271,  sub¬ 
division  d,  the  construction  of  which  was  acceptable  at  that 
time  even  with  the  windows  in  the  partition  of  stair  hall 
at  first  story  as  they  now  exist. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


621-29-S. 

PETITIONER — Amos.  F.  Thiergardt,  for  E.  R.  Squibb  & 
Sons,  owners.  .  • 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 16-26  Doughty  street,  17-29 
Columbia  heights  and  1-11  Vine  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Amos.  F.  Thiergardt. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT—  ,  ,  ,  _  .. 

Affirmative:  Commissioners  Holland  and  Duil- 

foyle  . .* . .  ^ 

Negative:  Chairman  Walsh  and  Assistant  Chief 

Martin  .  ^ 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(621-29-S) 

Whereas,  Amos.  F.  Thiergardt,  for  E.  R.  Squibb  &  Sons, 
owners  filed  a  petition  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  16-26  Doughty  street,  1 1  -29  Columbia 
heights  and  1-11  Vine  street,  Borough  of  Brooklyn:  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  April 

19,  1929,  read: 

“Order  No.  53820- LF:  ,.  _ ^  .  . 

“An  inspection  of  premises  17-29  Columbia  Heights, 
Borough  of  Brooklyn,  shows  that  the  following  must 
be  done  to  comply  with  Section  279  of  the  Labor  Law . 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  Board  of  Stand¬ 
ards  and  Appeals  and  the  enclosed  approved  layout. 
LL  279.”; 

and 

“Order  No.  53821-LF:  .  _  ,  ,  . 

“An  inspection  of  the  premises  17-29  Columbia 
Heights,  Borough  of  Brooklyn,  shows  that  a  fire  drill 
should  be  established  and  maintained  therein  accord¬ 
ing  to  the  requirements  of  Section  279  of  the  Labor 
Law.  The  Labor  Law  specifically  charges  the.  Fire 
Commissioner  with  the  duty  of  enforcing  the  provisions 
of  the  law,  as  to  fire  drills.’’ ; 

Whereas,  the  building  is  fireproof,  twelve  stories  and  pent 
house  in  height,  127  ft.  4J4  in.  by  91  ft.  3J4  in.  in  area; 
OCCUPIED  by  one  concern  for  the  manufacture  of  drug¬ 
gists’  products  (dental  preparations,  ointments,  milk  of  mag¬ 
nesia,  etc.),  approximately  50  persons  per  story:  EQUIPPED 
with  a  sprinkler  svstem  and  a  local  fire  alarm  signal  sys¬ 
tem-,  EXITS:  two  interior  fireproof  stairways,  extending 
from  the  first  story  to  roof,  enclosed  in  fireproof  partitions, 
with  fireproof  doors  at  openings ;  and 

\V h frf as  petitioner  contends  that  sprinkler  heads  have 
been  omitted  on  the  tenth,  eleventh  and  twelfth  stories  owing 
to  the  presence  on  these  stories  of  large  tanks :  that  these 
tanks  are  open,  wood  construction,  and  used  for  various 
wet  processes,  using  either  water  or  steam:  petitioner  fur¬ 
ther  contends  that  the  building  is  throughout  fully  equipped 
with  and  properly  zoned  for  a  local  fire  alarm  system  with 
Underwriters’  approved  fire  boxes  on  all  stories  and  com¬ 
municating  with  the  telephone  switchboard. 


Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed ,  and  that  the  appeal  be  and  it 
hereby  is  denied. 


584-29-S. 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Greenfield’s  Sons,  Inc.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 95-111  Lorimer  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Martin  .  4 

Negative  .  O 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(584-29-S)  I  ji 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Greenfield’s  Sons,  Inc.,  owner,  filed,  Septembei 
26,  1929,  a  petition  for  a  variation  from  the  requirement1 
of' the  labor  law,  as  cited  in  an  order  of  the  fire  commis' 
sioner,  affecting  premises  95-111  Lorimer  street,  Borougl 

of  Brooklyn;  and  .  .  T 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu 
ary  21,  1929  (Order  No.  49321-LD),  reads: 

“1.  Arrange  the  doors  leading  to  the  interior  stair 
ways,  on  all  stories  upon  which  five  or  more  person 
are  employed,  so  as  to  open  outwardly  without  obstruct! 
ing  the  stairways,  as  per  Sec.  271,  of  the  Labor  Law.” 

Whereas,  the  building  is  fireproof  and  mill  constructs 
five  and  six  stories  in  height,  180  ft.  by  200  ft.  in  area 
OCCUPIED:  cellar,  boiler  room,  raw  stock  storage,  1 
persons;  1st  story,  office  and  shipping,.  45  persons;  2n 
storv,  manufacture  of  chocolate  and  stock,  <0  persons,  3r 
story,  manufacture  of  candy  and  packing,  100  persons,  4 
story,  manufacture  of  chocolates,  40  persons ;  5th  stor 
machine  shop  and  manufacture  of  cream,  30  persons;  61 
storv,  manufacturing  and  carpenter  shop,  10  persons;  tl 
building  being  EQUIPPED  with  a  sprinkler  system  and 
fire  alarm  signal  system ;  the  building  is  subdivided  nr 
five  sections  by  fore  and  aft  cross  partition  walls,  equipp 
with  fireproof,  self-closing  doors  at  the  openings ,  meai 
of  EGRESS  consisting  of  three  interior  fireproof  star 
ways,  extending  from  the  first  story  to  roof  enclosed 
fireproof  partitions,  with  sliding  fire  doors  at  the  opening 

^Whereas,  petitioner  contends  that  the  buildings  we 
erected  between  1884  and  1910  and  that  the  labor  la 
waived  the  requirements  as  to  the  doors  to  stairways,  b 
they  have  no  documentary  evidence  to  prove  this  assertio 
that  these  openings  serve  the  purpose  of  stairway  doo 
and  horizontal  exits  and  that  the  installation  of  swingr 
doors  would  create  difficulties  in  the  use  of  these  passag 
ways;  that  these  doors  in  order  to  swing  out  would  ha 
to  be  vestibule,  and  requests,  in  view  of  the  sprinkler  pi 
tection,  the  standpipe  system,  the  National  District  n 
alarm  and  watchmen’s  service  and  the  subdivided  areas,  a. 
that  the  openings  in  question  serve  as  horizontal  exits, 
the  existing  standard  automatic  three-ply  Underwrite 
sliding  fire  doors  be  accepted;  and 

Whereas,  this  petition  was  denied  by  the  board  at  ■ 
meeting,  December  17,  1929.  and  reopened  by  vote  of  1; 
board  February  26,  1930;  and  . 

Whereas,  the  petitioner  now  proposes  to  insert,  in  e< 
of  the  door  openings  a  self-closing  wmoden  swinging  do 
and  frame  in  addition  to  the  existing  self-closing  slidu 
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oor  which  is  maintained  normally  in  an  open  position, 
nd  states  that  the  premises  are  in  single  occupancy  and 
re  sprinklered;  that  there  is  in  existence  a  certificate  of 
ccupancy  issued  by  the  bureau  of  buildings. 

Resolved,  that  the  board  of  standards  and  appeals  does 
•ereby  make  a  variation  in  the  requirements  of  the  labor 
tw,  and  that  the  petition  be  and  it  hereby  is  granted  on 
ondition  that  each  opening  shall  be  equipped  with  a  pair  of 
ouble-acting  approved  fireproof  doors,  in  addition  to  the 
'resent  fireproof  sliding  door,  so  long  as  conditions  as  to 
peration  and  use  remain  substantially  unchanged  and  the 
resent  fire-extinguishing  equipment  shall  be  maintained  in 
ood  working  order,  and  the  building  shall  not  be  increased 
fi  height  or  area. 


140-25-S. 

’ETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  American  Railway  Express  Co., 
owner. 

iUBJECT — Application  for  reopening — interpretation  or 
modification — re  Variation  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner. 

’REMISES  AFFECTED— 217-223  East  43rd  street  and 
218-226  East  44th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
f  amended. 

:he  vote  to  reopen  and  amend— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Martin  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 


ther,  that  the  existing  three  legal  exits  are  adequate  for  the 
limited  occupancy  of  the  premises ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  January  8,  1926,  and  it  appears  that  the  occupancy 
stated  was  based  on  the  actual  occupancy  at  the  time  and 
was  not  the  allowable  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  openings  be  equipped  with  self-closing 
fireproof  doors;  that  the  building  otherwise  shall  be  pro¬ 
vided  with  not  less  than  three  interior  regulation  approved 
stairways,  and  that  the  occupancy  shall  not  exceed  the 
legal  capacity  of  the  interior  stairways  and  shall  conform 
to  the  requirements  of  the  labor  law. 


564-27-S. 

PETITIONER — Ludwig  Hanauer,  for  354-356  36th  Street 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 354-356  36th  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Irving  I.  Dolowich. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 


THE  RESOLUTION— 

(564-27-S) 


'HE  RESOLUTION— 

(1140-25-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Zo.,  for  American  Railway  Express  Co.,  owner,  filed,  No- 
, -ember  6,  1925,  a  petition  for  a  variation  from  the  require- 
nents  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
:ommissioner,  affecting  premises  217-223  East  43rd  street 
ind  218-226  East  44th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
15,  1925  (Order  No.  77460-LD),  reads: 

“1.  Enclose  the  interior  stairway  at  east  side  center 
of  7-story  portion  of  building  serving  as  a  required 
means  of  exit,  and  the  landings,  platforms  and  passage¬ 
ways  connecting  therewith  on  all  sides  with  partitions  of 
fire  resisting  material  extending  continuously  from  the 
cellar  to  3  feet  above  the  roof,  constructed  as  per  Sec. 
271  of  the  Labor  Law,  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of  Sec. 
271  of  the  Labor  Law.” ; 
ind 

Whereas,  the  building,  facing  on  two  streets,  is  fireproof, 
-seven  stories  in  height  on  the  43rd  street  and  eleven  stories 
in  height  on  44th  street  front;  125  ft.  by  200  ft.,  irregular, 
in  area;  OCCUPIED  as  a  garage  and  repair  shop  used 
exclusively  for  motor  vehicles  of  owmer  of  the  premises: 
1st  to  10th  story,  average  of  6  persons  per  story ;  11th 
story,  33  persons;  EQUIPPED  with  a  fire  alarm  signal 
system;  EXITS:  four  interior  fireproof  stairways,  extend¬ 
ing  from  the  first  story  to  roof ;  stairways  Nos.  1,  2  and  3 
being  enclosed  in  fireproof  partitions,  with  fireproof  doors 
at  openings;  stairway  No.  4  (east  side  center  oi  seven- 
story  section)  being  enclosed  in  fireproof  partitions,  with 
a  fireproof  door  at  the  top  and  bottom  of  each  run ;  and 
Whereas,  petitioner  contends  that  the  only  point  on  the 
floor,  more  than  100  ft.  (the  limit  set  by  the  labor  law) 
from  a  legal  exit,  is  directly  at  the  entrance  to  stairway 
No.  4,  where  the  distance  is  but  102  ft.,  and  contends,  fur¬ 


Whereas,  Ludwig  Hanauer,  for  354  36th  Street  Corp., 
owner,  filed,  May  19,  1927,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  354-356  36th  street, 
Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
23,  1927  (Order  No.  16671-LD),  reads: 

“Discontinue  the  use  of  the  above  premises  for 
factory  purposes  for  the  reason  that  same  does  not  con¬ 
form  to  Sec.  270  of  the  Labor  Law.  Among  the  de¬ 
fects  noted  are  the  following: 

“(l)  Interior  stairway  r.ot  enclosed  in  fireproof  parti¬ 
tions. 

“(2)  Fire  escape  cannot  be  accepted  as  a  second 
means  of  exit.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  50  ft.  by  100  ft.  in  area  on  the  first  story  and  50  ft. 
by  90  ft.  in  area  above;  OCCUPIED:  1st  story,  sale  and 
storage  of  plumbing  supplies,  5  persons ;  2nd  story,  manu¬ 
facture  of  clothing,  40  persons,  subdivided  into  two  lofts ; 
EXITS :  an  interior  stairway,  extending  from  the  first  story 
to  second  story,  enclosed  in  fire-retarding  partitions ;  an 
open  iron  stairway  at  the  rear  of  the  building,  extending 
from  the  second  story  to  the  yard,  with  gooseneck  ladder  to 
roof,  and  egress  from  yard  through  open  lot  to  the  street ; 
and 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting,  November  22,  1927,  and  reopened  by  vote  of  the 
board  February  11,  1930;  and 

Whereas,  petitioner  contends  that  all  orders  affecting  the 
building  have  been  complied  with  except  the  enclosure  of 
the  interior  stairs,  subdivision  1  of  Item  1  of  Order  No. 
16671-D,  in  that  he  has  built  an  extension  of  the  rear  fire 
escape  to  the  roof,  has  purchased  adjoining  lot  in  order 
to  give  free  egress  to  the  street  from  the  fire  escape  and 
has  erected  an  entirely  new  fireproof  stairway  on  the  easterly 
side  of  building  leading  to  roof,  and  that  the  superintendent 
of  buildings  has  issued  a  certificate  of  occupancy,  No.  49123, 
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permitting  the  use  of  the  second  story  for  sale  and  storage 
of  plumbers’  supplies,  6  persons;  and 

Whereas,  this  building  was  erected  under  a  certificate  ot 
occupancy  issued  by  the  superintendent  of  buildings  on 
February  17,  1930,  and  the  factory  occupancy  on  the  second 
story  limited  to  35  persons ;  and  _  , 

Whereas,  since  the  original  hearing  of  this  case,  .No¬ 
vember  22,  1927,  the  petitioner  has  constructed  an  exterior 
iron  stairs,  enclosed  in  fireproof  construction,  and  the  prem¬ 
ises  at  the  second  story  is  now  equipped  with  three  means 
of  egress,  one  interior,  one  exterior  and  one  interior  iron 
stairs  and  two  exterior  exits,  terminating  in  the  open  lot 
abutting  the  premises  in  the  same  ownership  and  leading 
directly  to  the  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area  and  that  the  factory  occupancy  shall  not  exceed 
thirty-five  persons;  that  the  three  means  of  egress  shall  be 
maintained  on  second  floor,  the  exterior  stairs  and  fire  escape 
terminating  in  the  adjoining  lot  abutting,  in  the  same  owner¬ 
ship,  and  adjoining  open  space  be  maintained  free  and  unob¬ 
structed  as  open  passageway  exclusively  for  exit  from  stair 
termination  leading  directly  to  the  street,  so  long  as  condi- 
tions  as  to  occupancy  and  use  remain  substantially  un¬ 
changed. 


471-29-S. 

PETITIONER — 'Maurice  Deiches,  for  Frederick  A.  Van¬ 
derbilt,  owner.  . 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED— 453-459  Fifth  avenue,  2-10  East 
40th  street  and  5-9  East  39th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Maurice  Deiches. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Martin  .  * 

Negative  . ® 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(471-29-S) 

Whereas,  Maurice  Deiches,  for  Frederick  A.  Vander¬ 
bilt,  owner,  filed,  July  15,  1929,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  453-459  Fifth 
avenue,  2-10  East  40th  street  and  5-9  East  39th  street, 
Borough  of  Manhattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
26,  1929  (Order  No.  58818-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  certificate  of 
occupancy  issued  by  the  Supt.  of  Buildings  and  Sec. 
270  of  the  Labor  Law. 

“Defects  noted  as  follows :  w  . 

“Exit  doors  opening  to  stairways  are  not  44  in 

width.” ; 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  20,  1929,  reads: 

“With  reference  to  your  application  for  a  certificate 
of  occupancy  for  the  above  premises  we  wish  to  advise 
you  that  the  following  objections  must  be  removed  be¬ 
fore  this  Bureau  can  issue  certificate:  _ 

“1.  All  doors  leading  to  interior  stairs  and  fire  tower 
must  be  44  inches  wide.  (Existing  doors  36  inches 
wide) . 


“3.  All  doors  on  all  floors  leading  to  public  corridors 
must  swing  outwardly  and  be  fireproof  doors,  Secs. 
264  and  270. 

“4.  Exterior  windows  on  all  fronts  of  building  must 
comply  with  Section  264.  Area  of  glass  exceeds  720 
sq.  in. 

“5.  Floors  must  be  capable  of  sustaining  a  live  load 
of  120  pounds  per  sq.  ft. 

“6.  All  steel  must  be  encased  in  2  inches  of  fireproof 
material.” ; 

and 

Whereas,  the  building  is  fireproof,  six  stories  (old  por¬ 
tion)  and  forty-four  stories  (new  portion)  in  height,  200 
ft.  by  197  ft.  6  in.,  irregular,  in  area;  OCCUPIED:  1st 
to  6th  stories,  as  a  department  store ;  7th  to  44th  stories, 
for  offices;  1st  story,  120  employees;  2nd  to  6th  stories, 
250  employees  per  story;  7th  and  8th  stories,  185  persons; 
upper  stories,  85  persons  per  story ;  there  being  alteration 
work  done  in  a  structure  on  the  roof  of  the  six-story 
portion  of  the  premises;  EQUIPPED  with  a  sprinkler  sys¬ 
tem  and  a  fire  alarm  signal  system;  EXITS:  five  interior 
fireproof  stairways,  extending  from  the  first  story  to  roof, 
enclosed  in  fireproof  partitions,  with  fireproof  doors  at 
openings ;  and 

Whereas,  petitioner  contends  that  the  fireproof  doors 
which  are  not  of  the  required  width  are  those  in  the  interior 
stairs,  fire  tower,  and  the  auxiliary  stairs  used  by  the  de¬ 
partment  store  in  the  new  east  portion ;  the  stair  doors  in 
the  west  portion  are  of  the  required  width;  the  fireproof 
doors,  other  than  the  department  store,  are  only  36  in.  in 
width,  and  requests  the  acceptance  of  this  condition  due 
to  the  fact  that  the  exit  facilities  for  the  number  of  per¬ 
sons  employed  in  the  building  are  more  than  sufficient ;  as  to 
Item  3,  contends  that  the  doors  leading  to  the  stairway  and 
fire  tower  are  all  fireproof,  self-closing;  that  on  the  various 
floors  above  the  sixth  floor,  offices  leading  into  the  elevator 
and  stair  hall  are  of  fireproof  construction  except  for  the 
fact  that  there  is  plate  glass  about  2  ft.  by  5  ft.  in  area 
installed  for  observation  purposes ;  that  these  doors  do  not 
open  out  into  the  hall  or  corridor,  but  open  in  toward  the 
office;  in  view  of  the  fact  that  the  premises  above  the  sixth 
story  is  used  exclusively  for  office  purposes  and  no  manu¬ 
facturing  of  any  kind  being  done  on  these  floors,  requests 
that  this  condition  be  accepted ;  as  to  Item  4,  contends  that 
the  windows  in  question  are  those  of  the  new  portion  to¬ 
gether  with  the  old  building  (department  store)  facing  on 
East  39th  street  and  East  40th  street  and  on  Fifth  avenue; 
the  window  openings  above  the  eleventh  floor,  40th  street 
side,  above  the  tenth  floor,  39th  street  side,  comply  with  the 
requirements  of  the  labor  law  *,  that  the  maximum  area  of 
the  glass  on  the  Fifth  avenue  front  is  15  ft.  by  25  ft.  on  the 
first  story  and  4  ft.  by  4  ft.  above  the  first  story;  on  the 
East  39th  street  front,  1st  story  being  8  ft.  by  8  ft.  in 
area,  and  above  the  first  story  being  4  ft.  by  4  ft.  in  area, 
on  the  East  40th  street  front,  1st  story  being  17  ft.  by  14 
ft.  in  area,  and  above  the  first  story  being  4  ft.  by  4  ft. 
in  area;  as  to  Item  5,  contends  that  the  floors  were  cal¬ 
culated  for  120  pounds  floor  load  on  the  floors  where  the 
alteration  work  in  connection  with  the  department  store  is 
going  on,  except  the  roof,  which  is  less  than  120  pounds, 
as  to  Item  6,  contends  that  this  item  of  the  order  was 
issued  due  to  the  alteration  work  that  is  done  in  connection 
with  the  department  store  on  the  lower  six  floors;  the 
alteration  work  is  done  only  on  a  portion  of  the  second  and 
third  stories  and  on  the  roof,  and  therefore  they  are  asking 
that  this  item  be  granted  as  to  the  labor  law  requirements; 
and 

Whereas,  the  occupant  of  the  department  store  on  the 
Fifth  avenue  frontage  has  leased  floor  space  in  the  adjoining 
premises  on  39th  street  and  40th  street,  a  portion  of  which, 
on  the  second  and  third  stories,  is  used  for  needlework 
alterations  and  adjustments  of  merchandise  purchased  or 
the  premises,  and  that  the  floor  load  carrying  capacity  or 
these  floors  are  designed  for  120  pounds  load;  and 
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Whereas,  the  business  building  portion  of  the  premises 
hs  been  erected  in  accordance  with  the  building  code. 

Resolved,  that  the  board  of  standards  and  appeals  does 
Ireby  make  a  variation  in  the  requirements  of  the  labor 
be,  and  that  the  petition  be  and  it  hereby  is  granted  on 
cidition,  only  so  long  as  the  factory  work  is  confined  to 
t;  second  and  third  stories  of  premises  2-10  East  40th 
sleet  and  5-9  East  39th  street,  and  that  the  factory  work 
s ill  be  restricted  to  needlework  alterations  and  adjustments 
o  merchandise  purchased  on  the  premises,  on  condition  that 
a  doors  on  these  floors  leading  to  public  corridors,  on  the 
s  ond  and  third  stories,  shall  be  fireproof  and  swing  out- 
vrdly;  that  this  factory  work  operation  shall  be  confined 
t  the  space  as  indicated  on  the  plans  filed  in  this  appeal 
al  that  the  factory  occupancy  shall  not  be  further  ex- 
t  ded. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

7-29-SA. 

ETITIONER — David  Kaufman,  for  Super  Oil  Heater 
Co.,  owner. 

fj'BJECT — Super  Automatic  Oil  Heater,  approval  of. 

APPEARANCES— 

For  Petitioner :  David  Kaufman. 

.'TION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  and  referred  to  fire  department  for  test  and 
report. 

— 

430-SA. 

ETITIONER — Fuelo  Engineering  Corp.,  owner. 

of. 


A  TION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  and  referred  to  fire  department  for  test  and 
report. 

V-29-SA. 

ETITIONER — tMohawk  Electric  Manufacturing  Co., 
owner. 

EBJECT — Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

APPEARANCES — None. 

/'TION  OF  BOARD — Petition  approved. 

HE  VOTE  Tp  APPROVE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 
Martin  .  4 


EBJECT — Fuelo  Oil  Burner,  approval 

appearances — 

For  Petitioner :  Clinton  T.  Roe. 


Negative  .  o 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(79-29-SA) 


\\  hereas,  Mohawk  Electric  Manufacturing  Co.,  owner, 
filed,  February  5,  1929,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  approval  of  their  device  known  as  the 
Mohawk  A.C.  and  D.C.  Electric  Bell  Single  Stroke  Type ; 
and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  March  10,  1930,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Mohawk  A.C.  and 
D.C.  Electric  Bell  Single  Stroke  Type  when  installed  and 
operated  in  accordance  with  the  report  of  the  chief  of  the 
bureau  of  fire  prevention. 


657-29-SA. 

PETITIONER — Silent  Glow  Oil  Burner  Corp.,  owner. 
SUBJECT — Sunflower  Model  S-l  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  V.  C.  Kilberg. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Martin  .  4 

Negative  .  o 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(657-29-SA) 


Whereas,  Silent  Glow  Oil  Burner  Corp.,  owner,  filed, 
November  8,  1929,  a  petition  with  the  board  of  standards 
and  appeals  for  approval  of  their  device  known  as  the  Sun¬ 
flower  Model  S-l  Oil  Burner ;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  March  10,  1930,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Sunflower  Model  S-l 
Oil  Burner  for  use  in  domestic,  commercial  and  indus¬ 
trial  installations  when  installed  in  accordance  with  the 
fuel  oil  rules  of  the  board  of  standards  and  appeals  and  in 
conformity  with  the  report  of  the  chief  of  the  bureau  of  fire 
prevention. 


Adjourned  5.40  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


[  ^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
ti  appeals  held  Tuesday,  February  11,  1930,  as  they  ap- 
i,ired  in  Bulletin  No.  7,  Vol.  XV,  are  hereby  corrected  to 
nd  as  follows : 

'IE  RESOLUTION— 

•  (221-28-BZ) 

Whereas,  Edward  P.  Doyle,  for  William  A.  Sullivan, 
<  ner,  filed,  March  12,  1928;  denied  September  18,  1928; 
Opened  December  31,  1929,  under  section  7g,  an  applica¬ 
nt!,  under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
es  district  the  erection  and  maintenance  of  a  gasoline 
‘■vice  station;  premises  176-17  to  176-25  Baisley  boulevard 
‘d  120-12  to  120-28  Merrick  boulevard,  St.  Albans,  Bor- 
<gh  of  Queens ;  and 

*  Correction — Plan  Mo.  162-1930  changed  to  Plan  No.  163- 
30  in  line  18  of  resolution. 


Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  11,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Merrick  boulevard  is  in  a  busi¬ 
ness  district;  Baisley  boulevard  is  in  a  business  district,  and 
Merrill  avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  21,  1930  (Plan  No.  163-1930),  reads: 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  building  zone  resolution.” ; 

and 

Whereas,  it  is  proposed  to  erect  an  office,  20  ft.  by  20  ft., 
bury  six  550-gallon  tanks,  erect  six  pumps  and  four  grease 
pits  for  the  purpose  of  conducting  a  gasoline  service  station 
within  a  business  use  district ;  and 
Whereas,  the  applicant,  acting  upon  the  theory  of  the 
principle  of  section  7,  subdivision  g,  of  the  building  zone 
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resolution,  has  filed  80  per  cent  consents  of  an  area  fixed 
bv  the  board  and  deemed  affected.  ,  ,  „ 

’  Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  building  line  on  Merrick 
boulevard  and  Baisley  boulevard  a  concrete  ' curbing  not 
less  than  12  in.  in  height  and  12  in.  m  width,  that  there 
shall  be  but  two  openings  therein  on  Baisley  boulevard  and 
two  openings  on  Merrick  boulevard;  side  of  openings  nearest 
Merrick  and  Baisley  boulevard  25  ft.  distant  therefrom, 
each  openings  shall  be  not  more  than  10  ft.  wide,  with  curb 
cuts  directly  in  front  of  said  opening  not  more  than  12  ft 
in  width;  that  all  gasoline  pumps  shall  be  located  at  least 
10  ft  back  from  the  building  line;  that  any  pits  or  grease 
racks  installed  on  the  premises  shall  be  enclosed  in  a  one- 
story  building  of  attractive  masonry  design  with  arched 


openings  in  front  and  roof  of  variegated  slate  or  Spanis! 
tile ;  any  office  erected  shall  be  but  one  story  high  and  o 
same  design  and  construction  as  grease  rack  enclosures ;  tha 
any  greas_g  rack  installed  shall  be  set  back  at  least  25  ft.  fron 
the  building  lines  of  all  street  fronts;  that  the  area  of  thl 
property  on  which  the  variation  is  granted  shall  be  no 
more  than  100  ft.  westward  of  Merrick  boulevard;  that  al 
signs  or  advertising  displayed  shall  be  confined  to  thl 
illuminating  globes  of  the  gasoline  pumps;  that  there  shai 
be  erected  on  top  of  the  concrete  curbing  along  the  buildin 
line  concrete  posts  not  less  than  12  in.  in  diameter  and  4  ft.  i 
height,  spaced  about  10  ft.  apart,  connected  with  heavy  iro 
chains  forming  a  fence  or  in  lieu  thereof  erect  a  heav 
ornamental  iron  picket  fence  not  less  than  4  ft.  high ,  thei 
shall  be  no  portable  gasoline  tanks  operated  or  maintain® 
on  the  premises;  that  all  permits  required  shall  be  obtaine 
within  six  months  and  all  work  involved  completed  with 
one  year  from  the  date  of  this  action. 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals  held  Wednesday,  February  26,  1930,  as  they 
appeared  in  Bulletin  No.  9,  Vol.  XV.  are  hereby  corrected 
to  read  as  follows ; 

THE  RESOLUTION— 

(749-29-BZ) 

Whereas,  George  W.  Butler,  for  The  Bartholomew  Build- 
in-  Corp.,  owner,  filed,  December  23,  1929,  an  application, 
under  the  building  zone  resolution,  to  permit  the  extension, 
from  a  business  use  district  into  a  residence  district  ot  a 
proposed  office  building  and  the  erection  of  the  street  walls 
to  a  height  in  excess  of  the  requirements  of  the  building 
zone  resolution;  premises  566-574  Lexington  avenue  and 
122-130  East  51st  street,  southwest  corner,  Borough  ot 

^Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  26,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  district  maps  accompanying  the  building 
zone  resolution  show  that  Lexington  avenue,  south  of  a 
point  100  ft.  5  in.  north  of  50th  street,  is  in  a  two  times 
height  district  and  a  business  use  district ;  Lexington  ave¬ 
nue  north  of  a  point  100  ft.  5  m.  north  of  50th  street,  is 
in  a  one  and  one-half  times  height  district  and  a  business 
use  district,  and  51st  street  is  in  a  one  and  one-half  times 
height  district  and  west  of  a  point  100  ft.  west  of  Lex¬ 
ington  avenue  is  in  a  residence  use  district  ,  an 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  18,  1929  (N.  B.  App.  No.  671-29), 

readS’“l  Business  use  within  the  westerly  55  feet  of  the 
building  is  unlawful,  as  this  portion  of  the  building  is 
located  within  a  residence  use  district.  Section  3  Build¬ 
ing  Zone  Resolution.  . 

*‘2  Building  is  of  unlawful  height  along  the  northerly 
100  feet  of  Lexington  avenue,  and  along  the  entire 
front  of  51st  Street.”; 

ail\VHEREAS,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  forty-eight  stories  (570  ft.  6  in.)  in  height  with  a 
frontage  of  111  ft.  10  in.  and  a  depth  of  15&  ft.,  to  bd 

occupied  as  stores  and  offices;  and  __ 

Whereas,  it  is  proposed  to  extend  the  building  oo  ft. 
into  the  residence  district  and  to  erect  the  street  walls  to  a 
height  of  150  ft.  along  the  entire  51st  street  front  and 
along  the  entire  Lexington  avenue  front;  and 

Whereas,  the  board  is  empowered  under  the  provisions 

*  Correction— Word  “use”  omitted  in  line  55  of  resolution. 


of  section  7,  subdivision  c,  and  section  21  of  the  buildir 
zone  resolution,  to  grant  a  variation  where  the  property 
question  is  cut  by  the  boundary  lines  of  two  districts;  ai 
Whereas,  the  board  deems  that  a  denial  of  the  applicatit 
would  be  arbitrary  discrimination  and  would  _  devolve  u 
necessary  hardship  upon  the  applicant  as  within  the  mea 
ing  of  section  21  of  the  building  zone  resolution;  and 
Whereas,  it  developed  at  the  hearing  that  certain  co; 
ditions  were  agreed  to  on  the  part  of  the  owners  of  tl 
property  and  the  property  adjoining  to  the  south,  whi 
conditions  are  incorporated  in  the  following  resolution.  • 
Resolved,  that  the  board  of  standards  and  appeals  dc 
hereby  make  a  variation  in  the  application  of  the  d 
trict  regulations  of  the  building  zone  resolution,  and  tl 
the  application  be  and  it  hereby  is  granted,  as  to  Item  1, 
decision  of  the  superintendent  of  buildings,  on  conditi 
that  the  service  entrance  to  this  building  shall  be  confir, 
to  the  business  portion  of  the  plot ;  that  the  business,  i 
in  the  residence  district  portion  of  plot  shall  be  restrici 
to  mercantile  stores  and  shops  or  executive  offices,  specifica 
prohibiting  fish  markets,  delicatessen  store  or  meat. shop 
that  there  shall  be  no  merchandise  displayed  outside  i! 
building  line  in  the  residence  use  portion ;  that  all  adv  • 
tising  displayed  shall  be  confined  to  the  plate  glass  sh ' 
windows  of  the  store  fronts ;  granted,  as  to  Item  2,  ! 
said  decision,  on  condition  that  the  height  of  the  strl 
wall  from  curb  level  to  first  setback  shall  not  exc, 
150  ft.,  and  that  the  following  courts  shall  be  ma 
tained  on  the  southerly  and  westerly  property  hn 
first  court,  starting  at  the  northwest  corner  of  chimney  . 
property  to  south,  which  point  is  approximately  68  ft.  2  i 
west  of'  Lexington  avenue  on  southerly  property  line;  the' 
northerly  at  right  angles  a  distance  of  18  ft.  6  in.;  the1 
westerly  at  right  angles  approximately  11  ft.  10  in.  to  ( 
property  line ;  this  court  to  be  maintained  above  the  sec ' 
story  level;  second  court,  starting  at  a  point  on  the  w: 
erly  property  line  93  ft.  4  in.  south  of  51st  street,  thes 
easterly  at  right  angles  a  distance  of  35  ft.  9  in. ,  the- 
southerly  at  right  angles  a  distance  of  7  ft;  1  in.  to  i 
southerly  property  line;  this  court  to  be  maintained  at 
the  third  story  level ;  granted,  further,  on  condition  that 
walls  facing  on  the  aforesaid  courts  to  a  point  approxima; 
149  ft  west  of  Lexington  avenue  and  up  to  the  eleve 
story  level  shall  be  faced  with  light-colored  face  brick; 
approximately  the  same  color  as  adjoining  building  to  | 
south;  that  no  windows  shall  be  allowed  on  the  south! 
gable  wall  of  the  twelfth  story  for  a  distance  of  appi1 
imately  68  ft.  2  in.  westerly  from  Lexington  avenue;  ■ 
these  two  variations  are  granted  on  condition  that  the  bi : 
ing  zone  resolution  otherwise  shall  be  complied  with  in' 
respects;  that  a  return  of  the  drawings  shall  be  madi' 
this  board  for  approval  before  submission  to  the  supei 
tendent  of  buildings ;  that  all  permits  shall  be  obtained  wi 
six  months  and  work  completed  within  eighteen  months  1- 
the  date  of  this  action.  i 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

29-27-A — 39  Fifth  avenue,  Manhattan. 

3U-27-A — 13-16  Central  Park  West,  Manhattan. 

31- 27-A— 20-28  West  72nd  street,  Manhattan. 

32- 27-A— 242-248  West  76th  street,  Manhattan. 

474-29- A— 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

ilO-22-SA— Crocker  Gas  Valve,  approval  of. 

•99-22-SA— Kennell  Gas  Cut-Off  Valve,  approval  of. 

173-22-SA— Anti-Syphon  Valve,  approval  of. 

J30-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

J49-22-SA— Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA— S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23- S A — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

279-23- S A — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-S A— “Automatic”  Deluge  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-S A — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

959-23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 

1248-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

'  492-24-SA— HoLzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

10 1 6- 24- S A — Milnes  Oil  Burner,  approval  of. 

1142-24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of. 

1146-24-SA— Salvo  Fire  Extinguisher,  approval  of. 

1359  24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1 500 -24- S A — Smolensky  Check  Valve,  approval  of. 

558-25-SA— Globe  Dry  Pipe  Valve  Accelerator,  approval 
of. 

985-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

1 263- 25- S A  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-S A — Koerting  Gear  Pump,  approval  of. 

1346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26-SA— Signal  Weatherproof  Bells,  approval  of. 

364-26-SA— Kork-n-Seal,  approval  of. 

397-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA— Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 


187- 27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27 -S A— Romec  Rotary  Pump,  approval  of. 

1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

188- 28-SA — Faraday  Waterflo  Alarm  Panel,  approval  of. 

2 13-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA — Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 
765-28-SA — Keuka  Oil  Burner,  anproval  of. 

775-28-SA— Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 
813-28-SA— Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

79-29-SA— Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-SA— Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

186-29-SA — National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2}4-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2}4-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA — Fairbanks  2^-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 

380  29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA— Crystal  Blue  Flame  Oil  Burner,  approval  of. 
510-29-SA— Hercules  Oil  Burner,  approval  of. 

535-29-SA — Croker  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA— Volcano  Automatic  Oil  Burner,  approval  of. 

571 -29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA — Electromatic  Oil  Burner,  approval  of. 

637-29-S A — Merco  Oil  Burner,  approval  of. 

657-29-SA— Sunflower  Oil  Burner,  Model  S-l,  approval  of. 
684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-SA— Super  Automatic  Oil  Heater,  approval  of. 
737-29-SA— Piatt  Oil  Burning  Water  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
ivhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  atu. 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 


The  following  rules,  governing  Fire  Drils,  were 
adopted  by  the  Board  of  Standards  and  Appeals  at  the 
special  meeting  held  on  Friday,  October  5,  1923: 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  or¬ 
derly  vacating  of  a  building  by  its  occupants  in  case  of 
emergency,  panic  or  fire  in  the  least  possible  time  by 
the  nearest  safe  means  of  exit — and  the  use  of  fire  ap¬ 
pliances  which  shall  be  provided  for  the  extinguishing 
or  retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1.  .  .  . 

In  all  buildings  as  defined  in  Article  1,  Section  10  of 
the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the 
power  conferred  in  section  775-B  of  the  Greater  New 
York  Charter,  it  shall  be  the  duty  of  the  owners,  lessees 
or  tenants  to  conduct  fire  drills  monthly  and  at  such 
other  times  as  the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenant  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male 
or  female,  who  shall  efficiently  perform  the  duties  of  the 
various  positions  of  the  fire  drill  organization,  as  speci¬ 
fied  on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 


Premises  . 

Name  of  concern 
Building  No . 


Story 


FOREMAN  OR  PERSON  IN  CHARGE 


Regular 


Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 


SQUAD  MONITORS 

. Squad  No.  1 . 

<<  «  o 


((  <  ‘ 


«  it  ^ 

u  a  c 


a  u 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  e 
force  and  have  full  charge  of  the  “Fire  Drill’’  in  every  fj 
tory  on  each  floor.  Each  day  before  work  is  begun 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  et 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisl 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  a 
properly  lighted,  and  shall  remedy  any  dangerous  cc 
dition  found  to  exist.  Immediately  after  work  is.  coi 
menced  he  shall  check  up  the  Fire  Drill  Organizati 
list  and  note  if  the  regularly  assigned  persons  are  pr< 
ent;  if  any  are  found  to  be  absent,  he  shall  assign  off 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  e 
istence  of  the  Fire  Drill  Organization  and  give  them  1 
necessary  instructions  as  to  the  duties  they  are  to  pi 
form,  etc.  _  ( 

He  shall  be  familiar  with  the  operation  and  location  . 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  1, 
appointed  hour  and  in  the  event  of  the  test  signal  l 
being  heard  he  shall  communicate  with  the  superintend 
or  other  person  in  charge  of  the  building  and  advise  h: 

of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  ii 

final  as  to  the  carrying  out  of  the  fire  drill  on  his  p; 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windo 
are  closed  so  as  to  prevent  the  spread  of  fire.  T 
WATCHMEN  shall  be  the  only  persons  permitted  to 
main  on  the  floor  during  the  progress  of  a  fire  drill  i\ 

do  so  at  their  own  risk.  For  ordinary  purposes  only  < 

watchman  and  a  substitute  shall  be  designated.  .  In  s 
cial  cases,  however,  extra  watchmen  may  be  assigned 
consent  in  writing  from  Fire  Commissioner. 

i 

Rule.  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  sea 
all  toilets,  dressing  rooms  and  emergency  rooms  used  ; 
frequented  by  their  sex  and  all  other  portions  of  the  fl 
and  order  all  persons,  except  those  authorized  to  rem; 
to  leave  the  premises.  They  are  to  take  care  of  and  as 
all  persons  who  mav  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  ai 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be 
miliar  with  the  location  of  the  nearest  city  fire  alarm  1 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALAR 
BOX-RUNNER  shall  report  to  the  Foreman  for  ord 
and  if  his  services  are  not  required  he  shall  promptly 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  w 
ordered  to  do  so  bv  the  Foreman,  shall  the  STREb 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  1 
and  send  in  the  fire  alarm. 


RULES 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  fire  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 

Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 

manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 
their  representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

The  person  or  persons  representing  the  OWNER,  LES¬ 
SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit* 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  by 
the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  haying  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  when  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell'  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  March  12,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 

Cases  pending  March  12,  1930 . 


DISPOSITION  OF  CASES. 


392 

32 

3 

40 

1 

1 1  7 

107 

6 

20 

Appliances  dismissed,  disapproved  or  withdrawn - 

0 

0 

c 

51 

Kules  disapproved  or  rebLinuLu . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

4f 

r 

Requests  to  reopen  denied . 

3  Requests  to  amend  granted . 

Requests  to  amend  denied . 

5  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . . . 

19  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied....... 

1  Requests  for  extension  of  permit  granted.., 
Requests  for  extension  of  permit  denied.... 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

1°  Plans  approved . 

Plans  disapproved . 

®  Administrative  requests  granted . . . . . 

Administrative  requests  denied  or  withdrawn 

0  Interpretations  . . 

Requests  withdrawn  or  dismissed . 

678  Total  . 

278 


400 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 

board — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  t! 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  t 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  : 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative  ol 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petiti 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  t 
appellant  or  petitioner  to  file  necessary  data,  or  by  a 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  i 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pis 
and  data  required  by  law  are  supplied,  as  specified  on  1 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


Fnclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t< 


Name. 


My  subscription  is  to  begin  with  the  issue  for. 
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Tuesdays, 
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lEARINGS 

iTrh.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 
Edward  V.  Barton,  Chief  Clerk. 


Dffice — Municipal  Building,  Rooms  1001  to  1015. 

Telephone — Worth  0184. 

Dffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

411  communications  should  be  addressed  to  the  chairman  of 

ilie  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of 
10  A.  M. 

Regular 

Meeting, 

March 

18, 

1930, 

Minutes  of 

2  P.  M. 

Regular 

Meeting, 

March 

18, 

1930, 

Corrections. 
Reserve  Calendar. 
Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  he  called  in  Room  1013,  Tuesday,  March  25,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  1,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Piled  up  to  March  19,  1930. 

Cal.  No.  Department.  Premises  Affected. 

200-30-A . F.D . 97-103  E.  Houston  st.,  Man., 

_  F-70375 

199-30-S . F.D . 195-197  Chrystie  st,  Man., 

_ _  L.  D.  64906 

198-30-A . B.B.M _ 49-51  E.  52nd  st.,  Man., 

_  Viol.  4122-29 

197-30-S . F.D . 331-337  W.  44th  st.,  Man., 

_  L.  D.  69253 

196-30-S . F.D . 544-546  W.  43rd  st.,  Man., 

_ _  L.  D.  70313 

195-30-SA . F.D . Simplex  Water  Pressure  Re- 

_ _  ducing  Valve,  Appliance 

194-30-BZ . B.B.Bx. . .  108  Clarke  pi.,  Bx., 

_ _  Alt.  40-30 

193-30-A . F.D . 701-827  E.  14th  st.,  Man., 

_ _  Applic.  2749-29 

192-30-S . F.D . 263-273  N.  Henry  st.,  Bklyn., 

_ _  L.  D.  60645 

191-30- A . F.D . 263-273  N.  Henry  st.,  Bklyn., 

_  F-60646 

190-30-BZ . B.B.Bx. .  .41-45  Elliott  pi.,  Bx., 

_  Alt.  77-30 

189-30-A . B.B.M. .  ..161  W.  49th  st.,  Man., 

_ _  Alt.  372-30 

188-30-BZ . B.B.Q _ 306  Steinway  ave.,  L.  I.  C.,  Q., 

_  N.  B.  527-30 

187-30-A . F.D . 500-514  First  ave.,  Man., 

_  Applic.  2348-29 

186-30-BZ . B.B.B _ Southeast  corner  of  Jamaica 

ave.  &  Elderts  lane,  Jamaica, 

_  Q.f  Applic.  472-30 

185-30-S . F.D . Northeast  corner  of  58th  rd.  & 

Rust  st.,  Maspeth,  Q., 

_  L.  D.  70651 

184-30-S . F.D . 354-358  Troutman  st.,  Bklyn., 

_  L.  D.  70572 

183-30-A . F.D . 384  Fifth  ave.,  Man., 

_ _  F-65823 

182-30-BZ . B.B.B _ 8918-8932  Fourth  ave.,  Bklyn., 

_  Applic.  1653-30 

181-30-S . F.D . 1789-1791  Jerome  ave.,  Bx., 

L.  D.  56984 

180-30-BZ . B.B.M.... 205  W.  101st  st.,  Man., 

_  N.  B.  41-30 

179-30-A . F.D . 139-141  Spring  st.,  Man., 

_  F-58365 

178-30-BZ . B.B.B.... 31-33  Olive  pi.,  Bklyn., 

_  N.  B.  1484-30 
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Building  Zone  Cases. 

15-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Rock  Joy  Rea! 
Corp.,  owner. 

PREMISES — Southwest  corner  of  35th  avenue  and  Cm 
Island  boulevard,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  70 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 

51-30-BZ. 

APPLICANT — Theobald  Engelhardt,  for  Cord  Meyer  D 
velopment  Co.,  owner. 

PREMISES — 112-01  to  112-09  Queens  boulevard,  75-01 
75-09  112th  street  (Seminole  avenue).,  northe; 
corner,  and  112-16  to  112-40  75th  avenue,  Fon 
Hills,  Borough  of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  buildi 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in 
residence  district,  the  erection  and  maintenance 
a  garage  for  the  storage  of  more  than  five  ( 
motor  vehicles  and,  also,  the  installation  of  a  ga: 
line  service  station. 

71- 30-BZ. 

APPLICANT — William  F.  Doyle,  for  Harris  Rut 
owner. 

PREMISES — 1086-1108  Dumont  avenue  and  887-911  N 
Lots  avenue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  z< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  gasoline  service  station. 

72- 30-BZ. 

APPLICANT — William  F.  Doyle,  for  The  Connelly  C  ■ 
struction  Co.,  owner. 

PREMISES — 3491-3507  Fort  Hamilton  Parkway,  so' 
side,  264  ft.  5  in.  east  of  36th  street,  Brooklyr 

APPLICATION,  under  sections  7e  and  21  of  the  build; 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m; 

tenance  of  a  garage  for  the  storage  of  more  1 1 
five  (5)  motor  vehicles. 

468-27-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Hazel  R.  Dunk ' 
owner.  t 

PREMISES — 6414-6424  Fort  Hamilton  Parkway,  Brc; 
lyn. 

APPLICATION,  under  section  21  of  the  building  ?'■ 
resolution  (reopened  to  modify), 

TO  PERMIT  in  a  business  district  the  erection  and  m  1 
tenance  of  a  gasoline  service  station. 


F.D - 

H.D. . . 
B.B.B. . 
B.B.M. 
B.B.Q. 
B.B.R . 
B.B.Rx 
T  H.D. 


CODE. 

. Fire  Department 

. Health  Department 

. Bureau  of  Buildings,  Brooklyn 

_ Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings.  Queens 

_ Bureau  of  Buildings.  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


679-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  The  Wheelright  C 
owner. 

PREMISES — 162  West  75th  street,  Manhattan. 

APPLICATION,  under  sections  7b  and  21  of  the  bud 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  froi^ 
business  district,  the  conversion  of  occupancy  of- 
basement  and  first  story  from  residential  to  busi 
use  (previously  denied). 
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MARCH  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

12- 30-A — 209  Richards  street  and  59  Coffey  street,  south¬ 

west  corner,  Brooklyn. 

17-30-A — 29-18  40th  avenue,  Long  Island  City,  Borough 
of  Queens. 

13- 30- A — 108-110  West  34th  street,  Manhattan. 

14- 29-A — 9-11  South  William  street,  1  Mill  lane  and  59-61 

Stone  street,  Manhattan. 

3-30- A — 11  West  17th  street,  Manhattan. 

,9-30- A — 97  Fifth  avenue,  northeast  corner  of  East  17th 
street,  Manhattan. 

*i5-30-A — 34-54  35th  street,  Long  Island  City,  Borough  of 
Queens. 

,9-29- A — 32-36  Beaver  street,  28-36  South  William  street 
and  65-81  Broad  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

tfls  and  appeals  of  a  public  hearing  under  the  provisions 

|  the  building  zone  resolution,  Tuesday  morning,  March 

i  1930.  at  10  o'clock,  in  Room  1013,  Municipal  Building,  on 
following  matters : 

r..  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
Concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

:i.  no.  632-29-BZ— Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Corwil  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public  garage 
(parking  space)  ;  premises  728-736 
Southern  boulevard,  east  side.  200  ft. 
south  of  East  156th  street,  The  Bronx. 

:>l.  no.  1192-27-BZ — Application,  November  11,  1927;  re¬ 
opened  January  21,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  F.  Dee,  applicant,  sub¬ 
stituted  for  Henry  J.  Nurick,  on  behalf 
of  Louis  Del  Gaudio,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  1756-1764  Bushw'ick  ave¬ 
nue,  Brooklyn. 

<l.  no.  443-29-BZ— Application,  June  29,  1929,  under  sec¬ 
tions  7e,  7g  and  21  of  the  building  zone 
resolution,  of  Charles  L.  Craig,  appli¬ 
cant,  on  behalf  of  Helklar  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  east 
side  of  Webster  avenue,  700  ft.  north 
of  East  204th  street,  The  Bronx. 

i-  no.  3-30- BZ— Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 


behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

cal.  no.  468-29-BZ — Application,  July  15,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Julius  Kletsky  and  Sadie  Kletsky, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  101701- 
101709  126th  street  and  12602-12610 

Rockaway  boulevard,  southeast  corner, 
South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
business  distiict  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-storv  factory  building; 
premises  1513-1561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

cal.  no.  728-29-BZ — Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  Unger,  applicant,  on  be¬ 
half  of  Freda  Spinard,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  61-01  to  61-05  Kis- 
sena  boulevard  and  154-02  to  154-08 
Horace  Harding  boulevard,  southeast 
corner,  Flushing,  Borough  of  Queens. 

cal.  no.  408-29-BZ — Application,  June  14,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  Max  Meyerson, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1969-1979 
Cropsey  avenue  and  8810-8818  20th  ave¬ 
nue,  northwest  corner,  Brooklyn. 

cal.  no.  1  1 48-27-BZ — Application,  October  25,  1927;  re¬ 
opened  January  7,  1930,  under  section 
7g  of  the  building  zone  resolution  (pre¬ 
viously  denied  under  section  21),  of 
Joseph  A.  Walsh,  applicant,  substituted 
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for  Philip  J.  Sinnott,  on  behalf,  of 
Arrowlene,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Franklin 
avenue  and  Atlantic  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MARCH  25,  1930,  2  P.  M. 

Petitions  for  Variations. 

763-29-S — 118-120  East  129th  street,  Manhattan. 

87-30-S— 202-204  West  34th  street,  Manhattan. 

96-30-S— -570  Fifth  avenue,  Manhattan. 

99-30-S— 313-315  Broadway,  Manhattan. 

748-29-S— 13-19  West  47th  street,  Manhattan. 

126-30-S — 2-12  East  58th  street  and  745-753  Fifth  avenue, 
southeast  corner,  Manhattan. 

Appliance  Submitted  for  Approval. 

54-30-S A — Carter-Korth  Economicoil  Burner,  approval  of. 
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Building  Zone  Cases. 

745-29-BZ. 

APPLICANT— John  T.  Woodruff  &  Son,  owner. 

PREMISES— 33-50  to  33-58  62nd  street,  northwest  corner 
of  Hayes  avenue,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  factory  building  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and  a  motor 
vehicle  repair  shop. 

18-30-BZ. 

APPLICANT— John  A.  McGuinn,  for  Annie  McGuinn, 
owner. 

PREMISES— 82-25  to  82-31  Queens  boulevard,  north  side, 
222.66  ft.  west  of  Van  Loon  street,  and  82-38  to  82- 
44  Maurice  avenue  (51st  street),  Elmhurst,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

24-30-BZ. 

APPLICANT— James  McKillop,  for  Samuel  Kooperman, 
owner. 

PREMISES — 223  Ross  street,  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a  busi¬ 
ness  district,  the  alteration  and  change  of  occupancy 
in  part  of  the  basement  from  residence  to  business 
purposes. 

34-30-BZ. 

APPLICANT— Philip  J.  Sinnott,  substituted  for  Paul 
Gould,  for  Williams  Estates,  Inc.,  owner. 

PREMISES— 1788-1790  Weeks  avenue  and  200-210  East 
175th  street,  southeast  corner,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 


38-30-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Court  Square  Rent 
ing  and  Sales  Corp.,  owner. 

PREMISES— 83-97  Boerum  place,  northeast  corner  o 
Pacific  street,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  buildini 
zone  resolution, 

TO  PERMIT  the  extension,  from  an  unrestricted  distric 
into  a  business  district,  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles. 

97-30-BZ. 

APPLICANT— J.  George  Silberstein,  for  5612  18th  Avem 
Realty  Corp.,  owner. 

PREMISES— 5612  18th  avenue,  west  side,  80  ft.  2 H  i 
north  of  57th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution,  V 

TO  PERMIT  in  a  business  district  the  conversion  of  occi 
pancy  of  a  building  occupied  as  an  auto  laundry  to 
motor  vehicle  repair  shop. 

1016-27-BZ. 

APPLICANT— Bertram  G.  Eadie,  for  Max  Daub,  owm 

PREMISES— Southeast  corner  of  Walker  boulevard  a; 

Outerbridge  avenue,  Borough  of  Richmond. 

APPLICATION,  under  sections  7g  and  21  of  the  buildi 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 


APRIL  1,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

8-30-A— 1636-1642  Eighth  avenue,  Brooklyn. 

67-30-A— Pier  foot  of  North  10th  street,  Brooklyn. 

75-30-A — 2330-2334  Third  avenue  and  172  East  12 
street,  Manhattan. 

50-30-A— 610  11th  avenue  and  561  West  45th  street,  nor 
east  corner,  Manhattan. 

63-30-A — 500-508  Fifth  avenue  and  1-9  West  42nd  stnj 
northwest  corner,  Manhattan. 

84-30-A— Southwest  corner  of  Van  Wyck  boulevard  ,1 
91st  avenue,  Jamaica,  Borough  of  Quti. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  staj 
ards  and  appeals  of  a  public  hearing  under  the  proviso 
of  the  building  zone  resolution,  Tuesday  morning,  April, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building," 
the  following  matters : 

CAL.  NO.  631-29-BZ — Application,  October  22,  1929,  ui" 
section  21  of  the  building  zone  res  i- 
tion,  of  George  Laskas,  applicant  i 
owner,  to  permit  in  a  residence  disli 
the  erection  and  maintenance  of  a  gai^ 
for  the  storage  of  more  than  five  ■ 
motor  vehicles;  premises  192  Cly* 
street,  south  side,  100  ft.  west  of  t 
avenue,  Brooklyn. 

cal.  no.  744-29-BZ — Application,  December  20,  1929,  v* 
sections  7c  and  7d  of  the  budding  n 
resolution,  of  New  York  Telephone  e 
applicant  and  owner,  to  permit  in  a  » 
dence  district,  extending  from  a  b'.i.c"i 
district,  the  alteration  and  exten;:e  i 
height  and  area  of  an  existing  telepf 
exchange  building;  premises  2  3SJ>  -  - 
Ocean  avenue,  northeast  corner  o:  '' 
nue  Y,  Brooklyn. 
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NO.  752-29-BZ — Application,  December  26,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Schreiber,  Myers  & 
Buchter,  applicants,  for  Bertha  Kegel 
and  Anna  Cohen,  owners,  to  permit  in  a 
business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner, 
Brooklyn. 

no.  764-29-BZ — Application,  December  31,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Charles  Miller,  applicant 
and  owner,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  private 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  two  (2)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  60-21  Ralph  street, 
north  side,  125  ft.  west  of  61st  street 
(Vincent  street),  Ridgewood,  Borough 
of  Queens. 

no.  603-26-BZ — Application,  July  10,  1926.  reopened 
April  30,  1929,  under  sections  7g  and  21 
of  the  building  zone  resolution,  of  John 
Ballschuss,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  220-16  Merrick  boulevard,  north¬ 
west  corner  of  221st  street,  Laurelton, 
Borough  of  Queens. 

no.  695-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  appli¬ 
cant,  on  behalf  of  Hilvid  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Wilkinson  avenue  and  West¬ 
chester  avenue,  The  Bronx. 

no.  80-30-BZ — Application,  February  3,  1930,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Henry  J.  Nurick, 
applicant,  on  behalf  of  Rubelc  Corp., 
owner,  to  permit  the  extension,  from 
an  unrestricted  district  into  a  business 
district,  of  a  proposed  ice  manufactur¬ 
ing  and  storage  plant;  premises  west 
side  of  Cauldwell  avenue,  169.25  ft. 
south  of  East  158th  street,  and  east  side 
of  Eagle  avenue,  152.85  ft.  south  of 
East  158th  street,  The  Bronx. 

no.  732-29-BZ — Application,  December  16,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Sokolov  Brothers,  Inc., 
owner,  to  permit  the  extension,  from 
a  business  district  into  a  residence  dis¬ 
trict,  of  a  business  use  (stores  and 
restaurant)  ;  premises  1670-1678  East 
17th  street,  Brooklyn. 

.  no.  511-29-BZ— Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 


and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 

cal.  no.  7-30-BZ — Application,  January  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anderson,  Moss  &  Merrell,  appli¬ 
cants,  on  behalf  of  A.  P.  M.  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station ;  premises  west 
side  of  Hoff  street,  210  ft.  north  of 
Brighton  Beach  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


APRIL  1,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
1,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  481-29-BZ — Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution ;  premises 
2901-2911  Avenue  J.  northeast  corner 
of  East  29th  street,  Brooklyn. 

cal.  no.  519-29-BZ — Application,  August  8,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Ogden  place, 
South  Jamaica,  Borough  of  Queens. 

cal.  no.  547-29-BZ — Application,  August  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hamill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
.  partly  in  a  residence  district  and  partly 

in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta- 
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tion ;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens. 

cal.  no.  126-29-BZ — Application,  February  27,  1929.  re-  ( 
opened  January  7,  1930,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Epstein,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  752- 
762  East  New  York  avenue,  south  side, 
36  ft.  8  in.  west  of  Troy  avenue,  and 
693-701  Maple  street,  Brooklyn. 

cal.  no.  638-29-BZ — Application,  October  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant, 
on  behalf  of  Harry  H.  Uhlfelder,  Inc., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of  part  of  the  basement  story  of  an 
existing  apartment  building  from  resi- 
•  dence  to  business  use  (stores)  ;  premises 
1625-1627  University  avenue,  northwest 
corner  of  West  175th  street,  The 
Bronx. 

cal.  Np.  705-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  County  Holding  Co.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business 
building;  premises  825  East  175th  street, 
northwest  corner  of  Marmion  avenue, 
The  Bronx. 

cal.  no.  1235-27-BZ— Application,  November  22,  1927;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Howard  Funding  Co.,  owner, 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni¬ 
versity  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

cal.  no.  645-29-BZ— Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 


tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
distirct,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  Concourse  and  167-183  East 
170  th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1 132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn.  I 

cal.  no.  625-29-BZ — Application,  October  18,  1929,  unde: 

section  21  of  the  building  zone  resolu 
tion,  of  Henry  A.  Urquhart,  applicant 
on  behalf  of  Eleanor  Hedwig  Arnold 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
line  service  station ;  premises  northeas 
corner  of  202nd  street  and  Hillside  ave 
nue,  Hollis,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  8,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

541-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Julia  A.  Flanagai 
owner. 

PREMISES — 665-675  73rd  street,  north  side,  103  ft.  8  ii 
west  of  Seventh  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon' 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  mair 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

669-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Bushwick  Lumbi 
&  Wood  Co.,  Inc.,  owner. 

PREMISES — Southeast  corner  of  Sutphin  boulevard  ar 
109th  road,  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mail1 
tenance  of  a  gasoline  service  station. 

694-29-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Otto  F.  Koehler,  la 
owner. 

PREMISES — 14-22  Monroe  avenue,  west  side,  111  ft.  sou 
of  Fort  place,  St  George,  Borough  of  Richmon 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

52-30-BZ. 

APPLICANT — Thomas  Craddock  Hughes,  for  Patrick 
Whelan,  owner. 
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REMISES— 1243-1257  East  45th  street,  northeast  corner 
of  Avenue  I,  Brooklyn.  ,  . 

.PPLICATION,  under  sections  6,  21  and  25  of  the  building 
zone  resolution, 

'D  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1-30-BZ. 

.PPLICANT — Annuncio  Ambrosio,  owner. 

REMISES— 246-26  to  246-34  Sunrise  highway  and  138-16 
to  138-20  Washington  avenue,  southwest  corner, 
Rosedale,  Borough  of  Queens. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

6  30  B Z 

PPLICANT— William  Layton  Hall,  for  Mabel  Hall, 
owner. 

REMISES— 337  Arbutus  avenue,  northeast  corner  of  Hy- 
lan  boulevard,  Huguenot,  Borough  of  Richmond. 

PPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


2-30-BZ. 

PPLICANT— Cornelius  Fellows  Realty  Corp.,  owner. 
REMISES— 57-67  West  66th  street,  Manhattan.  _ 
PPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  skating  rink  to  a 
riding  academy  and  stable  for  more  than  five  (5) 
horses. 


0 


cal.  no.  696-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Manon  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  west 
side  of  Hoff  street,  1,394.78  ft.  south 
of  Neptune  avenue,  Brooklyn. 


cal.  no.  716-29-BZ — Application,  December  7,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alfred  J.  Boulton,  applicant,  on 
behalf  of  Rose  Gold  Homes  Corp., 
owner,  to  permit  in  a  business  district 
the  installation  and  maintenance  of  a 
gasoline  service  station;  premises  2412 
Avenue  Z  and  4610-4614  Bedford  ave¬ 
nue,  northwest  corner,  Brooklyn. 


cal.  no.  27-30-BZ — Application,  January  15,  1930,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Clayton  G.  Shirkey,  applicant,  on 
behalf  of  Lena  D’Amato,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
71-20  to  71-28  Hammels  boulevard  and 
324-330  Beach  72nd  street,  northeast 
corner,  Rockaway  Beach,  Borough  of 
Queens. 


APRIL  8,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

86-30- A — 388  Clove  road,  West  New  Brighton,  Borough 
of  Richmond. 

89- 30-A — 82-90  Brown  place  and  491-497  East  132nd 

street,  northeast  corner,  The  Bronx. 

90- 30-A — 129-131  Fifth  avenue,  Manhattan. 

68-30-A— 803-817  East  141st  street,  northeast  corner  of 
Southern  boulevard,  The  Bronx. 

:  103-30- A— 50  Church  street,  southwest  corner  of  Fulton 
street,  Manhattan. 

107- 30-A — 26  East  22nd  street,  Manhattan. 

108- 30-A— 168  South  street,  Manhattan. 

•  189-30- A — 161  West  49th  street,  154-166  West  50th  street 
and  753-759  Seventh  avenue,  southeast  cor¬ 
ner  of  Seventh  avenue  and  50th  street,  Man¬ 
hattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
irds  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  8, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  42-30-BZ— Application,  January  20,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Antoinette  Oliva,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station;  premises  2501-2529  East  18th 
street,  southeast  corner  of  Avenue  Y, 
Brooklyn. 


cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 


cal.  no.  82-30-BZ — Application,  February  4,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Max  Roth,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  1039-1047  Myrtle  ave¬ 
nue,  northeast  corner  of  Sumner  ave¬ 
nue,  Brooklyn. 


cal.  no.  83-30-BZ — Application,  February  4,  1930,  under 
section  7a  of  the  building  zone  resolu¬ 
tion,  of  Victor  Meyer,  applicant,  on  be¬ 
half  of  Napthalie  Meyer,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  three  (3)  commercial  motor 
vehicles  used  in  connection  with  busi¬ 
ness  conducted  on  the  premises;  prem¬ 
ises  1801  Ocean  parkway,  southeast  cor¬ 
ner  of  Avenue  R,  Brooklyn. 


cal.  no.  200-28-BZ — Application,  March  5,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Klein,  Kinsley  &  Klein,  applicants, 
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on  behalf  of  Liebler  Bros.,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  218-224  West  230th  street,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


APRIL  8,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  8, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  305-29-BZ — Application,  May  7,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 

cal.  no.  688-28-BZ — Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story ;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

cal.  no.  706-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Max  Levy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2066-2076  Pitkin  avenue 
and  238-240  Pennsylvania  avenue,  south¬ 
west  corner,  Brooklyn. 

cal.  no.  709-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  B.  Kleinfeld,  applicant, 
on  behalf  of  Dorothy  Kleinfeld,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1500-1508  Eastern 
Parkway,  northeast  corner  of  St.  Johns 
place,  Brooklyn. 

cal.  no.  729-29-BZ — Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  George  W.  Braunsdorf, 
owner,  to  permit  in  a  residence  district 
the  conversion’ of  occupancy  of  an  exist¬ 
ing  building  from  factory  use  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  5814- 
5816  37th  avenue  (Polk  avenue),  south¬ 
west  corner  of  59th  street,  Woodside, 
Borough  of  Queens. 


cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7 e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side.  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


APRIL  15,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

57-30-A — 123-141  West  57th  street,  Manhattan. 

59-30- A — 334-344  West  44th  street,  Manhattan. 

74-30-A — 19  Fulton  street,  Brooklyn. 

93- 30-A — 807-809  East  Tremont  avenue  and  1978  Mapes 

avenue,  The  Bronx. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  15, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  613-29-BZ — Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  Cherry,  applicant,  on  be¬ 
half  of  Bingham  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1731-1741  Jerome  ave¬ 
nue,  west  side,  163  ft.  south  of  West 
176th  street,  The  Bronx. 

cal.  no.  633-29-BZ — Application,  October  22,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Martin  C.  Dyer,  ap¬ 
plicant  and  owner,  to  permit  the  exten¬ 
sion,  from  an  unrestricted  district  into 
a  business  district  and,  also,  into  a  resi¬ 
dence  district,  of  a  proposed  garage  far 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  4696  Third  avenue, 
northeast  corner  of  East  188th  street, 
and  2437  Washington  avenue,  The 
Bronx. 

cal.  no.  667-29-BZ — Application,  November  14,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  James  J.  Gilhully 
and  Nellie  Gilhully,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3151-3161  Webster  avenue, 
west  side,  375  ft.  north  of  East  204tb 
street,  The  Bronx. 

cal.  no.  720-29-BZ — Application,  December  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  H.  Friend,  applicant,  on 
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behalf  of  Tilrose  Pelham  Parkway  De¬ 
velopment,  Inc.,  owner,  to  permit  in  a 
residence  district  the  erection  of  a  busi- 

I  .  ness  building  (stores)  ;  premises  south¬ 

east  corner  of  Bolton  street  and  Pelham 
Parkway  South,  The  Bronx. 

:l.  no.  670-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Solomon  Weinstein,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  257-287  Senator 
street,  north  side,  470  ft.  9  in.  east  of 
Ridge  boulevard,  Brooklyn. 

1 1..  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

iL.  no.  58-30-BZ — Application,  January  27,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Ida  Gross,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  71-34  to  71-38  73rd  place, 
northwest  corner  of  Cooper  avenue, 
Glendale,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


APRIL  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

1 45-30-S— 7-13  Morton  street,  Brooklyn. 

46-30-S — 15-25  Morton  street,  Brooklyn. 

73-30-S — 113-119  Fourth  avenue  and  101-107  East  12th 
street,  northeast  corner,  Manhattan. 
i00-3O-S — 208-210  West  27th  street,  Manhattan. 

102-30-S — 32  West  32nd  street,  Manhattan. 

119-30-S — 149  Spring  street,  Manhattan. 

121-30-S — 915-919  Broadway,  southeast  corner  of  East  21st 
street,  Manhattan. 

129-30-S — 130  West  28th  street,  Manhattan. 


APRIL  22,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

*636-29- A — 39-41  Cortlandt  street,  Manhattan. 

690-29-S — 232-236  East  40th  street,  Manhattan. 

Building  7,onc  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Tuesday  afternoon,  April  22, 
930.  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
he  following  matters : 

al.  no.  743-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 


the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  59-10  to 
59-22  Fresh  Pond  street  (road),  north¬ 
west  corner  of  59th  road  (Hebbard  ave¬ 
nue),  Maspeth,  Borough  of  Queens. 

cal.  no.  574-29-BZ — Application,  September  23,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Max  Tishman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 

cal.  no.  618-29-BZ— Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

cal.  no.  546-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use ;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

cal.  no.  384-29-BZ — Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T,  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use;  premises 
37-26  149th  place  (Wilson  avenue), 
76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 

cal.  no.  894-28-BZ — Application,  November  26,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

cal.  no.  662-29-BZ — Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  18,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell  and 
Holland  and  Assistant  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  March  11,  1930.  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
March  11,  1930,  were  approved  as  printed  in  Bulletin  No.  11. 
Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
738-29-A, 

APPELLANT — Moore  &  Landsiedel,  for  Marsa  Holding 
Corp.,  owner.  . 

SUBJECT _ Appeal  from  a  decision  of  the  superintendent  ol 

buildings. 

PREMISES  AFFECTED— 35  East  125th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1930,  at  10 
a.  m.,  on  written  request  of  appellant. 


649-29-A.  1  ■  *  55 

APPELLANT— William  F.  Doyle,  for  International  Tele¬ 
phone  Building  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 

buildings.  _  . 

PREMISES  AFFECTED— 32-36  Beaver  street,  28-36  South 
William  street  and  65-81  Broad  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1930,  at 
10  a.  m.,  for  full  vote  of  board. 


189-30- A. 

APPELLANT— George  Keister,  for  Earl  Carroll  Realty 
Corp.,  lessee. 

SUBJECT— Request  for  preferential  hearing— re  Appeal 
from  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 161  West  49th  street,  753-759 
Seventh  avenue  and  154-166  West  50th  street,  Man¬ 


hattan. 

APPEARANCES— 

For  Appellant:  Earl  Carroll. 

ACTION  OF  BOARD— Request  for  preferential  hearing 
granted  and  set  for  April  8,  1930,  at  10  a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING—  „  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Martin  . . .  4 

Negative  . .  •  . .  ® 

Absent:  Commissioner  Guilfoyle .  1 


721 -29- A. 

APPELLANT — Block  Hall,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 21-23  South  William  street  and 
45-47  Stone  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Reese  Alsop. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell  and  Holland  and  Assistant  Chief 

Martin  . - .  4 

Absent:  Commissioner  Guilfoyle .  1 


THE  RESOLUTION— 

(721-29-A) 

Whereas,  Block  Hall,  Inc.,  lessee,  filed,  December  <1, 
1929,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  21-23  South  William  street  and  45-47  Stone 
street,  Borough  of  Manhattan ;  and  >  _ 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  20,  1928  (Order  No.  46766-LC),  reads:  I 

“1.  Remove  the  refrigerating  system  or  systems  from 
the  stairways  or  halls  of  the  building  as  per  Section 
219(f)  of  Chapter  10,  Code  of  Ordinances.  . 

“3.  Make  application  for  a  permit  to  maintain  or, 
operate  refrigerating  systems  on  premises  as  per  sectioi 
216A,  of  Chapter  10,  Code  of  Ordinances.”;  ■  J 

and  . 

Whereas,  the  building  is  fireproof,  seven  stones  in  height 
51  ft  1J4  in.  by  83  ft.  4  in.  and  83  ft.  10  in.,  irregular,  it 
area;  OCCUPIED:  cellar,  storeroom;  1st  story,  lobby  am 
offices ;  2nd  story,  lounge  and  office ;  3rd  story,  dining  room 
4th  story,  dining  room  and  kitchen ;  5th  story,  private  dininc 
rooms,  pastry  and  butcher  shop ;  6th  story,  squash  tenni 
courts,  etc. ;  7th  storv,  dressing  rooms  and  baths ;  8th  story 
roof  handball  court;  means  of  EGRESS  consisting  of  ai 
interior  stairway,  extending  from  the  first  story  to  the  roof 
and  an  interior  stairway,  extending  from  the  first  story  t< 
the  sixth  story,  and  an  interior  stairway,  extending  from  th< 
first  story  to  the  seventh  story ;  there  is  located  on  th 
southwest  stairway  and  on  the  Stone  street  front  on  th 
second,  third,  fifth  and  sixth  stories  metal  water  coolers  am 
refrigerators  known  as  Kelvinators ;  and  _  J 

Whereas,  appellant  contends  that  the  location  of  thes] 
Kelvinators  do  not  interfere  with  the  passage  of  people  u 
and  down  the  stairs  and  that  the  liquid  in  the  device  i 
sulphur  dioxide;  that  the  building  is  run  primarily  as 
restaurant,  and  that  the  stairway  halls  in  which  the  Ke 
vinators  are  placed  have  windows  to  the  outer  air  and  the, 
they  are  supplied  with  ventilation ;  that  each  Kelvinator  i 
an  entirely  separate  unit  from  any  other. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
denied. 


5-30- A.  . ,  T  „  - 

APPELLANT— John  J.  Gilmartm,  for  Reid  Ice  Cream  C< 

owner.  .  . 

SUBJECT — Appeal  from  an  order  of  the  fire  commissione 
PREMISES  AFFECTED— 527  Waverly  avenue,  Brookly 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartm. 

For  Administration:  Inspector  Meyer  of  fire  d 
partment.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Martin  . 

Negative  . .  •  . . 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(5-30- A)  1 

Whereas,  John  H.  Gilmartin,  for  Reid  Ice  Cream  k 
owner,  filed,  January  2,  1930,  an  appeal  from  an  order  of  t 
fire  commissioner,  affecting  premises  527  Waverly  avem 
Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  A 
vember  14,  1929  (Order  No.  27462-LC),  reads. 

“An  inspection  of  your  refrigerating  plant  located 
527  Waverly  Avenue,  Borough  of  Brooklyn,  shows  th 
the  following  changes  are  necessary  to  have  the  ph 
conform  with  the  Fire  Department  regulations. 

“3.  Discontinue  and  remove  the  direct  method 
refrigeration  from  that  part  of  the  building  prohibi 
by  Sect.  219(b)  of  Chap.  10.”; 

and 
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Whereas,  the  building  is  non-fireproof,  three  stories  in 
,‘ight,  75  ft.  by  87  ft.  in  area;  OCCUPIED:  basement, 
iginc  room  and  refrigerating  plant,  5  persons;  1st  story, 
ilk  bottling.  15  persons;  2nd  story,  milk  storage,  15  per¬ 
ms;  3rd  story,  milk  storage,  15  persons;  and 
Whereas,  there  is  a  direct  method  of  refrigeration  in- 
alled  in  the  premises;  the  refrigerant  is  ammonia;  there 
one  seventy-ton  machine  with  200  horsepower  motor  in 
isement ;  there  is  also  connected  to  this  system  a  line  of 
•frigerating  piping  from  premises  524  Waverly  avenue; 
ie  1-inch  and  also  one  2-inch  riser,  having  a  pressure  of 
to  pounds,  extend  from  the  basement  to  the  second  story  of 
e  building ;  the  risers  are  located  at  the  front  wall  of  the 
lilding ;  and 

Whereas,  appellant  contends  that  the  premises  are  at  all 
rues  under  the  supervision  of  licensed  engineers  and  other 
•rsons  holding  certificates  of  fitness;  that  the  plant  has  been 
•  operation  for  ten  years ;  that  all  piping  is  securely 
aced ;  that  a  remote  control  is  provided,  and  that  the  mix- 
g  room  is  adequately  ventilated ;  and 
Whereas,  plant  has  been  in  operation  under  approved  per¬ 
mit  since  1918,  and  the  present  order  is  predicated  on  amend- 
ent  of  the  code  of  ordinances. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
ranted  on  condition  that  the  refrigerating  plant  shall  not  be 
icreased;  that  the  line  shall  be  equipped  with  such  relief 
lives  as  shall  be  directed  by  the  fire  department;  that  a 
.-mote  control  outside  of  the  refrigerating  machine  room 
nail  be  installed  and  maintained ;  that  the  plant  shall  be 
nder  the  constant  supervision  of  certified  licensed  engineers, 
nd  granted  only  so  long  as  conditions  as  to  occupancy  and 
laintenance  remain  unchanged. 


stalled  in  the  premises;  the  refrigerating  plant  being  located 
in  the  basement  story;  the  refrigerant  is  ammonia;  the 
capacity  of  the  condensors  is  560  tons  and  condensors  are 
electrically  operated ;  two  4-inch  riser  lines  for  gas  and  one 
2-inch  line  for  liquid  are  carried  up  through  all  stories  of 
the  building  in  a  shaft  enclosed  in  3-inch  terra  cotta;  shaft 
is  located  near  the  center  of  the  south  wall  of  the  six-story 
building ;  and 

Whereas,  appellant  contends  that  the  premises  are  at  all 
times  under  the  supervision  of  licensed  engineers  and  other 
persons  holding  certificates  of  fitness ;  that  the  system  has 
been  in  operation  since  1925  under  duly  authorized  permits; 
that  the  risers  are  adequately  protected;  that  a  remote  con¬ 
trol  is  being  installed,  and  that  there  is  ample  window 
ventilation  throughout  the  premises ;  and 

Whereas,  the  premises  and  the  refrigerating  plant  have 
been  in  operation  under  approved  permits,  and  the  order 
now  is  predicated  on  the  amendment  of  the  code  of  or¬ 
dinances  ;  and 

Whereas,  the  premises  throughout  is  maintained  for  the 
manufacture  and  storage  of  ice  cream. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  remote  control  shall  be  provided 
outside  of  the  refrigerating  machinery  room;  that  the  shaft 
in  which  the  refrigerating  risers  are  maintained  shall  be 
carried  to  and  vented  above  the  roof ;  that  the  plant  shall 
be  under  the  continuous  supervision  of  certified  licensed  engi¬ 
neers,  and  that  the  plant  otherwise  in  all  other  respects  shall 
comply  with  and  be  maintained  in  accordance  with  the 
code  of  ordinances. 


BUILDING  ZONE  CASES. 


-30-A. 

iPPELLANT — John  J.  Gilmartin,  for  Reid  Ice  Cream  Co., 
owner. 

UBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
’REMISES  AFFECTED— 524  Waverly  avenue,  Brook¬ 
lyn. 

.PPEARANCES — 

For  Appellant:  John  J.  Gilmartin. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

vCTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Martin  .  4 

Negative  . 0 

Absent:  Commissioner  Guilfoyle .  1 

'HE  RESOLUTION— 

(4-30-A) 

Whereas,  John  J.  Gilmartin,  for  Reid  Ice  Cream  Co., 
wner,  filed,  January  2,  1930,  an  appeal  from  an  order  of 
he  fire  commissioner,  affecting  premises  524  Waverly  ave- 
ue,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
ember  14,  1929  (Order  No.  27464-LC),  reads: 

“An  inspection  of  your  refrigerating  plant  located  at 
524  Waverly  Ave.,  Borough  of  Brooklyn,  shows  that 
the  following  changes  are  necessary  to  have  the  plant 
conform  with  the  Fire  Department  regulations : 

“8.  Discontinue  and  remove  the  direct  method  of  re¬ 
frigeration  from  that  part  of  the  building  prohibited  by 
Sect.  219  (b)  of  Ch.  10.”; 
ind 

Whereas,  the  premises  consist  of  two  interconnected 
juildings:  a  six-story  fireproof  building,  125  ft.  by  70  ft.  in 
irea  on  first  and  second  stories  and  125  ft.  by  60  ft.  in 
irea  above  and,  also,  a  three-story  non-fireproof  building, 
102  ft.  by  85  ft.  in  area;  OCCUPIED  throughout  for  the 
nanufacture  and  storage  of  ice  cream;  110  persons  in  entire 
premises ;  and 

Whereas,  there  is  a  direct  method  of  refrigeration  in¬ 


743-29-BZ. 

APPLICANT — Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 59-10  to  59-22  Fresh  Pond 
street  (road),  northwest  corner  of  59th  road  (Heb- 
bard  avenue),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  David  L.  Wiseman. 

For  Opposition:  Charles  Firestone. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


742-29-BZ. 

APPLICANT — Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

SURJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 40-01  to  40-09  Greenpoint  ave¬ 
nue,  southwest  corner  of  Anable  avenue,  I,ong 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  David  L.  Wiseman. 

For  Opposition:  Leonard  Savino. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1930,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


97-29-BZ. 

APPLICANT — Julius  Eckmann,  for  Saul  Stoll,  owner. 

SUBJECT— Application  for  reopening— modification— re 

Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7e  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and,  also,  the  in¬ 
stallation  of  a  motor  vehicle  repair  shop. 


MINUTES 


PREMISES  AFFECTED— 263-265  Monroe  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Julius  Eckmann. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Commissioners 

Connell  and  Holland  and  Assistant  Chief 

Martin  .  4 

Absent:  Commissioner  Guilfoyle .  1 


172-30-BZ. 

APPLICANT— Cornelius  Fellows  Realty  Corp.,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  sections  7a  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  alteration 
and  change  of  occupancy  from  a  skating  rink  to  a 
riding  academy  and  stable  for  more  than  five  horses. 

PREMISES  AFFECTED— 57-67  West  66th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Herman  A.  Benjamin. 

For  Opposition :  None. 

ACTION  OF  BOARD— Request  for  preferential  hearing 
granted  and  set  for  Calendar  Call  April  8,  1930,  at 
2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 

ING— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Martin  .  4 

Negative  . 0 

Absent:  Commissioner  Guilfoyle .  1 


712-29-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Port  Richmond 
Poultry  Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  poultry  slaughter  house. 

PREMISES  AFFECTED— 2020-2022  Richmond  terrace  and 
2-8  Park  avenue,  southwest  corner,  Port  Richmond, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  L.  R.  Teig. 

For  Opposition:  Thomas  F.  Curley  and  Robert  A. 
Wood. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Martin  .  4 

Negative  . ® 

Absent:  Commissioner  Guilfoyle .  1 


708-29-BZ. 

APPLICANT — William  O.  Staber,  for  Rose  B.  Capone  and 
Thomas  C.  Capone,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2344-2348  Steinway  street,  north 
side,  404  ft.  west  of  23rd  avenue,  and  2339-2343 
38th  street,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES—  .  ,  .  „ 

For  Applicant:  J.  E.  Dunnmgham  and  Ihomas  C. 

Capone. 

For  Opposition:  Edward  Weinfeld. 


ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent:  Commissioner  Guilfoyle .  1 


718-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Gusfried  Properties, 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  (stores). 

PREMISES  AFFECTED— 2018  Grand  Concourse,  south¬ 
east  corner  of  Bush  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  M.  Auslander  and  William  T. 
Matthews. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  .  4 

Negative  . . .  0 

Absent:  Commissioner  Guilfoyle .  1 


1250-27-BZ. 

APPLICANT — William  F.  Doyle,  for  Louis  I.  Sieven, 
owner.  I  L 

SUBJECT — Application  for  reopening — amendment  by  in¬ 
clusion  of  decision  of  the  superintendent  of  build¬ 
ings— re  Application  (decision  of  the  fire  com¬ 
missioner),  under  section  21  of  the  building  zone, 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— South  side  of  Fort  Hamilton 

parkway,  225  ft.  west  of  Chester  avenue,  Brook¬ 

lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  amended 
to  include  decision  of  superintendent  of  buildings 
THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Martin  .  4 

Negative  . 0 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(1250-27-BZ) 

Whereas,  Louis  I.  Sieven,  owner,  filed,  November  29, 
1927,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  south  side  of  Fort 
Hamilton  parkway,  225  ft.  west  of  Chester  avenue,  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  1,  1928,  after  due  notice  by  publication  in  th< 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fort  Hamilton  parkway,  south 
side,  east  of  a  point  100  ft.  east  of  36th  street,  is  in  8l 
business  district ;  Fort  Hamilton  parkway,  north  side,  is  ir 
a  residence  district ;  36th  street  is  in  an  unrestricted  district 
Minna  street,  east  of  a  point  100  ft.  east  of  36th  street,  u 
in  a  residence  district;  Chester  avenue,  from  Fort  Hamilton 
parkway  to  a  point  100  ft.  south,  is  in  a  business  district 
and  that  Chester  avenue,  south  of  a  point  100  ft.  south  of 
Fort  Hamilton  parkway,  is  in  a  residence  district;  and 
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Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  19,  1927  (re  Plan  No.  3884-27),  reads: 

“1.  A  gasoline  service  station  may  not  be  permitted 
in  a  business  district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  150  ft.  on  Fort  Hamilton  parkway  and  a 
depth  of  102  ft.  2%  in.,  upon  which  it  is  proposed  to  erect 
a  one-story  office  and  accessory  store  and  to  install  six 
gasoline  storage  tanks  and  the  necessary  pumps  for  a  gaso- 
' line  service  station ;  and 

Whereas,  it  developed  at  the  public  hearing  that  the  ap¬ 
plicant  purchased  property  within  the  past  year ;  and 

Whereas,  the  board  deemed  that  applicant  failed  to  sub¬ 
stantiate  his  basis  of  appeal  under  section  21  on  the  grounds 
[of  unnecessary  hardship  and  practical  difficulties ;  and 
Whereas,  the  board  denied  this  application  May  1,  1928, 
and  was  reversed  in  Special  Term  which  granted  the  ap¬ 
peal,  and  this  decision  was  sustained  by  unanimous  opinion 
lot"  the  Appellate  Division ;  and 

Whereas,  applicant,  through  his  representative,  William 
F.  Doyle,  requested  a  reopening  of  this  case  and  the  addi¬ 
tion  of  the  decision  of  the  superintendent  of  buildings  to 
that  of  the  fire  commissioner,  which  request  was  granted 
by  vote  of  the  board ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  8,  1930,  in  acting  on  Application  235-1930, 

reads : 

‘‘Proposed  gasoline  service  station  to  be  located  partly 
in  a  business  and  partly  in  a  residence  district  is  con¬ 
trary  to  Art.  2,  Sec.  3,  Sec.  4a  of  Building  Zone  Resolu¬ 
tion.  Denied.” 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  as  rendered  above  be  incorporated  in  this  resolution,  and 
the  action  of  the  board  of  May  1,  1928,  be  reaffirmed  as  of 
that  date  subject  to  the  action  of  the  Supreme  Court  of 
February  5,  1929. 

>717-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Metz  Auto  Sales  and 
Laundry  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
.  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 84-94  129th  street  and  127-15 
Metropolitan  avenue,  northwest  corner,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Benjamin  Katz. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(717-29-BZ) 


Whereas,  William  F.  Doyle,  for  Metz  Auto  Sales  and 
Laundry  Co.,  Inc.,  owner,  filed,  December  9,  1929,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles  and  a 
gasoline  service  station ;  premises  84-94  129th  street  and 
127-15  Metropolitan  avenue,  northwest  corner,  Richmond 
Hill,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
■  zone  resolution  show  that  Metropolitan  avenue,  north  side, 


is  in  a  business  district ;  Metropolitan  avenue,  south  side,  is 
in  an  unrestricted  district,  and  129th  street  is  in  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  27,  1929,  reads: 

‘‘2.  The  erection  of  a  public  garage  for  more  tlian 
five  cars  and  gasoline  service  station  in  a  business  dis¬ 
trict  is  contrary  to  the  Zone  Law  (article  2,  section  4 
and  15).”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  112.7 
ft.  and  a  depth  of  189.48  ft.  and  240.55  ft.,  irregular;  to  be 
occupied  as  a  gasoline  service  station  and  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deems  that  applicant  has  substantiated 
his  application  under  section  7e  of  the  building  zone  resolu¬ 
tion  in  that  there  is  a  garage  existing  on  the  same  street 
front  erected  prior  to  the  enactment  of  the  zoning  law; 
and 

Whereas,  the  board  is  empowered  under  the  provisions 
of  section  7,  subdivision  b,  of  the  building  zone  resolution, 
to  grant  a  variation  under  such  circumstances  as  exist  in 
this  case  and  that  the  avenue  frontage  lies  diagonally  to  the 
side  streets,  thus  forming  an  irregular  shaped  lot  and  in¬ 
volving  practical  difficulty  and  unnecessary  hardship  upon 
the  applicant. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  erected  upon  the  site  shall  not  be  in  excess  of 
one  story  in  height  above  grade  and  shall  not  exceed  a  depth 
of  more  than  125  ft.  northerly  from  the  westerly  property 
line,  and  that  the  northerly  line  of  the  building  shall  be 
carried  parallel  to  the  extreme  northerly  property  line  per¬ 
pendicular  to  the  129th  street  building  line ;  that  the  northerly 
and  westerly  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length ;  that  the  street  wall  shall  be  fin¬ 
ished  with  face  brick  of  light  color  with  dark  color  face 
brick  trim  or  architectural  terra  cotta  or  natural  stone  trim ; 
that  the  use  shall  be  restricted  to  a  garage,  specifically  pro¬ 
hibiting  an  open  gasoline  arcade ;  that  there  shall  be  not  less 
than  two  vehicular  openings  on  either  street  front  and  that 
the  curb  cuts  shall  be  located  directly  in  front  of  same;  that 
all  permits  required  shall  be  obtained  within  nine  months 
and  all  work  involved  thereby  completed  within  eighteen 
months  from  the  date  of  this  action. 


454-29-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Giovanni  Fishera, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — -1276-1284  60th  street  and  6002- 
6012  13th  avenue,  southwest  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer  and  Ferdinand 
Savignano. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(454-29-BZ) 


Whereas,  Ferdinand  Savignano,  for  Giovanni  Fishera, 
owner,  filed,  July  3,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
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127(>-128-1  HOth  street  and  6002-8012  12th  avenue,  southwest 
corner,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  60th  street  is  in  a  business  dis¬ 
trict;  13th  avenue  is  in  a  business  and  unrestricted  district, 
and  61st  street  is  in  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  20,  1929  (App.  No.  7732-1929),  reads: 

"Proposed  extension  of  existing  gas  station  and  in¬ 
stallation  of  gas  tanks  and  greasing  pits  in  a  business 
use  district  is  contrary  to  Art.  II,  Sec.  4-a  of  the 
Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  80  ft. 
by  100  ft.  in  area,  on  which  there  is  a  frame  dwelling,  an 
auto  repair  shop,  one  550-gallon  underground  tank  and  one 
pump;  it  is  proposed  to  erect  an  office,  15  ft.  by  15  ft.,  on 
the  adjoining  corner  lot,  bury  seven  550-gallon  tanks,  erect 
nine  pumps  and  four  grease  pits  for  the  purpose  of  con¬ 
ducting  a  gasoline  service  station  within  a  business  use 
district ;  and 

Whereas,  the  property,  which  is  located  on  a  corner,  is 
contiguous  to  the  unrestricted  area,  and  the  three  other 
corners  at  the  same  intersection  are  occupied  by  non-con¬ 
forming  uses ;  and 

Whereas,  the  application  is  supported  by  the  duly  ac¬ 
knowledged  consents  of  the  owners  of  more  than  92  per 
cent  of  the  frontage  immediately  affected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
no  gasoline  pumps  shall  ibe  located  within  10  ft.  of  the 
building  line  on  either  street  front;  that  any  grease  service 
operation  shall  be  maintained  within  an  enclosed  structure ; 
that  the  exterior  of  any  new  structure  erected  on  these 
premises  shall  be  finished  with  face  brick  of  light  color 
with  dark-colored  brick  trim  or  light-colored  cement  stucco; 
that  there  shall  be  installed  on  the  building  line  concrete 
curbing  not  less  than  12  in.  in  height  with  not  more  than 
two  vehicular  openings  on  13th  avenue  and  not  more  than 
two  on  60th  street  front;  that  said  vehicular  openings  shall 
not  exceed  a  width  of  10  ft.  in  the  clear,  and  that  all 
permits  required  shall  be  obtained  within  six  months  and 
any  work  involved  shall  be  completed  within  one  year  from 
the  date  of  this  action. 


653-29-BZ. 

APPLICANT — David  L.  Blick,  for  Jack  J.  Falk,  owner. 
SUBJF.CT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 6401-6411  Fort  Hamilton  ave¬ 
nue  and  956-972  64th  street,  southeast  corner,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  David  L.  Blick. 

For  Opposition :  George  K.  Jack. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  . 4 

Negative  . 0 

Absent :  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(653-29-BZ) 


Whereas,  David  L.  Blick,  for  Jack  J.  Falk,  owner,  filed, 
November  7,  1929,  an  application,  under  the  building  zone 


resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  6401-6411  Fort  Hamilton  avenue 
and  956-972  64th  street,  southeast  corner,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fort  Hamilton  avenue  is  in  a 
business  district;  Ninth  avenue  is  in  an  unrestricted  dis¬ 
trict,  and  Tenth  avenue,  64th  street,  from  a  point  100  ft.  east 
of  Ninth  avenue  to  a  point  100  ft.  east  of  Tenth  avenue, 
65th  street,  from  a  point  100  ft.  east  of  Ninth  avenue  to  a 
point  100  ft.  east  of  Tenth  avenue,  are  all  in  a  business  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  10,  1929  (App.  No.  15529-29),  reads: 

“Proposed  public  garage  to  be  located  in  business  use 
district  is  contrary  to  Art.  II,  Sec.  4-a  of  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  101.64 
ft.  on  Fort  Hamilton  avenue  and  153.39  ft.  on  64th  street; 
to  be  occupied  as  a  garage  for  the  storage  of  more  than 
five  motor  vehicles ;  and 

Whereas,  the  board  deems  that  the  property  is  sub-  i 
stantially  surrounded  by  non-conforming  uses  and  that  the 
applicant  is  entitled  to  relief  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout  and 
shall  not  exceed  one  story  in  height  above  grade ;  that  the 
southerly  and  easterly  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length  ;  that  the  exterior  of  the 
walls  on  the  street  front  shall  be  finished  with  light-colored 
face  brick  and  dark-colored  face  brick  trim  at  openings  or 
architectural  terra  cotta  with  natural  stone  trim ;  that  there 
shall  be  not  more  than  two  vehicular  openings  on  either 
street  front,  no  opening  to  exceed  a  width  of  10  ft.  in  the 
clear  with  curb  cuts  located  directly  in  front  of  the  open¬ 
ings;  that  the  parapet  wall  of  the  street  fronts  shall  be  not 
less  than  6  ft.  above  the  roof  level  and  shall  be  of  pedi¬ 
ment  design ;  that  there  shall  be  no  advertising,  other  than 
one  projecting  electric  sign  on  the  Fort  Hamilton  avenue 
frontage,  restricted  and  confined  to  the  name  and  title  of  the 
business  conducted  on  the  premises,  but  there  shall  be  no 
other  advertising  exposed  or  displayed;  there  shall  be  no 
portable  gasoline  tanks  maintained  or  operated  on  the  prem¬ 
ises  outside  the  building  line ;  that  all  permits  required 
shall  be  obtained  within  nine  months  and  all  work  involved 
thereby  completed  within  eighteen  months  from  the  date 
of  this  action. 


653-28-BZ. 

APPLICANT — J.  J.  Gloster,  for  Ethel  Samuels,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  complete  work— re  Application  (decisions  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  nine  (9) 
metal  garages  for  the  storage  of  nine  (9)  motor 
vehicles,  also  the  installation  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — Southeast  corner  of  Hylan 
boulevard  and  Evans  street,  Grant  City,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Thomas  Nimley. 

For  Opposition :  None. 


286 


I 


MINUTES 


ACTION  OF  BOARD — Application  reopened  and  exten¬ 
sion  of  time  granted  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent:  Commissioner  Guilfoyle .  1 


THE  RESOLUTION— 

(653-28-BZ) 

Whereas,  Bertram  G.  Eadie,  substituted  for  J.  J.  Gloster, 
or  Ethel  Samuels,  owner,  filed,  August  3,  l!)28,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  nine 
netal  garages  for  the  storage  of  nine  motor  vehicles  and, 
dso.  the  installation  of  a  gasoline  service  station  ;  premises 
outheast  corner  of  Hylan  boulevard  and  Evans  street,  Grant 
City,  Borough  of  Richmond ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
)\  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ng,  April  23,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
i  Whereas,  the  use  district  maps  accompanying  the  building 
tones  resolution  show  that  Hylan  boulevard,  Evans  street 
tnd  Seaver  avenue  are  in  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
-endered  July  31,  1928  (re  N.  B.  App.  No.  1505-28), 
eads :  * 

“Your  application  N.  B.  1505-1928,  premises  South¬ 
east  corner  of  Hylan  boulevard  and  Evans  street. 
Grant  City,  for  the  erection  of  a  gasoline  selling  sta¬ 
tion  is  hereby  disapproved,  being  contrary  to  the  Zoning 
i  Resolution.” ; 

,ind 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  21,  1928,  reads : 

“Supplementing  our  letter  of  July  31.  1928.  and  in 
accordance  with  your  request  of  November  13,  1928, 
i  the  aforesaid  plan  for  the  erection  of  nine  individual 

t  garages  is  hereby  disapproved,  being  contrary  to  the 

Zoning  Resolution.” ; 
tnd 

t  Whereas,  it  is  proposed  to  erect  a  non-fireproof  office, 
nine  one-car  metal  garages,  four  grease  pits,  bury  nine  550- 
tallon  gas  tanks,  two  oil  tanks  and  erect  eleven  pumps  for 
he  purpose  of  conducting  a  garage  for  nine  cars  and  a 
gasoline  service  station  within  a  business  district ;  and 
Whereas,  applicant  has  filed  94  per  cent  consents  of  an 
irea  fixed  by  the  board  and  deemed  affected,  and  the  board 
deems  that  a  denial  of  this  application  would  constitute 
unnecessary  hardship  and  practical  difficulty  within  the 
purview  of  section  21  of  the  building  zone  resolution ;  and 
Whereas,  this  application  wras  granted  by  the  board  at  its 
meeting,  April  23,  1929,  on  certain  conditions,  and  applicant 
requests  a  modification  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  permitting  the 
rection  of  nine  individual  one-car  garage  storing  units  and 
a  gasoline  service  station,  all  substantially  in  accordance 
with  the  plans  filed  in  this  case,  on  condition  that  there 
'hall  be  incorporated  along  the  building  line  on  both  street 
tronts  a  concrete  curbing  not  less  than  12  inches  in  height; 
that  no  gasoline  pump  shall  be  erected  or  maintained  within 
10  ft.  of  the  building  line;  that  the  three  single  garage 
units  located  at  the  southerly  rear  end  of  the  plot  shall  be 
erected  on  the  building  line ;  that  the  grease  racks  shall  be 
located  to  the  rear  of  the  garage  units ;  that  there  shall  be 
not  more  than  three  driveways,  no  one  of  which  shall 
exceed  10  ft.  in  width,  with  curb  cuts  located  directly  in 
front  of  same;  that  no  driveway  on  any  street  front  shall 
be  installed  within  10  ft.  of  the  corner  formed  by  the  inter¬ 
section  of  Evans  street  and  Hylan  boulevard ;  that  any 


permits  required  shall  be  obtained  within  six  months  and  all 
work  involved  thereby  completed  within  one  year  from  the 
date  of  this  action — March  18,  1930. 


910-26-BZ. 

APPLICANT — John  N.  Linn,  for  Carl  I.  Dingfelder  and 
Benjamin  Balish,  owners. 

SUBJECT — Application  for  reopening — extension  of  time 
to  obtain  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  apartment  house  with  stores  on  the 
first  story. 

PREMISES  AFFECTED — 2657-2(171  Ocean  avenue,  south¬ 
west  corner  of  Neck  road,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Miss  G.  Gminder. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  T<p  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  . 4 

Negative  .  0 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(910-26-BZ) 


Whereas,  John  Linn,  for  Carl  Dingfelder  and  Benjamin 
Balish,  owners,  filed,  November  8,  1926,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  an  apartment  house 
with  stores  on  the  first  story ;  premises  2657-2671  Ocean 
avenue,  southwest  corner  of  Neck  road,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  25,  1927,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ocean  avenue  is  in  a  residence 
district ;  Kenmore  place  is  in  a  residence  district,  and  Avenue 
V,  100  ft.  east  of  Ocean  avenue,  is  in  a  business  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  19,  1926  (Applic.  19289-1926),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art. 
II,  Sec.  3. 

“The  erection  of  stores  in  a  residential  district.” ; 

and 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  six  stories  in  height,  with  a  frontage  of  127  ft.  on 
Ocean  avenue  and  111  ft.  A]/2  in.  on  Neck  road;  to  be 
occupied  as  an  apartment  house  with  stores  on  the  first 
story ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  of  the  building  zone  resolution  on 
the  ground  of  practical  difficulty  and  unnecessary  hardship, 
in  that  a  like  and  similar  variation  had  been  granted  on 
Neck  road  frontage  on  the  corner  opposite  formed  by  the 
same  intersecting  streets ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  January  25,  1927,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  imposed,  which 
request  was  granted  September  25,  1928,  and  June  18,  1929, 
and  now  requests  a  further  extension  due  to  lack  of  sewer 
facilities. 

Resolved,  that  the  board  of  standards  and  appeals  docs 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  only  so  far  as  it  affects 
the  first  story  fronting  on  Neck  road  of  the  proposed  struc¬ 
ture  of  otherwise  conforming  use.  namely,  a  six-story  tene¬ 
ment  house,  to  be  developed  at  the  same  time  in  conjunc- 


287 


MINUTES 


tion  with  the  store  use ;  that  the  business  use  shall  be  re¬ 
stricted  to  the  conduct  and  operation  of  retail  stores,  specifi¬ 
cally  prohibiting,  though,  the  conduct  of  any  fish  store, 
meat  market  or  delicatessen  store  on  the  premises,  on  con¬ 
dition  that  the  store  use  shall  be  separated  from  the  apart¬ 
ment  house  use  on  the  first  story  by  unpierced  walls  of  ap¬ 
proved  masonry ;  that  the  street  wall  of  Ocean  avenue  shall 
return  on  the  Neck  road  front  not  less  than  sixteen  inches ; 
that  there  shall  be  no  openings  on  the  Ocean  avenue  front 
from  the  corner  store,  other  than  two  windows  at  the  rear 
of  the  stores,  the  sills  of  which  shall  be  not  less  than  6  ft. 
above  the  sidewalk  level ;  that  the  entire  premises  otherwise 
shall  be  maintained  for  conforming  residential  use  and 
occupancy;  that  there  shall  be  no  signs  erected  on  the 
premises ;  that  any  advertising  displayed  shall  be  restricted 
to  fixed  letters  on  the  plate  glass  show  windows  of  the  store 
fronts;  that  there  shall  be  no  produce  or  merchandise  ex¬ 
posed  or  displayed  on  the  exterior  of  the  building ;  that  all 
permits  required  shall  be  obtained  within  nine  months  and 
the  building  completed  within  eighteen  months  from  the 
date  of  this  action — March  18,  1930. 


807-28-BZ. 

APPLICANT — Clarence  L.  Sefert,  for  James  H.  Connell, 
owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7e,  7g 
and  21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 80-84  Madison  avenue,  north¬ 
east  corner  of  Union  street,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  C.  L.  Sefert. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME  TO 
COMPLETE  WORK— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(807-28-BZ) 


Whereas,  Clarence  L.  Sefert,  for  James  H.  Connell, 
owner,  filed,  October  24,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  80-84  Madison 
avenue,  northeast  corner  of  Union  street,  Flushing,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  2,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Union  street  is  in  a  business 
district;  Madison  avenue,  east  of  a  point  100  ft.  east  of 
Union  street,  is  in  a  residence  district,  and  Madison  avenue, 
west  of  a  point  100  ft.  east  of  Union  street,  is  in  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  4,  1928  (re  Plan  No.  N.  B.  8682-28), 
reads : 

“1.  The  erection  of  a  garage  for  more  than  five 
motor  vehicles  in  a  business  district  is  prohibited  by 
the  Zone  Law.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  four  stories  in  height,  with  a  frontage  of  77.83 
ft.  on  Madison  avenue  and  109  ft.  on  Union  street;  to  be 


occupied  as  a  garage  for  the  storage  of  more  than  five 
motor  vehicles ;  and 

Whereas,  in  accordance  with  section  7,  subdivision  e,  of 
the  building  zone  resolution,  applicant  has  filed  with  the 
board  documentary  proof  of  the  existence  of  a  stable  and 
garage  on  these  premises  prior  to  and  continuously  since  the 
adoption  of  the  building  zone  resolution ;  and 

Whereas,  applicant  has  filed  more  than  87  per  cent  con¬ 
sents  of  affected  property  owners  within  an  area  fixed  by 
the  board,  as  stipulated  in  the  rules  of  exception  under 
section  7,  subdivision  g,  of  the  building  zone  resolution,  and 
the  board  deems  that  applicant  is  entitled  to  relief  within 
the  meaning  of  section  21  of  the  building  zone  resolution;  1 
and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  April  2,  1929,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  garage  proposed  in  substitution  of  the  existing  frame 
structure  shall  not  exceed  in  height  four  stories  above  grade 
and  shall  be  constructed  fireproof  throughout ;  that  the  de¬ 
sign  shall  be  substantially  in  accordance  with  the  elevation 
drawings  filed  in  this  application;  that  the  exterior  of  the 
street  walls  shall  be  finished  with  light-colored  face  brick 
or  natural  stone;  that  there  shall  be  no  signs  erected  or 
maintained  on  the  premises  other  than  on  the  plate  glass 
show  windows  on  the  street  front  or  the  glass  globes  of 
the  electric  lamps  on  the  front  of  the  building;  that  there 
shall  be  no  vehicular  entrance  incorporated  within  40  ft.  of 
the  easterly  gable  wall ;  that  no  vehicular  opening  shall 
exceed  a  width  of  9  ft.  6  in. ;  that  there  shall  be  no  portable 
gasoline  tanks  maintained  or  operated  on  the  premises  out¬ 
side  the  building  line;  that  the  architect  shall  make  a 
return  of  the  drawings  to  this  board  for  approval  before 
submitting  same  to  the  superintendent  of  buildings ;  that  all 
permits  required  shall  be  obtained  within  nine  months  and  all 
work  involved  thereby  completed  within  one  year  from  the 
date  of  this  action — March  18,  1930. 


624-28-BZ. 

APPLICANT — Alfred  J.  Boulton,  for  Bowlee  Realty  Corp, 
owner. 

SUBJECT — Application  for  reopening — modification— re 

Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1-3  Cortelyou  road,  northeast 
corner  of  Dahill  road,  Brooklyn. 
APPEARANCES—  W\ 

For  Applicant:  Alfred  J.  Boulton  and  Kenneth  S. 

Rogers. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Martin  .  J 

Negative  .  I 

Absent:  Commissioner  Guilfoyle .  I 

THE  RESOLUTION—  1  , 

(624-28-BZ) 

Whereas,  Alfred  J.  Boulton,  for  Bowlee  Realty  Corp 
owner,  filed,  July  18,  1928,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erectioi 
and  maintenance  of  a  gasoline  service  station ;  premises  1-- 
Cortelyou  road,  northeast  corner  of  Dahill  road,  Borough  o) 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatior 
by  the  board  of  standards  and  appeals,  at  its  regular  meet 
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If,  March  12,  1929,  after  due  notice  by  publication  in  the 
lletin  of  the  Board  of  Standards  and  Appeals ;  and 
'.Vhereas,  the  use  district  maps  accompanying  the  building 
le  resolution  show  that  Cortelyou  road  is  in  a  business 
Itrict;  Dahill  road,  north  of  a  point  100  ft.  north  of 
rtelyou  road,  is  in  a  residence  district ;  Dahill  -road,  south 
a  point  100  ft.  north  of  Cortelyou  road,  is  in  a  business 
trict,  and  Gravesend  avenue  is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
dered  May  8,  1928,  reads : 

“1.  Application  for  gasoline  service  station  in  a 
business  district  is  contrary  to  Art.  II,  Sec.  4,  Para.  No. 
46,  Zoning  resolution,  and  is  hereby  denied.” ; 

1 

Vhereas,  the  premises  consist  of  an  irregularly  shaped 
t  of  ground  having  a  frontage  of  33  ft.  3  in.  on  Cortelyou 
d  and  35  ft.  %y2  in.  on  Dahill  road,  upon  which  it  is 
posed  to  erect  a  one-storv  office,  7  ft.  by  12  ft.  in  area, 

!  to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
vice  station ;  and 

Vhereas,  the  plot  embraced  in  this  application  is  of  tri- 
;ular  shape,  formed  by  the  intersection  of  Dahill  road 
i  Cortelyou  road,  backing  up  to  the  surface  railroad 
pt-of-way,  over  which  the  elevated  railroad  structure 
s  coincident  with  the  railroad  surface  right-of-way;  and 
Vhereas,  the  board  is  of  the  opinion  that  this  application 
les  well  within  the  purview  of  section  21  in  that  the 
perty  is  unproductive  of  a  reasonable  return  with  a 
forming  use;  and 

Vhereas,  this  application  was  granted  by  the  board  at 
meeting,  March  12,  1929,  on  certain  conditions,  and  ap- 
ant  requested  a  modification  of  these  conditions  as  to  the 
allation  of  grease  racks. 

Resolved,  that  the  board  of  standards  and  appeals  does 
eby  make  a  variation  in  the  application  of  the  use  dis- 
t  regulations  of  the  building  zone  resolution,  and  that 
application  be  and  it  hereby  is  granted,  restricting  the 
iation  to  the  triangular  plot,  35  ft.,  more  or  less,  on  Dahill 
d  and  33  ft.,  more  or  less,  on  Cortelyou  road  and  48  ft. 
n.  on  the  hypothenuse,  on  condition  that  there  shall  be 
:ted  on  this  plot  for  the  shelter  and  use  of  the  patrons 
operators  one  building,  not  exceeding  one  story  in 
ght,  with  a  ground  area  7  ft.  by  12  ft,  finished  on  the 
erior  with  a  light-colored  face  brick  with  architectural 
a  cotta  and  stone  trimmings ;  that  not  more  than  three 
nps  shall  be  installed,  set  on  a  concrete  base,  along  the 
nt  of  this  structure ;  that  there  shall  be  erected  on  the 
Iding  line  on  both  street  fronts  a  concrete  curbing  not 
■  than  12  in.  above  grade,  with  not  more  than  one  drive- 
v  to  and  from  the  property  on  each  street  front,  re- 
cted  and  confined  to  a  width  of  not  more  than  10  ft., 
the  curb  cuts  not  to  exceed  a  width  of  10  ft. ;  that  any 
ertising  display  shall  be  restricted  to  the  glass  globes  of 
gasoline  pumps  and  flat  wall  signs  on  the  house ;  that 
’  grease  racks  or  crankcase  service  operation  shall  be 
ifined  to  a  structure,  the  exterior  of  which  shall  be  of  the 
ie  material  and  design  as  the  office  building  abutting, 
h  open  archway  openings  on  interior  of  plot,  with  not 
re  than  one  vehicular  entrance  thereto  from  Dahill  road; 
entire  width  of  the  crankcase  service  house  not  to  exceed 
t.  6  in.  from  the  rear  property  line,  and  that  all  permits 
uired  shall  be  obtained  within  six  months  and  any  work 
>lved  shall  be  completed  within  one  year  from  the  date 
this  action. 


-29-BZ. 

PLICANT — William  F.  Doyle,  for  Hyman  Chipkin  and 
Meyer  Chipkin,  owners. 

BJECT — Application  for  reopening — modification — re 

Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  6,  7a,  7b.  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  an  exten¬ 
sion  to  a  motor  vehicle  repair  shop,  also  the  change 
of  occupancy  from  a  stable  for  more  than  five  (5) 


horses  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 796-804  Park  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

AC  1  ION  OF  BOARD — Application  reopened  and  modi¬ 
fied. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  .  4 

Negative  . q 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(159-28-BZ) 


W  hereas,  William  F.  Doyle,  for  Hyman  Chipkin  and 
Meyer  Chipkin,  owners,  filed,  February  24,  1928,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  an  ex¬ 
tension  to  a  motor  vehicle  repair  shop,  also  the  change  of 
occupancy  from  a  stable  for  more  than  five  horses  to  a 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  796-804  Park  avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  25,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Park  avenue  is  in  a  business 
district;  Throop  avenue  is  in  a  business  district,  and  Floyd 
street  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  24,  1928  (re  Plan  No.  327-1928),  reads: 

“L  Garage  for  more  than  five  cars  and  repair  shop 
may  not  be  extended  being  situated  in  a  business  dis¬ 
trict.  Sec.  6,  Building  Zone  Resolution.” ; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  29,  1928  (App.  No.  18049-28),  reads: 

“The  following  objections  have  been  filed  by  the 
examiners : 

“Public  garage  for  more  than  five  cars  in  a  business 
district  is  contrary  to  the  Building  Zone  Resolution, 
Art.  II,  4  (15)  and  is  hereby  denied.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  25  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  an  auto  repair 
shop  for  the  purpose  of  conducting  a  garage  business  within 
a  business  district;  and 

Whereas,  the  board  is  authorized,  under  section  7,  sub¬ 
division  e,  of  the  rules  of  exception  of  the  building  zone 
resolution,  and  the  application  is  supported  by  documentary 
proof  that  the  appeal  comes  within  the  purview  of  this  rule 
of  exception ;  and 

Whereas,  this  application  was  originally  'based  on  decision 
of  the  fire  commissioner ;  and 

Whereas,  the  applicant  has  since  filed  the  objection  of 
the  bureau  of  buildings,  which  objection  is  incorporated 
herein ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  November  7,  1928,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  these  conditions  as  to 
signs,  which  request  was  granted  by  vote  of  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  affirm  its  action  of  October  25,  1928,  so  far  as  use 
and  occupany  are  concerned,  and  does  hereby  make  a  varia¬ 
tion  in  the  application  of  the  use  district  regulations  of  the 
building  zone  resolution,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  the  height  of  the  build¬ 
ing  shall  not  exceed  a  mean  average  height  of  26  ft.  above 
grade,  without  rear  yard ;  that  the  rear  and  gable  walls  shall 
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be  unpierced  throughout  their  entire  height  and  length ;  that 
any  ramp  installed  shall  set  back  from  the  building  line  not 
less  than  10  ft.;  that  the  front  elevation  shall  be  finished 
with  light-colored  face  brick,  architectural  terra  cotta  or  nat¬ 
ural  stone  trim ;  that  any  gasoline  storage  equipment  shall  be 
installed  approximately  in  the  center  of  the  building  at  the 
street  front ;  that  there  shall  be  no  portable  gasoline  pumps 
maintained  or  operated  on  the  premises;  that  there  shall 
be  but  one  sign  permitted,  a  projecting  electric  sign,  indi¬ 
cating  the  name  and  title  of  the  business  conducted  on  the 
premises  and  two  glass  globes  on  either  side  of  each  vehicu¬ 
lar  entrance;  there  shall  be  no  other  advertising  signs  or 
display  permitted;  that  any  skylights  installed  shall  be 
glazed  with  plain  glass,  having  wire  guards  above  and 
below;  that  the  building  shall  be  erected  in  strict  accord¬ 
ance  with  the  requirements  of  the  building  code  in  all  re¬ 
spects  ;  that  all  permits  required  shall  be  obtained  within 
six  months  and  all  work  involved  completed  within  one  year 
from  the  date  of  this  action. 


391-29-BZ. 

APPLICANT— Le  Roy  P.  Ward,  for  Park  Avenue-39th 
Street  Corp.,  owner.  _  . 

SUBJECT — Application  for  reopening— extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  jc  and 
21  of  the  building  zone  resolution,  to  permit,  in  a 
residence  use  district,  extending  from  a  retail,  use 
district  and,  also,  within  a  one  and  one-half  times 
height  district,  extending  from  a  two  times  height 
district,  the  erection  and  maintenance  of  a  business 
(office)  building  and,  also,  the  erection  and  main¬ 
tenance  of  the  street  walls  in  excess  of  the  height 
permitted  under  the  zone  resolution. 

PREMISES  AFFECTED— 81-91  Park  avenue  and  101-107 
East  39th  street,  northeast  corner,  Manhattan. 


APPEARANCES—  T,  . 

For  Applicant:  Donald  K.  Morrison. 

For  Opposition :  None.  . 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Martin  .  * 

Negative  . , 

Absent:  Commissioner  Guilfoyle .  1 


THE  RESOLUTION— 

(391-29-BZ) 

Whereas,  Le  Roy  P.  Ward,  for  Park  Avenue-39th  Street 
Corp.,  owner,  filed,  June  6,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  use  district, 
extending  from  a  retail  use  district  and,  also  within  a 
one  and  one-half  times  height  district,  extending  from  a  two 
times  height  district,  the  erection  and  maintenance  of  a 
business  (office)  building  and,  also,  the  erection  and  main¬ 
tenance  of  the  street  walls  in  excess  of  the  height  permitted 
under  the  zone  resolution;  premises  81-91  Park  avenue  and 
101-107  East  39th  street,  northeast  corner,  Borough  ot  Man- 

^Whereas,  a  public  hearing  was  held  on.  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  July  23,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  the  area  on  the  north  side  of  an 
east-and-west  line,  located  100  ft.  south  of  40th  street,  is  in 
a  two  times  height  district;  the  area  south  of  the. above 
area  is  in  a  one  and  one-half  times  height  district,  and  Park 
avenue,  East  39th  street  and  East  40th  street  are  in  residence 

and  retail  use  districts;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

rendered  June  6,  1929  (re  N.  B.  Applic.  No.  451-29), 
“2.  A  business  building  may  not  be  erected  in  a  resi- 


=s 

# 

dence  district.  Zoning  Resolution  Sec.  3.  Application 
is  incorrect  as  to  use  district. 

“6.  Provide  lawful  set  back  for  front  walls.  Zoning 
Resolution  Sec.  8,  9.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  fifty  stories  in  height,  with  a  frontage  of  123  ft. 
5)4  in.  and  a  depth  of  105  ft.  and  155  ft.,  irregular ;  to  be 
occupied  as  a  business  (store  and  office)  building;  it  is  pro¬ 
posed  to  erect  a  store  and^office  building,  located  100  ft.  in 
the  retail  district  and  extending  55  ft.  in  a  residence  dis¬ 
trict,  also  to  erect  the  street  walls  234  ft.  in  height  with¬ 
out  a  setback;  under  the  zone  resolution  the  northerly  end 
of  Park  avenue  front  wall  (23  fit.  o]/4  in.  in  length)  may 
be  erected  200  fit.  in  height;  the  southerly  end  of  Park 
avenue  front  wall  (100  ft.  in  length),  also  the  westerly 
end  of  the  39th  street  wall  (150  ft.  in  length)  may  be 
erected  150  ft.  in  height,  and  the  easterly  end  of.  the  39th 
street  wall  (5  ft.  in  length)  may  be  erected  90  ft.  in  height, 
plus  the  dormer  privilege  in  each  case;  and  . 

Whereas,  the  property  involved  in  this  application  is  a 
corner  plot,  and  as  provided  by  the  height  district  excep¬ 
tions,  article  III,  section  9,  on  a  corner  plot,  the  board  is 
empowered  to  extend  the  height  for  a  distance  of  150  ft., 

Whereas,  there  is  but  an  additional  5  ft.  asked  for  in  the 
application,  the  board  believes  that,  in  accordance  with  sec¬ 
tion  719  of  the  charter  and  section  21  of  the  building  zone 
resolution,  the  health,  safety  and  welfare  of.  adjoining 
property  owners  would  be  best  protected  by  the  inclusion  of 
the  additional  5  ft.  within  the  height  exception;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  23,  1929,  on  certain  conditions,,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit,  imposed,  the 
matter  being  before  the  court  on  a  writ  of  certiorari.  ,  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  height  and 
use  district  regulations  of  the  building  zone  resolution,  and  ; 
that  the  application  be  and  it  hereby  is  granted,  so  far  as  it 
affects  the  extension  of  a  use  within  the  residence  use  area 
of  the  plot  in  accordance  with  the  retail  district  regula¬ 
tions,  and  the  height  of  a  distance  of  155  ft.  easterly  from  ■ 
Park  avenue  in  accordance  with  the  height  regulations  affect¬ 
ing  Park  avenue  frontage,  on  condition  that  the  building 
shall  comply  with  the  requirements  of  the  zoning  law  in 
all  other  respects;  that  all  permits  required  shall  be  ob¬ 
tained  within  nine  months  from  the  date  of  this,  action— 
March  18,  1930— and  the  work  furthered  to  completion  with¬ 
out  suspension  or  unnecessary  delay. 


AREAS  FIXED. 


(693-29-BZ) 

The  chairman  presented  and  read  a  communication  from  . 
Charles  Forrester,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
residence  district  the  alteration  and  extension  in  area  . of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles, 
premises  3129-3131  Bailey  avenue,  west  side,  206.09  ft.  south 
of  West  233rd  street,  Borough  of  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Bailey  avenue  from  233rd  street  to  a 
point  400  ft.  south  of  premises  in  question;  also  the 
east  side  of  Albany  crescent  including  the  frontage  ot 
lots  26,  28,  30,  33  and  34. 


(122-30-BZ)  ^ 

ie  chairman  presented  and  read  a  communication  from 
is  H.  Pink,  requesting  the  board  to  fix  an  area  deemed 
'ted  and  within  which  to  obtain  consents  to  permit  in  a 
ness  district  the  erection  and  maintenance  of  a  &soW 
rice  station;  premises  southwest  corner  of  Shenaa 
3rd)  avenue  and  Jamaica  Bay  boulevard  (Woodhaven 


290 


MINUTES 


The  following  area  was  approved  by  the  board: 

Both  sides  of  163rd  (Sheridan)  avenue  from  92nd 
street  (Michigan  avenue)  to  Shellbank  Basin;  both 
sides  of  Jamaica  Bay  boulevard  (Woodhaven  avenue) 
from  a  point  200  ft.  north  of  163rd  (Sheridan)  avenue 
to  164th  (Morrell)  avenue;  also  the  east  side  of  92nd 
street  (Michigan  avenue)  from  163rd  (Sheridan)  ave¬ 
nue  to  a  point  150  ft.  south  of  163rd  (Sheridan) 
avenue. 


(729-29-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Regan,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to 
permit  in  a  residence  district  the  conversion  of  occupancy 
from  a  factory  use  to  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  premises  5814-5816  37th  (Polk) 
ivenue,  southwest  corner  of  59th  street,  Woodside,  Borough 
>f  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  37th  (Polk)  avenue  from  a  point  100 
ft.  west  of  58th  street  to  a  point  400  ft.  east  of  premises 


r?St*°n  a*s°  k01'1  s'^es  59th  street  from  a  point 
-00  it.  north  of  37th  (Polk)  avenue  to  a  point  400  ft 
south  of  premises  in  question. 


( 165-30-BZ) 

\xrn'e  Cha™n  Presented  and  read  a  communication  frot« 
William  Richter,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
residence  use  district  and,  also,  within  an  “E”  area  district 
the  erection  and  maintenance  of  a  business  building  less 
than  10  ft.  from  the  street  line;  premises  1602  Avenue  J 
and  1001— 1009  East  16th  street,  southeast  corner,  Borough 
of  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Avenue  J  from  a  point  100  ft.  west  of 
East  16th  street  to  a  point  400  ft.  east  of  premises  in 
question;  also  both  sides  of  East  16th  street  from  a 
point  200  ft.  north  of  Avenue  J  to  a  point  400  ft.  south 
of  premises  in  question. 


Adjourned  5.00  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  18,  1930. 
Present:  Chairman  Walsh,  Commissioners  Connell  and 
Tolland  and  Assistant  Chief  Martin. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
36-29-A. 

APPELLANT— Edward  P.  Doyle,  for  39-41  Cortlandt 
Street  Corp.,  owner. 

UBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
’REMISES  AFFECTED — 39-41  Cortlandt  street,  Man¬ 
hattan. 

.PPEARANCES — 

For  Appellant:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  over  to  April  22,  1930,  at  2 
p.  m.,  on  written  request  of  appellant. 


)0-29-A. 

PPELLANT — Canaday  Cooler  Co.,  for  Rees  &  Rees, 
owners. 

UBJECT — Appeal  f  rom  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED — 232-236  East  40th  street,  Man¬ 
hattan. 

PPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  o\*er  to  April  22,  1930,  at 
2  p.  m.  No  appearances. 


BUILDING  ZONE  CASES. 

1-29-BZ. 

PPLICANT — Frank  Colgan,  for  Emma  K.  Morrow, 
owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b,  7c  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district, 
the  alteration  and  change  of  occupancy  of  the  first 
story  of  an  existing  building  from  dwelling  to  store 
use. 


PREMISES  AFFECTED — 6911  Ridge  boulevard,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Frank  Colgan. 

For  Opposition  :  William  J.  McDermott. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1930,  at 
10  a.  m.,  on  request  of  attorney  in  opposition. 

574-29-BZ. 

APPLICANT  Edward  P.  Doyle,  for  Max  Tishman, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED— 296-300  Watkins  street,  west 

APPEARANCES^  S°U,h  °f  B’ake  aVenUe'  Br°°klyn' 

For  Applicant:  L.  Weringolo. 

For  Opposition:  David  Jacobs  and  Julius  Lew 

ACTION  OF  BOARD — Laid  over  to  April  22,  19230,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


519-29-BZ. 

APPLICANT  William  F,  Doyle,  for  Grazia  Martinelli, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair  shop  and,  also, 
a  gasoline  service  station. 

PREMISES  AFFECTED — South  side  of  135th  avenue, 
172.62  ft.  west  of  Oregon  place,  South  Jamaica,’ 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  John  A.  Sternweiss. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1930,  at 
2  p.  m.,  for  full  vote  of  the  board. 


547-29-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Barnet 


291 


MINUTES 


L.  Davidson,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schacter,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 8915  Myrtle  avenue  and  8248 
Woodhaven  boulevard,  northwest  corner,  Glendale, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  J.  Munro. 

For  Opposition:  George  J.  Vogel  and  H.  W. 

Schober. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1930,  at 
2  p.  m.,  on  request  of  applicant. 


618-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Trojan  Holding 
Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station. 

PREMISES  AFFECTED— 653-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Harry  Seigel. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1930,  at 
2  p.  m.,  on  written  request  of  applicant. 

546-29-BZ. 

APPLICANT — S.  Sufrin,  for  Lina  Rauh,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  business  use. 

PREMISES  AFFECTED— 68  West  68th  street,  south  side, 
106  ft.  east  of  Columbus  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant :  S.  Sufrin. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1930,  at 
2  p.  m.,  for  full  vote  of  board. 


384-29-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  F.  T.  Hallett,  Inc., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business  district,  the 
alteration  and  change  of  occupancy  of  the  first 
story  of  an  existing  dwelling  from  residence  to 
business  use. 

PREMISES  AFFECTED— 37-26  149th  place  (Wilson  ave¬ 
nue),  76.09  ft.  south  of  Northern  boulevard  (Broad¬ 
way),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  William  Rasmun,  Jr. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1930,  at 
2  p.  m.,  on  request  of  opposition. 


408-29-BZ. 

APPLICANT — Joseph  A.  Walsh,  for  Max  Meyerson, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 


PREMISES  AFFECTED — 1969-1979  Cropsey  avenue  and 
8810-8818  20th  avenue,  northwest  corner,  Brooklyn. 
APPEARANCES— 

For  .Applicant :  None. 

For  Opposition:  F.  J.  Greco  and  Murray  M. 
Cowan. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1930,  at 
10  a.  m.  No  appearance  for  applicant. 


894-28-BZ. 

APPLICANT — .McCooey  &  Conroy,  for  Gustaf  Larson, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn). 

PREMISES  AFFECTED — 2702-2712  Foster  avenue,  south¬ 
east  corner  of  Rogers  avenue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1930,  at 
2  p.  m.,  on  written  request  of  applicant. 


662-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Engvelt  Building 

Co.,  Inc.,  owner.  .H* 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station.  .  , 

PREMISES  AFFECTED— 1-5  Crosby  avenue  and  381-387 
Vermont  avenue,  northeast  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Nathan  Fendrick. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1930,  at 
2  p.  m.,  on  written  request  of  applicant. 


428-29-BZ.  , 

APPLICANT — Samuel  L.  Orlinger,  for  Philboy  Construc¬ 
tion  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone  * 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  having  stores 
on  the  first  story  and  dwellings  above. 

PREMISES  AFFECTED— 4014-4024  Ninth  avenue,  north¬ 
west  corner  of  41st  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  L.  Orlinger  and  Abba  Or¬ 
linger. 

For  Opposition :  Frank  S.  Johnson  and  Alderman 
R.  J.  Tonry. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  .Holland  and  Assistant  Chief 

Martin  .  4 

Negative  . ; .  0 

Absent:  Commisioner  Guilfoyle .  1 


489-29-BZ. 

APPLICANT — Bennett  &  Koeppel,  for  Mary  G.  Leggett, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  (stores 
and  offices). 

PREMISES  AFFECTED— 1985-1995  Ocean  avenue  and 
2002  Avenue  O,  southeast  corner,  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Irving  Beflcr. 

For  Opposition:  Neil  J.  Toomey  and  William 
Shorenstein. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent:  Commissioner  Guilfoyle .  1 


557-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Luke  Kilgallon, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b,  7e  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  and  the  installa¬ 
tion  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1016-1024  Beach  19th  street, 
east  side,  136  ft.  north  of  Cornaga  avenue,  Far 
Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  F.  Doyle  and  John  Kil¬ 


gallon. 

For  Opposition:  William  Katz. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioner  Con¬ 
nell  and  Assistant  Chief  Martin .  3 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(557-29-BZ) 


Whereas,  William  F.  Doyle,  for  Luke  Kilgallon,  owner, 
filed,  September  10,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  extension 
of  an  existing  garage  for  more  than  five  motor  vehicles  and 
the  installation  of  a  gasoline  service  station;  premises  1016- 
1024  Beach  19th  street,  east  side,  136  ft.  north  of  Cornaga 
avenue,  Far  Rockaway,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Beach  19th  street,  Cornaga  avenue 
and  Mott  avenue  are  all  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  25,  1929  (Alt.  Plan  No.  3757-29),  reads: 

“1.  It  is  contrary  to  the  zone  law  to  enlarge  a  pro¬ 
hibited  use  in  a  business  district.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  57  ft. 
10  in.  and  a  depth  of  167.52  ft. ;  it  is  proposed  to  remove 
frame  dwelling  and  business  use  now  on  ffont  of  lot  and 
to  extend  that  portion  of  the  garage  now  on  rear  toward 
the  front  of  lot  and  to  provide  a  gasoline  selling  station  on 
the  front ;  and 

Whereas,  the  board  deems  that  the  applicant  is  not  en¬ 
titled  to  relief  reauested  in  this  application. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 

429-29-BZ. 

APPLICANT — Hector  McG.  Curren,  for  Edna  T.  McVeigh, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  an  unrestricted  dis¬ 


trict  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  .  AFFECTED — 4801-4809  Kings  highway, 
northwest  corner  of  Avenue  H,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Hector  McG.  Curren. 

For  Ooposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 


Martin  .  4 

Negative  .  0 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(429-29-BZ) 


Whereas,  Hector  McG.  Curren,  for  Edna  T.  McVeigh, 
owner,  filed,  June  24,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  4801-4809 
Kings  highway,  northwest  corner  of  Avenue  H,  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  18,  1930,  after  due  notice  b,T  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  highway,  south  side,  is  in  a 
residence  district ;  Kings  highway,  north  side,  east  of  East 
48th  street,  is  in  a  business  district ;  Kings  highway,  north 
side,  west  of  East  48th  street,  is  in  a  residence  district ; 
Avenue  H,  south  side,  is  in  a  residence  district ;  Avenue  H, 
north  side,  west  of  Kings  highway,  is  in  a  business  district ; 
Avenue  H,  north  side,  east  of  Kings  highway,  is  in  a  resi¬ 
dence  district ;  East  48th  street,  north  of  a  point  100  ft. 
north  of  Kings  highway,  is  in  an  unrestricted  district,  and 
East  48th  street,  south  of  Kings  highway,  is  in  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  5,  1929  (App.  No.  8852-29),  reads: 

“Proposed  gasoline  station  to  be  located  partly  in  an 
unrestricted  and  partly  in  a  business  use  district  is  con¬ 
trary  to  Art.  II,  Sec.  4-a,  5-a,  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  166.19  ft.  on  East  48th  street,  41.77  ft.  on 
Avenue  H,  88.16  ft.  on  Kings  highway  and  a  distance  of 
100  ft.  along  the  north  lot  line;  it  is  proposed  to  erect  a  one- 
story  office  and  comfort  station,  24  ft.  by  20  ft.  in  area, 
grease  pits  and  to  install  the  necessary  tanks  and  pumps 
for  a  gasoline  service  station;  a  triangular-shaped  portion, 
approximately  3,600  sq.  ft.  in  area,  of  the  northwest  corner 
of  the  plot  is  in  the  unrestricted  district ;  the  remainder 
of  the  plot  is  in  the  business  district — upon  the  premises ;  and 

Whereas,  the  property  is  a  five-sided  irregular  shaped  plot, 
facing  on  three  street  fronts  and  cut  by  the  business  and 
unrestricted  use  district  on  the  48th  street  front,  the  board 
believes  that  it  comes  within  the  purview  of  section  7c  and 
supported  by  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  a  concrete  curb  not  less  than  12  in.  in  height 
installed  along  the  building  line  of  the  three  street  fronts; 
that  there  shall  be  no  gasoline  pump  installed  within  10  ft. 
of  the  building  line  on  any  street  front;  that  there  shall  be 
no  portable  gasoline  pumps  maintained  or  operated  on  the 
premises ;  that  there  shall  be  not  more  than  two  driveways 
from  the  Kings  highway  front,  not  exceeding  a  width  of 
10  ft.  each,  with  a  curb  cut  directly  in  front  of  same;  that 
there  shall  be  no  vehicular  opening  on  the  Avenue  H  front; 
that  any  crankcase  service,  if  conducted  on  the  premises, 
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.•hall  be  housed  in  a  roofed  enclosure  of  approved  masonry ; 
that  the  one-story  building  as  indicated  for  office  and  shelter 
of  the  operators  and  patrons  of  the  premises  shall  be  finished 
on  the  exterior  with  light-colored  cement  stucco  or  finished 
face  brick  with  roof  of  peaked  design  with  tile  of  Spanish 
type  or  variegated  slate ;  that  the  exterior  of  any  other 
structure  erected  on  the  premises  for  incidental  use  shall  be 
finished  oa  the  outside  the  same  as  the  office  building ;  that 
all  advdmsing  shall  be  restricted  to  the  illuminated  glass 


globes  of  the  pumps  or  flat  wall  signs  on  the  frieze  of 
either  structure  erected  on  the  premises;  that  all  permits 
required  shall  be  obtained  within  six  months  and  any  work 
involved  thereby  completed  within  one  year  from  the  date 
of  this  action.  I  J 


Adjourned  6.50  p.  m. 

William  J.  O’Gorman,  Secretary. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals  held  Wednesday,  February  26,  1930,  as  they 
appeared  in  bulletin  No.  9,  Vol.  XV,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION  — 

(688-29-SA) 

Whereas,  W.  H.  Holby,  for  Holby  Burner  Corp  ,  owner, 
filed,  November  29,  1929,  a  petition  with  the  board  of 


*  Correction— Word  “fire”  added  in  line  5. 


standards  and  appeals  for  approval  of  their  device  known 
as  the  Holby  Type  A  Fuel  Oil  Burner ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  February  26,  1930,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does  1 
hereby  approve  the  device  known  as  the  Holby  Type  A  Fuel 
Oil  Burner  for  use  in  domestic,  commercial  and  industrial 
installations,  when  installed  in  accordance  with  the  fuel  oil  , 
rules  of  the  board  of  standards  and  appeals  and  in  con¬ 
formity  with  the  report  of  the  bureau  of  fire  prevention. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday  afternoon,  March  4,  1930,  as  they  ap¬ 
peared  in  Bulletin  No.  10,  Vol.  XV,  is  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION— 

(1063-27-BZ) 

Whereas,  Henry  H.  Ehrlich,  substituted  for  Emil  Guter- 
man,  for  Henry  C.  Karpen,  owner,  filed,  September  30,  1927 ; 
denied  April  10,  1928;  reopened  December  31,  1929,  an  ap¬ 
plication,  under  the  building  zone  resolution,  section  7g,  to 
permit  in  a  business  district  the  erection  and^  maintenance 
of  a  gasoline  service  station ;  premises  14912  North  Conduit 
boulevard,  northwest  corner  of  Three  Mile  Mill  road, 
Jamaica,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Three  Mile  Mill  (150th  street) 
road  is  in  a  business  and  undetermined  district;  North 
Conduit  (Old  South  road)  boulevard  is  in  a  business  and 
undetermined  district,  and  Maple  (149th)  street  is  in  a 
residence  district  and  Bayview  (133rd)  avenue  is  in  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  14,  1927  (Plan  No.  Alt.  4116-1927), 
reads : 

“The  erection  of  a  gasoline  station  in  a  business 
district  is  contrary  to  the  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  97.47 
ft.  by  63.71  ft.,  on  which  it  is  proposed  to  erect  an  office,  bury 

♦  Correctian — Dimension  50  changed  to  97. 47.  in  line  26 
and  63.5  changed  to  63.71  in  line  27  of  resolution. 


six  550-gallon  tanks,  erect  six  pumps  and  three  grease  pits 
for  the  purpose  of  conducting  a  gasoline  service  station 
within  a  business  use  district ;  and 

Whereas,  the  applicant,  in  support  of  his  application,  has 
filed  more  than  80  per  cent  consents  of  property  owners 
within  an  area  deemed  affected  and  fixed  by  this  board,  thus 
conforming  with  the  requirements  of  section  7g  of  the  build¬ 
ing  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  ; 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  proposed  for  the  shelter  and  accommodation 
of  the  operators  and  patrons  shall  not  exceed  one  story  in 
height  above  grade  and  shall  be  finished  on  all  sides  with 
light-colored  enameled  brick  with  dark-colored  enamel  brick  i 
or  architectural  terra  cotta  trim ;  that  no  gasoline  pump 
shall  be  located  within  10  ft.  of  the  building  line  on  either 
street  front ;  that  there  shall  be  constructed  along  the  building 
line  on  both  street  fronts  a  concrete  curbing  not  less  than 
12  in.  in  height  above  grade ;  that  the  premises  shall  be  en-  «. 
closed  above  this  curbing  on  the  street  fronts  with  an  orna-  . 
mental  iron  railing  not  less  than  5  ft.  in  height  or  by  a  wall 
of  approved  masonry  of  the  same  height ;  that  said  enclosure 
shall  have  not  more  than  one  vehicular  opening  on  North 
Conduit  boulevard  (Old  South  road)  for  the  use  and  opera¬ 
tion  of  the  gasoline  service  with  one  additional  entrance  at 
the  extreme  northerly  end  of  the  premises  on  Three  Mile 
Mill  road  (150th  street)  neither  of  which  shall  exceed  a  width 
of  10  ft.  in  the  clear ;  that  any  advertising  displayed  shall 
be  restricted  to  front  wall  signs  on  the  structure  erected 
on  the  premises  and  the  glass  globes  of  the  gasoline 
pumps ;  that  the  architect  shall  make  a  return  of  the  draw¬ 
ings  in  accordance  with  the  foregoing  conditions  for  ap¬ 
proval  of  this  board  before  submitting  same  to  the  bureau 
of  buildings  or  fire  department ;  that  all  permits  required 
shall  be  obtained  within  six  months  and  any  work  involved 
thereby  completed  within  one  year  from  the  date  of  this 
action. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

U29-27-A — 39  Fifth  avenue,  Manhattan. 

030  27-A — 13-16  Central  Park  West,  Manhattan. 

031-27-A — 20-28  West  72nd  street,  Manhattan. 

032-27- A — 242-248  West  76th  street,  Manhattan. 

374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

173  22-SA — Anti-Syphon  Valve,  approval  of. 

■230-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

249-22-SA — Coen  Oil  Burner,  approval  of. 

57-23-SA  — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-S A — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-S  A — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

443  23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525  23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

959  23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 

246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

492-24-SA — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

016-24-SA — Milnes  Oil  Burner,  approval  of. 

142-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 

146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 

359-24 -S A — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

500-24-SA — Smolensky  Check  Valve,  approval  of. 

558-25-SA — Globe  Dry  Pipe  Valve  Accelerator,  approval 
of. 

985-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

263- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

264- 25-SA — Koerting  Gear  Pump,  approval  of. 

346-25-SA — Palmer  Gravity  Lock,  annroval  of. 

353-26-SA — Signal  Weatherproof  Bells,  approval  of. 

364-26-SA — Ko'rk-n-Seal.  approval  of. 

397-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  F’.^or  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA — Wilbur  Extinguisher,  approval  of. 


187- 27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-27-S A — Cook's  Automatic  Oil  Burner,  approval  of. 
977-27-SA — Romec  Rotary  Pump,  approval  of. 

1162-27 -S A — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

188- 28-S A — Faraday  Waterflo  Alarm  Panel,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 

approval  of. 

511-28-SA — Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
765-28-SA — Keuka  Oil  Burner,  approval  of. 

775-28-SA — Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 
813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

79-29-SA — Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-SA — Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

186-29-SA — National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2j4-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA — Fairbanks  2J4- Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 

380  29-SA — Kennedy  214-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA — Crystal  Blue  Flame  Oil  Burner,  approval  of. 
510-29-SA — Hercules  Oil  Burner,  approval  of. 

535-29-S A — Croker  2p2-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-20-SA — Electromatic  Oil  Burner,  approval  of. 
637-29-SA — Merco  Oil  Burner,  approval  of. 

657-29-SA — Sunflower  Oil  Burner,  Model  S-l,  approval  of. 
684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-SA — Super  Automatic  Oil  Heater,  approval  of. 
737-29-SA — Piatt  Oil  Burning  Water  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  am. 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  March  19,  1930 .  200 

Restored  to  calendar .  20 

Miscellaneous  Applications. 

Requests  to  reopen .  59 

Requests  to  amend .  4 

Requests  for  modification .  8 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  23 

Requests  for  extension  of  permit .  1 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  10 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  717 

Disposed  of .  307 

Cases  pending  March  19,  1930 .  410 


DISPOSITION  OF  CASES. 


Withdrawn  .  5 

Dismissed  . 

Denied  .  4 

Granted  . 

Granted  on  condition .  1] 

Appliances  approved . 


Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  { 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted .  2 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . _ . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . .... . 

Requests  withdrawn  or  dismissed . 

Total  .  3< 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  < 
cases  promptly,  for  the  reason  that  the  pendency  of  : 
appeal  or  petition  ties  the  hands  of  the  administrative  of 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petiti< 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tl 
appellant  or  petitioner  to  file  necessary  data,  or  by  ai 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pla 
and  data  required  by  law  are  supplied,  as  specified  on  ti 
blank  appeal,  application  or  petition  forms. 

_ _ _ J 


Enclosed  please  find  two  dollars  and  a  half  ($3.50)  for  subscription  for  one  vear  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 


My  subscription  is  to  begin  with  the  issue  for 
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P.O 


1930. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin.  . 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Edward  V.  Barton,  Chief  Clerk. 


ffice — Municipal  Building,  Rooms  1001  to  1015. 
elephone — Worth  0184. 

ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

II  communications  should  be  addressed  to  the  chairman  of 

ilie  board 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  April  1,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
' Tuesday ,  April  8,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of 
10  A.  M. 

Regular 

Meeting, 

March 

25, 

1930, 

Minutes  of 

Regular 

Meeting, 

March 

25, 

1930, 

2  P.  M. 

Corrections. 

Fuel  Oil  Burners  Approved. 
Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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William  E.  Walsh,  Chairman. 


CALENDAR 


DOCKET. 

New  Coses  Filed  up  to  March  26,  1930. 

Cal.  No.  Department.  Premises  Affected. 

213-30-A . F.D . 9-19  W.  141st  st.,  Man., 

_  L.  C.  56058 

212-30-BZ . T.H.D _ 38  Fort  Washington  ave.,  Man., 

* _  Order 

21 1-30-A . F.D . 12-14  W.  21st  st.,  Man., 

_  F-71585 

2 10-30- A . F.D . 47-65  W.  42nd  st.,  Man., 

_  L.  F.  58974  &  L.  F.  58975 

209-30-BZ . B.B.Q _ 220-21  Northern  blvd.,  Bayside, 

_  Q.,  N.  B.  610-30 

208-30-S . F.D . 412-416  E.  23rd  st.,  Man., 

_  L.  D.  66469 

207-30- A . T.H.D _ 252  W.  93rd  st.,  Man., 

_  Alt.  1025-29 

206-30-A . F.D . 56-58  Pine  st.,  Man., 

_  F-71288  &  F-71289 

205-30-BZ . B.B.Bx. .  .1215  Grand  Concourse,  Bx., 

_  Alt.  40-30 

204-30-S . F.D . 11  W.  17th  st.,  Man., 

_ _  L.  D.  56752 

203-30-S . F.D . 38-61  11th  st.,  L.  I.  C,  Q-, 

_ _  L.  D.  61080 

202-30-BZ . B.B.Q _ 220-06  Northern  blvd.,  Bayside, 

_  Q.,  N.  B.  952-30 

201-30-BZ . B.B.Q.... 28-12  31st  st.,  L.  I.  C.,  Q., 

_  N.  B.  615-30 


CODE. 

|T  . . Fire  Department 

. Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

13  B  M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

f  H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  1,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

745-29-BZ. 

APPLICANT— John  T.  Woodruff  &  Son,  owner. 

PREMISES— 33-50  to  33-58  62nd  street,  northwest  corner 
of  Hayes  avenue,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  factory  building  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and  a  motor 
vehicle  repair  shop. 

18-30-BZ. 

APPLICANT— John  A.  McGuinn,  for  Annie  McGuinn, 
owner. 

PREMISES— 82-25  to  82-31  Queens  boulevard,  north  side, 
222.66  ft.  west  of  Van  Loon  street,  and  82-38  to  82- 
44  Maurice  avenue  (51st  street),  Elmhurst,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


- =« 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 

24-30-BZ. 

APPLICANT — James  McKillop,  for  Samuel  Koopermar 
owner. 

PREMISES — 223  Ross  street,  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  buildin; 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a  busi 
ness  district,  the  alteration  and  change  of  occupanc 
in  part  of  the  basement  from  residence  to  busines 
purposes. 

34-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  substituted  for  Pat 
Gould,  for  Williams  Estates,  Inc.,  owner. 

PREMISES — 1788-1790  Weeks  avenue  and  200-210  Ea: 
175th  street,  southeast  corner,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  mair 
tenance  of  a  business  building  (stores). 

38-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Court  Square  Renl 
ing  and  Sales  Corp.,  owner. 

PREMISES — 83-97  Boerum  place,  northeast  corner  c 
Pacific  street,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  buildin 
zone  resolution, 

TO  PERMIT  the  extension,  from  an  unrestricted  distrii 
into  a  business  district,  of  a  garage  for  the  storaj 
of  more  than  five  (5)  motor  vehicles. 

97-30-BZ. 

APPLICANT — J.  George  Silberstcin,  for  5612  18th  Aveni 
Realty  Corp.,  owner. 

PREMISES — 5612  18th  avenue,  west  side,  80  ft.  2 i 
north  of  57th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occi 
pancy  of  a  building  occupied  as  an  auto  laundry  to 
motor  vehicle  repair  shop. 

1016-27-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Max  Daub,  owne 

PREMISES — Southeast  corner  of  Walker  boulevard  at 
Outerbridge  avenue,  Borough  of  Richmond. 

APPLICATION,  under  sections  7g  and  21  of  the  buildii 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 


APRIL  1,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

8-30-A — 1636-1642  Eighth  avenue,  Brooklyn. 

67-30-A — Pier  foot  of  North  10th  street,  Brooklyn. 
75-30-A — 2330-2334  Third  avenue  and  172  East  127 
street,  Manhattan. 

50-30- A — 610  11th  avenue  and  561  West  45th  street,  nort 
east  corner,  Manhattan. 

63-30-A — 500-508  Fifth  avenue  and  1-9  West  42nd  stre . 

northwest  corner,  Manhattan. 

84-30-A — Southwest  corner  of  Van  Wyck  boulevard  -I 
91st  avenue,  Jamaica,  Borough  of  Qutci- 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star- 
ards  and  appeals  of  a  public  hearing  under  the  provisici 
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af  the  building  zone  resolution,  Tuesday  morning,  April  1, 

1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters: 

;al.  no.  631-29-BZ — Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  Laskas,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  ( 5) 
motor  vehicles;  premises  192  Clymer 
street,  south  side,  100  ft.  west  of  Lee 
avenue,  Brooklyn. 

al.  no.  744-29-BZ — Application,  December  20,  1929,  under 
sections  7c  and  7d  of  the  building  zone 
resolution,  of  New  York  Telephone  Co., 
applicant  and  owner,  to  permit  in  a  -?si- 
dence  district,  extending  from  a  business 
district,  the  alteration  and  extension  m 
height  and  area  of  an  existing  telephone 
exchange  building;  premises  2385-2895 
Ocean  avenue,  northeast  corner  of  Ave¬ 
nue  Y,  Brooklyn. 

i'al.  no.  752-29-BZ — Application,  December  26,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Schreiber,  Myers  & 
Buchter,  applicants,  for  Bertha  Kegel 
and  Anna  Cohen,  owners,  to  permit  in  a 
business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner, 
Brooklyn. 

al.  no.  764-29-BZ — Application,  December  31,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Charles  Miller,  applicant 
and  owner,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  private 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  two  (2)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  60-21  Ralph  street, 
north  side,  125  ft.  west  of  61st  street 
(Vincent  street),  Ridgewood,  Borough 
of  Queens. 

al.  no.  603-26-BZ — Application,  July  10,  1926.  reopened 
April  30,  1929,  under  sections  7g  and  21 
of  the  building  zone  resolution,  of  John 
Ballschuss,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  220-16  Merrick  boulevard,  north¬ 
west  corner  of  221st  street,  I.aurelton, 
Borough  of  Queens. 

al.  no.  695-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  appli¬ 
cant,  on  behalf  of  Hilvid  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  ;  premises  southwest 
corner  of  Wilkinson  avenue  and  West¬ 
chester  avenue,  The  Bronx. 

al.  no.  80-30-BZ — Application,  February  3,  1930,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Henry  J.  Nurick, 


applicant,  on  behalf  of  Rubelc  Corp., 
owner,  to  permit  the  extension,  from 
an  unrestricted  district  into  a  business 
district,  of  a  proposed  ice  manufactur¬ 
ing  and  storage  plant ;  premises  west 
side  of  Cauldwell  avenue,  169.25  ft. 
south  of  East  158th  street,  and  east  side 
of  Eagle  avenue,  152.85  ft.  south  of 
East  158th  street,  The  Bronx. 

cal.  no.  732-29-BZ — Application,  December  16,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Sokolov  Brothers,  Inc., 
owner,  to  permit  the  extension,  from 
a  business  district  into  a  residence  dis¬ 
trict,  of  a  business  use  (stores  and 
restaurant)  ;  premises  1670-1678  East 
17th  street,  Brooklyn. 

cal.  no.  511-29-BZ — Application,  August  2,  1929,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Frank  Colgan,  applicant, 
on  behalf  of  Emma  K.  Morrow,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  change  of  occupancy  of 
the  first  story  of  an  existing  building 
from  dwelling  to  store  use;  premises 
6911  Ridge  boulevard,  Brooklyn. 

cal.  no.  7-30-BZ — Application,  January  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anderson,  Moss  &  Merrell,  appli¬ 
cants,  on  behalf  of  A.  P.  M.  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station ;  premises  west 
side  of  Hoff  street,  210  ft.  north  of 
Brighton  Beach  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


APRIL  1,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April 
1,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  oi 
more  than  five  (5)  motor  vehicic*, 
premises  1875  Woodbine  street,  wu. 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  481-29-BZ — Application,  July  18,  1929,  under  sev 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
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from  street  line  than  permitted  under 
the  building  zone  resolution;  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 

cal  no  5 19-29-BZ — Application,  August  8,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Dovle,  applicant,  on  be¬ 
half  of  Grazia  Martinelli,  owner,  tc 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  south  side  of  135th 
avenue,  172.62  ft.  west  of  Ogden  place, 
South  Jamaica,  Borough  of  Queens. 

cal  NO.  547-29-BZ — Application,  August  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hamill,  Weinberg  &  Munro,  ap¬ 
plicants,  on  behalf  of  Barnet  L.  David¬ 
son,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schachter,  owners,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  8915  Myrtle  avenue  and 
8248  Woodhaven  boulevard,  northwest 
corner,  Glendale,  Borough  of  Queens. 

cal.  no.  126-29-BZ — Application,  February  27,  1929.  re¬ 
opened  January  7,  1930,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Epstein,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  752- 
762  East  New  York  avenue,  south  side, 
36  ft.  8  in.  west  of  Troy  avenue,  and 
693-701  Maple  street,  Brooklyn. 

cai  no  638-29-BZ — Application,  October  29,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant, 
on  behalf  of  Harry  H.  Uhlfelder,  Inc., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of  part  of  the  basement  story  of  an 
existing  apartment  building  from  resi¬ 
dence  to  business  use  (stores)  ;  premises 
1625-1627  University  avenue,  northwest 
corner  of  West  175th  street.  The 
Bronx. 

cal  NO.  705-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  County  Holding  Co.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business 
building;  premises  825  East  175th  street, 
northwest  corner  of  Marmion  avenue, 
The  Bronx. 

cal  no  1235-27-BZ — Application,  November  22,  1927;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp..  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 


ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Howard  Funding  Co.,  owner, 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni-1 
versity  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

cal.  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu-l 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith 
owner,  to  permit  in  a  residence  distric 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave 
nue  J,  northeast  corner  of  East  16tl 
street,  Brooklyn. 

cal.  no.  466-29-BZ— Application,  July  12,  1929.  under  sec 
tion  21  of  the  building  zone  resolution 
of  John  J.  Dunnigan,  applicant,  on  be 
half  of  Grand  Boulevard  and  Concours 
Co.,  owner,  to  permit  in  a  residenc 
distirct,  extending  from  a  business  dis 
trict,  the  alteration  and  change  of  occu 
pancy  of  the  first  story  from  residenc 
to  business  (store)  purposes;  premise 
1403  Grand  Concourse  and  167-183  Eas 
170  th  street,  northwest  corner,  Th 
Bronx. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  unde 
section  7c  of  the  building  zone  resolt 
tion,  of  Henry  J.  Nurick,  applicant,  o 
behalf  of  Jobel  Properties,  Inc.,  owne 
to  permit  in  a  residence  district,  e> 
tending  from  a  business  district,  tl 
erection  and  maintenance  of  a  busine:, 
(store)  building;  premises  1132-111 
Clarkson  avenue  and  255-279  East  9G( 
street,  southeast  corner,  Brooklyn. 

CAL.  no.  625-29-BZ — Application,  October  18,  1929,  und< 
section  21  of  the  building  zone  resolt 
tion,  of  Henry  A.  Urquhart,  applicar. 
on  behalf  of  Eleanor  Hedwig  Arnol 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  northea 
corner  of  202nd  street  and  Hillside  av 
nue,  Hollis,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  8,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

541-29-BZ. 

APPLICANT— -McCooey  &  Conroy,  for  Julia  A.  Flanag:, 
owner.  ‘  ■  ! 

PREMISES— 665-675  73rd  street,  north  side,  103  ft.  8 
west  of  Seventh  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage  of  more  tl’ 
five  (5)  motor  vehicles. 
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669-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Bushwick  Lumber 
&  Wood  Co.,  Inc.,  owner. 

PREMISES — Southeast  corner  of  Sutphin  boulevard  and 
109th  road,  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

694-29-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Otto  F.  Koehler,  Inc., 
owner. 

PREMISES — 14-22  Monroe  avenue,  west  side,  111  ft.  south 
of  Fort  place,  St  George,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

52-30-BZ. 

APPLICANT — Thomas  Craddock  Hughes,  for  Patrick  J. 
Whelan,  owner. 

PREMISES — 1243-1257  East  45th  street,  northeast  corner 
of  Avenue  I,  Brooklyn. 

APPLICATION,  under  sections  6,  21  and  25  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

61-30-BZ. 

APPLICANT — Annuncio  Ambrosio,  owner. 

PREMISES — 246-26  to  246-34  Sunrise  highway  and  138-16 
to  138-20  Washington  avenue,  southwest  corner, 
Rosedale,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

106-30-BZ. 

APPLICANT— William  Layton  Hall,  for  Mabel  Hall, 
owner. 

PREMISES — 337  Arbutus  avenue,  northeast  corner  of  Hy- 
lan  boulevard,  Huguenot,  Borough  of  Richmond. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

172-30-BZ. 

APPLICANT — Cornelius  Fellows  Realty  Corp.,  owner. 

PREMISES — 57-67  West  66th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  skating  rink  to  a 
riding  academy  and  stable  for  more  than  five  (5) 
horses. 


APRIL  8,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

86-30-A — 388  Clove  road,  West  New  Brighton,  Borough 
of  Richmond. 

89- 30-A — 82-90  Brown  place  and  491-497  East  132nd 

street,  northeast  corner.  The  Bronx. 

90- 30-A — 129-131  Fifth  avenue,  Manhattan. 

68-30-A— 803-817  East  141st  street,  northeast  corner  of 
Southern  boulevard,  The  Bronx. 

103-30-A — 50  Church  street,  southwest  corner  of  Fulton 
street,  Manhattan. 


107- 30-A — 26  East  22nd  street,  Manhattan. 

108- 30-A — 168  South  street,  Manhattan. 

189-30-A — 161  West  49th  street,  154-166  West  50th  street 
and  753-759  Seventh  avenue,  southeast  cor¬ 
ner  of  Seventh  avenue  and  50th  street,  Man¬ 
hattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  8, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  42-30-BZ — Application,  January  20,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Antoinette  Oliva,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station;  premises  2501-2529  East  18th 
street,  southeast  corner  of  Avenue  Y, 
Brooklyn. 

cal.  no.  696-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Manon  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  west 
side  of  Hoff  street,  1,394.78  ft.  south 
of  Neptune  avenue,  Brooklyn. 

cal.  no.  716-29-BZ — Application,  December  7,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alfred  J.  Boulton,  applicant,  on 
behalf  of  Rose  Gold  Homes  Corp., 
owner,  to  permit  in  a  business  district 
the  installation  and  maintenance  of  a 
gasoline  service  station ;  premises  2412 
Avenue  Z  and  4610-4614  Bedford  ave¬ 
nue,  northwest  corner,  Brooklyn. 

cal.  no.  27-30-BZ — Application,  January  15,  1930,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Clayton  G.  Shirkey,  applicant,  on 
behalf  of  Lena  D’Amato,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
71-20  to  71-28  Hammels  boulevard  and 
324-330  Beach  72nd  street,  northeast 
corner,  Rockaway  Beach,  Borough  of 
Queens. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  /  f 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  82-30-BZ — Application,  February  4,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Max  Roth,  owner,  to  per- 
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mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1039-1047  Myrtle  ave¬ 
nue,  northeast  corner  of  Sumner  ave¬ 
nue,  Brooklyn. 

c\l  no  83-30-BZ — Application,  February  4,  1930,  under 
section  7a  of  the  building  zone  resolu¬ 
tion,  of  Victor  Meyer,  applicant,  on  be¬ 
half  of  Napthalie  Meyer,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  three  (3)  commercial  motor 
vehicles  used  in  connection  with  busi¬ 
ness  conducted  on  the  premises;  prem¬ 
ises  1801  Ocean  parkway,  southeast  cor¬ 
ner  of  Avenue  R,  Brooklyn. 

cal  no.  200-28-BZ — Application,  March  5,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Klein,  Kinsley  &  Klein,  applicants, 
on  behalf  of  Liebler  Bros.,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  218-224  West  230th  street,  The 
Bronx. 

cal  no  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

cal  no  15-30-BZ— Application,  January  10,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Rock  Joy  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  35th  avenue  and  Cross  Island 
boulevard,  Flushing,  Borough  of  Queens. 

cal  no  51-30-BZ— Application,  January  23,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt, 
applicant,  on  behalf  of  Cord  Meyer  De¬ 
velopment  Co.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in.  a 
residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  installation  of  a  gasoline  service 
station;  premises  112-01  to  112-09 
Queens  boulevard,  75-01  to  75-09  112th 
street  (Seminole  avenue) ,  northeast  cor¬ 
ner,  and  112-16  to  112-40  75th  avenue 
(Atom  street),  Forest  Hills,  Borough 
of  Queens. 

William  E.  Walsh,  Chairman. 


APRIL  8,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  8, 


1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  or 

the  following  matters : 

cal.  no.  305-29-BZ— Application,  May  7,  1929,  under  sec 
tions  7g  and  21  of  the  building  zon< 
resolution,  of  William  L.  Morris,  appli 
cant,  on  behalf  of  Mansfield  Improve 
ment  Corp.,  owner,  to  permit  in  a  busi 
ness  district  the  erection  and  mainte 
nance  of  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  1190-1200  Gravesend  avenut 
west  side,  120  ft.  north  of  Avenue  J 
Brooklyn. 

CAL.  no.  688-28-BZ— Application,  August  22,  1928,  unde 
section  21  of  the  building  zone  resohi 
tion,  of  McCooey  &  Conroy,  applicant 
on  behalf  of  Abraham  &  Straus,  Inc 
owner,  to  permit  in  a  business  distrir 
the  erection  of  a  department  store  builc 
ing  with  a  garage  for  the  storage  c 
more  than  five  (5)  motor  vehicles  cor 
structed  and  maintained  in  the  thir 
basement  story;  premises  408-438  Fultc 
street,  southeast  corner  of  Gallati 
place,  Brooklyn. 

CAL.  no.  706-29-BZ— Application,  December  a,  1929,  und< 
section  21  of  the  building  zone  resoli 
tion,  of  William  F.  Doyle,  applicant,  c 
behalf  of  Max  Levy,  owner,  to  perm 
in  a  business  district  the  erection  ai 
maintenance  of  a  gasoline  service  st 
tion;  premises  2066-2076  Pitkin  aveni 
and  238-240  Pennsylvania  avenue,  sout 
west  corner,  Brooklyn. 

CAL.  no.  709-29-BZ— Application,  December  5,  1929,  und 
section  21  of  the  building  zone  resol 
tion,  of  Morris  B.  Kleinfeld,  applicai 
on  behalf  of  Dorothy  Kleinfeld,  oww 
to  permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  gasoline  se 
vice  station;  premises  1500-1508  Easte 
Parkway,  northeast  corner  of  St.  Joh. 
place,  Brooklyn. 

CAL.  NO.  729-29-BZ — Application,  December  13,  1929,  unc' 
section  21  of  the  building  zone  resol- 
tion,  of  William  F.  Regan,  applica, 
on  behalf  of  George  W.  Braunsdo, 
owner,  to  permit  in  a  residence  distrl 
the  conversion  of  occupancy  of  an  exi- 
ing  building  from  factory  use  to  J 
garage  for  the  storage  of  more  tL 
five  (5)  motor  vehicles;  premises  58 
5816  37th  avenue  (Polk  avenue),  sou 
west  corner  of  59th  street,  Woods!: 
Borough  of  Queens. 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopen 
January  28,  1930,  under  sections  7e  U 
21  of  the  building  zone  resolution, 
McCooey  &  Conroy,  applicants,  on  : 
half  of  Parkway  Center  Building  Co 
owner,  to  permit  in  a  business  dist : 
the  erection  and  maintenance  of 
garage  for  the  storage  of  more,  tl 
five  (5)  motor  vehicles  (previoi. 
withdrawn)  ;  premises  822-838  East  N 
York  avenue,  south  side,  100  ft.  vi 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  1192-27-BZ— Application,  November  11,  1927;  : 

opened  January  21,  1930,  under  secti' 
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7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  F.  Dee,  applicant,  sub¬ 
stituted  for  Henry  J.  Nurick,  on  behalf 
of  Louis  Del  Gaudio,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  1756-1764  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  443-29-BZ — Application,  June  29,  1929,  under  sec¬ 
tions  7e,  7g  and  21  of  the  building  zone 
resolution,  of  Charles  L.  Craig,  appli¬ 
cant,  on  behalf  of  Helklar  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  east 
side  of  Webster  avenue,  700  ft.  north 
of  East  204th  street,  The  Bronx. 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
i  business  district  and  partly  in  a  resi¬ 

dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-story  factory  building; 
l  premises  1513-1561  38th  street,  northeast 

corner  of  Dahill  road,  Brooklyn. 

cal.  no.  408-29-BZ — Application,  June  14,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Joseph  A.  Walsh,  appli¬ 
cant,  on  behalf  of  Max  Meyerson, 
!  owner,  to  permit  in  a  business  district 

the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  1969-1979 
Cropsey  avenue  and  8810-8818  20th  ave¬ 
nue,  northwest  corner,  Brooklyn. 

’.cal.  no.  1148-27-BZ — Application,  October  25,  1927;  re¬ 
opened  January  7,  1930,  under  section 
7g  of  the  building  zone  resolution  (pre¬ 
viously  denied  under  section  21),  of 
Joseph  A.  Walsh,  applicant,  substituted 
for  Philip  J.  Sinnott,  on  behalf  of 
Arrowlene,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Franklin 
avenue  and  Atlantic  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  15,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

762-29-BZ. 

APPLICANT— Sidney  A.  Fine,  for  Jas-Con  Realty  Corp., 
Inc.,  owner. 

PREMISES — 4618  Bronx  boulevard,  east  side,  200.02  ft. 

north  of  East  240th  street,  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  laundry. 

30-30-BZ. 

APPLICANT — William  White,  for  Joseph  Diamond,  owner. 
PREMISES — 1977-1983  Ocean  avenue,  northeast  corner  of 
Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 


TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  office  to  lie  used  in  conjunction  with 
an  existing  gasoline  service  station. 

53-30-BZ. 

APPLICANT — Morris  Whinston,  for  Harry  Geier,  owner. 

PREMISES — 97-107  Kenmare  street  and  15  Cleveland  place, 
northeast  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

88-30-BZ. 

APPLICANT — Robert  Loudon,  for  Frank  J.  Lee,  owner. 

PREMISES — 558-564  West  218th  street  and  273-277  Sea¬ 
man  avenue,  southeast  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 


APRIL  15,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

57-30-A — 123-141  West  57th  street,  Manhattan. 

59-30- A — 334-344  West  44th  street,  Manhattan. 

74-30- A — 19  Fulton  street,  Brooklyn. 

93- 30-A — 807-809  East  Tremont  avenue  and  1978  Mapes 

'  avenue,  The  Bronx. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  15, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  613-29-BZ — Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  Cherry,  applicant,  on  be¬ 
half  of  Bingham  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  1731-1741  Jerome  ave¬ 
nue,  west  side,  163  ft.  south  of  West 
176th  street,  The  Bronx. 

cal.  no.  633-29-BZ — Application,  October  22,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Martin  C.  Dyer,  ap¬ 
plicant  and  owner,  to  permit  the  exten¬ 
sion,  from  an  unrestricted  district  into 
a  business  district  and,  also,  into  a  resi¬ 
dence  district,  of  a  proposed  garage  far 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  4696  Third  avenue, 
northeast  corner  of  East  188th  street, 
and  2437  Washington  avenue,  The 
Bronx. 

cal.  no.  667-29-BZ — Application,  November  14,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  James  J.  Gilhully 
and  Nellie  Gilhully,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
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of  more  than  five  (5)  motor  vehicles; 
premises  3151-3161  Webster  avenue, 
west  side,  375  ft.  north  of  East  204th 
street,  The  Bronx. 

cal.  no.  720-29-BZ — Application,  December  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  H.  Friend,  applicant,  on 
behalf  of  Tilrose  Pelham  Parkway  De¬ 
velopment,  Inc.,  owner,  to  permit  in  a 
residence  district  the  erection  of  a  busi¬ 
ness  building  (stores)  ;  premises  south¬ 
east  corner  of  Bolton  street  and  Pelham 
Parkway  South,  The  Bronx. 

cal.  no.  670-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Solomon  Weinstein,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  257-287  Senator 
street,  north  side,  470  ft.  9  in.  east  of 
Ridge  boulevard,  Brooklyn. 

cal.  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

cal.  no.  58-30-BZ— Application,  January  27,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Ida  Gross,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  71-34  to  71-38  73rd  place, 
northwest  corner  of  Cooper  avenue, 
Glendale,  Borough  of  Queens. 

cal.  no.  468-27-BZ— Application,  April  29,  1927;  reopened 
March  4,  1930,  for  the  purpose  of 
modification  of  the  resolution,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hazel  R.  Dunkum,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  6414- 
6424  Fort  Hamilton  parkway,  Brooklyn. 

cal.  no.  679-29-BZ — Application,  November  20,  1929 ;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  7'5 th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


APRIL  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

45- 30-S— 7-13  Morton  street,  Brooklyn. 

46- 30-S — 15-25  Morton  street,  Brooklyn. 
100-30-S— 208-210  West  27th  street,  Manhattan. 


73-30-S — 113-119  Fourth  avenue  and  101-107  East  12th 
street,  northeast  corner,  Manhattan. 
102-30-S — 32  West  32nd  street,  Manhattan. 

119-30-S — 149  Spring  street,  Manhattan. 

121-30-S — 915-919  Broadway,  southeast  corner  of  East  21st 
street,  Manhattan. 

129-30-S— 130  West  28th  street,  Manhattan. 


APRIL  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

755-29-A — 1757-1763  Broadway  and  237  West  56th  street, 
Manhattan. 

13-30-A — 73-75  Cannon  street  and  283  Rivington  street, 
southwest  corner,  Manhattan. 

64-30-A — 90th  street  and  North  Beach,  Astoria,  Borough 
of  Queens. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Apri 
22,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  or 
the  following  matter : 

cal.  no.  72-30-BZ— Application,  January  30,  1930,  undei 
sections  7e  and  21  of  the  building  zoni 
resolution,  of  William  F.  Doyle,  appli 
cant,  on  behalf  of  The  Connelly  Con 
struction  Co.,  owner,  to  permit  in.  ; 
business  district  the  erection  and  main 
tenance  of  a  ~arage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  3491-3507  Fort  Hamilton  park 
way,  south  side,  264  ft.  5  in.  east  of  36t 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


APRIL  22,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

636-29-A — 39-41  Cortlandt  street,  Manhattan. 

690-29- S— 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan< 
ards  and  appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  2 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  < 
the  following  matters: 

cal  no.  743-29-BZ— Application,  December  20,  1929,  und 
section  21  of  the  building  zone  resol 
tion,  of  Kramer  &  Kleinfeld,  applican 
on  behalf  of  Kuma  Investing  Cor. 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  59-10  1 
59-22  Fresh  Pond  street  (road),  nort- 
west  corner  of  59th  road  (Hebbard  av 
nue),  Maspeth,  Borough  of  Queens. 

cal.  no.  574-29-BZ — Application,  September  23,  1929,  unc" 
section  21  of  the  building  zone  reso- 
tion,  of  Edward  P.  Doyle,  applicant,  1 
behalf  of  Max  Tishman,  owner,  to  p<- 
mit  in  a  business  district  the  erecti’ 
and  maintenance  of  a  garage  for  1- 
storage  of  more  than  five  (5)  mo' 
vehicles;  premises  296-300  Watks 
street,  west  side,  175  ft.  south  of  Bl«f 
avenue,  Brooklyn. 
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■cal.  no.  618-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

|cai.  no.  546-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use ;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

cai..  no.  384-29-BZ — Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use;  premises 
37-26  149th  place  (Wilson  avenue), 

76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 

(  al.  no.  894-28-BZ— Application,  November  26,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  I^arson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

cai.  no.  662-29-BZ — Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

cal.  no.  369-29- BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
t  V  of  John  J.  Dunnigan,  applicant,  on  be- 

t  '  half  of  Boro-Wide  Development  Corp., 

,  St  owner,  to  permit  in  a  residence  district 

the  erection  and  maintenance  of  a  busi- 
.  ness  building;  premises  2314-2328  Grand 

concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Rver 
avenue.  The  Bronx. 

cal.  no.  632-29-BZ — Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


behalf  of  Corwil  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public 
garag*e  (parking  space)  ;  premises  728- 
736  Southern  boulevard,  east  side,  200 
ft.  south  of  East  156th  street,  The 
Bronx. 

cal.  no.  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


APRIL  29,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

105-30- A — 222  East  31st  street,  Brooklyn. 

114-30-A — 337-353  McKibben  street  and  79-87  Bogart 
street,  northwest  corner,  Brooklyn. 

125-30-A — 635  Fulton  street,  southeast  corner  of  Hudson 
avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  29, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  71-30-BZ — Application,  January  30,  1930.  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  William  F.  Doyle,  applicant,  on 
behalf  of  Harris  Rubin,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1086-1108  Dumont  ave¬ 
nue  and  887-91  1  New  Lots  avenue, 
northwest  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


APRIL  29,  1930,  2  P.  M. 

Petitions  for  Variations. 
673-29- S — 345-353  Seventh  avenue,  Manhattan. 

10-30-S — 7  East  48th  street,  Manhattan. 

11 1-30- S — 3  East  57th  street,  Manhattan. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  30c;  by  mail,  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 
TUESDAY  MORNING,  MARCH  25,  1930. 


Present :  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant*  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  March  18,  1930,  and  the  minutes  of  the 
regular’  meeting  of  the  board  held  on  Tuesday  afternoon, 
March  18,  1930,  were  approved  as  printed  in  Bulletin  JNo. 
12,  Vol.  XV. 


APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle . 

Negative:  Assistant  Chief  Martin . 

Absent  . 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


359-29- A.  .  ,.  .  . 

APPELLANT — Adolph  Sandrowitz,  adjoining  owner, 

Joseph  Zorn,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner 
— re  revocation  of  permit. 

PREMISES  AFFECTED— 2050-2062  Stillwell  avenue  and 
2576  86th  street,  southwest  corner,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  ® 

Negative  .  ® 


Absent 


12-30-A 

APPELLANT — Emil  Guterman,  for  Edward  M.  Butler, 

owner.  .  . 

SUBJECT _ Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 209  Richards  street  and  59 
Coffey  street,  southwest  corner,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Emil  Guterman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Martin .  5 


Negative 


0 


Absent  .  0 


37-30-A.  •  .  a*  t* 

APPELLANT— Croker  National  Fire  Prevention  Engl 
neering  Co.,  for  Caravel  Films,  Inc.,  owner. 


THE  RESOLUTION— 

(649-29-A) 

Whereas,  William  F.  Doyle,  for  International  Telephor 
Building  Corp.,  owner,  filed,  November  4,  1929,  an  appe 
from  a  decision  of  the  superintendent  of  buildings,  affectir 
premises  32-36  Beaver  street,  28-36  South  William  stre 
and  65-81  Broad  street,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  September  11,  1929  (Alt.  Applic.  No.  733-29 

“We  are  herewith  handing  you  typical  floor  plan  Dra 
No.  106  showing  new  arrangement  of  separating  pari 
tions  in  elevator  shafts. 

“October  21,  1929:  . 

“This  amendment  is  disapproved  with  the  follown 
objections  due  to  amendment :  .  j 

“9.  More  than  two  cars  not  permitted  in  single  sha 
Sec.  373-13  Bldg.  Code.”; 

and 

Whereas,  the  building  is  fireproof,  having  a  frontage 
106  ft.  6  in.  on  Broad  street  and  approximately  157  ft.  9 
on  South  William  street,  irregular,  in  area;  OCCUPIED 
an  office  building;  and 

Whereas,  it  is  proposed  to  install  two  banks  of  elevato 
indicated  on  filed  plans,  as  Nos.  11,  12.  13  and  as  Nos.  15 
and  17;  in  said  two  banks  there  are  three  cars  in  one  shr 
instead  of  two,  as  permitted  by  the  building  code;  and 

Whereas,  applicant  contends  that  if,  in  an  emergency, 
car  is  accidentally  stopped  between  floors,  exit  could  be  li 
to  another  car  in  the  same  shaft ;  and 

Whereas,  the  premises  is  equipped  with  four  banks  of  e 
vators ;  and 

Whereas,  in  the  two  center  banks  the  shafts  are  equipi 
with  three  cars  to  each  shaft. 

Resolved ,  that  the  decision  of  the  superintendent  of  bin 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
hereby  is  g ranted,  only  so  far  as  it  affects  the  two  ceii 
shafts,  on  condition  that  not  more  than  three  cars  shall 
permitted  to  either  of  the  center  shafts,  and  that  the  eleva 
cars  and  equipment  otherwise  shall  comply  with  the  rule5 
all  other  respects. 


SUB1ECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 29-18  40th  avenue,  Long  Island 
City.  Borough  of  Queens. 

APPEARANCES—  w  ,  .  ,  , 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 1 

Negative  .  ® 

Absent  .  ® 


149-29-A.  „  ,  „  . 

\PPELLANT— William  F.  Doyle,  for  International  Tele¬ 
phone  Building  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 32-36  Beaver  street,  28-36  South 
William  street  and  65-81  Broad  street,  Manhattan. 


734-29-A.  _  T 

APPELLANT — The  Eleven  South  William  Street  Co.,  I 

owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintended 
buildings. 

PREMISES  AFFECTED— 9-11  South  William  street 
Mill  lane  and  59-61  Stone  street,  Manhattan. 

APPEARANCES—  .  . 

For  Appellant:  J.  Mahoney  and  William  - 

Smith. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh.  Commissioner: 

Connell,  Holland  and  Guilfoyle . 

Negative:  Assistant  Chief  Martin . 

Absent  . 

THE  RESOLUTION— 

(734-29-A) 

Whereas,  The  Eleven  South  William  Street  Co- 
owner,  filed,  December  16.  1929,  an  appeal  from  a  deci 
of  the  superintendent  of  buildings,  affecting  premises 
South  William  street,  1  Mill  lane  and  59-61  Stone  st 
Borough  of  Manhattan;  and 
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w  uf.rkas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  29,  1929  (Violation  Order  No.  r>8 J 6- 
1929),  reads: 

“You  are  hereby  notified  that  the  building  occupied  as 
offices  and  known  as  Number  9-11  S.  William  Street  in 
the  Borough  of  Manhattan,  in  the  City  of  New  York, 
does  not  conform  to  section  375  of  the  Building  Code,  in 
the  respects  noted  below : 

“In  that  of  failing  to  provide  fire  windows  above  the 
.  2nd  story  at  front  of  Mill  Bane  openings  less  than  30  feet 
distant  from  openings  in  opposite  building.  You  are 
hereby  directed  to  provide  proper  fire  windows  forthwith 
according  to  law.” ; 

and 

Whf.rf.as,  the  building  is  non-fireproof,  seven  stories  in 
height,  having  a  frontage  of  42  ft.  7  in.  on  South  William 
[street,  75  ft.  3  in.  on  Mill  lane  and  41  ft.  11  in.  on  Stone 
>treet ;  OCCUP1F1D  as  an  office  building;  approximately  57 
(persons  per  story ;  and 

Whereas,  there  are  twenty-eight  windows  on  each  story 
above  the  first  story  in  the  Mill  lane  front  wall  of  the 
■building  within  24  ft.  3  in.  of  openings  of  four-story  building 
; located  on  the  opposite  side  of  Mill  lane;  and 

Whereas,  appellant  contends  that  the  building  forming  the 
exposures  is  an  office  building ;  that  no  hazard  exists,  and 
requests  the  acceptance  of  the  existing  conditions  as  to 
windows ;  and 

i  Whereas,  the  openings  affected  by  this  order  face  on  a 
public  highway  and  come  within  but  5  ft.  8  in.  of  the  regu¬ 
lation  requiring  such  equipment. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  only  so  far  as  as  it  affects  the  window 
openings  on  the  street  front,  public  highway,  on  condition 
that  the  building  shall  comply  otherwise  in  all  respects  with 
the  requirements  of  the  building  code,  and  that  the  building 
shall  not  be  increased  in  height,  area  or  dimension,  and 
granted  only  so  long  as  the  use  and  occupancy  of  the 
premises  are  restricted  to  office  business  use  in  single  occu¬ 
pancy  and  tenancy. 


49-30-A. 

APPELLANT — Samuel  Rosenblum,  for  Cornelia  V.  R. 
Delafield,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 97  Fifth  avenue,  northeast  cor¬ 
ner  of  East  17th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  . \ .  0 

THE  RESOLUTION— 

(49-30-A) 


Whereas,  Samuel  Rosenblum,  for  Cornelia  V.  R.  Dela¬ 
field,  owner,  filed,  January  22,  1930,  an  appeal  from  orders 
of  the  fire  commissioner,  affecting  premises  97  Fifth  avenue, 
northeast  corner  of  East  17th  street,  Borough  of  Manhattan; 

and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  No¬ 
vember  19,  1929,  read: 

“Order  No.  65827-F: 

“1.  Raise  the  standpipe  gravity  tank,  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  581,  Code  of  Ordinances 
and  Rule  91  of  the  Board  of  Standards  and  Appeals.”; 

and 

“Order  No.  65829-LF : 

“1.  Arrange  the  house  water  supply  line  to  connect 


to  standpipe  tank  on  the  outside  thereof  above  the  3500 
gallon  mark,  Section  580-81  Chapter  5,  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
29  ft.  6  in.  by  100  ft.  in  area;  OCCUPIED:  1st  story, 
stores,  12  persons ;  2nd  story,  salesrooms,  pipes,  novelties,  4 
persons ;  3rd  to  5th  stories,  manufacture  of  men’s  clothing, 
4  persons  per  story ;  6th  story,  retail  hair  goods,  7  persons ; 
7th  and  8th  stories,  manufacture  of  men’s  coats  and  suits, 
7  persons  per  story;  means  of  EGRESS  consisting  of  an 
interior  stairway,  extending  from  the  first  story  to  the  roof, 
and  a  fire  escape  on  the  17th  street  front,  with  counter¬ 
balanced  stair  to  street ;  building  being  equipped  with  stand¬ 
pipe  system ;  that  an  existing  tank  on  the  roof  of  3,500 
gallon  capacity,  situated  17  ft.  above  the  outlet  at  the  top 
floor,  tank  also  being  used  for  house  supply ;  building  having 
been  erected  in  1897 ;  and 

Whereas,  it  is  proposed  to  disconnect  the  existing  house 
supply  tank  from  the  bottom  of  the  tank  and  to  connect  same 
on  the  outside  of  the  tank  so  as  to  leave  a  reserve  of  2,500 
gallons  for  the  standpipe  system. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Item  1  of  Order  No.  65827-F  and  Item  1  of 
Order  No.  65829-LF,  on  condition  that  the  house  supply 
shall  be  taken  from  the  outside  of  the  tank,  and  that  there 
shall  be  maintained  for  standpipe  service  a  capacity  of  not 
less  than  2,500  gallons,  and  granted  only  as  long  as  condi¬ 
tions  as  to  occupancy  and  use  remain  substantially  un¬ 
changed  and  the  building  shall  not  be  increased  in  height, 
area  or  dimension. 


43-30-A. 

APPELLANT — John  J.  Gilmartin,  for  Childs  Co.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 108-110  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(43-30-A) 

Whereas,  John  J.  Gilmartin,  for  Childs  Co.,  owner,  filed, 
January  21,  1930,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  108-110  West  34th  street,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
12,  1929  (Order  No.  57669-F),  reads: 

“1.  Raise  standpipe  tank  to  twenty  feet  above  the 
outlet  of  highest  story  and  properly  support  same,  as 
per  Sec.  580-581,  Art.  28,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  47  ft.  1  in.  by  98  ft.  9  in.  in  area;  OCCUPIED: 
cellar,  boiler  and  engine  room,  2  persons ;  1st  story,  restau¬ 
rant,  60  persons ;  2nd  story,  offices,  85  persons :  2nd  to  12th 
stories,  offices,  85  persons  per  story;  means  of  EGRESS: 
an  interior  stairway,  extending  from  the  first  story  to  the 
roof ;  there  is  located  on  the  roof  a  metal  tank  with  a  capacity 
of  2,400  gallons;  this  tank  is  located  9  ft.  6  in.  above  the 
top  floor  outlet ;  and 

Whereas,  the  appellant  contends  that  the  building  is  sub¬ 
divided  into  small  areas,  used  entirely  for  office  purposes, 
and  that  there  are  portable  fire  appliances  on  the  top  floor; 
there  is  an  automatic  centrifugal  pump,  350  gallons  capacity, 
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connected  directly  to  the  tank,  and  that  there  is  a  separate 
street  main  connection  that  provides  the  water  supply  to  the 
first  six  stories  of  the  building ;  and 

Whereas,  this  equipment  has  been  in  existence  since 

1  902 ;  and 

Whereas,  there  has  been  no  order  issued  on  these  prem¬ 
ises  prior  to  this  date. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  height  of  the  existing 
tank  above  the  top  story  outlet  and  the  capacity  of  the 
existing  tank,  on  condition  that  at  no  time  shall  there  be  a 
standpipe  supply  of  less  than  2,000  gallons  maintained  in 
existing  tank;  that  the  automatic  centrifugal  pump  of  350- 
gallons-per-minute  capacity  shall  be  retained  in  good  working 
order;  that  there  shall  be  distributed  throughout  the  top 
story  such  additional  portable  fire-extinguishing  appliances 
as  shall  be  directed  by  the  fire  commissioner;  that  the  use 
and  occupancy  of  the  top  story  shall  be  restricted  exclusively 
to  executive,  business  and  office  occupancy,  so  long  as  the 
occupancy  and  use  of  the  premises  otherwise  shall  remain 
substantially  unchanged. 


78-30- A. 

APPELLANT— Samuel  Rosenblum,  for  Edbro  Realty  Co., 
Inc.,  owner. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 11  West  17th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration;  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(78-30-A) 

Whereas,  Samuel  Rosenblum,  for  Edboro  Realty  Co., 

Inc  ,  owner,  filed,  February  3,  1930,  an  appeal  from  orders 
of  the  fire  commissioner,  affecting  premises  11  West  17th 
street,  Borough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  May 
28,  1929,  read: 

“Order  No.  56754-F : 

“1.  Provide  a  tank  on  roof  at  least  3500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Sec.  681,  Ch.  5,  Code  of  Or¬ 

dinances.”  ; 

and 

“Order  No.  56755-F: 

“1.  Provide  iron  shutters  at  all  openings  in  the  ex-  . 
terior  wall  above  1st  story  which  are  distant  in  a  direct 
line  less  than  30'  from  any  opening  in  any  other  build¬ 
ing  and  not  in  the  same  plane  with  said  openings  and 
which  are  not  more  than  50'  above  a  neighboring  roof  at 
east  side  of  building  or  other  approved  protection,  as 
per  Sec.  375,  Art.  18,  Ch.  5  of  the  Code  of  Ordinances. 

“2.  Replace  the  missing  and  defective  shutters  with 
proper  iron  shutters  at  all  openings  in  the  exterior  wall 
above  1st  story  which  are  distant  in  a  direct  line  less  than 
30'  from  any  opening  in  anv  other  building  and  not  in 
the  same  plane  with  said  openings  and  which  are  not 
more  than  50'  above  a  neighboring  roof  at  west  side  of 
building,  or  other  approved  protection,  as  per  Sec.  375, 
Art.  18,  Ch.  6,  of  the  Code  of  Ordinances.”; 

and  .  . 

Whereas,  the  building  is  fireproof,  twelve  stories  in  height, 
27  ft.  by  92  ft.  in  area  on  the  first  story  and  27  ft.  by  86 


ft.  in  area  above;  OCCUPIED:  basement,  storage  of  stock 

5  persons;  1st  story,  store,  3  persons;  2nd  story,  vacant 
3rd  and  4th  stories,  also  vacant ;  5th  story,  manufacture  o: 
coats,  printing,  9  persons;  6th  story,  manufacture  of  lami 
shades,  15  persons;  7th  story,  manufacture  of  leather  belts 
2  persons;  8th  story,  umbrella  supplies,  manufacture  o 
pocketbooks,  10  persons;  9th  story,  manufacture  of  men' 
coats,  10  persons;  10th  story,  composition  marble  moulding- 

6  persons ;  1 1th  story,  dolls’  clothes,  manufacture  of  dresses 
27  persons;  12th  story,  composition  marble  mouldings,  6  per 
sons;  EQUIPPED  with  a  sprinkler  and  standpipe  system 
standpipe  being  equipped  with  3,000-gallon  tank  on  the  roof 
this  tank  serving  both  house  supply  and  standpipe ;  there  is  ; 
window  on  the  westerly  wall  at  the  northerly  end  of  th 
building  which  is  non-fireproof  and  only  equipped  witl 
fireproof  shutters ;  and 

Whereas,  appellant  contends  that  the  sprinkler  systei 
protects  every  portion  of  the  premises,  and  that  the  buildinj 
is  small  in  area,  and  proposes  to  reserve  2,000  gallons  fo 
the  standpipe  system  and  house  supply  line  to  be  taken  froi 
above  this  mark ;  that  all  windows,  except  those  in  th 
easterly  wall,  northerly  end,  from  first  to  fifth  story,  ar 
protected,  and  that  the  only  exposure  is  the  roof  of  a  three 
story  building  adjoining,  used  for  office  purposes,  and  tha 
the  three  stories  of  the  premises  directly  above  this  roo 
are  now  equipped  with  fireproof  windows.  , 

Resolved,  that  the  orders  of  the  fire  commissioner  be  an 
they  hereby  are  modified,  and  the  application  be  and  it  hereb 
is  granted',  as  to  Order  No.  56764-F,  Item  1,  only  so  far  as 
affects  the  tank,  on  condition  that  there  shall  be  maintaine 
in  the  present  gravity  tank  a  reserve  of  not  less  than  2,00 
gallons  for  the  standpipe  system,  and  that  the  presei 
sprinkler  system  shall  be  maintained  in  good  working  orde 
supplied  from  an  independent  tank,  and  granted  only  as  Ion 
as  conditions  as  to  occupancy  and  use  remain  substantial! 
unchanged,  and  denied  as  to  Items  1  and  2  of  Order  N< 
50755 -F. 


05-30- A. 

APPELLANT — William  T.  Powers,  for  Paramount  Famot 
Lasky  Corp.,  lessee. 

SUBJECT — Appeal  from  orders  of  the  fire  commissione. 
PREMISES  AFFECTED — 34-54  35th  street,  northwe, 
corner  of  35th  avenue,  Ivong  Island  City,  Boroug 
of  Queens. 

APPEARANCES— 

For  Appellant:  William  T.  Powers  and  Frank  I 
Grange. 

For  Administration:  Inspectors  Meyer  and  Maht 
of  fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
part  and  denied  in  part. 

THE  VOTE—  _ 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant  . 

Chief  Martin . 

Negative  . 

Absent  . .  . 

THE  RESOLUTION— 

(65-30-A) 

Whereas,  William  T.  Powers,  for  Paramount  Famo. 
Lasky  Corp.,  owner,  filed,  January  29,  1930,  an  appeal  fro 
orders  of  the  fire  commissioner,  affecting  premises  34-1 
35th  street,  northwest  corner  of  35th  avenue,  Long  Islal 
City,  Borough  of  Queens;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 
“Order  No.  68030-F: 

“3.  Protect  the  steam  pipes  and  radiators  in  vau> 
with  a  covering  of  asbestos,  Section  780,  Greater  N<jr 
York  Charter.” ; 

and 

“Order  No.  28664-LC: 

“10.  Reduce  the  quantity  of  "inflammable  motion  p- 
ture  film,  stored  or  in  work,  to  ten  (10)  reels  (clearil 
room  and  assorting  room). 
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“11.  Reduce  the  quantity  of  inflammable  motion-pic¬ 
ture  film,  stored  or  in  work,  to  ten  (10)  reels  (assembly 
room  and  foreign  titles). 

“12.  Reduce  the  quantity  of  inflammable  motion-pic¬ 
ture  film,  stored  or  in  work,  to  ten  reels  (positive  as¬ 
sembling  room). 

“13.  Reduce  the  quantity  of  inflammable  motion-pic¬ 
ture  film,  stored  or  in  work,  to  ten  reels  (inspection 

room). 

"14.  Reduce  the  quantity  of  inflammable  motion-pic¬ 
ture  film,  stored  or  in  work,  to  ten  reels  (daily-rush 

room). 

“1'5.  Reduce  the  quantity  of  inflammable  motion-pic¬ 
ture  film,  stored  or  in  work,  to  ten  reels  (experimental 

room) . 

“10.  Reduce  the  quantity  of  inflammable  motion-pic¬ 
ture  film,  stored  or  in  work,  to  ten  reels  (shipping 
room ) . 

"17.  Reduce  the  quantity  of  inflammable  motion-pic¬ 
ture  film,  stored  or  in  work,  to  ten  reels  (measuring 
room). 

“18.  Reduce  the  quantity  of  inflammable  motion-pic¬ 
ture  film,  stored  or  in  work,  to  ten  reels  (printing 
room). 

“23.  Discontinue  the  use  of  negative-cutting  room, 
or  provide  an  additional  means  of  escape  from  this 

room. 

“34.  Provide  an  automatic  regulation  and  heating 
system  for  vaults  so  arranged  as  to  prevent  the  tem¬ 
perature  rising  above  or  exceeding  50  degrees  Fahren¬ 
heit.”  ; 

and 

Whereas,  the  building  is  fireproof,  two  stories  in  height, 
'90  ft.  4  in.  by  120  ft.  3  in.  in  area;  EQUIPPED  with  a 
sprinkler  system  and  a  standpipe  system;  OCCUPIED: 
cellar,  building  maintenance,  mixing  tanks,  projection  room, 
office,  12  persons;  1st  story,  inspection,  assembling  and  ship¬ 
ping  rooms,  office,  30  persons  ;  2nd  story,  printing,  develop¬ 
ing  and  cutting  of  films,  45  persons;  means  of  EGRESS 
consisting  of  an  interior  stairway,  in  the  center  of  the 
building,  extending  from  the  first  story  to  the  roof;  a  fire 
■escape  on  the  front  of  the  building  with  a  counterbalanced 
ladder  to  the  street ;  an  interior  stairway  at  the  side  of  the 
building  extending  from  the  first  story  to  the  second  story; 
and 

Whereas,  the  appellant  contends  that  the  building  was 
completed  in  April,  1920 ;  that  the  laboratory  is  used  to 
develop  and  print  motion  picture  film ;  that  the  fire  depart¬ 
ment  has  applied  section  243  of  article  20  of  chapter  10  so 
that  not  more  than  ten  reels  or  more  than  10,000  feet  in  the 
aggregate  of  motion  picture  film  shall  be  under  examination 
or  repair  at  any  one  time  and  that  this  section  of  the  code 
of  ordinance  was  not  designed  to  limit  the  quantity  of  film 
to  ten  reels  or  10,000  feet  in  any  one  place  and  that  if  the 
appellant  is  required  to  comply  with  this  item  it  will  be 
impossible  to  operate  the  laboratory ;  that  the  rooms  are 
well  ventilated  and  easy  exit  is  provided  from  each  to  the 
street;  that  the  nature  of  the  work  performed  in  the  nega¬ 
tive  cutting  room  requires  that  the  room  be  kept  clean  and 
that  one  door  provides  ample  means  of  exit ;  that  there  are 
only  seven  persons  engaged  in  the  room ;  as  to  Item  No.  3 
of  Order  No.  68030-F  and  Item  No.  34  of  Order  No. 
28664-LC  appellant  contends  that  these  items  are  contra¬ 
dictory  ;  that  the  radiators  and  steam  pipes  in  the  film  vaults 
are  suspended  from  the  ceilings  and  that  the  temperature 
must  be  maintained  at  60  degrees  Fahrenheit ;  that  the  film 
vaults  are  equipped  with  sprinkler  heads  set  to  go  off  at 
155  to  165  degrees  Fahrenheit,  and  requests  to  be  permitted 
to  keep  and  use  during  the  working  hours  of  the  day  in¬ 
flammable  motion  picture  film  in  the  clearing  and  sorting 
room  300  reels;  assembling  and  foreign  title  room  110 
reels;  positive  assembling  room  100  reels;  inspection  room 
100  reels ;  daily  rush  room  100  reels ;  experimental  room  100 
reels;  shipping  room  400  reels;  measuring  room  100  reels; 
reprint  room  100  reels ;  printing  room  100  reels. 


Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  the  appeal  be  and  it  hereby  is 
y  ranted,  as  to  Item  J  of  Order  No.  68030-F',  on  condition 
that  the  piping  leading  to  the  ceiling  radiator  shall  be 
covered  with  asbestos  or  other  approved  material,  and  that 
there  shall  be  not  more  than  one  radiator  in  the  vaults, 
securely  hung  from  the  ceiling,  and  that  the  vault  through¬ 
out  shall  be  provided  with  a  w'ire  guard  of  heavy  gauge 
metal  and  hung  not  less  than  6  in.  below  the  radiator  and 
fitting  the  vault  wall  on  all  sides,  and  that  the  vault  shall 
be  ventilated  to  the  outer  air  to  the  satis fation  of  the  fire 
commissioner,  and  y ranted,  as  to  Item  34  of  Order  No.  28004- 
EC,  on  condition  that  the  radiator  in  any  vault  shall  be 
equipped  with  an  individual  thermostat  control  at  a  fixed 
temperature  not  to  exceed  00  degrees  Fahrenheit,  and  that 
the  orders  of  the  fire  commissioner  as  to  all  other  items  be 
affirmed,  and  the  appeal  as  to  these  items  be  and  is  hereby 
denied. 


BUILDING  ZONE  CASES. 

369-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Boro-Wide  Develop¬ 
ment  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED — 2314-2328  Grand  concourse  and 
2317-2327  Ryer  avenue,  east  side  of  Grand  con¬ 
course,  147  ft.  north  of  East  183rd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition  :  Emma  Smith  and  Bertha  Ganz. 

ACTION  OF  BOARD — Eaid  over  to  April  22,  1930,  at 
2  p.  m.,  on  written  request  of  applicant. 


632-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Corwil  Realty  Corp.. 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  of  an  existing  garage 
for  the  storage  of  more  than  five  motor  vehicles  to 
a  gasoline  service  station  and  public  garage  (parking 
spa,c€ ) 

PREMISES  AFFECTED — 728-736  Southern  boulevard, 
east  side,  200  ft.  south  of  East  156th  street,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  22,  1930,  at 
2  p.  m.,  on  written  request  of  applicant. 


1 192-27-BZ. 

APPLICANT — Michael  F.  Dee,  substituted  for  Henry  J. 
Nurick,  for  Louis  Del  Gaudio,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station  (previously  denied  under  section  21). 

PREMISES  AFFECTED — 1756-1764  Bushwick  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Michael  F.  Dee. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


443-29-BZ. 

APPLICANT — Charles  L.  Craig,  for  Helklar  Realty  Corp., 
owner. 
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SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e,  Tg  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  \ehi'_les. 

PREMISES  AFFECTED— East  side  of  Webster  avenue. 
TOO  ft.  north  of  East  204th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  Miller. 

For  Opposition :  Abner  Rosenberg.. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1930,  at  2 
p.  m.,  on  request  of  applicant's  representative.  , 


3-30-BZ.  „  „  At 

APPLICANT— Forrest  C.  Hirleman,  for  Ella  Booth 

owner.  . 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  restaurant. 

PRFMISES  AFFECTED — 2261  Loring  place,  west  side 
100  ft.  north  of  West  183rd  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Forrest  C.  Hirleman. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


516-29-BZ.  ,  •  tvc  , 

APPLICANT — John  J.  Dunnigan,  for  Ernestine  Marolo, 

owner.  .  , 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business  distr’Ct, 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 3613  White  Plains  avenue, 
northwest  corner  of  East  213th  street,  The  Bronx. 


APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  P.  Yannella  and  E.  Staldo. 
ACTION  OF  BOARD — Laid  over  to  April  22,  1930,  at 
2  p.  m.,  on  written  request  of  applicant. 


For  Opposition:  M.  C.  Gerber  and  Ben  A.  Rosen¬ 
thal. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1930,  at  2 
p.  in.,  on  request  of  applicant. 


1 148-27-BZ. 

APPLICANT— Joseph  A.  Walsh,  substituted  for  Philip  J 
Sinnott,  for  Arrowlene,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  Tg  of  the  building  zom 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  statior 
(previously  denied  under  section  21).  I 

PREMISES  AFFECTED— Southeast  corner  of  Frankhi 
and  Atlantic  avenues,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  L.  Morris. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1930,  at  ; 
p.  m.,  on  request  of  applicant’s  representative. 


408-29-BZ. 

APPLICANT— Joseph  A.  Walsh,  for  Max  Meyersoi 
owner. 

SUBJECT— Application  (re  decision  of  the  superintends 
of  buildings),  under  sections  7g  and  21  of  th 
building  zone  resolution,  to  permit  in  a  busines 
district  the  erection  and  maintenance  of  a  gasolin 
service  station. 

PREMISES  AFFECTED— 1969-1979  Cropsey  avenue  an 
8810-8818  20th  avenue,  northwest  corner,  Brooklyi 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Murray  M.  Cowen  and  Franc 
J.  Greco. 

ACTION  OF  BOARD — On  vote  application  laid  over 
April  8,  1930,  at  2  p.  m.  No  appearances  f< 
applicant. 

THE  VOTE  TO  LAY  OVER  TO  APRIL  8,  1930- 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Negative  . 

Absent  .  , 


573-29-BZ.  „ 

APPLICANT— Bertram  G.  Eadie,  for  Edward  Biggs, 

owner.  , 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 6  Haughwout  street  and  374- 
384  Jewett  avenue,  northwest  corner,  Port  Rich¬ 
mond,  Borough  of  Richmond. 

APPEARANCES—  ^  _  .. 

For  Applicant:  Bertram  G.  Eadie. 

For  Opposition:  O.  Borth. 

ACTION  OF  BOARD — 'Laid  over  to  May  6,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


69 7-29 -BZ. 

APPLICANT — Metwood  Holding  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  four-story  factory  building. 

PREMISES  AFFECTED— 1513-1'561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  Schwartz. 


468-29-BZ. 

APPLICANT — Julius  Kletzky  and  Sadie  Kletzky,  ownei 

SUBJECT— Application  (re  decision  of  the  superintende 
of  buildings),  under  section  21  of  the  building  zo 
resolution,  to  permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  gasoline  service  static. 

PREMISES  AFFECTED— 11701-11709  126th  street  a: 

12602-12610  Rockaway  boulevard,  southeast  corn) 
South  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Michael  F.  Dee. 

For  Opposition:  M.  D.  Nisenbaum. 

\CTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Negative  . ® 

Absent  . D 


728-29-BZ. 

APPLICANT— Joseph  Unger,  for  Freda  Spinard,  owr'. 

SUBJECT— Application  (re  decision  of  the  superintend  t 
of  buildings),  under  section  21  of  the  building  z<« 
resolution,  to  permit  in  a  business  district  the  er- 
tion  and  maintenance  of  a  gasoline  service  statu 
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PREMISES  AFFECTED — 61-01  to  61-05  Kissena  boule¬ 
vard  and  154-02  to  154-08  Horace  Harding  boule¬ 
vard.  southeast  corner,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Unger  and  Freda  Spinard. 
For  Opposition:  William  F.  McCarthy,  G.  S.  Riv- 
tins  and  Harry  Lackmann. 

VCTIOX  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Absent  .  0 

THE  RESOLUTION— 

(728-29-BZ) 

Whereas,  Joseph  Unger,  for  Freda  Spinard,  owner,  filed, 
December  13,  1929.  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  61-01 
to  61-05  Kissena  boulevard  and  154-02  to  154-08  Horace 
Harding  boulevard,  southeast  corner,  Flushing,  Borough  of 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  25,  1930,  after  due  notice  by  publication  in  the 
.Bulletin  of  the  Board  of  Standards  and  Appeals:  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Horace  Harding  boulevard  is  in  a 
business  district;  Reeves  avenue  is  in  a  business  district; 
i Kissena  boulevard  is  in  a  business  district;  64th  avenue 
is  in  a  residence  district,  and  155th  street  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  28,  1930  (N.  B.  5729-30),  reads: 

“The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  is  contrary  to  the  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  65.21  ft.  on  Kissena  boulevard,  95  ft.  on 
Horace  Harding  boulevard  and  a  distance  of  80  ft.  along  the 
■  south  lot  line,  upon  which  it  is  proposed  to  erect  a  one- 
story  office,  20  ft.  by  20  ft.  in  area,  two  greasing  pits  and 
the  necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  unnecessary 
hardship  and  practical  difficulties. 

Resoh’ed,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


390-27-BZ. 

APPLICANT — William  F.  Doyle,  for  Alexander  E.  Zir- 
polo  and  Joseph  Altieri,  owners. 

SUBJECT — Application  for  reopening — extension  of  tem¬ 
porary  permit — re  Application  (decision  of  the  fire 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — South  side  of  Central  avenue. 
33.83  ft.  west  of  Montague  avenue,  Glendale,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Thomas  A.  Grady. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  temporary 
permit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TEM¬ 
PORARY  PERMIT— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(390-27-BZ) 

Whereas,  William  F.  Doyle,  for  Alex  E.  Zirpolo  and 
Joseph  Altieri,  owners,  filed,  April  14,  1927,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station ;  premises  south  side  of  Central  avenue,  33.83  ft. 
west  of  Montague  avenue,  Glendale,  Borough  of  Queens ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  19,  1927,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Central  avenue  and  73rd  place 
are  in  business  districts  and  Montague  avenue  is  in  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  9,  1927  (Plan  No.  755-1927),  reads: 

“1.  A  gasoline  service  station  may  not  be  permitted 
in  a  business  district.  Appeal  may  be  taken  to  the 
Board  of  Standards  and  Appeals.”; 

and 

Whereas,  it  is  proposed  to  erect  a  metal  office  building, 
bury  four  550-gallon  storage  tanks  and  erect  four  pumps  on 
the  premises  for  the  purpose  of  conducting  a  gasoline  service 
station  within  a  business  district;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled 
to  temporary  relief  under  sections  7f  and  21  of  the  building 
zone  resolution  in  view  of  the  fact  that  this  section  is  as 
yet  sparsely  developed ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  19,  1927,  for  a  temporary  period  of  two 
years,  and  owners,  through  their  representative,  Thomas 
A.  Grady,  requested  an  extension  of  this  period. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  temporary 
period  of  two  years  from  July  19,  1929,  on  condition  that 
any  building  erected  shall  be  for  the  accommodation  and 
weather  protection  of  the  operator  of  the  premises  and  shall 
not  exceed  a  one-story  structure  in  height ;  that  any  signs 
or  advertising  displayed  shall  be  restricted  to  flat  wall  signs 
on  the  temporary  structure  and  the  illuminating  lamps  on 
the  pumps ;  that  all  permits  required  shall  be  obtained  within 
ninety  days  and  any  work  involved  thereby  shall  be  completed 
within  four  months. 


587-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Harry  Rosenblum, 
owner. 

SUBJECT— Application  for  reopening — modification — re 

Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7a  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district  the 
extension  of  a  business  use  (store  and  bakery). 

PREMISES  AFFECTED — 8015  20th  avenue,  east  side,  60 
ft.  north  of  81st  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  amended. 
THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(587-29-BZ) 

Whereas,  William  F.  Doyle,  for  Harry  Rosenbaum, 
owner,  filed.  September  27,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  extension  of  a  business  use ;  premises  8015  20th  avenue, 
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_ _ _ _ . _  ■  - 

*  ciAo  rn  ft  nnrth  nf  Rut  street  Boroueh  of  Brooklyn;  application,  under  the  building  zone  resolution,  to  permit 
east  side,  60  ft.  north  of  81st  street,  Borougn  oi  croo  y  &  district  thc  erection  and  maintenance  of  a 

Whereas  a  public  hearing  was  held  on  this  application  by  gasoline  service  station ;  premises  southwest  corner  of  Ave- 

January  21,  1980,  after  toe  n  and  \p'  ls .  and  by  the  board  of  standards  and  appeals,  at  its  regular  meet- 

Whfreas  the  use  district'  maps  accompany iJJ  the  building  ing.  February  28.  1928  after  due  notice  by  publication  m  thc 

zone  resolution  show  that  20th  avenue,  east  side,  from  80th  Bulletin  of  the  Board  of  standards  and  Appeals ,  and 

street  to  81st  street,  is  in  a  residence  district;  20th  avenue,  ’  Whereas,  the  use  district  maps  accompanying  the  ui  cling 
‘  t  •  i  from  soth  street  to  81st  street,  is  in  a  business  zone  resolution  show  that  Avenue  L  is  in  a  business  dis- 

district  *  20th  avenue,  both  sides,  from  79th  street  to  80th  trict:  Brigham  street  is  in  a  residence  district,  and  r.erritsor 

Street  is  in  a  residence  district,  and  20th  avenue,  both  avenue  is  in  a  business  district,  and 

Set' from  .Is.  street  to  S2„d  street,  is  in  a  residence  dis- 

Whereas,  the  decision  of  the  superintendent  of  buildings,  “Proposition  contrary  to  the  Zone  Resolution.  Art 

rendered  Augu^28^ 929  _^App.^No^l3h>4^29),  ‘-The  imUUaSon"®*  *  8aSO'in'  ‘ 

Art.  II,  Sec.  6,  is  hereby  denied.  (Proposed  extension  business  district.  , 

of  business  building  in  a  residential  zone).”;  Whereas,  the  premises  consist  of  an  irregular- shape. 

a"\ V  hfrfas  the  existing  building  is  of  non-fireproof  con-  plot  of  ground  having  a  frontage  of  62 :  ft  &A ,  in  .on  01 

struction  ' two ^  stories  in  height,  with  a  frontage  of  20  ft.  Avenue  U,  39  ft.  47/8  in.  on  Brigham  street  and  74  ft  ' 

ind  a  depth  of  90  ft  in  first  story,  45  ft.  above;  to  permit  in.  on  New  Avenue  U,  upon  which  it  is  proposed  to  erect 

in  a  residence  district  the  extension  of  a  business  use;  and  small  office  a  greasing  rack  and  install the  necessary  tank 

Whereas,  it  is  proposed  to  extend  the  business  use  exist-  and  pumps  for  a  gasoline  service  station  and 

ing  on  the  first  storv,  and  the  board  is  empowered  under  Whereas,  the  board  deemed  that  applicant  was  entitle 
the  provisions  of  section  7a  under  such  circumstances  to  to  relief  under  section  21  in  view  of  the  irregular  shar 
grant  such  an  extension ;  and  .  ,  and  size  of  the  plot,  which  would  make  it  unsuitable  for  i 

Whereas,  the  board  deems  that  a  denial  of  the  application  conforming  use;  and 
would  constitute  arbitrary  discrimination  against  the  appli-  Whereas,  at  the  public  hearing  the  objectors  practical' 
cant  and  unnecessary  hardship  and  practical  difficulty  would  w;tfodrew  their  objections  for  the  reason  that  they  had  bei 

devolve  upon  him,  as  within  the  meaning  of  section  21  of  mistaken  as  to  the  location  for  the  proposed  gasoline  statioi 

the  building  zone  resolution;  and  and 

Whereas,  this  application  was  granted  by  the  board  at  its  Whereas  this  application  was  granted  by  the  board 
meeting,  January  21,  1930,  on  certain  conditions,  and  apph-  mectinc  February  28,  1928,  on  certain  condition,  ai 

cant  requests  a  modification  of  these  conditions  as  to  the  licant  requests  a'  modification  of  the  time  limit,  as 

use  of  gas  or  electricity  for  baking  under  date  cf  February  26,  1930,  requested  a  further  mot.! 

Resolved,  that  the  board  of  standards  and  appeals  does  ™ pits, 

hereby  make  a  variation  in  the  application  of.  the  use  dis-  ,  ,  ,  r  standards  and  appeals  dc' 

•  j  .  ,i  '  „rd  iPSS  tkan  in  ft  in  depth  for  plication  be  and  it  hereby  is  granted  on  condition  that  t 

he  e„.i«^  XTo/ tTpremUs;  that  aJ°y  chimney  erected  Shall  be  creeled  a  one-story  building  for  the  use  and 
dnll  he  of  masonry  construction,  carried  above  the  roof  commodation  of  the  patrons  of  the  premises,  that  the  m 

of  main  building  on  Ihe  premises,  and  that  thc  chimney  ing  shall  be  finished  on  the  exterior  wrth  glared  wh 

r“dd iexxu 

IX.  therebyCComp,eted  within  one  year  from  the  date  o, 

this  action.  _  and  with  vitreous  tile  roofing;  that  there  shall  be  no  portae 

mo-  o~  P7  gasoline  tanks  maintained  or  operated  on  these  premise 

l0^.)-„f-r)A.  .  ,  that  any  advertising  display  shall  be  restricted  to  the 

APPLICANT— Gardiner  Conroy  for  Oppenheim  Michel-  ]un.jnated  Rlass  lamps  of  thc  oil  pUmps  and  flat  wall  si*: 

son  and  Zamore  Realty  Corp..  owner.  ,  one-storv  building:  that  all  permits  required  sh 

SUBJECT-Application  _  for  reopen, ng-modffication-re  ™  obtaincd  ^  sixt  days  and  any  work  involved  sh 
Application  (decision  of  the  superintendent  of  bui  d-  compicted  within  one  year  from  the  date  of  this  actu 

ings),  under  section  21  of  the  building  zone  resolu-  cumpicicu 

tion.  to  permit  in  a  business  district  the  erection  _ 

and  maintenance  of  a  gasoline  service  station.  I  | 

PREMISES  AFFECTED— Southwest  corner  of  Avenue  U  (.f) _28_BZ 

\PPF  \R  \NCES-1  StreCt'  Br°°klyn‘  APPLICANT— James  Kearney,  for  Mary  M.  ShephiJ 

hor  Applicant.  B  F.  Fallon.  SUBJECT— Application  for  reopening— amendment— re  h 

ACTION  OF  BOARD— A pplication  reopened  and  amended.  '  '  plication  (decision  of  the  superintendent  of  bul 

md" M,r°ti.f"d  an<1  GUi"°yIe  an<i  ASSi5,ant  8  PREMISES  AFFECTEd“^2«  KS  and  > 

V  0.V-  M  1 . 0  42  Cross  Island  boulevard  (Rosedale  boulevard,  2  ft 

\  .c"a  ut  .  a  street),  northwest  corner,  Hollis,  Borough  ^ 

Queens. 

THE  RESOLUTION—  APPEARANCES— 

(1025-2T-BZ1  Ror  Applicant:  Lester  W.  Wear. 

Wiif.ri  \s  Gardiner  Conrov,  for  Oppenheim  Michelsen  and  For  Opposition:  John  Sheppard. 

■Zamore  Realty  Corp..  owner,  filed,  September  19,  1927,  an  ACTION  OF  BOARD-Application  reopened  and  ament 
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HE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Cuilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(66-28-BZ) 

Whereas,  James  Kearney,  for  Mary  M.  Shepherd,  owner, 
led,  January  23,  1928,  an  application,  under  the  building 
>ne  resolution,  to  permit  in  a  business  district  and  residence 
strict  the  erection  and  maintenance  of  a  gasoline  service 
at  ion ;  premises  205-43  Hollis  avenue  and  109-42  Cross 
;land  boulevard,  Hollis,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
ig,  July  10,  1928,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
)ne  resolution  show  that  Hollis  avenue  is  in  a  business 
istrict ;  Cross  Island  (Rosedale)  boulevard  is  in  a  residence 
nd  business  district,  and  205th  place  (Thomas  street)  is  in  a 
?sidence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
?ndered  January  24,  1928  (re  Plan  No.  N.  B.  343-28), 

:ads : 

“The  erection  of  a  building  for  use  as  gasoline  service 
station  of  the  use  of  such  premises  is  contrary  to  Article 
2,  Section  4,  Building  Zone  Resolution.” ; 

nd 

Whereas,  it  is  proposed  to  erect  a  one-story  metal  office 
nd  rest  room,  24  ft.  by  12  ft.  in  area,  bury  four  550-gallon 
inks  and  erect  four  pumps  for  the  purpose  of  conducting 
gasoline  service  station  within  a  business  and  residence 
istrict;  the  north  end  of  the  premises  extending  7.33  ft. 
nto  the  residence  disltrict ;  and 

Whereas,  the  applicant  has  filed  87.7  per  cent  consents 
f  an  area  deemed  affected  and  fixed  by  the  boird ;  and 
Whereas,  the  board  deemed  that  applicant  is  entitled  to 
elief  under  section  21;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
leeting,  July  10,  1928,  on  certain  conditions,  and  present 
wner  requests  a  modification  of  these  conditions  as  to 

rease  racks. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  district 
egulations  of  the  building  zone  resolution,  and  that  the  ap- 
lication  be  and  it  hereby  is  granted  on  condition  that  there 
hall  be  erected  along  the  westerly  and  northerly  property 
nes  a  wall  of  approved  masonry,  not  less  than  8  ft.  in 
eight,  the  interior  of  the  wall  to  be  faced  with  enamel 
rick  or  light-color  face  brick,  laid  out  in  panel  design  and 
oped  with  natural  stone  or  architectural  terra  cotta ;  that 
ny  crankcase  service  incidental  to  the  conduct  of  the 
usiness  on  the  premises  shall  be  housed  in  a  roofed  en- 
losure,  which  structure  shall  be  finished  on  the  outside  in 
he  same  material,  ttxture  and  design  as  the  office  building  on 
he  premises,  and  that  the  entrance  to  and  from  said  struc- 
ure  shall  be  from  within  the  property;  that  the  proposed 
uilding  for  the  shelter  of  the  operator  and  patrons  of  the 
■remises  shall  be  erected  substantially  in  the  middle  of  the 
•lot  of  the  area  as  indicated  on  plan  filed  in  this  appeal, 
nd  shall  be  finished  on  the  exterior  throughout  with  enamel 
■rick  or  light-color  face  brick  with  two-tone  trim  at  all 
penings ;  that  no  gasoline  pump  shall  be  installed  within 
0  ft.  of  the  building  line  on  either  street  front;  that  the 
onduct  and  operation  of  the  gasoline  service  station  shall 
e  restricted  to  and  maintained  within  the  property  of  these 
■remises;  that  there  shall  be  constructed  along  the  building 
ine  of  this  property  on  both  street  fronts  a  concrete  curbing 
lot  less  than  12  in.  in  height  with  not  more  than  two 
ntrances  on  the  Cross  Island  boulevard  frontage,  not  ex- 
eeding  a  width  of  10  ft.  each  and  an  exit  and  entrance 


on  the  Hollis  avenue  frontage  not  exceeding  a  width  of 
10  tt.  each ;  that  any  advertising  display  shall  be  restricted 
to  the  illuminated  glass  lamps  of  the  gasoline  pumps  and 
flat  wall  sign  incorporated  on  the  structure,  and  that  all 
permits  shall  be  obtained  within  six  months  and  any  work 
involved  shall  be  completed  within  one  year  from  the  date 
of  this  action. 


APPROVAL  OF  PLANS. 

490-29-BZ. 

APPLICAN  J — William  F.  Doyle,  for  Museum  of  the 
American  Indian-Heye  Foundation,  owner. 
SUBJECT — Application  for  approval  of  plans  in  accord¬ 
ance  with  resolution  adopted  by  the  board  under 
date  of  January  28,  1930. 

PREMISES  AFFECTED — 800-808  St.  Nicholas  avenue  and 
11-19  St.  Nicholas  place,  southeast  corner  of  West 
151st  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Engineer’s  report  adopted;  plans 
approved  in  accordance  therewith 
THE  VOTE  TO  ADOPT  ENGINEER’S  REPORT  AND 
APPROVE  PLANS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfovle  and  Assistant 
Chief  Martin .  5 


Negative  .  0 

Absent  .  c 


AREAS  FIXED. 

(61-30-BZ) 

The  chairman  presented  and  read  a  communication  from 
Thomas  E.  Murray,  Jr.,  requesting  the  board  to  fix  an  area 
deemed  affected,  for  the  purpose  of  modification,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  d 
gasoline  service  station;  premises  246-26  to  246-34  Sunrise 
highway  and  138-16  to  138-20  Washington  avenue,  southwest 
corner,  Rosedale,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

The  south  side  of  Sunrise  highway  from  a  point 
200  ft.  east  of  Washington  avenue  to  a  point  400  ft. 
west  of  premises  in  question ;  also  both  sides  of  Wash¬ 
ington  avenue  from  Sunrise  highway  to  a  point  400  ft. 
southwest  of  premises  in  question. 


( 1 75-30-BZ) 

The  chairman  presented  and  read  a  communication  from 
Bertram  G.  Eadie,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to 
permit,  partly  in  a  business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  1221-1223  Forest  avenue,  north  side,  81  ft. 
west  of  Evergreen  avenue,  West  New  Brighton,  Borough 
of  Richmond  . 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Forest  avenue  from  a  point  200  ft. 
east  of  Evergreen  avenue  to  a  point  400  ft.  west  of 
premises  in  question;  both  sides  of  Llewellyn  place  from 
Forest  avenue  to  a  point  200  ft.  south  of  Forest  avenue; 
the  west  side  of  Evergreen  avenue  from  Forest  avenue 
to  a  point  211  ft.  north  of  Forest  avenue;  also  the 
east  side  of  Jewett  avenue  from  Forest  avenue  to  a 
point  285  ft.  north  of  Forest  avenue. 


( 176-30-BZ) 

The  chairman  presented  and  read  a  communication  from 
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Thomas  Nunley,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district  the  erection  and  maintenance  ot  a  gaso¬ 
line  service  station;  premises  2298  Arthur  kill  road,  south 
side,  169  ft.  east  of  Rossville  avenue,  Rossville,  Borough 

of  Richmond.  ,  ,  .  , 

The  following  area  was  approved  by  the  board: 

The  south  side  of  Arthur  Kill  road  from  a  point 


200  ft.  east  of  the  premises  in  question  to  a  point  400  ft. 
west  of  the  proposed  site ;  also  the  east  side  of  Rossville 
avenue  from  Arthur  Kill  road  to  a  point  375  ft.  south 
of  Arthur  Kill  road. 


Adjourned  2.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  25,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hoi 
land  and  Guilfoyle  and  Assistant  Chief  Martin. 


PETITIONS  FOR  VARIATIONS. 


j  {jg  O Q  ^ 

PETITIONER — John  A.  Kennedy,  for  Abenad  Realty 
Corp.,  owner.  .  .  , 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  de¬ 
cision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 2-12  East  58th  street  and  745- 
7153  Fifth  avenue,  southeast  corner,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 


quest. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Walsh.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Martin . 


Negative 
Absent  . 


5 

0 

0 


763-°9- S 

PETITIONER — J.  J.  Gloster,  for  Manhattan  Laundry 

Service,  owner.  .  .  , 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 118-120  East  129th  street,  Man¬ 
hattan. 

APPEARANCES—  ,  _  .  „  . . 

For  Petitioner :  J.  J.  Gloster  and  Bernard  Pamsh. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 

fp  j  j  p  "y  q  p p 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  ® 

Negative  .  _ 

Absent  . 

THE  RESOLUTION— 

(763-29-S) 

Whereas  T  J  Gloster,  for  Manhattan  Laundry  Service, 
owner,  filed!  December  31,  1929,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  118-120  Fast 
129th  street,  Borough  of  Manhattan;  and 

Whereas  the  order  of  the  fire  commissioner,  dated  June 

17,  1929  (Order  No.  58157-LD),  reads: 

“1.  Extend  interior  stairway  at  East  and  West  sides 
of  building  to  the  roof,  as  per  Section  272  of  the  Labor 

Law.” ; 

^Whereas,  the  building  is  non-firepro^  two  stories  m 
height  40  ft.  by  97  ft.  11  in.  in  area;  OCCUPIED  as  a 


laundry :  cellar,  boiler  room,  1  person ;  1st  and  2nd  stories, 
laundry,  30  persons  each  story;  EQUIPPED  with  a  sprinkler 
system;  EXITS:  two  interior  reinforced  concrete, stairways, 
extending  from  the  first  story  to  top  story,  enclosed  in 
stud,  metal  lath  and  cement  plaster  partitions,  with  fireproof 
doors  at  openings ;  an  iron  ladder  from  top  story  to  roof 
scuttle  at  west  side;  ROOFS  of  adjoining  buildings:  same 
level  at  west;  25  ft.  higher  at  east;  and 

Whereas,  the  petitioner  claims  the  building  was  erectec 
prior  to  1900,  altered  in  1924,  and  has  been  occupied  in  ac 
cordance  with  Certificate  of  Occupancy  No.  9510-1925  (1 
copy  of  which  is  filed  with  this  petition)  ;  furthermore,  th< 
petitioner  contends  there  is  no  access  to  roof  adjoining  a 

east.  1 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  requirements  of  the  labo 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  onll 
so  far  as  it  affects  the  easterly  stairs  on  the  second  stor> 
on  condition  that  the  stairs  on  the  westerly  side  of  th 
building  be  carried  to  the  roof  in  accordance  with  the  re 
quirements  of  the  labor  law. 


748-29- S. 

PETITIONER— Croker  National  Fire  Prevention  Eng 
neering  Co.,  for  15  West  47th  Street  Corp.,  owne 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  a 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 13-19  West  47th  street,  Mai 
hattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Absent  .  * 

THE  RESOLUTION— 

(748-29-S) 

Whereas,  Croker  National  Fire  Prevention  Engineers 
Co.,  for  15  West  47th  Street  Corp.,  owner,  filed,  Decemt' 
23. '  1929,  a  petition  for  a  variation  from  the  requireme^ 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  comir- 
sioner,  affecting  premises  13-19  West  47th  street,  Borot1 

of  Manhattan ;  and  .  .  ,  c 

Whereas,  the  order  of  the  fire  commissioner,  dated  b  ■ 
tember  11,  1929  (Order  No.  62386-LD),  reads: 

“1.  Arrange  all  doors  leading  from  rooms  to  c; 
ridors  to  open  outwardly,  Sec.  370.  of  the  Labor  Law . 

an<WHEREAS,  the  building  is  fireproof,  eighteen  stories! 
height,  97  ft.  6  in.  by  100  ft.  5  in.  in  area  on  the  first  st: 
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,md  97  ft.  6  in.  by  88  ft.  3  in.  above;  OCCUPIED:  cellar, 
boiler  room  and  storage,  3  persons;  1st  story,  stores,  8  per- 
>.ons;  2nd  story,  offices,  hand  tailoring,  men’s  clothes,  46 
arsons;  3rd  to  6th  stories,  inclusive,  vacant  at  present; 
th  story,  tailors,  dressmaking,  jewelers,  showrooms,  20  per- 
ons;  8th  story,  vacant  at  present;  9th  story,  showroom,  15 
>ersons;  10th  story,  vacant;  11th  story,  jewelers,  office,  30 
persons;  1 2th  story,  jewelers,  43  persons;  13th  story,  jew- 
.lers  and  showrooms,  40  persons;  14th  story,  jewelers,  3 
•ersons;  loth  story,  offices,  20  persons;  16th  story,  office 
nd  jewelers,  8  persons;  17th  story,  office  and  jewelers,  en- 
ravers,  23  persons;  18th  story,  office  and  jewelers,  30  per¬ 
sons;  means  of  EGRESS  consist  of  two  interior  fireproof 
tairways,  extending  from  first  story  to  the  roof,  enclosed 
n  fireproof  partitions,  fire  doors  at  the  openings ; 
EQUIPPED  with  a  standpipe  and  fire  alarm  system;  a 
entral  corridor  and  doors  to  this  corridor  in  2nd,  7th,  12th, 
3th,  15th  and  17th  stories  open  inwardly;  and 
Whereas,  petitioner  contends  that  premises  on  these  stories 
re  subdivided  into  small  offices,  occupied  principally  by 
•ewelrv  and  allied  trades  for  tailoring;  that  the  corridors 
re  5  ft.  6  in.  wide,  and  that  the  doors  are  37  in.  wide,  and 
hat  they  are  pressed  steel  in  one  piece,  and  that  if  doors  are 
wung  out  would  interfere  with  the  passageway,  and  that 
they  propose  to  comply  with  the  order  in  every  instance 
Inhere  more  than  five  persons  are  employed  in  any  sub- 
ivision  of  the  floor. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
:  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereby  is 

cnied. 


■6-30-S. 

’ETITIONER — Samuel  Rosenblum,  for  Long  Sang  Tl 
Chinese  Curios  Co.,  lessee. 

-UBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

'REMISES  AFFECTED— 570  Fifth  avenue,  Manhattan. 
iPPEARANCES — 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

iCTION  OF  BOARD — Petition  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

'HE  RESOLUTION— 


(96-30-S) 

Whereas,  Samuel  Rosenblum,  for  Long  Sang  Ti  Chinese 
urios  Co.,  lessee,  filed,  February  7,  1930,  a  petition  for  a 
ariation  from  the  requirements  of  the  labor  law,  as  cited 
i  an  order  of  the  fire  commissioner,  affecting  premises  570 
if  th  avenue,  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
mgust  12,  1929  (Order  No.  61385-LD),  reads: 

“Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof,  as  per  Sec.  271  of  the  Labor 
Law.” ; 
nd 

Whereas,  the  building  is  fireproof,  seven  stories  in  height, 
0  ft.  8  in.  by  95  ft.  in  area  at  first  story  and  20  ft.  8  in.  by 
5  ft.  in  area  above;  OCCUPIED:  1st  story,  store;  2nd 
tory,  curio  display  shop,  10  persons;  3rd  story,  tailors,  7 
ersons ;  4th  story,  tailors,  6  persons ;  5th  story,  tailors,  5 
ersons ;  6th  story,  photographer,  5  persons ;  7th  story, 
hotographer,  8  persons;  EXITS:  an  interior  fireproof  stair- 
ay,  extending  from  the  first  story  to  top  story  (with  iron 
idder  leading  to  scuttle  in  roof),  enclosed  in  fireproof 
artitions,  with  fireproof  doors  at  openings;  a  fire  escape 
n  the  rear  of  the  building,  having  fireproof  openings  along 
ie  course  thereof,  extending  from  the  top  story  balcony 
>  the  rear  yard,  with  EGRESS  from  the  termination  of 
ie  fire  escape  by  means  of  fireproof  passageway  at  cellar 


level,  leading,  by  means  of  stairs,  up  to  main  hall  at  first 
story  and  thence  to  street ;  ROOFS  of  adjoining  buildings : 
to  north,  22  ft.  lower;  to  south,  same  level  at  certain 
points ;  and 

V  hereas,  petitioner  contends  that  the  building  to  the  south 
does  not  afford  a  safe  means  of  egress  from  the  roof  of 
the  premises  in  question,  and  proposes  to  extend  the  fire 
escape  on  rear  of  premises  to  roof,  and  requests,  otherwise, 
the  acceptance  of  the  existing  means  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law%  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  rear  fire  escape  stairs  be  carried  to  the 
roof,  with  a  platform  at  roof  level;  that  a  fixed,  double¬ 
rung  iron  ladder  be  installed  within  the  stair  hall  enclosure 
at  the  top  story  to  counterbalanced  scuttle,  2  ft.  by  3  ft.  in 
area,  in  the  roof,  and  granted  so  long  as  conditions  as  to 
operation  and  use  remain  substantially  unchanged  and  the 
building  shall  not  be  increased  in  height  or  area. 


87-30-S. 

PETITIONER — Samuel  Rosenblum,  for  202-204  West  34th 
Street  Holding  Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 202-204  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Assistant  Engineer  Charles 
.  Bennett  of  bureau  of  buildings  and  Inspector 
Maher  of  fire  department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Martin .  5 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(87-30-S) 

Whereas,  Samuel  Rosenblum,  for  202-204  West  34th 
Street  Holding  Corp.,  lessee,  filed,  February  4,  1930,  a 
peition  for  a  variation  from  the  requirements  of  thq  labor 
law,  as  cited  in  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  202-204  West  34th  street,  Borough 
of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  3,  1930,  reads : 

“1.  Second  means  of  exit  in  accordance  with  section 
270  Labor  Law  must  be  provided  from  2nd  and  3rd 
floors. 

“2.  Second  means  of  exit  must  be  provided  from 
cellar.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  40  ft.  bv  49  ft.  Al/2  in  area  at  first  story  and  40 
ft.  by  44  ft.  4 y2  in.  in  area  above;  OCCUPIED  as  a  pub¬ 
lishing  house:  cellar,  printing,  4  persons;  1st  story,  stores; 
2nd  story,  printing,  17  persons ;  3rd  story,  offices,  30  per¬ 
sons;  EXITS:  an  interior  fireproof  stairway,  extending  from 
the  cellar  story  to  roof,  enclosed  in  fireproof  partitions, 
wbth  fireproof  doors  at  openings;  ROOFS  of  adjoining 
buildings:  same  height  at  west;  seventeen  stories  higher  at 
east ;  and 

Whereas,  the  petitioner  proposes  to  provide  a  45-degree 
fire  escape  on  front  of  the  building;  a  counterbalanced  stair 
at  second  story,  with  fireproof  openings  along  the  course 
thereof ;  also  to  provide  an  iron  ladder  in  the  front  area, 
with  counterbalanced  trap  doors  at  sidewalk  level,  so  as 
to  furnish  an  emergency  exit  from  cellar;  furthermore,  the 
petitioner  contends  there  is  no  manufacturing  work  done 
above  the  second  story  and  the  area  of  the  building  is  very 
small ;  and 
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Whereas,  there  now  exists  a  fireproof  enclosed  stairway 
from  the  cellar  to  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  1,  on  condition  that  an  approved  labor  law  fire  escape 
be  erected  on  the  front  of  the  building  at  the  westerly  end, 
with  a  counterbalanced  stairs  from  the  lowest  balcony  to  the 
street,  and  granted,  as  to  Item  2,  on  condition  that  there 
shall  be  provided  within  the  sidewalk  area  leading  from  the 
cellar  a  fixed  iron  ladder  to  the  street,  and  that  a  counter- 
balanced  sidewalk  vault  cover  be  provided  at  sidewalk  level 
of  said  ladder,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area  and  that  the  factory  use  above  the 
first  story  shall  be  limited  to  the  second  story;  that  the 
occupancy  of  the  third  story  shall  be  limited  to  ten  persons 
and  not  more  than  seventeen  persons  on  the  second  story. 


99-30-S. 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Silvers  Lunch  Stores  Co.,  Inc., 
lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 313-315  Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE—  .  _ 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  ® 

Absent  .  0 


THE  RESOLUTION— 

(99-30-S) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Silvers  Lunch  Stores  Co.,  Inc.,  lessee,  filed,  Feb¬ 
ruary  7,  1930,  a  petition  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 

commissioner,  affecting  premises  313-315  Broadway,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
24,  1929  (Order  No.  60250-LD),  reads: 

“1.  Extend  the  interior  stairway  at  south  side  of 

building  to  the  roof.  . 

“2.  Provide  an  additional  means  of  exit  from  1st 

story  at  rear  of  building. 

“3.  Provide  an  additional  means  of  exit  from  sub¬ 
cellar  at  front  of  building.”; 


W^hereas,  the  building  is  non-fi  rep  roof,  five  stories  (7~ 
ft.  6  in.)  in  height,  40  ft.  by  95  ft.  6  in.  in  area  at  first 
story  and  40  ft.  by  86  ft.  in  area  above;  OCCUPIED: 
sub-cellar,  boiler  room  and  storage,  1  person;  cellar,  baking 
for  restaurant,  4  persons;  1st  story,  store  and  restaurant, 
28  persons;  2nd  story,  bookbinding  and  printing,  18  per¬ 
sons;  3rd  story,  linotyping  and  printing,  20  persons;  4th 
storv  printing  and  office,  14  persons;  5th  story,  printing, 
bookbinding  and  engraving,  13  persons;  EQUIPPED  with 
a  fire  alarm  signal  system:  EXITS:  an  interior  wood 
stairway,  extending  from  the  first  story  to  top  story,  en¬ 
closed  in  fire-resisting  partitions,  with  fireproof  doors  at 
openings;  a  fire  escape  on  the  front  of  the  building,  having 
fireproof  openings  along  the  course  thereof,  extending  from 
the  top  story  balcony  to  the  second  story  balcony,  with 
EGRESS  from  the  termination  of  the  fire  escape  by  means 
of  counterbalanced  stairs  to  street;  ROOFS  of  adjoining 
buildings:  to  south,  8  ft.  3  in.  lower;  to  north,  one  story 

lower ;  and  ,  ,  . 

Whereas,  petitioner,  as  to  Item  No.  1,  contends,  that 
there  is  no  safe  means  of  egress  from  the  roof.,  that  in  the 


top  story  loft  there  is  an  iron  ladder  leading  to  scuttle  ii 
roof  and  proposes  to  provide  in  the  top  story  stair  hall  ; 
double-rung  iron  ladder  to  a  scuttle  in  roof ;  as  to  Item  2 
proposes  to  provide  a  doorway  leading  from  the  restauran 
to  the  main  hallway;  as  to  Item  3,  contends  that  there  ha 
been  provided,  since  the  issuance  of  this  order,  an  iro 
ladder,  extending  from  the  sub-cellar  up  to  the  cellar  lev{ 
at  a  point  adjacent  to  the  stairway  which  runs  from  th 
cellar  level  to  the  first  story.  I 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  requirements  of  the  labo 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  t 
Item  1,  on  condition  that  a  fixed  double-rung  iron  ladder  t 
provided  within  the  top  story  enclosure  to  scuttle,  2  ft.  by 
ft.  in  area,  in  the  roof,  and  granted,  as  to  Item  2,  on  cot 
dition  that  a  doorway  shall  be  provided  in  the  main  stair  ha 
enclosure  at  the  rear  of  the  first  story  hall,  opening  out,  ar 
on  condition  that  the  building  shall  not  be  increased  in  heigl 
or  area  and  that  conditions  as  to  occupancy  and  use  shall  r< 
main  substantially  unchanged;  denied  as  to  Item  3. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
54-30-SA. 

PETITIONER— David  Kaufman,  for  Korth  Engineerii 
Co.,  owner. 

SUBJECT— Carter-Korth  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner:  David  Kaufman.  j 

For  Administration :  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  C; 
endar  pending  test  and  report  of  fire  department. 


558-25-SA. 

PETITIONER — Globe  Automatic  Sprinkler  Co. 

SUBJECT— Globe  Dry  Pipe  Valve  Accelerator,  approi 
of. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn  on  writl 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

.  Chief  Martin . 

Negative  . 

Absent  . 


188-28-SA. 

PETITIONER— Stanley  &  Patterson. 

SUBJECT— Faraday  Waterflo  Alarm  Panel,  approval  oi 
APPEARANCES — None. 

ACTION  OF  BOARD — Chairman  read  engineer’s  repc 
engineer’s  report  adopted  and  appliance  appro 
in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPRO 
APPLIANCE—  .  . 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Negative  . . 

Absent  . , 

THE  RESOLUTION— 

(188-28-SA) 

Whereas,  Stanley  &  Patterson,  filed,  March  1,  192: 
petition  with  the  board  of  standards  and  appeals  for  ! 
proval  of  their  device  known  as  the  Faraday  WaU 

Alarm  Panel;  and  .  ,  , 

Whereas,  this  device  was  submitted  to  the  hre  aep 
ment  for  test  and  report,  and  report  of  the  chief  ot  ' 
fire  prevention  bureau  dated  March  11,  1930,  recomnn1 
the  approval  of  the  device.  . 

Resolved,  that  the  board  of  standards  and  appeals  «, 
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|* *eby  approve  the  device  known  as  the  Faraday  Waterflo 
*arm  Panel  for  use  on  standpipe  and  sprinkler  installations 
vien  installed  and  operated  in  accordance  with  the  report 
c  the  chief  of  the  bureau  of  fire  prevention. 


25-29-SA. 

liTITIONER — The  Fairbanks  Co.,  owner. 

JJBJECT — Fairbanks  2J4-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 

[PPEARANCES — None. 

1CTION  OF  BOARD — Chairman  read  engineer’s  report; 
engineer’s  report  adopted  and  appliance  approved  in 
accordance  therewith. 

HE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
APPLIANCE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(268-29-SA) 

Whereas,  The  Fairbanks  Co.  filed,  April  18,  1929,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals  for  approval 
of  their  device  known  as  the  Fairbanks  2^-Inch  Hose  Out¬ 
let  Valve,  Angle  Pattern,  Type  “B” ;  and 

Whereas,  a  test  was  made  of  this  valve  by  a  committee 
of  the  board  May  6,  1929,  on  the  fireboat  “John  P.  Mitchell”; 
and 

Whereas,  a  further  test  was  conducted  by  the  engineer 
of  the  board  and  an  inspector  of  the  bureau  of  fire  preven¬ 
tion,  and  the  report  recommends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Fairbanks  2}4-Inch 
Hose  Outlet  Valve,  Angle  Pattern,  Type  “B,”  for  use  in  all 
standpipe  fire  lines  in  the  City  of  New  York  when  installed 
in  accordance  with  the  standpipe  rules  of  the  board  of  stand¬ 
ards  and  appeals. 


Adjourned  5.45  p.  m. 

William  J.  O'Gorman,  Secretary. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
:peals  held  Tuesday  afternoon,  March  18,  1930,  as  they 
ipeared  in  Bulletin  No.  12,  Vol.  XV,  are  hereby  corrected 
t  read  as  follows : 

,’7-29-BZ. 

.PPLICANT — William  F.  Doyle,  for  Luke  Kilgallon, 
owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b,  7e  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  and  the  installa¬ 
tion  of  a  gasoline  service  station. 

DEMISES  AFFECTED — 1016-1024  Beach  19th  street, 
east  side,  136  ft.  north  of  Cornaga  avenue,  Far 
Rockaway,  Borough  of  Queens. 

PPEARANCES— 

For  Applicant:  William  F.  Doyle  and  John  Kil¬ 


gallon. 

For  Opposition :  William  Katz. 

STION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Holland .  1 

Negative:  Chairman  Walsh,  Commissioner  Con¬ 
nell  and  Assistant  Chief  Martin .  3 

Absent :  Commissioner  Guilfoyle .  1 


*  Correction — Commissioner  Holland  added  in  affnnative 
vote  to  grant  and  0  changed  to  1  in  same  line. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
d  appeals  held  Tuesday  afternoon,  March  4,  1930,  as  they 
peared  in  Bulletin  No.  10,  Vol.  XV,  are  hereby  corrected 
read  as  follows : 

9-29-BZ 

PPLICANT — James  E.  Smyth,  for  Caverly  Holding  Corp., 
owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and  a  gasoline 
service  station. 

Correction — “Grand  avenue”  changed  to  “Grant  avenue" 
i  line  10  of  digest  and  line  6  of  resolution. 


PREMISES  AFFECTED — 3459-3469  Fulton  street  and  234 
246  Grant  avenue,  northwest  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Dennis  M.  Hurley. 

For  Opposition :  J.  J.  Leary. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  6 

Absent  .  0 

THE  RESOLUTION— 

(479-29-BZ) 


Whereas,  James  E.  Smyth,  for  Caverly  Holding  Corp., 
owner,  filed,  July  17,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles  and  a  gasoline  service  station ;  premises 
3459-3469  Fulton  street  and  234-246  Grant  avenue,  north¬ 
west  corner,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fulton  street  is  in  a  business  dis¬ 
trict  ;  Nichols  avenue  is  in  a  residence  district,  and  Grant 
avenue  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  19,  1929  (App.  No.  9596-29),  reads: 

“Proposed  public  garage  and  gasoline  station  to  be 
located  in  a  business  use  district  are  contrary  to  Art. 
II,  Sec.  4-a  of  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  101  ft. 
~,y2  in.  and  a  depth  of  101  ft.  4Jf$  in.;  to  be  occupied  as  a 
garage  for  the  storage  of  more  than  five  motor  vehicles 
and  a  gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  on  the  ground  of  practical  difficulties 
and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed ,  and  that  the  application  be 
and  it  hereby  is  denied. 
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Name  of  Burner 

♦A.  B.  C.  Oil  Burner . 

♦Aetna  Automatic  Oil  Burner . 

♦Aladdin  Oil  Burner . 

♦Alexander  Oil  Burner... .  JLIaSA 

Anthony  Nebulyte  Oil  Burner .  So" or' Q A 

♦Arcoil  Heat  Machine.  ..........  •  • .  So?  qa 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-bA 
♦Baker  Automatic  House  Heating  Burner....  1323‘22'^ 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  SS'S'Ia 

Ballard  Automatic  Oil  Burner. ......._ .  J363-23-bA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22  S. 

Ballard  Jr.  Oil  Burner...... . .  ll<6-22-b 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  a 

♦Ballard  Super  Domestic  Oil  Burner .  S2  m’sA 

♦Bayard  Domestic  Fuel  Oil  Burner .  JSl’S'cA 

♦Berggren  Oil  Burner .  iIm21-SA 

Best  Calorex  Burner .  ^  ll  cl 

♦Bettendorf  Oil  Burner .  Ill'll  ^ 

Burnwell  Mechanical  Burner .  f  7  ‘—'Ha 

♦Caloroil  Burner-Type  AA .  SSIq  S\ 

♦Carborundum  Burner .  S  i  c  A 

♦Century  Oil  Burner .  SaaiSA 

Coen  Mechanical  Oil  Burner . 

♦Combustion  Fuel  Oil  Burner ......  ■_ .  oS'oq  QA 

♦Combustion  Fuel  Oil  Burner,  Type  B .  ??J"2i“qa 

♦Commonwealth  Oil  Burner .  348-28  5- 

Cornell  No.  1  Type  A  Oil  Burner . 

Crescent  Oil  Burner . •  •  . .  49R.9q.qA 

♦Crown  Oil  Burner,  Type  XA .  c?a 

♦Crystal  Blue  Flame  Oil  Burner .  ^oi'Ia 

Dahl  Mechanical  Fuel  Oil  Burner .  'Ji' g* 

♦Dahl  Vaporizing  Oil  Burner .  rro'os  I  a 

♦Dist-o-matic  Oil  Burner .  £63-28  b. 

♦Eisler  Automatic  Oil  Burner .  Soil  "§A 

♦Electrol  Automatic  Oil  Burner .  1414IS-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1Si‘S‘?A 

♦Espo  Oil  Gas  Burner .  MSl-ss-bA 

♦Faultless  Oil  Burner 


FUEL  OIL  BURNERS 

Approved  by  the  Board  of  Standards  and  Appeals 
Calendar  No. 


Name  of  Burner  Calendar  No. 

Lientz  Oil  Burner .  155-20-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

♦May  Oil  Burner .  68-24-SA 

♦Mayflower  Oil  Burner .  124-29-SA 

♦Mcllvane  .  544-29-SA 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 


673-27-SA 

938-25-SA 


♦Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-SA 

Morse  Fuel  Oil  Burner . . .  820-23-SA 

♦Moussette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

♦National  Rotary  Oil  Burner .  836-25-SA 

♦New  Process  Oil  Burner .  1071-27-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R 


584-28-SA 


♦Nokol 


Automatic  Heater .  1078-24-SA 


792-26-SA 


735-24-SJ 

78-28-S/ 


23-SA 
493-24-SA 


Fess  Turbine  Burner . . . .  •  •  •  •  26-22-SA 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 


O . 

♦Foster  Oil  Burner. . . . 
Frankfort  Type  P  Oil 
♦Franklin  Domestic  Oil 
Gem  Fuel  Oil 


-SA 

-SA 


1094-27-SA 

.  715-26-SA 

Burner .  1046-23-SA 

H,L  W11  Burner .  560-26-SA 

.  Burner . 

Gilbert  &  Barker  Fuel  Oil  Burner . 

♦Gill  Oil  Burner . .  •  •  . .  1  ' 

♦Goodspeed  Automatic  Oil  Burner .  ,t1a 

GRD  Fuel  Oil  Atomizer .  JS’II 

♦Gulf  Oil  Burner . 

♦Hardinge  Oil  Burner  and  Pump  Set .  <,* 

♦Hart  Automatic  Oil  Burner....... .  1 1£2- 24-bA 

Hauck  Venturi  Low  Pressure  Oil  Burner....  88-27-bA 

♦Heatiator  Oil  Burner .  oa 

Holby  Oil  Burner .  ?  ‘ 

♦Holby  Type  A  Fuel  Oil  Burner .  rrq~29~SA 

Holby  Type  B  Fuel  Oil  Burner . 

♦Homer  Domestic  Oil  Burner .  121^~qa 

Induslo  Fuel  Oil  Burner  1-27 . 

♦International  Oil  Burner . .  •  •  •  •  •  • . 

♦Johnson  Improved  Rotary  Fuel  Oil  Burner 

Joyce  Oil  Burner . 

*K.  F.  C.  Oil  Burner . 

•Kleen  Heet  Oil  Burner .  rA 

♦ICres-Kno  Oil  Burner . 

Lawrence  May  Oil  Burner .  1£3J' 

Liberty  Automatic  Heater .  129-28-bA 


North  American  Low  Pressure  Oil  Burner. 

♦Nu-Way  Oil  Burner .  773-20-SA 

♦Orr  Fuel  Oil  Burner .  113-26-SA 

♦Paramount  Oil  Burner .  1193-25-SA 

♦Pascoe  Oil  Burner  and  Pump  Set . . . 1029-26-SA 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner . 181-26-5/ 

Petro  Mechanical  Burner  and  Air  Register. 

♦Petro  Burner,  Model  O . 

♦Pioneer  Automatic  Oil  Burner .  1259-27-S/ 

Burner  .  644-21-SJ 

♦Powerlight  Oilheat  Burner .  628-23-SA 

Quinn  Oil  Burning  Equipment .  867-21-Sa 

♦Rayfield  Oil  Burner .  504-26-Sj1 

Ray  Rotary  Fuel  Oil .  504-23-S/ 

♦Re-Ly-On  Oil  Burner .  745-28-S/ 

♦Remington  Oil  Burner . _ . .  891-26-5/ 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-28-S 

♦Rickard  Oil  Burner .  1011-27-Si, 

Rockwell  Fuel  Oil  Burner .  341-21-S. 

Rohr  Schanck  Fuel  Oil  Burner .  5 83-2 1  -S. 

♦Richmond  Gravity  Fuel  Oil  Burner .  1193-22-S/ 

♦Schulse  Home  Oil  Burner .  1487-23-S. 

♦Security  Oil  Burner .  56-28-S 

♦Silent  Automatic  Oil  Burner .  458-26-S 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner. .  1203-22-S 

♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1 1 91-24-S 

Steam  Oil  Burner .  183-22-S 

♦Stroud-in-the-Door  Burner .  129-27-5- 

♦Stuhler  Oil  Burner .  618-27-S1 

♦Summerheat  Oil  Burner.. .  581-26-S 

♦Sundstrand  Automatic  Oil  Burner .  755-26-S 

Burner. 


92-23-S 


.  _ _  Surface  Combustion  Low  Pressure 

and  Pnmn  Set  .  813-25-SA  *Sword  Automatic  Oil  Burner .  951-25-S 

and  Pump  bet.  .  . -  «  *  *Tabor  Automatic  Oil  Heaer,  Type  “D” .  778-28-S 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24- ^ 

Tate-Jones  No.  6  Oil  Burner .  1444-23-w 

♦Timken  Oil  Burner,  Model  20 .  287-28-w 

♦Timken  Rotary  Oil  Burner .  297-29-w- 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-Sfl 

Todd  Rotary  Fuel  Oil  Burner .  454-25-S 

Todd  Steam  Atomizing  Fuel  Oil  Burner -  123-23-. 

♦Torridheat  Oil  Burner .  63-28-^ 

♦Uni-Lec-Tric  Oil  Burner .  498-29-A 

CfnfAc  Oil  "Riirn^r .  620-28-v^ 


938-22-SA 

852-26-SA 

846-25-SA 

62-24-SA 


620- 
6-24-S 


Used  mainly  in  domestic  installations. 


♦United  States  Oil  Burner 
♦Universal  Fuel  Oil  Burner 

♦Vesta  Oil  Burner .  451-26-A 

♦Wavne  Oil  Burner  Pump  and  Fan  Set .  11 55-25-, v 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-|P 

•Winslow  Industrial  Burner .  19-25-.I 

York  Automatic  Oil  Burner .  44-29- 
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Administrative  Applications. 

29- 27-A — 39  Fifth  avenue,  Manhattan. 

30- 27-A — 13-16  Central  Park  West,  Manhattan. 

31- 27-A — 20-28  West  72nd  street,  Manhattan. 

32- 27-A — 242-248  West  76th  street,  Manhattan. 

74- 29-A — 11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

10-22-SA — Crocker  Gas  Valve,  approval  of. 

99-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
73-22-SA — Anti-Syphon  Valve,  approval  of. 

30-22- S A — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

49-22- S A — Coen  Oil  Burner,  approval  of. 

57- 23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valvt, 

approval  of. 

24- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
27-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

75- 23-S A — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

79-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

97-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
43-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
25-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

52-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

59-23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 
46-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
,50-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
92-24-SA— HoLzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

55-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

'I6-24-S A — Milnes  Oil  Burner,  approval  of. 

42-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 
46-24-S  A — Salvo  Fire  Extinguisher,  approval  of. 

59-24-SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
00-24-SA — Smolensky  Check  Valve,  approval  of. 

58- 25-S A — Globe  Dry  Pipe  Valve  Accelerator,  approval 

of. 

85-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

63- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

64- 25-S.A — Koerting  Gear  Pump,  approval  of. 

46-25-S.A — Palmer  Gravity  Lock,  approval  of. 

133-26-SA — Signal  Weatherproof  Bells,  approval  of. 
■fi4-26-S.A — Kork-n-Seal.  approval  of. 

I97-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

84-26-SA — Protectoseal  Cover,  approval  of. 

>90-26- S. A — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

10-27-SA — Wilbur  Extinguisher,  approval  of. 


187- 27-SA— Keenan  Gas  Shut-Of^  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

53i-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-2. -SA — Cooks  Automatic  Oil  Burner,  approval  of. 
977-27-SA — Romec  Rotary  Pump,  approval  of. 

1162-27-SA — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

188- 28-SA — Faraday  Waterflo  Alarm  Panel,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 

approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
765-28-SA — Keuka  Oil  Burner,  approval  of. 

775-28-SA — Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 

813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

79-29-S-A— Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-SA— Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

186-29-SA — National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA— A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA — Fairbanks  2H-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 

380  29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA — Crystal  Blue  Flame  Oil  Burner,  approval  of. 
510-29-SA — Hercules  Oil  Burner,  approval  of. 

535-29-SA: — Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-S A— Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA — Electromatic  Oil  Burner,  approval  of. 
637-29-SA — Merco  Oil  Burner,  approval  of. 

657-29-S A — Sunflower  Oil  Burner,  Model  S-l,  approval  of. 
684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-S A — Super  Automatic  Oil  Heater,  approval  of. 
737-29-S A — Piatt  Oil  Burning  Water  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 

54-30-SA — Carter-Korth  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  March  26,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 

Cases  pending  March  26,  1930 . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . 

Dismissed  . 

Denied  . 

213  Granted  . 

Granted  on  condition . 

Appliances  approved. . . . . 

20  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . • . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

63  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

7  Requests  to  amend  granted . 

Requests  to  amend  denied . 

8  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

23  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

2  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

H  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn.. 

0  Interpretations  . . . 

Requests  withdrawn  or  dismissed . 

739  Total  . 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  i 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  l 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  ofi 
cases  promptly,  for  the  reason  that  the  pendency  of  i 
appeal  or  petition  ties  the  hands  of  the  administrative  1 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  peti: 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  t 
appellant  or  petitioner  to  file  necessary  data,  or  by  : 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pi 
and  data  required  by  law  are  supplied,  as  specified  on ! 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BU- 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  ) 

Name . 


My  subscription  is  to  begin  with  the  issue  for. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of 
10  A.  M. 

Regular 

Meeting, 

April 

1, 

1930, 

Minutes  of 

2  P.  M. 

Regular 

Meeting, 

April 

1, 

1930, 

Approved  Fire  Line  Hose  Valves. 
Reserve  Calendar. 

Smoking  in  Factories,  Rules. 

First  Quarterly  Report. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

I  he  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday ,  April  8,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  15,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 


CALENDAR 

CALL  OF  CLERK’S  CALENDAR 


New  Cases  Filed  up  to  April  2,  1930. 

Cal.  No.  Department.  Premises  Affected. 

034.30-S  . B.B.M _ 149  W.  21st  st.,  Man., 

_  Viol.  Order  1320-30 

233-30-S  _ F.D . 82-90  Brown  pi.,  Bx., 

_  L.  D.  64420 

232-30-SA . F.D . Pratt  &  Cady  Class  “B”  2 54- 

Inch  Hose  Outlet  Valve, 

_ _  Appliance 

231-30-SA . F.D . Pratt  &  Cady*  Class  “A”  254- 

Inch  Hose  Outlet  Valve, 

_ _  Appliance 

230-30-A . F.D . 1175  Richmond  terr.,  Livingston, 

_  .  Rich.,  F-45159 

229-30-S  F.D . 31-29  12th  st.,  L.  I.  C.,  Q., 

L.  D.  71848 

2‘>8-30-BZ . B.B.Q .... 8993  130th  st.,  Jamaica,  Q., 

_  N.  B.  225-30 


TUESDAY,  APRIL  8,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

541-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Julia  A.  Flanaga 
owner. 

PREMISES— 665-675  73rd  street,  north  side,  103  ft.  8  1 
west  of  Seventh  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo: 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

669-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Bushwick  Dumb 
&  Wood  Co.,  Inc.,  owner. 

PREMISES— Southeast  corner  of  Sutphin  boulevard  a 
109th  road,  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  gasoline  service  station. 


227-30-BZ . B.B.Q _ 88-01  to  88-19  Roosevelt  ave., 

_  Elmhurst,  Q.,  Alt.  993-30 

‘>26-30- A.  . B.B.M . .  ..2-20  W.  34th  st.,  Man., 

“ _ _  N.  B.  31-29 

225-30-A . B.B.M... .219-229  W.  40th  st.,  Man.,  . 

_  Decision 

224-30- A . F.D . 627-629  Broadway,  Man., 

F-72325 


694-29-BZ. 

APPLICANT— Bertram  G.  Eadie,  for  Otto  F.  Koehler,  Ii 
owner. 

PREMISES— 14-22  Monroe  avenue,  west  side,  111  ft.  sor 
of  Fort  place,  St  George,  Borough  of  Richmo 

APPLICATION,  under  section  21  of  the  building  z<: 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage  of  more  tl; 
five  (5)  motor  vehicles. 


223-30-S  . F.D . 40  E.  20th  st.,  Man., 

_ _  L.  D.  68055 

222-30-BZ . B.B.B _ 234  Atlantic  ave.,  Bklyn., 

_ _  Applic.  2634-30 

221-30-S . B.B.M _ 379  Madison  ave.,  Man., 

_  Decision 

220-30- A . F.D . 1555  Atlantic  ave.,  Bklyn., 

.  L.  C.  28300 

219-30-A . F.D . 30-32  E.  20th  st.,  Man., 

^ _  F-65064 

218-30-BZ . B.B.B... . 228-232  Evergreen  ave.,  Bklyn., 

_ ___  Applic.  16002-29 

217-30-BZ . B.B.Q _ 11401  Merrick  blvd.,  Jamaica, 

~  Q.,  N.  B.  1300-30 

216-30-BZ . B.B.B _ 425-431  Hegeman  ave.,  Bklyn., 

_ _  Applic.  18109-29 

215-30- A . F.D . 1784-1790  Broadway,  Man., 

'*  '  '  '  F-71624 

214-30- A . F.D . 35-37  E.  20th  st.,  Man., 

"  F-71284  &  F-71285 


F.D - 

H.D . . . 

B.B.B.. 

B.B.M. 

B.B.Q. 

B.B.R . 

B  B.Bx 

T.H.D. 


CODE. 

. Fire  Department 

. Health  Department 

...Bureau  of  Buildings,  Brooklyn 
..Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

.Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

....Tenement  House  Department 


52-30-BZ. 

APPLICANT— Thomas  Craddock  Hughes,  for  Patrick  I 
Whelan,  owner. 

PREMISES— 1243-1257  East  45th  street,  northeast  cor 
of  Avenue  I,  Brooklyn. 

APPLICATION,  under  sections  6,  21  and  25  of  the  builq 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  m;i 
tenance  of  a  gasoline  service  station. 

61-30-BZ. 

APPLICANT — Annuncio  Ambrosio,  owner. 

PREMISES— 246-26  to  246-34  Sunrise  highway  and  13  I 
to  138-20  Washington  avenue,  southwest  cor: 
Rosedale,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  st 
resolution,  ' 

TO  PERMIT  in  a  business  district  the  erection  and  mi 
tenance  of  a  gasoline  service  station. 


106-30-BZ. 

APPLICANT— William  Layton  Hall,  for  Mabel  L 
owner.  >  . 

PREMISES— 337  Arbutus  avenue,  northeast  corner  of 
lan  boulevard,  Huguenot,  Borough  of  Richmor 

APPLICATION,  under  sections  7g  and  21  of  the  buili 
zone  resolution,  L 

TO  PERMIT  in  a  business  district  the  erection  and  ni 
tenance  of  a  gasoline  service  station. 

172-30-BZ. 

APPLICANT — Cornelius  Fellows  Realty  Corp.,  owner 

PREMISES— 57-67  West  66th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  bun 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  a 
change  of  occupancy  from  a  skating  rink  > 
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riding  academy  and  stable  for  more  than  five  (5) 
horses. 


APRIL  8,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

86-30-A — 388  Clove  road,  West  New  Brighton,  Borough 
of  Richmond. 

89- 30-A— 82-90  Brown  place  and  491-497  East  132nd 

street,  northeast  corner,  The  Bronx. 

90- 30-A — 129-131  Fifth  avenue,  Manhattan. 

68-30-A— 803-817  East  141st  street,  northeast  corner  of 
Southern  boulevard.  The  Bronx. 

103-30-A — 50  Church  street,  southwest  corner  of  Fulton 
street,  Manhattan. 

107- 30-A — 26  East  22nd  street,  Manhattan. 

108- 30-A — 168  South  street,  Manhattan. 

189-30-A — 161  West  49th  street,  154-166  West  50th  street 
and  753-759  Seventh  avenue,  southeast  cor¬ 
ner  of  Seventh  avenue  and  50th  street,  Man¬ 
hattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 
if  the  building  zone  resolution,  Tuesday  morning,  April  8, 
930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
le  following  matters: 

al.  no.  42-30-BZ — Application,  January  20,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Antoinette  Oliva,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service 
station;  premises  2501-2529  East  18th 
street,  southeast  corner  of  Avenue  Y, 
Brooklyn. 

\l.  no.  696-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Manon  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  west 
side  of  Hoff  street,  1,394.78  ft.  south 
of  Neptune  avenue,  Brooklyn. 

'L.  no.  716-29-BZ — Application,  December  7,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alfred  J.  Boulton,  applicant,  on 
behalf  of  Rose  Gold  Homes  Corp., 
owner,  to  permit  in  a  business  district 
the  installation  and  maintenance  of  a 
gasoline  service  station ;  premises  2412 
Avenue  Z  and  4610-4614  Bedford  ave¬ 
nue,  northwest  corner,  Brooklyn. 

■L.  no.  27-30-BZ — Application,  January  15,  1930,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  Clayton  G.  Shirkey,  applicant,  on 
behalf  of  Lena  D’Amato,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
71-20  to  71-28  Hammels  boulevard  and 
324-330  Beach  72nd  street,  northeast 
corner,  Rockaway  Beach,  Borough  of 
Queens. 


CAL.  NO.  39-30-BZ— Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  <  f 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  82-30-BZ— Application,  February  4,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Max  Roth,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1039-1047  Myrtle  ave¬ 
nue,  northeast  corner  of  Sumner  ave¬ 
nue,  Brooklyn. 

cal.  no.  83-30-BZ — Application,  February  4,  1930,  under 
section  7a  of  the  building  zone  resolu¬ 
tion,  of  Victor  Meyer,  applicant,  on  be¬ 
half  of  Napthalie  Meyer,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  three  (3)  commercial  motor 
vehicles  used  in  connection  with  busi¬ 
ness  conducted  on  the  premises;  prem¬ 
ises  1801  Ocean  parkway,  southeast  cor¬ 
ner  of  Avenue  R,  Brooklyn. 

I  > 

cal.  no.  200-28-BZ— Application,  March  5,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Klein,  Kinsley  &  Klein,  applicants, 
on  behalf  of  Liebler  Bros.,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  218-224  West  230th  street,  The 
Bronx. 

cal.  no.  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

cal.  no.  15-30-BZ — Application,  January  10,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Rock  Joy  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  35th  avenue  and  Cross  Island 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  51-30-BZ — Application,  January  23,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Theobald  H.  Engelhardt, 
applicant,  on  behalf  of  Cord  Meyer  De¬ 
velopment  Co.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  installation  of  a  gasoline  service 
station;  premises  112-01  to  112-09 
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Queens  boulevard,  75-01  to  75-09  112th 
street  (Seminole  avenue) ,  northeast  cor¬ 
ner,  and  112-16  to  112-40  75th  avenue 
(Atom  street),  Forest  Hills,  Borough 
of  Queens. 

William  E.  Walsh,  Chairman. 


APRIL  8,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  8, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal  no  305-29-BZ— Application,  May  7,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  L.  Morris,  appli¬ 
cant,  on  behalf  of  Mansfield  Improve¬ 
ment  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1190-1200  Gravesend  avenue, 
west  side,  120  ft.  north  of  Avenue  J, 
Brooklyn. 

cal.  no.  688-28-BZ — Application,  August  22,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Abraham  &  Straus,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  of  a  department  store  build¬ 
ing  with  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  con¬ 
structed  and  maintained  in  the  third 
basement  story ;  premises  408-438  Fulton 
street,  southeast  corner  of  Gallatin 
place,  Brooklyn. 

cal.  no.  706-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Max  Levy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2066-2076  Pitkin  avenue 
and  238-240  Pennsylvania  avenue,  south¬ 
west  corner,  Brooklyn. 

cal  no  709-29-BZ— Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  B.  Kleinfeld,  applicant, 
on  behalf  of  Dorothy  Kleinfeld,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  1500-1508  Eastern 
Parkway,  northeast  corner  of  St.  Johns 
place,  Brooklyn. 

cal.  no.  729-29-BZ — Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  George  W.  Braunsdorf, 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  factory  use  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  5814- 


5816  37th  avenue  (Polk  avenue),  south 
west  corner  of  59th  street,  Woodside 
Borough  of  Queens. 


cal.,  no.  766-28-BZ — Application,  October  3,  1928;  reopene' 
January  28,  1930,  under  sections  7e  an 
21  of  the  building  zone  resolution,  o 
McCooey  &  Conroy,  applicants,  on  be 
half  of  Parkway  Center  Building  Corp 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of 
garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles  (previous! 
withdrawn)  ;  premises  822-838  East  Ne 
York  avenue,  south  side,  100  ft.  we 
of  Schenectady  avenue,  Brooklyn. 


cal.  no.  1192-27-BZ — Application,  November  11,  1927 ;  r< 
opened  January  21,  1930,  under  sectioi 
7g  and  21  of  the  building  zone  resoh 
tion,  of  Michael  F.  Dee,  applicant,  sul 
stituted  for  Henry  J.  Nurick,  on  beha 
of  Louis  Del  Gaudio,  owner,  to  pern' 
in  a  business  district  the  erection  ai 
maintenance  of  a  gasoline  service  st 
tion  (previously  denied  under  sectii 
21)  ;  premises  1T56-1764  Bushwick  av 
nue,  Brooklyn. 


cal.  no.  443-29-BZ — Application,  June  29,  1929,  under  st, 
tions  7e,  7g  and  21  of  the  building  zo 
resolution,  of  Charles  L.  Craig,  app 
cant,  on  behalf  of  Helklar  Realty  Cor 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of 
garage  for  the  storage  of  more  thi 
five  (5)  motor  vehicles;  premises  e;: 
side  of  Webster  avenue,  700  ft.  non 
of  East  204th  street,  The  Bronx. 


cal.  no.  697-29-BZ— Application,  December  3,  1929,  un<r 
section  21  of  the  building  zone  reso- 
tion,  of  Metwood  Holding  Corp.,  ap;- 
cant  and  owner,  to  permit,  partly  in 
business  district  and  partly  in  a  rc- 
dence  district,  the  erection  and  niain- 
nance  of  a  four-story  factory  buildii ; 
premises  1513-1561  38th  street,  northel 
corner  of  Dahill  road,  Brooklyn. 


cal.  no.  408-29-BZ — Application,  June  14,  1929,  under  5  - 
tions  7g  and  21  of  the  building  z  < 
resolution,  of  Joseph  A.  Walsh,  api 
cant,  on  behalf  of  Max  Meyem 
owner,  to  permit  in  a  business  dist: 
the  erection  and  maintenance  of  a  go 
line  service  station;  premises  1969-D 
Cropsey  avenue  and  8810-8818  20th O- 
nue,  northwest  corner,  Brooklyn. 


cal.  no.  1148-27-BZ — Application,  October  25,  1927 ;  e 
opened  January  7,  1930,  under  sec  >’ 
7g  of  the  building  zone  resolution  ( « 
viously  denied  under  section  21), 3 
Joseph  A.  Walsh,  applicant,  substit  5 
for  Philip  J.  Sinnott,  on  behalf  ° 
Arrowlene,  Inc.,  owner,  to  permit 
business  district  the  erection  and  mt 
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tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Franklin 
avenue  and  Atlantic  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  15,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

62-29-BZ. 

APPLICANT — Sidney  A.  Fine,  for  Jas-Con  Realty  Corp., 
Inc.,  owner. 

■•REMISES — 4618  Bronx  boulevard,  east  side,  200.02  ft. 
north  of  East  240th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

:'0  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  occupied  as  a  laundry. 

0-30-BZ. 

APPLICANT — William  White,  for  Joseph  Diamond,  owner. 

’REMISES — 1977-1983  Ocean  avenue,  northeast  corner  of 
Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

rO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  office  to  be  used  in  conjunction  with 
an  existing  gasoline  service  station. 

3-30-BZ. 

APPLICANT — Morris  Whinston,  for  Harry  Geier,  owner. 

’REMISES — 97-107  Kenmare  street  and  15  Cleveland  place, 
northeast  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

fO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  15,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

57-30-A — 123-141  West  57th  street,  Manhattan. 

59-30-A — 334-344  West  44th  street,  Manhattan. 

74-30-A — 19  Fulton  street,  Brooklyn. 

93- 30-A — 807-809  East  Tremont  avenue  and  1978  Mapes 

avenue,  The  Bronx. 

94- 30- A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
irds  and  appeals  of  a  public  hearing  under  the  provisions 
if  the  building  zone  resolution,  Tuesday  morning,  April  15, 
930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
he  following  matters : 

:al.  no.  613-29-BZ — Application,  October  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Louis  Cherry,  applicant,  on  be¬ 
half  of  Bingham  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  1731-1741  Jerome  ave¬ 
nue,  west  side,  163  ft.  south  of  West 
176th  street,  The  Bronx. 


zone  resolution,  of  Martin  C.  Dyer,  ap¬ 
plicant  and  owner,  to  permit  the  exten¬ 
sion,  from  an  unrestricted  district  into 
a  business  district  and,  also,  into  a  resi¬ 
dence  district,  of  a  proposed  garage  far 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  4696  Third  avenue, 
northeast  corner  of  East  188th  street, 
and  2437  Washington  avenue,  The 
Bronx. 

cal.  no.  667-29-BZ — Application,  November  14,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  James  J.  Gilhully 
and  Nellie  Gilhully,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3151-3161  Webster  avenue, 
west  side,  375  ft.  north  of  East  204tb 
street,  The  Bronx. 

cal.  no.  720-29-BZ — Application,  December  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  H.  Friend,  applicant,  on 
behalf  of  Tilrose  Pelham  Parkway  De¬ 
velopment,  Inc.,  owner,  to  permit  in  a 
residence  district  the  erection  of  a  busi- 
>  ness  building  (stores)  ;  premises  south¬ 

east  corner  of  Bolton  street  and  Pelham 
Parkway  South,  The  Bronx. 

cal.  no.  670-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Solomon  Weinstein,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  257-267  Senator 
street,  north  side,  470  ft.  9  in.  east  of 
Ridge  boulevard,  Brooklyn. 

cal.  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

cal.  no.  58-30-BZ — Application,  January  27,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Ida  Gross,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  71-34  to  71-38  73rd  place, 
northwest  corner  of  Cooper  avenue, 
Glendale,  Borough  of  Queens. 

cal.  no.  468-27-BZ — Application,  April  29,  1927;  reopened 
March  4,  1930,  for  the  purpose  of 
modification  of  the  resolution,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hazel  R.  Dunkum,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  6414- 
6424  Fort  Hamilton  parkway,  Brooklyn. 


-'al.  no.  633-29-BZ — Application,  October  22,  1929,  under  cal.  no.  679-29-BZ — Application,  November  20,  1929 ;  re¬ 
sections  7c,  7e  and  21  of  the  building  opened  March  4,  1930,  under  sections 
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7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75  th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


APRIL  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

45- 30-S — 7-13  Morton  street,  Brooklyn. 

46- 30-S — 15-25  Morton  street,  Brooklyn. 

100-30-S— 208-210  West  27th  street,  Manhattan. 

73-30-S — 113-119  Fourth  avenue  and  101-107  East  12th 
street,  northeast  corner,  Manhattan. 
102-30-S — 32  West  32nd  street,  Manhattan. 

119-30-S — 149  Spring  street,  Manhattan. 

121-30-S — 915-919  Broadway,  southeast  corner  of  East  21st 
street,  Manhattan. 

129-30-S— 130  West  28th  street,  Manhattan. 

221-30-S — 379  Madison  avenue,  Manhattan. 

185-30-S — Northeast  corner  of  58th  road  and  Rust  street, 
Maspeth,  Borough  of  Queens. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  22,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

62-30-BZ. 

APPLICANT— Russell  G.  Cory,  for  Topping  Bros.,  owners. 

PREMISES — 47-59  Van  Dam  street  and  157-161  Varick 
street,  northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  one  and  one-half  times  height  district 
and,  also,  unrestricted  use  district,  the  erection  of 
the  street  wall  of  a  building  to  a  height  exceeding 
the  height  requirements  of  the  building  zone  resolu¬ 
tion. 

79-30-BZ. 

APPLICANT— Joseph  S.  Byrne,  for  Rose  Levine,  owner. 

PREMISES— 1313-1323  Gravesend  Neck  road  and  2270-2280 
East  14th  street,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution,  . 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

98-30-BZ.  _  . 

APPLICANT— Joseph  J.  Karp,  for  Morris  Richman, 
owner. 

PREMISES— 664-666  Bushwick  avenue  and  1180-1188 
Myrtle  avenue,  southwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

755-29- A — 1757-1763  Broadway  and  237  West  56th  street, 
Manhattan. 

13-30-A— 73-75  Cannon  street  and  283  Rivington  street, 
southwest  corner,  Manhattan. 


64-30-A — 90th  street  and  North  Beach,  Astoria,  Borough 
of  Queens. 

44-30-A— 632-638  West  156th  street,  Manhattan. 
127-30-A — West  side  of  Riverdale  avenue,  between  261st 
street  and  City  Line,  The  Bronx. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  Apri 
22,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  or 
the  following  matters : 

• 

cal.  no.  72-30-BZ — Application,  January  30,  1930,  undei 
sections  7e  and  21  of  the  building  zons 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  The  Connelly  Con¬ 
struction  Co.,  owner,  to  permit  in  £ 
business  district  the  erection  and  main 
tenance  of  a  ^arage  for  the  storage  ol 
more  than  five  (5)  motor  vehicles 
premises  3491-3507  Fort  Hamilton  park 
way,  south  side,  264  ft.  5  in.  east  of  36tl 
street,  Brooklyn. 

cal.  no.  745-29-BZ — Application,  December  21,  1929,  undei 
section  21  of  the  building  zone  resolu 
tion,  of  John  T.  Woodruff  &  Son,  ap 
plicant  and  owner,  to  permit  in  a  busi 
ness  district  the  change  of  occupancy  o! 
a  factory  building  to  a  garage  for  th< 
storage  of  more  than  five  (5)  moto 
vehicles  and  a  motor  vehicle  repai 
shop ;  premises  33-50  to  33-58  62n< 
street,  northwest  corner  of  Hayes  ave 
nue,  Woodside,  Borough  of  Queens. 

cal.  no.  18-30-BZ — Application,  January  10,  1930,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  John  A.  McGuinn,  applicant,  oi 
behalf  of  Annie  McGuinn,  owner,  t< 
permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  ser 
vice  station ;  premises  82-25  to  82-3 
Queens  boulevard,  north  side,  222.66  ft 
west  of  Van  Loon  street,  and  82-38  t< 
82-44  Maurice  avenue  (51st  street) 
Elmhurst,  Borough  of  Queens. 

cal.  no.  24-30-BZ — Application,  January  13,  1930,  unde 
sections  7b  and  21  of  the  building  zon 
resolution,  of  James  McKillop,  appli 
cant,  on  behalf  of  Samuel  Koopermar 
owner,  to  permit  in  a  residence  distric' 
extending  from  a  business  district,  th 
alteration  and  change  of  occupancy  i 
part  of  basement  from  residence  to  busi 
ness  purposes ;  premises  223  Ross  stree 
Brooklyn. 

cal.  no.  34-30-BZ — Application,  January  17,  1930,  unde 
section  21  of  the  building  zone  resole 
tion,  of  Philip  J.  Sinnott,  '  applican 
substituted  for  Paul  Gold,  on  behal 
of  William  Estates,  Inc.,  owner,  to  pei 
mit  in  a  residence  district  the  erectio 
and  maintenance  of  a  business  buildin 
(stores)  ;  premises  1788-1790  Week 
avenue  and  200-210  East  175th  stree 
southeast  corner,  The  Bronx. 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  unde 
sections  7c  and  21  of  the  building  zor 
resolution,  of  McCooey  &  Conroy,  a{ 
plicants,  on  behalf  of  Court  Squai 
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Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boer  urn  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

:.\L.  no.  97-30-BZ — Application,  February  7,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  George  Silberstein,  applicant, 
on  behalf  of  5612  18th  Avenue  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  conversion  of  occupancy  of 
a  building  occupied  as  an  auto  laundry 
to  a  motor  vehicle  repair  shop ;  premises 
5612  18th  avenue,  west  side,  80  ft.  2j£ 
in.  north  of  57th  street,  Brooklyn. 

■AL.  no.  1016-27-BZ — Application,  September  16,  1927 ;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

William  E.  Walsh,  Chairman. 


APRIL  22,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

636-29-A— 39-41  Cortlandt  street,  Manhattan. 

690-29-S— 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  22, 

1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  743-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  59-10  to 
59-22  Fresh  Pond  street  (road),  north¬ 
west  corner  of  59th  road  (Hebbard  ave¬ 
nue),  Maspeth,  Borough  of  Queens. 

cal.  no.  574-29-BZ — Application,  September  23,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Max  Tishman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  CAL' 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 

cal.  no.  618-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 


motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

cal.  no.  546-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use ;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

cal.  no.  384-29-BZ — Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use;  premises 
37-26  149th  place  (Wilson  avenue), 

76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 

cal.  no.  894-28-BZ — Application,  November  26,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

cal.  no.  662-29-BZ — Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

no.  632-29-BZ — Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Corwil  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public 
garage  (parking  space)  ;  premises  728- 
736  Southern  boulevard,  east  side,  200 
ft.  south  of  East  156th  street,  The 
Bronx. 
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cal.  no.  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


APRIL  29,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

105-30-A — 222  East  31st  street,  Brooklyn. 

114-30-A— 337-353  McKibben  street  and  79-87  Bogart 
street,  northwest  corner,  Brooklyn. 

125-30-A — 635  Fulton  street,  southeast  corner  of  Hudson 
avenue,  Brooklyn. 

133-30- A — 29-31  East  22nd  street,  Manhattan. 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  29, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  71-30-BZ — Application,  January  30,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  William  F.  Doyle,  applicant,  on 
behalf  of  Harris  Rubin,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1086-1108  Dumont  ave¬ 
nue  and  887-911  New  Lots  avenue, 
northwest  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


APRIL  29,  1930,  2  P.  M. 

Petitions  for  Variations. 

673-29-S — 345-353  Seventh  avenue,  Manhattan. 

10-30-S — 7  East  48th  street,  Manhattan. 

111-30-S — 3  East  57th  street,  Manhattan. 

25-30-S — 37-28  57th  street,  Woodside,  Borough  of 
Queens: 

66-30-S — 34-54  35th  street,  northwest  corner  of  35th  ave¬ 
nue,  Long  Island  City,  Borough  of  Queens. 
117-30-S — 254-256  West  31st  street,  Manhattan. 

1 34-30-S — 520-524  West  41st  street,  Manhattan. 

137-30-S — 29  East  21st  street,  Manhattan. 


MAY  6,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 
8-30- A — 1636-1642  Eighth  avenue,  Brooklvn. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
6,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  3-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Coring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

cal.  no.  752-29-BZ — Application,  December  26,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Schreiber,  Myers  & 
Buchter,  applicants,  for  Bertha  Kegel 
and  Anna  Cohen,  owners,  to  permit  in  a 
business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner, 
Brooklyn. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  appli¬ 
cant,  on  behalf  of  Hilvid  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Wilkinson  avenue  and  West¬ 
chester  avenue,  The  Bronx. 

cal.  no.  481-29-BZ — Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution,1 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution;  premises 
2901-2911  Avenue  J.  northeast  corner 
of  East  29th  street,  Brooklyn. 

cal.  no.  1235-27-BZ — Application,  November  22,  1927 ;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 
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al.  no.  722-29-BZ — Application,  December  10.  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  William  F.  Doyle,  applicant,  on 
behalf  of  Howard  Funding  Co.,  owner, 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni¬ 
versity  avenue,  southwest  corner  of 
West’  175th  street,  The  Bronx. 

al  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Cronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

,  al.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

CAL.  NO.  599-29-BZ— Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  1,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  March  25,  1930,  and  the  minutes  of  the 
•.regular  meeting  of  the  board  held  Tuesday  afternoon 
March  25,  1930,  were  approved  as  printed  in  Bulletin  No.  13, 
Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
;8-30-A. 

APPELLANT— Daniel  McNamara,  Jr.,  for  Margaret 
Reekie,  et  al.,  adjoining  owners,  against  Rubel  Coal 
&  Ice  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings  (re  revocation  of  Permit  No.  13103- 
29) 

PREMISES  AFFECTED— 1636-1642  Eighth  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Edmund  McCarthy. 

For  Owner:  Henry  J.  Nurick. 

For  Administration:  Assistant  Engineer  Benjamin 
Salzman  of  bureau  of  buildings. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1930,  at  2 
p.  m.,  on  request  of  appellant’s  representative. 


75-30- A. 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Otto  Stahl’s,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2330-2334  Third  avenue  and 
172  East  127th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood  and  Frank 
Kammerer. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  .  2 

Negative :  Chairman  Walsh,  Commissioner  Con¬ 
nell  and  Assistant  Chief  Martin .  3 

Absent  .  0 

THE  RESOLUTION— 

(75-30-  A) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Otto  Stahl’s,  owner,  filed,  January  31,  1930,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  2330-2334  Third  avenue  and  172  East  127th  street, 
Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  30,  1930  (Folder  No.  3A2330,11),  reads: 

“6.  Discontinue  the  direct  method  of  refrigeration 
outside  of  the  refrigerating  machinery  room  as  per  Sec. 
219,  Sub.  b  of  Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  four  and  five  stories 
in  height,  51  ft.  by  199  ft.  10  in.  in  area;  OCCUPIED: 
cellar,  engine  room,  cold  storage  and  ice  making,  8  persons; 
1st  story,  store,  shipping  and  cutting  meat,  46  persons;  2nd 
story,  can  washing  and  manufacture  of  meats,  44  persons; 
3rd  story,  boning  hams,  15  persons;  4th  story,  offices  and 
smoking  meats,  25  persons;  5th  story,  lard  department.  5 
persons;  means  of  EGRESS  consisting  of  an  interior  fire¬ 
proof  enclosed  stairway  in  each  section  of  the  building ;  the 
building  being  equipped  with  a  direct  system  of  refrigeration, 
operating  wnth  ammonia  as  a  refrigerant;  and 

Whereas,  the  appellant  contends  that  the  premises  are 
occupied  for  the  manufacture  of  meat  products;  due  to  the 
nature  of  the  business,  refrigeration  is  required  throughout 
the  premises,  and  that  the  premises  have  been  so  occupied 
for  the  past  twenty-five  years  and  permits  have  been  issued 
by  the  fire  department;  that  the  compliance  with  the  order 
would  require  the  installation  of  practically  a  new  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 

50-30- A. 

APPELLANT— Burkle  Brothers  and  Arthur  Silcher, 
owners. 
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SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 610  Eleventh  avenue  and  561 
West  45th  street,  northeast  corner,  Manhattan. 
APPEARANCES— 

For  Appellant:  Abraham  N.  Horwitz. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil- 

foyle  . 2 

Negative :  Chairman  Walsh,  Commissioner  Con¬ 
nell  and  Assistant  Chief  Martin .  3 

Absent  .  ® 

THE  RESOLUTION— 

(50-30-A) 

Whereas,  Burkle  Brothers  and  Arthur  Silcher,  owners, 
filed,  January  23,  1930,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  610  Eleventh  avenue  and 
561  West  45th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

August  28,  1928  (Order  No.  44957-LC),  reads: 

“Item  6 — Discontinue  the  direct  method  of  refrigera¬ 
tion  outside  of  the  refrigerating  machinery  room  as  per 
Sec.  219,  subdivision  b  of  Chap.  10,  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stones  in 
height  at  the  front  and  three  stories  in  height  at  the  rear; 
19.9 ft.  by  70  ft.  in  area;  OCCUPIED:  cellar,  refrig¬ 
erating  compressor  room,  1  person ;  1st  story,  store,  cooling 
box  and  garage,  3  persons ;  2nd  story,  cooling  box  and 
factory,  3  persons;  3rd  story,  living  rooms  and  storage 
room,  2  persons;  4th  story,  living  rooms,  2  persons;  (the 
third  and  fourth  stories  are  occupied  by  owner  as  his  resi¬ 
dence)  ;  means  of  EGRESS  consist  of  an  interior  stairway, 
extending  from  cellar  to  roof,  and  an  interior  stairway, 
from  first  story  to  second  story;  the  building  is  equipped 
with  a  direct  refrigerating  system,  using  ammonia  as  a 
refrigerant;  and 

Whereas,  appellant  contends  that  the  premises  has  been 
in  continuous  use  and  operation  with  the  present  refriger¬ 
ating  system  for  ten  years  under  permits  from  the  fire  de¬ 
partment  ;  that  a  renewal  of  permit  was  denied  on  July  1, 
1928,  as  result  of  change  in  the  code  of  ordinances;  that  the 
present  system  of  refrigeration  produces  no  hazards;  that 
there  are  no  open  flames,  light  or  fires  maintained  in  the 
refrigerating  room  or  in  the  cooling  boxes  on  first  and 
second  floors;  that  the  refrigerating  machinery  room  is  sep¬ 
arated  from  the  remainder  of  the  building  by  fireproof,  self¬ 
closing  doors;  that  the  refrigerating  compressor  is  of  only 
six  tons  with  a  charge  of  anhydrous  ammonia  of  approx¬ 
imately  180  pounds. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


84-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Sturgess  Multiple  Battery  Corp, 
owner. 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— Southwest  corner  of  Van  Wyck 
boulevard  and  91st  avenue,  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative:  Assistant  Chief  Martin .  1 

Absent  .  ° 


THE  RESOLUTION— 

(84-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineerir 
Co.,  for  Sturgess  Multiple  Battery  Corp.,  owner,  filed,  Fel 
ruary  4.  1930,  an  appeal  from  an  order  of  the  fire  comm: 
sioner,  affecting  premises  southwest  corner  of  Van  Wy< 
boulevard  and  91st  avenue,  Jamaica,  Borough  of  Queen: 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jin 
27,  1929  (letter  January  14,  1930),  (Order  No.  58970-F 
reads : 

“Install  an  approved  standpipe  system  not  less  th; 
4"  in  diameter,  in  accordance  with  Section  580-58 
Ch.  5  of  the  Code  of  Ordinances  and  the  Rules  of  tl 
Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  (: 
ft.  10  in.)  in  height,  60  ft.  by  241  ft.  2J^  in.  (about  13, 8i 
sq.  ft.)  at  first  story  and  60  ft.  by  120  ft.  (about  6.8' 
sq.  ft.)  and  60  ft.  by  42  ft.  (2,520  sq.  ft.)  in  area  at  secoi 
story;  OCCUPIED  for  the  manufacture  of  storage  bn 
teries :  1st  story,  15  persons;  2nd  story,  4  persons;  and 

Whereas,  the  appellant  claims  the  gross  area  of  ea< 
story  is  less  than  10,000  sq.  ft.,  with  the  exception  of  t 
first  story,  which  is  13,860  sq.  ft.,  subdivided  by  firepro 
partitions  into  small  floor  areas;  that  the  premises  are  op 
on  all  four  sides ;  fire  pails  are  distributed  throughout  t 
premises ;  furthermore,  the  premises  are  under  consta 
watchman’s  clock  supervision  when  the  plant  is  not  in  oper 
tion ;  and 

Whereas,  the  order  is  predicated  on  the  excessive  ar 
of  the  first  story ;  and 

Whereas,  the  second  story  is  formed  by  two  sectioi 
the  front  and  rear  section,  with  an  open  intervening  spa 
of  79  ft. ;  and 

Whereas,  the  first  floor  is  subdivided  by  fireproof  par 
tions,  and  the  building  is  open  on  all  four  sides. 

Resolved,  that  the  order  of  the  fire  commissioner  be  a 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
granted  on  condition  that  the  building  shall  be  not  increas 
in  height  or  area ;  that  there  shall  be  maintained  the  op: 
unoccupied  courts  throughout  the  entire  length  of  the  pro 
ises  and  at  the  rear ;  that  there  shall  be  installed  and  d 
tributed  throughout  the  premises  such  auxiliary  fire-ext 
guishing  appliances  as  shall  be  directed  by  the  fire  co 
missioner,  and  granted  so  long  as  conditions  as  to  occupar 
and  use  remain  substantially  unchanged. 


63-30-A. 

APPELLANT— Shreve,  Lamb  &  Harmon,  for  500  Fi 
Avenue,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintend' 
of  buildings. 

PREMISES  AFFECTED— 500-508  Fifth  avenue  and 
West  42nd  street,  northwest  corner,  Manhattan. 
APPEARANCES— 

For  Appellant:  R.  H.  Shreve. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Chairman  Walsh,  Commissioners 

Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Absent  . 

THE  RESOLUTION— 

(  63-30-A) 

Whereas,  Shreve,  Lamb  &  Harmon,  for  500  Fifth  A 
nue,  Inc.,  owner,  filed,  January  28,  1930,  an  appeal  fror 
decision  of  the  superintendent  of  buildings,  affecting  pre 
ises  500-508  Fifth  avenue  and  1-9  West  42nd  street,  Boroi 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildit 
rendered  January  27,  1930  (App.  No.  594-1929),  reads: 

“4.  This  amendment  is  disapproved  with  the  follow 
objection : 
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“Not  more  than  two  elevators  permitted  in  single 
shaft”; 
id 

Whereas,  the  building  is  fireproof,  fifty-eight  stones  and 
nt  house  in  height,  100  ft.  5  in.  by  208  ft.  4  in.  in  area; 

H 'CUP I  ED :  sub-basement,  bank  vault  or  storage,  50  per¬ 
ns;  cellar,  stores  and  mechanical  equipment,  150  persons; 

4  story,  stores,  150  persons;  2nd  to  7th  stories,  inclusive, 
dices,  135  persons  each  story;  8th  to  15th  stories,  inclusive, 
(Tices,  105  persons  each  story;  16th  to  22nd  stories,  in- 
usive.  offices,  90  persons ;  23rd  to  36th  stories,  inclusive, 
Tices,  85  persons  each  story ;  37th  to  40th  stories,  inclusive, 
ffices,  45  persons;  41st  to  57th  stories,  inclusive,  offices, 

5  perons;  58th  story,  offices,  40  persons;  the  building  is  to 
e  equipped  with  six  (6)  banks  of  three  (3)  elevators 
ich;  and 

Whereas,  appellant  contends  that  the  bank  comprised  of 
irs  1  to  3  and  4  to  6,  inclusive,  serves  the  ground  to  19th 
qor;  car  No.  6  also  serving  the  basement;  the  banks  con¬ 
fining  cars  7  to  9  and  10  to  12,  inclusive,  serve  ground  and 
-th  to  38th  floors;  car  No.  12  serving  basement  also;  the 
lird  bank  comprised  of  cars  Nos.  13  to  15  and  16  to  18, 
iiclusive,  serve  the  ground,  and  from  37th  to  57th  floors, 
xcept  that  car  No.  15  serves  basement  to  57th  floor,  and 
ar  No.  18  serves  sub-basement  to  57th  floor;  that  greater 
nfety  to  passengers  and  ease  of  removal  of  passengers  will 
fe  attained  if  the  three  cars  in  each  of  the  six  three-car 
roups  can  be  operated  in  a  single  enclosure;  thus  side 
fiiergency  exits  may  be  used  in  all  three  adjacent  cars,  and 
•pecifically  requests  permission  to  omit  the  partitions  be- 
'iveen  elevators  Nos.  2  and  3,  5  and  6,  8  and  9,  11  and  12, 
4  and  15  and  17  and  18. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
igs  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
hereby  is  denied. 

7-30-A. 

APPELLANT— Standard  Oil  Company  of  New  York 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— Pier  foot  of  North  10th  street, 
Brooklyn. 

APPEARANCES — 

For  Appellant :  P.  J.  King  and  E.  J.  Tully. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Negative:  Assistant  Chief  Martin .  1 

Absent  .  0 

THE  RESOLUTION— 

(67-30-A) 

Whereas,  Standard  Oil  Company  of  New  York,  owner, 
iled.  January  29.  1930,  an  appeal  from  an  order  of  the  fire 
/ommissioner,  affecting  premises  Pier  foot  of  North  10th 
treet,  Borough  of  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  10,  1930  (Order  No.  68565-F),  reads: 

“1.  Install  a  separate  and  distinct  dry  system  of  auto¬ 
matic  sprinklers  throughout  pier  having  at  least  one 

source  of  water  supply  arranged  and  equipped  as  pro¬ 
vided  in  rules  for  fire  extinguishing  appliances  adopted 
by  the  Board  of  Standards  and  Appeals  November  9, 
1927”; 
ind 

Whereas,  the  premises  consist  of  a  wooden  pier,  38  ft. 
1  in.  wide  and  263  ft.  long,  covered  wfith  a  one-storv  build¬ 
ing,  31  ft.  6  in.  in  width,  14  ft.  2  in.  in  height,  upon  which 
[here  is  a  barrel  runway,  6  ft.  8  in.  in  width  and  8  ft.  11  in. 
in  height,  the  runway  being  constructed  of  frame  with 
galvanized  iron  covering;  occupied  for  the  loading  of  full 
>teel  barrels  of  petroleum  products  on  barges  for  distribu¬ 
tion,  with  a  temporary  storage  of  approximately  twenty-five 


full  barrels  and  sixty  empty  barrels;  that  nine  men  ire 
employed  on  the  dock;  and 

W hereas,  appellant  contends  that  the  pier  is  illuminated 
by  electricity ;  that  there  is  an  engineer  on  duty  day  and 
night ;  a  watchman  patrols  the  dock  and  pier  and  a  fire  tug 
is  tied  up  to  the  pier  by  night  and  available  during  the 
day ;  that  in  the  pier  shed  and  barrel  runway  there  is  a 
2-inch  steam  smothering  line  with  six  ^-inch  outlets  and  • 
four  2j4-inch  fire-foam  connections  supplied  by  two  4-inch 
fire-foam  lines;  one  2j4-inch  hose  connection  with  50  ft.  of 
hose  supplied  by  2j4-inch  fire  line;  one  2p2-inch  hose  con¬ 
nection  with  100  ft.  of  hose  supplied  by  2}4-inch  fire  line;  one 
2j4-inch  hose  connection  with  50  ft.  hose  supplied  by  3-inch 
fire  line;  one  2j^-inch  hose  connection  with  100  ft.  of  hose 
supplied  by  3-inch  fire  line;  that  there  is  an  8-inch  main 
supply  to  fire  line  and  shed ;  a  yard  fire  alarm  to  office  and 
a  boiler  house  telephone  connection  in  pier  shed  and  tele¬ 
graphic  fire  alarms  and  telephones  in  office ;  that  inside  the 
pier  shed  and  pier  are  two  2j4-gallon  fire  extinguishers; 
one  fire  axe;  five  sand  pails;  one  barrel  of  sand;  one  shovel, 
and  one  fire  blanket ;  there  are  conveniently  located  four 
2^2 -inch  fire  boat  connections  supplied  by  8-inch  main  and 
four  2j4-inch  hose  connection  supplied  by  4-inch  main; 
that  there  is  in  addition  a  fire-foam  hose  cart ;  that  on 
North  10th  street  there  are  city  fire  alarms  and  city  fire 
hydrants  supplied  by  6-inch  city  main,  forty-six  pounds 
pressure ;  and 

Whereas,  appellant  contends  that  adequate  fire  protection 
is  afforded  and  that  it  is  the  policy  of  the  company  by 
means  of  the  use  of  gasoline  tank  trucks  to  eliminate  the 
use  of  steel  containers  for  the  transportation  of  gasoline, 
and  that  only  temporarily  are  a  small  number  of  steel  con¬ 
tainers  stored  on  pier  during  process  of  loading  and  un¬ 
loading  ;  and 

Whereas,  the  appellant’s  attorney  states  that  the  appel¬ 
lant  intends,  within  a  short  period,  to  discontinue  the  use 
and  handling  of  gasoline  in  drums  on  these  premises ;  and 

Whereas,  the  existing  fire-extinguishing  equipment,  in 
the  opinion  of  the  board,  is  sufficient  for  the  protection  of 
the  existing  use. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  long  as  conditions  as  to  occupancy  and  use 
otherwise  remain  substantially  unchanged,  and  that  the  exist¬ 
ing  fire-extinguishing  equipment  shall  be  maintained  in  good 
working  order. 


BUILDING  ZONE  CASES. 

752-29-BZ. 

APPLICANT — Schreiber,  Myers  &  Buchter,  for  Bertha 
Kegal  and  Anna  Cohen,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  7e  of  the 
building  zone  resolution,  to  permit  in  a  business 
district,  extending  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  F.  Keating. 

For  Opposition :  Stanley  Bogart. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


695-29-BZ. 

APPLICANT— Christopher  McGrath,  for  Hilvid  Realty 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Wilkin¬ 
son  avenue  and  Westchester  avenue,  The  Bronx. 
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APPEARANCES— 

For  Applicant:  B.  D.  Lewenstein. 

For  Opposition:  Gertrude  Teige. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1930,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


88-30-BZ. 

APPLICANT— Robert  Loudon,  for  Frank  J.  Lee,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED— 558-564  West  218th  street  and 
273-277  Seaman  avenue,  southeast  corner,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  0 

Absent  .  ® 


7-30-BZ.  „  „ 

APPLICANT— Anderson,  Moss  &  Merrell,  for  A.  P.  M. 
Holding  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and,  also,  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— West  side  of  Hoff  street,  210 
ft  north  of  Brighton  Beach  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Louis  J.  Moss. 

For  Opposition:  P.  Fraracci  and  E.  F.  Jackman. 
\CTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Absent  .  ® 

THE  RESOLUTION— 

(7-30-BZ) 

Whereas,  Anderson,  Moss  &  Merrill,  for  A.  P.  M.  Hold¬ 
ing  Corp.,  owner,  filed,  January  3,  1930,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises  west  side  of  Hoff  street, 
210  ft.  north  of  Brighton  Beach  avenue,  Borough  of  Brook¬ 
lyn  ;  and  ..... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing,  April  1,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hoff  street  is  in  a  business  dis¬ 
trict  ;  Coney  Island  avenue  is  in  a  business  district ;  Brighton 
Beach  avenue  is  in  a  business  district,  and  Humbert  street 
is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  17,  1930  (App.  No.  18388),  reads: 

“Proposed  two  story  building  to  be  located  in  a  busi¬ 
ness  use  district  to  be  occupied  as  a  public  garage  for 
more  than  five  motor  vehicles  and  a  gasoline  service 
station  on  the  1st  fl.  and  garage  on  the  2nd  fl.  is  con¬ 
trary  to  Art.  II,  Sec.  4(a)  of  the  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-nreproot 
construction,  two  stories  in  height,  with  a  frontage  of  140 


ft.  and  a  depth  of  100  ft.;  to  be  occupied  as- a  garage  and 
gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution,  practical  difficulties  and  unnecessary 
hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  am 
it  hereby  is  denied. 


764-29-BZ. 

APPLICANT — Charles  Miller,  owner. 

SUBJECT — Application  (re  decision  of  the  super intenden 
of  buildings),  under  sections  7g  and  21  of  thi 
building  zone  resolution,  to  permit  in  a  resideno 
district  the  maintenance  of  a  private  garage  for  th 
storage  of  three  (3)  pleasure  motor  vehicles,  tw< 
(2)  spaces  rented  to  persons  not  residing  on  th 
premises. 

PREMISES  AFFECTED— 60-21  Ralph  street,  north  sid< 
125  ft.  west  of  61st  street  (Vincent  street),  Ridge 
wood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  Miller  and  Thomas  Lyon 
For  Opposition :  Otto  T.  Burkard  and  Grace  I 
Pflanz. 

ACTION  OF  BOARD — Application  granted  on  conditioi 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(764-29-BZ) 

Whereas,  Charles  Miller,  owner,  filed,  December  31,  192 
an  application,  under  the  building  zone  resolution,  to  pe 
mit  in  a  residence  district  the  maintenance  of  a  priva 
garage  for  the  storage  of  three  (3)  pleasure  motor  vehicle 
two  (2)  spaces  to  be  rented  to  persons  not  residing  on  tl 
premises;  premises  60-21  Ralph  street,  north  side,  125  1 
west  of  61st  street,  Ridgewood,  Borough  of  Queens;  ai 
Whereas,  a  public  hearing  was  held  on  this  applicati< 
by  the  board  of  standards  and  appeals  at  its  regular  mee 
ing,  April  1,  1930,  after  due  notice  by  publication  in  t' 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildii 
zone  resolution  show  that  60th  place  is  in  a  business  d: 
trict;  Ralph  street,  east  of  a  point  100  ft.  east  of  60 
place,  is  in  a  residence  district;  Bleecker  street,  east  of 
point  100  ft.  east  of  60th  place,  is  in  a  residence  distri 
and  61st  street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildinf 
rendered  February  5,  1930,  reads : 

“Relative  to  your  request  for  a  certificate  of  oc< 
pancy  for  premises  60-21  Ralph  Avenue,  125  feet  w 
of  61st  Street,  please  be  advised  that  I  have  no  pov 
to  issue  a  certificate  to  allow  you  to  use  space  1 
two  cars  to  persons  not  residing  on  the  premises, 
same  is  in  a  residence  district  and  is  contrary  to 
zone  law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav 
a  frontage  of  30.33  ft.  and  a  depth  of  100  ft;  at 
westerly  front  of  the  plot  there  is  located  a  two-story  br 
dwelling,  20  ft.  by  50  ft.  in  area ;  along  the  east  lot  1 
there  is  a  lO-ft.-wide  driveway  leading  to  a  one-story  thr 
car  garage,  28  ft.  by  20  ft.  in  area,  located  at  the  rear  of 
plot;  it  is  proposed  to  rent,  to  persons  not  residing  on 
premises,  space  for  two  cars  in  this  garage ;  and 

Whereas,  applicant,  in  support  of  section  7g,  has  s 
mitted  and  filed  the  consents  of  97  per  cent  of  prope 
owners  within  an  area  deemed  affected  and  fixed  by 
board ;  and 


332 


MINUTES 


Whereas,  the  board  deems  that  a  denial  of  the  applica- 
ion  would  constitute  arbitrary  discrimination  against  the 
ipplicant  and  devolve  unnecessary  hardship  upon  him,  as 
vithin  the  meaning  of  section  21  of  the  building  zone 

esolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted,  restricting  the 
existing  garage  to  the  occupancy  of  three  automobiles  of 
:he  pleasure-car  type,  space  for  two  of  which  may  be  rented 
to  persons  not  residing  on  the  premises,  on  condition  that 
there  shall  be  no  gasoline  storage  tanks  installed  or  main¬ 
tained  on  the  premises ;  that  no  advertising  signs  of  any 
nature  or  description  shall  be  erected  or  maintained,  and 
that  the  present  garage  shall  not  be  extended  in  area  or 
height ;  that  any  permits  required  shall  be  obtained  within 
thirty  days  and  all  work  involved  thereby  completed  within 
sixty  days  from  the  date  of  this  action. 


603-26-BZ. 

'APPLICANT — John  Ballschuss,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station  (previously  withdrawn). 

PREMISES  AFFECTED — 22016  Merrick  boulevard,  north¬ 
west  corner  of  221st  street,  Laurelton,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  Ballschuss  and  A.  Antoni. 

For  Opposition:  Irene  Griffith  and  George  Clary. 
ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(603-26-BZ) 

Whereas,  John  Ballschuss,  owner,  filed,  July  10,  1926; 
reopened  April  30,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises  22016 
Merrick  boulevard,  northeast  corner  of  221st  street,  Laurel- 
ton,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing,  April  1,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Merrick  boulevard  is  in  a  business 
district;  221st  street  is  in  a  residence  district;  220th  street 
is  in  a  residence  district,  and  133rd  avenue  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  5,  1929  (Plan  No.  N.  B.  6815-29),  reads: 

“The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  is  contrary  to  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  corner  lot,  60  ft.  by 
97  ft.,  upon  which  is  erected  a  two-story  frame  dwelling, 
a  two-car  garage  and  a  four-car  storage  garage ;  it  is  pro¬ 
posed  to  bury  two  550-gallon  tanks  and  erect  two  pumps 
upon  the  front  of  the  lot  for  the  purpose  of  conducting  a 
gasoline  service  station  within  a  business  use  district ;  and 
Whereas,  the  applicant  has  filed  more  than  80  per  cent 
consents  of  the  property  frontage  in  the  area  fixed  by  the 
board  and  deemed  affected ;  and 
Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  7g  and  section  21  on  the  grounds  of 
practical  difficulties  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 


hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  on  the  building  line  of  plot,  on 
both  street  fronts,  a  concrete  curb  not  less  than  12  in.  in 
height  and  12  in.  in  depth;  that  the  vehicular  openings  to 
these  premises  shall  be  restricted  to  Merrick  boulevard 
frontage,  with  curb  cuts  located  directly  in  front  of  said 
openings ;  that  there  shall  be  no  gasoline  pump  installed 
within  10  ft.  of  the  building  line;  that  any  advertising  dis¬ 
placed  as  to  gasoline  service  shall  be  restricted  to  the 
illuminated  glass  globes  of  the  gasoline  pumps ;  that  any 
servicing  conducted  on  these  premises  shall  be  confined  to 
a  roofed  structure;  that  any  structure  erected  on  the  premises 
shall  be  finished  on  the  exterior  with  finished  material,  and 
that  all  permits  required  shall  be  obtained  within  six  months 
and  any  work  involved  shall  be  completed  within  one  year 
from  the  date  of  this  action. 


744-29-BZ. 

APPLICANT — New  York  Telephone  Co.,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under-  sections  7c  and  7d  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district,  extending  from  a  business  district,  the 
alteration  and  extension  in  height  and  area  of  an 
existing  telephone  exchange  building. 

PREMISES  AFFECTED— 2885-2895  Ocean  avenue,  north¬ 
east  corner  of  Avenue  Y,  Brooklyn. 
APPEARANCES— 

For  Applicant :  N.  H.  Egleston  and  E.  M.  Simon¬ 
son. 

For  Opposition :  Nathan  Mandell. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(744-29-BZ) 

Whereas,  New  York  Telephone  Co.,  owner,  filed,  De¬ 
cember  20,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extending  from 
a  business  district,  the  alteration  and  extension  in  height 
and  area  of  an  existing  telephone  exchange  building;  prem¬ 
ises  2885-2895  Ocean  avenue,  northeast  corner  of  Avenue 

Y,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing,  April  1,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ocean  avenue  is  in  a  business 
district;  Avenue  X  is  in  a  business  district;  Avenue  Y, 
east  of  a  point  100  ft.  east  of  Ocean  avenue,  is  in  a  resi¬ 
dence  district;  Avenue  Z  is  in  a  business  district,  and  Ken- 
more  place  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  3,  1929  (Applic.  No.  15232-1929),  reads: 
“Proposed  addition  of  one  story  and  a  three  story 
extension  to  a  business  building  located  partly  in  a 
residential  and  partly  in  a  business  use  district  are 
contrary  to  Art.  II,  Sect.  3  of  Zone  Resolution.”; 

and  .  . 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  three  stories  in  height,  with  a  frontage  of  99  ft.  9  in. 
on  Ocean  avenue  and  a  depth  of  108  ft.  4 l/2  in.;  to  be 
occupied  as  a  telephone  exchange  building;  it  is  proposed 
to  construct  an  extension,  three  stories  in  height,  with  a 
frontage  of  61  ft.  1x/2  in.  on  Avenue  Y  and  a  depth  of  82 
ft.  2  in.  to  the  existing  telephone  exchange  building;  ex¬ 
tension  is  wholly  within  residence  use  district  and  to  add 
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one  story  to  the  existing  three-story  building ;  this  story  is 

in  the  business  area;  and  ,  .  ,  , 

Whereas,  the  board  deems  that  applicant  has  substantiated 
his  bases  of  appeal  under  sections  7a,  7c  and  id  of  the 
building  zone  resolution,  under  which  sections  the  board  is 
specifically  empowered  to  grant  an  application  involving  these 
identical  circumstances. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  proposed  extension  to  the  existing  telephone  exchange 
shall  not  exceed  in  height  three  stories  above  grade  within 
the  residence  use  area;  that  the  exterior  of  the  structure 
shall  be  finished  with  face  brick,  the  material  to  be  of  the 
same  color,  texture  and  design  as  the  existing  building; 
that  there  shall  be  no  exterior  fire  escape  erected  on  the 
easterly  elevation  on  Kenmore  place ;  that  there  shall  be  no 
truck  or  delivery  opening  incorporated  within  the  residence 
use  area  of  the  premises ;  that  there  shall  be  no  advertising 
signs  erected,  exposed  or  displayed  within  the  residenc  use 
area  of  the  premises ;  that  the  open  space  on  the  Kenmore 
place  side  shall  be  maintained  opened  and  unoccupied ;  that 
all  permits  required  shall  be  obtained  within  six  months 
and  all  work  involved  thereby  completed  within  one  year 
from  the  date  of  this  action. 


732-29-BZ.  ,  _  ,  ,  _  , , 

APPLICANT — McCooey  &  Conroy,  for  Sokolov  Brothers, 

Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  the  extension,  from  a  business 
district  into  a  residence  district,  of  a  business  use 
(stores  and  restaurant). 

PREMISES  AFFECTED— 1670-1678  East  17th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  Emil  Woldar.  _ 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative :  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  1 

Negative  .  0 

Absent:  Assistant  Chief  Martin .  1 

THE  RESOLUTION— 

(732-29-BZ) 

Whereas,  McCooey  &  Conroy,  for  Sokolov  Brothers,  Inc., 
owner,  filed,  December  16,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  the  extension, _  from  a 
business  district  into  a  residence  district,  of  a  business  use 
(stores  and  restaurant)  ;  premises  1670-1678  East  17th  street, 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing,  April  1,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  _ 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  highway  is  in  a  business 
district;  East  17th  street,  south  of  a  point  100  ft.  south  of 
Kings  highway,  is  in  a  residence  district,  and  East  16th 
street,  south  of  a  point  100  ft.  south  of  Kings  highway,  is 
in  a  residence  district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  2,  1929  (Applic.  No.  1*851-1929),  reads . 
“Proposition  to  extend  business  use  into  Residential 
Zone  is  contrary  to  Art.  II,  Section  No.  3  of  Zone 
Resolutions.” ; 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  tw'o  stories  in  height,  with  a  frontage  of  18  ft. 
914  in  and  a  depth  of  40  ft.  at  one  end  and  12  ft.  8.  in. 
at  the  other ;  the  south  portion  of  the  building  extends  into 
the  residence  district  for  a  distance  of  approximately  39 


ft.;  the  northerly  portion  of  the  building  is  in  the  business 
district ;  the  northerly  portion  of  the  building  is  now  used 
for  business  purposes  and  the  south  portion  used  for 
dwelling  purposes ;  it  is  proposed  to  use  the  entire  first  story 
for  stores  and  the  entire  second  story  as  a  restaurant;  and 

Whereas,  the  board  is  authorized  under  section  7,  sub¬ 
division  c,  to  vary  the  application;  and  j 

Whereas,  the  property  is  irregular  in  shape,  78  ft.  on  the 
street  front,  40  ft.  deep  at  the  northerly  end  of  the  plot  and 
12  ft.,  more  or  less,  at  the  southerly  end,  and  the  premises 
is  now  partly  used  by  business  and  is  cut  by  two  use  dis- 
tricts. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  as  to  the  ex¬ 
tension  of  the  business  use  throughout  the  entire  plot,  on 
condition  that  there  shall  be  no  structural  change  of  the 
front  wall  of  the  second  story;  that  the  store  use  of  the 
first  story  shall  be  restricted  from  laundries,  meat  mar¬ 
kets,  fish  markets  or  delicatessen  store  use ;  that  no  mer¬ 
chandise  shall  be  exposed  or  displayed  beyond  the  building 
line;  that  any  advertising  shall  be  restricted  to  fixed  let¬ 
ters  on  the  plate  glass  show  windows  of  the  store  front; 
that  there  shall  be  no  projecting  signs  installed  or  exposed 
on  the  exterior  of  the  building;  that  any  permits  required 
shall  be  obtained  within  six  months  and  any  work  in¬ 
volved  thereby  completed  within  one  year  from  the  date  of 
this  action.  1 


511-29-BZ. 

APPLICANT— Frank  Colgan,  for  Emma  K.  Morrow, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b,  7c  and  21  of  the 
building  zone  resolution,  to  permit,  partly  _  in  a 
business  district  and  partly  in  a  residence  district, 
the  alteration  and  change  of  occupancy  of  the  first 
story  of  an  existing  building  from  dwelling  to  store 

use.  ,  _  . 

PREMISES  AFFECTED— 6911  Ridge  boulevard,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Frank  G.  Colgan.  , 

For  Opposition:  William  J.  McDermott  and  R.  K.. 
Youngblood.  .  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  . 

Absent  .  0 

THE  RESOLUTION— 

(511-29-BZ) 

Whereas,  Frank  Colgan,  for  Emma  K.  Morrow,  owner 
filed,  August  2,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly' 
in  a  residence  district,  the  alteration  and  change  of  occu 
pancy  of  the  first  story  of  an  existing  building  from  dwelling 
to  store  use;  premises  6911  Ridge  boulevard,  Borough  o. 

Brooklyn;  and  .  . 

Whereas,  a.  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet 
ing,  April  1,  1930,  after  due  notice  by  publication  in  th< 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin) 
zone  resolution  show  that  Bay  Ridge  avenue,  east  of  <1 
point  100  ft.  east  of  Ridge  boulevard,  is  in  an  unrestnctei 
district;  Bay  Ridge  avenue,  west  of  a  point  100  ft  eas 
of  Ridge  boulevard,  is  in  a  business  district;  Ridge  boule 
vard  is"  in  a  residence  district,  and  Bay  Ridge  place  is  m 

residence  district;  and  # 

Whereas,  the  decision  of  the  superintendent  of  building: 
rendered  June  19,  1929  (Applic.  No.  9485-29),  reads: 
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“1.  Use  of  building  partly  in  residential  district  for 
store  is  contrary  to  building  zone  resolution,  Art.  II, 
Sec.  3.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  44  ft.;  the  use  district  boundary  line  divides 
the  plot  into  two  approximately  equal  portions ;  the  north 
1  portion  being  in  the  business  district  and  the  south  portion 
1  in  the  residence  district ;  it  is  proposed  to  extend  the  build¬ 
ing  for  a  distance  of  6  ft.  out  to  the  building  line  and  to 
change  the  occupancy  of  the  first  story  from  dwelling  to 
(business  use  (stores);  and 

Whereas,  the  applicant  has  substantiated  his  basis  of 
'appeal  under  sections  7b  and  7c  of  the  building  zone  resolu¬ 
tion,  the  board  deemed  that  he  was  entitled  to  relief  under 
section  21  on  the  grounds  of  practical  difficulties  and  un- 
:  necessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
;the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  first  story  of  these  premises,  on  condition  that 
'the  remainder  of  the  premises  shall  be  restricted  to  dwelling 
use  and  occupancy;  that  the  building  shall  not  be  extended 
i  in  height;  that  the  front  elevation  shall  be  finished  sub-* 
stantially  in  accordance  with  the  facade  design  as  submitted 
in  this  application,  with  light-colored  face  brick  or  white 
cement  stucco;  that  the  gable  walls  projecting  beyond  the 
i  adjoining  buildings  shall  be  unpierced  throughout  their 
entire  height  and  length  and  shall  be  finished  of  the  same 
'material,  color  and  texture  as  the  front  of  the  premises; 
that  any  advertising  exposed  shall  be  restricted  exclusively 
'to  fixed  letters  on  the  plate  glass  show  window  of  the  store 
i  front;  that  there  shall  be  no  merchandise  exposed  or  dis¬ 
played  outside  of  the  building  line;  that  no  part  of  the 
premises  shall  be  used  or  occupied  for  the  sale  of  fish  or 
'  meats  or  for  delicatessen  store  or  grocery  store  use ;  that  all 
1  permits  required  shall  be  obtained  within  six  months  and  any 
work  involved  thereby  completed  within  one  year  from  the 
'date  of  this  action. 


631-29-BZ. 

APPLICANT — George  Laskas,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 192  Clymer  street,  south  side, 
100  ft.  west  of  Lee  avenue,  Brooklvn. 

APPEARANCES— 

For  Applicant :  Samuel  Setro  and  Francis  G.  Mc- 
Garey. 

For  Opposition:  Jerome  Pcrlmutter,  J.  W.  Yarch- 
over  and  Michael  Goody. 

■  ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(631-29-BZ) 

Whereas,  George  Laskas,  owner,  filed,  October  22,  1929, 
an  application,  under  the  building  zone  resolution,  to  permit 
ln  a  residence  district  the  erection  and  maintenance  of  a 
parage  for  the  storage  of  more  than  five  (5)  motor  vehicles; 
premises  192  Clymer  street,  south  side,  100  ft.  west  of  Lee 
;i renue,  Borough  of  Brooklyn;  and 

.  Wj"FlFAS'  a  Public  hearing  was  held  on  this  application 
by  thc  board  of  standards  and  appeals  at  its  regular  meet¬ 


ing,  April  1,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Division  avenue  is  in  a  business 
district;  Lee  avenue  is  in  a  business  district;  Clymer  street, 
west  of  a  point  100  ft.  west  of  Lee  avenue,  is  in  a  residence 
district,  and  Taylor  street,  west  of  a  point  100  ft.  west  of 
Lee  avenue,  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  10,  1929  (Applic.  No.  11826-29),  reads: 

“Proposed  garage  for  more  than  five  cars  to  be  lo¬ 
cated  in  a  residential  district  is  contrary  to  Art.  II,  Sec. 
3  of  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  25  ft.  and  a  depth  of  100  ft.;  on  the 
front  of  the  plot  there  is  located  a  non-fireproof  two-story 
building,  25  ft.  by  36  ft.  11  in.  in  area;  on  the  westerly 

rear  of  the  plot  there  is  located  a  one-storv  non-fireproof 

building,  20  ft.  by  30  ft.  8  in.  in  area;  it  is  proposed  to 

incorporate  the  front  building  and  the  west  and  south 

walls  of  the  rear  building  in  a  proposed  structure  which 
will  cover  the  entire  plot;  the  first  story  to  be  occupied  as 
a  garage  for  the  storage  of  more  than  five  motor  vehicles 
and  the  second  story  to  be  occupied  as  a  dwelling ;  and 
Whereas,  the  board  deems,  owing  to  the  nature  of  the 
surrounding  conditions,  which  are  such  as  to  preclude  a 
residential  use  of  premises,  the  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution;  and 
Whereas,  applicant,  in  support  of  his  application,  has 
filed  documentary  evidence  to  the  effect  that  premises  were 
used  as  a  stable  prior  to  1916,  the  date  of  enactment  of  the 
zoning  law,  and  since  that  date  have  been  used  for  garage 
purposes,  which  would  bring  the  application  within  the 
scope  of  section  7e  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  use  of  the  premises,  on  condition  that  the  main 
building  shall  not  exceed  one  story  in  height,  with  second 
story  extension  on  street  front  to  be  used  for  dwelling 
purposes,  the  lower  or  first  story  to  be  restricted  to  the 
storage  of  automobiles,  the  property  of  the  owner  of  the 
premises ;  that  there  shall  be  no  gasoline  storage  tanks  in¬ 
stalled  or  maintained  on  the  premises ;  that  the  rear  and 
gable  walls  of  the  first  story  shall  be  unpierced  throughout 
their  entire  height  and  length ;  that  the  ceiling  of  the  first 
story  shall  be  fire  retarded  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals ;  that  all  necessary 
and  required  exits  shall  be  installed  and  maintained;  that 
there  shall  be  no  signs  exposed  on  the  exterior  of  the 
building,  other  than  one  flat  wall  sign,  indicating  the  name 
and  title  of  the  business  conducted  therein ;  that  all  permits 
required  shall  be  obtained  within  six  months  and  all  work 
involved  thereby  completed  within  one  year  from  the  date  of 
this  action. 


673-28-BZ. 

APPLICANT — Edward  P.  Doyle,  for  John  P.  Leo,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  complete  work  and  approval  of  plans — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7a,  7b  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district 
the  extension  and  maintenance  of  a  building  to  be 
used  for  business  use. 

PREMISES  AFFECTED— 477  West  150th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Ely  Benedict. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  obtain  permits  and  complete  work. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . . .  ® 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(673-28-BZ) 

Whereas,  Edward  P.  Doyle,  for  John  P.  Leo,  owner, 
filed,  August  16,  1928,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  extension 
and  maintenance  of  a  building  to  be  used  for  business  use , 
premises  477  West  150th  street,  Borough  of  Manhattan; 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing,  December  26,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Amsterdam  avenue  is  in  a  business 
district;  West  150th  street,  east  of  a  point  100  ft  east  of 
Amsterdam  avenue,  is  in  a  residence  district,  and  Convent 
avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  10,  1928  (re  Alt.  App.  No.  1694-28), 
reads  * 

“2.  No  building  in  residence  district  may  be  erected 
or  extended  when  intended  for  business  use.  (Article 
2,  Sec.  3,  Zoning  Resolution).”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  25  ft.  and  a  depth  of  99  ft.  11  in., 
upon  the  front  of  the  lot  there  is  a  two-story,  non-fireproof 
building.  25  ft.  by  32  ft.  6  in.  in  area;  OCCUPIED:  1st 
story,  carpenter  shop;  2nd  story,  offices;  it  is  proposed  to 
cut  a  driveway  through  the  easterly  part  of  the  existing 
building  leading  to  a  proposed  extension  (to  the  rear), 
one  story  in  height  and  20  ft.  by  57  ft.  5  in.  in  area, 
extension  to  be  used  as  a  carpenter  shop  as  adjunct  to 
existing  carpenter  shop;  and 

Whereas,  there  does  exist  a  business  on  these  premises, 
which  existed  prior  to  the  adoption  of  the  building  zone 
resolution,  and  continuously  since,  the  board  is  empowered 
under  section  7,  subdivision  a,  of  the  rules  of  exception,  to 
extend  the  present  use  and  occupancy ;  and 

Whereas,  the  board  believes  a  denial  of  this  application 
would  be  an  arbitrary  discrimination  and  would  devolve  a 
hardship  upon  the  applicant  within  the  meaning  of  section  21 
of  the  building  zone  resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  December  26,  1928,  on  certain  conditions,  and 
owner,  through  his  representative,  Eli  Benedict,  requested 
a  modification  of  these  conditions  as  to  time  limit,  which 
request  was  granted  by  vote  of  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted ,  onlj  so  far  as  it 
affects  the  application  of  the  zoning  resolution  for  permis¬ 
sion  to  extend  the  present  business  use,  on  condition  that 
any  structure  erected  thereon  shall  be  built  in  accordance 
with  the  building  code,  and  that  all  permits  required  shall 
be  obtained  within  three  months  and  any  work  involved 
thereby  completed  within  six  months  from  the  date  of  this 
action — April  1,  1930. 


80-30-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Rubelc  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b,  7c  and  21  of 
the  building  zone  resolution,  to  permit  the  exten¬ 
sion.  from  an  unrestricted  district  into  a  businesss 
district,  of  a  proposed  ice  manufacturing  and  storage 
plant. 

PREMISES  AFFECTED— West  side  of  Cauldwell  ave¬ 


nue,  169.25  ft.  south  of  East  158th  street,  and  east 
side  of  Eagle  avenue,  152.85  ft.  south  of  East  158th 
street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Opposition:  Charles  Gaver,  Archer  Eisenstat, 
Mol  lie  Leitner  and  N.  Messenger. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(80-30-BZ) 

Whereas,  Henry  J.  Nurick,  for  Rubelc  Corp.,  owner 
filed,  February  3,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension,  from  an  unre¬ 
stricted  district  into  a  business  district,  of  a  proposed  ic< 
manufacturing  and  storage  plant;  premises  west  side  oi 

Cauldwell  avenue,  169.25  ft.  south  of  East  158th  street 

and  east  side  of  Eagle  avenue,  152.85  ft.  south  of  East  158tl 
street,  Borough  of  The  Bronx;  and  . 

Whereas,  h  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet 
ing,  April  1,  1930,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildinr 
zone  resolution  show  that  Eagle  avenue  is  in  an  unrestricte 
district  and  Cauldwell  avenue  is  in  a  business  district;  an 
Whereas,  the  decision  of  the  superintendent  of  building 
rendered  March  14,  1930  (Applic.  N.  B.  53-30),  reads: 

“1.  Erection  of  buildings  partly  in  unrestricted  an 
partly  in  business  district  for  ice  manufacturing  ar 
storage  is  contrary  to  provisions  of  Building  Zoi 
Resolution.” ; 

and 

Whereas,  it  is  proposed  to  remove  present  structures  < 
the  site  and  erect  a  one-story  building,  86  ft.  10  in.  by  2' 
ft.,  irregular,  with  an  extension  along  the  center  line  < 
block,  38  ft.  by  150  ft.,  a  portion  of  this  structure,  wi 
a  frontage  of  86.84  ft.  on  Cauldwell  avenue,  and  a^  depth 

115  ft  and  a  portion  of  the  exteision  150  ft.  by  17  ft.  6; 
in  the  business  district ;  it  is  proposed  to  use  large  portr 
for  a  tank  room  and  extension  for  ice  storage;  and 

Whereas,  the  premises  under  appeal  lie  between  t' 
public  garages,  one  with  a  200  ft.  frontage  and  one  with 

116  ft.  frontage,  and  backed  by  contiguous  and  abutti 
unrestricted  area  to  the  rear,  namely,  Eagle  avenue,  and 
portion  of  this  property  is  and  has  been  used  in  conjunct! 
with  the  business  on  Eagle  avenue  front;  and 

Whereas,  the  board  deems  that  under  sections  7a  and 
the  applicant  has  substantiated  his  basis  of  appeal  and 
therefore  entitled  to  relief  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  d< 
hereby  make  a  variation  in  the  application  of  the  use  c 
trict  regulations  of  the  building  zone  resolution  and  t 
the  application  be  and  it  hereby  is  granted  on  condition  t 
the  building  shall  not  exceed  in  height  one  story  ah 
grade  for  use  as  an  ice  tank  house  and  extension  for 
storage  in  conjunction  with  ice-manufacturing  plant  in 
restricted  area,  namely.  Eagle  avenue ;  that  there  shall 
no  vehicular  opening  of  any  nature  or  description  on 
entire  Cauldwell  avenue  street  front  of  this  building, 
no  doorways  on  the  Cauldwell  avenue  front,  other  than 
emergency  exit,  not  exceeding  3  ft.  8  in.  in  width: 
the  exterior  of  the  building  shall  be  finished  with  hf 
colored  face  brick  with  dark-colored  brick  or  natural  sti 
trim:  that  there  shall  be  no  roof  structure  or  superstruci 
of  any  nature  or  description  erected  on  this  building  wi 
the  business  use  area;  that  the  windows  on  street  fij 
shall  be  of  approved  steel  frames  and  sash,  glazed  v 
wire  glass;  that  there  shall  be  no  advertising  sign  ere' 
or  displayed,  other  than  flat  wall  panel,  indicating 
name  and  title  of  the  business  conducted  on  the  premi- 
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id  that  all  permits  required  shall  be  obtained  within  six 
lonths  and  any  work  involved  shall  be  completed  within 
le  year  from  the  date  of  this  action. 


APPROVAL  OF  PLANS. 

63-27-BZ. 

PPLICANT — Henry  H.  Ehrlich,  substituted  for  Emil 
Guterman,  for  Henry  C.  Karpen,  owner. 

OBJECT — Approval  of  plans  in  accordance  with  resolu¬ 
tion  adopted  by  the  board  under  date  of  March  4, 
1930. 

REMISES  AFFECTED — 14912  North  Conduit  boulevard, 
northwest  corner  of  Three  Mile  Mill  road,  Ja¬ 
maica,  Borough  of  Queens. 
jPPEARANCES— None. 

,CTION  OF  BOARD — Report  of  engineer  adopted;  plans 
approved. 

HE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
PLANS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  0 

Absent  .  0 


AREAS  FIXED. 

(694-29-BZ) 

The  chairman  presented  and  read  a  communication  from 
ertram  G.  Eadie,  requesting  the  board  to  fix  an  area 
emed  affected  and  within  which  to  obtain  consents  to 
rmit  in  a  residence  district  the  erection  and  maintenance 
•  a  garage  for  the  storage  of  more  than  five  (5)  motor 
'hides;  premises  14-22  Monroe  avenue,  west  side,  111  ft. 
uth  of  Fort  place,  St.  George,  Borough  of  Richmond. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Monroe  avenue  from  Fort  place  to  a 
point  400  ft.  south  of  premises  in  question ;  both  sides 
1  of  Fort  place  from  Daniel  Low  terrace  to  a  point  200 
ft.  east  of  Monroe  avenue ;  also  the  east  side  of  Daniel 
Low  terrace  from  Fort  place  to  a  point  285  ft.  south 
of  Fort  place. 


(202-30-BZ) 

The  chairman  presented  and  read  a  communication  from 
Rodman  Richardson,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  220-06  Northern 
bouevard  and  45-05  220th  street,  southeast  corner,  Bayside, 
Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  220th  street  from  46th  avenue  to  a 
point  200  ft.  north  of  Northern  boulevard;  both  sides 
of  Northern  boulevard  from  a  point  100  ft.  east  of 
220th  place  to  a  point  400  ft.  west  of  premises  in 
question;  both  sides  of  220th  place  from  Northern 
boulevard  to  a  point  200  ft.  north  of  Northern  boule¬ 
vard;  also  the  west  side  of  220th  place  from  Northern 
boulevard  to  a  point  150  ft.  south  of  Northern  boule¬ 
vard. 


SPECIAL  ORDER  OF  BUSINESS. 

221-30-S 

PETITIONER — Associated  Press,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Variation 
of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED — 379  Madison  avenue  and  55 
Vanderbilt  avenue,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Hugh  B.  Kelly. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING—  « 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin . .  5 

Negative  .  0 

Absent  .  0 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  1,  1930. 
Present :  Chairman  Walsh,  Commissioners  Connell,  Hol- 
nd  and  Guilfoyle  and  Assistant  Chief  Martin. 


BUILDING  ZONE  CASES. 

6-29-BZ. 

PPLICANT — George  A.  Basel,  owner. 

-BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  colony  of  individual 
garages  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

REMISES  AFFECTED — 18751  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  avenue,  Ridge¬ 
wood,  Borough  of  Queens. 

PPEARANCES — 

For  Applicant :  George  A.  Basel. 

For  Opposition :  None. 

CTION  OF  BOARD — Laid  over  to  May  20,  1930,  at  2 
p.  m.,  subject  to  amendment  to  section  7g. 


■1-29-BZ. 

PPLICANT — McCooey  &  Conroy,  for  Sam  Strassberg, 

owner. 


SUBJECT — Application  (  re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  “E”  area 
district  the  erection  of  an  apartment  house  occupy¬ 
ing  a  greater  percentage  of  the  lot  area  and  pro¬ 
viding  a  lesser  setback  from  street  line  than  per¬ 
mitted  under  the  building  zone  resolution. 

PREMISES  AFFECTED— 2901-2911  Avenue  J,  northeast 
corner  of  East  29th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  Samuel  W.  Wurzberg  and  H.  B. 

Schaefer. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


1235-27-BZ. 

APPLICANT — John  J.  Dunnigan,  substituted  for  Harry 
Cook,  for  Landau  Holding  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station  (previously  denied). 
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PREMISES  AFFECTED— Southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne,  Borough 
of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1930,  at  2 
p.  m.,  on  written  request  of  applicant. 


722-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Howard  Funding 


Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district  the 
change  of  occupancy  of  the  first  story  of  a  residence 
building  to  a  business  use  (stores). 

PREMISES  AFFECTED— 1615  University  avenue,  south¬ 
west  corner  of  West  l<5th  street,  The  Bronx. 


APPEARANCES—  _  ,  J  „ 

For  Applicant:  William  F.  Doyle  and  J.  M.  Poss. 
For  Opposition :  Elias  Raff  and  John  S.  O  Leary. 
ACTION  OF  BOARD — Laid  over  to  May  6,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


645-29-BZ. 

APPLICANT— Gonenberg  &  Leuchtag,  for  William  Smith, 

owner.  . 

SUBJECT — Application  (re  decision  of  the  superintendent 
"  of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 
PREMISES  AFFECTED— 1601-1611  Avenue  J,  northeast 
corner  of  East  16th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sigmund  Solomon. 

For  Opposition:  David  H.  M.  Weynberg  and  A.  J. 
Strohm. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1930,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


466-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grand  Boulevard  & 
Concourse  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  from  resi¬ 
dence  to  business  (store)  purposes. 

PREMISES  AFFECTED— 1403  Grand  concourse  and  167- 
183  East  170th  street,  northwest  corner,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  J.  P.  Wilson. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1930,  at  2 
p.  m.,  on  written  request  of  applicant. 


599-29-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Jobel  Properties,  Inc., 

owner.  . 

SUBJECT _ Application  (re  decision  of  the  superintendent 

of  buildings),  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erection  and  main¬ 
tenance  of  a  business  (store)  building. 
PREMISES  AFFECTED— 1132-1154  Clarkson  avenue  and 
255-279  East  96th  street,  southeast  corner,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  J.  Hellinger. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1930,  at  2 
p  m.,  on  request  of  applicant’s  representative. 


705-29-BZ. 

APPLICANT— William  F.  Doyle,  for  County  Holding  Co., 
owner.  ■ 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED— 825  East  175th  street,  north¬ 
west  corner  of  Marmion  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Max  Monfried,  Samuel  K.  Abra¬ 
hams  and  Jacob  J.  Pantell. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  0 

Absent  .  ® 


625-29-BZ. 

APPLICANT— Henry  A.  Urquhart,  for  Eleanor  Hedwig 
Arnold,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northeast  corner  of  202nd 
street  and  Hillside  avenue,  Hollis,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  J.  E.  Greenberg. 

ACTION  OF  BOARD— Application  withdrawn  on  writter 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  1 

Negative  .  1 

Absent  .  1 


1 26-29- BZ. 

APPLICANT — Max  Epstein,  owner. 

SUBJECT— Application  (re  decision  of  the  superintender 
of  buildings),  under  sections  7e  and  21  of.  th 
building  zone  resolution,  to  permit,  partly.  in 
business  district  and  partly  in  a  residence  distric 
the  erection  and  maintenance  of  a  garage  for  th 
storage  of  more  than  five  (5)  motor  vehicles  (pr< 
viously  withdrawn). 

PREMISES  AFFECTED— 752-762  East  New  York  av< 
nue,  south  side,  36  ft.  8  in.  west  of  Troy  avenu 
and’  693-701  Maple  street,  Brooklyn. 
APPEARANCES—  ( 

For  Applicant:  R.  A.  Eagan. 

For  Opposition:  William  S.  Klinger,  Alfred  l 
Walter,  Major  Caeca vajo  and  Anna  Hattma 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle . 

Negative :  Chairman  Walsh,  Commissioners  Con-  , 
nell  and  Holland  and  Assistant  Chief  Martin 
Absent  . 

THE  RESOLUTION— 

(126-29-BZ) 

Whereas,  Max  Epstein,  owner,  filed,  February  27,  192 
an  application,  under  the  building  zone  resolution,  to  pe 
mit,  partly  in  a  business  district  and  partly  in  a  residen 
district,  the  erection  and  maintenance  of  a  garage  for  t! 
storage  of  more  than  five  (5)  motor  vehicles ;  premises  75 
762  East  New  York  avenue,  south  side,  36  ft.  8  in.  west 
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'roy  avenue,  and  693-701  Maple  street,  Borough  of  Brook- 
n;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
v  the  board  of  standards  and  appeals  at  its  regular  meet- 
1  g,  April  1,  1930,  after  due  notice  by  publication  in  the 
'.ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  East  New  York  avenue  is  in  a 
usiness  district ;  Maple  street  is  in  a  residence  district ; 
'roy  avenue  is  in  a  business  district,  and  Albany  avenue  is 
l  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
?ndered  April  1,  1929  (Applic.  No.  9716-1927),  reads: 

“Proposition  contrary  to  the  Zone  Resolution  Art.  II, 
Sec.  4a,  subdiv.  15  &  Sec.  3. 

“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  partly  in  a  residential  and  partly  in  a  business 
district.” ; 
id 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
instruction,  two  stories  in  height,  with  a  frontage  of  99 
It.  x/2  in.  and  a  depth  of  200  ft.  2  in. ;  to  he  occupied  as  a 
arage  for  the  storage  of  more  than  five  motor  vehicles ; 

hd 

Whereas,  the  board  deems  that  applicant  is  not  entitled 
)  relief  under  section  21  of  the  building  zone  resolution 
ecause  of  any  practical  difficulty  or  unnecessary  hardship. 
Resolved,  that  the  decision  of  the  superintendent  of  build- 
lgs  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
hereby  is  denied. 


19-29-BZ. 

.PPLICANT — William  F.  Doyle,  for  Grazia  Martinelli, 
owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  -in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair  shop  and, 
also,  a  gasoline  service  station. 

’REMISES  AFFECTED— South  side  of  135th  avenue, 
172.62  ft.  west  of  Oregon  place,  South  Jamaica, 
Borough  of  Queens. 

PPEARANCES — 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  John  A.  Stirnweis. 

.CTION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil- 


foyle  .  2 

Negative :  Chairman  Walsh,  Commissioner  Con¬ 
nell  and  Assistant  Chief  Martin . 3 

Absent  .  0 

HE  RESOLUTION— 

(519-29-BZ) 


Whereas,  William  F.  Doyle,  for  Grazia  Martinelli, 
wner,  filed,  August  8,  1929,  an  application,  under  the  build- 
ig  zone  resolution,  to  permit,  partly  in  a  business  district 
nd  partly  in  a  residence  district,  the  erection  and  main- 
:nance  of  a  motor  vehicle  repair  shop  and,  also,  a  gasoline 
ervice  station;  premises  south  side  of  135th  avenue,  172.62 
t.  west  of  Oregon  place,  South  Jamaica,  Borough  of 
)ueens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  anneals  at  its  regular  meet- 
ig,  April  1,  1930,  after  due  notice  by  publication  in  the 
Sulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  buildiiTg 
one  resolution  show  that  Baisley  boulevard  is  in  a  business 
istrict ;  135th  avenue  is  in  a  residence  district,  and  Oregon 
lace  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  August  7,  1929  (N.  B.  5298-29),  reads: 

“The  erection  of  an  auto  repair  shop  and  gasoline 
service  station  partially  in  a  residence  district  and  part 


in  a  business  district  is  contrary  to  the  Zone  Law.” ; 

and 

Whereas,  the  easterly  18  ft.  of  the  plot  is  in  the  residence 
district,  the  remainder  is  in  the  business  district;  the  prem¬ 
ises  consist  of  an  irregularly  shaped  plot  of  ground  having 
a  frontage  of  143.24  ft.  along  135th  avenue  and  a  distance 
of  90.9  ft.  across  the  east  lot  line,  upon  which,  at  the  east 
lot  line,  it  is  proposed  to  erect  a  one-story  auto  repair 
shop,  30  ft.  by  40  ft.  in  area;  a  one-story  office  and  acces¬ 
sory  store,  20  ft.  by  20  ft.  in  area,  and,  also,  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


638-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Harry  H.  Uhlfelder, 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  part  of  the 
basement  story  of  an  existing  apartment  building 
from  residence  to  business  use  (stores). 
PREMISES  AFFECTED — 1625-1627  University  avenue, 
northwest  corner  of  West  175th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Elias  Raff  and  John  S.  O’Leary. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Absent  .  o 

THE  RESOLUTION— 

(638-29-BZ) 

Whereas,  William  F.  Doyle,  for  Harry  H.  Uhlfelder, 
Inc.,  owner,  filed,  October  29,  1929,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy  of  part  of  the 
basement  story  of  an  existing  apartment  building  from 

residence  to  business  use  (stores)  ;  premises  1625-1627  Uni¬ 
versity  avenue,  northwest  corner  of  West  175th  street,  Bor¬ 
ough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing,  April  1,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  University  avenue  is  in  a  residence 
district ;  Andrews  avenue  is  in  a  residence  district,  and 

West  175th  street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  October  23,  1929,  reads : 

“1.  As  records  of  this  Department  show  this  build¬ 
ing  to  be  located  within  a  residence  district,  business 
is  prohibited  under  Section  3  of  the  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  five  stories  and  basement  in  height,  with  a  front¬ 
age  of  157.83  ft.  and  a  depth  of  74.03  ft.,  irregular ;  occu¬ 
pied  as  an  apartment  house ;  it  is  proposed  to  alter  the 
basement  story  and  also  the  University  avenue  front  ex¬ 
terior  entrance  stairs  and  to  construct  therein  eleven  stores 
fronting  on  University  avenue ;  three  of  these  stores  to  be 
one  story  in  height  and  to  occupy  part  of  the  space  now 
occupied  by  the  exterior  entrance  stairs;  and 
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Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  ot 
the  building  zone  resolution.  .  ,  ,  .. , 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

547-29-BZ.  „  w  r  I,  ♦ 

APPLICANT— Hamill,  Weinberg  &  Munro,  for  Barnet 
L.  Davidson,  Barnet  Weiner,  Samuel  Levick  and 
Louis  Schacter,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— S915  Myrtle  avenue  and  8248 
Woodhaven  boulevard,  northwest  corner,  Glendale, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  J.  Munro. 

For  Opposition:  Henry  W.  Schober  and  George  J. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „r  ,  ,  _ 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Negative:  Assistant  Chief  Martin .  1 

Absent  .  ® 

THE  RESOLUTION— 

(547-29-BZ) 

Whereas,  Hamill,  Weinberg  &  Munro,  for  Barnet  W  einer, 
Samuel  . Levick  and  Louis  Schacter,  owners,  filed  August 
29,  1929,  an  application,  under  the  building  zone  resolution, 
to’  permit,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a  gasoline 

service  station;  premises  8915  Myrtle  avenue  and  8248 

Woodhaven  boulevard,  northwest  corner,  Glendale,  Borough 
of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  1,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Myrtle  avenue,  north  side, 
is  in  a  business  district;  Myrtle  avenue,  south,  side  west 
of  Wroodhaven  boulevard,  is  in  a  business  district;  Myrtle 
avenue,  south  side,  east  of  Woodhaven  boulevard,  is  in  a 
residence  district;  Woodhaven  boulevard,  north  of  Myrtle 
avenue  is  in  a  business  district,  and  Wodhaven  boulevard, 
south  of  Myrtle  avenue,  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  9,  1929  (Plan  No.  N.  B.  5472-29),  reads: 
“Application  for  permit  has  been  rejected  for  the 
following  reasons : 

uIt  is  contrary  to  the  Zone  Law  to  erect  a  gas  sta- 
tion  on  a  lot  located  partly  in  a  business  and  partly 


and 


in  a  residence  district  (Section  4  Subdivision  46  Zone 
Resolution).”; 


Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  179.31  ft.  on  Myrtle  ave¬ 
nue  and  152.47  ft.  on  Woodhaven  boulevard;  an  irregular 
portion  of  the  plot  at  the  northwest  corner,  approximately 
200  sq.  ft.  in  area,  is  in  the  residence  district;  the  remainder 
of  the  plot  is  in  the  business  district;  proposes  to  erect  3' 
one-story  office,  20  ft.  by  20  ft.  in  area,  and  to.  install  the' 
necessary  tanks  and  pumps  for  a  gasoline  service  station 

Whereas,  the  board  deems  that  applicant  has  substantiatec 
his  basis  of  appeal  under  section  21  and  sustained  the  appea 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard 

^Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  application  of.  the  use  dis 
trict  'regulations  of  the  building  zone  resolution  and  tha 
the  application  be  and  it  hereby  is  granted  on  condition  tha 
there  shall  be  constructed  on  building  line,  on  the  stree 
fronts,  a  concrete  curbing  not  less  than  12  in.  in  heigh 
and  12  in.  in  depth;  that  along  the  westerly  and  northerl 
property  lines  there  shall  be  constructed  a  wall  of  approve 
masonry  not  les_s  than  8  ft.  in  height,  finished  on  interio 
of  property  with  face  brick  with  a  coping  of  moulde1 

architectural  terra  cotta  or  natural  stone;  that  the  one- 

story  building,  as  indicated  on  plans,  for  the  shelter  an 
use  of  the  operators  and  patrons  of  premises,  shall  1 

of  octagonal  plan  and  shall  be  finished  on  the  exterior  wit 
light-colored  face  brick  with  dark-colored  face  brick  c 

natural  stone  trim  and  shall  be  roofed  with  tile  of  Spanis 
type  or  variegated  slate;  that  any  other  buildings  erectf 
on  the  premises  for  use  incidental  to  the  conduct  of  busine: 
thereon  shall  .be  located  at  the  extreme  northwesterly  corn< 
of  the  plot  and  shall  not  exceed  in  height  one  story  abo\ 
grade,  roofed,  and  shall  be  finished  in  same  material,  ai 
design  as  single  one-story  office  erected  on  the  premise!, 
that  no  gasoline  pump  shall  be  located  within  10  ft.  of  tl 
building  line  on  either  street  front;  that  there  shall  be  n 
more  than  two  vehicular  entrances  permitted  on  Woo 
haven  boulevard  nor  more  than  three  vehicular  openings  « 
Myrtle  avenue  front,  and  no  vehicular  openings  shall  1 
located  within  25  ft.  of  the  westerly  property  line  . 
Myrtle  avenue ;  that  the  curb  cuts  shall  be  located  direct 
in  front  of  vehicular  openings  and  shall  not  exceed  a  wid 
of  12  ft.;  that  any  advertising  display  shall  be.  restrict 
to  not  more  than  one  free-standing  pedestal  sign  or 
glass  globes  of  the  gas  pumps  or  flat  wall  signs  on  t 
frieze  of  the  building;  that  a  return  of  drawings  shall 
made  to  this  board  for  approval  before  submission  to  t 
bureau  of  buildings,  and  that  all  permits  required  shall 
obtained  within  six  months  and  any  work  involved  shall 
completed  within  one  year  from  the  date  of  this  action. 


Adjourned  8.30  p.  m. 


William  J.  O’Gorman,  Secretary 


APPLIANCES 


APPROVED  FIRE  LINE  HOSE  VALVES 

TYPE  A _ 150  LBS.  WATER  WORKING  PRESSURE 

May  be  installed  on  all  4-inch  and  6-inch  systems  and 

on  uppermost  stories  on  8-inch  systems 

Fairbanks  Company . •  •  •  •••••••* 

New  York  Brass  Foundry  Co.  (Stillbech) -  53-2l-bA 

Walworth  Company . . . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-2, -BA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-bA 

Jenkins  Brothers .  ^79-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 


TYPE  B — 250  LBS.  WATER  WORKING  PRESSU1 
May  be  installed  on  all  standpipe  systems 


W.  D.  Allen  Mfg.  Company .  1151-27- 

Walworth  Company .  900-27- 

Jenkins  Brothers .  ,80  28 

Croker  National  Fire  Prev.  Eng. 


Co .  970-28- 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

U/29-27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27- A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27- A — 242-248  West  76th  street,  Manhattan. 

374- 29-A — 11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22- S A — Kennell  Gas  Cut-Off  Valve,  approval  of. 
U73-22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

4249-22-S A — Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-S A — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-S A — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

375- 23-SA— Wm.  E.  Toelle  Manual  &  Automatic  Ga* 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-SA— “Automatic”  Deluge  Valve,  approval  of. 
443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

525-23- S  A — Til  man- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

959-23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 
1248-23-S A — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
492-24-SA— HoLzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

1016-24-S A — Milnes  Oil  Burner,  approval  of. 

1142-24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of. 
1 1 46-24-S A — Salvo  Fire  Extinguisher,  approval  of. 
1359-24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
1500-24-S A — Smolensky  Check  Valve,  approval  of. 
558-25-SA— Globe  Dry  Pipe  Valve  Accelerator,  approval 
of. 

985-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

1 263 - 25- S A — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

1346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26-SA — Signal  Weatherproof  Bells,  approval  of. 
364-26-SA — Kork-n-Seal,  approval  of. 

397-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA— Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 


187- 27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27 -SA — Romec  Rotary  Pump,  approval  of. 

1162-27-SA — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

188- 28-SA — Faraday  Waterflo  Alarm  Panel,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 

approval  of. 

511-28-SA — Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
765-28-SA — Keuka  Oil  Burner,  approval  of. 

775-28-SA — Marvel  Oil  Burner,  approval  of. 

778-28-SA — Tabor  Automatic  Oil  Heater,  Type  “D,”  ap¬ 
proval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 
813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

79-29-SA — Mohawk  Electric  Bell,  Single  Stroke  Type, 
A.C.  and  D.C.,  approval  of. 

163-29-SA — Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

186-29-SA — National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2J4-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2j4-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

268-29-SA — Fairbanks  2^4-Inch  Hose  Outlet  Valve,  Angle 
Pattern,  Type  “B,”  approval  of. 

380  29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 
423-29-SA — Crystal  Blue  Flame  Oil  Burner,  approval  of. 
510-29-SA — Hercules  Oil  Burner,  approval  of. 

535-29-SA: — Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA — Volcano  Automatic  Oil  Burner,  approval  of. 
571-29-SA — The  Carborundum  Burner,  approval  of. 
591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA — Electromatic  Oil  Burner,  approval  of. 

637-29-S A — Merco  Oil  Burner,  approval  of. 

657-29-SA — Sunflower  Oil  Burner,  Model  S-l,  approval  of. 
684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-SA — Super  Automatic  Oil  Heater,  approval  of. 
737-29-S A — Piatt  Oil  Burning  Water  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 

54-30- S A — Carter-Korth  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 


RULE  1.  PERMIT. 


(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  shall 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
violation 


(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  commissioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing ; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works;  , 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion; 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed;  1 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re- 
ceotacles. 


FIRST  QUARTERLY  REPORT 


City  of  New  York 
Board  of  Standards  and  Appeals 


WILLIAM  E.  WALSH.  CHAIRMAN 
MUNICIPAL  BUILDING 


Hon.  James  J.  Walker, 
Mayor,  New  York  City. 


April  8,  1930. 


Sir : — 


I  have  the  honor  to  submit  for  your  information  the  First  Quarterly  report  of  the  Board  of  Standards  and 
Appeals,  for  the  quarter  ending  March  31,  1930,  which  is  set  forth  as  follows: 


CASES  FILED  AND  PENDING,  1930 


FILED  1930 

A 

BZ 

s 

SA 

SR 

M’L 

T’L 

GR.T’L 

JANUARY  . 

. .  30 

29 

15 

2 

0 

35 

in 

•  • 

Restored  . 

0 

8 

2 

0 

0 

0 

10 

121 

FEBRUARY  . 

,  37 

21 

21 

0 

0 

42 

121 

•  • 

Restored  . 

1 

1 

4 

1 

0 

0 

7 

128 

242 


FIRST  QUARTERLY  REPORT 


MARCH  . 

28 

28 

18 

3 

0 

37 

114 

Restored  . 

0 

3 

0 

0 

0 

0 

3 

117 

TOTAL  . 

96 

-90 

60 

6 

0 

114 

366 

366 

PENDING,  1929.... 

114 

163 

34 

81 

a 

0 

392 

392 

SR  AND  TOTAL  . . . 

DISPOSITION 

1930 

210 

253 

94 

87 

0 

114 

758 

758 

JANUARY  . 

24 

42 

18 

1 

0 

35 

120 

February  . 

24 

25 

12 

3 

0 

42 

106 

MARCH  . 

25 

30 

13 

5 

0 

37 

110 

336 

■  TOTAL  . 

PENDING 

73 

97 

43 

9 

0 

114 

336 

336 

MARCH  31,  1930.. 

137 

156 

51 

78 

0 

0 

422 

422 

jde:  A — Appeals  from  Administrative  Orders.  BZ — Applications  under  Building  Zone  Resolution.  S— Petitions  for  Variations  of 

Labor  Law.  SA — Petitions  for  Approval  of  Appliances.  SR — Petitions  for  Adoption  ol  Rules.  M’L — Miscellaneous  Docket. 


SUMMARY. 


DOCKET. 

ases  pending  December  31.  1929 .  392 

ases  filed  up  to  and  including  March  31,  1930 .  232 

estored  to  calendar . . .  20 


Miscellaneous  Applications. 


cquests  to  reopen . 63 

equests  to  amend .  7 

^quests  for  modification .  8 

cquests  to  rescind .  0 

equests  for  extension  of  time .  23 

equests  for  extension  of  permit .  2 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  11 

administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  758 

)isposed  of .  336 

'ases  pending  March  31,  1930 .  422 


MONEYS 


DISPOSITION  OF  CASES. 

Withdrawn  .  42 

Dismissed  : .  3 

Denied  .  44 

Granted  .  1 

Granted  on  condition .  123 

Appliances  approved .  8 

Appliances  dismissed,  disapproved  or  withdrawn .  1 

Rules  approved .  0 

Rules  disapproved  or  rescinded .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  57 

Requests  to  reopen  denied .  4 

Requests  to  amend  granted . 7 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  7 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  0 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  22 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  2 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  11 

Plans  disapproved .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed .  2 

Total  .  336 


JANUARY  FEBRUARY  MARCH  TOTAL 


Subscription  to  Bulletin  .  $170.00  $  93.00  $100  00  $365.00 

'ash  Sales .  44.02  32.60  50.35  126.97 


Total  Amount  (Paid  to  Chamberlain') 


$214.02 


$127.60 


$150.35  $491.97 


WILLIAM  J.  O’GORMAN,  Secretary. 
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WILLIAM  E.  WALSH.  Chairman. 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  April  2,  1930 .  234 

Restored  to  calendar .  20 

Miscellaneous  Applications. 


Requests  to  reopen .  64 

Requests  to  amend .  7 

Requests  for  modification .  8 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  24 

Requests  for  extension  of  permit .  2 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  12 

Administrative  requests .  0 

Requests  for  interpretation . i .  0 

Total  .  763 

Disposed  of .  359 

Cases  pending  April  2,  1930 .  404 


DISPOSITION  OF  CASES. 


Withdrawn  .  4 

Dismissed  . 

Denied  .  5 

Granted  . 

Granted  on  condition .  13 

Appliances  approved . . 


Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  5 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved .  1 

Plans  disapproved . 

Administrative  requests  granted . > . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . . . 

Requests  withdrawn  or  dismissed . 

Total  .  3.' 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second ,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  i 
cases  promptly,  for  the  reason  that  the  pendency  of  ii 
appeal  or  petition  ties  the  hands  of  the  administrative  of 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petit! 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  t 
appellant  or  petitioner  to  file  necessary  data,  or  by  a:i 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  i 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pla 
and  data  required  by  law  are  supplied,  as  specified  on  t| 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 


f 


applications  under  the 
e<{j)fts  TWFgive  inter- 


^  The  Clerk's  Calendarfffpisisl 

Building  Zone  Resolution,  “and'  'its  'ocjecupis  tWCgive  micl- 
ested  property  owners  opportunity  to  file  objetffens,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  April  15  1930 

definiJ'dat  ^  “’iS  °"  ‘ 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  22,  UWfVgbSi  fr’clock. 

The  Clerk’s  Calendar  is  noT  tifhjJ with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
pi  ogress,  nor  accepted  that  are  not  filed  within  twenty  days 
Mom  the  date  of  the  action  of  the  Administrative  Official. 

Am  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions.  • 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Coses  Filed  up  to  April  9,  1930. 

Col.  No.  Department.  Premises  Affected. 

059  30- \  FD . 332-336  E.  75th  st.,  Man., 

L.  C.  47187 

931-30-S  ...F.D . 909-915  Fade  st.,  Bx., 

"  L.  D.  65366 

250-30-A . F.D . 3240-3256  Bronx  blvd.,  Bx., 

_ Applic.  343-29 

249-30-S  ....F.D . 28  E.  22nd  st.,  Man., 

_ L.  D.  7*516 

248-30- A . F.D . 583-587  Broadway,  Man., 

"  F-70893  &  F-70894 

247-30-BZ . B.B.B. . .  .5202  19th  ave.,  Bklyn., 

_ _  Applic.  3152-30 

246-30- A.  ....F.D . 125-135  Greene  st.,  Bklyn., 

~  F-49831 

245-30-S  ...F.D . 236-238  Fifth  ave.,  Man., 

_ _ L.  D.  68151 

244-30-S  ..F.D . 76-78  Madison  ave.,  Man., 

_ 7  "  L.  D.  56112 

243-30- A  -F.D . 236-238  Fifth  ave.,  Man., 

F-6815S 


PREMISES— 4618  Bronx  boulevard,  east  side,  200.02  ft. 
north  of  East  240th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  occupied  as  a  laundry. 

30-30-BZ. 

APPLICANT— William  White,  for  Joseph  Diamond,  owner. 

PREMISES— 1977-1983  Ocean  avenue,  northeast  corner  of 
Avenue  O,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  office  to  be  used  in  conjunction  with 
an  existing  gasoline  service  station. 

53-30-BZ. 

APPLICANT— Morris  Whinston,  for  Harry  Geier,  owner. 

PREMISES— 97-107  Kenmare  street  and  15  Cleveland  place, 
northeast  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  15,  1930,  10  A.  M. 


242-30- A . F.D . Bounded  by  Orchard  st.,  Mill 

st.  &  Monson  st.,  L.  I.  C.,  Q., 

_  F-64664 

241-30- A . F.D . Mill  st.,  200  ft.  north  of  Frank¬ 

lin  st.,  at  East  River,  L.  I.  C., 
_  Q(  F-64410 

240-30- A . F.D . East  side  of  Warded  st.  &  East 

River,  L.  I.  C.,  Q., 

________  F-61642 

239-30-BZ . B.B.Q.... 222-14  95th  ave.,  Queens  Vil- 

_  lage,  Q.,  Alt.  961-30 

238-30-S . H.D . 605  E.  187th  st.,  Bx., 

Sanitary  Certificate 

237-30-A  . F.D . 2-18  Milford  st.,  Bklyn., 

“  L.  F.  66679 

236-30-S  _ F.D . 1108  DeKalb  ave.,  Bklyn., 

F.  D.  7897 

235-30-BZ . B.B.Bx. .  .Northeast  corner  of  White 

Plains  rd.  &  E.  223rd  st.,  Bx., 
Alt.  108-30 


FD.... 
H.D... 
B.B.B. . 
B.B.M . 
B.B.Q. 
B.B.R. 
B  B.Bx 
f  H.D. 


CODE. 

. Fire  Department 

7 . Health  Department 

. Bureau  of  Buildings,  Brooklyn 

....Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

_ Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  15,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

762-29-BZ. 

APPLICANT — Sidney  A.  Fine,  for  Jas-Con  Realty  Corp., 
Inc.,  owner. 


Appeals  from  Administrative  Orders. 

57-30-A — 123-141  West  57th  street,  Manhattan. 
59.3O-A— 334-344  West  44th  street,  Manhattan. 

74-30- A — 19  Fulton  street,  Brooklyn.  jH 

93- 30- A — 807-809  East  Tremont  avenue  and  1978  Mapes 

avenue,  The  Bronx. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

189-30- A — 161  West  49th  street,  154-166  West  50th  stree' 
and  753-759  Seventh  avenue,  southeast  cor 
ner  of  Seventh  avenue  and  50th  street,  Man 
hattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning,  April  15 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  01 
the  following  matters: 

cal.  no  613-29-BZ— Application,  October  11,  1929,  unde 
section  21  of  the  building  zone  resoli 
tion,  of  Louis  Cherry,  applicant,  on  b< 
half  of  Bingham  Holding  Corp.,  owne 
to  permit  in  a  business  district  the  ere< 
tion  and  maintenance  of  a  garage  U 
the  storage  of  more  than  five  (5)  mote 
vehicles;  premises  1731-1741  Jerome  av 
nue,  west  side,  163  ft.  south  of  We 
176th  street,  The  Bronx. 

cal  NO.  83-30-BZ— Application,  February  4,  1930,  und<; 

section  7a  of  the  building  zone  resol 
tion,  of  Victor  Meyer,  applicant,  on  b 
half  of  Napthalie  Meyer,  owner,  to  pc 
mit  in  a  residence  district  the  erectu 
and  maintenance  of  a  garage  for  1 
storage  of  three  (3)  commercial  niot 
vehicles  used  in  connection  with  bn: 
ness  conducted  on  the  premises;  pro 
ises  1801  Ocean  parkway,  southeast  cc 
ner  of  Avenue  R,  Brooklyn. 
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\L.  no.  633-29-BZ — Application,  October  22,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Martin  C.  Dyer,  ap¬ 
plicant  and  owner,  to  permit  the  exten¬ 
sion,  from  an  unrestricted  district  into 
a  business  district  and,  also,  into  a  resi¬ 
dence  district,  of  a  proposed  garage  far 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  4696  Third  avenue, 
northeast  corner  of  East  188th  street, 
and  2437  Washington  avenue,  The 
Bronx. 

\l.  no.  667-29-BZ — Application,  November  14,  1929,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  James  J.  Gilhully 
and  Nellie  Gilhully,  owners,  to  permit 
in  a  business  district  the  erection  anrl 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3151-3161  Webster  avenue, 
west  side,  375  ft.  north  of  East  204tb 
street,  The  Bronx. 

vl.  no.  720-29-BZ — Application,  December  9,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  H.  Friend,  applicant,  on 
behalf  of  Tilrose  Pelham  Parkway  De¬ 
velopment,  Inc.,  owner,  to  permit  in  a 
residence  district  the  erection  of  a  busi¬ 
ness  building  (stores)  ;  premises  south¬ 
east  corner  of  Bolton  street  and  Pelham 
Parkway  South,  The  Bronx. 

■L.  no.  670-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Solomon  Weinstein,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  257-267  Senator 
street,  north  side,  470  ft.  9  in.  east  of 
Ridge  boulevard,  Brooklyn. 

L.  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

l.  no.  58-30-BZ — Application,  January  27,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Ida  Gross,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  71-34  to  71-38  73rd  place, 
northwest  corner  of  Cooper  avenue, 
Glendale,  Borough  of  Queens. 

'L.  no.  468-27-BZ— Application,  April  29,  1927;  reopened 
March  4,  1930,  for  the  purpose  of 

modification  of  the  resolution,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Hazel  R.  Dunkum,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  6414- 
6424  Fort  Hamilton  parkway,  Brooklyn. 

L-  no.  679-29-BZ — Application,  November  20,  1929;  re¬ 


opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


APRIL  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

45- 30-S — 7-13  Morton  street,  Brooklyn. 

46- 30-S — 15-25  Morton  street,  Brooklyn. 

100-30-S— 208-210  West  27th  street,  Manhattan. 

73-30-S — 113-119  Fourth  avenue  and  101-107  East  12th 
street,  northeast  corner,  Manhattan. 
102-30-S — 32  West  32nd  street,  Manhattan. 

119-30-S — 149  Spring  street,  Manhattan. 

121-30-S — 915-919  Broadway,  southeast  corner  of  East  21st 
street,  Manhattan. 

129-30-S — 130  West  28th  street,  Manhattan. 

221-30-S — 379  Madison  avenue,  Manhattan. 

185-30-S — Northeast  corner  of  58th  road  and  Rust  street, 
Maspeth,  Borough  of  Queens. 
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Building  Zone  Cases. 

62-30-BZ. 

APPLICANT — Russell  G.  Cory,  for  Topping  Bros.,  owners. 

PREMISES — 47-59  Van  Dam  street  and  157-161  Varick 
street,  northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  one  and  one-half  times  height  district 
and,  also,  unrestricted  use  district,  the  erection  of 
the  street  wall  of  a  building  to  a  height  exceeding 
the  height  requirements  of  the  building  zone  resolu¬ 
tion. 

79-30-BZ. 

APPLICANT — Joseph  S.  Byrne,  for  Rose  Levine,  owner. 

PREMISES— 1313-1323  Gravesend  Neck  road  and  2270-2280 
East  14th  street,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

98-30-BZ. 

APPLICANT — Joseph  J.  Karp,  for  Morris  Richman, 
owner. 

PREMISES— 664-666  Bushwick  avenue  and  1180-1188 
Myrtle  avenue,  southwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

669-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Bushwick  Lumber 
&  Wood  Co.,  Inc.,  owner. 

PREMISES — Southeast  corner  of  Sutphin  boulevard  and 
109th  road,  Jamaica,  Borough  of  Queens 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
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APRIL  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

755-29-A — 1757-1763  Broadway  and  237  West  56th  street, 
Manhattan. 

13-30-A — 73-75  Cannon  street  and  283  Rivington  street, 
southwest  corner,  Manhattan.  . 

64-30-A — 90th  street  and  North  Beach,  Astoria,  Borough 
of  Queens. 

44-30- A— 632-638  West  156th  street,  Manhattan. 

127-30-A — West  side  of  Riverdale  avenue,  between  261st 
street  and  City  Line,  The  Bronx. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April 
22,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

c\L  no  72-30-BZ— Application,  January  30,  1930,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  The  Connelly  Con¬ 
struction  Co.,  owner,  to.  permit  in.  a 
business  district  the  erection  and  main¬ 
tenance  of  a  "arage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3491-3507  Fort  Hamilton  park¬ 
way,  south  side,  264  ft.  5  in.  east  of  36th 
street,  Brooklyn. 

cal  no  745-29-BZ— Application,  December  21,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  T.  Woodruff  &  Son,  ap¬ 
plicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  change  of  occupancy  of 
a  factory  building  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles  and  a  motor  vehicle  repair 
shop ;  premises  33-50  to  33-58  62nd 
street,  northwest  corner  of  Hayes  ave¬ 
nue,  Woodside,  Borough  of  Queens. 

cal  no  18-30-BZ — Application,  January  10,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  A.  McGuinn,  applicant,  on 
behalf  of  Annie  McGuinn,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  82-25  to  82-31 

Queens  boulevard,  north  side,  222.66  ft. 
west  of  Van  Loon  street,  and  82-38  to 
82-44  Maurice  avenue  (51st  street), 
Elmhurst,  Borough  of  Queens. 

cm.  no  24-30-BZ— Application,  January  13,  1930,  under 

sections  7b  and  21  of  the  building  zone 
resolution,  of  James  McKillop,  appli¬ 

cant,  on  behalf  of  Samuel  Kooperman, 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
alteration  and  change  of  occupancy  in 
part  of  basement  from  residence  to  busi¬ 
ness  purposes ;  premises  223  Ross  street, 
Brooklyn. 

cal  no  34-30-BZ— Application,  January  17,  1930,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant, 
substituted  for  Paul  Gold,  on  behalf 
of  William  Estates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  1788-1790  Weeks 
avenue  and  200-210  East  175th  street, 
southeast  corner,  The  Bronx. 


,\L  no.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

\\L  no.  97-30-BZ — Application,  February  7,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  George  Silberstein,  applicant, 
on  behalf  of  5612  18th  Avenue  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  conversion  of  occupancy  of 
a  building  occupied  as  an  auto  laundry 
to  a  motor  vehicle  repair  shop ;  premise* 
5612  18th  avenue,  west  side,  80  ft.  2)4 
in.  north  of  57th  street,  Brooklyn. 

cal  no  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  section; 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  or 
behalf  of  Max  Daub,  owner,  to.  permii 
in  a  business  district  the  erection  anc 
maintenance  of  a  gasoline  service  sta 
tion  (previously  denied)  ;  premise: 
southeast  corner  of  Walker  boulevari 
and  Outerbridge  avenue,  Borough  o 
Richmond. 

cal  no  172-30-BZ — Application,  March  11,  1930,  unde 
sections  7e  and  21  of.  the  building  zon 
resolution,  of  Cornelius  Fellows  Realt; 
Corp.,  applicant  and  owner,  to.permi 
in  a  business  district  the  alteration  an 
change  of  occupancy  from  a  skating  rin 
to  a  riding  academy  and  stable  fo 
more  than  five  (5)  horses;  premise 
57-67  West  66th  street.  Manhattan. 

William  E.  Walsh,  Chairman. 


APRIL  22,  1930.  2  P.  M. 

Appeals  from  Administrative  Orders. 

636-29-A — 39-41  Cortlandt  street,  Manhattan. 

690-29-A — 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan< 
ards  and  appeals  of  a  public  hearing  under  the  provmot 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  2 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  < 
the  following  matters: 

cal  no.  743-29-BZ— Application,  December  20,  1929,  und 
section  21  of  the  building  zone  resol 
tion,  of  Kramer  &  Kleinfeld,  applican 
on  behalf  of  Kuma  Investing  Cor 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  59-10 
59-22  Fresh  Pond  street  (road),  nort 
west  corner  of  59th  road  (Hebbard  a\ 
nue),  Maspeth,  Borough  of  Queens. 

cal.  no.  574-29-BZ — Application,  September  23,  1929,  uni 
section  21  of  the  building  zone  reso 
tion,  of  Edward  P.  Doyle,  applicant,  i 
behalf  of  Max  Tishman,  owner,  to  p* 
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mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 

al.  no.  618-29-BZ — Application,  October  15,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooev  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser- 

Ivice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

| 

al.  no.  546-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

al.  no.  384-29-BZ — Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use;  premises 
37-26  149th  place  (Wilson  avenue), 
76.09  ft.  south  of  Northern  boulevard 
(Broadway),  Flushing,  Borough  of 
Queens. 

al.  no.  894-28-BZ — Application,  November  26,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

al.  no.  662-29-BZ— Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

al.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 


cal.  no.  632-29-BZ— Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Corwil  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of 
an  existing  garage  for  the  storage  of 
more  than  five  (<5)  motor  vehicles  to  a 
gasoline  service  station  and  public 
garage  (parking  space)  ;  premises  728- 
736  Southern  boulevard,  east  side,  200 
ft.  south  of  East  156th  street,  The 
Bronx. 

cal.  no.  516-29-BZ— Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  29,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

492-29-BZ. 

APPLICANT  Charles  Schaefer,  Jr.,  for  Stephen  Theo- 
bold,  owner. 

PREMISES — 2183-2185  Grand  concourse,  west  side,  154.94 
ft.  south  of  East  182nd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
conversion  of  occupancy  of  the  first  story  of  an 
apartment  house  from  residence  to  business  use 
(stores). 

2-30-BZ. 

APPLICANT— Felix  Solomon,  for  St.  Johns  Place  Corp., 
owner. 

PREMISES — 486-510  St.  Johns  place,  south  side,  100  ft. 
west  of  Classon  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


APRIL  29,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

105-30- A — 222  East  31st  street,  Brooklyn. 

114-30-A — 337-353  McKibben  street  and  79-87  Bogart 
street,  northwest  corner,  Brooklyn. 

125-30- A — 635  Fulton  street,  southeast  corner  of  Hudson 
avenue,  Brooklyn. 

133-30- A — 29-31  East  22nd  street,  Manhattan. 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

187-30-A — 500-514  First  avenue,  400-430  East  30th  street 
and  401-433  East  29th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
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of  the  building  zone  resolution,  Tuesday  morning,  April  29, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 


the  following  matters: 

c\l  no  742-29-BZ— Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City, 
Borough  of  Queens. 

cai  no  71-30-BZ— Application,  January  30,  1930,  under 

section  21  of  the  building  zone  resolu¬ 
tion  of  William  F.  Doyle,  applicant,  on 
behalf  of  Harris  Rubin,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1086-1108  Dumont  ave¬ 
nue  and  887-911  New  Lots  avenue, 
northwest  corner,  Brooklyn. 

cai  no  541-29-BZ — Application,  August  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Julia  A.  Flanagan,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  665-675  73rd  street, 
north  side,  103  ft.  8  in.  west  of  Seventh 
avenue,  Brooklyn. 

cai..  no.  52-30-BZ— Application,  January  23,  1930,  under 
sections  6,  21  and  25  of  the  building 
zone  resolution,  of  Thomas  Craddock 
Hughes,  applicant,  on  behalf  of  Patrick 
J.  Whelan,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  gasoline^  service  station ; 
premises  1243-1257  East  45th  street, 
northeast  corner  of  Avenue  I,  Brooklyn. 

cm  no  6 1-30-BZ— Application,  January  27,  1930,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Annuncio  Ambrosio,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  246-26 
to  246-34  Sunrise  highway  and  138-16 
to  138-20  Washington  avenue,  southwest 
corner,  Rosedale,  Borough  of  Queens. 

C\L  NO  106-30-BZ— Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

William  E.  Walsh,  Chairman. 


APRIL  29,  1930,  2  P.  M. 

Petitions  for  Variations. 
673-29-S — 345-353  Seventh  avenue,  Manhattan. 
10-30-S — 7  East  48th  street,  Manhattan. 
111-30-S — -3  East  57th  street,  Manhattan. 


25-30-S— 37-28  57th  street,  Woodside,  Borough  of 
Queens. 

66-30-S — 34-54  35th  street,  northwest  corner  of  35th  ave¬ 
nue,  Long  Island  City,  Borough  of  Queens. 
117_30-S— 254-256  West  31st  street,  Manhattan. 

134- 30-S— 520-524  West  41st  street,  Manhattan. 

137-30-S — 29  East  21st  street,  Manhattan. 

756-29-S — 1757-1763  Broadway  and  237  West  56th  street, 
Manhattan. 

135- 30-S — 20-22  West  57th  street,  Manhattan. 

162-30-S — 110  Ridge  street  (front),  Manhattan. 


MAY  6,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

314-29-A — 1601  Eighth  avenue,  Brooklyn. 

36-30-A — 48  Cooper  square,  Manhattan.  . 

104-30- A — 386  Fulton  street,  southeast  corner  of  Smith 
street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  6, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  200-28-BZ— Application,  March  5,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Klein,  Kinsley  &  Klein,  applicants, 
on  behalf  of  Liebler  Bros.,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn) ; 
premises  218-224  West  230th  street,  The 
Bronx. 

cal  no.  706-29-BZ — Application,  December  5,  1929,  under) 
section  21  of  the  building  zone  resolu 
tion,  of  William  F.  Doyle,  applicant,  or 
behalf  of  Max  Levy,  owner,  to  permi' 
in  a  business  district  the  erection  ani 
maintenance  of  a  gasoline  service  sta 
tion;  premises  2066-2076  Pitkin  avenu< 
and  238-240  Pennsylvania  avenue,  south 
west  corner,  Brooklyn. 

cal.  no.  709-29-BZ — Application,  December  5,  1929,  undei 
section  21  of  the  building  zone  resolu 
tion,  of  Morris  B.  Kleinfeld,  applicant 
on  behalf  of  Dorothy  Kleinfeld,  owner 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  ser 
vice  station;  premises  1500-1508  Easteri 
parkway,  northeast  corner  of  St.  John 
place,  Brooklyn. 

cai.  no.  729-29-BZ — Application,  December  13,  1929,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  William  F.  Regan,  applican 
on  behalf  of  George  W.  Braunsdor: 
owner,  to  permit  in  a  residence  distrii 
the  conversion  of  occupancy  of  an  exisi 
ing  building  from  factory  use  to 
garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles  -  ^remises  581- 
5816  37th  avenue  (Polk  avenue),  soutl 
west  corner  of  59th  street,  Woodsid 
Borough  of  Queens. 

cal  no  766-28-BZ — Application,  October  3,  1928 ;  reopem 
January  28,  1930,  under  sections  7e  ar 
21  of  the  building  zone  resolution,  < 
McCooey  &  Conroy,  applicants,  on  b 
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half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

al.  xo.  1192-27-BZ — Application,  November  11,  1927;  re¬ 
opened  January  21,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  F.  Dee,  applicant,  sub¬ 
stituted  for  Henry  J.  Nurick,  on  behalf 
of  Louis  Del  Gaudio,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  1756-1764  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-story  factory  building ; 
premises  1513-1561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

William  E.  Walsh,  Chairman. 
— 

MAY  6,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

8-30-A — 1636-1642  Eighth  avenue,  BrooHvn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
6,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
fon  the  following  matters : 

cal.  no.  3-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant ;  premises  2261  Coring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

cal.  no.  752-29-BZ — Application,  December  26,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Schreiber,  Myers  & 
Buchter,  applicants,  for  Bertha  Kegel 
and  Anna  Cohen,  owners,  to  permit  in  a 
business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner, 
Brooklyn. 


cal.  no.  695-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  appli¬ 
cant,  on  behalf  of  Hilvid  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Wilkinson  avenue  and  West¬ 
chester  avenue,  The  Bronx. 

cal.  no.  481-29-BZ — Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution ;  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 

cal.  no.  1235-27-BZ — Application,  November  22,  1927 ;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Howard  Funding  Co.,  owner, 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni¬ 
versity  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

cal.  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex- 
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tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MAY  13,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

109- 30-A — 311-321  Christopher  avenue,  northeast  corner  of 

Dumont  avenue,  Brooklyn. 

110- 30- A — 43-49  West  22nd  street  and  56-62  West  23rd 

street,  Manhattan. 

15 1-30- A — 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

167-30-A — 31-33  West  31st  street,  Manhattan. 


MAY  20,  1930,  2  P.  M. 

Building  Zone  Applieations. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
20,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 


side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  15-30-BZ — Application,  January  10,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Rock  Joy  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  35th  avenue  and  Cross  Island 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied) ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  8,  1930. 

Present :  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  April  1,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  Tuesday  afternoon,  April 

1,  1930,  were  approved  as  printed  in  Bulletin  No.  14,  Vol. 
XV. 


SUBJECT — Request  for  preferential  hearing — re  Ai 
from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 500-514  First  avenue,  400-™* 
East  30th  street  and  401-433  East  29th  street,  Man¬ 
hattan. *  1 


APPEARANCES— 

For  Appellant:  George  L.  Wells. 

ACTION  OF  BOARD — Application  for  preferential  hear¬ 
ing  granted  and  set  for  hearing  April  29,  1930,  ai 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
189-30-A. 

APPELLANT — George  Keister,  for  Earl  Carroll  Realty 
Corp.,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 161  West  49th  street,  154-166 
West  50th  street  and  753-759  Seventh  avenue, 
southeast  comer  of  Seventh  avenue  and  West  50th 
street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Earl  Carroll  and  George  Keister. 
For  Administration :  Inspector  Alexander  McPhee 
of  bureau  of  buildings. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1930,  at  10 
a.  m.,  for  applicant  to  submit  amended  plans. 


187-30- A, 

APPELLANT — Charles  B.  Meyers  and  Thompson,  Holmes 
&  Converse,  for  Department  of  Hospitals,  City  of 
New  York,  owner. 


10  a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR 

ING—  jM  1 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  .  ( 

Absent:  Assistant  Chief  Martin .  1 


103-30- A. 

APPELLANT — Louis  A.  Liggett  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 50  Church  street,  southwest  cor 
ner  of  Fulton  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  M.  W.  Grady  and  Herman  Rapp 
For  Administration :  Inspector  Meyer  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Martin .  * 
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Negative  .  0 

Absent  .  0 


i8-30-A. 

PPELLANT — Samuel  Rosenblum,  for  Charlton  Waste 
Paper  Co.,  Inc.,  owner. 

UBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
.REMISES  AFFECTED — 168  South  street,  Manhattan. 
PPEARANCES — 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

CTION  OF  BOARD — Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Absent  .  0 

HE  RESOLUTION— 

( 108-30-A) 


Whereas,  Samuel  Rosenblum,  for  Charlton  Waste  Paper 
p.,  Inc.,  owner,  filed,  February  11,  1930,  an  appeal  from 
l  order  of  the  fire  commissioner,  affecting  premises  168 
>uth  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
inuary  23,  1930  (Order  No.  55301-C),  reads: 

“You  are  hereby  notified  that  your  Fire  Department 
Permit  No.  228,761  dated  to  expire  12-10-30  is  revoked. 
Reasons : 

“6.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as  pro¬ 
vided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals,  Novem¬ 
ber  9,  1927.”; 
id 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
fight,  22  ft.  by  71  ft.  7  in.  in  area;  OCCUPIED  through- 
it  for  sorting  and  baling  of  waste  paper,  9  persons  in  entire 

emises ;  and 

Whereas,  appellant  contends  that  the  roof  of  the  building 
of  fireproof  construction ;  that  the  building  is  low  in 
eight  and  small  in  area ;  that  the  same  occupancy  has  been 
taintained  for  several  years  under  permits  for  the  storage 
f  approximately  ten  tons  of  paper,  and  proposes  to  provide 
re  pails  or  fire  extinguishers  throughout  the  premises. 
Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
ereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
mied. 


i-30-A. 

PPELLANT — John  Milnes  Co.,  Inc.,  for  Empire  State 
Silk  Label  Co.,  owner. 

UBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

'REMISES  AFFECTED— 388  Clove  road,  West  New 
Brighton,  Borough  of  Richmond. 
.PPEARANCES— 

For  Appellant:  M.  Milnes. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 


partment. 

CTION  OF  BOARD — Appeal  denied. 

.HE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell  and  Holland  and  Assistant  Chief  Martin  4 

Absent  .  0 

HE  RESOLUTION— 

(86-30-A) 


Whereas,  John  Milnes  Co.,  Inc.,  for  Empire  State  Silk 
.abel  Co.,  owner,  filed,  February  4,  1930,  an  appeal  from  a 
ecision  of  the  fire  commissioner,  affecting  premises  388 
love  road.  West  New  Brighton,  Borough  of  Richmond; 

nd 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  28,  1930  (Plan  No.  4422-29),  reads: 

“In  view  of  the  fact  that  the  area  of  building  exceeds 
10,000  square  feet  and  is  more  than  one  story  in  height 
a  standpipe  system  is  required  under  section  581  of  the 
Code  of  Ordinances.  Plan  mnst  show  the  entire  layout 
of  system  and  section.” ; 

and 

Whereas,  the  proposed  building,  in  course  of  construction, 
is  to  be  of  non-fireproof  construction,  one  and  two  stories 
in  height,  82  ft.  8  in.  by  178  ft.  in  area,  on  a  plot  of  ground 
138  ft.  2  in.  by  200  ft.  in  area;  to  be  OCCUPIED:  cellar, 
storage  of  merchandise,  2  .persons;  1st  story,  office  and  tex¬ 
tile  manufacturing,  34  persons;  2nd  story,  same;  building 
to  be  divided  into  two  sections  by  a  4J^-ft.  brick  wall;  the 
two-story  section  being  38  ft.  8  in.  by  82  ft.  8  in.  (3,188 
sq.  ft.)  and  the  one-story  section  to  be  139  ft.  4  in.  by  80 
ft.  8  in.  (11,227  sq.  ft.)  ;  openings  in  the  division  wall  to  be 
protected  by  self-closing  fireproof  doors  on  one  side;  build¬ 
ing  is  equipped  with  a  sprinkler  system ;  and 

Whereas,  appellant  contends  that  the  entire  first  floor  of 
the  building  is  to  be  of  concrete  construction ;  that  the 
building  is  to  be  equipped  with  a  sprinkler  system,  and  that 
the  major  portion  of  the  structure  is  to  be  but  one  story 
and  basement,  and  requests  that  the  decision  be  modified 
to  omit  the  standpipe  requirements. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  that  the  appeal  be  and  it 
hereby  is  denied. 


107-30-A. 

APPELLANT — J.  Burmeister,  for  John  Kennedy  &  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 26  East  22nd  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative:  Assistant  Chief  aMrtin .  1 

Absent  .  0 

THE  RESOLUTION— 

(107-30-A) 


Whereas,  J.  Burmeister,  for  John  Kennedy  &  Co.,  owner, 
filed,  February  11,  1930,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  26  East  22nd  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
December  11,  1929  (Order  No.  67052-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Section  581  Code  of  Or¬ 
dinances  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  nine  stories  (123 
ft.)  in  height,  30  ft.  by  98  ft.  4  in.  in  area;  OCCUPIED: 
1st  story,  store;  upper  stories,  tenant  factories  (pillows, 
scarfs,  buttons,  lampshades,  etc.),  approximately  9  persons 
per  story;  EQUIPPED  with  a  standpipe  system;  tbe  bot¬ 
tom  of  the  5,000-gallons  capacity  gravity  standpipe  tank 
being  located  9  ft.  10  in.  above  the  hose  outlet  in  the  highest 
story ;  and 

Whereas,  appellant  contends  that  the  building  is  ade¬ 
quately  provided  with  exits;  that  the  tank  was  installed  in 
1914  and  was  erected  in  conformity  with  plans  approved 
by  the  bureau  of  buildings,  and  requests  the  acceptance  of 
existing  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
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granted ,  only  so  far  as  it  affects  the  distance  of  the  tank 
above  the  highest  outlet,  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  there  shall  be  main¬ 
tained  in  the  existing  tank  a  reserve  of  not  less  than  3,500 
gallons  for  the  standpipe  system;  that  the  standpipe  system 
shall  otherwise  comply  with  the  regulations  in  all  respects, 
and  granted  onlv  so  long  as  conditions  as  to  use  and  occu¬ 
pancy  remain  substantially  unchanged. 


90-30-A.  .  _  . 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Ernest  B.  Koscherak,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 129-131  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin .  5 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(90-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Ernest  B.  Koscherak,  owner,  filed,  February  5,  1930, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  129-131  Fifth  avenue,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 

January  15,  1930  (Order  No.  62103-F),  reads: 

“1.  Raise  standpipe  tank  to  twenty  feet  above  the 
outlet  of  the  highest  story,  and  properly  support  same, 
as  per  Sec.  581,  Ch.  5,  Code  of  Ordinances  and  rules 
of  the  Board  of  Standards  and  Appeals.” ; 

and  . 

Whereas,  the  building  is  fireproof,  eight  stories  and  pent 
house  in  height,  45  ft.  by  100  ft.  in  area;  OCCUPIED  for 
offices  and  salesrooms  on  the  lower  seven  stories ;  8th  story 
and  pent  house,  decorating  chinaware,  not  more  than  15 

persons  on  any  story;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1902,  when  the  present  standpipe  system  was  installed, 
fed  by  a  4,200-gallon  house  supply  tank,  the  bottom  of 
which  is  17  ft.  above  the  outlet  at  top  story;  the  petitioner 
proposes  to  connect  the  house  supply  line  on  the  outside  of 
the  tank  above  the  3,500-gallon  mark,  so  as  to  reserve  the 
required  amount  of  water  for  standpipe  purposes  at  all 
times;  furthermore,  the  petitioner  contends  that  in  addition 
to  the  standpipe  system  the  building  is  equipped  with  a 
sprinkler  system,  fed  by  two  7,500-gallon  pressure  tanks; 
the  owner  would  suffer  a  hardship  if  compelled  to  raise  the 
present  standpipe  tank  three  additional  feet. 

Re solvd,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  shall  be  maintained  in  the 
existing  standpipe  supply  tank  a  reserve  of  not  less  than 
3,500  gallons  for  the  standpipe  system ;  that  the  existing 
equipped  sprinkler  system  shall  be  maintained  in  good 
working  order,  and  granted  so  long  as  the  building  shall  be 
not  increased  in  height  or  area  and  the  use  and  occupancy 
remain  substantially  unchanged. 


89 -30- A. 

APPELLANT— F.  W.  Mayes,  for  B.  H.  Janssen,  owner. 
SUB TECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 82-90  Brown  place  and  491- 
497  East  132nd  street,  northeast  corner,  The  Bronx. 
APPEARANCES— 

For  Appellant :  F.  W.  Mayes. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Martin .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(89-30-A) 

Whereas,  F.  W.  Mayes,  for  B.  H.  Janssen,  owner,  filed, 
February  5,  1930,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  82-90  Brown  place  and  491 
497  East  132nd  street,  northeast  corner,  Borough  of  The 
Bronx ;  and  I 

Whereas,  the  order  of  the  fire  commissioner,  dated 
October  21,  1929  (Order  No.  64418-F),  reads: 

“1.  Provide  iron  shutters  at  all  openings  in  the  ex¬ 
terior  wall  above  1st  story  which  are  distant  in  a  direct 
line  less  than  30'  from  any  opening  in  any  other  build¬ 
ing  and  not  in  the  same  plane  with  said  openings  and 
which  are  not  more  than  50'  above  a  neighboring  roof 
at  east  side  of  building,  or  other  approved  protection 
as  per  Section  375,  Article  18,  Chapter  5  of  the  Code 
of  Ordinances.” ; 

and 

Whereas,  the  building  is  non -fire proof,  five  stories  (of. 
ft.)  in  height,  100  ft.  by  83  ft.  in  area;  OCCUPIED  foi, 
the  manufacture  of  pianos:  1st  story,  office  and  storage,  2( 
persons;  2nd  story,  finishing,  15  persons;  3rd  and  4tl 
stories,  storage,  no  occupancy ;  5th  story,  piano  assembling 
10  persons;  and 

Whereas,  the  appellant  filed  plans  showing  seven  windov 
openings  on  each  story  above  the  first  story  at  east  sidi 
of  the  building  affected  by  the  order  of  the  fire  commis 
sioner ;  the  appellant  claims  the  building  in  question  is  o 
heavy  mill  construction,  provided  with  adequate  exits  am 
an  approved  automate  sprinkler  system ;  that  the  buildinj 
causing  the  exposure  is  fireproof  with  windows  of  wir 
glass  in  metal  frames;  and 

Whereas,  the  order  is  predicated  on  an  exposure  of  bu‘ 
two  windows  in  adjoining  building,  of  fireproof  constructio 
and  also  sprinkler  equipped. 

Resolved,  that  the  order  of  the  fire  commisioner  be  and  i 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  i 
granted,  only  so  far  as  it  affects  windows  not  on  course  o' 
stairways,  corridors,  shafts  or  public  halls,  on  conditio 
that  the  building  shall  be  not  increased  in  height  or  area 
that  the  present  approved  sprinkler  system  be  maintaine 
in  good  working  order,  and  granted  only  so  long  as  cor 
ditions  as  to  occupancy  and  use  shall  remain  substantial!' 
unchanged  and  the  existing  adjoining  exposure  (openings; 
remain  unchanged. 


68-30-A. 

APPELLANT — Donald  Baldwin,  for  Great  Atlantic 
Pacific  Tea  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissione 
PREMISES  AFFECTED — 803-817  East  41st  street,  nortl 
east  corner  of  Southern  boulevard,  The  Bronx 
APPEARANCES— 

For  Appellant:  Donald  R.  Baldwin  and  Aik 
Moore. 

For  Administration :  Inspector  Meyer  of  fire  d 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . •••• 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Martin . 

Absent  . 

THE  RESOLUTION— 

(68-30-A) 

Whereas,  Donald  Baldwin,  for  Great  Atlantic  &  Paci 
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Tea  Co.,  owner,  filed.  January  30.  1930,  an  appeal  from  an 
rder  of  the  fire  commissioner,  affecting  premises  803-817 
'ast  141st  street,  northeast  corner  of  Southern  boulevard, 
Borough  of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
anuary  6,  1930  (Order  No.  52359-LC),  reads: 

“1.  Discontinue  and  remove  the  direct  method  of 
refrigeration  from  that  part  of  the  building  prohibited 
by  Sec.  219-b  of  Chapter  10,  Code  of  Ordinances.”; 
nd 

Whereas,  the  building  is  fireproof,  seven  stories  in  height; 

nd 

\\  hereas,  the  premises  are  divided  into  two  sections,  one 
cction  being  seven  stories  in  height,  175  ft.  9]/2  in.  by  150 
t  in  area  on  the  first  story  and  166  ft.  9 '/2  in.  by  150  ft. 
n  area  above ;  the  other  section  being  four  stories  in  height, 
69  ft.  10  in.  by  94  ft.  on  the  first  story  and  126  ft.  9  in. 
!>y  78  ft.  above;  OCCUPIED  (seven-story  building)  :  base- 
nent,  warehouse,  28  persons;  1st  story,  warehouse,  24  per¬ 
sons;  2nd  story,  warehouse,  10  persons;  3rd  story,  ware¬ 
house,  110  persons;  4th  story,  warehouse,  37  persons;  5th 
tory,  warehouse,  15  persons;  6th  story,  warehouse,  65  per¬ 
sons;  7th  story,  warehouse,  20  persons;  (four-story  build- 
ng)  :  1st  story,  bakery,  23  persons;  2nd  story,  bakery,  31 
arsons;  3rd  story,  bakery,  11  persons;  4th  story,  office, 
92  persons;  means  of  EGRESS  consisting  of  three  interior 
ireproof  stairways  and  horizontal  exits  from  one  section 
>f  the  building  to  the  other;  building  is  equipped  with  a 
-tandpipe  system ;  the  building  is  equipped  with  a  direct 
System  of  refrigeration,  using  ammonia  as  a  refrigerant, 
•efrigerating  machines  being  located  in  the  basement,  with 
lirect  lines  to  the  dough  room  on  the  third  story  of  the 
westerly  section  and  cold  storage  rooms  on  the  easterly  sec- 
’ion  of  the  building;  and 

W  hereas,  appellant  contends  this  refrigeration  system 
Aas  installed  in  1924  as  the  most  modern  method  known  at 
hat  time  to  refrigerating  engineers,  namely,  the  ammonia 
direct  refrigeration  system;  in  1928  the  code  of  ordinances 
was  amended  so  that  this  installation  is  now  illegal  and  to 
nstall  the  brine  system  would  be  expensive  and  would  re¬ 
quire  structural  changes  on  the  building;  that  all  pipes  and 
^helves  have  been  subject  to  test,  and  storage  pressure  of 
plant  is  165  pounds;  that  the  installation  is  standard  for  all 
:he  properties  of  the  company  throughout  the  country ;  this 
direct  method,  of  refrigeration  is  used  where  butter  is 
stored  and  in  the  dough  room  of  the  bakery;  that  the 
.building  is  a  concrete,  fireproof  structure;  that  the  installa¬ 
tion  would  be  legal  if  the  entire  building  were  used  as  a 
'old  storage  warehouse. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


BUILDING  ONE  CASES. 

39-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Charles  Bennett, 
owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 483-503  Fenimore  street,  north 
side,  100  ft.  west  of  Brooklyn  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition :  Max  Ehrlich. 

ACTION  OF  BOARD— Laid  over  to  May  20.  1930,  at 
2  p.  m.,  on  request  of  opposition,  applicant  con¬ 
curring. 

R3-30-BZ.  ~ 

APPLICANT — Victor  Meyer,  for  Napthalie  Meyer,  owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7a  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  three  (3)  commercial  motor  vehicles  used  in  con¬ 
nection  with  business  conducted  on  the  premises. 
PREMISES  AFFECTED — 1801  Ocean  parkway,  southeast 
corner  of  Avenue  R,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  J.  Stern  and  Victor  Meyer. 
For  Opposition :  Samuel  Markle  and  Henry 
Landau. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1930,  at 
10  a.  m.,  for  full  vote  of  board. 


200-28-BZ. 

APPLICANT — Klein,  Kinsley  &  Klein,  for  Liebler  Bros., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn). 

PREMISES  AFFECTED — 218-224  West  230th  street,  Th,' 
Bronx. 

APPEARANCES— 

For  Applicant :  August  P.  Klein. 

For  Opposition:  Gabriel  Wartels,  E.  H.  Collar, 
R.  M.  Huddelston  and  Charles  P.  Loeser. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1930,  at  10 
a.  m.,  on  request  of  opposition,  all  counsel  con¬ 
curring. 

952-28-BZ. 

APPLICANT — Richard  J.  Barry,  for  Karl  W.  David, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a  wet  wash 
laundry  (previously  denied). 

PREMISES  AFFECTED — 94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  M.  Curtis,  Jr. 

For  Opposition:  James  J.  McCuloch. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1930,  at 
2  p.  m  ,  on  request  of  applicant. 


15-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Rock  Joy  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  35th  ave¬ 
nue  and  Cross  Island  boulevard,  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  John  F.  Finn,  Jr.,  Thomas  W. 

Baldwin  and  Henry  Scharnberger. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1930,  at 
2  p.  m.,  to  obtain  consents. 


82-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Max  Roth,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1039-1047  Myrtle  avenue,  north¬ 
east  corner  of  Sumner  avenue,  Brooklyn. 
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APPEARANCES—  TT  „  ^ 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition :  None. 

•\CTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT-  ,  - 

Affirmative :  Commissioners  Holland  and  uun- 

foyle  . .  •  •  - - ^ 

Negative:  Chairman  Walsh  and  Commissioner 

Connell  .  ^ 

Absent:  Assistant  Chief  Martin .  1 

THE  RESOLUTION— 

(82-30-BZ) 

Whereas,  McCooev  &  Conroy,  for  Max  Roth,  owner, 
filed,  February  4,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises  1039- 
1047  Myrtle  avenue,  northeast  corner  of  Sumner  avenue, 

Borough  of  Brooklyn;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  April  8,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Myrtle  avenue,  Sumner  avenue 
and  Stockton  street  are  in  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  21,  1930  (App.  No.  714-30),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sect.  4a  ot 
Zone  Resolution.” ; 

1  Whereas,  it  is  proposed  to  remove  the  existing  building 
from  the  premises,  erect  an  office  12  ft.  by  12  ft.,  bury  six 
550-gallon  tanks  and  erect  eight  pumps  for  the  purpose  ot 
conducting  a  gasoline  service  station  within  a  business  use 

Whereas  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulty  or  unnecessary  hardship 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  demed. 

606  2Q  Z 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Manon 
Realty  Corp.,  owner.  .  . 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  Hoff  street, 
1,394.78  fit.  south  of  Neptune  avenue,  Brooklyn. 

APPEARANCES  jicant;  Thomas  Q’Rourke  Gallagher, 

Charles  S.  Voorhees  and  Charles  J.  Binder. 
For  Opposition:  Louis  J.  Moss; 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . ” 

Negative:  Chairman  Walsh.  Commissioners  Con- 

'  nell,  Holland  and  Guilfoyle .  4 

Absent:  Assistant  Chief  Martin .  1 

THE  RESOLUTION — 

(696-29-BZ) 

Wherfas,  Thomas  O’Rourke  Gallagher,  for  Manon  Realty 
Corp..  owner,  filed,  December  3,  1929.  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  tor  the 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
west  side  of  Hoff  street.  1.394.78  ft.  south  of  Neptune 

avenue.  Borough  of  Brooklyn ;  and  ....... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 


ing.  April  8,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hoff  street,  Ocean  View  avenue, 
Brighton  Beach  avenue  and  Humbert  street  are  in  business 

districts;  and  .  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  15,  1929  (App.  No.  5955-1929),  reads: 
“Proposed  public  garage  to  be  located  in  a  business 
use  district  is  contrary  to  Art.  II,  Sect.  4a  of  Zone 
Resolution.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 
the  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  the  board  deems  that  this  would  be  a  change 
and  not  a  variation  and  that  the  applicant  has  not  sustained 
his  application  under  section  21  of  the  building  zone  resolu¬ 
tion-practical  difficulties  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

716-29-BZ.  I 

APPLICANT— Alfred  J.  Boulton,  for  Rose  Gold  Homes 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  in¬ 
installation  and  maintenance  of  a  gasoline  servic< 
station. 

PREMISES  AFFECTED— 2412  Avenue  Z  and  4610-46U 
Bedford  avenue,  northwest  corner,  Brooklyn. 

APPEARANCES—  „  ,  , 

For  Applicant:  Alfred  J.  Boulton;  and  Meyei 

Fromowitz. 

For  Opposition:  William  Sparago,  Edward  J.  Hoff 
man,  William  Coneys  and  Fred  Granau. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  . .  .  1 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle . ’ 

Absent:  Assistant  Chief  Martin . 

THE  RESOLUTION— 

(716-29-BZ) 

Whereas,  Alfred  T.  Boulton,  for  Rose  Gold  Homes  Corp 
owner,  filed,  December  7,  1929,  an  application,  under  th 
building  zone  resolution,  to  permit  in  a  business  district  th 
installation  and  maintenance  of  a  gasoline  service  station 
premises  2412  Avenue  Z  and  4610-4614  Bedford  avenut 
northwest  corner,  Borough  of  Brooklyn;  and. 

Whereas,  a  public  hearing  was  held  on  this  apphcatio 
by  the  board  of  standards  and  appeals,  at  its  regular  meel 
ing,  April  8,  1930,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin 
zone  resolution  show  that  Avenue  Z  is  in  a  business  dn 
trict;  Bedford  avenue,  north  of  a  point  100  ft.  north  c 
Avenue  Z,  is  in  a  residence  district;  Bedford  avenue,  sout 
of  a  point  100  ft.  north  of  Avenue  Z,  is  in  a  business  di: 
trict;  Mansfield  place  is  in  a  residence  district,  and  Ea 
26th  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  November  18,  1929  (App.  No.  17337-29).  read! 
“Proposed  gasoline  service  station  to  be  located  in 
business  use  district  is  contrary  to  Art.  II,  Sect.  4 
of  Zone  Resolution.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  wit 
a  fpontage  of  45  ft.  on  Redford  avenue.  36  ft.  on  Avenue, 
39  ft.  3  in.  on  Voorhees  lane  and  a  width  across  the  rtt 
of  29.3  ft.|  on  which  it  is  proposed  to  erect  a  one-stoi 
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<fice,  10  ft.  by  16  ft.,  grease  pits  and  the  necessary  tanks 
(1  pumps  for  a  gasoline  service  station ;  and 
Whereas,  the  board  deems  that  applicant  has  failed  to 
.bstantiate  his  basis  of  appeal  under  section  21  of  the 
jilding  zone  resolution — practical  difficulties  and  unneces- 
ry  hardship. 

, Resolved,  that  the  decision  of  the  superintendent  of  build- 
gs  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
hereby  is  denied. 

-30-BZ. 

PPLICANT — William  F.  Doyle,  for  Antoinette  Oliva, 

owner. 

iJBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station. 

REMISES  AFFECTED— 2501-2529  East  18th  street, 
southeast  corner  of  Avenue  Y,  Brooklyn. 
PPEARANCES — 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Saul  H.  Eisler,  Everett  W.  Marks 


and  John  W.  Rowland. 

CTION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle .  4 

Absent:  Assistant  Chief  Martin .  1 

HE  RESOLUTION— 

(42-30-BZ) 


Whereas,  William  F.  Doyle,  for  Antionette  Oliva,  owner, 
ed,  January  20,  1930,  an  application,  under  the  building 
•ne  resolution,  to  permit  in  a  business  district  the  erection 
id  maintenance  of  a  garage  for  the  storage  of  more  than 
;e  motor  vehicles  and,  also,  a  gasoline  service  station ; 
emises  2301-2529  East  18th  street,  southeast  corner  of 
venue  Y,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
•  the  board  of  standards  and  appeals,  at  its  regular  meet  - 
g,  April  8,  1930,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
>ne  resolution  show  that  Avenue  Y,  north  side,  east  of  East 
ith  street,  is  in  a  business  district ;  Avenue  Y,  north  side, 
est  of  East  18th  street,  is  in  an  unrestricted  district ; 
venue  Y,  south  side,  east  of  a  point  100  ft.  west  of  East 
ith  street,  is  in  a  business  district;  Avenue  Y,  south .  side, 
est  of  a  point  100  ft.  west  of  East  18th  street,  is  in  an 
irestricted  district;  East  18th  street,  south  of  Avenue  Y,  is 
a  business  district,  and  East  19th  street,  south  of  Avenue 
,  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
■ndered  December  16,  1929  (Applic.  No.  18451-1929),  reads: 
“Proposed  one-story  public  garage  for  more  than  five 
motor  vehicles  and  gasoline  service  station  to  be  located 
in  a  business  use  district,  is  contrary  to  Art.  II,  Sec. 
4(a)  of  the  Zone  Resolution.”; 
id 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
>nstruction,  one  story  in  height,  with  a  frontage  of  260  ft. 
id  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more 
■ian  five  motor  vehicles  and,  also,  a  gasoline  service  sta- 

on;  and 

Whereas,  the  board  deemed  that  applicant  has  failed  to 
jbstantiate  his  basis  of  appeal  under  section  21  of  the 
uilding  zone  resolution  on  the  grounds  of  practical  diffi- 
ilties  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
igs  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
hereby  is  denied. 

1-30-BZ. 

APPLICANT— Theobald  H.  Engelhardt,  for  Cord  Meyer 
Development  Co.,  owner. 


SUBJECT — Application  (re  decisions  of  the  fire  commis¬ 
sioner  and  the  superintendent  of  buildings),  under 
sections  7g  and  21  of  the  building  zone  resolution, 
to  permit,  partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 112-01  to  112-09  Queens  boule¬ 
vard,  75-01  to  75-09  112th  street  (Seminole  avenue), 
northeast  corner,  and  112-16  to  112-40  75th  avenue 
(Atom  street),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Robert  B.  Meyer,  Theobald  H. 

Engelhardt  and  Robert  Marsh. 

For  Opposition:  Frederick  Plate,  Louis  Greenblat, 
L.  Murachanian  and  Mrs.  Frederick  Plate. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Assistant  Chief  Martin .  1 


THE  RESOLUTION— 

(51-30-BZ) 

Whereas,  Theobald  H.  Engelhardt,  for  Cord  Meyer 
Development  Co.,  owner,  filed,  January  23,  1930,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit,  partly 
in  a  business  district  and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles  and,  also,  the  installation  of 
a  gasoline  service  station;  premises  112-01  to  112-09  Queens 
boulevard,  75-01  to  75-09  112th  street  (Seminole  avenue) 
and  112-40  75th  avenue  (Atom  street),  Forest  Hills,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  8,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
district;  112th  street  (Seminole  avenue)  is  in  a  residence 
district;  75th  avenue  (Atom  street)  is  in  a  residence  dis¬ 
trict,  and  113th  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  6,  1930  (Plan  No.  N.  B.  8357-1929), 
reads : 

“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  and  an  oil  selling  station  in  a  residence  district, 
extending  into  a  business  district,  is  contrary  to  article 
2,  section  3  and  4  of  Zone  Law.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  four  stories  in  height,  with  a  frontage  of  207.32 
ft.  and  a  depth  of  171.45  ft.;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles  and,  also,  a  gasoline 
service  station ;  and 

Whereas,  the  board  deems  the  applicant  is  entitled  to  a 
variation  in  that  he  has  complied  with  the  rule  of  exception, 
section  7,  subdivision  g,  in  that  he  has  filed  88.71  per  cent 
consents  of  the  property  owners  in  the  area  affected  and 
fixed  by  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  four  stories  above 
grade  and  shall  be  constructed  fireproof,  substantially  in 
accordance  with  the  plans,  as  to  design,  plan  and  layout, 
filed  in  this  appeal;  that  the  exterior  of  the  building  on  all 
sides  shall  be  finished  with  light-colored  face  brick  with 
dark-colored  face  brick  trim,  architectural  terra  cotta  or 
natural  stone  trim ;  that  there  shall  be  no  vehicular  opening 
on  the  75th  street  frontage;  that  any  door  openings  on  the 
75th  street  front  shall  not  exceed  a  width  of  3  ft.  8  in. ;  that 
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no  gasoline  pumps  shall  be  installed  within  10  ft.  of  the 
building  line  on  the  boulevard  frontage;  that  there  shall  be 
incorporated  on  building  line  at  street  frontage  a  concrete 
curb  not  less  than  12  in.  in  height ;  that  the  sidewalk 
throughout,  from  curb  to  face  of  building,  shall  be  paved 
with  reinforced  concrete  paving;  that  there  shall  be  not  more 
than  three  vehicular  openings  on  boulevard  front ;  that  no 
vehicular  opening  shall  exceed  a  width  of  10  ft.  6  in.  in 
the  clear,  with  curb  cuts  located  directly  in  front  of  said 
vehicular  entrances,  said  cuts  not  to  exceed  12  ft.  in  width 
each ;  that  any  advertising  display  shall  be  restricted  to  the 
glass  globes  of  the  gasoline  pumps  or  flat  wall  signs  on  the 
frieze  of  first  story,  street  front,  and  that  all  permits  re¬ 
quired  shall  be  obtained  within  nine  months  and  any  work 
involved  shall  be  completed  within  eighteen  months  from  the 
date  of  this  action. 


27-30-BZ. 

APPLICANT— Clayton  G.  Shirkey,  for  Lena  D’Amato, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7g  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair  shop 
and,  also,  the  installation  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 71-20  to  71-28  Hammels  boule¬ 
vard  and  324-330  Beach  72nd  street,  northeast  cor¬ 
ner,  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  . • .  0 

Absent:  Assistant  Chief  Martin .  1 


THE  RESOLUTION— 

(27-30-BZ) 

Whereas,  Clayton  G.  Shirkey,  for  Lena  D’Amato,  owner, 
filed,  January  la,  1930,  an  application,  under  the  building 
zone’  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  motor  vehicle  repair  shop  and,  also, 
the  installation  of  a  gasoline  service  station ;  premises  71-20 
to  71-28  Hammels  boulevard  and  324-330  Beach  72nd  street, 
northeast  corner,  Rockaway  Beach,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  8,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hammels  boulevard  is  in  a  busi¬ 
ness  district;  Beach  72nd  street  is  in  a  business  and  un¬ 
restricted  district;  Beach  71st  street  is  in  a  business  dis¬ 
trict,  and  Amstel  boulevard  is  in  a  business  and  unrestricted 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  4,  1929  (Plan  No.  6624-1929),  reads: 

“1.  A  gasoline  station  is  not  permitted  in  a  business 
district. 

“2.  A  motor  vehicle  repair  shop  is  not  permitted  in  a 
business  district.”; 

and 

Whereas,  the  premises  consist  of  a  triangular  shaped  lot, 
118.70  ft.  by  97.15  ft.  by  08.18  ft  ;  it  is  proposed  to  erect 
a  one-storv  non-fireproof  building,  53.5  ft.  by  68.18  ft., 
irregular,  in  area,  bury  four  550-gallon  tanks  and  erect 
four  pumps  for  the  purpose  of  conducting  a  motor  vehicle 
repair  shop  and  a  gasoline  service  station  within  a  business 
use  district ;  and 

Whereas,  the  application  is  for  a  motor  vehicle  repair 
shop  and  a  gasoline  service  station ;  and 


Whereas,  the  applicant  has  filed  more  than  80  per  ce 
consents  of  the  property  owners  in  the  area  deemed  affect: 
the  board  deems  that  under  section  21  the  applicant  is  e 
titled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution  and  th 
the  application  be  and  it  hereby  is  granted  oil  condition  th 
any  repair  work  conducted  on  the  premises  shall  be  r 
stricted  to  manual  operation,  with  no  power-driven  machine: 
other  than  one-half  horsepower  drills  or  punches;  that  t 
building  shall  not  exceed  in  frontage  40  ft.  on  Beach  72i 
street ;  that  any  gasoline  pumps  installed  on  the  premis 
shall  be  located  along  the  southerly  line  of  the  one-sto 
building  outlined  on  plans  filed  in  this  application,  and  that : 
gasoline  pump  shall  be  located  within  10  ft.  of  the  buildi' 
line  of  the  plot ;  that  there  shall  be  constructed  at  the  inters: 
tion  of  Beach  72nd  street  and  Hammels  boulevard  a  reinforc 
concrete  platform  not  less  than  12  in.  above  grade;  that  t 
plot  shall  be  restricted  to  not  more  than  two  vehicular  ope 
ings  on  the  vacant  portion  of  the  premises ;  that  a  concr: 
curbing  not  less  than  12  in.  in  height  shall  be  install 
along  the  building  line  from  the  building  on  Beach  72 
street  to  the  corner  and  return  on  Hammels  boulevard;  tl 
the  exterior  of  the  building  shall  be  finished  with  ligl 
colored  face  brick  with  dark-colored  trim  or  architectui 
terra  cotta  trim ;  that  the  building  on  the  southerly  fronta 
shall  be  of  straight  front  with  no  jog  therein;  that 
permits  required  shall  be  obtained  within  six  months  and  a 
work  involved  shall  be  completed  within  one  year  from  t 
date  of  this  action,  and  that  a  return  of  the  drawings  sh 
be  made  to  this  board  for  approval  before  submission  to  t 
superintendent  of  buildings. 


324-29-BZ. 

APPLICANT — Edward  P.  Doyle,  for  John  D.  Rol 
owner. 

SUBJECT — Application  (re  decision  of  the  superintend: 
of  buildings),  under  section  21  of  the  building  zc 
resolution,  to  permit  in  a  business  district  the  eo 
tion  and  maintenance  of  a  gasoline  service  statf 
PREMISES  AFFECTED — 231-06  Northern  bouleva 
southeast  corner  of  231st  street,  Douglaston,  Bi 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  D.  Ross  and  George  Ban: 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  e 
tended  to  obtain  permits  and  complete  work. 
THE  VOTE  TO  REOPEN  AND  EXTEND  TIME- 
Affirmative :  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle . 

Negative  . 

Absent:  Assistant  Chief  Martin . 

THE  RESOLUTION—  flj 

(324-29-BZ) 

Whereas,  John  D.  Ross,  owner,  requested  a  modificat: 
of  the  time  limit  imposed  by  the  board  in  the  matter  of  i. 
application  of  Edward  P.  Doyle,  for  John  D.  Ross,  fil 
May  14,  1929,  under  the  building  zone  resolution,  to  peri 
in  a  business  district  the  erection  and  maintenance  of1 
gasoline  service  station ;  premises  231-06  Northern  bon 
vard,  southeast  corner  of  231st  street,  Douglaston,  Boroi 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicat 
by  the  board  of  standards  and  appeals,  at  its  regular  me, 
ing,  October  15,  1929,  after  due  notice  by  publication  in 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
zone  resolution  show  that  Northern  boulevard,  231st  str 
and  232nd  street  are  all  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildin 
rendered  May  2,  1929  (re  Plan  No.  N.  B.  2893-29),  rea 
“The  proposed  structure  for  use  as  part  of  a  ga 
line  service  station  within  a  business  district  is  contr; 
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to  Art.  2,  Section  4,  subdivision  A-46  of  the  Zone 

t  Law.” ; 

;d 

I  Whereas,  the  premises  consist  of  a  plot  of  ground  hav- 
g  a  frontage  of  104.29  ft.  on  Northern  boulevard  and 
2.9S  ft.  on  231st  street,  upon  which  it  is  proposed  to  erect 
|  one-story  office,  20  ft.  by  20  ft.  in  area,  and  to  install 
L  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
in;  and 

jWhereas,  the  board  is  empowered  under  section  719  of 
e  charter  to  adjust  differences  in  the  variations  of  the  use 

('-trict  regulations ;  and 

Whereas,  the  applicant  has  filed  preponderance  of  con- 
nts  and  also  affidavits  stating  the  neutral  attitude  of  other 
.fected  property  owners,  and  in  view  of  the  absence  of 
ejection,  the  board  deems  that  applicant  is  entitled  to  relief 
ider  section  21  of  the  building  zone  resolution;  and 
Whereas,  the  owner  has  requested  an  extension  of  time  to 
mplete  work  and  obtain  permits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  application  of  the  use  dis- 
ict  regulations  of  the  building  zone  resolution  and  that 
re  application  be  and  it  hereby  is  granted  on  condition  that 
ere  shall  be  installed  along  the  building  line  of  the  street 


fronts  a  concrete  curbing  not  less  than  12  in.  in  height 
above  grade  with  not  more  than  two  vehicular  openings  to 
each  street  front,  no  opening  to  exceed  a  width  of  .10  ft.; 
that  no  gasoline  pumps  shall  .be  installed  within  10  ft.  of 
the  building  line ;  that  the  proposed  building,  as  indicated 
on  the  plans  filed  in  this  application,  shall  not  exceed  one 
story  in  height  above  grade  and  shall  be  finished  on  the 
exterior  with  light-colored  cement  stucco  or  finished  face 
brick  with  hip  roof  of  variegated  slate  or  Spanish  tile ;  that 
no  vehicular  opening  shall  ibe  installed  within  20  ft.  of  the 
corner  formed  by  the  intersection  of  Northern  boulevard 
and  231st  street,  and  that  any  curb  cuts  shall  be  located 
directly  in  front  of  the  vehicular  openings  and  shall  not 
exceed  a  width  of  12  ft.  each;  that  any  advertising  dis¬ 
played  shall  be  confined  to  the  illuminated  glass  globes  of 
the  gasoline  pumps  or  flat  wall  signs  on  the  one-story 
building  proposed;  that  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  any  work  involved  thereby 
completed  within  one  year  from  the  date  of  this  action — 
April  8,  1930. 


Adjourned  6.45  p.  m. 


William  J.  O’Gorman,  Secretary. 

MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  8,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol- 

nd  and  Guilfoyle. 


BUILDING  ZONE  CASES. 

D6-29-BZ, 

PPLICANT— William  F.  Doyle,  for  Max  Levy,  owner. 
UBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
REMISES  AFFECTED— 2066-2076  Pitkin  avenue  and 
238-240  Pennsylvania  avenue,  southwest  corner, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  Samuel  W.  Sherman  and  Mrs. 
Alturic.  * 

iCTION  OF  BOARD— Laid  over  to  May  6,  1930,  at  10 
a.  m.,  on  request  of  applicant. 


09-29-BZ. 

APPLICANT— Morris  B.  Kleinfeld,  for  Dorothy  Klein- 

feld,  owner. 

iUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
’REMISES  AFFECTED— 1500-1508  Eastern  parkway, 
northeast  corner  of  St.  fohn’s  place,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Daniel  G.  Albert. 

For  Opposition:  Henry  Simon  and  A.  H.  Simon. 
ACTION  OF  BOARD— Laid  over  to  May  6,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 

29-29-BZ. 

APPLICANT— William  F.  Regan,  for  George  W.  Brauns- 

dorf,  owner. 


SUB  J  ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  con¬ 
version  of  occupancy  of  an  existing  building  from 
factory  use  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 5814-5816  37th  avenue  (Polk 
avenue),  southwest  corner  of  59th  street,  Woodside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  A.  M.  Horwitz. 

For  Opposition :  S.  Deutsch. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1930,  at  10 
a.  m.,  on  request  of  opposition,  applicant  concur¬ 
ring. 


766-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Parkway  Center 
Building  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 822-838  East  New  York  avenue, 
south  side,  100  ft.  west  of  Schenectady  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  John  H.  McCooey,  Jr. 

For  Opposition:  Major  Caccavajo  and  William  S. 

Klinger. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1930,  at  10 
a.  m.,  on  request  of  opposition,  applicant  concur¬ 
ring. 


1 192-27-BZ. 

APPLICANT — Michael  F.  Dee,  substituted  for  Henry  J. 
Nurick,  for  Louis  Del  Gaudio,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station  (previously  denied  under  section  21). 
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PREMISES  AFFECTED— 1754-1764  Bushvvick  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Michael  F.  Dee. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1930,  at  10 
a.  m.,  on  request  of  applicant. 

G97-29-BZ. 

APPLICANT— Metwood  Holding  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  four-story  factory  building. 

PREMISES  AFFECTED— 1513-1561  38th  street,  north¬ 
east  corner  of  Dahill  road,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  Schwartz. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


305-29-BZ. 

APPLICANT— William  L.  Morris,  for  Mansfield  Improve¬ 
ment  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1190-1200  Gravesend  avenue, 
west  side  120  ft.  north  of  Avenue  J,  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  L.  Morris. 

For  Opposition:  Jacob  Kirshenbaum. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  . ° 

Absent:  Assistant  Chief  Martin .  1 


688-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Abraham  &  Straus, 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  of  a  department  store  building  with  a  garage 
for  the  storage  of  more  than  five  motor  vehicles 
constructed  and  maintained  in  the  third  basement 
story. 

PREMISES  AFFECTED— 408-438  Fulton  street,  south¬ 
east  corner  of  Gallatin  place,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  . ° 

Absent:  Assistant  Chief  Martin .  1 


408-29-BZ. 

APPLICANT — Joseph  A.  Walsh,  for  Max  Meyerson, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 1969-1979  Cropsey  avenue  and 
8810-8818  20th  avenue,  northwest  corner,  Brooklyn. 


APPEARANCES— 

For  Applicant :  William  L.  Morris. 

For  Opposition:  Murray  M.  Cowen. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle . 

Negative  . 

Absent:  Assistant  Chief  Martin . 


1 14S-27-BZ. 

APPLICANT — Joseph  A.  Walsh,  substituted  for  Philip 
Sinnott,  for  Arrowlene,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintende 
of  buildings),  under  section  7g  of  the  building  zo 
resolution,  to  permit  in  a  business  district  the  er< 
tion  and  maintenance  of  a  gasoline  service  stati  j 
(previously  denied  under  section  21). 
PREMISES  AFFECTED— Southeast  corner  of  Frank 
and  Atlantic  avenues,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  L.  Morris. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  conditic 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle . 

Negative  . 

Absent:  Assistant  Chief  Martin . 

THE  RESOLUTION—  i 

(1148-27-BZ) 

Whereas,  Joseph  A.  Walsh,  substituted  for  Philip 
Sinnott,  for  Arrowlene,  Inc.,  owner,  filed,  October  25,  192 
reopened  January  7,  1930,  an  application,  under  the  buildi 
zone  resolution,  to  permit  in  a  business  district  the  erecti 
and  maintenance  of  a  gasoline  service  station  (previou: 
denied  under  section  21)  ;  premises  southeast  corner  ' 
Franklin  avenue  and  Atlantic  avenue,  Borough  of  Broc 
lyn ;  and  * J 

Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  board  of  standards  and  appeals,  at  its  regular  me 
ing,  April  8,  1930,  after  due  notice  by  publication  in  1 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buildi 
zone  resolution  show  that  Franklin  avenue  is  in  a  busin  ; 
district;  Atlantic  avenue,  east  of  a  point  100  ft.  east 
Franklin  avenue,  is  in  an  unrestricted  district;  Allan: 
avenue,  west  of  a  point  100  ft.  west  of  Franklin  avenue,: 
in  an  unrestricted  district;  Pacific  street,  east  of  a  point  H 
ft.  east  of  Franklin  avenue,  is  in  a  residence  district,  al 
Pacific  street,  west  of  a  point  100  ft.  west  of  Franklin  a1 
nue,  is  in  an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildin , 
rendered  January  21,  1930  (Applic.  722-30),  reads: 

“Proposed  gasoline  service  station  to  be  located  par' 
in  a  business  use  and  partly  in  an  unrestricted  distri 
is  contrary  to  Art.  II,  Sec.  4-a  of  the  Zone  Reso- 
tion.”  vfl 

and 

Whekea§,  the  premises  consist  of  a  plot  of  ground  havij 
a  frontage  of  106.7  ft.  on  Atlantic  avenue,  60  ft.  on  Frank i 
avenue  and  a  distance  of  90  ft.  along  the  south  lot  line,  upt 
which  it  is  proposed  to  erect  a  one-story  office,  18  ft.  by  1 
ft.  in  area,  grease  racks  and  the  necessary  tanks  and  pun; 
for  a  gasoline  service  station;  an  irregular  area  at  the  e.t 
end  of  the  plot  extends  for  a  distance  of  approximately  6  . 
into  the  unrestricted  district ;  the  remainder  of  the  plot  is  i 
the  business  district ;  and 

Whereas,  the  plot  is  cut  by  two  use  districts,  the  rtf 
portion  extending  into  the  unrestricted  area  of  Atlan: 
avenue ;  and  #  _  t 

Whereas,  the  applicant  is  supported  under  the  princi : 
of  section  7,  subdivision  g,  by  more  than  80  per  cent  c<- 
sents  of  the  area  fixed  and  deemed  affected  and  is  deenl 
within  the  application  of  section  7,  subdivision  c. 
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MINUTES 


Resolved,  that  the  board  of  standards  and  appeals  does 
eby  make  a  variation  in  the  application  of  the  use  dis- 
i:t  regulations  of  the  building  zone  resolution,  and  that 
;  application  be  and  it  hereby  is  granted,  under  the  rule 
exception,  section  7,  subdivision  c,  together  with  the 
.port  of  80  per  cent  consents  of  the  area  deemed  af- 
ted,  on  condition  that  there  shall  be  incorporated  at  the 
.lding  line  on  both  street  fronts  a  concrete  curbing  not 
than  12  in.  in  height  with  not  more  than  one  vehicular 
ning  on  Franklin  avenue  and  not  more  than  two  vehicular 
nings  on  Atlantic  avenue,  no  opening  to  exceed  a  width 
10  ft.  in  the  clear ;  that  no  gasoline  pump  shall  be  in- 
lled  within  10  ft.  of  the  building  line;  that  the  one-story 
lding,  as  indicated  on  the  plans,  shall  be  finished  on  the 
erior  with  face  brick,  substantially  in  accordance  with  the 
wings  filed  in  this  appeal,  with  roof  of  Spanish  tile  or 
iegated  slate;  that  any  building  for  auxiliary  use  cus- 
iiary  to  the  conduct  of  "the  business  operated  on  the  prem- 
■  ;  shall  not  exceed  in  height  one  story,  roofed  and  enclosed 
:  material  of  the  same  design,  color  and  texture  as  the 
ce  structure  on  the  premises;  that  any  advertising  display 
1!  be  restricted  to  the  illuminated  glass  globes  of  the 
;-oline  pumps;  that  there  shall  be  no  portable  gasoline 
.nps  maintained  or  operated  on  the  premises ;  that  all  per- 
i.s  required  shall  be  obtained  within  six  months  and  any 
rk  involved  thereby  completed  within  one  year  from  the 
!e  of  this  action. 


i-29-BZ. 

’PLICANT — Charles  L.  Craig,  for  Helklar  Realty  Corp., 

owner. 

rBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles. 
DEMISES  AFFECTED— East  side  of  Webster  avenue, 
700  ft  north  of  East  204th  street,  The  Bronx. 
’PEARANCES — 

For  Applicant:  John  Miller,  Charles  L.  Craig  and 
Jacob  Klarman. 

For  Opposition :  Abner  Rosenberg. 
iTION  OF  BOARD — Application  granted  on  condition. 

iIE  VOTE— 

Affirmative:  Chairman  Walsh.  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  . 0 

Absent:  Assistant  Chief  Martin .  1 


IE  RESOLUTION— 

(443-29-BZ) 

Whereas,  Charles  L.  Craig,  for  Helklar  Realty  Corp., 
ner,  filed,  June  29,  1929,  an  application,  under  the  building 
fie  resolution,  to  permit  in  a  business  district  the  erection 
d  maintenance  of  a  garage  for  the  storage  of  more  than 
:e  motor  vehicles;  premises  east  side  of  Webster  avenue, 
)  ft.  north  of  East  204th  street,  Borough  of  The  Bronx; 
J 

Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
ij,  April  8,  1930,  after  due  notice  by  publication  in  the 
llletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue,  west  side,  south 
of  East  205th  street,  is  in  a  business  district;  Webster  ave¬ 
nue,  west  side,  north  of  East  205th  street,  is  in  a  residence 
district;  Webster  avenue,  east  side,  is  in  a  business  dis¬ 
trict,  and  Decatur  avenue  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  31,  1929  (N.  B.  776-29),  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height  above  grade  of  Webster 
avenue,  with  a  frontage  of  100  ft.  and  a  depth  of  109  ft., 
irregular;  to  be  occupied  as  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  and 

Whereas,  the  board  has,  under  the  rule  of  exception,  sec¬ 
tion  7,  subdivision  e,  of  the  building  zone  resolution,  granted 
several  variations  for  garages  on  this  same  street  front  be¬ 
tween  the  same  intersecting  streets ;  and 

Whereas,  the  applicant  has  supported  his  appeal  with  at 
least  71  per  cent  consents  of  affected  property  owners,  and 
his  failure  to  obtain  the  required  consents  within  the  pur¬ 
view  of  section  7,  subdivision  g,  of  the  building  zone  resolu¬ 
tion,  was  due  to  the  refusal  of  consent  by  prospective  com¬ 
petitors  ;  and 

Whereas,  the  board  deems  that  a  denial  of  the  application 
would  be  arbitrary  discrimination  against  the  applicant  and 
unnecessary  hardship  and  practical  difficulties  would  devolve 
upon  him  as  within  the  meaning  of  section  21  of  the  build¬ 
ing  zone  resolution,  and  the  variation  is  a  proper  excercise  of 
discretion  under  section  7,  subdivision  e. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  two  stories  above 
grade  and  shall  be  constructed  fireproof ;  that  the  southerly 
gable  wall  shall  be '  unpierced  throughout  its  entire  height 
and  length,  and  that  the  northerly  gable  wall  shall  be  finished 
with  light-colored  face  brick;  that  the  front  elevation  shall 
be  finished  with  light-colored  face  brick  with  dark  brick  trim, 
architectural  terra  cotta  or  natural  stone  trimming ;  that 
the  parapet  wall,  street  front,  shall  be  of  pediment  design 
and  shall  be  not  less  than  6  ft.  in  height  above  roof ;  that 
any  advertising  displayed  shall  be  restricted  to  not  more  than 
one  projecting  electric  sign,  indicating  the  name  and  title 
of  the  business  conducted  on  the  premises  or  to  flat  wall 
signs  on  the  frieze  of  first  story;  that  there  shall  be  no 
portable  gasoline  storage  tanks  maintained  or  operated  on 
the  premises ;  that  the  vehicular  entrance  shall  not  exceed  a 
width  of  10  ft.  in  the  clear,  and  any  ascending  ramp  above 
street  level  shall  be  set  back  from  the  building  line  not  less 
than  10  ft.  on  grade  with  sidewalk  level;  that  any  permits 
required  shall  be  obtained  within  six  months  and  all  work 
involved  completed  within  one  year  from  the  date  of  this 
action. 


Adjourned  7.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
pies  of  Form  7NO,  for  notices  to  property  owners,  such 
rms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7NO, 

operly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


361 


APPLIANCES 

FUEL  OIL  BURNERS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Burner  Calendar  Ao, 

*A.  B.  C.  Oil  Burner .  1295-24-SA 

*  Aetna  Automatic  Oil  Burner .  1547-23-SA 

♦Aladdin  Oil  Burner .  298-26-SA 

"■Alexander  Oil  Burner .  65-28-SA 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

♦Arcoil  Heat  Machine .  632-26-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-SA 

♦Baker  Automatic  House  Heating  Burner -  1323-22-SA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-22-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

♦Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

♦Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

♦Berggren  Oil  Burner .  704-26-SA 

Best  Calorex  Burner .  1464-21-SA 

♦Bettendorf  Oil  Burner .  731-28-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

♦Caloroil  Burner — Type  AA .  1361-24-SA 

♦Carborundum  Burner .  571-29-SA 

♦Century  Oil  Burner .  1'57-23-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

♦Combustion  Fuel  Oil  Burner .  1105-22-SA 

♦Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

♦Commonwealth  Oil  Burner .  348-28-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Crescent  Oil  Burner .  222-28-SA 

♦Crown  Oil  Burner,  Type  XA .  426-29-SA 

♦Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

♦Dahl  Vaporizing  Oil  Burner .  915-26-SA 

♦Dist-o-matic  Oil  Burner .  663-28-SA 

♦Doherty  Oil  Burner .  943-28-SA 

♦Eisler  Automatic  Oil  Burner .  481-27-SA 

♦Electrol  Automatic  Oil  Burner .  259-25-SA 

Enco  Burner .  1414-23-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

♦Espo  Oil  Gas  Burner .  1431-23-SA 

♦Faultless  Oil  Burner .  49S-24-SA 

Fess  Turbine  Burner .  20-22-SA 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 

O .  1094-27-SA 

♦Foster  Oil  Burner .  715-20-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

♦Franklin  Domestic  Oil  Burner .  560-26--SA 

Gem  Fuel  Oil  Burner .  111-28-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1630-21-SA 

♦Gill  Oil  Burner .  1231-23-SA 

♦Goodspeed  Automatic  Oil  Burner .  957-27-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

♦Gulf  Oil  Burner .  382-20-SA 

Hammel  Oil  Burner .  1278-21-SA 

♦Hardinge  Oil  Burner  and  Pump  Set .  813-25-SA 

♦Hart  Automatic  Oil  Burner .  1162-24-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner....  88-27-SA 

♦Heatiator  Oil  Burner .  1340-23-SA 

Holby  Oil  Burner .  328-27-SA 

♦Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

♦Homer  Domestic  Oil  Burner .  1211-25-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

♦International  Oil  Burner . 1305-24-SA 

♦Johnson  Improved  Rotary  Fuel  Oil  Burner..  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

♦K.  F.  C.  Oil  Burner .  846-25-SA 

♦Kleen  Heet  Oil  Burner .  62-24-SA 

♦Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Liberty  Automatic  Heater .  129-28-SA 


Name  of  Burner  Calendar  No, 

Lientz  Od  Burner .  155-20-SA 

Mahrvel  Low  Pressure  Burner .  859-20-SA 

Marr  Oil  Heat  Machine .  785-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

♦May  Oil  Burner .  08-24-SA 

♦Mayflower  Oil  Burner .  124-29-SA 

♦Mcllvane  .  544-29-SA 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

♦Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

♦Moussette  Oil  Burner .  887-26-SA 


National  Airoil  High  Pressure  Burner .  185-29-SA 

♦National  Rotary  Oil  Burner .  836-25-SA 

♦New  Process  Oil  Burner .  107 1-27-SA 


Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

♦Nokol  Automatic  Heater .  1078-24-SA 

North  American  Low  Pressure  Oil  Burner..  792-26-S A 

♦Nu-Way  Oil  Burner .  773-26-SA 

♦Orr  Fuel  Oil  Burner .  113-28-SA 

♦Paramount  Oil  Burner .  1193-25-SA 

♦Pascoe  Oil  Burner  and  Pump  Set .  iO29-20-SA 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner .  181-20-SA 

Petro  Mechanical  Burner  and  Air  Register..  735-24- SA- 

♦Petro  Burner,  Model  0 .  78-28-SA 

♦Pioneer  Automatic  Oil  Burner .  1259-27-SA, 

Burner  .  044-21-SA 

♦Powerlight  Oilheat  Burner .  028-23-SA 

Quinn  Oil  Burning  Equipment .  367-2 1-SA 

♦Rayfield  Oil  Burner .  504-26-SA 

Ray  Rotary  Fuel  Oil .  504-23-S.4 

♦Re-Ly-On  Oil  Burner .  745-26-SA 

♦Remington  Oil  Burner .  89 1-2Q-SA 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-28-S/ 

♦Rickard  Oil  Burner .  101 1-27-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

♦Richmond  Gravity  Fuel  Oil  Burner .  1 1 93-22-SA 

♦Schulse  Home  Oil  Burner .  1 487-23-SA 

♦Security  Oil  Burner .  56-28-S/ 

♦Silent  Automatic  Oil  Burner .  458-26-SA 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-S/ 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-S/ 

Steam  Oil  Burner .  183-22-SA 

♦Stroud-in-the-Door  Burner .  129-27-S; 

♦Stuhler  Oil  Burner .  61 8-27-SA 

♦Summerheat  Oil  Burner .  581  -28-SA 

♦Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Surface  Combustion  Low  Pressure  Burner..  92-23-S^ 

♦Sword  Automatic  Oil  Burner .  951-25-SA 

♦Tabor  Automatic  Oil  Heaer,  Type  “D” .  778-28-S.' 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1 254-24-Sy* 

Tate-Jones  No.  6  Oil  Burner .  1444-23-Si1 

♦Timken  Oil  Burner,  Model  20 .  287-28-S-' 

♦Timken  Rotary  Oil  Burner .  297-29- Si 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-Sl 

Todd  Rotary  Fuel  Oil  Burner .  454-25-S/ 

Todd  Steam  Atomizing  Fuel  Oil  Burner....  123-23-S/ 

♦Torridheat  Oil  Burner .  63-28-Si 

*Uni-Lec-Tric  Oil  Burner .  498-29-S; 

♦United  States  Oil  Burner .  620-28-S. 

♦LTniversal  Fuel  Oil  Burner .  6-24-Si 

♦Vesta  Oil  Burner .  451-26-Si 

♦Wavne  Oil  Burner  Pump  and  Fan  Set .  1155-25-Si 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-S. 

♦Winslow  Industrial  Burner .  19-25-Sj 

York  Automatic  Oil  Burner .  44-29-Sj 


♦  Used  mainly  in  domestic  installations. 
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Administrative  Applications. 

9  27-A — 39  Fifth  avenue.  Manhattan. 
j()-27-A — 13-16  Central  Park  West,  Manhattan. 

1 1- 27- A — 20-28  West  72nd  street,  Manhattan. 

12  27-A — 242-248  West  76th  street,  Manhattan. 

4-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 
i (»  22- S A — Crocker  Gas  Valve,  approval  of. 

9-22  SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

3  22-SA — Anti-Syphon  Valve,  approval  of. 

(1-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

9-22-SA — Coen  Oil  Burner,  approval  of. 

7-23-S  A —Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

4-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
^5-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
7-23-S  A — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
2-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

’5-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut  Off  Valve,  approval  of. 

9- 23  SA— Heil  Standard  200  Gal.  Truck  Tank,  approval 

of. 

•7-23- S A — “Automatic”  Deluge  Valve,  approval  of. 

3  23- S A — Automatic  Gas  Shut-Off,  approval  of. 
p-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

'2-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

45- 23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
>0-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
)2-24-SA — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

>5-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

16-24-SA — Milnes  Oil  Burner,  approval  of. 

12- 24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 
16-24-SA — Salvo  Fire  Extinguisher,  approval  of. 

>9-24 -S A — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
X)-24-SA — Smolensky  Check  Valve,  approval  of. 

,35-2 5- S A — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

33- 25-SA— Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

54-25-SA — Koerting  Gear  Pump,  approval  of. 

46- 25-SA — Palmer  Gravity  Lock,  approval  of. 

53- 26-SA — Signal  Weatherproof  Bells,  approval  of. 

54- 26-SA — Kork-n-Seal,  approval  of. 

37-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

34- 26-SA — Protectoseal  Cover,  approval  of. 

30-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

10- 27-SA— Wilbur  Extinguisher,  approval  of. 


187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27-SA — Romec  Rotary  Pump,  approval  of. 

1  1 62  27 -S A — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

2 13-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

5 11-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
765-28-SA — Keuka  Oil  Burner,  anproval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 

813-28-SA — Challenger  Kleen  Heat  Burner,  Series  No.  100, 
approval  of. 

958-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

163-29-SA— Braden  Engineering,  Inc.,  Storm  King  Oil 
>  Burner,  approval  of. 

186-29-SA — National  Airoil  Low  Pressure  Burner,  ap¬ 
proval  of. 

209- 29-SA — A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

42 1-29- S — Auroco  Gasoilator  Oil  Burner,  approval  of. 
510-29-SA— Hercules  Oil  Burner,  approval  of. 

535-29-SA— Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

556-29-SA— Volcano  Automatic  Oil  Burner,  approval  of. 
591-29-SA— Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA — Electromatic  Oil  Burner,  approval  of. 
637-29-SA — Merco  Oil  Burner,  approval  of. 

684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-SA — Super  Automatic  Oil  Heater,  approval  of. 
737-29-S A — Piatt  Oil  Burning  Water  Heater,  approval  of. 

47-30-SA — Fuelo  Oil  Burner,  approval  of. 

54-30-SA — Carter-Korth  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  am 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 


Cases  pending  December  31,  1929 .  392 

Ceses  filed  up  to  April  9,  1930 .  252 

Restored  to  calendar .  20 


Miscellaneous  Applications. 


Requests  to  reopen .  65 

Requests  to  amend .  7 

Requests  for  modification .  8 

Requests  to  rescind .  0 

Requests  for  extension  of  time  25 

Requests  for  extension  of  permit .  2 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  12 

Administrative  requests .  0 

Requests  for  interpretation .  0 


DISPOSITION  OF  CASES. 


Withdrawn  .  A 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition .  1* 

Appliances  approved . 


Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  1 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted .  1 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . . . 

Requests  withdrawn  or  dismissed . 


Total 

Disposed  of 


783  Total 

379 


3' 


Cases  pending  April  9,  1930 .  404 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failui 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a 
cases  promptly,  for  the  reason  that  the  pendency  of  '<■ 
appeal  or  petition  ties  the  hands  of  the  administrative  ofl 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitic 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tl 
appellant  or  petitioner  to  file  necessary  data,  or  by  ar 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a< 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plai 
and  data  required  by  law  are  Supplied,  as  specified  on  tl 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one 
the  afternoon — Saturdays  excepted. 


m 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

xhe  board 


CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of 
10  A.  M. 

Regular 

Meeting, 

April 

15, 

1930, 

Minutes  of 

2  P.  M. 

Regular 

Meeting, 

April 

15, 

1930, 

Correction. 

Approved  Fire  Line  Hose  Valves. 
Fuel  Oil  Burners  Approved. 
Reserve  Calendar. 

Progress  Report. 


CALL  OF  CLERK’S  CALENDAR 

1  he  Clerks  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  April  22,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  29,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
trom  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  those 
directions. 
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William  E.  Wai.sii,  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  April  16,  1930. 

Cal.  No.  Department.  Premises  Affected. 

265-30-A . F.D . 225  Moore  st.,  L.  I.  C.,  Q., 

_ _  F-63483 

264-30-BZ . B.B.Q _ Southwest  corner  of  Foch  blvd. 

&  Cross  Island  blvd.,  St.  Al- 


98-30-BZ. 

APPLICANT— Joseph  J.  Karp,  for  Morris  Richman, 
owner.  9 

PREMISES— 664-666  Bushwick  avenue  and  1180-1188 
Myrtle  avenue,  southwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


_ _  bans,  Q.,  N.  B.  1059-30 

263-30-S  .  .B.B.M....  514-526  E.  116th  st.,  Man., 

_ _  Alt.  552-30 

262-30- A  ..  F.D . 150-154  Kent  ave.,  Bklyn., 

“  F-59161 

261-30-A  ..F.D . 433-439  E.  8th  st.,  Man., 

_  F-67281 

260-30-SA . F.D . Scranton  Steam  Pumps, 

_ _  Appliance 

259-30-BZ  ...BB.Bx... 2162-2238  Webster  ave.,  Bx., 

N.  B.  208-30 

258  30-A  FD . 120-126  W.  36th  st.,  Man., 

F-66227 

°57-30-S  F.D . 120-126  W.  36th  st.,  Man., 

L.  D.  66225 

256  30-A  FD . 22-28  W.  21st  st.,  Man., 

F-72556  &  F-72557 

255-30-A . F.D . 12  W.  40th  st.,  Man., 

_  F-68702 

254-30- A  ...B.BB.... 5002-5004  Avenue  N,  Bklyn., 

Applic.  7213-29 

953  30  S  FD . 145-17  Jamaica  ave.,  Jamaica, 

Q.,  L.  D.  44292 


669-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Bushwick  Lumbei 
&  Wood  Co.,  Inc.,  owner. 

PREMISES— Southeast  corner  of  Sutphin  boulevard  an< 
109th  road,  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 


APRIL  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

755-29- A — 1757-1763  Broadway  and  237  West  56th  stree 
Manhattan. 

13-30-A — 73-75  Cannon  street  and  283  Rivington  stree- 
southwest  corner,  Manhattan. 

64-30- A — 90th  street  and  North  Beach,  Astoria,  Boroug 
of  Queens. 

44-30-A— 632-638  West  156th  street,  Manhattan. 

127-30-A — West  side  of  Riverdale  avenue,  between  261: 
street  and  City  Line,  The  Bronx. 

169-30-A— 216-218  East  38th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan< 
ards  and  appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  morning,  Apt 
22,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  < 
the  following  matters : 


CODE. 

..Fire  Department 

CAL.  no.  72-30-BZ— Application,  January  30,  1930,  und' 

...Health  Department 

resolution,  of  William  F.  Doyle,  app 

|!  RR 

Bureau  of  Buildings,  Brooklyn 

cant,  on  behalf  of  The  Connelly  Co 
struction  Co.,  owner,  to  permit  in 

R  R  M 

Bureau  of  Buildings,  Manhattan 

URO 

..Bureau  of  Buildings,  Queens 

business  district  the  erection  and  mai 

Ft  R  R 

Bureau  of  Buildings,  Richmond 

tenance  of  a  ^arage  for  the  storage 

\>  n  n v 

Bureau  of  Buildings,  Bronx 

more  than  five  (5)  motor  vehicle 

run 

Tenement  House  Department 

premises  3491-3507  Fort  Hamilton  par 

CALL  OF  CLERK’S  CALENDAR 

way,  south  side,  264  ft.  5  in.  east  of  36 
street,  Brooklyn. 

TUESDAY,  APRIL  22,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

62-30-BZ. 

APPLICANT— Russell  G.  Cory,  for  Topping  Bros.,  owners. 

PREMISES — 47-59  Van  Dam  street  and  15 <-161  Varic 
street,  northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  one  and  one-half  times  height  district 
and  also,  unrestricted  use  district  the  erection  of 
the  street  wall  of  a  building  to  a  height  exceeding 
the  height  requirements  of  the  building  zone  resolu¬ 
tion. 

79-30-BZ.  _  . 

appt  Tf  ANT— Tosenh  S  Byrne,  for  Rose  Levine,  owner. 

PREMISES— 1313-1323  Gravesend  Neck  road  and  2270-2280 
East  14th  street,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
tmsoline  service  station. 


cal.  no.  745-29-BZ — Application,  December  21,  1929,  und 
section  21  of  the  building  zone  resol 
tion,  of  John  T.  Woodruff  &  Son,  J 
plicant  and  owner,  to  permit  in  a  bu 
ness  district  the  change  of  occupancy 
a  factory  building  to  a  garage  for  t 
storage  of  more  than  five  (5)  mol 
vehicles  and  a  motor  vehicle  rep 
shop ;  premises  33-50  to  33-58  62 
street,  northwest  corner  of  Hayes  a- 
nue,  Woodside,  Borough  of  Queens 

cal.  no.  18-30-BZ— Application,  January  10,  1930,  un< 
section  21  of  the  building  zone  reso 
tion,  of  John  A.  McGuinn,  applicant, 
behalf  of  Annie  McGuinn,  owner, 
permit  in  a  business  district  the  er 
tion  and  maintenance  of  a  gasoline  s 
vice  station;  premises  82-25  to  82 
Queens  boulevard,  north  side,  222.66 
west  of  Van  Loon  street,  and  82-38 
82-44  Maurice  avenue  (51st  stre< 
Elmhurst,  Borough  of  Queens. 
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cal.  no.  24-30-BZ — Application,  January  13,  1930,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  James  McKillop,  appli¬ 

cant,  on  behalf  of  Samuel  Kooperman, 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
alteration  and  change  of  occupancy  in 
part  of  basement  from  residence  to  busi¬ 
ness  purposes ;  premises  223  Ross  street, 
Brooklyn. 

cal.  no.  34-30-BZ — Application,  January  17,  1930,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant, 
substituted  for  Paul  Gold,  on  behalf 

of  William  Estates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  1788-1790  Weeks 
avenue  and  200-210  East  175th  street, 
southeast  corner,  The  Bronx. 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  under 

sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  97-30-BZ — Application,  February  7,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  George  Silberstein,  applicant, 
on  behalf  of  5612  18th  Avenue  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  conversion  of  occupancy  of 
a  building  occupied  as  an  auto  laundry 
to  a  motor  vehicle  repair  shop ;  premises 
5612  18th  avenue,  west  side,  80  ft.  2j£ 
in.  north  of  57th  street,  Brooklyn. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927 ;  re¬ 
opened  March  11,  1930,  under  sections 
7 g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

cal.  no.  172-30-BZ — Application,  March  11,  1930,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  Cornelius  Fellows  Realty 
Corp.,  applicant  and  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  skating  rink 
to  a  riding  academy  and  stable  for 
more  than  five  (5)  horses;  premises 
57-67  West  66th  street,  Manhattan. 

cal.  no.  679-29-BZ — Application,  November  20,  1929 ;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 


ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


APRIL  22,  1930.  2  P.  M. 

Appeals  from  Administrative  Orders. 

636-29-A — 39-41  Cortlandt  street,  Manhattan. 

690-29-A — 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  22, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  743-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  59-10  to 
59-22  Fresh  Pond  street  (road),  north¬ 
west  corner  of  59th  road  (Hebbard  ave¬ 
nue),  Maspeth,  Borough  of  Queens. 

cal.  no.  574-29-BZ — Application,  September  23,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Max  Tishman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  296-300  Watkins 
street,  west  side,  175  ft.  south  of  Blake 
avenue,  Brooklyn. 

cal.  no.  618-29-BZ — Application,  October  15,  1929,  mder 
section  21  of  the  building  zone  resolu¬ 
tion,"  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Trojan  Holding  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  653-661  New 
York  avenue,  northeast  corner  of  Haw¬ 
thorne  street,  Brooklyn. 

cal.  NO.  546-29-BZ — Application,  August  28,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  S.  Sufrin,  applicant,  on  behalf 
of  Lina  Rauh,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
business  use;  premises  68  West  68th 
street,  south  side,  106  ft.  east  of  Colum¬ 
bus  avenue,  Manhattan. 

CAI..  no.  384-29-BZ — Application,  June  4,  1929,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  F.  T.  Hallett,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy 
of  the  first  6tory  of  an  existing  dwelling 
from  residence  to  business  use;  premises 
37-26  149th  place  (Wilson  avenue), 

76.09  ft.  south  of  Northern  boulevard 
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(Broadway),  Flushing,  Borough  of 
Queens. 

CAL.  NO.  894-28-BZ — Application,  November  26,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Gustaf  Larson,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn)  ;  prem¬ 
ises  2702-2712  Foster  avenue,  southeast 
corner  of  Rogers  avenue,  Brooklyn. 

cal.  no.  662-29- BZ — Application,  November  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Engvelt  Building  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station ;  premises 
1-5  Crosby  avenue  and  381-387  Ver¬ 
mont  avenue,  northeast  corner,  Brook¬ 
lyn. 

cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Rver 
avenue,  The  Bronx. 

cal.  no.  632-29-BZ— Application,  October  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Corwil  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  to  a 
gasoline  service  station  and  public 
garage  (parking  space)  ;  premises  728- 
736  Southern  boulevard,  east  side,  200 
ft  south  of  East  156th  street,  The 
Bronx. 

cal.  no.  516-29-BZ — Application,  August  7,  1929,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  on  behalf  of  Ernestine  Marolo, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  3613 
White  Plains  avenue,  northwest  corner 
of  East  213th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  29,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

492-29-BZ. 

APPLICANT— Charles  Schaefer,  Jr.,  for  Stephen  Theo- 
bold,  owner. 

PREMISES — 2183-2185  Grand  concourse,  west  side,  154.94 
ft.  south  of  East  182nd  street,  The  Bronx. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
conversion  of  occupancy  of  the  first  story  of  an 
apartment  house  from  residence  to  business  use 
(stores). 

2-30-BZ. 

APPLICANT — Felix  Solomon,  for  St.  Johns  Place  Corp, 
owner. 

PREMISES — 486-510  St.  Johns  place,  south  side,  100  ft. 
west  of  Classon  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


APRIL  29,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

105-30-A — 222  East  31st  street,  Brooklyn. 

114-30-A — 337-353  McKibben  street  and  79-87  Bogart 
street,  northwest  corner,  Brooklyn. 
125-30-A — 635  Fulton  street,  southeast  corner  of  Hudson 
avenue,  Brooklyn. 

133-30-A — 29-31  East  22nd  street,  Manhattan. 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

57-30- A — 123-141  West  57th  street,  Manhattan. 

187-30- A — 500-514  First  avenue,  400-430  East  30th  street 
and  401-433  East  29th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  29, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  71-30-BZ — Application,  January  30,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  William  F.  Doyle,  applicant,  on 
behalf  of  Harris  Rubin,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1086-1108  Dumont  ave¬ 
nue  and  887-911  New  Lots  avenue, 
northwest  corner,  Brooklyn. 

cal.  no.  541-29-BZ — Application,  August  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Julia  A.  Flanagan,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  665-675  73rd  street, 
north  side,  103  ft.  8  in.  west  of  Seventh 
avenue,  Brooklyn. 


368 


CALENDAR 


;al.  no.  30-30-BZ — Application,  January  16,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  White,  applicant,  on 
behalf  of  Joseph  Diamond,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  office  to  be 
used  in  conjunction  with  an  existing 
gasoline  service  station ;  premisee  1977- 
1983  Ocean  avenue,  northeast  corner  of 
Avenue  O,  Brooklyn. 

•ai..  no.  53-30-BZ — Application,  January  24,  1930,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Whinston,  applicant,  on 
behalf  of  Harry  Geier,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  97-107  Kenmare  street 
and  15  Cleveland  place,  northeast  cor¬ 
ner,  Manhattan. 

al.  no.  52-30-BZ — Application,  January  23,  1930,  under 

sections  6,  21  and  25  of  the  building 
zone  resolution,  of  Thomas  Craddock 
Hughes,  applicant,  on  behalf  of  Patrick 
J.  Whelan,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1243-1257  East  45th  street, 
northeast  corner  of  Avenue  I,  Brooklyn. 

al.  no.  61-30-BZ — Application,  January  27,  1930,  under 

section  21  of  the  building  zone  resolu¬ 

tion,  of  Annuncio  Ambrosio,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  246-26 
to  246-34  Sunrise  highway  and  138-16 
to  138-20  Washington  avenue,  southwest 
corner,  Rosedale,  Borough  of  Queens. 

al.  no.  670-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Solomon  Weinstein,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  257-267  Senator 
street,  north  side,  470  ft.  9  in.  east  of 
Ridge  boulevard,  Brooklyn. 

vl.  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

iL.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

•L.  no.  762-29-BZ— Application,  December  31,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  A.  Fine,  applicant,  on 


behalf  of  Jas-Con  Realty  Corp.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  to  be  occupied  as  a  laundry;  prem¬ 
ises  4618  Bronx  boulevard,  east  side, 
200.02  ft.  north  of  East  240th  street, 
The  Bronx. 

William  E.  Walsh,  Chairman. 


APRIL  29,  1930,  2  P.  M. 

Petitions  for  Variations. 

673-29-S — 345-353  Seventh  avenue,  Manhattan. 

10-30-S — 7  East  48th  street,  Manhattan. 

111-30-S — 3  East  57th  street,  Manhattan. 

25-30-S  3 1 -28  57th  street,  Woodside,  Borough  of 
Queens. 

66-30-S  34-54  35th  street,  northwest  corner  of  35th  ave¬ 

nue,  Long  Island  City,  Borough  of  Queens. 
1D-30-S — 254-256  West  31st  street,  Manhattan. 

134- 30-S — 520-524  West  41st  street,  Manhattan. 

137-30-S — 29  East  21st  street,  Manhattan. 

756-29-S — 1757-1763  Broadway  and  237  West  56th  street 
Manhattan. 

135- 30-S — 20-22  West  57th  street,  Manhattan. 

162-30-S— 110  Ridge  street  (front),  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  6,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

724-29-BZ. 

APPLICANT— Christopher  McGrath,  for  Beam  Holding 
Corp.,  owner. 

PREMISES  1740  Edenwald  avenue,  northeast  corner  of 
East  233rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

118-30-BZ. 

APPLICANT — Sadye  Hydecker,  owner. 

PREMISES  Northeast  corner  of  Allerton  avenue  and 
Eastchester  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

123- 30-BZ. 

APPLICANT— William  F.  Doyle,  for  Albermale  Heights 
Building  Corp.,  owner. 

PREMISES — 703-729  Gravesend  avenue,  east  side,  240  ft. 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation  of 
a  gasoline  service  station. 

124- 30-BZ. 

APPLICANT— Maurice  Deiches,  for  Fleetwood  Building 
Corp.,  owner. 

PREMISES— Southeast  corner  of  Williambridge  road  and 
Eastchester  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
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130-30-BZ.  . 

APPLICANT _ W.  D.  J.  McCarthy,  for  Bliss  Estates,  Inc 


PREMISES*-- East  side  of  51st  stree<1  123  ,ft'  ,nTh  of 

Queens  boulevard,  Woodside,  Borough  of  Qu«m 
APPLICATION,  under  sections  7c  and  21  of  the  building 

zone  resolution,  .  •  0_ 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
‘unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  hve  (5) 
motor  vehicles. 


Meltzer,  for  Elizabeth  Schrank, 


157-30-BZ. 

APPLICANT— Larry 
PREMISES — 1601  Avenue  U,  northeast  corner  of  East  16th 

APPLICATION,  under  sections  7b  and  21  of  the  building 

zone  resolution,  • 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  and  change  o 
occupancy  of  part  of  the  first  story  of  an  existing 
building  from  a  two-car  garage  (accessory  use)  to 
a  store. 

188-30-BZ. 

APPLICANT— Red  Brick  Realty  Co.,  Inc,  owner 
PREMISES— 306  Steinway  avenue,  east  side,  200  tt.  soutn 
of  Jamaica  avenue,  Long  Island  Cite  Borough  o 

(lllPPfl  C 

APPLICATION,  under  sections  7c  and  21  of  the  building 

zone  resolution,  .  „ 

TO  PERMIT  the  extension,  from  a  business  district  into  a 
residence  district,  of  a  proposed  business  use 
(theatre). 

APPLICANT — Bertram  G.  Eadie,  for  Otto  F.  Koehler,  Inc., 

PREMISES— 14-22  Monroe  avenue,  west  side,  111  ft.  south 
of  Fort  place,  St.  George,  Borough  of  Richmond. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  , 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


MAY  6,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

314-29-A — 1601  Eighth  avenue,  Brooklyn. 

36-30-A — 48  Cooper  square,  Manhattan. 

104-30-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  6, 
1030,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal  no.  200-28-BZ — Application,  March  5,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Klein,  Kinsley  &  Klein,  applicants, 
on  behalf  of  Liebler  Bros.,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  218-224  West  230th  street,  The 
Bronx. 

CAL  NO  706-29-BZ — Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Max  Levy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2066-2076  Pitkin  avenue 
and  238-240  Pennsylvania  avenue,  south¬ 
west  corner,  Brooklyn. 

CAL.  NO.  709-29-BZ— Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  B.  Kleinfeld,  applicant, 
on  behalf  of  Dorothy  Kleinfeld,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  1500-1508  Eastern 
parkway,  northeast  corner  of  St.  Johns 
place,  Brooklyn. 

cal.  no.  729-29-BZ— Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  George  W.  Braunsdorf, 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  factory  use  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles'  premises  5814- 
5816  37th  avenue  (Polk  avenue),  south¬ 
west  corner  of  59th  street,  Woodside, 
Borough  of  Queens. 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  1192-27-BZ — Application,  November  11,  1927  ^re¬ 
opened  January  21,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  F.  Dee,  applicant,  sub¬ 
stituted  for  Henry  J.  Nurick,  on  behalf 
of  Louis  Del  Gaudio,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  1756-1764  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-story  factory  building; 
premises  1513-1561  38th  street,  northeasi 
corner  of  Dahill  road,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MAY  8,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

8-30- A — 1636-1642  Eighth  avenue,  Brooklvn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision; 
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jf  tlie  building  zone  resolution,  Tuesday  afternoon,  May 

6,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 

)n  the  following  matters : 

no.  3-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

;al.  no.  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

cal.  no.  752-29-BZ — Application,  December  26,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Schreiber,  Myers  & 
Buchter,  applicants,  for  Bertha  Kegel 
and  Anna  Cohen,  owners,  to  permit  in  a 
business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner, 
Brooklyn. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  appli¬ 
cant,  on  behalf  of  Hilvid  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Wilkinson  avenue  and  West¬ 
chester  avenue,  The  Bronx. 

cal.  no.  481-29-BZ — Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution ;  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 

cal.  no.  1235-27-BZ — Application,  November  22,  1927 ;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 


behalf  of  Howard  Funding  Co.,  owner, 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni¬ 
versity  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

cal.  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170  th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MAY  13,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

109- 30-A — 311-321  Christopher  avenue,  northeast  corner  of 

Dumont  avenue,  Brooklyn. 

110- 30-A — 43-49  West  22nd  street  and  56-62  West  23rd 

street,  Manhattan. 

151-30-A — 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

167-30-A — 31-33  West  31st  street,  Manhattan. 

147-30-A — 8  East  12th  street,  Manhattan. 

173-30-A — 1J4-9  West  34th  street  and  4-22  West  35th 
street,  Manhattan. 

179-30-A — 139-141  Spring  street,  southeast  corner  of 
Wooster  street,  Manhattan. 

1 83-30-A — 384  Fifth  avenue,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 


MAY  13,  1930,  2  P.  M. 

Petitions  for  Variations. 

17-30-S — 2-4  West  29th  street  and  258-260  Fifth  avenue, 
Manhattan. 

142-30-S— 127-133  West  30th  street  and  128-136  West  3lst 
street,  Manhattan. 

1 46-30- S — 8  East  12th  street,  Manhattan. 

153-30-S — 503-519  Tenth  avenue,  502-510  West  39th  street 
and  501-503  West  38th  street,  Manhattan. 
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184- 30- S — 354-358  Troutman  street,  Brooklyn. 

129-30-S — 130  West  28th  street,  Manhattan. 

185- 30-S — Northeast  corner  of  58th  road  and  Rust  street, 

Maspeth,  Borough  of  Queens. 


MAY  20,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
20,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

CAL.  NO.  506-29-BZ— Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 


on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  15-30-BZ — Application,  January  10,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Rock  Joy  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  35th  avenue  and  Cross  Island 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied) ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  15,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  April  8,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  Tuesday  afternoon,  April 
8,  1930,  were  approved  as  printed  in  Bulletin  No.  15,  Vol. 
XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

57-30-A. 

APPELLANT— 119  West  57th  Street  Co.,  Inc.,  adjoining 
lessee,  against  Calvary  Baptist  Church,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings,  re  revocation  of  Permit  No.  2522-1929, 
issued  by  the  superintendent  of  (buildings. 

PREMISES  AFFECTED— 123-141  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Norman  M.  McNamara. 

For  Ojector:  Harold  Reigelman. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1930,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


94-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 16-18  East  43rd  street  and  13 
East  42nd  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  J.  Burmeister  and  V.  J.  Dunkley. 
For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1930,  at 
10  a.  m.,  pending  legislative  action. 


95-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 141  West  42nd  street  and  138- 
142  West  43rd  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  Burmeister  and  V.  J.  Dunkley. 
For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1930,  at 
10  a.  m.,  pending  legislative  action. 


59-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  American  Sound  Recording  Corp., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 334-344  West  44th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


93-30-A. 

APPELLANT — William  Sommerfeld,  for  F.  &  W.  Grand 
5-10  &  25  Cent  Stores,  Inc.,  owner. 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 807-809  East  Tremont  avenue, 
The  Bronx. 
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appearances— 

For  Appellant:  William  Sommerfeld. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

\CTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(93-30-A) 

Whereas,  William  C.  Sommerfeld,  for  F.  &  W.  Grand 
A  -10  &  25  Cent  Stores,  Inc.,  owner,  filed,  February 
jfi,  1930,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  807-809  East  Tremont  avenue,  Borough 
'{  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  18,  1930  (Order  No.  69207-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  fo  Standards  and 
Appeals.  Sections  580-581,  Article  28,  Chapter  5,  Code 
of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  excepting  for  a  portion  50  ft.  by  52  ft.  in  area,  on 
the  East  Tremont  avenue  front,  which  is  two  stories  in 
height,  having  a  frontage  of  50  ft.  on  East  Tremont  avenue, 
■26  ft.  8  in.  on  Mapes  avenue  and  a  distance  of  217  ft.  in. 
^long  the  east  building  line,  approximately  13,000  sq.  ft. 
in  area ;  OCCUPIED  :  cellar,  boiler  room  and  stock  room ; 
1st  story,  department  store,  22  persons;  2nd  story,  offices, 
vacant  at  present ;  and 

Whereas,  appellant  contends  that  the  building  is  low  in 
height,  faces  on  two  street  fronts,  and  that  there  are  city 
fire  hydrants  in  the  vicinity. 

Rcsoh’cd,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  granted  on  condition  that  the  premises  shall  be 
quipped  throughout  with  an  approved  sprinkler  system  and 
that  the  building  shall  not  be  increased  in  height  or  area, 
and  granted  only  as  long  as  conditions  as  to  occupancy  and 
use  remain  substantially  unchanged. 

74-30-A. 

APPELLANT — Dipoline  Mfg.  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 19  Fulton  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Frederick  J.  Hopper. 

For  Administration:  Inspector  Meyer  of  fire 


department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  McElligott .  5 

Absent  .  0 

THE  RESOLUTION: 

(74-30-A) 


Whereas,  Frederick  J.  Hoffer,  for  Dipoline  Manufactur¬ 
ing  Co.,  lessee,  filed,  January  31,  1930,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  19  Fulton 
street.  Borough  of  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
January  14,  1930  (Order  No.  28862-LC).  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  for  the  storage  of  denatured  alco¬ 
hol,  etc.,  shows  that  the  following  must  be  done  before 
the  permit  requested  by  you  can  be  issued : 

“4.  Provide  an  approved  underground  storage  system 
for  the  storage  of  inflammable  oils  (acetone  and  Ben¬ 


zole).  Plans  and  specifications  to  be  filed  with  and  ap¬ 
proved  by  the  Fire  Department  before  work  of  installing 
tanks  is  commenced.” ; 

and 

Whereas,  the  premises  consist  of  two  buildings;  the  front 
building  is  non-fireproof,  one  story  in  height,  24  ft.  6  in. 
by  44  ft.  10  in.  in  area;  OCCUPIED  as  office  and  for  ship¬ 
ping  lacquer,  3  persons;  the  rear  building  is  fireproof,  one 
story  in  height,  11  ft.  10  in.  by  22  ft.  11  in.  in  area; 
OCCUPIED  for  the  manufacture  and  storage  of  lacquers, 
2  persons ;  and 

Whereas,  appellant  contends  that  the  quantity  of  inflam¬ 
mable  material  noted  in  the  requested  permit  is  acetone, 
150  gallons;  ethel  acetate,  50  gallons;  denatured  alcohol,  50 
gallons;  benzol,  25  gallons;  that  when  received  (in  50  and 
30-gallon  steel  drums),  practically  all  of  the  materials  are 
put  into  process  for  the  manufacture  of  lacquer;  that  the 
lacquer  is  stored  in  50-gallon  steel  drums,  which  are  kept  in 
the  rear  building;  that  no  heat  is  used  in  the  process,  the 
mixing  being  done  by  hand. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


189-30-A. 

APPELLANT — George  Keister,  for  Earl  Carroll  Realty 
Corp.,  lessee. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 161  West  49th  street,  154- 
166  West  50th  street  and  753-759  7th  avenue, 
Manhattan. 

APPEARANCES— 

For  Appellant:  Earl  Carroll  and  George  Keister. 
For  Administration:  Inspector  Alexander  Mc- 
Phee  of  the  bureau  of  buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and 


Guilfoyle  .  2 

Negative:  Chairman  Walsh,  Commissioner 
Connell  and  Deputy  Chief  McElligott..  3 
Absent  .  0 


THE  RESOLUTION: 

(189-30-A) 

Whereas,  George  Keister,  for  Earl  Carroll  Realty  Corp., 
lessee,  filed,  March  17,  1930,  an  appeal  from  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  161  West 
49th  street,  753-759  Seventh  avenue  and  154-166  West  50th 
street,  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  March  14,  1930  (Alt.  App.  No.  372-1930),  reads: 

“1.  Tunnel  to  49th  Street  is  of  insufficient  width. 
Separate  tunnel  from  building  by  solid  walls.  Sec.  527. 

“2.  Dressing  rooms  may  not  be  located  below  street 
level.  Sec.  523. 

“3.  Fire  escapes  must  be  not  less  than  5  ft.  6  in. 
wide.  Fire  escapes  on  50th  Street  side  must  be  located 
on  exterior  of  building  below  mezzanine  level. 

“4.  Provide  gradients  instead  of  steps  in  49th  Street 
court;  also  at  entrance  and  exit  from  orchestra.  Sec. 
527. 

“6.  Provide  two  mergency  exits  on  each  side  of 
mezzanine.  Section  527.  Provide  the  exits  from  stage 
having  direct  exterior  outlets.  Sec.  527.” ; 

and 

Whereas,  the  proposed  building  is  fireproof,  basement  and 
one  and  three  stories  (90  ft.)  in  height,  160  ft.  by  100  ft. 
5  in.  in  area;  OCCUPANCY  theatre:  basement,  dressing 
rooms,  lavatories  and  lounge  room;  orchestra,  1,324  seats; 
balcony,  1,298  seats;  boxes,  148  seats:  and 

Whereas,  the  appellant  proposes  to  demolish  the  theatre 
and  two  four-story  buildings  now  standing  where  the  new 
theatre  is  to  be  erected;  to  construct  the  tunnel  exit  to  49th 
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street  11  ft.  1  in.  in  width  instead  of  not  less  than  12  ft. 
2  2/5  in.  in  width ;  to  construct  seven  dressing  rooms  in  the 
basement  below  street  level ;  to  construct  a  fire  escape  on 
50th  street  front  4  ft.  6  in.  instead  of  5  ft.  6  in.  in  width, 
extending  down  to  a  point  10  ft.  above  sidewalk;  to  con¬ 
struct  three  steps  in  foyer  hall  at  entrance  and  exit  from 
the  orchestra  instead  of  gradient ;  to  provide  one  instead  of 
two  direct  exits  from  stage  to  street;  and 

Whereas,  the  appellant  contends,  as  to  Item  1,  it  would 
destroy  the  store  and  cause  substantial  loss  if  compelled  to 
increase  the  width  of  exit  tunnel ;  as  to  Item  2,  that  each 
dressing  room  is  provided  with  a  door  opening  to  areaway 
on  50th  street ;  as  to  Item  3,  the  fire  escape  is  made  4  ft.  6  in. 
in  width  and  continued  through  an  exterior  stairway  to 
sidewalk  in  order  to  comply  with  section  170  of  the  building 
code ;  as  to  Item  4,  the  difference  in  levels  where  steps  are 
provided  is  so  great  that  a  gradient  would  be  impractical; 
as  to  Item  6,  one  exit  direct  to  50th  street  is  provided 
from  stage  and  the  other  exit  at  the  inner  lot  line  through 
chorus  room  to  49th  street. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 

BUILDING  ZONE  CASES. 

670-29-BZ. 

APPLICANT — Solomon  Weinstein,  owner. 

SUBJECT— Application  (re  decision  of  the  superin¬ 
tendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 257-267  Senator  street, 
north  side,  470  ft.  9  in.  east  of  Ridge  boulevard, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Donald  MacArthur. 

For  Opposition:  Henry  H.  Klein. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1930.  at 
10  a.  m.,  on  request  of  attorney  in  opposition, 
applicant’s  representative  concurring. 


683-29-BZ. 

APPLICANT— Wanda  Verplaetse,  for  Caroline  Rodg¬ 
ers,  owner. 

SUBJECT— Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-g  and  21  of 
the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 56  Sand  lane,  southwest 
corner  of  Hylan  boulevard,  Arrochar,  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Leonard  J.  Obermeier  and 
Wanda  Verplaetse. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1930,  at 
10  a.  m.,  to  submit  proper  drawings. 


679-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  The  Wheelwright 
Corporation,  owner. 

•SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-b  and  21  of 
the  building  zone  resolution,  to  permit  in  a  res¬ 
idence  district,  extending  from  a  business  dis¬ 
trict.  the  conversion  of  occupancy  of  the  base¬ 
ment  and  first  story  from  residential  to  business 
use  (previously  denied). 

PREMISES  AFFECTED— 162  West  75th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  R.  H.  Schenck. 

For  Opposition:  Abner  Heggen. 


ACTION  OF  BOARD— Laid  over  to  April  22,  1930,  at 
10  a.  m.,  on  request  of  attorney  in  opposition, 
pending  court  decision. 


613-29-BZ. 

APPLICANT — Louis  Cherry,  for  Bingham  Holding 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  ga 
rage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 1731-1741  Jerome  avenue. 

west  side,  163  ft.  south  of  West  176th  street. 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Michael  F.  Dee. 

For  Opposition:  Charles  Glogower  and  N.  Jo 
seph  Freedman. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 
Deputy  Chief  McElligott .  5 


Negative  .  C 

Absent  .  ( 


83-30-BZ. 

APPLICANT — Victor  Meyer,  for  Nathalie  Meyer 
owner. 

SUBJECT — Application  (re  decision  of  the  superintend] 
ent  of  buildings),  under  section  7-a  of  the  build 
ing  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  i 
garage  for  the  storage  of  three  (3)  commercia 
motor  vehicles  used  in  connection  with  busines; 
conducted  on  the  premises. 

PREMISES  AFFECTED — 1801  Ocean  parkway,  south 
east  corner  of  Avenue  R,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  Stern. 

For  Opposition:  Emanuel  Cohen. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle . 

Negative:  Chairman  Walsh  and  Deputy 

Chief  McElligott  .  : 

Absent  . 

THE  RESOLUTION: 

(83-30-BZ) 

Whereas,  Victor  Meyer,  for  Nathalie  Meyer,  owne: 
filed,  February  4,  1930,  an  application,  under  the  buildin 
zone  resolution,  to  permit  in  a  residence  district  the  erectio 
and  maintenance  of  a  garage  for  the  storage  of  three  con 
mercial  motor  vehicles  used  in  connection  with  the  busines 
conducted  on  the  premises;  premises  1S01  Ocean  parkway 
southeast  corner  of  Avenue  R,  Borough  of  Brooklyn ;  an 
Whereas,  a  public  hearing  was  held  on  this  applicatio, 
by  the  board  of  standards  and  appeals,  at  its  regular  meei 
ing,  April  15,  1930,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin 
zone  resolution  show  that  Avenue  R  is  in  a  residence  d:1 
trict :  Ocean  parkway  is  in  a  residence  district,  and  Ea' 
7th  street  is  in  a  residence  district:  and 
Whereas,  the  decision  of  the  superintendent  of  building 
rendered  January  20,  1930  (App.  No.  14860-1930),  read^ 
“Proposition  contrary  to  zone  resolution,  Art.  2.  Se 
3,  for  a  garage  to  be  occupied  by  three  commercial  cai 
for  business  in  a  residence  district.  Therefore  applic: 
tion  denied  for  a  prohibited  occupancy  in  a  resident 
district.” ; 

and 
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Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  30  ft. 
land  a  depth  of  23  ft.;  to  be  occupied  as  a  garage  for  the 
vtorage  of  three  commercial  cars  to  be  used  in  connection 
with  the  existing  business  conducted  upon  the  premises ; 
and 

Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  sections  7a  and 
21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
t  hereby  is  denied. 


'667-29-BZ. 

APPLICANT — William  F.  Doyle,  for  James  J.  and 
Nellie  Gilhuly,  owners. 

SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-e  and  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 3151-3161  Webster  avenue, 
west  side,  375  ft.  north  of  East  204th  street, 
The  Bronx. 

APPEARANCES— 

For  Applicant;  William  F.  Doyle. 

For  Opposition:  R.  Kennedy,  Abner  Rosen¬ 


berg,  Florence  Hoerr  and  Rev.  Edward  I. 
Holden. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative;  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  McElligott .  5 

Absent  .  0 

THE  RESOLUTION: 

(667-29-BZ) 


Whereas,  William  F.  Doyle,  for  James  J.  and  Nellie 
Gilhuly,  owners,  filed,  November  14,  1929,  an  application, 
.inder  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
borage  of  more  than  five  motor  vehicles;  premises  3151- 
1161  Webster  avenue,  west  side,  375  ft.  north  of  East  204th 
'treet.  Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  15,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue,  west  side,  north 
'of  East  205th  street,  is  in  a  residence  district;  Webster 
avenue,  west  side,  south  of  East  205th  street,  is  in  a  business 
district ;  Webster  avenue,  east  side,  is  in  a  business  district, 
and  Decatur  avenue  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  1,  1929  (App.  N.  B.  1305-29),  reads: 

“1.  Erection  of  garage  for  storage  of  more  than  five 
motor  vehicles  in  a  business  district  is  contrary  to  pro¬ 
visions  of  Building  Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  and  basement  in  height,  with  a 
frontage  of  100  ft.  and  a  depth  of  112  5  ft.:  to  be  occupied 
as  a  garage  for  the  storage  of  more  than  five  motor 
vehicles;  and 

A  HF.REAS,  the  board  deemed,  in  view  of  its  former  actions 
in  denying  all  applications  for  non-conforming  uses  on  the 
west  side  of  Webster  avenue,  between  204th  and  205th 
streets,  and  in  the  absence  of  any  changed  condition  and  no 
other  non-conforming  use  on  that  side  of  Webster  avenue, 
the  application  under  section  7,  subdivision  e,  is  not  at  this 
time  an  appropriate  case  for  variation,  and,  further,  that 
the  applicant  was  not  entitled  to  relief  under  section  21  on 


the  grounds  of  practical  difficulties  and  unnecessary  hard¬ 
ships. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


633-29-BZ. 

APPLICANT — Martin  C.  Dyer  owner. 

SUBJECT— Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-c,  7-e  and 
21  of  the  building  zone  resolution,  to  permit  the 
extension  from  an  unrestricted  district  into  a 
business  district  and,  also,  into  a  residence  dis¬ 
trict,  of  a  proposed  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 4696  Third  avenue,  north¬ 
east  corner  of  East  188th  street,  and  2437  Wash¬ 
ington  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Martin  C.  Dyer. 

For  Opposition:  N.  Joseph  Friedman. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Commission¬ 
er  Connell  and  Deputy  Chief  McElligott  3 
Negative:  Commissioners  Holland  and  Guil¬ 


foyle  .  2 

Absent  .  o 


THE  RESOLUTION: 

(633-29-BZ) 

Whereas,  Martin  C.  Dyer,  owner,  filed,  October  22,  1929, 
an  application,  under  the  building  zone  resolution,  to  permit 
the  extension,  from  an  unrestricted  district  into  a  business 
district  and,  also,  into  a  residence  district,  of  a  proposed 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  4696  Third  avenue,  northeast  corner  of  East  188th 
street,  Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  April  15,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Third  avenue  is  in  an  unrestricted 
district;  East  188th  street,  east  of  a  point  100  ft.  east  of 
Third  avenue,  is  in  a  business  district;  East  189th  street  is 
in  a  business  district,  and  Washington  avenue,  from  a  point 
100  ft.  north  of  East  188th  street  to  a  point  100  ft.  south 
of  East  189th  street,  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  3,  1929,  reads : 

“1.  Erection  of  garage  partly  in  unrestricted  and 
partly  in  a  business  and  residence  districts  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  107.33 
ft.  on  Third  avenue,  108.04  ft.  on  East  188th  street  and 
113  ft.  on  Washington  avenue;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  the  plot  has  full  frontages  on  two  streets  in 
an  unrestricted  district  and  a  portion  of  the  third  street 
frontage  is  also  in  the  unrestricted  district,  the  remainder 
of  the  street  frontage  being  partly  in  residence  and  busi¬ 
ness  use  districts ;  79  per  cent  of  the  total  area  of  the  entire 
plot  is  in  the  unrestricted  use  district;  15  per  cent  of  the 
area  of  the  plot,  a  triangular  shaped  portion,  is  in  the 
business  district ;  6  per  cent  of  the  area  of  the  plot,  or  the 
remaining  portion,  is  in  the  residence  use  district;  within 
the  business  portion  of  the  plot  there  now  exists  a  frame 
stable  for  the  accommodation  of  more  than  five  horses ;  the 
building  zone  resolution  permits  an  occupancy  of  the  busi¬ 
ness  portion  of  the  plot  for  a  garage  for  five  automobiles ; 
the  limited  area  of  that  portion  of  the  plot  within  the  resi¬ 
dence  use  district  is  impractical  of  development  in  con¬ 
forming  residential  use ;  and 
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Whereas,  the  board  deemed  that  applicant  did  not  sustain 
the  basis  of  his  appeal  under  section  21. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed ,  and  the  application  be  and 
it  hereby  is  denied. 


468-27-BZ. 

APPLICANT— Hazel  R.  Dunkum,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline 
service  station — reopened  for  amendment  and 
modification  of  resolution. 

PREMISES  AFFECTED— 6414-6424  Fort  Hamilton 
parkway,  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(468-27-BZ) 

Wce585(  :,  Hazel  R.  Dunkum,  owner,  filed,  April  29,  1927; 
granted  October  28,  1927;  reopened  February  18,  1930,  for 
amendment  and  modification  of  resolution,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  6414-6424  Fort  Hamilton  parkway,  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  15,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fort  Hamilton  avenue  is  in  a 
business  district ;  65th  street  is  in  a  business  and  unrestricted 
district;  64th  street  is  in  a  business  and  unrestricted  dis¬ 
trict,  and  Ninth  avenue  is  in  an  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  10,  1927  (App.  No.  3885-1927),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art. 
II,  Sec.  4- A,  subdivision  46. 

“The  installation  of  a  gasoline  service  station  in  a 
business  district.”; 

and  *  ' 

Whereas,  it  is  proposed  to  erect  an  office,  24  ft.  by  24  ft., 
bury  storage  tanks  and  erect  six  pumps,  also  to  construct 
four  greasing  pits  enclosed  in  a  structure  32  ft.  by  18  ft. 
for  the  purpose  of  conducting  a  gasoline  service  station 
within  a  business  use  district ;  and 

Whereas,  a  variation  was  granted  for  the  use  of  these 
premises  as  a  gasoline  sales  service;  and 

Whereas,  the  application  has  been  made  on  a  new  deter¬ 
mination  of  the  superintendent  of  buildings  as  to  grease 
crankcase  service  structure ;  and 

Whereas,  the  original  application  for  gasoline  sales  ser¬ 
vice  was  granted  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  does 
herebv  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  as  to  a  structure 
to  be  used  as  office  and  for  the  shelter  of  operators  and 
patrons,  and  a  structure  for  crankcase  service,  not  to  exceed 
32  ft.  by  18  ft.,  on  condition  that  said  crankcase  service 
structure  shall  be  enclosed  on  two  sides  with  approved 
masonry  and  roofed,  the  front  and  rear  to  be  arranged  with 
openings  of  arch  design,  and  on  condition  that  the  structures 
erected  on  this  plot  shall  not  exceed  one  story  in  height 
above  grade  with  gambrel  or  hipped  roof ;  the  buildings  to 


be  finished  on  all  four  sides  with  light-colored  face  brick; 
that  the  roofs  shall  be  finished  with  slate  or  flat  tile;  that 
there  shall  be  no  advertising  display  on  the  premises,  other 
than  on  the  illuminated  lamps  of  the  gasoline  pumps;  that 
there  shall  be  installed  on  the  building  line,  other  than  at 
the  driveways  to  and  from  the  property,  a  concrete  curb 
not  less  than  12  in.  in  height  and  8  in.  in  depth;  that  all 
necessary  permits  shall  be  obtained  within  six  months  and 
the  work  completed  within  eighteen  months  from  the  date 
of  this  action. 


720-29-BZ.  * 

APPLICANT— John  H.  Friend,  for  Tilrose  Pelham 
Parkway  Development,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence 
district  the  erection  of  a  business  building 
(stores). 

PREMISES  AFFECTED — Southeast  corner  of  Bolton 
street  and  Pelham  Parkway  South,  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  H.  Friend  and  Henry 

Gold. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  McElligott .  i 

Negative  .  ( 

Absent  .  ( 

THE  RESOLUTION: 

(720-29-BZ) 

Whereas,  John  H.  Friend,  for  Tilrose  Pelham  Parkwa; 
Development  Co.,  owner,  filed,  December  9,  1929,  an  appli 
cation,  under  the  building  zone  resolution,  to  permit  in  a  resi 
dence  use  district  the  erection  and  maintenance  of  a  busines 
building  (stores)  ;  premises  southeast  corner  of  Bolton  stree 
and  Pelham  parkway  south,  Borough  of  The  Bronx;  an< 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet 
ing,  April  15,  1930,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin; 
zone  resolution  show  that  Bolton  street  is  in  a  residenc 
district;  Pelham  parkway  south,  westward  from  100  f 
east  of  Bolton  street,  is  in  a  residence  district ;  Boston  Pos 
road  is  in  a  residence  district;  Bronx  Park  East  is  in 
residence  district,  and  Pelham  parkway  south,  east  of 
point  100  ft.  east  of  Bolton  street,  is  in  a  business  di; 
trict ;  and  .  . 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  November  21,  1929  (App.  N.  B.  1525-1928),  reads 
“1.  Erection  of  building  to  be  used  for  business  pur 
poses  in  residence  district  is  contrary  to  provisions  ( 
the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproc 
construction,  one  story  (12  ft.)  in  height,  with  a  frontage  < 
100.17  ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  eigl 
stores  fronting  on  Pelham  parkway  and  three  stores  fron 
ing  on  Bolton  street ;  and 

Whereas,  the  board  believes  that  because  of  the  su 
rounding,  abutting  and  contiguous  conditions,  the  location  < 
the  gasoline  station  directly  to  the  east  on  the  same  stre 
front  and  with  the  remainder  of  the  street  to  the  wes 
located  as  it  is  in  a  business  use  district,  the  property  und 
appeal  is  destroyed  for  conforming  residential  use,  and  tl 
applicant,  therefore,  is  entitled  to  relief  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution,  and  th 
the  application  be  and  it  hereby  is  granted,  only  so  far  ■ 
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jaffects  the  first  story  of  any  structure  erected  thereon,  on 
ndition  that  the  use  and  occupancy  of  the  remainder  of 
jy  building  constructed,  above  the  first  story,  shall  be 
iifined  to  dwelling  use;  that  no  portion  of  any  store  on 
hlton  street  front  shall  be  used  or  occupied  as  a  meat  mar- 
[t,  fish  market  or  delicatessen  store;  that  the  front 
:  the  building,  other  than  plate  glass  show  windows, 
rail  be  finished  with  light-colored  face  brick  or  archi- 
t.:tural  terra  cotta,  with  architectural  terra  cotta  or  natural 
one  trim;  that  any  advertising  displayed  on  Bolton  street 
font  shall  be  restricted  to  flat  lettering  affixed  to  plate 
ass  show  windows  of  store  fronts;  that  there  shall  be 
i  merchandise  exposed  or  displayed  on  any  portion  of 
jemises  beyond  building  line,  and  that  all  permits  required 
all  be  obtained  within  six  months  and  any  work  involved 
sail  be  completed  within  six  months  from  the  date  of  this 
stion. 

-30-BZ. 

PPLICANT — William  F.  Doyle,  for  Ida  Gross, 
owner, 

JBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station. 

REMISES  AFFECTED— 71-34  to  71-38  73rd  place, 
northwest  corner  Cooper  avenue,  Glendale, 
Borough  of  Queens. 

PPEARAN  CES — 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

CTION  OF  BOARD — Application  granted  on  con¬ 
dition. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 


Deputy  Chief  McElligott  .  5 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION: 

(58-30-BZ) 


Whereas,  William  F.  Doyle,  for  Ida  Gross,  owner,  filed, 
nuary  27,  1930,  an  application,  under  the  building  zone 
solution,  to  permit  in  a  business  district  the  erection  and 
aintenance  of  a  gasoline  service  station;  premises  71-34  to 
-38  73rd  place,  northwest  corner  of  Cooper  avenue,  Glen- 
le.  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
'  the  board  of  standards  and  appeals,  at  its  regular  meet- 
g,  April  15,  1930,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
>ne  resolution  show  that  73rd  place,  west  side,  north  of  a 
>int  100  ft.  south  of  Cooper  avenue,  is  in  a  business  dis- 
ict;  73rd  place,  west  side,  south  of  a  point  100  ft.  south 
'  Cooper  avenue,  is  in  a  residence  district;  73rd  place, 
:.st  side,  north  of  78th  avenue,  is  in  a  business  district; 
ird  place,  east  side,  south  of  78th  avenue,  is  in  a  residence 
strict ;  Cooper  avenue  is  in  a  business  district,  and  73rd 
reet  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  January  21,  1930  (Plan  No.  N.  B.  162-30),  reads: 
“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  building  zone  resolution.”; 

id 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav- 
g  a  frontage  of  96  ft.  on  Cooper  avenue,  63.5  ft.  on  73rd 
ace  and  a  distance  of  102  ft.  along  the  west  lot  line,  upon 
Hich  it  is  proposed  to  erect  a  one-story  office  and  acces- 
>ry  store,  20  ft.  by  20  ft.  in  area,  grease  racks  and  to 
■stall  the  necessary  tanks  and  pumps  for  a  gasoline  service 
ation;  and 

Whereas,  the  board  deems  that  this  application  is  a  proper 
ad  appropriate  one  for  a  variation  under  section  21  in  that 
ie  both  street  fronts  are  occupied  extensively  by  prohibited 


and  non-conforming  uses,  depressing  this  property  for  con¬ 
forming  uses,  and,  moreover,  it  is  overwhelmingly  supported 
by  consents  in  affidavit  form  by  all  abutting,  continguous 
and  adjoining  owners  on  both  sides  of  the  two  streets  in¬ 
volved. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  along  the  northerly  and  westerly 
property  lines  a  fence  of  metal  construction  not  less  than 
7  ft.  6  in.  in  height ;  that  there  shall  be  constructed  along 
the  building  line  on  Cooper  avenue  and  73rd  place  a  concrete 
curbing  not  less  than  12  in.  above  grade ;  that  there  shall 
not  'be  more  than  two  vehicular  openings  on  Cooper  avenue 
and  not  more  than  two  vehicular  openings  on  73rd  place; 
that  no  vehicular  opening  shall  exceed  in  width  10  ft.  in 
the  clear ;  that  the  curb  cuts  shall  be  located  directly  in 
front  of  vehicular  entrances  to  plot  and  shall  be  not  less 
than  12  ft.  in  width ;  that  no  gasoline  pump  shall  be  con¬ 
structed  or  located  within  10  ft.  of  the  building  line  on 
either  street  front;  that  the  one-story  office  building  indi¬ 
cated  on  the  plans  filed  in  this  appeal  shall  be  finished  on 
the  exterior  with  light-colored  face  brick,  roof  finished 
with  Spanish  tile  or  variegated  slate ;  that  any  other  build¬ 
ings  erected  on  the  premises  for  use  incidental  to  the  con¬ 
duct  and  operation  of  this  gasoline  sales  station  shall  ibe 
limited  to  one  story  in  height,  finished  on  the  exterior  with 
light-colored  face  brick,  and  that  all  permits  required  shall 
be  obtained  within  six  months  and  any  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action. 


661-28-BZ. 

APPLICANT — J.  H.  Springstead,  for  South  Shore  Se¬ 
curities  Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of 
time  to  complete  work  (re  decision  of  the  super¬ 
intendent  of  buildings),  under  sections  7-g  and 
21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Am¬ 
boy  road  and  Richmond  avenue,  Eltingville, 
Richmond. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  communica¬ 
tion;  application  reopened  and  time  extended  to 
obtain  permits. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 


Deputy  Chief  McElligott  .  5 

Negative  .  0 

Absent  .  o 

THE  RESOLUTION: 

(661-28-BZ) 


Whereas,  J.  A.  Springstead,  for  South  Shore  Securities, 
owrner,  filed,  August  10,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ; 
premises  southwest  corner  of  Amboy  road  and  Richmond 
avenue,  Eltingville,  Borough  of  Richmond;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  12,  1929,  after  due  notice  by  publication  in  the 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Amboy  road  is  in  a  business  and 

unrestricted  district;  Richmond  avenue  is  in  a  business  and 

unrestricted  district,  and  Oakwood  avenue  is  in  a  business 
district ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  23,  1928  (re  Plan  No.  2399-28),  reads: 

“1.  A  gasoline  service  station  at  the  above  location 
which  is  in  a  business  district  may  not  be  permitted. 
Appeal  may  be  taken  to  the  Board  of  Standards  and 
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Appeals.  Sec.  4,  Building  Zone  Resolution.”; 

and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  14,  1929  (re  Plan  No.  N.  B.  2820-1928). 

reads:  #  .  .. 

“Gas  station  not  permitted  in  a  business  district. 

Contrary  to  Zoning  Regulations.”; 

Whereas,  it  is  proposed  to  erect  a  cement  block  office, 
24  ft.  by  24  ft.,  bury  six  550-gallon  tanks  and  erect  six 
pumps  for  the  purpose  of  conducting  a  gasoline  service  sta¬ 
tion  within  a  business  district;  and 

Whereas,  the  applicant  filed  87  per  cent  of  consents  ol 
affected  property  owners  in  favor  of  the  application  and 
the  board  deems  that  denial  of  the  application  would  con¬ 
stitute  an  unnecessary  hardship ;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  October  29,  1929,  on  certain  conditions,  and  E.  A. 
Schnakenberg,  president  of  the  owner  corporation,  requested 
an  extension  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  sit  shall  be  restricted  in  area  to  a  frontage  of  80  ft.  on 
Amboy  road  and  80  ft.  on  Richmond  avenue ;  that  a  brick 
wall  of  approved  masonry,  not  less  than  8  ft.  in  height,  shall 
be  constructed  on  the  northwesterly  and  southwesterly  prop¬ 
erty  lines,  coped  with  architectural  terra  cotta  or  natural 
stone  trimming ;  that  not  more  than  one  building  shall  be 
erected  on  the  premises,  limited  in  area  to  24  ft.  square, 
finished  on  the  exterior  with  face  brick,  trimmed  with  archi¬ 
tectural  terra  cotta  or  natural  stone ;  that  the  roof  shall  be 
of  hip  design,  finished  with  Spanish  tile  or  variegated  slate ; 
that  no  pump  shall  be  installed  within  10  ft.  of  the  building 
line ;  that  there  shall  be  not  more  than  two  vehicular 
entrances  on  either  street  front,  not  exceeding  a  width  of 
10  ft.  each;  that  the  curb  cuts  shall  not  exceed  a  width  of 
10  ft.;  that  there  shall  be  constructed  on  the  building  line 
of  both  street  fronts  a  concrete  curbing  not  less  than  12  in. 
in  height  above  grade;  that  no  portable  gasoline  tanks  shall 
be  maintained  or  operated  on  the  premises ;  that  all  permits 
required  shall  be  obtained  within  six  months  and  the  work 
involved  shall  be  completed  within  one  year  from  the  date 
of  this  action — April  15,  1930. 


717-28-BZ. 

APPLICANT— William  F.  Doyle,  substituted  for  Ed¬ 
ward  P.  Doyle,  for  Stanhope  Estates,  Inc., 
owner. 

SUBJECT — Application  for  reopening— extension  of 
time  to  procure  permits  and  complete  work — 
re  Application  (decision  of  the  fire  commis¬ 
sioner),  under  sections  7-e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 152-164  East  87th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and 
time  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(717-28-BZ) 

Whereas,  William  F.  Doyle,  substituted  for  Edward  P. 

Doyle,  for  Stanhope  Estates,  Inc.,  owner,  filed,  September 


7,  1928,  an  application,  under  the  building  zone  resolution 
to  permit  in  a  business  district  the  erection  and  maintenano 
of  a  garage  for  the  storage  of  more  than  five  moto 
vehicles;  premises  152-164  East  87th  street,  Borough  o 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  board  of  standards  and  appeals,  at  its  regular  meet 
ing,  January  29,  1929,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  buildini 
zone  resolution  show  that  East  87th  street,  east  of  a  poin 
100  ft.  west  of  Lexington  avenue,  is  in  a  business  district 
East  87th  street,  west  of  a  point  100  ft.  west  of  Lexingto 
avenue,  is  in  a  residence  district ;  Lexington  avenue  is  in 
business  district,  and  Third  avenue  is  in  a  business  dis 
trict ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  renderc 
September  7,  1928  (re  Plan  No.  2744-28),  reads: 

“1.  Garage  for  more  than  five  (5)  cars  may  not  t 
permitted  at  this  location,  which  is  in  a  business  df 
trict.  Section  4,  Building  Zone  Resolution.” ; 

and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  January  25,  1929  (N.  B.  Application  No.  38-1929 
reads : 

“1.  Proposed  garage  use  is  unlawful  in  a  businei 
district.  Section  4  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproi 
construction,  six  stories  in  height,  with  a  frontage  of  1.' 
ft.  9  in.  and  a  depth  of  100  ft.  8l/2  in.;  to  be  occupied  i 
a  garage  for  the  storage  of  more  than  five  motor  vehicles 
and 

Whereas,  in  accordance  with  the  provisions  of  section 
subdivision  e,  of  the  building  zone  resolution,  applicant  h; 
filed  with  this  board  documentary  proof  of  the  existence  ( 
a  stable  for  more  than  five  horses  on  the  same  street  b 
tween  two  intersecting  streets ;  and 

Whereas,  the  street  is  otherwise  occupied  by  non-coi 
forming  business  use  district  occupancies,  the  board  deen 
that  a  denial  of  this  application  would  develop  a  hardsh 
upon  the  applicant  within  the  purview  of  section  21  of  tl 
building  zone  resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at  i 
meeting,  January  29,  1929,  on  certain  conditions,  and  app 
cant  requested  a  modification  of  the  time  limit  imposed,  tl 
matter  having  been  before  the  court  on  a  writ  of  certiorai 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution,  and  th 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
affects  the  use  of  the  premises  for  the  erection  and  operati- 
of  a  public  garage,  on  condition  that  the  requirements  < 
the  building  zone  resolution  shall  be  complied  with  in 
other  respects ;  that  the  building  shall  not  be  built  with 
20  ft.  of  the  easterly  lot  line;  that  the  front  elevation  sh: 
be  designed  in  attractive  architectural  treatment;  that  t. 
front  walls  shall  be  finished  with  face  brick  and  arc! 
tectural  terra  cotta  or  na'tural  stone  trim ;  that  there  sh: 
be  no  advertising  signs  of  any  nature  or  description  di 
played  on  the  exterior  of  these  premises,  other  than  o 
projecting  electric  sign,  indicating  the  name  and  title  of  t 
business  conducted  therein;  that  there  shall  be  no  portal 
gasoline  pumps  maintained  or  operated  outside  the  buildin 
that  the  easterly  gable  wall  shall  be  unpierced  througho 
its  entire  height  and  length ;  that  the  entrance  to  the  ascen 
ing  ramp  from  the  first  story  shall  set  back  not  less  th 
10  ft.  from  front  of  building  on  the  grade  with  sidewal 
that  the  architect  shall  make  a  return  of  the  drawings 
the  board  for  approval  before  submission  to  the  bureau 
buildings ;  that  all  permits  required  shall  be  obtained  with 
six  months  and  all  work  involved  thereby  completed  with 
eighteen  months  from  the  date  of  this  action — April  15,  19. 
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APPROVAL  OF  PLANS. 

(0-29-BZ. 

APPLICANT — Joseph  A.  Cox,  for  Philip  Smock, 
owner. 

UBJECT — Application  for  approval  of  plans  in  ac¬ 
cordance  with  resolution  adopted  by  the  board 
under  date  of  February  26,  1930. 

RLMISES  AFFECTED — 67-71  Kenmare  street  and 
196-204  Mulberry  street,  northeast  corner,  Man¬ 
hattan. 

PPEARANCES— None. 

CTION  OF  BOARD — Engineer’s  report  adopted; 
plans  approved  in  accordance  therewith. 

HE  VOTE  TO  ADOPT  ENGINEER'S  REPORT 
AND  APPROVE  PLANS— 

Affirmative:  Chairman  Walsh,  Commission¬ 


ers  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Deputy  Chief  McElligott .  1 


7-29-BZ. 

PPLICANT — Samuel  Rosenblum,  for  Infried  Realty 
Corp.,  owner. 

UBJECT — Application  for  approval  of  plans  in  ac¬ 
cordance  with  resolution  adopted  by  the  board 
under  date  of  July  23,  1929. 

REMISES  AFFECTED — West  side  of  Sedgwick 
avenue,  150  ft.  south  of  West  167th  street,  The 
Bronx. 

PPEARANCES— None. 

CTION  OF  BOARD — Engineer’s  report  adopted; 
plans  approved  in  accordance  therewith. 

HE  VOTE  TO  ADOPT  ENGINEER’S  REPORT 
AND  APPROVE  PLANS: 

Affirmative:  Chairman  Walsh,  Commission¬ 


ers  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Deputy  Chief  McElligott .  1 


AREAS  FIXED. 

(306-29-BZ) 

The  chairman  presented  and  read  a  communication  from 
George  A.  Basel,  requesting  the  'board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
residence  district  the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of  more  than  five 
motor  vehicles;  premises  1875  Woodbine  street,  west  side, 
234  ft.  south  of  Woodward  avenue,  Ridgewood,  Borough  of 
Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Woodbine  street  from  Onderdonk  ave¬ 
nue  to  a  point  400  ft.  northeast  of  premises  in  question; 
the  northeast  side  of  Onderdonk  avenue  from  Woodbine 
street  to  Palmetto  street ;  also  the  southeast  side  of 
Palmetto  street  from  Onderdonk  avenue  to  a  point 
275.09  ft.  northeast  of  Onderdonk  avenue. 


(723-29-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Regan,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to 
permit  in  a  residence  district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises  261-267  Sheridan 
avenue,  southeast  corner  of  Conduit  boulevard,  Borough  of 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Conduit  boulevard  from  a  point  200  ft 
west  of  Sheridan  avenue  to  a  point  400  ft.  east  of 
premises  in  question ;  both  sides  of  Sheridan  avenue  from 
a  point  100  ft.  north  of  Conduit  boulevard  to  a  point 
400  ft.  south  of  premises  in  question ;  both  sides  of  Pitkin 
avenue  from  Lincoln  avenue  to  Elderts  lane;  also  both 
sides  of  Grant  avenue  from  Pitkin  avenue  to  a  point 
100  ft.  north  of  Pitkin  avenue. 


Adjourned  2,30  p.  m. 

William  J.  O'Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

'  TUESDAY  AFTERNOON,  APRIL  15,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol- 
id  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS. 

9-30-S. 

(ETITIONER — Samuel  Rosenblum,  for  Barnet  Stein, 
owner. 

JBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

DEMISES  AFFECTED — 130  West  28th  street,  Manhat¬ 
tan. 

PPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  over  to  May  13,  1930,  at  2 
p.  m.,  to  seek  arrangement  for  exit  from  rear  first 
story. 


5-30-S. 

ETITIONER — Croker  National  Fire  Prevention  Engi- 
T  neering  Co.,  for  Dow  Realty  Corp.,  owner. 

-BJECT — \  ariation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED — Northeast  corner  of  58th  road 
and  Rust  street,  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1930,  at  2 
p.  in.,  to  produce  certificate  of  occupancy. 


1179-27-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Wako  Co.,  Ltd.,  owner. 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied — re  Variation  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 18  East  53rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott. .  5 

Absent  .  0 


379 


MINUTES 


66-30-S. 

PETITIONER— William  T.  Powers,  for  Paramount  Fa¬ 
mous  Lasky  Corp.,  lessee. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 34-54  35th  street,  northwest  cor¬ 
ner  of  35th  avenue,  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  ® 

Absent  .  ® 


554-28-S. 

PETITIONER— B.  M.  Maltz  &  Sons,  Inc.,  owner. 
SUBJECT— Request  for  correction  of  resolution  adopted  by 
the  'board  on  April  2,  1929— re  Variation  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 207-225  Varick  street,  Man¬ 


hattan. 

APPEARANCES— None.  . 

ACTION  OF  BOARD — Petition  reopened  and  resolution 


corrected  as  printed  on  page  385. 

THE  VOTE  TO  REOPEN  AND  CORRECT  RESOLU¬ 
TION—  „  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  ^ 

Absent  . .  ® 


73-30-S. 

PETITIONER— Peoples  Realty  Co.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 113-119  Fourth  avenue  and  101- 
107  East  12th  street,  northeast  corner,  Manhattan. 

APPEARANCES—  .  .  „ 

For  Petitioner:  John  A.  O'Brien,  Louis  Rosenblatt 
and  Hyman  Rosenblatt. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  ® 

THE  RESOLUTION— 

(73-30-S) 

Whereas,  Peoples  Realty  Co.,  owner,  filed,  January  30, 
1930,  a  petition  for  a  variation  from  the  requirements  of  the 
lahor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  113-119  Fourth  avenue  and  101-107  East 
12th  street.  Borough  of  Manhattan:  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

October  10,  1929  (Order  No.  64020-LD),  reads: 

“1.  Remove  all  articles  or  wares  from  stairway  en¬ 
closure  or  from  the  landings,  platforms  or  passageways 
connected  therewith  including  cigar  stand  in  hall  at  1st 
story  as  per  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 

and  .  . 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
having  a  frontage  of  126  ft.  7  in.  on  East  12th  street,  71 
ft.  2  in.  on  Fourth  avenue  and  a  distance  of  103  ft.  3  in. 
along  the  east  building  line;  OCCUPIED:  1st  story,  store; 
upper  stories,  tenant  factories,  approximately  47  persons  per 
storv;  EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm 
signal  system;  EXITS:  two  interior  fireproof  stairways,  one 


extending  from  the  first  story  to  roof,  and  one  extending 
from  the  first  to  top  story,  both  enclosed  in  fireproof  parti 
tions,  with  fireproof  doors  at  openings;  a  substandard  fir 
escape  on  the  easterly  rear  of  the  building ;  and 

Whereas,  there  is  a  cigar  stand  in  the  Fourth  avenu 
stair  hall  on  the  first  story ;  and 

Whereas,  petitioner  contends  that  the  cigar  stand  doe 
not  interfere  with  the  means  of  egress  from  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  an 
it  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereby  i 
denied. 


100-30-S.  _  . 

PETITIONER — Croker  National  Fire  Prevention  Engineer 
ing  Co.,  for  Wintner,  Drexler  &  Leff,  owners. 
SUBJECT— Variation  of  the  laibor  law,  as  cited  in  an  orde 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 208-210  West  27th  street,  Mar 
hattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  d< 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  ; . 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Absent  . 

THE  RESOLUTION— 

(100-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineerir 
Co.,  for  Wintner,  Drexler  &  Leff,  owners,  filed,  Februa 
7,  1930,  a  petition  for  a  variation  from  the  requiremen 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commi 
sioner,  affecting  premises  208-210  West  27th  street,  Be 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dat 
July  6,  1928,  reads: 

“1.  Provide  safe  and  adequate  means  of  reachu 
both  required  means  of  exit  for  all  occupants  of  buil 
ing”; 

and  .  .  . 

Whereas,  the  building  is  fireproof,  nine  stories  (96 
3  in.)  in  height,  49  ft.  9  in.  by  98  ft.  9  in.  in  area  at  fii 
story  and  49  ft.  9  in.  by  88  ft.  9  in.  in  area  above;  OCG 
PIED  for  the  manufacture  of  cloaks,  furs  and  dresses,  r, 
more  than  42  persons  each  story;  EQUIPPED  with- 
sprinkler  system  and  standpipe  system;  EXITS:  two: 
terior  steel  stairways,  extending  from  the  first,  story 
roof,  enclosed  in  6-inch  terra  cotta  block  partitions,  w 
fireproof,  self-closing  doors  at  openings ;  .  and 

Whereas,  the  petitioner  claims  it  is  impossible  to  r< 
the  entire  floor  area  to  one  tenant;  the  owner  was  co: 
pelled  to  sub-divide  each  floor  above  the  first  story  into  thi 
sections ;  communicating  doorways  are  provided  in  i; 
dividing  partitions  so  as  to  maintain  access  to  both  me? 
of  egress,  with  the  exception  of  the  rear  section  on  1*. 
third,  fourth,  sixth,  eighth  and  ninth  stories,  where  the 
is  one  direct  exit  door  to  rear  stairway,  the  other  exit  dc' 
leads  to  a  public  hall,  then  to  and  through  the  front  sectii 
to  door  leading  to  front  stairway.  1 

Resolved,  that  the  order  of  the  fire,  commissioner  be  al 
it  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereby ; 
denied. 


45-30-S. 

PETITIONER— Royal  Baking  Powder  Co.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  ore 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 7-13  Morton  street,  Brookl 
APPEARANCES— 

For  Petitioner :  Lester  W.  Toomes. 

For  Administration :  Inspector  Maher  of  fire 
partment. 
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flON  OF  BOARD — Petition  denied. 
jE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


E  RESOLUTION— 

(45-30-S) 

'hereas,  Royal  Baking  Powder  Co.,  owner,  filed,  January 
1,1930,  a  petition  for  a  variation  from  the  requirements 
f the  labor  law,  as  cited  in  an  order  of  the  fire  com- 
itioner,  affecting  premises  7-13  Morton  street,  Borough 

[Brooklyn;  <ynd 

'hereas,  the  order  of  the  fire  commissioner,  dated 
ember  20,  1929  (Order  No.  65854-LD),  reads: 

1  “1.  Enclose  interior  stairway  at  southwest  side  of 

building  serving  as  a  required  means  of  egress  in  parti¬ 
tions  of  fire-resisting  material,  extending  from  1st  story 
to  3  ft.  above  roof,  as  per  Sec.  271  of  the  Labor  Law.”; 


7 


hereas,  the  building  is  non-fireproof,  basement  and  five 
- ies  (60  ft.)  in  height,  111  ft.  by  83  ft.,  irregular,  in 
-  at  first  story  and  111  ft.  by  57  ft.  in  area  above; 
IZUPIED  for  the  manufacture  of  baking  powder:  1st 
•  y,  shipping  and  storage,  6  persons ;  2nd  story,  factory, 
“rsons;  3rd  story,  factory,  12  persons;  4th  story,  fac- 
b  12  persons;  5th  story,  storage,  no  occupancy; 
iJIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
;m;  EXITS:  two  interior  wooden  stairways,  extending 
n  the  first  story  to  top  story,  enclosed  in  wood  parti¬ 
es,  with  wooden  doors  at  openings ;  two  sub-standard 
i  escapes  on  the  front  of  the  building,  having  non-fire- 
•>f  openings  along  the  course  thereof,  extending  from 
ij  second  story  to  top  story,  and  drop  ladder  to  side- 
Jc ;  the  easterly  fire  escape  has  gooseneck  ladder  to  roof ; 
OFS  of  adjoining  buildings:  8  ft.  higher  at  west;  two 
iies  higher  at  east ;  and 

"hereas,  the  petitioner  claims  the  building  was  erected 
it  1860;  it  is  more  than  five  stories  in  height  on  account 
the  present  basement,  otherwise  the  order  would  not 
Jy;  that  the  building  has,  in  addition  to  interior  stairs 
i  fire  escapes,  a  horizontal  exit  on  each  story  to  the  ad¬ 
ding  building  at  east  and,  also,  to  the  adjoining  building 
vest,  which  is  of  fireproof  construction;  furthermore, 

;  petitioner  contends  the  occupancy  is  very  small  and  all 
i  buildings  are  owned  and  operated  under  one  company. 
esolved,  that  the  order  of  the  fire  commissioner  be  and  it 
’  by  is  affirmed,  and  that  the  petition  be  and  it  hereby  is 
:  ed. 


j  o-S. 


TITIONER — Royal  Baking  Powder  Co.,  owner. 

3JECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

iMISES  AFFECTED — 15-25  Morton  street,  Brooklyn. 

PEARANCES— 

For  Petitioner:  Lester  W.  Toomes. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — Petition  granted  on  condition. 


E  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


E  RESOLUTION— 

(46-30-S) 

hereas,  Royal  Baking  Powder  Co.,  owner,  filed,  Janu- 
1  21,  1930,  a  petition  for  a  variation  from  the  requirements 
he  labor  law,  as  cited  in  an  order  of  the  fire  commis- 
•er,  affecting  premises  15-25  Morton  street,  Borough  of 

oklyn;  and 


Whereas,  the  order  of  the  fire  commissioner,  dated 
November  20,  1929  (Order  No.  65856-LD).  reads: 

“1.  Provide  egress  to  the  street  from  the  stairway  at 
the  west  side  of  the  building  by  means  of  a  passageway 
enclosed  in  fire-resisting  material,  as  per  Sec.  271  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height  (88  ft.  4  in.),  72  ft.  by  83  ft.  in  area;  OCCUPIED 
for  the  manufacture  of  baking  powder:  1st  story,  shipping, 
5  persons;  2nd  story,  factory,  28  persons;  3rd  story,  fac¬ 
tory,  31  persons;  4th  story,  factory,  7  persons;  5th  story, 
factory,  5  persons ;  6th  story,  storage,  2  persons ;  7th  story, 
factory,  6  persons;  EQUIPPED  with  a  sprinkler  system 
and  a  fire  alarm  signal  system ;  EXITS :  an  interior  iron 
stairway,  terminating  near  center  of  building,  and  extending 
from  the  first  story  to  top  story,  with  iron  ladder  to  roof 
bulkhead,  enclosed  in  brick  partitions,  with  metal-covered 
doors  at  openings ;  one  sub-standard  fire  escape  on  the  rear 
and  one  60-degree  standard  labor  law  fire  escape  on  the 
Morton  street  front  of  the  building,  having  fireproof  open¬ 
ings  along  the  course  thereof,  extending  from  the  second 
story  to  top  story,  gooseneck  ladder  to  roof  and  drop  ladders 
to  ground,  with  EGRESS  from  the  termination  of  the  fire 
escape  by  means  of  fireproof  passageway  of  adjoining  build¬ 
ing;  ROOFS  of  adjoining  buildings:  four  stories  lower  at 
east ;  two  stories  lower  at  west ;  and 

Whereas,  the  petitioner  claims  the  building  is  of  mill 
construction,  erected  in  1891;  the  occupancy  is  much  less 
than  permitted  under  the  labor  law ;  the  building  has,  in  addi¬ 
tion  to  the  interior  stairs  and  fire  escapes,  a  horizontal  exit 
on  each  of  the  first  to  fifth  stories,  inclusive,  leading  to 
the  building  adjoining  at  wrest ;  furthermore,  the  petitioner 
contends  that  the  exits  are  adequate  and  the  order  is  un¬ 
necessary. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  egress  from  the  termination  of  the 
stairs  of  the  first  story,  building  “C,”  on  condition  that  not 
less  than  two  exterior  doors  leading  to  the  exterior  loading 
platform  shall  be  maintained;  that  the  sprinkler  system 
shall  be  maintained  in  good  working  order,  and  granted  only 
so  long  as  conditions  as  to  occupancy  and  use  remain  substan¬ 
tially  unchanged. 


121-30-S. 

PETITIONER — John  J.  Gilmartin,  for  915  Broadway  Corp., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 915-919  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(121-30-S) 

Whereas,  John  J.  Gilmartin,  for  915  Broadway  Corp., 
owner,  filed,  February  17,  1930,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner,  affecting  premises  915-919  Broad¬ 
way,  Borough  of  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  No¬ 
vember  22,  1929  (Letter  dated  March  1,  1930),  read: 

“Order  No.  66003-LD : 
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and 


“1.  Provide  an  enclosure  of  fireproof  material  around 
the  accommodation  stairways  between  cellar  and  first 
story  at  northeast  corner  of  building  and  between 
mezzanine  and  2nd  story  at  northwest  side  of  build¬ 
ing,  all  openings  to  be  protected  with  approved  fire  doors 
as  per  Section  270  of  the  Labor  Law.  , 


and 


“Order  No.  66004-LD :  .  .  „ 

“1.  Remove  all  articles  or  wares  from  stairway 
enclosure  or  from  the  landings,  platforms  or  passage¬ 
ways  connected  therewith  including  lunch  counter  in 
hall  at  1st  story  southeast  side  of  building  as  per  rules 
of  the  Board  of  Standards  and  Appeals.  , 


Whereas,  the  building  is  fireproof,  twenty  stones 
height  72  ft.  4  in.  by  128  ft.  4  in.,  irregular,  in  area, 
OCCUPIED:  cellar,  storage,  5  persons;  1st  story,  store, 
upper  stories,  manufacturing,  50  persons  each  story, 
FOUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
svstem  •  EXITS:  two  interior  fireproof  stairways,  extending 
from  the  first  story  to  roof,  enclosed  in  fireproof  partitions, 

with  fireproof  doors  at  openings ;  and  M  fifinno 

Whereas  the  petitioner  claims,  as  to  Order  No.  6600 
LD  the  two  required  means  of  exits  for  the  building  are 
provided  in  accordance  with  the  labor  law ;  the  two  stair¬ 
ways  affected  by  the  order  are  used  only  as  auxiliary  stair¬ 
ways  to  accommodate  the  employees  were  constructed  under 
approved  plans  in  1924,  when  the  building  was  erected, 
furthermore,  the  petitioner  proposes  to  provide  automatic 

kalamein  trap  doors  at  openings  so  ^  to  spJad  \ 

fire ;  petitioner  claims,  as  to  Order  No  G6004-LD,  there  is 
a  lunch  room  in  Broadway  entrance  hall,  8  ft.  by  ~6  ft.,  e 
closed  in  fireproof  partitions,  containing  two  plate  glass 
windows  and  one  door,  with  plate  glass  panel,  opening  t 
entrance  hall ;  furthermore,  the  petitioner  proposes  to  glaze 
the  windows  and  door  with  two  layers  of  wire  glass  with 
air  space,  lights  not  to  exceed  360  sq.  in.  each,  and 

Whereas,  the  building  is  equipped  and  provided  thr oug  - 
out  otherwise  with  legal  stairs  and  exits,  and  the  order 
refers  to  the  single  tenancy  of  the  cellar,  first  and  second 


Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  he  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  1  of  Order  No.  66003-LD,  on  condition,  that  an  auto¬ 
matic  fireproof  trap  door  shall  be  provided  at  the  first  floor 
level  and  second  floor  level,  only  so  long  as  these  two  floors 
are  occupied  in  single  tenancy,  and  that  the  .  petition  as 
Order  No  66004-LD  be  and  it  hereby  is  denied. 


102-30-S.  _  ^  . 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Metcalfe  Realty  Co.,  owner. 

SUBJECT _ Variation  of  the  labor  law,  as  cited  in  an  order 

of  the  fire  commissioner. 

PREMISES  AFFECTED-32  West  32nd  street,  Manhat¬ 
tan. 

APPEARANCES—  , 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  d 

ACTION  ONBOARD— Petition  granted  on  condition. 

THE  VOTE- t^e:  chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  Q 

Negative  .  0 

Absent  . 


affecting  premises  32  West  32nd  street,  Borough  of  Man 

hattan ;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  - 
June  14,  1929  (Order  No.  58086-LD),  reads:  I  I 

“2.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  buildini 
by  constructing  a  fireproof  passageway  with  an  unob 
structed  width  of  at  least  3  ft.  throughout  leading  t< 
the  street,  adequately  lighted  at  all  times  during  working 
hours  or  by  means  of  providing  access  to  an  open  are;  i 
having  communication  with  the  street.” ; 

Whereas,  the  building  is  non-fireproof,  six  stories  (6 
ft  2  in.)  in  height,  25  ft.  by  94  ft.  in  area;  OCCUPIED 
1st  story,  stores;  2nd  story,  manufacture  of  display  fix 
tures,  2  persons;  3rd  story,  picture  studio,  7  persons;  4t 
story,  manufacture  of  caps,  12  persons;  5th  story,  shipping 
4  persons;  6th  story,  vacant;  EXITS:  an  interior  woode 
stairway,  extending  from  the  first  story  to  roof,  enclose 
in  wire  lath,  studs  and  cement  mortar  partitions,  with  fire 
proof,  self-closing  doors  at  openings ;  a  fire,  escape  on  th 
rear  of  the  building,  having  fireproof  openings  along  thl 
course  thereof,  extending  from  the  second  story  to  roo 
with  iron  platform  and  stairs  connecting  the  second  stoi 
balcony  with  the  fire  escapes  on  building  adjoining  at  soutl 
ROOFS  of  adjoining  buildings :  seven  stories  higher  ; 

west;  2  ft.  lower  at  east;  and 
Whereas,  the  petitioner  claims  the  building  was  erect, 
prior  to  1903;  safe  egress  is  maintained  from  second  stoi: , 
balcony  by  means  of  connecting  balcony  to  rear  fire  escaj 
on  building  adjoining  at  south,  which  in  turn  connects  wi-l 
a  fireproof  passageway  in  building  Nos.  25-29  West.  31 
street,  leading  direct  to  the  street.;  furthermore,  the  petition 
contends  that  such  egress  is  practically  the  same  as  the  egre 
accepted  by  the  board  under  Cal.  No.  902-21-S,  affectik- 
Nos.  31-33  West  31st  street;  and  . 

Whereas,  these  conditions  have  existed  since  the  erectu  I 

of  the  building  in  1903 ;  and  . 

Wherevs  the  board  ratifies  the  action  of  the  fire  pr 
vention  bureau  in  Cal.  No.  902-21-S,  with  respect  to  th 
fire  escape  as  egress  from  the  fire  escape  of  the  premi; 
immediately  to  the  rear  on  West  31st  street. 

Resolved,  that  the  board  of  standards  and  appeals  d< 
hereby  make  a  variation  in  the  requirements  of  the  tat 
law  and  that  the  petition  be  and  it  hereby  is  granted ,  or 
so  far  as  it  affects  the  egress  from  the  termination  of  1: 
fire  escape,  on  condition  that  the  balcony  at  the  secc 
story  level  shall  be  connected  by  means  of  iron  pi- 
form  to  fire  escape  on  the  building  immediately  to  : 
rear  at  Nos.  31-33  West  31st  street;  that  there  shall: 
provided  and  maintained  an  iron  stairway  of  not  more  tn 
60  degrees  from  the  rear  of  the  first  story  connected  to  e 
balcony  at  the  second  story ;  that  the  building  sha  ■ 
increased  in  height  or  area,  and  that  the. occupancy  s  a 
limited  to  the  legal  capacity  of  the  interior  stairs. 


THE  RESOLUTION— 

(102-30-S) 

Whereas,  Croker  National  Fire 
Co  for  Metcalfe  Realty  Co.,  owner,  filed,  February  10 
1930  a  petition  for  a  variation  from  the  requirements  of 
the  lak>r  law.  as  cited  in  an  order  of  the  fire  commissioner, 


221-30-S. 

PETITIONER— Associated  Press,  lessee.  .  j 

SUBJECT— Variation  of  the  labor  law,,  as  cited  in  eli¬ 
sions  of  the  superintendent  of  buildings.  . 

PREMISES  AFFECTED— 379  Madison  avenue  and  >; 
Vanderbilt  avenue,  northeast  corner  of  MadiJ 
avenue  and  East  46th  street,  Manhattan. 

APPEARANCES—  .  ,  .  Ti 

For  Petitioner:  H.  B.  Kelly  and  N.  A.  Huse. 
ACTION  OF  BOARD — Petition  granted  on  condition. 
PlrlE  VOTE _ 

Affirmative:  Chairman  Walsh,  Commissioner; 
Holland  and  Guilfoyle  and  Deputy  Chiei 

McElligott  . . . . 

Negative:  Commissioner  Connell . . 

Absent  . 
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TE  RESOLUTION— 

(221-30-S) 

Vhereas,  Associated  Press,  lessee,  filed,  March  28,  1930, 
etition  for  a  variation  from  the  requirements  of  the  labor 
[■,  as  cited  in  decisions  of  the  superintendent  of  buildings, 
acting  premises  379  Madison  avenue  and  55  Vanderbilt 
nue,  northeast  corner  of  Madison  avenue  and  East  46th 
;et,  Borough  of  Manhattan;  and 

Vhereas,  the  decision  of  the  superintendent  of  buildings, 
dered  March  20,  1930  (re  certificate  of  occupancy — prem- 
,  379  Madison  avenue),  reads: 

“With  reference  to  your  application  for  a  certificate 
of  occupancy  for  379  Madison  Avenue,  northeast  corner 
46th  Street,  which  application  includes  the  use  of  the 
sixth  floor  for  offices  and  photo  developing  and  photo 
printing,  we  beg  to  state  that  this  Certificate  of  Occu¬ 
pancy  cannot  be  issued  for  this  use  for  the  reason  that 
the  Fire  Department  classes  this  as  factory  work  and 
this  building  does  not  comply  with  the  Labor  Law.”; 

1 

Vhereas,  the  decision  of  the  superintendent  of  buildings, 
.dered  April  14,  1930,  reads: 

“  .  .  .  the  building  does  not  meet  the  requirements 
of  the  Labor  Law  for  buildings  erected  after  1913  and 
the  following  objections  were  noted: 

[  “1.  Exterior  windows  (area  of  glass)  at  1st  and  2nd 

stories  exceed  720  square  inches, 
i  “2.  All  steel  should  be  protected  with  two  inches  of 
fireproofing  material. 

“3.  All  partitions  of  public  corridors  should  be  ot 
fireproof  material  not  less  than  6  inch  thickness. 

“4.  All  doors  in  public  corridors  to  subdivided  spaces 
should  swing  outwardly  and  be  fireproof.  Plain  glass  in 
same  is  unlawful. 

”5.  Two  unobstructed  means  of  exit  should  be  pro¬ 
vided  from  all  floors  of  the  building ;  this  includes  cellar 
and  subcellar.  Two  tenants  noted  on  the  9th  floor 
where  tenant  on  easterly  side  must  pass  through  space 
■  occupied  by  the  other  to  reach  interior  stair. 

“6.  All  doors  opening  on  fire  tower  balconies  and 
into  fire  tower  itself  should  be  fireproof,  wire  glass  in 
same  is  prohibited. 

“7.  Public  corridor  at  1st  floor  on  westerly  side 
(termination  of  interior  stair)  should  be  fireproof  to 
the  building  line.  Plain  glass  in  north  wall  of  same  is 

unlawful.  .  , 

“8.  Opening  in  party  wall  on  the  13th  story  (marked 
12th  floor)  communicating  with  interior  stairs  of  build¬ 
ing  at  the  north  should  be  protected  on  both  sides  of 
wall  with  approved  fireproof  doors. 

“9.  Revolving  doors  leading  to  restaurant  on  1st 
floor  are  unlawful  in  that  a  three  feet  wide  swinging 
door  adjoining  same  is  not  provided.” ; 
d 

Whereas,  the  building  is  fireproof,  twelve  stories  (160 
)  in  height,  215  ft.  8  in.  by  100  ft.  4^2  in-  area' 
ZCUPIED  as  an  office  building,  310  persons  on  each  story; 
:ated  within  a  retail  use  district;  EQUIPPED  with  a 
rinkler  system  and  a  fire  alarm;  EXITS:  a  fire  tower; 
interior  fireproof  stairway,  extending  from  the  first  story 
roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors 
openings;  and 

Whereas,  the  petitioner  proposes  to  install  a  photographic 
partment  on  the  sixth  story  for  developing  and  printing 
otographs ;  to  construct  solid  steel  partitions  enclosing 
ree  dark  rooms,  a  photograph  room  and  a  mailing  room 
the  center  of  the  building  on  sixth  story ;  furthermore, 
e  petitioner  contends  that  no  films  will  be  used ;  and 
Whereas,  it  is  proposed  to  develop  glass  negatives  for 
elusive  office  use  of  the  tenant  of  this  floor ;  and 
Whereas,  the  board  deems  that  this  is  not  industrial 
eration  within  the  meaning  of  the  law  in  this  particular 
ace  within  this  specific  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 


hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  work  shall  be  restricted  to  the  develop¬ 
ment  of  and  printing  from  glass  plates  only  for  professional 
use  in  this  tenancy ;  that  this  work  shali  be  restricted  to 
a  space  not  exceeding  500  sq.  ft.  on  the  sixth  floor  of  No. 
379  Madison  avenue,  during  the  occupancy  and  tenancy  of 
the  petitioner,  The  Associated  Press ;  that  this  space  shall 
be  separated  from  the  main  corridor,  halls  and  passageways 
by  walls  or  partitions  of  approved  masonry,  with  self¬ 
closing,  fireproof  doors  at  openings  to  the  public  corridor, 
and  that  the  building  otherwise  shall  conform  in  all  respects 
with  the  requirements  of  the  building  code  for  a  business 
building. 


119-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Loulena  Holding  Corp.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 149  Spring  street,  Manhattan. 
APPEARANCES—  ' 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 


Connell.  Holland  and  Guilfoyle .  4 

Negative:  Deputy  Chief  McElligott .  1 

Absent  .  0 

THE  RESOLUTION— 

(119-30-S) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co  ,  for  Loulena  Holding  Corp.,  owner,  filed,  February  15 
1930,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  149  Spring  street,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  3,  1929,  and  letter  dated  February  3,  1930  (Order 
No.  65683-LD) ,  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  north  side  of 
building  by  constructing  a  fireproof  passageway  with  an 
unobstructed  width  of  at  lea,st  3  ft.  throughout,  leading 
to  the  street,  adequately  lighted  at  all  times  during 
working  hours,  or  by  means  of  providing  access  to  an 
open  area  having  communication  with  the  street,  as  per 
Section  273  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  (94  ft. 
8  in.)  in  height,  25  ft.  by  100  ft.  in  area  at  first  story  and 
25  ft.  by  94  ft.  in  area  above;  OCCUPIED:  cellar,  car¬ 
penter  shop,  3  persons;  1st  story,  store;  2nd  story,  printing, 
5  persons ;  3rd  story,  manufacture  of  underwear,  9  per¬ 
sons;  4th,  5th,  6th  and  8th  stories,  vacant;  7th  story,  office 
and  stock,  4  persons;  EQUIPPED  with  a  fire  alarm  signal 
system ;  EXITS :  an  interior  steel  and  marble  stairway,  ex¬ 
tending  from  the  first  story  to  roof,  enclosed  in  brick  and 
terra  cotta  partitions,  with  fireproof,  self-closing  doors  at 
openings;  two  fire  escapes,  one  on  the  front  and  one  on  the 
rear  of  the  building,  the  rear  fire  escape  having  fireproof 
openings  along  the  course  thereof,  extending  from  the  second 
story  to  roof,  with  iron  steps  leading  to  roof  of  one-story 
extension  adjoining  at  north;  the  front  fire  escape  having 
non-fireproof  openings  along  the  course  thereof,  extending 
from  second  story  to  top  story,  with  sliding  drop  ladder  in 
guides  to  sidewalk;  ROOFS  of  adjoining  buildings:  three 
stories  lower  at  east:  two  stories  lower  a.t  west;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1897  and  the  present  occupancy  is  practically  the  same 
since  that  time;  safe  egress  is  maintained  from  rear  fire 
escape  by  means  of  iron  steps  from  lowest  balcony  to  roof 
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of  one-story  extension  adjoining  at  north,  then  through 
plain  glass  windows  to  the  second  story  of  No.  99  Wooster 
street,  occupied  by  Fire  Department  Engine  Co.  No.  13; 
such  egress  was  accepted  by  the  superintendent  of  buildings 
and  the  labor  department  in  1915,  when  the  fire  escape 
was  erected  under  an  order  from  the  department  of  labor; 
furthermore,  the  petitioner  proposes  to  occupy  the  building 
up  to  the  capacity  of  the  interior  stairway;  and 

Whereas,  the  condition  as  to  the  egress  from  the  rear 
fire  escape  at  second  story  had  been  accepted  by  the  labor 
department  under  date  of  April  21,  1915,  and  that  the  fire 
escape  otherwise  throughout  complies  with  the  regulations  in 
all  respects ;  and 

Whereas,  an  exterior  iron  stairway  is  provided  at  the 
rear  of  the  first  story  connected  to  the  balcony  at  the  second 
story  level  with  egress  from  second  story  level  to  the  roof 
of  the  adjoining  extension  at  the  rear,  with  egress  there¬ 
from  through  plain  glass  windows. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  egress  from  the  termination  of  the 
rear  fire  escape,  on  condition  that  the  fire  escape  in  the 
front  of  the  building  shall  be  maintained;  that  the  occu¬ 
pancy  shall  be  restricted  to  the  legal  capacity  of  the  interior 
stairway,  and  that  the  building  shall  be  not  increased  in 
height  or  area. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


186-29-SA. 


PETITIONER — John  Manton,  for  National  Airoil  Burner 
Co.,  owner. 

SUBJECT — National  Airoil  Low  Pressure  Burner,  approval 
of. 


APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  report  of  fire  de¬ 
partment  ;  report  of  fire  department  adopted ;  ap¬ 
pliance  approved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
APPLIANCE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

( 186-29-SA) 

Whereas,  John  Manton,  for  National  Airoil  Burner  Co., 
owner,  filed,  March  21,  1929,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  National  Airoil  Low  Pressure  Burner ;  and 
Whereas,  this  device  was  submitted  to  the  department 
for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  March  25,  1930,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  National  Airoil  Low 
Pressure  Oil  Burner  for  use  in  commercial  and  industrial 
installations,  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  in  con¬ 
formity  with  the  report  of  the  bureau  of  fire  prevention. 

737-29-SA. 

PETITIONER — John  J.  Cox,  for  Piatt  Heaters,  Inc., 
owner. 

SUBJECT — Piatt  Oil  Burning  Water  Heater,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  report  of  fire  de¬ 
partment;  report  of  fire  department  adopted;  ap¬ 
pliance  approved  in  accordance  therewith. 


THE  VOTE  TO  ADOPT  REPORT  AND  APPROV 
APPLIANCE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(737-29-SA) 

\\  hkreas,  John  J.  Cox,  for  Piatt  Heaters,  Inc.,  owne 
filed,  December  18,  1929,  a  petition  with  the  board  of  stan 
ards  and  apeals  for  approval  of  their  device  known  as  tl 
Piatt  Oil  Burning  Water  Heater;  and 
Whereas,  this  device  was  submitted  to  the  fire  departme 
for  test  and  report  and  the  report  of  the  chief  of  the  bure; 
of  fire  prevention  dated  March  27,  1930,  recommends  t' 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  approve  the  device  known  as  the  Piatt  Oil  Burnii 
Water  Heater  for  use  in  domestic  installations,  when  i, 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  < 
standards  and  appeals  and  in  conformity  with  the  report  < 
the  chief  of  the  bureau  of  fire  prevention. 


813-28-SA. 

PETITIONER — William  F.  Doyle,  for  Kleen  Heat  Atlant 
Distributing  Co.,  owner.  j 

SUBJECT — Challenger  Kleen  Heat  Burner,  Series  No.  lOi 
approval  of.  * 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  report  of  fire  d 
partment;  report  of  fire  department  adopted;  a 
pliance  approved  in  accordance  therewith 
THE  VOTE  TO  ADOPT  REPORT  AND  APPROV 
APPLIANCE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(813-28-SA) 

Whereas,  William  F.  Doyle,  for  Kleen  Heat  Atlant 
Distributing  Co.,  owner,  filed,  October  25,  1928,  a  petitic 
with  the  board  of  standards  and  appeals  for  approval  <; 
their  device  known  as  the  Challenger  Kleen  Heat  Burne 
Series  No.  100;  and 

Whereas,  this  device  was  submitted  to  the  fire  departmei 
for  test  and  report,  and  the  report  of  the  chief  of  the  bures 
of  fire  prevention  dated  April  8,  1930,  recommends  the  a] 
proval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  approve  the  device  known  as  the  Challenger  Klee 
Heat.  Burner,  Series  No.  100,  for  use  in  domestic  and  con' 
mercial  installations,  when  installed  in  accordance  with  tl 
fuel  oil  rules  of  the  board  of  standards  and  appeals  and  i 
conformity  with  the  report  of  the  chief  of  the  bureau  of  fii 
prevention. 


556-29-SA. 

PETITIONER — Ernest  Camerino,  owner. 

SUBJECT — Volcano  Automatic  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  report  of  fire  d* 
partment;  report  of  fire  department  adopted;  a; 
pliance  approved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROV 
APPLIANCE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  .  1 
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4E  RESOLUTION— 

(556-29-SA) 

Whereas,  Ernest  Camerino,  owner,  filed,  September  10, 
29,  a  petition  with  the  hoard  of  standards  and  appeals  for 
proval  of  their  device  known  as  the  Volcano  Automatic 

1  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
r  test  and  report  and  the  report  of  the  chief  of  the 
reau  of  fire  prevention  dated  April  15,  1930,  recommends 
L*  approval  of  the  device. 


solved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Volcano  Automatic 
U!  BVrnci!,  \or.  domestic,  commercial  and  industrial  use 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
oard  of  standards  and  appeals  and  in  conformity  with  the 
report  of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  6.00  p.  m. 

Y\  illiam  J.  O  Gorman,  Secretary, 


MINUTES 


♦CORRECTION. 

"he  minutes  of  the  meeting  of  the  board  of  standards 
:  appeals  held  April  2,  1929,  as  they  appeared  in  Bulletin 
.  15,  Vol.  XIV,  are  hereby  corrected  to  read  as  follows: 

!E  RESOLUTION— 


(554-28-S) 

V'hereas,  B.  M.  Maltz  and  Sons,  Inc.,  owner,  filed,  June 
!  1928,  a  petition  for  a  variation  from  the  requirements 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis- 
aer,  affecting  premises  207-225  Varick  street,  Borough 

Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
ober  24,  1927,  reads : 

1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals  and  the  enclosed  approved  lav- 

out.”  : 


'here as,  the  building  is  fireproof,  twelve  stories  (161 
in  height,  200  ft.  by  125  ft.  in  area;  OCCUPIED: 
story,  restaurant,  show  rooms,  stores  and  bank,  50  per- 
L.:  2nd  story,  offices,  40_gersons;  3rd  to  5th  stories,  in- 
ive,  tenant  factories,  200  persons  per  story;  6th  story, 

Correction — IVords  “the  installation  of  a-  fire  alarm  sys- 
thronghout  the  building  and  the  omission  of  sprinkler 
kment  in”  added  in  line  38  of  resolution  and  word  “other- 
in  next  to  last  line. 


tenant  factory,  250  persons;  7th  and  8th  stories,  offices,  100 
persons  per  story;  9th  story,  tenant  factory,  200  persons; 
10th  and  11th  stories,  tenant  factories,  150  persons  per 
story ;  12th  story,  tenant  factory,  225  persons ;  EQUIPPED 
in  part  with  a  sprinkler  system  and  a  central  alarm  fire 
signal  system ;  EXITS:  three  interior  fireproof  stairways, 
extending  from  the  first  story  to  roof,  enclosed  in  fireproof 
partitions,  with  fireproof  doors  at  openings;  and 

V  hereas,  the  sprinkler  heads  of  the  sprinkler  system 

have  been  removed  in  the  portion  of  the  building  occupied 
as  a  bank — the  Clarkson  street  front  of  the  first  storv 
and  J  ’ 

V  hereas,  a  limited  area  of  the  premises  on  the  first  story 
at  the  corner  formed  by  Varick  and  Clarkson  street  is 
occupied  by  a  bank,  the  bank  occupancy  being  separated  from 
the  remainder  of  the  premises,  first  story,  by  walls  of  ap¬ 
proved  masonry. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  installation  of  a  fire  alarm  system 
throughout  the  building  and  the  omission  of  the  sprinkler 
equipment  in  the  space  occupied  by  the  bank,  limited  to  the 
dimensions  as  indicated  in  the  plans  filed  in  this  petition, 
on  condition  that  the  requirements  of  the  labor  law  otherwise 
shall  be  complied  with  and  that  an  approved  sprinkler  system 
be  installed  and  maintained  otherwise  throughout  the  build¬ 
ing. 


fssi 

APPLIANCES 


APPROVED  FIRE  LINE  HOSE  VALVES 


A— 150  LBS.  WATER  WORKING  PRESSURE 
y  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 

>anks  Company .  81-20-SA 

York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

worth  Company . *  899-27-SA 

•  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

er  National  Fire  Prev.  Eng.  Co .  304-28-SA 

ns  Brothers .  779-28-SA 

J  Allen  Mfg.  Co .  890-28-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


W.  D.  Allen  Mfg.  Company .  1151-27-SA 

Walworth  Company .  900-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 


— y — — - -  - -  - - - — 

FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


applicants,  under  the  building  zone  resolution,  desire 
s  of  Form  7NO,  for  notices  to  property  owners,  such 
5  are  pot  to  be  supplied  by  this  office. 
e  applicant  is  entitled  only  to  one  copy  of  form  7NO 

rly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row.  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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APPLIANCES 


Approved 


Name  of  Burner 

*A.  B.  C.  Oil  Burner .  ^95-24-SA 

♦Aetna  Automatic  Oil  Burner .  154.-23-bA 

♦Aladdin  Oil  Burner .  2 

♦Alexander  Oil  Burner... .  <s A 

Anthony  Nebulyte  Oil  Burner .  12I"2‘ca 

♦Arcoil  Heat  Machine . ;••••••••• .  <?  o  ?  ca 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  ^-21-bA 

♦Baker  Automatic  House  Heating  Burner -  1323-22-bA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  .SJ’S’ca 

Ballard  Automatic  Oil  Burner......... .  J^3-23-bA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-SA 

Ballard  Jr.  Oil  Burner...... . .  1176-22-bA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

♦Ballard  Super  Domestic  Oil  Burner .  939-24-bA 


♦Bayard  Domestic  Fuel  Oil 


571-29-SA 

1'57-28-SA 

813-28-SA 


26-22-SA 


iv.  v.  v^..  Burner .  1184-22-SA 

♦Berggren  Oil  Burner .  iIJl'iiSA 

Best  Calorex  Burner .  SA 

♦Bettendorf  Oil  Burner .  Ill  90  Sa 

Burnwell  Mechanical  Burner . 

♦Caloroil  Burner-Type  AA .  1381-?4_‘£* 

♦Carborundum  Burner . 

♦Century  Oil  Burner . •  •  v  •  *  ”  *• 

♦Challenger  Kleen  Heat  Burner,  Series  No.  100 

Coen  Mechanical  Oil  Burner . 

♦Combustion  Fuel  Oil  Burner .  1  §  A 

♦Combustion  Fuel  Oil  Burner,  Type  B .  29o-.9  b 

♦Commonwealth  Oil  Burner .  JS'mQA 

Cornell  No.  1  Type  A  Oil  Burner .  £I’X"Ia 

Crescent  Oil  Burner. . -  •  • .  426-29-SA 

♦Crown  Oil  Burner,  Type  XA .  90  <?A 

♦Crystal  Blue  Flame  Oil  Burner .  4??ti"§A 

Dahl  Mechanical  Fuel  Oil  Burner .  0J?,«IIa 

♦Dahl  Vaporizing  Oil  Burner .  J 

♦Dist-o-matic  Oil  Burner .  SJJ  m  SA 

♦Eisler  Automatic  Oil  Burner .  ISo'oi’sA 

♦Electrol  Automatic  Oil  Burner .  * 

Enterprise  Rotary  Fuel  Oil  Burner .  US'mSA 

♦Espo  Oil  Gas  Burner .  1431-23-bA 

♦Faultless  Oil  Burner . 

Fess  Turbine  Burner ..  . •  ■  •  ■  ' 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 

. . 

♦Foster  Oil  Burner .  «A 

Frankfort  Type  P  Oil  Burner .  'SS’S'sA 

♦Franklin  Domestic  Oil  Burner .  ' 

Gem  Fuel  Oil  Burner..... .  . 

Gilbert  &  Barker  Fuel  Oil  Burner .  JSS’S’s A 

♦Gill  Oil  Burner........... .  ow’S’sA 

♦Goodspeed  Automatic  Oil  Burner .  '  ^ 

£7' °;!i,omi2er lilt Ja 

Gulf  Oil  Burner .  197R-21-SA 

Hammel  Oil  Burner...... . .  •  . .  “ 

♦Hardinge  Oil  Burner  and  Pump  Set .  813-25  5J 

♦Hart  Automatic  Oil  Burner....... . 

Hauck  Venturi  Low  Pressure  Oil  Burner.. 

♦Heatiator  Oil  Burner . 

Holby  Oil  Burner......... . 

♦Holbv  Type  A  Fuel  Oi  Burner .  JS  S’ SA 

Holby  Type  B  Fuel  Oil  Burner .  mi-M-SA 

♦Homer  Domestic  Oil  Burner .  g? 

Induslo  Fuel  Oil  Burner  1-27 .  mnJlS-SA 

♦International  Oil  Burner.  ••••••  ••••  . .  ___  a 

♦Johnson  Improved  Rotary  Fuel  Oil  Burner. 

Joyce  Oil  Burner . 

*K.' F.  C.  Oil  Burner .  eA 

♦Kleen  Heet  Oil  Burner .  82  2  gA 

♦Kres-ICno  Oil  Burner .  ii!ai-97-SA 

Lawrence  May  Oil  Burner .  19q  c  a 

Liberty  Automatic  Heater .  }?:“!;  gA 

T.ientz  Oil  Burner .  155-20-bA 


FUEL  OIL  BURNERS 
by  the  Board  of  Standards  and  Appeals 
Calendar  No.  Name  of  Burner  Calendar  14 

Mahrvel  Low  Pressure  Burner .  859-26-' 

Marr  Oil  Heat  Machine .  765-26-S 

Maxon  Oil  Burner  (New  Style) .  1036-22-E 

♦May  Oil  Burner .  68-24-5 

♦Mayflower  Oil  Burner .  124-29-1 

♦Mcllvane  .  544-29-f, 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-1 

♦Morrissey  Oil  Burner . *  673-27-1 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25-1 

Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-1 

Morse  Fuel  Oil  Burner .  820-23-1 

♦Moussette  Oil  Burner .  887-25-1; 

National  Airoil  High  Pressure  Burner .  185-29-!, 

National  Airoil  Low  Pressure  Burner .  186-29-17 

♦National  Rotary  Oil  Burner .  836-25-! 

♦New  Process  Oil  Burner .  1071-27-1. 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-,. 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-!i 

♦Nokol  Automatic  Heater . .  1078-24-!. 

North  American  Low  Pressure  Oil  Burner..  792-26-1, 

♦Nu-Way  Oil  Burner .  773-28-!; 

*Orr  Fuel  Oil  Burner .  113-26-!. 


♦Paramount  Oil  Burner .  1193-25-!. 


1094-27-SA 

715-26-SA 


88-27-SA 
1346-23-SA 
328-27-SA 


938-22-SA 

852-26-SA 

846-25-SA 


Used  mainly  in  domestic  installations. 


♦Pascoe  Oil  Burner  and  Pump  Set . . . . .  1029-26-,. 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner . 161-26-!. 

Petro  Mechanical  Burner  and  Air  Register..  735-24-!. 

♦Petro  Burner,  Model  0 .  78-28-. 

♦Piatt  Oil  Burning  Water  Heater .  737-29-. 

♦Pioneer  Automatic  Oil  Burner .  1259-27-:,. 

Burner  .  644-21-  k 

♦Powerlight  Oilheat  Burner .  628-23- . 

Quinn  Oil  Burning  Equipment .  367-21- 1 

♦Rayfield  Oil  Burner .  504-26- . 

Ray  Rotary  Fuel  Oil .  504-23-U 

♦Re-Ly-On  Oil  Burner .  745-26-a 

♦Remington  Oil  Burner . .  •  891-26-1 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-28- 1 

♦Rickard  Oil  Burner .  1011-27- 1 

Rockwell  Fuel  Oil  Burner .  341-21- 1 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-4 

♦Richmond  Gravity  Fuel  Oil  Burner .  1 193-22-  v 

♦Schulse  Home  Oil  Burner .  1487-23-  i 

♦Security  Oil  Burner .  56-28-4 

♦Silent  Automatic  Oil  Burner . . .  458-26-4 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-4 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-4 

Steam  Oil  Burner .  183-22-4 

♦Stroud-in-the-Door  Burner .  129-27-4 

♦Stuhler  Oil  Burner .  618-27-4 

♦Summerheat  Oil  Burner.. .  581-28-4 

♦Sundstrand  Automatic  Oil  Burner .  755-26-4 

Surface  Combustion  Low  Pressure  Burner..  92-23-4 

♦Sword  Automatic  Oil  Burner .  951-25-4 

♦Tabor  Automatic  Oil  Heaer,  Type  “D” .  778-28- 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24- 

Tate-Jones  No.  6  Oil  Burner .  1444-23-4 

♦Timken  Oil  Burner,  Model  20 .  28T-Z9 - 

♦Timken  Rotary  Oil  Burner .  297-29- 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22- 

Todd  Rotary  Fuel  Oil  Burner... .  454-25- 

Todd  Steam  Atomizing  Fuel  Oil  Burner -  123’2q  j 

♦Torridheat  Oil  Burner . 

♦Uni-Lec-Tric  Oil  Burner .  498"In  i 

♦United  States  Oil  Burner .  620"«;  1 

♦Universal  Fuel  Oil  Burner . 

♦Vesta  Oil  Burner.... . 

♦Volcano  Automatic  Oil  Burner .  10  or  / 

♦Wavne  Oil  Burner  Pump  and  Fan  Set .  1155-25- 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr . 

♦Winslow  Industrial  Burner . 

York  Automatic  Oil  Burner . 


918-22  ^ 
19-25-H 
44-29- J 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

i29  27-A — 39  Fifth  avenue,  Manhattan. 
i)30-27-A — 13-16  Central  Park  West,  Manhattan. 
i»31-27- A — 20-28  West  72nd  street,  Manhattan. 
llH2-27- A — 242-248  West  76th  street,  Manhattan. 

174- 29-A — 11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

!>10-22-SA — Crocker  Gas  Valve,  approval  of. 

99-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
73-22-SA — Anti-Syphon  Valve,  approval  of. 

30-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

49-22-S A — Coen  Oil  Burner,  approval  of. 

57-23-S A  — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

24- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
27-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

175- 23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga< 

Shut-Off  Valve,  approval  of. 

79-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

97-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
43-23-SA— Automatic  Gas  Shut-Off,  approval  of. 
25-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

52- 23-S A — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 

lyn  Co.) 

46-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
[50-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
92-24-SA — HoLzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

55-24-S  A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

16-24-SA — Milnes  Oil  Burner,  approval  of. 

42-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 
46-24-SA — Salvo  Fire  Extinguisher,  approval  of. 

59-24 -S  A — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
00-24-SA — Smolensky  Check  Valve,  approval  of. 
85-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

63- 25-SA— Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

64- 25-SA — Koerting  Gear  Pump,  approval  of. 

46-25-SA — Palmer  Gravity  Lock,  approval  of. 

53- 26-SA — Signal  Weatherproof  Bells,  approval  of. 
64-26-SA — Kork-n-Seal,  approval  of. 

97-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 


484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

tlO-27-SA — Wilbur  Extinguisher,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27-SA — Romec  Rotary  Pump,  approval  of. 

1162-27 -SA — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

2 ! 3-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA — Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

* 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

163-29-SA — Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

209- 29-SA— A  Diamond  “S”  2l/2-lnch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

510-29-SA — Hercules  Oil  Burner,  approval  of. 

535-29-S A: — Croker  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA — Electromatic  Oil  Burner,  approval  of. 

637-29-S A — Merco  Oil  Burner,  approval  of. 

684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-SA — Super  Automatic  Oil  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 

54-30-SA — Carter-Korth  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  April  16,  1930 .  265 

Restored  to  calendar .  20 

Miscellaneous  Applications. 

Requests  to  reopen .  69 

Requests  to  amend .  7 

Requests  for  modification .  9 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  27 

Requests  for  extension  of  permit .  2 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  14 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  805 

Disposed  of .  412 

Cases  {lending  April  16.  1930 .  393 


DISPOSITION  OF  CASES. 


Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition .  1, 

Appliances  approved . . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 


Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn. 

Interpretations  . . . 

Requests  withdrawn  or  dismissed . 


Total 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  .  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 


Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  i|l 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  : 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failil 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  1 
cases  promptly,  for  the  reason  that  the  pendency  of  i 
appeal  or  petition  ties  the  hands  of  the  administrative  c- 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petit.] 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of 
appellant  or  petitioner  to  file  necessary  data,  or  by 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pi  I 
and  data  required  by  law  are  supplied,  as  specified  on  * 


blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t 

Name . . . 

Street . . . 

P.  O . . . 

My  subscription  is  to  begin  with  the  issue  for . .  . .  1930. 
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John  Guilfoyle 
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William  J.  O’Gorman,  Secretary. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gmers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Edward  V.  Barton,  Chief  Clerk. 


•fice — Municipal  Building,  Rooms  1001  to  1015. 
clephone — Worth  0184. 

,?fice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

/  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of 
10  A.  M. 

Regular 

Meeting, 

April 

22, 

1930, 

Minutes  of 

2  P.  M. 

Regular 

Meeting, 

April 

22, 

1930, 

Corrections. 

Exit  Rules — Factory  Exits  and  Revolving  Doors. 
Reserve  Calendar. 

Progress  Report. 


CALL  OF  CLERK’S  CALENDAR 

f  he  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  April  29,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  6,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  lie  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  April  23,  1930. 

Cal.  No.  Department.  Premises  Affected. 


277-30-BZ . . . 

— B.B.Q. 

...East  side  of  Farmers  ave.,  51.36 
ft.  north  of  Everitt  ave.,  St. 
Albans,  Q.,  N.  B.  1483-30 

276-30- A . 

....F.D... 

...68  Trinity  pi.,  Man., 

L.  C.  45700 

275-30- A . 

....F.D... 

...528-560  E.  118th  st.,  Man., 

F-71684 

274-30-BZ... 

....B.B.B. 

...86-90  Butler  st.,  Bklyn., 

Applic.  4087-30 

273-30-S . 

...F.D... 

...9  W.  31st  st.,  Man., 

L.  D.  58225 

272-30-BZ... 

....B.B.B. 

...440-446  Utica  ave.,  Bklyn., 

Applic.  3158-30 

271-30-A . 

....B.B.M. 

_ 117  W.  85th  st.,  Man., 

Elev.  Applic.  178-30 

270-30-S . 

...F.D... 

...133  W.  28th  st.,  Man., 

L.  D.  72968 

269-30-BZ . . . 

....F.D... 

...735-739  E.  9th  st.,  Man., 

L.  D.  55867 

268-30-S . 

...F.D... 

...101-103  W.  42nd  st.,  Man., 

L.  F.  72687 

267-30-BZ . . . 

....B.B.Q. 

...Northeast  corner  of  Foch  blvd. 
&  Springfield  blvd.,  St.  Al¬ 
bans,  Q„  N.  B.  1633-30 

266-30-BZ .  .  . 

..  ..B.B.B. ..  .314-322  Dahill  rd.,  Bklyn., 

Applic.  1035-30 

Restored  to  Calendar. 

170-29-BZ . . . 

....B.B.B. 

...274-278  Wyckoff  st.,  Bklyn., 

Alt.  1037-29 

CODE. 

F.D . 

H.D . 

B.B.B . 

B.B.M . 

...Bureau  of  Buildings,  Manhattan 

B-B.Q . 

b.b.r . 

•  ••••>•••< 

...Bureau  of  Buildings,  Richmond 

B  R.Bx . 

r  h.d . 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  29,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

492-29-BZ. 

APPLICANT — Charles  Schaefer,  Jr.,  for  Stephen  Theo- 
bold,  owner. 

PREMISES — 2183-2185  Grand  concourse,  west  side,  154.94 
ft.  south  of  East  182nd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  acme 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
conversion  of  occupancy  of  the  first  story  of  an 
apartment  house  from  residence  to  business  use 
(stores). 

2-30-BZ. 

APPLICANT — Felix  Solomon,  for  St.  Johns  Place  Corp , 
owner. 

PREMISES — 486-510  St.  Johns  place,  south  side,  100  ft. 
west  of  Classon  avenue,  Brooklyn. 


APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  mair 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 


APRIL  29,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

105-30- A — 222  East  31st  street,  Brooklyn. 

114-30-A— 337-353  McKibben  street  and  79-87  Bogai 
street,  northwest  corner,  Brooklyn. 

125-30-A — 635  Fulton  street,  southeast  corner  of  Hudsc 
avenue,  Brooklyn. 

133-30-A — 29-31  East  22nd  street,  Manhattan. 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

57-30-A — 123-141  West  57th  street,  Manhattan. 

187-30-A — 500-514  First  avenue,  400-430  East  30th  stra 
and  401-433  East  29th  street,  Manhattan. 

755-29-A— 1757-1763  Broadway  and  237  West  56th  stree 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stanc 
ards  and  appeals  of  a  public  hearing  under  the  provisior 
of  the  building  zone  resolution,  Tuesday  morning,  April  2' 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  o 
the  following  matters: 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  und< 
section  21  of  the  building  zone  resoh 
tion,  of  Kramer  &  Kleinfeld,  applicant 
on  behalf  of  Kuma  Investing  Corp 
owner,  to  permit  in  a  business  distrii 
the  erection  and  maintenance  of  a  gas( 
line  service  station ;  premises  40-01  t 
40-09  Greenpoint  avenue,  southwest  coi 
ner  of  Anable  avenue,  Long  Island  Cit; 
Borough  of  Queens. 

cal.  no.  71-30-BZ — Application,  January  30,  1930,  und< 
section  21  of  the  building  zone  resoh 
tion  of  William  F.  Doyle,  applicant,  c 
behalf  of  Harris  Rubin,  owner,  to  pei 
mit  in  a  business  district  the  erectic 
and  maintenance  of  a  gasoline  servi< 
station;  premises  1086-1108  Dumont  av< 
nue  and  887-911  New  Lots  avenir 
northwest  corner,  Brooklyn. 

cal.  no.  541-29-BZ — Application,  August  22,  1929,  und< 
section  21  of  the  building  zone  resoh 
tion,  of  McCooey  &  Conroy,  applicant 
on  behalf  of  Julia  A.  Flanagan,  owne 
to  permit  in  a  residence  district  the  ere< 
tion  and  maintenance  of  a  garage  ft 
the  storage  of  more  than  five  (5)  mote 
vehicles ;  premises  665-675  73rd  stree 
north  side,  103  ft.  8  in.  west  of  Seven) 
avenue,  Brooklyn. 

cal.  no.  30-30-BZ — Application,  January  16,  1930,  und< 
section  21  of  the  building  zone  resoh 
tion,  of  William  White,  applicant,  c 
behalf  of  Joseph  Diamond,  owner,  1 
permit  in  a  residence  district  the  ere 
tion  and  maintenance  of  an  office  to  1 
used  in  conjunction  with  an  existir 
gasoline  service  station ;  premisee  197 
1983  Ocean  avenue,  northeast  corner  < 
Avenue  O,  Brooklyn. 
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iL.  no.  53-30-BZ — Application,  January  24,  1930,  under 
lection  21  of  the  building  rone  resolu¬ 
tion,  of  Morris  Whinston,  applicant,  on 
behalf  of  Harry  Geier,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  97-107  Kenmare  street 
and  15  Cleveland  place,  northeast  cor¬ 
ner,  Manhattan. 

L.  no.  52-30-BZ — Application,  January  23,  1930,  under 
sections  6,  21  and  25  of  the  building 
rone  resolution,  of  Thomas  Craddock 
Hughes,  applicant,  on  behalf  of  Patrick 
J.  Whelan,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  1243-1257  East  45th  street, 
northeast  corner  of  Avenue  I,  Brooklyn. 

IL.  no.  61-30-BZ — Application,  January  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Annuncio  Ambrosio,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  246-26 
to  246-34  Sunrise  highway  and  138-16 
to  138-20  Washington  avenue,  southwest 
corner,  Rosedale,  Borough  of  Queens. 

U  no.  670-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Solomon  Weinstein,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  257-267  Senator 
street,  north  side,  470  ft.  9  in.  east  of 
Ridge  boulevard,  Brooklyn. 

>r.  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

.  no.  762-29-BZ — Application,  December  31,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidnev  A.  Fine,  applicant,  on 
behalf  of  Jas-Con  Realty  Corp.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  to  be  occupied  as  a  laundry ;  prem¬ 
ises  4618  Bronx  boulevard,  east  side, 
200.02  ft.  north  of  East  240th  street, 
The  Bronx. 

.  no.  679-29-BZ — Application,  November  20,  1929;  re¬ 
opened  March  4,  1930,  under  sections 


7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


APRIL  29,  1930,  2  P.  M. 

Petitions  for  Variations. 

673-29-S — 345-353  Seventh  avenue,  Manhattan. 

10-30-S — 7  East  48th  street,  Manhattan. 

1 11-30-S — 3  East  57th  street,  Manhattan. 

25-30-S — 37-28  57th  street,  Woodside,  Borough 
Queens. 

117-30-S — 254-256  West  31st  street,  Manhattan. 

134- 30-S — 520-524  West  41st  street,  Manhattan. 

137-30-S — 29  East  21st  street,  Manhattan. 

756-29-S — 1757-1763  Broadway  and  237  West  56th  street, 
Manhattan. 

135- 30-S — 20-22  West  57th  street,  Manhattan. 

162-30-S — 110  Ridge  street  (front),  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  6,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

724-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Beam  Holding 
Corp.,  owner. 

PREMISES — 1740  Edenwald  avenue,  northeast  corner  of 
East  233rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

118-30-BZ. 

APPLICANT — Sadye  Hydecker,  owner. 

PREMISES — Northeast  corner  of  Allerton  avenue  and 
Eastchester  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

123- 30-BZ. 

APPLICANT — William  F.  Doyle,  for  Albermale  Heights 
Building  Corp.,  owner. 

PREMISES — 703-729  Gravesend  avenue,  east  side,  240  ft. 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation  of 
a  gasoline  service  station. 

124- 30-BZ.  4' 

APPLICANT — Maurice  Deiches,  for  Fleetwood  Building 
Corp.,  owner. 

PREMISES — Southeast  corner  of  Williambridge  road  and 
Eastchester  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


391 


CALENDAR 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

130-30-BZ. 

APPLICANT — W.  D.  J.  McCarthy,  for  Bliss  Estates,  Inc., 
owner. 

PREMISES — East  side  of  51st  street,  125  ft.  north  of 
Queens  boulevard,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

157-30-BZ. 

APPLICANT — Larry  Meltzer,  for  Elizabeth  Schrank, 
owner. 

PREMISES — 1601  Avenue  U,  northeast  corner  of  East  16th 
street,  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  and  change  of 
occupancy  of  part  of  the  first  story  of  an  existing 
building  from  a  two-car  garage  (accessory  use)  to 
a  store. 

188-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner. 

PREMISES — 306  Steinway  avenue,  east  side,  200  ft.  south 
of  Jamaica  avenue,  Long  Island  Cit’-  Borough  of 
Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  district  into  a 
residence  district,  of  a  proposed  business  use 

(theatre). 

694-29-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Otto  F.  Koehler,  Inc., 
owner. 

PREMISES — 14-22  Monroe  avenue,  west  side,  111  ft.  south 
of  Fort  place,  St.  George,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


MAY  6,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

314-29- A — 1601  Eighth  avenue,  Brooklyn. 

36-30-A — 48  Cooper  square,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  'building  zone  resolution,  Tuesday  morning,  May  6, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  200-28-BZ — Application,  March  5,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Klein,  Kinsley  &  Klein,  applicants, 
on  behalf  of  Liebler  Bros.,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  218-224  West  230th  street,  The 
Bronx. 


cal.  no.  706-29-BZ — Application,  December  5,  1929,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  William  F.  Doyle,  applicant,  o 
behalf  of  Max  Levy,  owner,  to  perm 
in  a  business  district  the  erection  an 
maintenance  of  a  gasoline  service  sta 
tion;  premises  2066-2076  Pitkin  avenu 
and  238-240  Pennsylvania  avenue,  south 
west  corner,  Brooklyn. 

cal.  no.  709-29-BZ — Application,  December  5,  1929,  unde 
section  21  of  the  building  zone  resolt 
tion,  of  Morris  B.  Kleinfeld,  applican 
on  behalf  of  Dorothy  Kleinfeld,  owne 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  sei 
vice  station ;  premises  1500-1508  Easter 
parkway,  northeast  corner  of  St.  Johr 
place,  Brooklyn. 

cal,  no.  729-29-BZ — Application,  December  13,  1929,  unde 
section  21  of  the  building  zone  resole 
tion,  of  William  F.  Regan,  applican 
on  behalf  of  George  W.  Braunsdor 
owner,  to  permit  in  a  residence  distrii 
the  conversion  of  occupancy  of  an  exis 
ing  building  from  factory  use  to 
garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles*  nremises  58b 
5816  37th  avenue  (Polk  avenue),  soutl 
west  corner  of  59th  street,  Woodsid 
Borough  of  Queens. 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopenc 
January  28,  1930,  under  sections  7e  ar 
21  of  the  building  zone  resolution,  < 
McCooey  &  Conroy,  applicants,  on  bi 
half  of  Parkway  Center  Building  Corf 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of 
garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles  (previous 
withdrawn)  ;  premises  822-838  East  Ne 
York  avenue,  south  side,  100  ft.  we 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  1192-27-BZ — Application,  November  11,  1927;  r 
opened  January  21,  1930,  under  sectioi 
7g  and  21  of  the  building  zone  resol 
tion,  of  Michael  F.  Dee,  applicant,  su. 
stituted  for  Henry  J.  Nurick,  on  beha 
of  Louis  Del  Gaudio,  owner,  to  pent 
in  a  business  district  the  erection  ai 
maintenance  of  a  gasoline  service  st 
tion  (previously  denied  under  secti< 
21)  ;  premises  1756-1764  Bushwick  av 
nue,  Brooklyn. 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  und 
section  21  of  the  building  zone  resol 
tion,  of  Metwood  Holding  Corp.,  app 
cant  and  owner,  to  permit,  partly  in 
business  district  and  partly  in  a  re: 
dence  district,  the  erection  and  main! 
nance  of  a  four-story  factory  buildin; 
premises  1513-1561  38th  street,  northea 
corner  of  Dahill  road,  Brooklyn. 

cal.  no.  62-30-BZ — Application,  January  27,  1930,  und 
section  21  of  the  building  zone  resol 
tion,  of  Russell  G.  Cory,  applicant, 
behalf  of  Topping  Bros.,  owners,  to  pi 
mit  in  a  one  and  one-half  times  heig 
district  and,  also,  unrestricted  use  d: 
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trict,  the  erection  of  the  street  wall  of 
a  building  to  a  height  exceeding  the 
height  requirements  of  the  building  zone 
resolution ;  premises  47-59  Van  Dam 
street  and  157-161  Varick  street,  north¬ 
west  corner,  Manhattan. 

\l.  no.  79-30- BZ — Application,  February  3,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  S.  Byrne,  applicant,  on 
behalf  of  Rose  Levine,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1313-1323  Graves¬ 
end  Neck  road  and  2270-2280  East  14th 
street,  northwest  corner,  Brooklyn. 

vL.  no.  98-30-BZ — Application,  February  7,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  J.  Karp,  applicant,  on 
behalf  of  Morris  Richman,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  ;  premises  664-666  Bushwick  ave¬ 
nue  and  1180-1188  Myrtle  avenue,  south¬ 
west  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MAY  6,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

8-30-A — 1636-1642  Eighth  avenue,  BrooHvn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

ids  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  afternoon ,  May 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters : 

l.  no.  3-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant ;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

L.  no.  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

l.  no.  752-29-BZ — Application,  December  26,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Schreiber,  Myers  & 
Buchter,  applicants,  for  Bertha  Kegel 
and  Anna  Cohen,  owners,  to  permit  in  a 
business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner, 
Brooklyn. 

'L.  no.  695-29-BZ — Application,  December  3,  1929,  under 


section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  appli¬ 
cant,  on  behalf  of  Hilvid  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Wilkinson  avenue  and  West¬ 
chester  avenue,  The  Bronx. 

CAL.  NO.  481-29-BZ— Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution ;  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 

cal.  no.  1235-27-BZ — Application,  November  22,  1927 ;  re¬ 
opened  November  19,  1929,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  John  J.  Dunnigan,  appli¬ 
cant,  substituted  for  Harry  Cook,  on 
behalf  of  Landau  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  denied)  ;  prem¬ 
ises  southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Howard  Funding  Co.,  owner, 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni¬ 
versity  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

cal.  no.  645-29-BZ — Application,  November  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Gronenberg  &  Leuchtag,  appli¬ 
cants,  on  behalf  of  William  Smith, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1601-1611  Ave¬ 
nue  J,  northeast  corner  of  East  16th 
street,  Brooklyn. 

CAL.  NO.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
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(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  13,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

90-29-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Vincent  Scuderi, 
owner. 

PREMISES — Southeast  corner  of  Roosevelt  avenue  and 
63rd  street,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  automobile 
showrooms,  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop. 


148-30-BZ. 

APPLICANT— William  F.  Doyle, 
owner. 

PREMISES — Southwest  corner  of 
Lincoln  avenue,  Grant  City, 

APPLICATION,  under  section  21 
resolution, 

TO  PERMIT  in  a  business  district 
tenance  of  a  gasoline  service 


for  Joseph  Goldberg, 


Hylan  boulevard  and 
Borough  of  Richmond, 
of  the  building  zone 


the  erection  and  main- 
station. 


158-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Julius  Steinberg, 
owner. 

PREMISES — 2637-2653  86th  street,  northeast  corner  of 
Avenue  U,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
/tenance  of  a  gasoline  service  station. 


205-30-BZ. 

APPLICANT — Schreiber,  Myers  &  Buchter,  for  Edward 
Machson  and  Mary  Machson,  owners. 

PREMISES — 1215  Grand  concourse,  northwest  corner  of 
East  167th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  first  story  of  an 
existing  apartment  house  from  dwelling  to  business 
use  (stores). 


120-30-BZ. 

APPLICANT — Edward  P.  Doyle,  for  William  P.  Cum¬ 
mings  and  Katherine  Cummings,  owners. 

PREMISES — 45-10  50th  avenue  (Gould  avenue),  south 
side,  80  ft.  west  of  46th  street,  Woodside,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exten¬ 
sion  and  conversion  of  occupancy  of  first  story  from 
residence  to  business  use. 


TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


161-30-BZ. 

APPLICANT — James  M.  Murtha,  for  Elsie  E.  Parsons, 
owner. 

PREMISES — Southeast  corner  of  Astoria  avenue  and  42nd 
street,  Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


170-29-BZ. 

APPLICANT — Jno.  B.  Snook  Sons,  for  Durfey  Estate, 
owner. 

PREMISES — 274-278  Wyckoff  street,  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  motor  vehicle  repair 
shop  to  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles  (previously  withdrawn). 


MAY  13,  1930,  10  A.  M. 


109- 30-A- 

110- 30-A- 
151-30-A- 


167-30-A- 

147-30-A- 

173-30-A- 


179-30-A- 


183-30-A- 

64-30-A- 


44-30-A- 

94-30-A- 


95-30-A- 

55-30-A- 

191-30-A 


Appeals  from  Administrative  Orders. 

-311-321  Christopher  avenue,  northeast  corner  oi 
Dumont  avenue,  Brooklyn. 

-43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

-10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

-31-33  West  31st  street,  Manhattan. 

—8  East  12th  street,  Manhattan. 

— lJa-9  West  34th  street  and  4-22  West  35tl 
street,  Manhattan. 

-139-141  Spring  street,  southeast  corner  of 
Wooster  street,  Manhattan. 

—384  Fifth  avenue,  Manhattan. 

—90th  street  and  North  Beach,  Astoria,  Borougl 
of  Queens. 

—632-638  West  156th  street,  Manhattan. 

-16-18  East  43rd  street  and  13  East  42nd  street 
Manhattan. 

—141  West  42nd  street  and  138-142  West  43rc 
street,  Manhattan. 

-315-319  East  47th  street  and  318-322  East  48tl 
street,  Manhattan. 

—263-273  North  Henry  street,  Brooklyn. 


731-29-BZ. 

APPLICANT— Harry  Urquhart,  for  M.  H.  G.  Realty 
Corp.,  owner. 

PREMISES — South  side  of  1 01st  avenue,  40  ft.  east  of 
121st  street,  South  Ozone  Park,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning,  May  13 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  oi 
the  following  matters : 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  unde: 

sections  7c  and  21  of  the  building  zon 
resolution,  of  McCooey  &  Conroy,  ap 
plicants,  on  behalf  of  Court  Squar 
Renting  and  Sales  Corp.,  owner,  to  per 
mit  the  extension,  from  an  unrestrictei 
district  into  a  business  district,  of  ; 
garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles;  premises  83-9 
Boerum  place,  northeast  corner  o 
Pacific  street,  Brooklyn. 


cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re 
opened  March  11,  1930,  under  section 
7 g  and  21  of  the  building  zone  resolu 
tion,  of  Bertram  G.  Eadie,  applicant,  oi 
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behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

[U..  no.  369-29-BZ — Application,  Ma^  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

• 

■L.  no.  669-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Bushwick  Lumber  and 
Wood  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Sutphin 
boulevard  and  109th  road,  Jamaica,  Bor¬ 
ough  of  Queens. 

William  E.  Walsh,  Chairman, 


MAY  13,  1930,  2  P.  M. 

Petitions  for  Variations. 

17-30-S — 2-4  West  29th  street  and  258-260  Fifth  avenue. 
Manhattan. 

42-30-S— 127-133  West  30th  street  and  128-136  West  3lst 
street,  Manhattan. 

46-30-S — 8  East  12th  street,  Manhattan. 

53-30-S — 503-519  Tenth  avenue,  502-510  West  39th  street 
and  501-503  West  38th  street,  Manhattan. 

84- 30-S — 354-358  Troutman  street,  Brooklyn. 

'29-30-S — 130  West  28th  street,  Manhattan. 

85- 30- S — Northeast  corner  of  58th  road  and  Rust  street, 

Maspeth,  Borough  of  Queens. 

56-30-S — 315-319  East  47th  street  and  318-322  East  48th 
street,  Manhattan. 

'92-30-S — 263-273  North  Henry  street,  Brooklyn. 

99-30-S — 195-197  Chrystie  street,  Manhattan. 

04-30- S — 11  West  17th  street,  Manhattan. 


MAY  20,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
38-29-A — 35  East  125th  street,  Manhattan. 


150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 


MAY  20,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

690-29-A — 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
20,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  15-30-BZ — Application,  January  10,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Rock  Joy  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  35th  avenue  and  Cross  Island 
boulevard.  Flushing,  Borough  of  Queens. 

cal.  no.  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 


TUESDAY  MORNING,  APRIL  22,  1930. 


Present:  Chairman  Walsh,  Commissioners  Connell,  Hol- 
id  and  Guilfoyle  and  Deputy  Chief  McElligott. 


I  he  minutes  of  the  regular  meeting  of  the  board  held 
jesday  morning,  April  15,  1930,  and  the  minutes  of  the 
gular  meeting  of  the  board  held  Tuesday  afternoon,  April 
,.1930,  were  approved  as  printed  in  Bulletin  No.  16,  Vol. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

755-29-A. 

APPELLANT — The  O.  B.  Potter  Properties,  Inc.,  owner. 
SUBJECT  Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 1757-1763  Broadway  and  237 
West  56th  street,  Manhattan 

APPEARANCES— 

For  Appellant :  Gersten  Lauer  and  Frank  B.  Reilly. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD— Laid  over  to  April  29,  1930,  at 
10  a.  m.,  on  request  of  appellant  representative. 


64-30-A. 

APPELLANT — Walter  E.  Hegeman,  for  New  York  Air 
Terminals,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 90th  street  and  North  Beach, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  H.  C.  Gaffney. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1930,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


44-30-A. 

APPELLANT — Cass  Gilbert,  Inc.,  for  American  Academy 
of  Arts  and  Letters,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 632-638  West  156th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant :  Samuel  A.  McGuire. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1930,  at  10 
a.  m.,  to  confer  with  fire  department. 


169-30-A. 

APPELLANT — Emery  C.  Weller,  for  Recording  Labor¬ 
atories  of  America,  Inc.,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 216-218  East  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Max  Chopnick  and  Emery  C. 
Weller. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Commissioners 

Connell.  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

(169-30-A) 


Whereas,  Emery  C.  Weller,  for  Recording  Laboratories 
of  America,  Inc.,  lessee,  filed,  March  10,  1930,  an  appeal 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
216-218  East  38th  street,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  18,  1930  (No.  205-30),  reads: 

“1.  Provide  and  show  on  floor  and  section  plans  a 
gravity  tank  and  a  pressure  tank  of  sufficient  capacity 
(two  sources  of  supply)  elevated  at  least  20  feet  above 
the  highest  line  of  sprinklers  below  main  roof.  Rules 
5,  8,  51,  52.”; 

and 

Whereas,  the  building  is  fireproof,  one  story  in  height, 
42  ft.  by  84  ft.  in  area;  OCCUPIED  as  a  motion  picture 
studio,  12  persons ;  and 

Whereas,  appellant  contends  that  the  building  is  small 
in  area  and  low  in  height,  and  proposes  to  provide  a  one- 
source  sprinkler  system  connected  to  the  city  main,  and 
contends,  further,  that  the  city  water  main  is  fed  two  ways 
and  that  the  minimum  pressure  is  34  pounds. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  that  the  appeal  be  and  it 
hereby  is  denied. 


127-30- A. 

APPELLANT — Paul  C.  Reilly,  for  College  of  Mount  S'  I 
Vincent,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis 
sioner. 

PREMISES  AFFECTED— West  side  of  Riverdale  avenut 
between  261st  street  and  City  Line,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Paul  Stirm  and  Richard  Fine. 
For  Administration:  Inspector  Carroll  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition, 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(127-30-A) 

Whereas,  Paul  C.  Reilly,  for  College  of  Mount  St.  Vin 
cent,  owner,  filed,  February  19,  1930,  an  appeal  from  a  deci 
sion  of  the  fire  commissioner,  affecting  premises  West  side  o 
Riverdale  avenue,  between  261st  street  and  City  Line,  Bo: 
ough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendere 
January  30,  1930  (No.  4440-29),  reads: 

“1.  As  the  height  of  the  building  is  in  excess  of  4( 
and  the  area  in  excess  of  20,000  square  feet,  it  will  b 
necessary  for  you  to  provide  a  standpipe  tank,  3,50 
gallon  capacity  elevated  20'  above  the  roof  with  a 
necessary  appurtenances  for  said  standpipe  system  a 
per  rules  of  the  Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  proposed  building  is  fireproof,  one  cler 
story  (approximately  50  ft.)  in  height  (with  a  balcony' 
224  ft.  8  in.  by  116  ft.,  irregular,  approximately  19,000  si 
ft.  in  area,  separated  into  two  sections  by  a  fireproof  wa 
with  40  ft.  by  22  ft.  opening  therein  protected  by  a  stei 
curtain;  OCCUPIED:  south  section,  auditorium;  nort 
section,  gymnasium;  approximately  1,600  persons  in  enti: 
building ;  and 

Whereas,  appellant  contends  that  the  proposed  standpi{ 
system  conforms  with  the  rules  excepting  as  to  the  omissic 
of  the  gravity  tank,  and  that  it  is  proposed  to  connect  tl 
standpipe  system  to  the  6-inch  city  main  in  West  261 
street  by  means  of  a  4-inch  main,  and  contends,  furthe 
that  the  city  main  is  fed  from  one  direction  only  and  th; 
the  pressure  therein  is  about  80  pounds ;  and 

Whereas,  the  order  is  predicated  on  a  height  of  5  f 
in  excess  of  the  requirements,  and  that,  only  because  < 
the  hip  roof  design  and  the  square  area  of  the  structui 
as  a  whole  by  the  attachment  of  the  boiler  room  to  tl 
main  building,  which,  if  omitted  from  the  main  buildin; 
would  remove  the  order  as  to  area ;  and 

Whereas,  the  premises  is  equipped  with  a  standpipe  sy 
tern  fed  by  a  4-inch  supply  from  a  6-inch  water  main  1< 
cated  in  the  public  highway  approximately  250  ft.  distai 
therefrom. 

Resolved,  that  the  decision  of  the  fire  commissioner  1 
and  it  hereby  is  modified,  and  that  the  appeal  be  and 
hereby  is  granted,  only  so  far  as  it  affects  the  installatic 
of  the  gravity  tank,  on  condition  that  the  standpipe  equil 
ment  complies  with  the  rules  in  all  other  respects,  and  th; 
the  building  shall  be  not  increased  in  height  or  area. 


13-30-A. 

APPELLANT— E.  H.  Faile  &  Co.,  for  The  Clark  Neigl 
borhood  Association,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendei 
of  buildings. 

PREMISES  AFFECTED— 73-75  Cannon  street  and  2i 
Rivington  street,  southwest  corner,  Manhattan. 

APPEARANCES— 

For  Appellant:  Edward  H.  Faile. 
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For  Administration:  Inspector  McPhee  of  bureau 
of  buildings. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy- 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


(13-30-A) 

Whereas,  E.  H.  Faile  &  Co.,  for  The  Clark  Neighbor¬ 
ed  Association,  owner,  filed,  January  9,  1030,  an  appeal 
iom  a  decision  of  the  superintendent  of  buildings,  affecting 
emises  73-73  Cannon  street  and  283  Rivington  street,  south- 
;st  corner,  Borough  of  Manhattan  ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  March  10,  1930  (Alt.  App.  No.  1297-29),  reads: 

“1.  Increased  height  of  building  is  unlawful  unless 
entire  building  is  made  fireproof.” ; 
id 

Whereas,  the  building  is  non-fireproof,  divided  into  two 
ctions :  a  five-story  (80  ft.)  section,  having  a  frontage  of 
>0  ft.  on  Rivington  street  and  50  ft.  on  Cannon  street,  and 
ifour-story  (60  ft.)  section,  having  a  frontage  of  25  ft.  on 
mnon  street  and  a  depth  of  72  ft.;  OCCUPIED  as  a 
jidergarten  and  domestic  science  school  for  children  from 
•e  to  sixteen  years  of  age ;  there  being,  also,  a  baby  clinic 
i  part  of  first  story  and  a  gymnasium  on  the  fith  story ; 
jiproximately  300  persons  in  entire  premises ;  and 
Whereas,  it  is  proposed  to  increase  the  height  of  the 
innon  street  (four-story)  section  of  the  premises  at  front 
r  the  erection  of  an  additional  two  stories  (22  ft.  4  in.)  in 
eight  and  16  ft.  by  20  ft.  in  area;  to  be  occupied  as  a 
lower  room  and  locker  room ;  and 

Whereas,  appellant  contends  that  the  addition  does  not 
Icrease  the  height  of  the  premises  considered  as  a  unit ; 
!e  roof  of  the  addition  being  below  the  level  of  the  roof 
.  the  five-story  section,  and  contends,  further,  that  sanitary 
editions  will  be  improved  and  that  the  occupancy  of  the 
.emises  will  not  be  increased ;  and 

I  Whereas,  the  building  has  existed  in  the  records  of  the 
ireau  of  buildings  since  1899  in  its  present  occupancy  as 
.  public  building,  used  and  occupied  as  a  community  settle- 
ent  house,  verified  by  a  representative  of  the  bureau  of 
hidings ;  and 

I  Whereas,  the  order  is  now  predicated  on  an  application 
f  erect  at  the  Cannon  street  front  a  two-story  addition, 
>  ft.  by  20  ft.  in  area,  the  board  does  not  deem  that  the 
mstruction  of  this  two-story  addition,  designated  as  a 
■lower  room  and  locker  room,  16  ft.  by  20  ft.,  adds  any 
izard. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
gs  be  and  it  hereby  is  modified,  and  that  the  appeal  be  and 
hereby  is  granted  on  condition  that  the  requirements  of  the 
hiding  code  be  complied  with  in  all  other  respects. 


50-27- A. 

■PPELLANT — W.  C.  McTarnahan,  for  Petroleum 
Heat  &  Power  Co.  of  New  York,  owner. 

UBJECT — Application  for  reopening — extension  of 
time  to  complete  work — re  appeal  from  decision 
of  the  fire  commissioner. 

REMISES  AP'P'ECTED — 490-518  Kingsland  avenue, 
Brooklyn. 

•  PPEARANCES — 

For  Appellant:  E.  Peipher. 

XTION  OF  BOARD — Appeal  reopened  and  time  ex¬ 
tended  18  months  to  complete  work. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Plolland  and  Guilfoyle  and 


Deputy  Chief  McElligott .  5 

Negative  .  0 

Absent  . * .  0 


THE  RESOLUTION: 

(460-27-A) 

\V  hereas,  W.  C.  McTarnahan,  for  Petroleum  Heat  and 
Power  Co.,  Inc.,  of  New  York,  owner,  filed,  April  28,  1927, 
an  appeal  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  490-518  Kingsland  avenue,  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  21,  1927  (Alt.  938-27),  reads: 

‘‘No.  3.  Tanks  must  be  buried  2'  0"  below  grade 
and  encased  in  12"  of  stone  concrete.”; 
and 

Whereas,  the  premises  consist  of  a  large,  irregular,  angu¬ 
lar  shape  plot  of  ground,  about  120,000  sq.  ft.  in  area, 
bounded  on  the  northeast  side  of  Newtown  Creek  with  one- 
story  existing  buildings  located  remote  from  each  other, 
three  storage  tanks  of  2,000  barrels  and  20,000  barrels 
capacities;  OCCUPIED  as  a  fuel  oil  storage  plant;  and 

Whereas,  the  appellant  proposes  to  install  ten  20,000- 
gallon  gasoline  storage  tanks  above  ground,  each  tank  en¬ 
cased  in  concrete  not  less  than  12  in.  in  thickness  and  located 
more  than  100  ft.  from  any  building;  and 

Whereas,  the  appellant  claims  that  it  is  impracticable  to 
bury  the  tanks  due  to  the  condition  of  the  soil ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  July  19,  1927,  on  certain  conditions,  and  time  limit 
extended  January  17,  1928;  February  14,  1928,  and  April 
9,  1929,  and  appellant  requests  a  further  modification  of  the 
time  limit. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  proposed  storage  shall  be 
limited  to  ten  tanks,  separated  into  two  batteries  of  five 
tanks  each ;  that  all  tanks  are  to  be  separately  encased  in 
stone  concrete,  the  concrete  to  extend  not  less  than  12  in. 
above  the  top  of  the  tank;  that  the  ends  and  sides  shall  be 
racked  at  an  angle  of  not  less  than  60  degrees,  the  ends  and 
sides  to  be  carried  not  less  than  2  ft.  above  the  12-in.  con¬ 
crete  cover  and  this  to  be  filled  with  not  less  than  2  ft.  of 
clean,  firm  earth  fill ;  that  the  entire  premises  are  to  be 
equipped  with  an  approved  liquid  fire  extinguishing  medium, 
the  controls  and  pumps  for  same  to  be  enclosed  in  a  fire¬ 
proof  structure  located  remote  from  the  oil  storage,  and 
that  all  permits  required  shall  be  obtained  within  sixty  days 
and  any  work  involved  thereby  shall  be  completed  within 
eighteen  months  from  the  date  of  this  action — April  22,  1930. 


BUILDING  ZONE  CASES. 

38-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Court  Square 
Renting  &  Sales  Corp.,  owner. 

SLTBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-c  and  21  of 
the  building  zone  resolution,  to  permit  the  ex¬ 
tension  from  an  unrestricted  district  into  a  busi¬ 
ness  district  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 83-97  Boerum  place,  north¬ 
east  corner  of  Pacific  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  Max  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1930, 
at  10  a.  m.,  to  submit  new  plans. 


101 6-27-BZ. 

APPLICANT — Bertram  G.  Eadie,  substituted  for  Ar¬ 
thur  B.  Daub,  for  Max  Daub,  owner. 

SUBJECT — Application  (re  decision  of  the  fire  com¬ 
missioner),  under  sections  7-g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gas¬ 
oline  service  station.  (Previously  denied.) 

PREMISES  AFFECTED — Southeast  corner  of  Walker 
boulevard  and  Outerbridge  avenue,  Richmond. 
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APPEARANCES— 

For  Applicant:  Thomas  Nunley. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1930,  at 
10  a.  m.,  on  request  of  applicant’s  representa¬ 
tive. 


679-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  the  Wheelwright 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-b  and  21  of 
the  building  zone  resolution,  to  permit  in  a  res¬ 
idence  district,  extending  from  a  business  dis¬ 
trict,  the  conversion  of  occupancy  of  the  base¬ 
ment  and  first  story  from  residential  to  business 
use.  (Previously  denied.) 

PREMISES  AFFECTED — 162  West  75th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  R.  H.  Schenck. 

For  Opposition:  Frank  C.  Delaney,  C.  L.  Can¬ 
non  and  John  T.  McNally. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1930,  at 
10  a.  m.,  on  request  of  attorney  in  oppostion,  pend¬ 
ing  settlement  of  court  order. 


Negative 
Absent  . 


34-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  substituted  for  Pa 
Gould,  for  Williams  Estates,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend 
ent  of  buildings),  under  section  21  of  the  buih 
ing  zone  resolution,  to  permit  in  a  resident 
district  the  erection  and  maintenance  of  a  bus 
ness  building  (stores). 

PREMISES  AFFECTED — 1788-1790  Weeks  avenr, 
and  200-210  East  175th  street,  southeast  come 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott.  ■  ! 

For  Opposition:  Herman  Sunkenberg  and  E 
K.  Botty. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  McElligott  . 

Negative  . 

Absent  . 


170-29-BZ. 


APPLICANT — John  B.  Snook  Sons,  for  Durfey  Estate, 
owner. 

SUBJECT — Application  for  reopening — restoration  to 
calendar,  previously  withdrawn — re  application 
(decision  of  the  superintendent  of  buildings), 
under  sections  7-a  and  21  of  the  building  zone 
resolution  to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  from  a  mo¬ 
tor  vehicle  repair  shop  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 274-278  Wyckoflf  street, 
Brooklyn. 

APPEARANCES— 


For  Applicant:  H.  F.  Kuzel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  calendar  call  May  13,  1930,  at  2  p.  m. 


THE  VOTE  TO  REOPEN  AND  SET  FOR  CAL¬ 
ENDAR  CALL— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  McElligott  .  5 

Negative  .  0 

Absent  .  0 


18-30-BZ. 

APPLICANT — John  A.  McGuinn,  for  Annie  McGuinn, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTEiD — 82-25  to  82-31  Queens 
boulevard,  north  side,  222.66  ft.  west  of  Van 
Loon  street  (place),  and  82-38  to  82-44  Maurice 
avenue  (51st  street),  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  A.  McGuinn. 

For  Opposition:  James  Hallernan. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 
Deputy  Chief  McElligott .  5 


172-30-BZ. 

APPLICANT — Cornelius  Fellows  Realty  Corp.,  ownei 

SLTBJECT — Application  (re  decision  of  the  superintend 
ent  of  buildings),  under  sections  7-e  and  2 
of  the  building  zone  resolution,  to  permit  in 
business  district  the  alteration  and  change  o 
occupancy  from  a  skating  rink  to  a  riding  acad 
emy  and  stable  for  more  than  five  horses. 

PREMISES  AFFECTED — 57-67  West  66th  street 
Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  A.  Benjamin. 

For  Opposition:  Henry  Swartz,  Sidney  New 
borg,  M.  H.  Osborne,  Mr.  O’Sullivan,  Ed 
mund  S.  Prentis,  Jasper  A.  Campbell  et  al 

ACTION  OF  BOARD — Application  withdrawn  afte 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 
Deputy  Chief  McElligott . 


Negative  .  ( 

Absent  .  i 


58-29-BZ. 

APPLICANT — Shreve,  Lamb  &  Harmon,  for  Empir 
State,  Inc.,  owner.  ’  i 

SUBJECT — Application  for  reopening — amendment — n 
application  (decision  of  the  superintendent  o 
buildings),  under  section  21  of  the  building  zom 
resolution,  to  permit  partly  in  a  one  and  one 
quarter  times  height  district  and  partly  in  a  tw< 
times  height  district  the  erection  and  mainte 
nance  of  the  street  walls  in  excess  of  the  heigh 
permitted  under  the  zone  resolution. 

PREMISES  AFFECTED — 2-20  West  34th  street  am 
1-25  West  33rd  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  I.  Clavan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  res 
olution  corrected  as  printed  on  page  407. 

THE  VOTE  TO  REOPEN  AND  CORRECT  RES 
OLUTION— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 
Deputy  Chief  McElligott . 
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Negative  .  0 

Absent  .  0 


5-29-BZ. 

[PPLI  CANT— John  T.  Woodruff  &  Son,  owner. 

JBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business 
district  the  change  of  occupancy  of  a  factory 
building  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles  and  a  motor  vehi¬ 
cle  repair  shop. 

REMISES  AFFECTED — 33-50  to  33-58  62nd  street, 
northwest  corner  Hayes  avenue,  Woodside, 
Borough  of  Queens. 

PPEARAN  CES — 

For  Applicant:  Alexander  A.  Mitchell. 

For  Opposition:  None. 

ZTION  OF  BOARD — Application  denied. 

HE  VOTE  T<3  GRANT— 

Affirmative:  Chairman  Walsh,  Commission¬ 
er  Holland  and  Deputy  Chief  McElli- 


gott .  3 

Negative:  Commissioners  Connell  and  Guil- 

fovle  .  2 

Absent  .  0 

HE  RESOLUTION: 

(745-29-BZ) 


iVhereas,  John  T.  Woodruff  &  Son,  owner,  filed,  De- 
nber  21,  1929,  an  application,  under  the  building  zone 
olution,  to  permit  in  a  business  district  the  change  of 
■upancy  from  a  factory  building  to  a  garage  for  the 
rage  of  more  than  five  motor  vehicles;  premises  33-50 
33-58  62nd  street,  northwest  corner  of  Hayes  avenue, 
Inodside,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
,  April  22,  1930,  after  due  notice  by  publication  in  the 
lletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
:ie  resolution  show  that  34th  avenue  is  in  a  business  dis- 
:t;  62nd  street  is  in  a  business  district,  and  61st  street 
in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dered  October  15,  1929,  reads : 

[  1  “In  reply  to  your  communication  of  the  14th  inst., 
would  state  that  the  change  in  use  requested,  i.  e.,  from 
a  factory  to  a  garage,  for  the  storage  of  more  than 
five  (5)  motor  cars  and  a  repair  shop  for  motor  vehicles, 
is  denied  because  the  uses  requested  are  prohibited  in  a 
business  district  by  Sec.  4,  Subd.  A-15  and  Subd.  A-29 
of  the  Zone  Resolution.” ; 

I 

Whereas,  the  existing  building  is  of  non-fireproof  con- 
jction.  one  story  in  height,  with  a  frontage  of  100  ft. 

1  a  depth  of  100  ft.;  erected  as  a  factory;  to  be  occupied 
a  garage  for  the  storage  of  more  than  five  motor  vehicles ; 

1 

Whereas,  the  board  deems  that  applicant  did  not  sub- 
atiate  his  basis  of  appeal  brought  under  section  21  of  the 
Iding  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
s  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
lereby  is  denied. 


30-BZ. 

'PIJCANT — James  McKillop,  for  Samuel  Kooper- 
man,  owner. 

BJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-b  and  21  of 
the  building  zone  resolution,  to  permit  in  a  res¬ 
idence  district  extending  from  a  business  district 
the  alteration  and  change  of  occupancy  in  part 
of  basement  from  residence  to  business  pur¬ 
poses. 

1EMISES  AFFECTED — 223  Ross  street,  Brooklyn. 


APPEARANCES— 

For  Applicant:  James  McKillop. 
bor  Opposition:  Julius  Reinlieb  and  Hyman 
Lehon. 

AC  T  ION  Ob  BOARD — Application  granted  on  con¬ 
dition. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 


Deputy  Chief  McElligott .  5 

Negative  .  o 

Absent  .  n 

THE  RESOLUTION: 

(24-30-BZ) 


\\  hereas,  James  McKillop,  for  Samuel  Kooperman, 
owner,  filed,  January  13,  1930,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the  alteration  and  change 
of  occupancy  in  part  of  first  story  from  residence  to  busi¬ 
ness  purposes ;  premises  223  Ross  street,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  22,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ross  street  is  in  a  residence 
district ;  Division  avenue  is  in  a  business  district ;  Marcy 
avenue  is  in  a  business  district,  and  Lee  avenue  is  in  a  busi¬ 
ness  district ;  and 

W hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  3,  1930  (Applic.  No.  17186-1929),  reads: 

“1.  Proposition  as  to  alteration  and  change  in  occu¬ 
pancy  of  present  building  located  in  a  district  which  is 
partially  residence  and  business.  Present  occupancy  be¬ 
ing  strictly  residence,  contrary  to  Building  Zone  Resolu¬ 
tion,  Article  2,  Section  6,  Paragraph  1  to  4.  Therefore 
application  is  denied.” ; 

and 

Whereas,  the  existing  building  is  of  frame  construction, 
three  stories  in  height,  with  a  frontage  of  22  ft.  and  a  depth 
of  33  ft. ;  to  be  occupied  as  business  use  in  the  first  story 
and  residence  above;  and 

Whereas,  the  property  involved  is  wholly  within  the  busi¬ 
ness  use  area,  other  than  the  triangular  gore,  12  ft.  by  12  ft., 
at  the  westerly  end  of  the  street  front;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision  b, 
of  the  building  zone  resolution,  the  board  is  empowered  to 
grant  a  variation  under  such  circumstances;  and 

Whereas,  the  'board  deems  that  a  denial  of  the  application 
would  be  arbitrary  discrimination  and  that  practical  difficulty 
and  unnecessary  hardship  would  devolve  upon  the  owner  as 
within  the  meaning  of  section  21  of  the  building  zone  resolu¬ 
tion. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story  of  this  building,  on  condition  that  the 
business  use  of  the  first  story  shall  be  confined  to  business  or 
store  use  and  occupancy,  specifically  prohibiting  the  conduct 
of  a  meat  market,  fish  market  or  delicatessen  store;  that 
the  first  story,  street  front,  shall  be  equipped  with  metal 
show  window  construction,  glazed  with  J^-inch  polished  plate 
glass ;  that  any  advertising  exposed  shall  be  restricted  to 
fixed  letters  on  the  plate  glass  show  windows  of  the  street 
front  or  the  frieze  of  the  show  window  construction;  that 
there  shall  be  no  merchandise  exposed  or  displayed-  outside 
the  building  line  of  these  premises ;  that  all  permits  required 
shall  be  obtained  within  ninety  days  and  all  work  involved 
thereby  completed  within  six  months  from  the  date  of  this 
action. 


608-29-BZ. 

APPLICANT — William  White,  for  James  P.  Reilly, 
lessee;  City  of  New  York,  owner. 
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SUBJECT — Application  for  reopening — extension  of 
time  to  procure  permits — re  application  (deci¬ 
sion  of  the  superintendent  of  buildings  and  fire 
commissioner),  under  sections  7-g  and  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 401-407  West  207th  street 
and  3876-3882  Ninth  avenue,  northwest  corner, 
Manhattan. 

APPEARANCES— 

For  Applicant:  James  Reilly. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended  30  davs  to  obtain  permits. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(G0S-29-BZ) 

Whereas,  William  White,  for  City  of  New  York,  owner, 
filed,  October  9,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  401-407 
West  207th  street  and  3876-3882  Ninth  avenue,  northwest 
corner.  Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  7,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  207th  street,  Ninth  avenue  and 
206th  street  are  in  business,  residence  and  unrestricted  dis¬ 
tricts;  and 

W hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  30,  1929  (re  N.  B.  App.  No.  561-29), 

reads :  ... 

“1.  The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  Section  4  of  the  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  25,  1929  (re  Plan  No.  2865-29),  reads: 

“1.  Gasoline  station  not  permitted  in  a  business  dis¬ 
trict.  Sec.  4,  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  100 
ft.  by  100  ft.,  on  which  it  is  proposed  to  erect  an  office,  16 
ft.  by  16  ft.,  bury  three  550-gallon  tanks,  erect  six  pumps 
and  two  crankcase  pits  for  the  purpose  of  conducting  a 
gasoline  station  within  a  business  district ;  and 

Whereas,  the  property  abuts  an  unrestricted  district  and 
lies  opposite  in  both  directions  to  existing  non-conforming 
uses  and,  moreover,  Ninth  avenue,  north  and  south  of  the 
property,’  is  unrestricted,  the  board  deems,  under  section 
7,  subdivision  f,  that  the  circumstances  justify  a  temporary 
permit  for  two  years  for  a  gasoline  selling  station ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  January  7,  1930,  for  a  temporary  period,  on 
certain  conditions,  and  applicant  requests  an  extension  of 
time  to  obtain  permits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  temporary 
period  of  two  years,  on  condition  that  no  gasoline  pumps 
shall  be  erected  within  10  ft.  of  the  building  line  on  either 
street  front;  that  the  building  erected  thereon  shall  be  faced 
on  the  exterior  with  finished  material;  that  all  permits  re¬ 
quired  shall  be  obtained  within  thirty  days  from  April  22, 
1930,  and  any  work  involved  completed  within  six  months 
from  January  7,  1930. 


97-30-BZ. 

APPLICANT — J.  George  Silberstein,  for  5612  18t 1 
Avenue  Realty  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend 
ent  of  buildings),  under  section  21  of  the  build 
ing  zone  resolution,  to  permit  in  a  business  di: 
trict  the  conversion  of  occupancy  of  a  buildin 
occupied  as  an  auto  laundry  to  a  motor  vehic 
repair  shop. 

PREMISES  AFFECTED — 5612  18th  avenue,  west  sid 
80  ft.  2)4  in.  north  of  57th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Charles  Tolleris. 

For  Opposition:  Jacob  Krackow,  Charles  Dei 
icola  and  Michael  C.  Boyce. 

ACTION  OF  BOARD — Application  granted  on  coi 
dition. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 

Deputy  Chief  McElligott  . 

Negative  . 

Absent  . 

THE  RESOLUTION: 

(97-30-BZ) 

Whereas,  J.  George  Silberstein,  for  5612  18th  Aveni 
Realty  Corp.,  owner,  filed,  February  7,  1930,  an  applicatio 
under  the  building  zone  resolution,  to  permit  in  a  busine 
district  the  conversion  of  occupancy  of  a  building  occupit 
as  an  auto  laundry  to  a  motor  vehicle  repair  shop ;  premis- 
5612  18th  avenue,  west  side,  80  ft.  2)4  in.  north  of  57 
street,  Borough  of  Brooklyn ;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  applicatk' 
by  the  board  of  standards  and  appeals,  at  its  regular  mee 
ing,  April  22,  1930,  after  due  notice  by  publication  in  t! 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buildir 
zone  resolution  show  that  18th  avenue  is  in  a  business  di 
trict;  56th  street  is  in  a  residence  district,  and  57th  stre 
is  in  a  residence  district ;  and  '! 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  January  23,  1930  (Report  No.  418),  reads: 

‘‘Proposed  conversion  of  1st  fl.  of  present  two  stoi 
building  located  in  a  business  use  district,  from  au 
laundry  to  use  as  an  automobile  repair  shop  is  ca 
trary  to  Art.  II,  Sec.  4(a)  of  the  Zone  Resolution.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  co 
struction,  two  stories  in  height,  with  a  frontage  of  40  i 
and  a  depth  of  83  ft.;  to  be  occupied  as  an  auto  laund’ 
to  a  motor  vehicle  repair  shop ;  and 

Whereas,  the  premises  under  appeal  were  occupied  pri- 
to  1925  as  a  garage  for  five  automobiles;  and 
Whereas,  this  board  in  a  previous  case  affecting  the  sar 
premises  granted  a  variation  permitting  the  occupancy  1 
same  by  a  milk  distributing  station ;  and 

Whereas,  the  premises  are  now  occupied  as  an  autom 
bile  laundry  with  a  permit  in  force,  and  it  is  now  propos' 
to  perform  minor  repairs  in  conjunction  with  the  condu 
of  the  automobile  laundry,  such  repairs  being  incidental 
the  operation  of  the  laundry  business  and  of  a  min1 
nature ;  and 

Whereas,  the  board  deems  that  applicant  is  entitled 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution,  and  th 
the  application  be  and  it  hereby  is  granted ,  only  so  far  as 
affects  the  first  story  of  these  premises  for  repair  use  in  co' 
junction  with  the  existing  automobile  laundry  business,  ■] 
condition  that  the  repairs  shall  be  restricted  to  minor  r 
pairs  by  manual  operation ;  that  no  power-driven  machiner 
other  than  of  one-half  horsepower  rating  shall  be  use 
that  there  shall  be  no  gasoline  storage  maintained  on  t 
premises ;  that  there  shall  be  not  more  than  one  curb  ci 
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ot  exceeding  a  width  of  10  ft.,  located  directly  in  front  of 
no  vehicular  opening ;  that  no  advertising,  other  than  fixed 
tters  on  the  plate  glass  show  windows  of  the  street  front, 
lall  he  displayed,  or  one  projecting  electric  sign,  indicating 
|ie  name  and  title  of  the  business  conducted  on  the  prem¬ 
ies;  that  all  permits  required  shall  he  obtained  within  ninety 
jiys  and  all  work  involved  thereby  completed  within  six 
lonths  from  the  date  of  this  action. 


2-30-BZ. 

.PPLICANT — William  F.  Doyle,  for  the  Connelly 
Construction  Co.,  owner. 

UBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7-e  and  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

REMISES  AFFECTED — 3491-3507  Fort  Hamilton 
parkway,  south  side,  264  ft.  5  in.  east  of  36th 
street,  Brooklyn. 

PPEARANCES — 

For  Applicant:  William  F.  Doyle. 

For  Opposition;  None. 

.CTION  OF  BOARD — Application  granted  on  con¬ 
dition. 

(HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 


Deputy  Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION: 

(72-30-BZ) 


Whereas,  William  F.  Doyle,  for  the  Connelly  Con- 
ruction  Co.,  owner,  filed,  January  30,  1930,  an  application, 
!ider  the  building  zone  resolution,  to  permit  in  a  business 
strict  the  erection  and  maintenance  of  a  garage  for  the 
orage  of  more  than  five  motor  vehicles;  premises  3491- 
>07  Fort  Hamilton  parkway,  south  side,  264  ft.  5  in.  east 
36th  street,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
!•  the  board  of  standards  and  appeals,  at  its  regular  meet- 
g,  April  22.  1930,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
>ne  resolution  show  that  Fort  Hamilton  parkway,  north 
de,  is  in  a  residence  district ;  Fort  Hamilton  parkway,  south 
de,  east  of  a  point  100  ft.  east  of  36th  street,  is  in  a 
isiness  district ;  36th  steet  is  in  an  unrestricted  district,  and 
inna  street  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  January  21,  1930  (App.  No.  671-1930),  reads: 

‘‘Proposed  public  garage  for  more  than  five  cars  to 
be  located  in  a  business  use  district  is  contrary  to  Art. 
II,  Section  4-a  of  the  Zone  Resolution.”; 
id 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
nstruction,  one  story  in  height,  with  a  frontage  of  140 
.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for 
e  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  there  exists  on  the  same  street  front  between 
:e  same  intersecting  streets  an  excess  of  non-conforming, 
ohibited  uses  in  proportion  to  the  number  of  existing  con- 
rming  uses ;  and 

Whereas,  there  has  existed  on  the  site  under  appeal  a 
able  for  more  than  five  horses  under  permit  up  to  1928; 

id 

Whereas,  the  board  of  appeals  in  a  former  case  in  the 
me  street  front  denied  an  application  brought  under  hard- 
lip  and  was  reversed  by  the  courts  in  the  matter  of  Sieven 
Walsh,  et  al. ;  and 

Wh  ereas,  it  was  the  dicta  of  the  court  in  the  matter  of 
milar  property  on  the  same  street  front  “that  in  view  of 
e  character  of  the  neighborho<xl  and  the  apparent  hard¬ 


ships  and  practical  difficulties  presented  I  think  that  the 
decision  of  the  board  is  erroneous,”  and  in  view  of  the 
foregoing  opinion  and  the  existing  non-conforming  uses  on 
the  same  street  front,  the  board  deems  applicant  is  entitled 
to  relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  one  story  in  height  above 
grade ;  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  the  building 
shall  be  constructed  fireproof  throughout ;  that  automatic 
louvre  skylights  shall  be  incorporated  in  the  rear  bay  of 
roof,  glazed  with  plain  glass,  with  wire  guards  above  and 
below;  that  any  gasoline  storage  installed  shall  be  located 
approximately  at  the  front  center  of  the  premises;  that 
there  shall  be  no  portable  gasoline  tanks  maintained  or 
operated  on  the  premises ;  that  the  curb  cuts  shall  be  located 
directly  in  front  of  each  vehicular  entrance;  that  the  front 
elevation  shall  be  finished  with  light-colored  face  brick  with 
dark-colored  brick  trim  or  architectural  terra  cotta  or  nat¬ 
ural  stone  trim;  that  the  front  parapet  wall  shall  be  finished 
with  pediment  design  of  not  less  than  6  ft.  in  height  above 
roof ;  that  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  completed  within  one  year  from  the 
date  of  this  action. 


477-28-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grandside  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of 
time  to  obtain  permits  and  complete  work — re 
application  (decision  of  superintendent  of  build¬ 
ings),  under  sections  7-c  and  21  of  the  building 
zone  resolution,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  business  building 
(stores) . 

PREMISES  AFFECTED — Southwest  corner  Burnside 
avenue  and  Grand  concourse,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Arthur  J.  O’Leary. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  6  months  to  obtain  permits  and  one 
year  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and 


Deputy  Chief  McElligott .  5 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION: 

(477-28-BZ) 


Whereas,  John  J.  Dunnigan,  for  Grandside  Realty 
Corp.,  owner,  filed,  May  22,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  business  building  (stores)  ;  premises  south¬ 
west  corner  of  Burnside  avenue  and  Grand  concourse,  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  February  5,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Grand  concourse  is  in  a  residence 
district;  Burnside  avenue,  west  of  a  point  100  ft.  west  of 
Grand  concourse,  is  in  a  business  district,  and  Burnside 
avenue,  east  of  a  point  100  ft.  east  of  Grand  concourse,  is 
in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  9,  1928  (re  App.  N.  B.  999-28),  reads: 

“1.  Erection  of  proposed  business  building  partly 
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in  business  district  and  partly  in  residence  district  is 
contrary  to  provisions  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  and  basement  in  height,  with  a  frontage  of  110.18 
ft.  on  Grand  concourse  and  130.62  ft.  on  Burnside'  avenue; 
to  be  occupied  as  a  business  building  (stores)  ;  and 

Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  section  7,  sulxlivision  c,  and  was 
entitled  to  relief  under  section  21  of  the  building  zone 
resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  February  5,  1929,  on  certain  conditions,  and 
under  date  of  July  23,  1929,  the  board  granted  a  modifica¬ 
tion  of  the  resolution  as  to  location  of  stores,  and  applicant 
now  requests  an  extension  of  time  to  obtain  permits  and 
complete  work ;  and 

Whereas,  since  the  adoption  of  the  resolution,  granting 
business  on  this  corner,  there  has  developed  and  is  in  course 
of  construction  a  subway  on  the  concourse;  and 

Whereas,  the  entire  front  on  the  Burnside  elevation  is 
faced  with  business,  stores  opposite,  the  board  believes  that 
the  application  comes  within  the  purview  of  section  21 — 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  first  story  of  any  building  erected  on  the 
premises,  on  condition  that  any  structure  erected  in  excess 
of  one  story  shall  be  restricted  above  the  first  story  to 
conforming  use;  that  the  use  of  the  first  story  shall  be 
restricted  to  retail  mercantile  shops  or  stores,  specifically 
prohibiting  the  use  or  occupancy  of  any  portion  of  the 


concourse  front  or  corner  store  to  delicatessen  busines: 
meat  market  or  fish  market ;  that  any  advertising  displa 
shall  be  restricted  to  fixed  letters  on  the  plate  glass  sho\ 
windows  of  store  fronts;  that  there  shall  be  no  merchandis 
exposed  or  displayed  outside  the  building  line,  and  that  a 
uermits  required  shall  be  obtained  within  six  months  an 
any  work  involved  shall  be  completed  within  one  year  fror 
the  date  of  this  action — April  22,  1930. 

AREA  FIXED. 

(227-30-BZ) 

The  chairman  presented  and  read  a  communication  froi 
Cord  Meyer  Co.,  requesting  the  board  to  fix  an  area  deeme 
affected  and  within  which  to  obtain  consents  to  permit  in 
residence  district  the  erection  and  maintenance  of  an  add 
tion  to  an  existing  garage  located  partly  in  a  residence  di* 
trict  and  partly  in  a  business  district  for  the  storage  c. 
more  than  five  motor  vehicles ;  premises  88-01  to  88-1 
Roosevelt  avenue,  north  side,  from  88th  to  89th  stree 
Elmhurst,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Roosevejt  avenue  from  a  point  200  f 
west  of  88th  (31st)  street  to  a  point  400  ft.  east  c 
premises  in  question;  both  sides  of  88th  (31st)  stree 
also  both  sides  of  '89th  (32nd)  street  from  Rooseve 
avenue  to  a  point  400  ft.  north  of  proposed  additior 
both  sides  of  Britton  (Orchard)  avenue,  and  also  bot 
sides  of  Denman  (9th)  street  from  Roosevelt  avem 
to  a  point  200  ft.  south  of  Roosevelt  avenue. 


Adjourned  3.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  22,  1930. 

Present :  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McElligott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

690-29-A. 

APPELLANT — Canaday  Cooler  Co.,  for  Rees  &  Rees, 
owners. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 232-236  East  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  S.  E.  Canady. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1930,  at  2 
p.  m.,  subject  to  determination  of  amendment. 


636-29-A. 

APPELLANT— Edward  P.  Doyle,  for  39-41  Cortlandt 
Street  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 39-41  Cortlandt  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(636-29-A) 

Whereas,  Edward  P.  Doyle,  for  39-41  Cortlandt  Stre 
Corp.,  owner,  filed,  October  26,  1929,  an  appeal  from  s 
order  of  the  fire  commissioner,  affecting  premises  39- 
Cortlandt  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dab 
October  2,  1929  (Order  No.  63495-F),  reads: 

“1.  Provide  iron  shutters  at  all  openings  in  the  e 
terior  wall  above  1st  story  which  are  distant  in  a  dire 
line  less  than  30'  from  any  opening  in  any  other  buil 
ing  and  not  in  the  same  plane  with  said  openings  a: 
which  are  not  more  than  50'  above  a  neighboring  ro 
at  west,  east  and  south  sides  of  building,  or  other  a 
proved  protection,  as  per  Sec.  375,  Ch.  5  of  the  Code 
Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories 
height,  51  ft.  6*4  in.  by  127  ft.  10  in.  in  area;  OCCUPIEI 
1st  story,  stores;  upper  stories,  offices;  approximately  35  pe 
sons  per  story ;  and 

Whereas,  there  are  eighty  windows  in  the  east  wall 
the  building,  forty  of  which  open  on  the  east  court,  with 
50  ft.  of  the  roofs  of  neighboring  five-story  and  six-sto 
buildings  to  the  east ;  there  are  eighty  windows  in  the  w< 
wall  of  the  building,  forty  of  which  open  on  the  west  cou 
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iithin  50  ft.  of  the  roofs  of  neighboring;  buildings  to  the 
est  and  110  openings  in  the  south  wall  within  30  ft.  of 
oenings  in  or  within  50  ft.  of  the  roofs  of  neighboring 
gildings  to  the  south ;  and 

Whereas,  appellant  contends  that  the  building  in  question 
occupied  solely  for  office  use ;  that  the  exposures  to  the 
>uth  are  formed  by  an  eighteen-story  fireproof  building 
ith  fireproof  windows,  a  five-story  building  protected  by 
mtters  and.  also,  a  three-story  building  occupied  as  a  fire 
>use,  and  that  the  east  and  west  exposures  are  formed  by 
uildings  occupied  for  loft  purposes ;  and 
Whereas,  the  exposure  at  the  rear  of  the  premises  has 
;en  brought  about  by  the  erection  of  an  eighteen-story 
-eproof  building; 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
anted,  only  so  far  as  it  affects  the  windows  in  the  rear 
all,  facing  the  fireproof  structure  immediately  to  the  rear, 
id  that  the  order  otherwise  shall  be  complied  with  in 
I  respects. 


BUILDING  ZONE  CASES. 

1,9-29-BZ. 

PPLICANT — John  J.  Dunniga'n,  for  Boro-Wide  Develop¬ 
ment  Corp.,  owner. 

OBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business  building. 

REMISES  AFFECTED — 2314-2328  Grand  concourse  and 
2317-2327  Ryer  avenue,  east  side  of  Grand  con¬ 
course,  147  ft.  north  of  East  183rd  street,  The 
Bronx. 

PPEARANCES — 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition  :  Ema  Smith,  Bertha  Gans  and  Mil- 
ton  Smith. 

CTION  OF  BOARD — Laid  over  to  May  13,  1930,  at  10 
a.  m.,  pending  conference  with  board  of  estimate. 


4-29-BZ. 

PPLICANT — Edward  P.  Doyle,  for  Max  Tishman, 
owner. 

-BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

DEMISES  AFFECTED — 296-300  Watkins  street,  west 
side,  175  -ft.  south  of  Blake  avenue,  Brooklyn. 

PPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  David  Jacobs,  Julius  Levy  and 
Mrs.  Leiberweitz. 

V.TION  OF  BOARD — Application  withdrawn 

dE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


3-29-BZ. 

JPLICANT — McCoey  &  Conroy,  for  Trojan  Holding 
Co.,  owner. 

JBJECT — Application  (je  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station. 

DEMISES  AFFP2CTED — 653-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street,  Brooklyn. 

’PEARANCES— 

For  Applicant :  John  H.  McCooey,  Jr. 

For  Opposition :  Harry  V.  Siegel. 


AC  riON  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


894-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Gustaf  Larson, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn). 

PREMISES  AFFECTED — 2702-2712  Foster  avenue,  south¬ 
east  corner  of  Rogers  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  Harry  Wandmaker. 

ACTION  OF  BOARD — Application  withdrawn 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


662-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Engvelt  Building 
Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1-5  Crosby  avenue  and  381-387 
Vermont  avenue,  northeast  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  Alderman  George  H.  Ott  and 
Thomas  A.  Anderson. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


743-29-BZ. 

APPLICANT- — Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED — 59-10  to  59-22  Fresh  Pond 
street  (road),  northwest  corner  of  59th  road  (Heb- 
bard  avenue),  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  M.  Kleinfeld  and  Paul  Bern- 
sen. 

For  Opposition:  Charles  Firestone  and  Margaret 


Michniak. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

■'  Chief  McElligott .  5 

Absent  .  0 
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THE  RESOLUTION— 

(743-29-BZ) 

Whereas,  Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner,  filed,  December  20,  1929,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  59-10  to  59-22  Fresh  Pond  street  (road), 
northwest  corner  of  59th  road  (Hebbard  avenue),  Maspeth, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  22,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fresh  Pond  street  is  in  a  business 
district;  59th  avenue  is  in  a  business  district;  59th  road  is 
in  a  business  district,  and  61st  street  (Clermont  avenue)  is  in 
a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  9,  1929  (Plan  No.  N.  B.  8036-29), 
reads : 

“The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  the  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  194  28  ft.  on  61st  street,  39.76  ft.  on  59th 
road  and  150  ft.  on  Fresh  Pond  street,  on  which  it  is  pro¬ 
posed  to  erect  a  one-story  office  building,  25  ft.  by  25  ft., 
grease  pits  and  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station ;  and 

Whereas,  the  board  deems  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution  on  the  ground  of  practical  diffi¬ 
culties  and  unnecessary  hardships. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


546-29-BZ. 

APPLICANT — S.  Sufrin,  for  Lina  Rauh,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use. 

PREMISES  AFFECTED— 68  West  68th  street,  south  side, 
106  ft.  east  of  Columbus  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  S.  Sufrin,  John  Wottowich  and 


Louis  Spervel. 

For  Opposition:  David  Altman. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle  and  Deputy 

Chief  McElligott .  2 

Negative:  Chairman  Walsh  and  Commissioners 

Connell  and  Holland .  3 

Absent  .  0 

THE  RESOLUTION— 

(546-29-BZ) 


Whereas,  S.  Sufrin,  for  Lina  Rauh,  owner,  filed,  August 
28,  1929,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  maintenance  of  a  busi¬ 
ness  use ;  premises  68  West  68th  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  22,  1930.  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Columbus  avenue  is  in  a  business 
district ;  West  68th  street  is  in  a  residence  district,  and 
West  67th  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  5,  1929  (Viol.  Order  No.  33-1927),  reads: 

“You  are  hereby  notified  that  the  building  known  as 


No.  68  West  68th  Street  and  located  in  a  resident 
district,  in  the  Borough  of  Manhattan,  in  the  City  o 
New  York,  does  not  conform  to  Section  3  of  the  Builc 
ing  Zone  Resolution  of  the  Board  of  Estimate  and  A{ 
portionment  adopted  July  25,  1916,  in  the  respects  note 
below  : 

“In  that  of  occupying  the  basement  floor  as  a  taile 
shop  in  a  residence  district. 

“You  are  hereby  directed  to  discontinue  said  use  i. 
compliance  with  the  requirements  of  the  Building  Zor; 
Resolution.” ; 

and  I  ' 

Whereas,  the  existing  building  is  of  non-fireproof  cot 
struction,  four  stories  and  basement  in  height,  with  a  frontag 
of  22  ft.  and  a  depth  of  68  ft.;  to  be  occupied  as  a  busine:. 
use  in  the  basement  and  for  dwellings  above;  and 

Whereas,  the  board  deems  that  applicant  did  not  substai 
tiate  his  basis  of  appeal  brought  under  section  21  of  tl 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  built 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  ar 
it  hereby  is  denied. 


516-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Ernestine  Marol' 
owner. 

SUBJECT — Application  (re  decision  of  the  superintende: 

of  buildings),  under  sections  7e  and  21  of  tl; 
building  zone  resolution,  to  permit,  partly  in  a  re? 
dence  district  and  partly  in  a  business  district,  tl 
erection  and  maintenance  of  a  garage  for  tl 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 3613  White  Plains  aveni 
northwest  corner  of  East  213th  street,  The  Bron 
APPEARANCES— 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition:  Pasquale  Yannella. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  . . . 

Negative:  Chairman  Walsh,  Commissioner  Con¬ 
nell  and  Deputy  Chief  McElligott . 

Absent  . 

THE  RESOLUTION— 

(516-29-BZ) 

Whereas,  John  J.  Dunnigan,  for  Ernestine  Marola,  own*' 
filed,  August  7,  1929,  an  application,  under  the  building  zo 
resolution,  to  permit,  partly  in  a  residence  district  a( 
partly  in  a  business  district,  the  erection  and  maintenai^ 
of  a  garage  for  the  storage  of  more  than  five  motor  vehicle 
premises  3613  White  Plains  avenue,  northwest  corner 
East  213th  street,  Borough  of  The  Bronx;  and  _  ( 

Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  board  of  standards  and  appeals,  at  its  regular  met 
ing,  April  22,  1930,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  , 
Whereas,  the  use  district  maps  accompanying  the  buildi 
zone  resolution  show  that  White  Plains  avenue  (except  f 
park)  is  in  a  business  district;  East  213th  street,  west  of( 
point  100  ft.  west  of  White  Plains  avenue,  is  in  a  reside: 
district,  and  Willett  avenue  is  in  a  residence  district;  a. 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  August  2,  1929  (App.  No.  1016-1929),  reads: 

“1.  Erection  of  garage  for  storage  of  more  than  f: 
motor  vehicles  partly  in  business  and  partly  in  reside:.: 
district  is  contrary  to  provisions  of  Building  Zc 
Resolution.” ;  fl  j 

and  .4 

Whereas,  the  building  is  of  non-firenroof  constructi'j 
three  stories  on  East  213th  street  in  height,  with  a  front?: 
of  117.74  ft.  on  East  213th  street  and  75.61  ft.  on  Wh^ 
Plains  avenue;  to  be  occupied  as  a  garage  for  the  stor?; 
of  more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deemed  that  the  basis  of  app 
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ider  section  7,  subdivision  e,  is  not  substantiated,  in  that 
garage  does  not  exist  on  the  same  street  between  the  same 
ersecting  streets ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en- 
led  to  relief  under  section  21  on  the  grounds  of  practical 
ficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
;s  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
d  it  hereby  is  denied. 

2-29-BZ. 

’PLICANT — John  J.  Dunnigan,  for  Corwil  Realty  Corp., 
owner. 

iJBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  distict  the  altera¬ 
tion  and  change  of  occupancy  of  an  existing  garage 
for  the  storage  of  more  than  five  motor  vehicles 
to  a  gasoline  service  station  and  public  garage 
(parking  space). 

REMISES  AFFECTED — 728-736  Southern  boulevard, 
east  side,  200  ft.  south  of  East  136th  street,  The 
Bronx. 

3PEARANCES — 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

'TION  OF  BOARD — Application  denied. 

IE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 

IE  RESOLUTION— 

(632-29-BZ) 


vVhereas,  John  J.  Dunnigan,  for  Corvil  Realty  Corp., 
ner,  filed,  October  22,  1929,  an  application,  under  the 
Iding  zone  resolution,  to  permit  in  a  business  district  the 
eration  and  change  of  occupancy  of  an  existing  garage 
•  the  storage  of  more  than  five  motor  vehicles  to  a  gaso- 
e  service  station  and  public  garage  (parking  space)  ; 
■mises  728-736  Southern  boulevard,  east  side,  200  ft.  south 
East  156th  street,  Borough  of  The  Bronx;  and 
vVhereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
",  April  22,  1930,  after  due  notice  by  publication  in  the 
lletin  of  the  Board  of  Standards  and  Appeals ;  and 
vVhereas,  the  use  district  maps  accompanying  the  building 
le  resolution  show  that  Southern  boulevard  is  in  a  business 
trict;  Whitlock  avenue  is  in  an  unrestricted  district; 
st  156th  street,  west  of  a  point  100  ft.  east  of  Southern 
ilevard,  is  in  a  business  district;  East  156th  street,  east 
a  point  100  ft.  east  of  Southern  boulevard,  is  in  an  un- 
tricted  district ;  Leggett  avenue,  west  of  a  point  100  ft. 
t  of  Southern  boulevard,  is  in  a  business  district,  and 
?gett  avenue,  east  of  a  point  100  ft.  east  of  Southern 
ilevard,  is  in  an  unrestricted  district ;  and 
Vhereas,  the  decision  of  the  superintendent  of  buildings, 
dered  September  28,  1929  (Alt.  572-29),  reads: 

“1.  Proposed  gasoline  service  station  and  public 
garage  (parking  space)  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ; 

1 

•Vhereas,  the  easterly  half  of  the  plot  is  in  the  un- 
tricted  district  and  the  westerly  half  is  in  the  business 
trict;  the  existing  building  was  granted  under  Cal.  No. 
7-23-BZ;  it  provided  for  a  garage  with  stores,  fronting 
Southern  boulevard,  having  a  depth  of  30  ft.,  with  a 
sonry  wall  separating  stores  from  garage;  it  is  proposed 
remove  the  existing  stores,  erect  a  store,  a  vulcanizing 
1  tire  repair  compartment  and,  also,  a  battery  repair  room 
ng  the  south  wall  of  the  present  building  commencing 
a  point  20  ft.  west  of  the  Southern  blvd.  building  line;  to 
upy  the  front  (Southern  boulevard)  portion  of  the  plot 
>w  occupied  for  stores  and  part  of  present  garage)  for  a 


depth  of  approximately  50  ft.  as  a  gasoline  service  station, 
and  to  occupy  the  remainder  of  the  building  as  a  service 
station  for  a  tire  and  rubber  company ;  the  additional  equip¬ 
ment  consisting  of  four  530-gallon  capacity  gasoline  tanks 
and  grease  pits  with  lifts;  grease  pits  to  be  located  inside 
the  building;  and 

Whereas,  the  board  deemed  that  applicant  failed  to  sub¬ 
stantiate  his  basis  of  appeal  under  section  21  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


384-29-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  F.  T.  Hallett,  Inc., 
owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy  of  the  first 
story  of  an  existing  dwelling  from  residence  to 
business  use. ' 

PREMISES  AFFECTED — 37-26  149th  place  (Wilson  ave¬ 
nue),  76.09  ft.  south  of  Northern  boulevard  (Broad¬ 
way),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles. 

For  Opposition:  William  Rasmun,  Jr. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  5 


Negative  .  o 

Absent  .  0 


THE  RESOLUTION— 

(384-29-BZ) 

Whereas,  Alfred  H.  Eccles,  for  F.  T.  Hallett,  Inc., 
owner,  filed,  June  4,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  alteration  and  change 
of  occupancy  of  the  first  story  of  an  existing  dwelling  from 
residence  to  business  use;  premises  37-26  149th  place  (Wil¬ 
son  avenue),  78.09  ft.  south  of  Northern  boulevard  (Broad¬ 
way),  Flushing,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  22,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  busi¬ 
ness  district;  149th  place  (Wilson  avenue),  south  of  a 
point  100  ft.  south  of  Northern  boulevard,  is  in  a  residence 
district ;  Lincoln  avenue  is  in  a  residence  district,  and  Amity 
avenue  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  15,  1929  (Alt.  Plan  No.  2083-1929),  reads: 

”1.  Extension  of  a  building,  for  business  use,  located 
within  a  business  district  and  extending  into  a  residence 
district,  is  contrary  to  Art.  2,  Sec.  3  of  the  Zone 
Law”; 
and 

Whereas,  the  existing  building  (dwelling)  is  frame,  two 
and  one-half  stories  in  height,  33  ft.  3  in.  by  27  ft.  3  in.  in 
area ;  it  is  proposed  to  increase  the  area  of  the  first  story 
by  adding  an  8  ft.  3  in.  by  33  ft.  3  in.  extension  to  the  front 
of  the  building  and  a  12  ft.  6  in.  by  30  ft.  3  in.  extension 
to  the  rear  of  the  building ;  it  is  proposed  to  occupy  the 
first  story  as  an  undertaking  establishment ;  the  upper  por¬ 
tion,  according  to  application  forms,  is  residence  use;  the 
plans  indicate  a  display  room  on  second  story;  approximately 
one-half  (the  south  half)  of  the  building  is  in  the  residence 
district  and  the  north  half  is  in  the  business  district;  and 
Whereas,  the  property  under  appeal  is  bisected  by  two 
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use  districts,  and  the  board  is  empowered,  under  the  pro¬ 
visions  of  section  7,  subdivision  b,  of  the  building  zone 
resolution,  to  grant  a  variation  under  such  circumstances; 

and 

Whereas,  the  board  deems  that  a  denial  of  the  application 
would  be  arbitrary  discrimination  and  that  unnecessary 
hardship  and  practical  difficulties  would  devolve  upon  the 
owner  as  within  the  meaning  of  section  21  of  the  building 
zone  resolution. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  as  far  as  it 
affects  the  first  story  of  these  premises  for  use  in  the  con¬ 
duct  of  a  mortuary  chapel  in  conjunction  with  the  under¬ 
taking  business  conducted  on  the  premises,  on  condition  that 
there  shall  be  no  door  opening  of  any  nature  or  description 


on  the  southerly  gable  wall  of  the  premises,  and  that  n 
part  of  the  southerly  gable  wall  of  the  premises  shall  b 
built  within  8  ft.  0  in.  of  the  property  line ;  that  the  buildin 
proper  shall  be  set  back  from  the  building  line  on  149th  plac 
not  less  than  10  ft. ;  that  there  shall  be  not  more  than  on 
vehicular  entrance  on  the  front  of  the  premises,  located  a 
the  extreme  northerly  end  of  the  property ;  there  shal 
be  no  sign  of  any  nature  or  description  or  any  advertisini 
displayed  or  exposed  on  any  portion  of  the  premises ;  tha 
the  front  elevation  shall  be  completed  substantially  in  ac 
cordance  with  the  design  of  the  facade  as  filed  with  thi 
application ;  that  any  permits  required  shall  be  obtains 
within  six  months  and  all  work  involved  completed  withi 
one  year  from  the  date  of  this  action. 


Adjourned  6.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals  held  Tuesday,  April  15,  1930,  as  they  appeared 
in  Bulletin  No.  16,  Vol.  XV,  are  hereby  corrected  to  read 
as  follows : 

468-27-BZ. 

APPLICANT — Hazel  R.  Dunkum,  owner. 

SUBJECT— Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline 
service  station — reopened  for  amendment  and 
modification  of  resolution. 

PREMISES  AFFECTED— 6414-6424  Fort  Hamilton  park¬ 
way,  Brooklvn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(468-27-BZ) 

Whereas,  Hazel  R.  Dunkum,  owner,  filed,  April  29,  1927 ; 
granted  October  28,  1927;  reopened  February  18,  1930,  for 
amendment  and  modification  of  resolution,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  6414-6424  Fort  Hamilton  parkway,  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  15,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


*  Correction— “Ward  pied”  changed  to  “Whereas”  in  line 
one  of  resolution. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


Whereas,  the  use  district  maps  accompanying  the  buildin 
zone  resolution  show  that  Fort  Hamilton  avenue  is  in 
business  district;  65th  street  is  in  a  business  and  unrestricte 
district;  64th  street  is  in  a  business  and  unrestricted  dis 
trict,  and  Ninth  avenue  is  in  an  unrestricted  district;  an 
Whereas,  the  decision  of  the  superintendent  of  building; 
rendered  March  10,  1927  (App.  No.  3885-1927),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Ar« 
II,  Sec.  4-A,  subdivision  46.  1  1 

“The  installation  of  a  gasoline  service  station  in  ; 
business  district.” ; 

and 

Whereas,  it  is  proposed  to  erect  an  office,  24  ft.  by  24  ft 
bury  storage  tanks  and  erect  six  pumps,  also  to  construe 
four  greasing  pits  enclosed  in  a  structure  32  ft.  by  18  f 
for  the  purpose  of  conducting  a  gasoline  service  statio 
within  a  business  use  district;  and 

Whereas,  a  variation  was  granted  for  the  use  of  thes 
premises  as  a  gasoline  sales  service ;  and 

Whereas,  the  application  has  been  made  on  a  new  deter 
mination  of  the  superintendent  of  buildings  as  to  greas 
crankcase  service  structure ;  and 
Whereas,  the  original  application  for  gasoline  sales  set 
vice  was  granted  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  dot 
hereby  make  a  variation  in  the  application  of  the  use  dis. 
trict  regulations  of  the  building  zone  resolution,  and  th< 
the  application  be  and  it  hereby  is  granted,  as  to  a  structui 
to  be  used  as  office  and  for  the  shelter  of  operators  an 
patrons,  and  a  structure  for  crankcase  service,  not  to  excee 
32  ft.  by  18  ft.,  on  condition  that  said  crankcase  servic 
structure  shall  be  enclosed  on  two  sides  with  approve 
masonry  and  roofed,  the  front  and  rear  to  be  arranged  wit 
openings  of  arch  design,  and  on  condition  that  the  structun 
erected  on  this  plot  shall  not  exceed  one  story  in  heigh 
above  grade  with  gambrel  or  hipped  roof ;  the  buildings  1 
be  finished  on  all  four  sides  with  light-colored  face  brick 
that  the  roofs  shall  be  finished  with  slate  or  flat  tile;  th; 
there  shall  be  no  advertising  display  on  the  premises,  oth< 
than  on  the  illuminated  lamps  of  the  gasoline  pumps;  th; 
there  shall  be  installed  on  the  building  line,  other  than  ; 
the  driveways  to  and  from  the  property,  a  concrete  cur 
not  less  than  12  in.  in  height  and  8  in.  in  depth;  that  a 
necessary  permits  shall  be  obtained  within  six  months  an 
the  work  completed  within  eighteen  months  from  the  da' 
of  this  action. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  th 
Distribution  Division  of  the  City  Record  Office,  378  We: 
Broadway.  Price,  30c;  by  mail,  35c. 
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MINUTES 


♦CORRECTION. 


and 


“1.  Proposed  height  is  excessive. 
Zone  Resolution.” ; 


Art.  Ill  Building 


[Hie  minutes  of  the  meeting  of  the  board  of  standards 
U  appeals  held  Tuesday.  February  11,  1930,  as  they  ap- 
ired  in  Bulletin  No.  7.  Yol.  XV,  are  hereby  corrected  to 
Ad  as  follows : 

HE  RESOLUTION— 

(58-29-BZ) 

Vhereas,  Shreve,  Lamb  &  Harmon,  for  Empire  State, 
}:.,  owner,  filed,  December  24,  1929,  an  application,  under 
building  zone  resolution,  to  permit,  partly  in  a  one  and 
p-quarter  times  height  district  and  partly  in  a  two  times 
ight  district,  the  erection  and  maintenance  of  the  street 
'11s  in  excess  of  the  height  permitted  under  the  building 
:ie  resolution;  premises  2-20  West  34th  street  and  1-29 
l?st  33rd  street.  Borough  of  Manhattan ;  and 
.Vhereas,  an  application  on  these  premises  had  been  pre- 
•usly  made  by  Hamill,  Weinberg  &  Munro  for  the  Wal- 
Irf  Astoria  Office  Holding  Co.  January  25,  1929,  and  had 
m  granted  by  the  board  March  12,  1929;  and 
Vhereas,  a  public  hearing  was  held  on  this  present  appli- 
ion  by  the  board  of  standards  and  appeals,  at  its  regular 
reting,  February  11,  1930,  after  due  notice  by  publication 
■the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
•Vhereas,  the  district  maps  accompanying  the  building 
ne  resolution  show  that  area  bounded  by  a  north-and- 
<th  line,  located  100  ft.  west  of  Fifth  avenue,  a  north- 
1-south  line  located  100  ft.  east  of  Fifth  avenue  and  an 
;t-and-west  line  located  100  ft.  south  of  33rd  street,  is  in 
ne  and  one-quarter  times  height  district,  and  area  outside 
the  above  area  is  in  a  two  times  height  district ;  and 
Vhereas,  the  decision  of  the  superintendent  of  buildings, 

•  dered  December  12,  1929  (N.  B.  31-1929),  reads: 

•  Correction — 62  ft.  6  in.  changed  to  73  ft.  6  in.  in  line  52 

Resolution. 


\\  hereas,  it  is  proposed  to  erect  on  a  plot  with  a  frontage 
of  197  ft.  6  in.  on  Fifth  avenue,  a  depth  of  500  ft.  on 
West  33rd  street  and  a  depth  of  425  ft.  on  West  34th 
street  a  fireproof  business  building,  eighty-five  stories  in 
height;  in  the  erection  of  the  building  in  order  to  obtain 
architectural  symmetry  certain  portions  of  the  setback  walls 
will  project  beyond  the  building  envelope  permitted  by  the 
building  zone  resolution  along  approximately  272  ft.  of  the 
Vest  33rd  street  front  and  for  a  short  distance  on  the  West 
34th  street  front,  as  shown  on  amended  plans  submitted 
February  10,  1930;  and 

Whereas,  the  applicant  desires  to  change  plans  formerly 
submitted  regarding  the  height  of  the  building  and  affecting 
the  height  of  street  walls  for  the  sake  of  architectural 
symmetry  of  said  building ;  the  building  to  be  constructed 
as  per  the  substituted  plans  now  submitted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  height 
district  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  substantially  in  accordance 
with  the  plans  and  drawings  now  on  file  in  this  appeal; 
that  an  open  court,  not  less  than  25  ft.  in  width,  starting 
at  a  point  not  more  than  73  ft.  6  in.  above  curb  level  shall 
be  maintained  at  the  rear  of  the  building  from  34th  to  33rd 
streets ;  that  all  service  delivery  shall  be  made  through  a 
vehicular  entrance  or  driveway,  the  westerly  side  of  service 
entrance  to  be  located  approximately  425  ft.  west  of  Fifth 
avenue  on  the  33rd  street  side  of  building ;  that  the  building 
shall  comply  with  the  requirements  of  the  building  zone 
resolution  in  all  other  respects  and  shall  be  constructed 
in  accordance  with  all  laws  relating  thereto;  that  all 
necessary  permits  shall  be  obtained  within  nine  months 
from  the  date  of  this  action  and  that  the  construction  of 
the  building  shall  be  prosecuted  to  completion  without  sus¬ 
pension  or  unnecessary  delay. 


_ RULES 

IMPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S 


'esolved,  That  for  the  purpose  of  establishing  uniform 
ictice  with  regards  to  the  reporting  of  structural  altera- 
is  made  under  the  requirements  of  the  labor  law,  the 
: owing  rule  be  and  it  is  hereby  adopted: 

Then  plans  have  been  filed  with  the  proper  superintend- 
of  buildings  and  structural  alterations  have  been  made 
::omply  with  the  requirements  of  the  labor  law  relating 
exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 


CONCRETE  RULES 

_ 

USE  OF  HYDRATED  LIME  IN  CONCRETE. 


adopted  by  the  Board  of  Standards  and  Appeals,  April 
1920,  under  Cal.  No.  153-20-S. 

he  use  of  hydrated  lime  in  all  classes  of  concrete  con- 
Uction  shall  not  be  prohibited  when  used  in  accordance 
•  h  the  conditions  hereinafter  set  forth, 
he  hydrated  lime  shall  conform  with  the  standard 
cifications  for  this  material  which  have  been  adopted 
the  American  Society  for  Testing  Materials, 
he  maximum  amount  of  hydrated  lime  which  may  be 
d  shall  conform  with  the  following  table,  afT  weights 
m  being  the  amount  of  lime  which  may  be  incorporated 
'  each  ninety-five  pound  bag  of  Portland  cement: 


1-1J4-3  Mix,  4  pounds 
cement. 

of 

hydrated 

lime 

per 

bag 

of 

1-2-4  Mix,  5  pounds 
cement. 

of 

hydrated 

lime 

per 

bag 

of 

l-2^a-5  Mix,  6  pounds 

of 

hydrated 

lime 

per 

bag 

of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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RULES 

FACTORY  EXIT  RULES  ADOPTED  FEBRUARY  23,  1927. 


64-27-SR 

STANDARD  FACTORY  EXITS 
Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 

1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto : 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (}4)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (1/4)  inch 
mesh,  all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,' the  fire  escape  stair¬ 
way  shall  continue  to  the  roof,  and  if  there  be  no  safe 
means  of  egress,  a  gooseneck  ladder  shall  be  prov.ded 
from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of 
exit  under  Section  271  of  the  Labor  Law  may  consist  of 
an  outside  iron  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit 
of  an  opening  6  feet  in  height,  a  casement  door  not 
less  than  4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
closing.  An  easily  operated  door  lock  with  knobs  on 
both  sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed 
iron  step  at  least  two  feet  wide,  with  risers  not  exceed¬ 
ing  eight  (8)  inches,  and  treads  not  less  than  eight  (8) 
inches  are  provided  on  the  inside  from  floor  level  to 
sills  properly  secured. 

Rule  4  (a)  Any  such  fire  escape  erected  subse¬ 

quent  to  October  1,  1913,  and  prior  to  these  rules  taking 
effect,  unless  previously  accepted  as  one  of  the  required 


means  of  exit  or  escape  by  the  administrative  official  ha 
ing  jurisdiction,  shall  conform  in  every  respect  to  t 
provisions  of  these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted 
constituting  one  of  the  required  means  of  exit  or  escai 
under  Section  271-1  of  the  Labor  Law,  in  any  buildii 
erected  prior  to  October  1,  1913,  now  occupied  or  to 
occupied  as  a  factory,  exceeding  nine  stories  in  heigl 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  stiu 
turally  safe,  properly  painted,  and  kept  clear  of  all  o 
structions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  facto 
buildings  five  stories  or  less  in  height,  erected  prior 
October  1,  1913,  in  which  there  are  more  than  twent 
five  persons  employed  above  the  second  story,  all  interi 
stairways,  serving  as  required  means  of  exit,  and  t 
landings,  platforms  and  passageways  connected  therewi 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-t 
sisting  material  extending  continuously  from  the  lowi 
point  of  the  stairway  in  accordance  with  the  followi 
schedule : 


Number  Contents 
of  combustible, 

stories  no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents  Contents  n< 

combustible,  combustib 
and  sprinkler  and  sprinkl 

Three 

Stairways 

Enclosed 

P'our 

Stairways 

Enclosed 

Stairway* 

Enclosed 

Fire 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goo 
wares  and  merchandise,  packed,  stored,  manufactured 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articl 
goods,  wares  or  merchandise  which  will  burn  or  supp< 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  a< 
quate  automatic  sprinkler  equipment  installed  and  tna 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of 
building  between  any  floor  and  the  floor  or  roof  ni 
above; — the  first  story  is  that  part  of  a  building  wh 
is  more  than  50  per  cent  above  the  floor  below  and 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  ' 

building,  such  partitions  shall  extend  to  the  under  s 

of  the  roof  boarding.  That  portion  of  the  under  side 
the  roof  beams  within  the  stair  enclosure  shall  be  covei 
with  fire  resisting  material,  except  in  buildings  with  ro> 
of  non-combustible  material,  in  which  case  the  partitit 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  ro 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhe 

The  enclosure  shall  be  ventilated  by  a  skylight  in 

;oof  with  louvres  or  ventilators,  or  exterior  windows  w 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  vv 
approved  self-closing  fire  doors,  except  where  such  op 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  n 
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rial  at  least  four  inches  thick  unless  the  partition  extends 
the  cellar  bottom. 

A  horuuntal  exit,  as  defined  in  section  267  of  the  Labor 
aw,  will  be  accepted  as  a  compliance  with  this  ruie 
hen  both  sides  of  the  fire  wall  or  walls  are  occupied 
i  any  factory  floor  by  the  same  occupant 

Rule  7.  Where  there  are  occupancies  on  any  story 

•  part  of  a  story  involving  the  storage  or  use  below  the 
p  story  of  the  following  materials  and  exceeding  the 
nount  specified,  and  there  are  more  than  5  persons  em- 
oyed  at  manufacturing  above  such  occupancy,  the  interior 
airway  serving  as  required  means  of  egress  shall  be  en- 
osed  on  that  story  with  fire  resisting  material  from  floor 

•  under  side  of  floor  above,  including  any  exposed  stair 
i flits,  landings  and  passageways;  openings  shall  be  pro- 
ded  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

•Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
a,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
ise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
ove,  the  entire  stairway  shall  be  enclosed  in  fire-resist- 
g  material  where  there  are  more  than  5  persons  em- 
ayed  at  manufacturing  above  the  first  story. 

• 

Rule  8.  Required  Exits  and  Enclosures  of  Stair- 
ays  in  Two-story  Factory  Buildings. 

l.  Required  Exits. — In  every  two-story  factory  build- 
g  erected  prior  to  October  1,  1913,  in  which  more  than 
■e  persons  are  employed  at  manufacturing,  there  shall 

provided  from  each  story  at  least  two  means  of  exit  or 
cape  from  fire  remote  from  each  other,  one  of  which 
om  every  floor  above  or  below  grade  shall  lead  to  or 
-en  on  an  interior  stairway  which  shall  be  enclosed,  as 
reinafter  provided,  or  on  an  exterior  enclosed  stairway, 
ne  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
fire  escape  conforming  to  section  273,  Labor  T  *w,  or 
lie  2  of  these  rules.  Except  that  exit  door  shall  be  a  fire 
3or,  with  substantial  steps  to  the  sills  properly  secured 
hen  sill  is  more  than  8  inches  above  the  floor  level ;  and 
here  there  is  no  safe  egress  from  the  roof,  a  gooseneck 
dder  shall  be  provided  from  top  balcony  to  the  roof, 
ccept  on  the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
exterior  screened  stairway  shall  be  as  required  by 
ction  273,  Labor  Law,  or  to  open  adjoining  yard  with 
re**  to  the  street.  No  point  on  any  floor  of  such  build- 
g  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
stant  from  such  an  exit. 

Rule  9.  Enclosure  of  Stairways. — In  two-story  bmld- 
gs  where  there  are  occupancies  on  any  story  or  ixart 
a  story  involving  the  storage  or  use  below  the  top  story 
any  of  the  materials  exceeding  the  amounts  specified 
i  Rule  7  and  there  are  more  than  5  persons  employed 
manufacturing  above  such  occupancy,  all  interior  stair- 
ays  serving  as  required  means  of  exit  shall  be  enclosed 
om  the  lowest  point  of  such  stairway  to  the  ceiling 
the  first  floor  by  partitions  of  fire-resisting  material, 
iless  the  building  is  provided  with  a  wet  sprinkler  sys- 

m,  in  which  case  such  enclosure  of  stairways  shall  not 
:  required.  Such  enclosures  shall  lead  directly  to  a  door 
Gening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 


fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  door* 
equipped  with  self-closing  device*. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 

Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 

Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend 
to  the  roof  where  there  is  no  safe  egress  from  the  roof, 
under  Sections  270.  271  and  272,  Labor  Law. 

fa)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party 
wall  fire  escape,  party  wall  exterior  screened  stairway, 
party  wall  balconies  or  bridges,  or  where  any  outside 
exits  do  not  connect  to  adjoining  buildings  at  roof  level, 
or  where  there  are  no  unbarred  window  openings  five 
feet  above  the  roof  or  parapet  wall  of  the  building  in 
question. 

(b)  When  the  roof  of  the  buildjng  in  question  has  a 

pitch  exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  13.  (a)  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at 
least  a  double-rung  ladder  at  the  top  of  the  interior 
stairway,  and  within  the  interior  stairway  encloiure  when 
stairway  is  enclosed.  Such  ladder  shall  be  at  least  18 
inches  in  width  and  shall  be  properly  secured  at  top 
and  bottom.  The  ladder  shall  lead  to  a  scuttle  opening 
not  less  than  2  feet  by  3  feet  or  be  of  such  additional 
area  as  may  be  required  to  provide  ample  head  room. 
The  scuttle  cover  shall  be  hingea  and  of  light  weight 
construction,  or  be  counter-balanced.  An  easily  operated 
hook  may  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  10 
feet  from  the  open  edge  of  the  roof,  an  iron  railing  prop¬ 
erly  braced  at  least  3  feet  high  and  at  least  10  feet  long 
shall  be  provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS. 
Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 

any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  require¬ 
ments  of  the  Labor  Law  and  the  Rules  of  the  Board  of 
Standards  and  Appeals,  such  means  of  egress  may  be  re¬ 
tained  under  the  following  conditions: 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on 
factory  buildings  shall  be  maintained  structurally  safe, 
properly  painted,  and  with  the  openings  leading  thereto, 
kept  in  good  repair. 

In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder 
in  guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  iaader  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place,  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 
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court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining 

yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  to  the  roof  of 
adjoining  extensions,  or  other  means  of  egress  satis¬ 
factory  to  the  authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions.  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Section  5 — Stairways  and  Bridges. 

Rule  14. — Interior  Stairways. — All  interior  stairways 

not  conforming  to  the  requirements  of  the  Labor  Law  or 
rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  un¬ 
obstructed,  halls  are  properly  lighted,  and  all  landings, 
passageways,  etc.,  are  maintained  free  and  unobstructed. 


An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 

Rule  15. — Exterior  Screened  Stairways. — Exterioi 

screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
painted,  exits  thereto  and  all  platforms  and  passageways 
thereof  shall  be  maintained  unobstructed,  and  egren 
from  termination  shall  be  provided  as  required  for  sub¬ 
standard  fire  escapes  in  subdivision  a. 

Rule  16. — Horizontal  Bridges. — Horizontal  bridges  and 
party  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained 
unobstructed. 

Rule  17.  No  sign  of  any  character  shall  be  placed  a* 

openings  leading  tc  these  sub-standard  exits. 


RULES 

EXIT  RULES— REVOLVING  DOORS 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No. 
412-20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 

Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

(a)  Type  A.  ‘‘Automatic  Collapsible"  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors — Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 
exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 


quired  width,  equipped  with  swinging  doors,  are  installed 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Sue! 
swinging  doors  need  not  be  equipped  with  handles  on  th< 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 

otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  froir 
buildings. 

Except  where  otherwise  prohibited  existing  Type  Bj 
revolving  doors  may  also  be  retained  as  required  mean.1 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  conditior 
is  deemed  by  him  to  exist,  they  shall  be  either  replace<! 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official, 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 

than  assembly  halls,  asylums,  auditoriums,  churches,  danc< 
halls,  department  stores,  hospitals,  motion  picture  theatres 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency 
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BOARD  OF  STANDARDS  AND  APPEAL 

Administrative  Applications. 


484-26-SA— Protectoseal  Cover,  approval  of. 

890-26-SA  Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 


29  27-A— 39  Fifth  avenue,  Manhattan. 

■  30-27-A — 13-16  Central  Park  West,  Manhattan. 

(31-27-A — 20-28  West  72nd  street,  Manhattan. 

!.!2-27-A — 242-248  West  76th  street,  Manhattan. 

<4-29- A  11  East  24th  street,  Whitestone,  Borough  of 
Queens. 


‘10-22-SA— 
19-22-SA- 
73  22-SA- 
:  $0-22- S  A- 

19-22-S  A- 
, >7-23- S  A  - 

!4-23-SA- 
L1-23-SA- 
7-23-SA- 
2-23-S  A- 

5-23- S  A — 


Appliances  Submitted  for  Approval. 

Crocker  Gas  Valve,  approval  of. 

-Kennell  Gas  Cut-Off  Valve,  approval  of. 

-Anti-Syphon  Valve,  approval  of. 

-Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

-Coen  Oil  Burner,  approval  of. 

Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

-Master  Gas  Shut-Off  Valve,  approval  of. 

Packless  Gas  Shut-Off  Valve,  approval  of. 

■S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

Manual  and  Thermal  Gas  Cut-Oflf  Valve,  ap¬ 
proval  of. 

Wm.  E.  Toelle  Manual  &  Automatic  Ga t 


Shut-Off  Valve,  approval  of. 

1 9-23- S A  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 


7-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

1-23-S A— Automatic  Gas  Shut-Off,  approval  of. 

p-23-SA  i  ilman-White  Gas  Cut-Off  Valve,  approval 
of. 

Ji-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

jl-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

SI-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

-24-SA — Holizer- Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 


-24-SA  V  ills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

• -24-SA — Milnes  Oil  Burner,  approval  of. 

-24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of 
-24-SA — Salvo  Fire  Extinguisher,  approval  of. 

-24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
24  SA — Smolensky  Check  Valve,  approval  of. 
j-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

-25-SA  — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

'-25-SA — Koerting  Gear  Pump,  approval  of. 

25-SA— Palmer  Gravity  Lock,  approval  of. 

■26-SA— Signal  Weatherproof  Bells,  approval  of. 
f  26-SA — Kork-n-Seal.  approval  of. 

1 26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 


110-27-SA — Wilbur  Extinguisher,  approval  of. 

187-2< -SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

53<-2<-SA  Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA  Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA  Cooks  Automatic  Oil  Burner,  approval  of. 
977-27 -S A — Romec  Rotary  Pump,  approval  of. 

11 62-2  <  -SA  Allens  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Val  ve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

801-28-SA  Model  “G”  Nokol  Burner,  approval  of. 

958-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA  Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

163-29-SA  Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

209- 29-SA— A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA  A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29-SA— Kennedy  2J4-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

510-29-SA— Hercules  Oil  Burner,  approval  of. 

535-29-SA— Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

591-29-SA— Improved  Kres-Kno  Oil  Burner,  approval  of. 
603 -29-SA  Electromatic  Oil  Burner,  approval  of. 

637-29-S A — Merco  Oil  Burner,  approval  of. 

684-29-SA  A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-SA— Super  Automatic  Oil  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 

54-30-SA— Carter-Korth  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
mid  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  Petitioner  0f  record. 
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JPOCKET. 


Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  April  23,  1930 .  277 

.  »*'• 

Restored  to  calendar^  . , . . . . . . i  21 

Miscellaneous  Applications. 

Requests  to  reopen .  74 

Requests  to  amend .  8 

Requests  for  modification .  9 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  30 

Requests  for  extension  of  permit .  2 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  14 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total .  827 

Disposed  of .  441 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition .  1 

Appliances  approved . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  f! 

Requests  to  reopen  denied .  i 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . _ . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  .  4- 


Cases  pending  April  23,  1930 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premise*  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  f 
cases  promptly,  for  the  reason  that  the  pendency  of  ( 
appeal  or  petition  ties  the  hands  of  the  administrative  of. 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petiti< 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tl 
appellant  or  petitioner  to  file  necessary  data,  or  by  ai 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pla: 
and  data  required  by  law  are  supplied,  as  specified  on  tf 
blank  appeal,  application  or  petition  forms. 

— — - - - —  — 
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Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 


Street 

P.O 


My  subscription  is  to  begin  with  the  issue  for 
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,  1930. 
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DIRECTORY 


BOARD  OF  STANDARDS  AND  APPEALS 

WILLIAM  E.  WALSH,  Chairman 
Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


PUBLIC  HEARINGS 

1  uesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gmers  pertaining  to  the  work  of  the  board,  will  be  seen 
on  y  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


fice— Municipal  Building,  Rooms  1001  to  1015. 

Ilephone — Worth  0184. 

fice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

1  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


CALL  OF  CLERK'S  CALENDAR 


me  dienes  calendar 


....  - — - — .  appiicduuns  unaer  tne 

j  nil  ding  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any 
ana  will  be  called  in  Room  1013,  Tuesday ,  Mav  6  1930 

at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

1  lie  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  13,  1930,  at  2  o’clock. 


Ihe  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  or  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


his  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of 
10  A.  M. 

Regular 

Meeting, 

April 

29, 

1930, 

Minutes  of 

Regular 

Meeting, 

April 

29, 

1930, 

2  P.  M. 

Corrections. 

Rules  for  Testing  Wood. 
Fuel  Oil  Burners  Approved. 
Reserve  Calendar. 

Progress  Report. 


NUiiCR  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  -will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
irom  the  date  of  the  action  of  the  Administrative  Official. 

.  in  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  sucb  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh,  Chairman. 


413 


CALENDAR 


DOCKET. 

New  Cases  Filed,  up  to  April  30,  1930. 

Cal.  No.  Department.  Premises  Affected. 

300-30-BZ . B.B.M....169  E.  87th  st.,  Man., 

_  Alt.  610-30 

299-30-BZ . B.B.B _ 214  Humboldt  st.,  Bklyn., 

_  Applic.  4086-30 

298-30-A . F.D . Pier  No.  32,  East  River,  Foot 

of  Degraw  st.,  Bklyn., 

_  F-73848 

297-30- A . F.D . 3790-3798  Broadway,  Man., 

_  F-73374  &  F-73375 

296-30-S . F.D . 247-253  W.  19th  st.,  Man., 

_  L.  D.  70608 

295-30- A . F.D . 247-253  W.  19th  st.,  Man., 

_  F-70606 

294-30- A . F.D . 247-253  W.  19th  st.,  Man., 

_  F-70604 

293-30- A . F.D . 681  Fifth  ave.,  Man., 

_  F-72395 

292-30- S . F.D . 221-227  Fourth  ave.,  Man., 

_  L.  D.  73387 

291-30-SA . F.D . Dempsey  No.  4  Type  Fuel  Oil 

_  Burner,  Appliance 

290-30- A . F.D . 43-65  Stewart  ave.,  Bklyn., 

_  F-68660 

289-30-BZ . B.B.B _ 3059-3071  Ocean  ave.,  Bklyn., 

_  Applic.  12132-29 

288-30-BZ . B.B.B. ..  .16-22  Park  ave.,  Bklyn., 

_  Applic.  610-30  &  611-30 

287-30-S . F.D . 31  Cooper  sq.,  Man., 

_ _  L.  D.  69201  &  L.  D.  69202 

286-30- A . B.B.M. .  ..207-213  W.  49th  st.,  Man., 

_  N.  B.  46-30 

285-30-BZ . B.B.B. ..  .625-631  Bergen  st.,  Bklyn., 

_  Applic.  3614-30 

284-30-S . F.D . 775  Sixth  ave.,  Man., 

_  L.  D.  73059 

283-30-S . F.D . 1413  Fifth  ave.,  Man., 

_  L.  D.  52021 

282-30-A . F.D . 1413  Fifth  ave.,  Man., 

_  F-52023 

281-30-S . F.D . 247-249  Pearl  st.,  Man., 

_  L.  D.  70772 

280-30-A . F.D . 15-25  Whitehall  st.,  Man., 

_  F-71251 

279-30-A . F.D . 76-80  39th  st.,  Bklyn., 

_ Applic.  4887-28 

278-30- A . F.D . 43-45  W.  34th  st.,  Man., 

_  F-17893 

Restored  to  Calendar. 

595-29-SA . F.D . Hart  Automatic  Fuel  Oil 

Burner,  Model  Series  “DO,” 

_  Appliance 

579-29- S . F.D . 461-479  Eighth  ave.,  Man., 

_  L.  D.  57816  &  L.  D.  57817 


CODE 


. Fire  Department 

E) . Health  Department 
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B.B.B . Bureau  of  Buildings,  Brook) 

B.B.M . Bureau  of  Buildings,  Manhati 

B.B.Q . Bureau  of  Buildings,  Que 

B.B.R . Bureau  of  Buildings,  Richm  i 

B.B.Bx . Bureau  of  Buildings,  Br: 

T.H.D . Tenement  House  Departiri 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  6,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

724-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Beam  Hokj 
Corp.,  owner. 

PREMISES — 1740  Edenwald  avenue,  northeast  corner  - 
East  233rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  z 

resolution, 

TO  PERMIT  in  a  business  use  district  the  erection 
maintenance  of  a  gasoline  service  station. 

118-30-BZ. 

APPLICANT — Sadye  Hydccker,  owner. 

PREMISES — Northeast  corner  of  Allerton  avenue  . 

Eastchester  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zi 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  gasoline  service  station. 

123- 30-BZ. 

APPLICANT — William  F.  Doyle,  for  Albermale  Heiji 
Building  Corp.,  owner. 

PREMISES — 703-729  Gravesend  avenue,  east  side,  240 
north  of  Ditmas  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  2 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  garage  for  the  storage  of  more  ti 
five  (5)  motor  vehicles  and,  also,  the  installation, 
a  gasoline  service  station. 

124- 30-BZ. 

APPLICANT — Maurice  Deiches,  for  Fleetwood  Buil< 
Corp.,  owner. 

PREMISES — Southeast  corner  of  Williambridge  road 
Eastchester  road,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  ;i 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mi 
tenance  of  a  gasoline  service  station. 

130-30-BZ. 

APPLICANT — W.  D.  J.  McCarthy,  for  Bliss  Estates,  1 
owner. 

PREMISES — East  side  of  51st  street,  125  ft.  north 
Queens  boulevard,  Woodside,  Borough  of  Quo 

APPLICATION,  under  sections  7c  and  21  of  the  buil 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in 
unrestricted  district,  the  erection  and  mainten 
of  a  garage  for  the  storage  of  more  than  five  • 
motor  vehicles. 

157-30-BZ. 

APPLICANT- — Larry  Meltzer,  for  Elizabeth  Schr; 
owner. 

PREMISES — 1601  Avenue  U,  northeast  corner  of  East  i 
street.  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  buil i 
zone  resolution, 
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TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  and  change  of 
occupancy  of  part  of  the  first  story  of  an  existing 
building  from  a  two-car  garage  (accessory  use)  to 
a  store. 

188-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner. 

PREMISES— 306  Steinway  avenue,  east  side,  200  ft.  south 
of  Jamaica  avenue,  Long  Island  Cit>  Borough  of 

Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  district  into  a 
residence  district,  of  a  proposed  business  use 
(theatre). 

694-29-BZ. 

APPLICANT— Bertram  G.  Eadie,  for  Otto  F.  Koehler,  Inc., 
owner. 

PREMISES — 14-22  Monroe  avenue,  west  side,  111  ft.  south 
of  Fort  place,  St.  George,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

,TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


MAY  6,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

314-29-A — 1601  Eighth  avenue,  Brooklyn. 

•  36-30- A — 48  Cooper  square,  Manhattan 
57-30-A— 123-141  West  57th  street,  Manhattan. 

1  104-30-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

Building  Zone  Applications. 

,  NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
■f  the  building  zone  resolution,  Tuesday  morning,  May  6 
930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,'  on 
he  following  matters : 

•AL.  NO.  200-28-BZ— Application,  March  5,  1928,  under  sec¬ 
tion  21.  of  the  building  zone  resolution, 
of  Klein,  Kinsley  &  Klein,  applicants, 
on  behalf  of  Liebler  Bros.,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  niaintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  218-224  West  230th  street,  The 
Bronx. 

■al.  no.  706-29-BZ— Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Max  Levy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion ;  premises  2066-2076  Pitkin  avenue 
and  238-240  Pennsylvania  avenue,  south¬ 
west  corner,  Brooklyn. 

AL.  NO.  709-29-BZ— Application,  December  5,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  B.  Ivleinfeld,  applicant, 
on  behalf  of  Dorothy  Klein feld,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1500-1508  Eastern 
parkway,  northeast  corner  of  St.  Johns 
place,  Brooklyn. 


CAL.  NO.  729-29-BZ— Application,  December  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  George  W.  Braunsdorf, 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  factory  use  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles1  nremises  5814- 
5816  37th  avenue  (Polk  avenue),  south¬ 
west  corner  of  59th  street,  Woodside, 
Borough  of  Queens. 

cal.  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  1192-27-BZ — Application,  November  11,  1927  ;  re¬ 
opened  January  21,  1930,  under  sections 
ig  and  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  F.  Dee,  applicant,  sub¬ 
stituted  for  Henry  J.  Nurick,  on  behalf 
of  Louis  Del  Gaudio,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  under  section 
21)  ;  premises  1756-1764  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-story  factory  building; 
premises  1513-1561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

cal.  no.  62-30-BZ— Application,  January  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Russell  G.  Cory,  applicant,  on 
behalf  of  Topping  Bros.,  owners,  to  per¬ 
mit  in  a  one  and  one-half  times  height 
district  and,  also,  unrestricted  use  dis¬ 
trict,  the  erection  of  the  street  wall  of 
a  building  to  a  height  exceeding  the 
height  requirements  of  the  building  zone 
resolution;  premises  47-59  Van  Dam 
street  and  157-161  Varick  street,  north¬ 
west  corner,  Manhattan. 

cal.  no.  79-30-BZ— Application,  February  3,  1930,  under 
section  21  of  the  building  zone  resolu- 
t>°n,  of  Joseph  S.  Byrne,  applicant,  on 
behalf  of  Rose  Levine,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  1313-1323  Graves¬ 
end  Neck  road  and  2270-2280  East  14th 
street,  northwest  corner,  Brooklyn. 

cal.  no.  98-30-BZ— Application,  February  7,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  J.  Karp,  applicant,  on 
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behalf  of  Morris  Richman,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  664-666  Bushwick  ave¬ 
nue  and  1180-1188  Myrtle  avenue,  south¬ 
west  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MAY  6,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

8-30-A — 1636-1642  Eighth  avenue,  BrooUvn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
6,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  3-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Coring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
•corner,  Port  Richmond,  Borough  of 
Richmond. 

cal.  no.  752-29-BZ — Application,  December  26,  1929,  under 
sections  7c,  7e  and  21  of  the  building 
zone  resolution,  of  Schreiber,  Myers  & 
Buchter,  applicants,  for  Bertha  Kegel 
and  Anna  Cohen,  owners,  to  permit  in  a 
business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner, 
Brooklyn. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  appli¬ 
cant,  on  behalf  of  Hilvid  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Wilkinson  avenue  and  West¬ 
chester  avenue,  The  Bronx. 

cal.  no.  481-29-BZ — Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution ;  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 


cal.  no.  1235-27-BZ — Application,  November  22,  1927;  re 
opened  November  19,  1929,  under  se< 
tions  7g  and  21  of  the  building  zon 
resolution,  of  John  J.  Dunnigan,  appl 
cant,  substituted  for  Harry  Cook,  o 
behalf  of  Landau  Holding  Corp.,  owne 
to  permit  in  a  business  district  the  eret 
tion  and  maintenance  of  a  gasoline  sei 
vice  station  (previously  denied)  ;  preir 
ises  southwest  corner  of  Beach  71< 
street  and  Hammels  boulevard,  Arvenv 
Borough  of  Queens. 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  unde 
section  21  of  the  building  zone  resoli 
tion,  of  William  F.  Doyle,  applicant,  o 
behalf  of  Howard  Funding  Co.,  owne 
to  permit  in  a  residence  use  distrie 
the  change  of  occupancy  of  the  fin 
story  of  a  residence  building  to  a  bus: 
ness  use  (stores)  ;  premises  1615  Un 
versity  avenue,  southwest  corner  c 
West  175th  street,  The  Bronx. 

cal.  no.  645-29-BZ — Application,  November  1,  1929,  unde 
section  21  of  the  building  zone  resolt 
tion,  of  Gronenberg  &  Leuchtag,  appl 
cants,  on  behalf  of  William  Smitl 
owner,  to  permit  in  a  residence  distrie 
the  erection  and  maintenance  of  a  bus 
ness  building;  premises  1601-1611  Avt 
nue  J,  northeast  corner  of  East  16t 
street,  Brooklyn. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec 
tion  21  of  the  building  zone  resolutioi 
of  John  J.  Dunnigan,  applicant,  on  be 
half  of  Grand  Boulevard  and  Concours 
Co.,  owner,  to  permit  in  a  residenc 
district,  extending  from  a  business  di: 
trict,  the  alteration  and  change  of  occi 
pancy  of  the  first  story  from  residenc 
to  business  (store)  purposes;  premise 
1403  Grand  concourse  and  167-183  Ea! 
170th  street,  northwest  corner,  Th 
Bronx. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  unde 
section  7c  of  the  building  zone  resolt 
tion,  of  Henry  J.  Nurick,  applicant,  o 
behalf  of  Jobel  Properties,  Inc.,  owne 
to  permit  in  a  residence  district,  e> 
tending  from  a  business  district,  tl 
erection  and  maintenance  of  a  busine; 
(store)  building;  premises  1132-115 
Clarkson  avenue  and  255-279  East  96t 
street,  southeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  13,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

90-29-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Vincent  Scuder 
owner. 

PREMISES — Southeast  corner  of  Roosevelt  avenue  an 
63rd  street,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenancc  of  a  building  to  be  used  for  automobi 
showrooms,  garage  for  more  than  five  (5)  mote 
vehicles  and  motor  vehicle  repair  shop. 
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8-30-BZ. 

jPPLICANT — William  F.  Doyle,  for  Joseph  Goldberg, 
owner. 

REMISES — Southwest  corner  of  Hylan  boulevard  and 
Lincoln  avenue,  Grant  City,  Borough  of  Richmond. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

|D>  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

J8-30-BZ. 

.PPLICANT — Edward  L.  Kelly,  for  Julius  Steinberg, 
owner. 

REMISES — 2637-2633  86th  street,  northeast  corner  of 
Avenue  U,  Brooklyn. 

/PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

[5-30-BZ. 

PPLICANT — Schreiber,  Myers  &  Buchter,  for  Edward 
Machson  and  Alary  Alachson,  owners. 

REMISES — 1215  Grand  concourse,  northwest  corner  of 
East  167th  street,  The  Bronx. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  first  story  of  an 
existing  apartment  house  from  dwelling  to  business 
use  (stores). 

U-30-BZ. 

PPLICANT — Edward  P.  Doyle,  for  William  P.  Cum¬ 
mings  and  Katherine  Cummings,  owners. 

REMISES — 45-10  50th  avenue  (Gould  avenue),  south 
side,  80  ft.  west  of  46th  street,  Woodside,  Borough 
of  Queens. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

0  PERMIT  in  a  residence  district  the  alteration,  exten¬ 
sion  and  conversion' of  occupancy  of  first  story  from 
residence  to  business  use. 

-29-BZ. 

!)PLICANT — Harry  Urquhart,  for  M.  H.  G.  Realty 
Corp.,  owner. 

DEMISES — South  side  of  101st  avenue,  40  ft.  east  of 
121st  street,  South  Ozone  Park,  Borough  of  Queens. 

'’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

[•  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

'-30-BZ. 

1‘PLICANT — James  M.  Afurtha,  for  Elsie  E.  Parsons, 
owner. 

1 EMISES — Southeast  corner  of  Astoria  avenue  and  42nd 
street,  Long  Island  City,  Borough  of  Queens. 

'PLICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

-29-BZ. 

iPLICANT — Jno.  B.  Snook  Sons,  for  Durfey  Estate, 

owner. 

'EAIISES — 274-278  Wyckoff  street,  Brooklyn. 

'PLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

PERMIT  in  a  business  district  the  alteration  and 


change  of  occupancy  from  a  motor  vehicle  repair 
shop  to  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles  (previously  withdrawn). 


MAY  13,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

109- 30-A  311-321  Christopher  avenue,  northeast  corner  of 

Dumont  avenue,  Brooklyn. 

110- 30-A  43-49  West  22nd  street  and  56-62  West  23rd 

street,  Manhattan. 

15 1-30- A— 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

167-30-A — 31-33  West  31st  street,  Manhattan. 

147-30-A — 8  East  12th  street,  Manhattan. 

173-30- A  lJ^-9  West  34th  street  and  4-22  West  35th 
street,  Manhattan. 

179-30-A— 139-141  Spring  street,  southeast  corner  of 
Wooster  street,  Manhattan. 

183-30-A — 384  Fifth  avenue,  Manhattan. 

64-30-A— 90th  street  and  North  Beach,  Astoria,  Borough 
of  Queens. 

44-30-A — 632-638  West  156th  street,  Manhattan. 

94- 30-A— 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30- A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

55-30-A — 315-319  East  47th  street  and  318-322  East  48th 
street,  Manhattan. 

191-30- A — 263-273  North  Henry  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  13, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters  : 

CAL.  NO.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro- Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  669-29-BZ— Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
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on  behalf  of  Bushwick  Lumber  and 
Wood  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Sutphin 
boulevard  and  109th  road,  Jamaica,  Bor¬ 
ough  of  Queens. 

William  E.  Walsh,  Chairman. 


MAY  13,  1930,  2  P.  M. 

Petitions  for  Variations. 

X7-30-S— 2-4  West  29th  street  and  258-260  Fifth  avenue. 
Manhattan. 

142-30-S — 127-133  West  30th  street  and  128-136  West  3lst 
street,  Manhattan. 

146-30-S — 8  East  12th  street,  Manhattan. 

153-30-S — 503-519  Tenth  avenue,  502-510  West  39th  street 
and  501-503  West  38th  street,  Manhattan. 

184- 30-S— 354-358  Troutman  street,  Brooklyn. 

129-30-S— 130  West  28th  street,  Manhattan. 

185- 30-S — Northeast  corner  of  58th  road  and  Rust  street, 

Maspeth,  Borough  of  Queens. 

56-30-S — 315-319  East  47th  street  and  318-322  East  48th 
street,  Manhattan. 

192-30-S— 263-273  North  Henry  street,  Brooklyn. 
199-30-S— 195-197  Chrystie  street,  Manhattan. 

204-30- S — 11  West  17th  street,  Manhattan. 

10-30-S — 7  East  48th  street,  Manhattan. 

117-30-S— 254-256  West  31st  street,  Manhattan. 

137-30-S — 29  East  21st  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  20,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

116-30-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Conward  Realty 
Corp.,  owner. 

PREMISES— 154  East  170th  street  and  1401  Grand  con¬ 
course,  southwest  corner,  The  Bronx. 

APLI CATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  of  part  of  basement  and  first 
story  of  an  existing  apartment  house  from  dwelling 
to  business  use  (stores). 

145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfeld, 
owner. 

PREMISES— South  side  of  East  164th  street,  from  Walton 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residence  building,  the  cellar  to  be  used 
in  part  for  business  purposes. 

165-30-BZ. 

APPLICANT — William  Richter,  for  Mirdan  Realty  Co., 
owner. 

PREMISES— 1602  Avenue  J  and  1001-1009  East  16th  street, 
southeast  corner,  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  use  and  “E”  area  district  the 
erection  and  maintenance  of  a  business  building 
and,  also,  the  omission  of  the  setback  from  the 
building  line  as  required  by  the  building  zone 
resolution. 


180-30-BZ. 

APPLICANT — William  Shary,  for  205  West  101st  Street 
Realty  Corp.,  owner. 

PREMISES — 205  West  101st  street,  Manhattan. 

APPLICATION,  under  sections  7b,  7c  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

723-29-BZ. 

APPLICANT — William  F.  Regan,  for  Angelo  Curreri, 
owner. 

PREMISES — 261-267  Sheridan  avenue,  southeast  cor¬ 
ner  of  Conduit  boulevard,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  installation  anc 
maintenance  of  a  gasoline  service  station. 


MAY  20,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

738-29-A — 35  East  125th  street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

105-30- A — 222  East  31st  street,  Brooklyn.  i 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision: 
of  the  building  zone  resolution,  Tuesday  morning,  May  20 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  oi 
the  following  matters: 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  undei 
section  21  of  the  building  zone  resolu 
tion,  of  Kramer  &  Kleinfeld,  applicants 
on  'behalf  of  Kuma  Investing  Corp, 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
line  service  station ;  premises  40-01  t< 
40-09  Greenpoint  avenue,  southwest  cor 
ner  of  Anable  avenue,  Long  Island  City 
Borough  of  Queens. 

cal.  no.  541-29-BZ — Application,  August  22,  1929,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  McCooey  &  Conroy,  applicants 
on  behalf  of  Julia  A.  Flanagan,  owner 
to  permit  in  a  residence  district  the  erec 
tion  and  maintenance  of  a  garage  fo 
the  storage  of  more  than  five  (5)  moto 
vehicles ;  premises  665-675  73rd  street 
north  side,  103  ft.  8  in.  west  of  Seventl 
avenue,  Brooklyn. 

cal.  no.  61-30-BZ — Application,  January  27,  1930,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  Annuncio  Ambrosio,  applican 
and  owner,  to  permit  in  a  business  dis 
trict  the  erection  and  maintenance  of 
gasoline  service  station ;  premises  246-2 
to  246-34  Sunrise  highway  and  138-1 
to  138-20  Washington  avenue,  southwes 
corner,  Rosedale,  Borough  of  Queens. 

cal.  no.  492-29-BZ — Application,  July  23,  1929,  under  sec 
tion  21  of  the  building  zone  resolutior 
of  Charles  Schaefer,  applicant,  on  be 
half  of  Stephen  Theobold,  owner,  t. 
permit  in  a  residence  district  the  altera 
tion  and  conversion  of  occupancy  of  th 
first  story  of  an  apartment  house  froi 
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residence  to  business  use  (stores)  ; 
premises  2183-2185  Grand  concourse, 
west  side,  154.94  ft.  south  of  East  182nd 
street,  The  Bronx. 

..  xo.  2-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  Solomon,  applicant,  on  be¬ 
half  of  St.  Johns  Place  Corp.,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  486-510  St.  Johns 
place,  south  side,  100  ft.  west  of  Classon 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MAY  20,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

\  0-29- A — 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

a'OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
’s  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  afternoon,  May 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters : 

L  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 

the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

L  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

.  no.  15-30-BZ — Application,  January  10,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Rock  Joy  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  35th  avenue  and  Cross  Island 
boulevard,  Flushing,  Borough  of  Queens. 

-.  no.  952-28-BZ — Application,  December  13,  1928,  under 


sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


MAY  27,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

70-30-A — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

81-30- A — 506-508  East  118th  street,  Manhattan. 

128-30-A — 400-404  West  25tlT  street  and  243-245  Ninth  ave¬ 
nue,  southwest  corner,  Manhattan. 

Building  Zone  Applications. 

NOT  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  27, 
1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 


William  E.  Walsh,  Chairman. 
MAY  27,  1930,  2  P.  M. 

Petitions  for  Variations. 

69-30-S — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 
225-30-S — 228-232  West  41st  street  and  219-229  West  40th 
street,  Manhattan. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


f  applicants,  under  the  building  zone  resolution,  desire 
ies  of  Form  7NO,  for  notices  to  property  owners,  such 
ms  are  not  to  be  supplied  by  this  office. 

'he  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
perly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O'Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


419 


_ MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  29,  1930. 

Present :  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  April  22,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  Tuesday  afternoon,  April 
22,  1930,  were  approved  as  printed  in  Bulletin  No.  17,  Vol. 
XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

105-30-A. 

APPELLANT — Aloysius  G.  Weber,  adjoining  owner, 
against  Beatrice  A.  Gibbons,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  revocation  of  Permit  No.  11574-29, 
issued  by  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 222  East  31st  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  E.  Kreis. 

For  Owner :  Thomas  Gibbons. 

For  Administration :  Assistant  Engineer  B.  Saltz- 
man  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1930,  at  10 
a.  m.,  on  request  of  representative  of  owner  of 
premises. 


136-30-A. 

APPELLANT — Fiore  C.  Luongo,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 123  North  Portland  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  A.  N.  Luongo. 

For  Administration :  Assistant  Engineer  B.  Saltz- 
man  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  May  27.  1930,  at  10 
a.  m.,  pending  determination  of  court. 


138-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuek  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 383  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1930,  at  10 
a.  m.,  pending  action  of  board  of  aldermen. 


139-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuek  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 181  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1930,  at  10 
a.  m.,  pending  action  of  board  of  aldermen. 


140-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuek  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 


PREMISES  AFFECTED — 20  West  38th  street,  Manha 
tan. 

APPEARANCES— 

For  Appellant:  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  d 
partment. 

AC  riON  OF  BOARD — Laid  over  to  May  27,  1930,  at  : 
a.  m.,  pending  action  of  board  of  aldermen.  ’ 


57-30- A. 

APPELLANT— 119  West  57th  Street  Co.,  Inc.,  adjoinir 
lessee,  against  Calvary  Baptist  Church,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  superintendei 
of  buildings — re  revocation  of  Permit  No.  2521 
1929,  issued  by  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 123-141  West  57th  street,  Mai 
hattan. 

APPEARANCES— 

For  Appellant:  Norman  N.  McNamara. 

For  Objector :  Harrold  Reigelman. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1930,  at  l1 
a.  m.,  on  request  of  appellant’s  representative. 


132-30- A. 

APPELLANT — Selwyn  Realty  Corp.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  superintendent  o' 
buildings. 

PREMISES  AFFECTED — 229-231  West  42nd  street  an 
240-248  West  43rd  street,  Manhattan 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


1 14-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer 
ing  Co.,  for  Thames  Trading  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissionei 
PREMISES  AFFECTED — 337-353  McKibben  street  an 
79-87  Bogart  street,  northwest  corner,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  f 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  ! 

Absent  . . 

THE  RESOLUTION— 

(114-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineerinj 
Co.,  for  Thames  Trading  Co.,  Inc.,  owner,  filed,  Februarj 
13,  1930,  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises  337-353  McKibben  street  and  79-87  Bogar 
street,  Borough  of  Brooklyn:  and 
Whereas,  the  order  of  the  fire  commissioner,  date< 
January  23,  1930  (Order  No.  69432-F),  reads: 

“1.  Install  a  standpipe  system  not  less  than  4"  ir 
diameter  in  accordance  with  the  rules  of  the  Board  oi 
Standards  and  Appeals,  Sections  580-581,  Chapter  5 
Code  of  Ordinances." ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  (5S 
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i  1  in.)  in  height,  having  a  frontage  of  90  ft.  in.  on 
Igart  street  and  179  ft.  on  McKibben  street,  an  area  of 
ibroximately  15,000  sq.  ft.;  OCCUPIED:  basement,  manu- 
rture  of  paper  boxes,  17  persons;  1st  story,  manufacturing 
it  offices,  17  persons;  2nd  story,  manufacturing  sweaters 
;I  shoes,  70  persons;  3rd  story,  manufacturing  shoes,  70 
I  sons;  4th  story,  manufacturing  pants  and  sweaters,  96 
I  sons ;  and 

Vhereas,  appellant  contends  that  the  building  is  open  on 
a  sides ;  that  it  is  adequately  provided  with  exits  and  is 
dipped  throughout  with  a  sprinkler  system  fed  from  city 
:  in  connections  on  McKibben  street  and  also  on  Boerum 
>eet,  and  requests  the  acceptance  of  existing  conditions. 
Resolved,  that  the  order  of  the  fire  commissioner  be  and 
:  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
aiied. 


(l-30-A. 

. ’PELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Fanny  Feder,  owner, 
v  BJECT — Appeal  from  an  order  of  the  fire  commissioner. 
I1EMISES  AFFECTED — 29-31  East  22nd  street,  Man¬ 
hattan. 

PPEARANCES — 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

/1TION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  5 


Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

( 133-30-A) 

Vhereas,  Croker  National  Fire  Prevention  Engineering 
C,  for  Fanny  Feder,  owner,  filed,  February  21,  1930,  an 
a>eal  from  an  order  of  the  fire  commissioner,  affecting 
rmises  29-31  East  22nd  street,  Borough  of  Manhattan; 

i[ 

Vhereas,  the  order  of  the  fire  commissioner,  dated 
Jiuary  28,  1930  (Order  No.  68927-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20  ft.  above  the  hose 
outlet  in  the  highest  story.  Section  581,  Code  of  Or¬ 
dinances  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.”; 
il 

Vhereas,  the  building  is  fireproof,  twelve  stories  (155  ft. 
in.)  in  height,  52  ft.  by  91  ft.  3  in.  in  area  at  first  story 
U  52  ft.  by  84  ft.  in  area  above;  OCCUPIED:  1st  story, 
;res;  upper  stories,  tenant  factories;  approximately  25  per- 
<•  s  per  story  ;  and 

Vhereas,  there  is  a  standpipe  system  installed  in  the 
dding ;  the  bottom  of  the  3,500  gallons  capacity  gravity 
k  (2,800  gallons  reserve  for  the  standpipe  system)  being 
'ited  11  ft.  above  the  outlet  in  the  top  story;  and 
Vhereas,  appellant  contends  that  the  building  is  equipped 
■'h  a  sprinkler  system  which  is  fed  from  a  10,000  gallons 
acity  gravity  tank  and  a  7,500  gallon  pressure  tank,  with 

■  tral  office  waterflow  alarm,  and  requests  the  acceptance 
1  the  standpipe  tank  at  the  present  location ;  and 

Vhereas,  the  building  is  equipped  with  an  approved  two- 
•rce  wet  sprinkler  system  and  a  standpipe  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
Vnted,  only  so  far  as  it  affects  the  height  of  the  tank  above 
1  top  outlet  on  the  top  story,  on  condition  that  a  reserve 
1  not  less  than  2,500  gallons  shall  be  maintained  inde¬ 
cently  for  the  standpipe  system,  and  that  the  building 
'll  not  be  increased  in  height  or  area,  and  granted  on 

■  idition  that  the  sprinkler  system  and  the  standpipe  system 
;  11  be  maintained  in  good  working  order. 


187-30- A. 


APPELLAN  T — Charles  B.  Meyers  and  Thompson,  Holmes 
&  Converse,  for  Department  of  Hospitals.  City  of 
New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — 500-514  First  avenue,  400-430 
East  30th  street  and  401-433  East  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Charles  B.  Meyers. 

For  Administration:  Inspector' Carroll  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(187-30-A) 


Whereas,  Charles  B.  Meyers  and  Thompson,  Holmes  & 
Converse,  for  the  Department  of  Hospitals,  City  of  New 
York,  owner,  filed,  March  15,  1930,  an  appeal  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  500-514 
First  avenue,  400-430  East  30th  street  and  401-433  East  29th 
street,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  27,  1930  (No.  2348-29),  reads: 

“3.  Standpipe  risers  must  be  so  located  that  all  por¬ 
tions  of  the  floor  area  is  within  reach  of  at  least  one 
stream  of  water  supplied  by  hose  not  exceeding  lOOb 
Standpipe  Rule  9.” ; 

and 

Whereas,  the  proposed  building  is  fireproof,  nine  stories 
and  basement  in  height,  160  ft.  by  396  ft.  4  in.,  irregular,  in 
area;  OCCLTPANCY:  public  hospital:  1st  story,  250  per¬ 
sons;  upper  stories,  not  more  than  140  persons  each  story; 
and 

Whereas,  the  appellant  proposes  to  install  a  complete 
standpipe  system  which  will  comply  in  all  respects  with  the 
requirements  of  the  rules  of  the  board,  except  as  to  the 
length  of  hose  which  shall  not  exceed  100  ft.  from  outlets 
to  cover  every  portion  of  each  floor  area  with  a  stream ; 
the  outlets  of  the  two  easterly  rising  lines  at  the  first  to  the 
seventh  stories,  inclusive,  and  the  outlets  of  the  two  westerly 
rising  lines  at  the  second  to  the  seventh  stories,  inclusive, 
will  require  125  ft.  of  hose  each  in  order  to  cover  the 
extreme  east  and  west  end  floor  areas  with  a  stream ;  and 

Whereas,  the  appellant  contends  the  proposed  five  rising 
lines  of  standpipe  will  be  placed  within  the  stairhall  en¬ 
closures;  to  comply  strictly  with  the  rules  would  make  neces¬ 
sary  the  installation  of  two  rising  lines  in  the  corridors  of 
each  of  the  easterly  and  westerly  wings,  and  the  hose  out¬ 
lets  would  be  within  reach  of  patients  of  a  type  that  are  at 
times  irresponsible ;  and 

Whereas,  it  is  proposed  to  equip  the  premises  throughout 
with  an  approved  standpipe  system  in  accordance  with  the 
regulations ;  and 

Whereas,  the  objection  is  based  solely  on  the  hose  length 
exceeding  the  100  ft.  provision  of  the  rules  bv  but  25  ft., 
and  if  another  standpipe  would  be  required  it  could  only  be 
placed  in  the  hospital  ward. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  length  of  hose  from 
outlet,  on  condition  that  the  standpipe  equipment  shall  be  so 
provided  and  maintained  as  to  cover  all  sections  of  any  area 
on  all  floors  with  hose  not  exceeding  125  ft. 


755-29- A. 

APPELLANT — The  O.  B.  Potter  Properties,  Inc.,  owner 
SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
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PREMISES  AFFECTED— ir:.7-1763  Broadway  and  237 
West  :>6th  street,  Manhattan. 

APPEARANCES—  „  ,  .. 

For  Appellant :  R.  D.  Gerstenlauer,  Henry  M. 

Hogan  and  Frank  P.  Reilly. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition,  in 
part,  and  denied  in  part. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(755-29-A) 

Whereas,  The  O.  B.  Potter  Properties,  Inc.,  owner,  filed, 
December  28,  1930,  an  appeal  from  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  1757-1763  Broadway  and  237  West 
56th  street,  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
August  2,  1929  (Order  No.  60847-F),  reads: 

“1.  Install  an  approved  standpipe  system  not  less 

than  4"  in  diameter  as  per  Sec.  580-581,  Ch.  5,  Code  of 
Ordinances  and  the  rules  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
August  2,  1929  (Order  No.  60848-F),  reads: 

“1.  Replace  the  defective  shutters  with  proper  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30  ft. 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  30  ft.  above  a  neighboring  roof  at  north  and  west 
sides  of  building,  or  other  approved  protection,  as  per 
Sec.  375,  Art.  18,  Chap.  5,  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  and  four 
stories  (45  ft.  and  55  ft.)  in  height,  106  ft.  4  in.  frontage  on 
Broadway  and  79  ft.  7  in.  frontage  on  56th  street  by  96  ft. 

5  in.,  irregular,  about  16,000  sq.  ft.  in  area;  OCCUPIED: 
1st  story,  stores ;  2nd  story,  offices,  40  persons ;  3rd  story, 
auto  repair  shop,  16  persons;  4th  story,  battery  repair  shop, 
3  persons ;  and 

Whereas,  the  appellant  filed  plans  showing  sixteen  win¬ 
dow  openings  at  each  of  the  second  and  third  stories  and 
eight  window  openings  at  the  fourth  story  in  the  north 
and  west  walls  of  the  building  affected  by  fire  commis¬ 
sioner’s  Order  No.  60848-F;  furthermore,  the  appellant  con¬ 
tends  the  leases  of  tenants  doing  factory  work  on  the  prem¬ 
ises  will  expire  in  the  early  part  of  1930,  after  such  time 
it  is  proposed  to  demolish  the  present  building  and  erect  a 
mercantile  or  office  building  which  will  conform  in  all  re¬ 
spects  to  the  requirements  of  law ;  and 
Whereas,  the  building  has  been  in  existence  since  1905; 
and 

Whereas,  the  building  is  separated  into  two  fire  areas. 
Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted,  as  to  Item  1,  of  Order  No.  60847-F,  on  condition 
that  the  building  shall  be  separated  into  two  fire  areas,  with 
fireproof  partitions  of  not  less  than  4-inch  terra  cotta  blocks ; 
that  anv  door  openings  in  partitions  separating  the  56th 
street  section  from  the  Broadway  section  shall  be  equipped 
with  approved  self-closing  fireproof  doors;  that  the  building 
shall  be  not  increased  in  height  or  area :  that  there  shall  be  no 
hazardous  use  or  occupancy  maintained  at  id  that  the  order 
of  the  fire  commissioner  as  to  Item  1.  of  Order  No.  60848-F. 
be  and  it  hereby  is  affirmed,  and  the  appeal  as  to  this 
order  be  and  it  hereby  is  denied. 


125-30-A. 

APPELLANT — Crokcr  National  Fire  Prevention  Enginee 
ing  Co.,  for  Sanwill  Construction  Co.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  t! 
fire  commissioner. 

PREMISES  AFFECTED— 635  Fulton  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  d' 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(125-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineerir 
Co.,  for  Sanwill  Construction  Co.,  owner,  filed,  Februai 
18,  1930,  an  appeal  from  an  order  and  decision  of  the  fi 
commissioner,  affecting  premises  635  Fulton  street,  Borouj 
of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Fe 
ruary  1,  1929  (letter  dated  February  18,  1930),  reads: 
‘‘Order  No.  49833-F: 

“1.  Install  a  standpipe  system  with  risers  4" 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  p 
sq.  in.,  extending  from  cellar  to  roof,  with  necessai! 
check  valves  and  2)/2  inch  regulation  Fire  Departme 
outlets  on  each  story  (including  basements,  cellars  ai 
roofs),  placed  within  main-stairway  enclosure,  eai 
outlet  to  be  provided  with  sufficient  feet  of  2l/2  in< 
regulation  Fire  Department  hose  attached  thereto.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

FIRE  DEPARTMENT 
365  Jay  Street 

January  28,  19; 

Re  Premises :  635  Fulton  Street. 

“In  response  to  your  request,  I  regret  to  inform  y<J 
that  the  Fire  Commissioner  will  not  rescind  any  ord 
and  reissue  the  same  order  so  that  you  may  make  yo 
appeal  within  the  20  days  time  limit. 

“However,  I  have  been  informed  that  the  Board 
Appeals  will  accept  a  letter  from  this  Department  as 
basis  for  an  appeal  and  I  am  forwarding  this  left 
which  will  certify  to  the  fact  that  Order  No.  49833- 
issued  against  the  above  premises  and  reading: 

“  ‘Install  a  standpipe  system  with  risers  4  inches  , 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  p 
square  inch,  extending  from  cellar  to  roof,  with  nec< 
sary  check  valves  and  2(4  inch  regulation  Fire  Depa, 
ment  outlets  on  each  story  (including  basements,  celk 
and  roofs),  placed)  within  mainHstairway  enclosur 
Each  outlet  to  be  provided  with  sufficient  feet  of  2 
inch  standard  hose  attached  thereto.’  ”  ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  a! 
pent  house  (30  ft.  8  in  )  in  height,  having  a  frontage 
149  ft.  5  in.  on  Rockwell  place,  242  ft.  2  in.  on  Fult> 
street  and  76  ft.  4  in.  on  Hudson  avenue,  a  total  area 
approximately  21,500  sq.  ft.;  separated  by  a  fire  wall,  w:i 
openings  therein  on  each  story,  into  two  sections ;  the  ea 
erly  section  being  approximately  9,500  sq.  ft.  and  the  we 
erlv  section  being  approximately  12,000  sq.  ft.  in  are 
OCCUPIED :  basement,  boiler  room  and  furniture  sab 
room,  10  persons:  1st  story,  stores;  2nd  story,  offices,  sale¬ 
rooms,  billiard  parlor  and  dance  hall,  102  persons;  p<- 
house,  superintendent’s  apartment,  5  persons ;  and 

Whereas,  appellant  proposes  to  equip  all  openings  in  1’ 
fire  wall  with  self-closing  fierproof  doors,  and  request 
otherwise,  the  acceptance  of  existing  conditions ;  and 
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Whereas,  the  building  is  but  two  stories  in  height  and 
'aces  on  three  street  fronts  and  is  subdivided  by  walls  of 

ipproved  masonry. 

Resolved,  that  the  order  and  decision  of  the  fire  com- 
nissioner  be  and  it  hereby  is  modified,  and  the  appeal  be 
,nd  it  hereby  is  granted  on  condition  that  all  horizontal  open- 
ngs  in  the  subdividing  wall  shall  be  equipped  throughout 
util  approved  self-closing  fireproof  doors;  that  all  required 
■xits  shall  be  provided  and  maintained,  and  that  such 
uxiliary  fire-extinguishing  equipment,  as  shall  be  directed 
iv  the  fire  commissioner,  shall  be  installed  and  distributed 
liroughout  the  building,  and  granted  on  condition  that  tfhe 
mlding  shall  not  be  increased  in  height  or  area. 


BUILDING  ZONE  CASES. 

42-29-BZ. 

APPLICANT — Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

’REMISES  AFFECTED — 40-01  to  40-09  Greenpoint  ave¬ 
nue,  southwest  corner  of  Anable  avenue,  Long  Island 
City,  Borough  of  Queens. 
iPPEARANCES — 

For  Applicant :  David  L.  Wisseman. 

For  Opposition :  John  J.  Parks. 

lCTION  OF  BOARD— Laid  over  to  May  20,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


41-29-BZ. 

lPPLICANT — McCooey  &  Conroy,  for  Julia  A.  Flanagan, 
owner. 

UBJF.CT — Application  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

REMISES  AFFECTED— 665-675  73rd  street,  Brooklyn. 
PPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition :  John  J.  Borohardt  and  Max  K. 
Ehrlich. 

CTION  OF  BOARD — Laid  over  to  May  20,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


1-30-BZ. 

PPLICANT — Annuncio  Ambrosio,  owner. 

UBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
REMISES  AFFECTED — 246-26  to  246-34  Sunrise  high¬ 
way  and  138-16  to  138-20  Washington  avenue,  south¬ 
west  corner,  Rosedale,  Borough  of  Queens. 

PPEARANCES— 

For  Applicant:  Thomas  E.  Murray,  Jr. 

For  Oposition :  Frank  A.  Kister  and  Samuel  Kislak. 
CTION  OF  BOARD — Laid  over  to  May  20,  1930,  at  10 
a.  m„  on  request  of  applicant’s  representative. 


'3-29-BZ. 

PPLICANT — Wanda  Yerplaetse,  for  Caroline  Rodgers, 

owner. 

UBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 

station. 


PREMISES  AFFECTED — 56  Sand  lane,  southwest  corner 
of  Hylan  boulevard,  Arrochar,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

Por  Applicant :  Caroline  Rodgers  and  Leonard  J 
Obermeier. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1930,  at  10 
a.  m.,  on  request  of  applicant. 


106-30-BZ. 

APPLICANT— William  Layton  Hall,  for  Mabel  Hall, 

owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — *337  Arbutus  avenue,  northeast 
corner  of  Hylan  boulevard,  Huguenot,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  William  Layton  Hall  and  Theodore 
V.  Hall. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1930,  at  10 
a.  m.,  on  request  of  applicant. 


679-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  The  Wheelright  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict,  extending  from  a  business  district,  the  con¬ 
version  of  occupancy  of  the  basement  and  first  story 
from  residential  to  business  use  (previously 
denied). 

PREMISES  AFFECTED — 162  West  75th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  R.  H.  Schenck. 

For  Opposition :  A.  M.  Heggen. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1930,  at  10 
a.  m.,  pending  determination  by  the  court. 


71-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Harris  Rubin,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1086-1108  Dumont  avenue  and 
887-911  New  Lots  avenue,  northwest  corner,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Assemblyman  Jacob  S.  Living¬ 
ston,  Alderman  James  J.  Morris,  Joseph  Epstein 
and  George  A.  Malinsky. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  5 


Negative  .  q 

Absent  .  0 


53-30-BZ. 

APPLICANT — Morris  Whinston,  for  Harry  Geier,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
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resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 97-107  Kenmare  street  and  15 
Cleveland  place,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Whinston. 

For  Opposition:  W.  F.  Timme. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  ® 


52-30-BZ. 

APPLICANT— Thomas  Craddock  Hughes,  for  Patrick  J. 
Whelan,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  6,  21  and  25  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 1243-1257  East  45th  street, 
northeast  corner  of  Avenue  I,  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition:  Joseph  Tiernan. 

\CTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  ® 


762-29-BZ. 

APPLICANT— Sidney  A.  Fine,  for  Jas-Con  Realty  Corp., 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  occupied 
as  a  laundry. 

PREMISES  AFFECTED — 4618  Bronx  boulevard,  east  side, 
200  02  ft  north  of  East  240th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Jacob  Beller  and  Sidney  A.  Fine. 
For  Opposition:  Alderman  Thomas  J.  McDonald 

and  Peter  J.  Hickey. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


676-29-BZ. 

APPLICANT— Thomas  W.  Lamb,  Inc.,  for  Steinway  38th 
Street  Corp.,  owner. 

SUBJECT— Application  for  reopening— amendment— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  the  extension,  from  a  business 
district  into  a  residence  district,  of  a  proposed 
building  to  be  occupied  as  a  theatre  and  stores. 

PREMISES  AFFECTED— 501-507  Steinway  street,  north¬ 
west  corner  of  28th  avenue,  and  2579-2583  38th 
street,  Astoria,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  corrected  as  printed  on  page  432. 


THE  VOTE  TO  REOPEN  AND  CORRECT— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott. .  . . 

Negative  . 

Absent  . 


670-29-BZ.  \  J 

APPLICANT — Solomon  Weinstein,  owner. 

SUBJECT — Application  (re  derision  of  the  superintende 
of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit  in  a  residence  district  the  ere 
tion  and  maintenance  of  a  garage  for  the  storaj 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 257-267  Senator  street,  nor 
side,  470  ft.  9  in.  east  of  Ridge  boulevard,  Brookly 
APPEARANCES— 

For  Applicant :  Donald  McArthur  and  Joseph  Wei 
stein. 

For  Opposition :  Henry  H.  Klein. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  . . 

Negative:  Chairman  Walsh,  Commissioners. 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  1 

Absent  . 

THE  RESOLUTION— 

(670-29-BZ) 

Whereas,  Solomon  Weinstein,  owner,  filed,  November  1 
1929,  an  application,  under  the  building  zone  resolution,  , 
permit  in  a  residence  district  the  erection  and  maintenance 
a  garage  for  the  storage  of  more  than  five  motor  vehicle 
premises  257-267  Senator  street,  north  side,  470  ft.  9  in.  ea 
of  Ridge  boulevard,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  board  of  standards  and  appeals,  at  its  regular  mee 
ing,  April  29,  1930,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  ■ 
Whereas,  the  use  district  maps  accompanying  the  buildi 
zone  resolution  show  that  Third  avenue  is  in  a  business  d 
trict,  and  Senator  street,  67th  street  and  Ridge  boulevard  a' 
all  in  a  residence  district;  and  _  ; 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  November  1,  1929  (App.  No.  12291-29),  reads:  , 
“Proposition  contrary  to  Art.  II,  Sec.  3  of  the  Bui! 
ing  Zone  Resolution — the  erection  of  a  public  garage  in 
residence  use  district.” ;  fl  i 

and  ...  ^  { 

Whereas,  the  proposed  building  is  to  be  of  fireproof  cc- 
struction,  two  stories  in  height,  with  a  frontage  of  100  > 
and  a  depth  of  100  ft.;  to  'be  occupied  as  a  garage  for  t: 
storage  of  more  than  five  motor  vehicles ;  and  .  j 
Whereas,  the  board  deemed  that  applicant  has  failed  ,; 
substantiate  his  'basis  of  appeal  brought  under  section  21  t 
the  building  zone  resolution,  practical  difficulties  and  t- 
necessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  bui 
ings  >be  and  it  hereby  is  affirmed,  and  that  the  application  : 
and  it  hereby  is  denied. 

30-30-BZ.  | 

APPLICANT— William  White,  for  Joseph  Diamo. 
owner. 

SUBJECT— Application  (re  decision  of  the  superintend'' 
of  buildings),  under  section  21  of  the  building  z« 
resolution,  to  permit  in  a  residence  district  the  er 
tion  and  maintenance  of  an  office  to  be  used  ’ 
conjunction  with  an  existing  gasoline  service  s 
tion. 

PREMISES  AFFECTED— 1977-1983  Ocean  avenue,  nor 
east  corner  of  Avenue  O,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  White. 

For  Opposition:  None. 
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(CTION  OF  BOARD — Application  granted  on  condition. 

'HE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Depute 
Chief  McElligott .  5 


Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(30-30-BZ) 

V  hereas,  \\  illiam  White,  for  Joseph  Diamond,  owner, 
led.  January  16,  1930,  an  application,  under  the  building 
me  resolution,  to  permit  in  a  residence  district  the  erec- 
on  and  maintenance  of  an  office  to  be  used  in  conjunction 
ith  an  existing  gasoline  service  station ;  premises  1977-1983 
icean  avenue,  northeast  corner  of  Avenue  O,  Borough  of 
rooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ig,  April  29,  1930,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
me  resolution  show  that  Ocean  avenue,  Avenue  O,  Ken- 
ore  place  and  hast  19th  street  are  all  in  a  residence  dis- 
ict ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  December  20,  1929  (App.  No.  13430-29),  reads: 
“Application  denied  contrary  to  Art.  2,  Sec.  3  of  the 
Zone  Resolution,  office  for  gas  station  in  residential  dis¬ 
trict.”  ; 
id 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
instruction,  one  story  in  height,  with  a  frontage  of  28  ft. 
id  a  depth  of  16  ft.;  to  be  occupied  as  an  office  in  con- 
nction  with  an  existing  gasoline  service  station ;  and 
Whereas,  the  use  of  the  premises  for  gasoline  service  sta¬ 
in  has  been  in  existence  prior  to  the  amendment  of  the 
ming  resolution  prohibiting  gasoline  stations  in  business 
id  residence  districts ;  and 

Whereas,  this  application  is  based  solely  on  the  erection 
a  one-story  structure  for  office  and  shelter  use  of  the 
orators  and  patrons  of  the  premises,  and  the  board  deems 
lies  within  the  provision  of  section  21. 

Resohed,  that  the  board  of  standards  and  appeals  does 
rebv  make  a  variation  in  the  application  of  the  use  dis- 
ict  regulations  of  the  building  zone  resolution,  and  that 
e  application  be  and  it  hereby  is  granted  on  condition  that 
e  proposed  office  structure  shall  be  erected  at  the  north- 
sterly  interior  corner  of  the  plot,  where  indicated  on  the 
3t  plan  filed  in  this  case,  and  shall  be  restricted  to  one 
iry  in  height,  not  to  exceed  in  area  16  ft.  by  28  ft.,  and 
all  be  finished  on  the  exterior  with  finished  masonry  mate- 
il,  face  brick,  cement  stucco  or  natural  stone ;  that  the 
of  shall  be  of  hip  design,  finished  with  Spanish  tile  or 
negated  slate ;  that  there  shall  be  no  advertising  permitted 
the  structure ;  that  the  use  shall  be  restricted  to  shelter 
d  office  use  of  patrons  and  operators  of  the  premises ;  that 
permits  required  shall  be  obtained  within  ninety  days 
d  any  work  involved  thereby  completed  within  six  months 
om  the  date  of  this  action. 

3-28-BZ. 

PPIJCANT — Margaret  A.  Sonnett,  owner. 

.BJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  of  the  first  story  of  a  building  and  of  a 
detached  one-story  garage  and  the  erection  of  an 
extension  for  the  purpose  of  maintaining  motor 
vehicle  repair  shops. 

DEMISES  AFFECTED — 3369  East  Tremont  avenue, 
northeast  corner  of  Haskin  street,  The  Bronx. 
^PEARANCES — 

For  Applicant :  Margaret  A.  Sonnett. 

For  Opposition  :  None. 


Application  reopened  and  time  ex- 


ACTION  OF  BOARD- 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  p 

Absent  .  y 


THE  RESOLUTION— 

(793-28-BZ) 

Whereas,  Margaret  A.  Sonnett,  owner,  filed,  October  16, 
1928,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  alteration  of  the  first  story 
of  a  building  and  a  detached  one-story  garage  and  the 
erection  of  an  extension  for  the  purpose  of  maintaining 
motor  vehicle  repair  shops;  premises  3369  East  Tremont 
avenue,  northeast  corner  of  Haskin  street,  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  26,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show’  that  East  Tremont  avenue  is  in  a 
business  district ;  Haskin  street  is  in  a  residence  district,  and 
Edison  avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  14,  1928  (re  Slip  App.  No.  1454-1928)! 
reads : 

"1.  Proposed  occupancy  of  premises  in  business  dis¬ 
trict  for  repair  shop  for  motor  vehicles  is  contrary  to 
provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  L  shaped  plot  of 
ground  having  a  frontage  of  25  ft.  on  East  Tremont  avenue, 
76  ft.  on  Haskin  street  and  a  distance  of  125  ft.  across  the 
northerly  rear;  on  the  East  Tremont  avenue  front  there  is 
a  two-story,  non-fireproof  building,  21  ft.  by  55  ft.  in  area; 
occupied  on  the  first  story  as  a  store  and  as’  a  motor  vehicle 
repair  shop  (on  the  north  end)  ;  the  second  story  is  occu¬ 
pied  as  a  dwelling;  to  the  north  of  this  building  there  is  a 
one-story  detached  structure,  10  ft.  by  20  ft.  in  area; 
occupied  as  a  motor  vehicle  repair  shop ;  it  is  proposed  to 
add  a  one-story  (100  ft.  by  20  ft.  in  area)  addition  (at  the 
wesO  to  this  building,  to  be  used  also  as  a  motor  vehicle 
repair  shop;  to  be  occupied  as  a  motor  vehicle  repair  shop; 
and 

Whereas,  the  applicant  has  filed  twenty-two  consents  of 
all  and  immediate  property  affected,  abutting  and  adjoining, 
and  no  objection  has  been  filed;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  26,  1929,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  imposed  and  an 
extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  as  to  the  conduct 
of  a  repair  shop  for  minor  repairs  and  adjustments  of  auto¬ 
mobiles,  confined  to  manual  operation,  on  condition  that 
there  shall  be  no  open  flames,  forges  or  torches  operated 
or  maintained  on  the  premises,  and  no  machinery,  other 
than  one-half  horsepower  electric  motor  or  drill;  the  repair 
work  to  be  restricted  to  that  portion  of  the  premises  on 
Haskin  street,  55  ft.  northeasterly  from  Tremont  avenue, 
and  the  remainder  of  the  premises  to  be  restricted  to  con¬ 
forming  use  and  operation ;  all  permits  to  be  obtained  within 
six  months  and  the  work  completed  within  one  year  from 
the  date  of  this  action — April  29,  1930. 


179-28-BZ. 

APPLICANT — William  F.  Doyle,  substituted  for  John  J. 

Dunnigan,  for  May  Bloom,  owner. 

SUBJECT— Application  for  reopening — amendment  and  ex¬ 
tension  of  time — re  Application  (decision  of  the 
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superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  the  extension 
in  area  of  an  existing  gasoline  service  station. 
PREMISES  AFFECTED— 2504  Boston  Post  road,  north¬ 
east  corner  of  Mace  avenue.  The  Bronx. 
APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened,  resolution 
modified  and  time  extended. 

THE  VOTE  TO  REOPEN,  MODIFY  AND  EXTEND 
TIME— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(179-28-BZ) 

Whereas,  John  J.  Dunnigan,  for  May  Bloom,  owner, 
filed,  February  29,  1928,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  extension 
in  area  of  an  existing  gasoline  service  station ;  premises  2504 
Boston  Post  road,  northeast  corner  of  Mace  avenue,  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  25,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is  in  a  business 
district;  Mace  avenue,  north  side,  east  of  Wallace  avenue, 
is  in  a  residence  district,  and  Mace  avenue,  south  side,  east 
of  a  point  100  ft.  east  of  Boston  road,  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  18,  1928  (re  N.  B.  309-28),  reads: 

“1.  Erection  and  maintenance  of  gasoline  service 
station  in  business  district  is  contrary  to  provisions  of 
Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  gasoline  service  station  has  a 
frontage  of  25  ft.  on  Boston  road,  17  ft.  on  Mace  avenue, 
17  ft.  on  Wallace  avenue  and  a  depth  of  87.42  ft.;  the  plot 
on  which  it  is  proposed  to  erect  the  gas  station  under  con¬ 
sideration  is  gore  shaped,  having  a  frontage  of  85.32  ft. 
on  Boston  road,  122.15  ft.  on  Mace  avenue  and  a  distance 
of  87.42  ft.  across  the  rear;  it  is  proposed  to  erect  on  this 
plot  a  one-story  office,  16  ft.  by  12  ft.  in  area,  and  to  install 
the  necessary  pumps  and  tanks  for  a  gasoline  service  sta¬ 
tion  ;  and 

Whereas,  this  property  forms  a  substantial  part  of  a 
triangular  plot  or  block  lying  at  the  intersection  of  three 
highways  and  now  occupied  in  part  by  a  prohibited  use  in 
the  nature  of  a  gasoline  service  station,  the  board  deems 
that  development  for  conforming  use  is  unlikely  to  bring 
reasonable  return  and,  therefore,  that,  in  the  exercise  of  its 
discretion,  applicant  should  have  relief  under  section  21  of 
the  building  zone  resolution  on  the  ground  of  practical 
difficulty  and  unnecessary  hardship ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  September  25,  1928,  and  owner,  through  his  agent, 
William  F.  Doyle,  requested  a  modification  of  the  condi¬ 
tions  imposed  as  to  grease  racks,  etc.,  and  an  extension,  of 
time,  the  case  having  been  in  court  on  a  writ  of  certiorari. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  on  the  building  line  of  the  property, 
other  than  a  vehicular  entrance  on  each  street  front,  a 
concrete  curbing  not  less  than  12  in.  in  height  above  the 
fixed  curb;  that  the  use,  operation  and  conduct  of  these 
premises  for  the  sale  of  gasoline  shall  be  limited  to  and 


within  the  property  line  exclusively;  that  any  crank  ca< 
service  or  grease  racks  maintained  on  the  premises  shall  I 
operated  in  a  housed  and  roofed  structure  as  an  extensio 
to  the  existing  office  building  and  to  be  finished  on  th 
exterior  with  the  same  material  as  to  color,  texture  an 
design  as  the  said  office  building;  that  all  necessary  permit 
shah  be  obtained  within  six  months  and  the  work  complete 
within  eighteen  months  from  the  date  of  this  action. 


491-29-BZ. 

APPLICANT — William  F.  Dovle,  for  Fleer  Brother 
owners. 

SUBJECT — Application  for  reopening— modification— i 
Application  (decision  of  the  superintendent  of  buik 
ings),  under  sections  7e  and  21  of  the  building  zor 
resolution,  to  permit  in  a  business  district  the  ere< 
tion  and  maintenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 418-422  Lexington  avenu 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolii 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative :  Chairman  Walsh,  Commissioners  ; 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  .  ' 

THE  RESOLUTION— 

(491-29-BZ) 

Whereas,  William  F.  Doyle,  for  Fleer  Brothers,  owner 
filed,  July  23,  1929,  an  application,  under  the  building  zoi 
resolution,  to  permit  in  a  business  district  the  erection  ar 
maintenance  of  a  garage  for  the  storage  of  more  than  fif 
motor  vehicles;  premises  418-422  Lexington  avenue,  Bo 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  1 
the  board  of  standards  and  appeals,  at  its  regular  meetin 
December  31,  1929,  after  due  notice  by  publication  in  tl 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buildir 
zone  resolution  show  that  Lexington  avenue,  east  of  Tom 
kins  avenue,  is  in  a  business  district ;  Lexington  avenue,  we 
of  Tompkins  avenue,  is  in  an  unrestricted  district;  Tompki 
avenue  is  in  a  business  district,  and  Quincy  street  is  in 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  July  16,  1929,  reads: 

“App.  No.  10938-29: 

“Proposed  public  garage  for  more  than  five  cars  to 
located  in  a  business  use  district  is  contrary  to  Art.  I 
Sec.  4- A  of  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havii 
a  frontage  of  64  ft.  on  Lexington  avenue,  a  depth  of  100 
and  a  distance  of  75  ft.  across  the  rear  lot  line;  on  t 
northeast  corner  of  the  plot  there  is  located  a  two-sto 
structure,  28  ft.  by  75  ft.  in  area,  occupied  as  a  stat 
for  more  than  five  horses  on  first  story  and  as  a  dwellii 
and,  also,  hay  loft  on  second  story ;  it  is  proposed  to  remo 
the  hay  loft  portion  of  the  second  story ;  to  contin 
the  dwelling  use  and  to  occupy  the  first  story  of  the  buildii 
as  a  garage  for  more  than  five  motor  vehicles;  it  is  pr 
posed,  also,  to  cover  the  remainder  of  the  plot  with  a  on 
story,  non-fireproof  garage  for  the  storage  of  more  th, 
five  motor  vehicles ;  and 

Whereas,  there  is  documentary  evidence  submitted  in  su 
port  of  the  application  brought  under  section  7.  subdivisi 
e ;  and 

Whereas,  the  premises  has  been  used  for  the  operati 
and  conduct  of  a  coal  business,  formerly  with  yard,  cc 
pockets  and  stable;  and 
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w  hf.REAS,  the  coal  pocket  storage,  loading  and  discharging 
las  been  discontinued,  the  open  space  since  maintained  for 
!he  storage  of  trucks  and  vehicles;  and 

Whereas,  it  is  proposed  to  roof  over  and  enclose  the 
xisting  open  space  and  maintain  it-  for  the  housing  of  auto¬ 
nobiles  used  in  conjunction  with  the  business  operated  from 
he  premises ;  and 

Whereas,  the  board  deems  the  application  is  justified 
mder  section  719  of  the  charter  and  section  21;  that  the 
denial  of  the  continuance  of  this  business  would  be  arbitrary 
discrimination ;  and 

Whereas,  it  appears  that  the  five  two-story  dwellings  on 
Tompkins  avenue  abutting  this  property  to  the  west  are  in 
he  same  ownership,  with  private  garages  located  at  the 

ear  thereof ;  and 

Whereas,  there  is  no  means  of  egress  or  entrance  from 
aid  private  garages  except  through  the  adjoining  property 
n  the  same  ownership  on  Lexington  avenue,  and  the  board 
teemed  that  the  restrictions  as  to  an  unpierced  westerly 
rable  wall  should  be  modified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
icreby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  'zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted  on  condition  that 
he  present  open  space  of  these  premises  shall  be  enclosed 
Ivith  walls  of  approved  masonry  and  roofed;  that  the  pro- 
tosed  building  shall  not  exceed  in  height  one  story  above 
:rade  and  shall  be  constructed  fireproof ;  that  the  front 
levation  shall  be  finished  with  face  brick  or  architectural 
erra  cotta  with  natural  stone  trimming;  that  there  shall  be 
'iot  more  than  one  vehicular  opening  on  the  street  front 
rom  this  proposed  extension;  that  the  rear  wall  and  easterly 
able  walls  shall  be  unpierced  throughout  their  entire  height 
nd  length ;  that  any  vehicular  openings  in  the  westerly 
rable  wall  shall  be  provided  with  self-closing  fireproof 
oors;  that  there  shall  be  installed  in  the  roof  a  series  of 
kylights  not  less  than  12  sq.  ft.  in  area,  setting  back  10  ft. 
rom  the* rear  wall;  that  the  skylights  shall  be  glazed  with 
lain  glass  and  equipped  with  wire  guards  above  and  below ; 
hat  there  shall  be  installed  in  the  course  of  the  garage 
angitudinal,  one  line  of  skylights  not  less  than  12  sq.  ft. 
Ha  area  each,  glazed  with  plain  glass,  equipped  with  wire 
uards  above  and  below ;  that  there  shall  be  no  advertising 
igns  erected  or  maintained,  other  than  a  flat  wall  sign 
n  the  frieze,  indicating  the  name  and  title  of  the  business 
Conducted  on  the  premises ;  that  all  permits  required  shall  be 


obtained  within  six  months  and  that  any  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action. 


APPROVAL  OF  PLANS. 

676-29-BZ. 

APPLICANT — Thomas  VV.  Lamb,  Inc.,  for  Steinway  38th 
Street  Corp.,  owner. 

SUBJECT — Application  for  approval  of  plans  as  per  resolu- 
tion  adopted  by  the  board  under  date  of  February 
11,  1930. 

PREMISES  AFFECTED — 501-507  Steinway  street,  north¬ 
west  corner  of  28th  avenue,  and  2579-2583  38th 
street,  Astoria,  Borough  of  Queens. 
APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved  in  accordance  with 
resolution. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  o 

Absent  .  o 


AREA  FIXED. 

(267-30-BZ) 

The  chairman  presented  and  read  a  communication  from 
Richards,  Smyth  &  McGrath,  requesting  the  board  to  fix  an 
area  deemed  affected  and  within  which  to  obtain  consents 
to  permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  northeast  corner  of 
Foch  boulevard  and  Springfield  boulevard,  St.  Albans,  Bor¬ 
ough  of  Queens. 

The  following  area  was  approved  by  the  board  : 

Both  sides  of  Springfield  boulevard  from  117th  road 
to  116th  avenue;  both  sides  of  Foch  boulevard  from 
Nashville  avenue  to  a  point  400  ft.  east  of  the  premises 
in  question;  also  the  west  side  of  217th  street  from 
Foch  boulevard  to  a  point  175  ft.  north  of  Foch  boule¬ 
vard. 


Adjourned  2.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  29,  1930. 

Present :  Chairman  Walsh,  Commissioners  Connell,  Hol- 
ind  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS. 

0-30-S. 

PETITIONER — McKim,  Mead  &  White,  for  Augusta  Poli- 
feme,  owner. 

'UBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

RnMISES  AFFECTED — 7  East  48th  street,  Manhattan 
APPEARANCES— 

For  Petitioner:  E.  P.  Rubilloand  Samuel  J.  Munro. 
For  Administration:  Inspector  Maher  of  fire  de- 
i  partment. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1930,  at  2 
p.  m.,  to  complete  records. 


117-30-S. 

PETITIONER — Thomas  J.  McLaughlin,  for  Fanden  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 354-256  West  31st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  William  J.  Kavanaugh. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1930,  at  2 
p.  m.,  on  request  of  petitioner’s  representative. 

137-30-S 

PETITIONER — Stanley  B.  Rigby,  for  Mary  H.  Oakley, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 29  East  21st  street,  Manhattan 
APPEARANCES— 

For  Petitioner :  S.  Graham. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD— Laid  over  to  May  13,  1930,  at  2 
p.  in.,  on  request  of  petitioner's  representative. 


25-30-S. 

PETITIONER— Pressinger  &  Wigg,  for  Architectural  Cast 
Stone  Co.,  Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 37-28  57th  street,  Woodside. 

Borough  of  Queens. 

APPEARANCES— 


For  Petitioner :  Edward  J.  Hogarty. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


134-30-S. 

PETITIONER — Samuel  Rosenblum,  for  Pryibil  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 520-524  West  41st  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


756-20-S. 

PETITIONER — O.  B.  Potter  Properties,  Inc.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 1757-1763  Broadway  and  237 
West  56th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Robert  Gerstenlauer. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


111-30-S. 

PETITIONER — R.  H.  Shreve,  for  Starrett  Investing  Corp., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 3  East  57th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner  :  Miss  Le  Maire  and  Hinman  Root. 
ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  5 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(111-30-S) 

Whfreas,  R.  H  Shreve,  for  Shreve,  Lamb  &  Harmon, 
for  Starrett  Investing  Corp.,  owner,  filed,  February  11,  1930, 


a  petition  for  a  variation  from  the  requirements  of  the  la 
law,  as  cited  in  a  decision  of  the  superintendent  of  bu 
ings,  affecting  premises  3  East  57th  street,  Borough  of  M 
hattan ;  and 

Whereas,  the  decision -of  the  superintendent  of  buildii 
rendered  January  3,  1930  (N.  B.  App.  No.  629-1929),  rea 
“4.  Windows  must  conform  to  Section  264  of 
Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  nine  stories  in  heip 
42  ft.  5  in.  by  100  ft.  5  in.  in  area;  OCCUPIED:  1st 
6th  story,  sales  and  show  rooms,  15  persons  per  story ; 
and  8th  stories,  work  rooms,  60  persons  per  story ;  9th  st< 
offices,  30  persons;  EQUIPPED  with  a  sprinkler  syst( 
EXITS:  two  interior  fireproof  stairways,  extending  fi 
the  first  story  to  roof,  enclosed  in  fireproof  partitions,  v 
fireproof  doors  at  openings;  and 

Whereas,  there  are  openings  in  the  street  wall  on 
first  story  of  the  building  glazed  with  one-quarter-inch-tf 
plate  glass ;  the  maximum  area  of  the  glass  being  8  ft.  6 
by  10  ft.  6  in. ;  and 

Whereas,  petitioner  contends  that  a  strict  compliance  \ 
the  labor  law  as  to  the  area  of  the  glass  would  destroy 
intended  use  of  the  first  story  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  c: 
hereby  make  a  variation  in  the  requirements  of  the  la. 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
far  as  it  affects  the  windows  on  the  street  front,  first  st- 
on  condition  that  the  sash  shall  be  of  approved  metal  or  si 
construction,  glazed  with  one-quarter-inch  polished  p 
glass,  and  that  the  requirements  of  the  labor  law  shall! 
complied  with  in  all  other  respects. 


135-30-S. 

PETITIONER— Van  F.  Pruitt,  for  Bruck  Weiss  Millin' 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  oij 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 20-22  West  57th  street,  V 
hattan. 

APPEARANCES— 

For  Petitioner:  Van  F.  Pruitt  and  S.  G.  Kemp^ 
For  Administration:  Assistant  Engineer  Henry  C 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. , 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioner: 
Connell,  Holland  and  Guilfoyle  and  Deputj 

Chief  McElligott . j 

Negative  . 

Absent  . I 

THE  RESOLUTION— 

(135-30-S) 

Whereas,  Van  F.  Pruitt,  for  Bruck  Weiss  Millin 
Inc.,  owner,  filed,  February  24,  1930,  a  petition  for  varia 
from  the  requirements  of  the  labor  law,  as  cited  in  an  oi 
of  the  superintendent  of  buildings,  affecting  premises  2( 
West  57th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  superintendent  of  buildi 
dated  February  15,  1930  (Viol.  Order  No  1683-29).  read: 
“In  that  of  having  installed  wood  floor  and  slee,! 
on  1st  and  2nd  floor.  Also  having  erected  wood  p<( 
tions  and  wainscoting  on  1st,  mezzanine  and  2nd  fl 
contrary  to  section  270  of  the  Labor  Law. 

“You  are  hereby  directed  to  remove  all  wood  flV 
and  sleepers,  partitions  and  wainscoting  cm  1st,  me 
nine  and  2nd  floors  forthwith,  in  accordance  with  i 
law.” ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  (US' 
4  in.)  in  height.  50  ft.  by  100  ft.  5  in.  in  area  at  first  s 
and  50  ft.  bv  90  ft.  in  area  above;  OCCUPIED  as  a  tei 
factory,  177  persons  each  story:  EQUIPPED  witlj 
sprinkler  system  and  a  fire  alarm  signal  system;  EXITS' 
fire  tower;  an  interior  fireproof  stairway,  extending  f 
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he  first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
treproof  doors  at  openings  ;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
i  1927  under  plans  and  application  approved  by  the  super - 
itcndent  of  buildings  in  accordance  with  the  labor  law, 
•hich  specifically  permitted  fireproofed  wood  flooring  on  the 
rst  and  second  stories ;  these  floors  were  constructed  by 
lying  wooden  sleepers  in  cinder  filling,  then  covered  with 
lyer  of  fire-resisting  nailing  material,  upon  which  fireproof 
•ood  flooring  was  laid,  1  inch  thick;  wooden  wainscoting, 
xtures  and  partitions  7  ft.  6  in.  in  height  have  been  con- 
:ructed  on  the  first  story,  mezzanine  story  and  second 
tory ;  asbestos  boards  have  been  placed  back  of  the  wood- 
•ork;  no  factory  work  is  done  on  these  stories;  further- 
lore,  the  petitioner  contends  that  no  complaint  was  made 
y  any  one  during  the  progress  of  the  work  under  the  direc- 
ons  of  the  bureau  of  buildings ;  and 

Whereas,  plans  were  approved  as  to  fireproof  wood  finish 
ooring  on  the  first  and  second  stories ;  and 
Whereas,  during  the  course  of  erection  and  on  completion 
f  the  building  a  violation  was  filed  after  the  wood  flooring 

as  in  place. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  labor 
iw,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
)  far  as  it  affects  the  floor  finish  on  the  first  and  second 
:ories,  on  condition  that  the  flooring  shall  be  fireproof 
uartered  oak,  laid  on  approved  fireproof  material  on  wood 
eepers,  enclosed  in  approved  cement  or  cinder  concrete ; 
rnt  no  portion  of  these  floors  shall  be  used,  maintained  or 
:cupied  in  any  industrial  or  factory  use,  and  that  the 
adding  otherwise  shall  comply  with  the  labor  law  require- 
lents  throughout  in  all  other  respects. 


12-30-S. 

ETITIONER — Robert  Teichman,  for  Frederick  Beltz, 

owner. 

UBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

REMISES  AFFECTED — 110  Ridge  street  (front),  Man¬ 
hattan. 

PPE ARANCES — 

For  Petitioner :  Robert  Teichman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Petition  granted  on  condition. 

HE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 

( 162-30-S) 


Whereas,  Robert  Teichman,  for  Frederick  Beltz,  owner, 
ed,  March  6,  1930,  a  petition  for  a  variation  from  the  re- 
iirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
>mmissioner,  affecting  premises  110  Ridge  street  (front), 
orough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb- 
jary  14,  1930  (Order  No.  70624-LD),  reads: 

“1.  Provide  an  interior  stairway  at  rear  of  building 
to  serve  as  a  required  means  of  exit,  extending  from 
1st  story  to  the  roof,  with  a  safe  passageway  to  the 
street,  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  Section  271  of  the 
Labor  Law.  The  stairway,  including  the  landings,  plat¬ 
forms  and  passageways  connecting  therewith,  must  be 
enclosed  on  all  sides  with  partitions  of  fire-resisting 
material  extending  continuously  from  the  1st  story  to 

8  3  ft.  above  the  roof,  constructed  as  per  Sec.  271  of  the 
Labor  Law.” ; 
id 

Whereas,  the  building  is  non-fireproof,  six  stories  (62 
•  )  in  height,  21  ft.  by  46  ft.  in  area;  OCCUPIED:  1st 


story,  broom  manufacture,  3  persons ;  2nd  story,  synagogue, 
."SO  persons ;  3rd  story  and  4th  story,  vacant  at  present ;  5th 
story,  manufacture  of  powder  puffs,  14  persons;  6th  story, 
vacant  at  present  (there  being  a  building  on  the  rear  of  the 
lot  occupied  for  storage  purposes)  ;  EXITS:  an  interior 
iron  stairway  (serving  as  a  common  exit  from  front  and 
rear  buildings)  at  the  rear  of  building  in  question;  said 
iron  stairway  haying  treads  3  ft.  8)4  in.  wide,  landing 
platform  4  ft.  wide,  and  outside  railings  6  ft.  high ;  iron 
stairway,  extending  from  roof  of  building  in  question  to 
rear  yard,  with  EGRESS  from  vard  by  means  of  3-ft-wide 
passage  on  first  story  leading  to  street;  ROOFS  of  adjoin¬ 
ing  building:  to  north,  same  level;  and 

Whereas,  petitioner  contends  that  the  iron  stairway  was 
erected  in  1916;  that  same  was  approved  by  the  building 
department  and  by  the  fire  department,  and  in  view  of  the 
small  area  of  the  premises  requests  the  acceptance  of  exist¬ 
ing  means  of  egress  from  building;  and 

Whereas,  the  exterior  iron  stairway  between  the  front 
and  rear  building  was  evidently  accepted  by  the  building  de¬ 
partment,  the  fire  department  and  the  state  labor  department 
in  1915. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
lawy  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  building  shall  not  be  increased  in  height  or 
area,  and  that  the  exterior  iron  stairs  with  connecting  bal¬ 
cony  between  the  f  ront  and  rear  building  shall  be  maintained 
and  covered  on  the  exterior  with  galvanized  corrugated 
sheeting  to  the  height  of  the  rails  on  the  run  of  the  stairs 
and  balconies ;  that  there  shall  be  provided  from  the  inter¬ 
mediate  yard  a  fire-resisting  passageway  direct  to  the  street 
front,  and  that  the  building  on  the  rear  of  the  premises  shall 
not  be  occupied  by  a  factory  or  industrial  occupancy;  that 
the  occupancy  of  the  building  on  the  front  of  the  premises 
shall  be  restricted  to  not  more  than  twenty-five  persons  above 
the  second  story;  that  the  fire  escape  on  the  front  of  the 
premises _  shall  be  maintained  standard  in  accordance  with 
the  requirements  of  the  labor  law. 


673-29-S. 

PETITIONER — John  II.  Knubel,  for  Clemons  Realty  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law',  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 345-353  Seventh  avenue,  Man¬ 
hattan. 

APPEARANCES— 


For  Petitioner :  John  H.  Knubel. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  in  part  and  denied 

in  part. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . . 


5 

0 

0 


THE  RESOLUTION— 

(673-29-S) 

Whereas,  John  H.  Knubel,  for  Clemons  Realty  Co.,  Inc., 
owner,  filed,  November  16,  1929,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner,  affecting  premises  345-353  Seventh 
avenue,  Borough  of  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  No¬ 
vember  8,  1929,  read : 

“Order  No.  65407-LD : 

“1.  Remove  all  articles  or  wares  from  stairway  en¬ 
closures  or  from  landings,  platforms  or  passageways 
connected  therewith  including  cigar  stand  in  hall  at  1st 
story  as  per  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 
and 
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“Order  No.  65408-LD  :  .  , 

“1  Provide  an  approved  Fire  Door  opening  from  the 
Barber  Shop  to  Stair  hall  at  1st  story  to  replace  present 
door  having  glass  panels,  as  per  section  270  of  the 
I,abor  Law.”; 

and  ,  ,  .  . 

Whereas,  the  building  is  fireproof,  twenty-four  stories  in 
height,  101  ft.  in.  by  75  ft.  in  area;  OCCUPIED:  1st 
story,  stores,  50  persons;  upper  stories,  tenant  factories, 
principally  furriers,  approximate’-  160  persons  per  story; 
EQUIPPED  with  a  sprinkler  system;  EXITS:  two  in¬ 
terior  fireproof  stairways,  extending  from  the  first  story  to 
roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors 

at  openings;  and  . 

Whereas,  there  is  a  cigar  stand  located  in  main  stair  hall 
on  the  first  story  of  the  building  and  a  lunch  counter  in 
freight  hall  also,  the  door  leading  from  the  barber  shop, 
at  rear  of  first  story,  to  stair  hall  is  constructed  of  bronze 
metal  glazed  with  wired  glass;  the  maximum  area  of  the 
glass  panels  being  965  sq.  in. ;  and 

Whereas,  petitioner  contends  that  the  cigar  stand  does 
not  obstruct  the  means  of  egress  from  the  building  and  as 
to  the  door  located  at  the  extreme  end  of  the  stair  hall  and 
leading  to  the  barber  shop,  contends  that  the  shop  is  small 
in  area ;  that  the  occupancy  of  same  is  non-hazardous ;  that 
there  are  tw-o  means  of  egress  from  the  shop,  and  requests 
the  acceptance  of  existing  conditions ;  and 

W^hereas,  part  of  the  order  is  as  to  the  glass-paneled 
door  in  rear  of  main  hall,  opening  into  a  room  enclosed  m 
walls  of  approved  masonry,  with  egress  therefrom  by  ap¬ 
proved  fire  door  to  the  rear  of  freight  hall. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  1,  of  Order  No.  65408,  on  condition  that  the  door  shall 
be  constructed  of  bronze  metal,  subdivided  into  nine  lights, 
as  indicated  in  the  detailed  drawing  filed  herewith ;  jambs  of 
doorway  to  be  of  solid  bronze  with  marble  trim,  and  there 
shall  be  provided  from  the  interior  of  the  room  an  approved 
fireproof  door  opening  out  in  the  course  of  egress  to  rear 
freight  hall,  and  that  the  order  of  the  fire  commissioner 
Order  No.  65407,  with  respect  to  the  existing  cigar  stand 
and  lunch  counter,  be  and  it  hereby  is  affirmed,  and  the  peti¬ 
tion  as  to  this  order  be  and  it  hereby  is  denied. 


596-29-S. 

PETITIONER — Robert  D.  Kohn  and  Frank  E.  Vitolo, 
for  Rudo  Realty  Corp.,  lessee. 

SUBJECT— Application  for  reopening— modification— re 
Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 501-505  Madison  avenue,  north¬ 
east  corner  of  East  52nd  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Frank  E.  Vitolo. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 

modified.  _  „ 

THE  VOTE  TO  REOPEN  AND  MODTFT  RESOLU¬ 
TION—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(596-29-S) 

Where \s  Robert  D.  Kohn  and  Frank  E.  Vitolo,  for 

Rudo  Realty  Corp.,  lessee,  filed,  October  2,  1929,  a  petition 
for  a  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  a  decision  of  the  superintendent  of  buildings,  affect¬ 
ing  premises  501-505  Madison  avenue,  northeast  corner  of 
East  52nd  street,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  12,  1929  (N.  B  .Applic.  No.  474-29), 
reads : 


“13.  Provide  second  means  of  egress  from  all  floor: 
above  22nd  floor.” ; 

and 

Whereas,  the  petition  was  denied  by  the  board  at  it 
meeting,  December  17,  1929,  and  petitioner  now  requests  ; 
reopening  of  the  case  and  proposes  to  provide  the  mean: 
of  egress  as  required  by  law,  except  that  the  doors  to  tht 
fire  tower  are  3  ft.  2  in.  wide  instead  of  3  ft.  8  in.;  tin 
doors  to  the  second  stairway  are  3  ft.  8  in.  wide;  and 
Whereas,  the  new  decision  of  the  superintendent  of  build 
ings,  rendered  April  14,  1930,  reads : 

“17.  All  windows  in  building  must  comply  witl 

Sec.  264-7.  .  .  H 

“19.  Fire  tower  doors  throughout  building  must  b< 
3  ft.  8  in.  wide  and  swing  outward,  providing  3  ft.  8  in 
in  clearance  between  doors  and  newel  posts.” ; 

and  ...  _  , 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con 
struction,  thirty  stories  in  height,  100  ft.  by  75  ft.  in  area 
OCCUPIED: ’cellar,  storage,  20  persons;  1st  story,  stores 
100  persons;  2nd  story,  light  manufacturing,  100  persons 
3rd  story,  light  manufacturing,  100  persons;  4th  to  14t 
stories,  light  manufacturing,  100  persons;  15th  and  16t 
stories,  light  manufacturing;  17th  to  22nd  stories,  offices,  10 
persons;  23rd  to  26th  stories,  30  persons ;  27th  to  30t 
stories,  20  persons ;  means  of  EGRESS  consisting  of  an  in. 
terior  fireproof  stairway  and  a  fire  tower,  extending  frot 
first  story  to  the  thirtieth  story;  to  be  EQUIPPED  wit 
a  fire  alarm  signal  system ;  the  area  of  glass  in  show  wir 
dows,  first  story  and  second  story,  exceeds  requirement 
of  labor  law;  1st  story  glass  area  10  ft.  by  10  ft.;  secon 
story  4  ft.  by  8  ft.;  and 

Whereas,  the  petitioner  contends  that  the  net  floor  are 
of  the  twenty-third  story  is  230  sq.  ft.,  from  the  twenty 
fourth  to  twenty-sixth  stories  is  1,790  sq.  ft.,  from  twenty 
seventh  to  thirtieth  stories  900  sq.  ft.,  and  requests  o 
account  of  this  limited  area  and  occupancy  that  the  doorwa 
be  accepted  and  that  the  board  permit  the  area  of  glass  i 
the  first  and  second  stories.  1  J 

Resolved,  that  the  board  of  standards  and  appeals  dc* 
hereby  make  a  variation  in  the  requirements  of  the  lab 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  on 
so  far  as  it  affects  the  width  of  the  doors  of  the  secondai 
means  of  egress,  Item  No.  19,  which  shall  be  not  less  tht 
38  in.  wide  on  all  floors  above  the  twenty-third  story,  o 
condition  that  there  shall  be  no  factory  or  industrial  oce 
pancy  within  the  area  above  this  twenty-third  story,  ai 
granted,  as  to  Item  17,  as  to  windows  on  the  first  and  secoi 
stories,  on  the  street  fronts,  on  condition  that  the  openin; 
shall  be  equipped  with  approved  metal  frames  and  sas- 
glazed  with  one-quarter-inch  polished  plate  glass,  no  lig 
of  glass  on  the  second  story  to  exceed  a  width  of  4  ft. 
the  clear,  and  that  the  requirements  of  the  labor  law  shr 
be  complied  with  in  all  other  respects. 


579-29-S.  | 

PETITIONER— William  F.  Doyle,  for  Printing  Crai 
Realtv  Corp.,  owner. 

SUBJECT— Application  for  reopening— reconsiderati 
(previously  denied) — re  Variation  of  the  labor  la 
as  cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 461-479  Eighth  avenue,  Ma 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Schlau. 

For  Administration:  Insector  Maher  of  fire  c 
partment.  i 

ACTION  OF  BOARD— Petition  reopened  and  granted 
condition. 

THE  VOTE  TO  REOPEN— 

A.ffirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy- 

Chief  McElligott . . 

Negative  . j 

Absent  . 
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THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McEUigott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(579-29-S) 

Whereas,  Samuel  Schlau,  for  the  owner,  Printing  Crafts 
Realty  Corp.,  requested  a  reopening  of  this  case;  and 
Whereas,  William  F.  Doyle,  for  Printing  Crafts  Realty 
Corp.,  owner,  filed,  September  25,  1929,  a  petition  for  a 
.ariation  of  the  requirements  of  the  labor  law,  as  cited  in 
in  order  of  the  fire  commissioner,  affecting  premises  461-479 
Eighth  avenue,  Borough  of  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  June 
;3,  1929,  read: 

“Order  No.  57816-LD: 

“1.  Remove  all  articles  or  wares  from  stairway  en¬ 
closure,  or  from  the  landing,  platforms  or  passageways 
|  connected  therewith  including  cigar  stand  in  hall  at  1st 
story,  8 tli  Avenue  side  of  building  as  per  rules  of  the 
Board  of  Standards  and  Appeals.” ; 
and 

“Order  No.  57817-LD: 

“1.  Replace  the  present  glass  in  partitions  enclosing 
main  hall  at  the  8th  Ave.  side  of  building  with  mate¬ 
rial  equivalent  to  the  rest  of  the  enclosure.  Sec.  270, 

of  the  Labor  Law. 

“2.  Replace  the  present  revolving  doors  at  entrance 
at  8th  Ave.  side  of  building  with  doors  arranged  to 
‘  open  outwardly,  Sec.  270  of  the  Labor  Law.”; 

md 

Whereas,  the  building  is  fireproof,  twenty-two  stories  in 
■height,  197  ft.  by  118  ft.  lty2  in.  and  120  ft.,  irregular,  in 
irea;  OCCUPIED:  1st  story,  stores,  60  persons;  2nd  story, 
multigraphers,  office,  45  persons ;  3rd  story,  printers,  75 
persons;  4th  story,  printers,  100  persons;  5th  story,  printers, 
100  persons;  6th  story,  printers,  100  persons;  7th  story, 
•printers,  100  persons;  8th  story,  bookbinder,  100  persons; 
4  th  story,  printlr,  95  persons;  10th  story,  office  and  engraver, 
75  persons;  11th  story,  printer,  100  persons;  12th  story, 
printer,  100  persons;  13th  story,  office,  75  persons;  14th 
story,  office,  60  persons;  15th  story,  office,  75  persons;  16th 
story,  office,  60  persons;  17th  story,  office,  90  persons;  18th 
story,  office,  1 00  persons ;  19th  story,  office  and  printing,  100 
persons;  20th  story,  bookbinder,  100  persons;  21st  story, 
printer,  100  persons;  22nd  story,  photo  engraving,  100  per¬ 
sons;  pent  house,  elevator  machinery,  etc.,  means  of 
EGRESS  consist  of  four  interior  fireproof  stairways,  ex¬ 
tending  from  first  story  to  the  roof,  and  two  fire  towers, 
extending  from  first  story  to  the  roof,  enclosed  in  fireproof 
partitions,  with  fireproof  doors  to  the  openings ;  the  building 
is  EQUIPPED  with  a  standpipe;  and 
Whereas,  there  is  located  in  the  first  story  hall,  in  the 
passageway  leading  from  West  34th  street  to  West  33rd 
street,  a  lunch  counter,  and  in  the  hallway  leading  to  Eighth 
avenue,  a  cigar  stand ;  the  exit  to  Eighth  avenue  is  equipped 
•with  two  sets  of  revolving  doors  with  plain  glass  in  re¬ 
volving  doors;  the  partitions  adjacent  thereto  are  as  fol¬ 
lows:  four  panes,  each  1  ft.  by  1  ft.  5  in.,  plain  glass; 
one  pane.  1  ft.  by  1  ft.  1  in.,  plain  glass;  eight  panes,  2  ft. 
by  3  ft.,  plain  glass;  eight  panes,  3  ft.  by  2  ft.  2  in.,  bent 
glass,  plain  glass ;  and 

Whereas,  petitioner  contends  that  the  cigar  stand  in  the 
main  hall  occupied  but  a  small  space  and  that  the  lunch 
counter  in  the  rear  elevator  passageway  occupies  a  small 
space  and  the  area  of  both  these  halls  would  more  than  ac¬ 
commodate  the  number  of  rtersons  employed ;  that  the  re¬ 
volving  doors  had  been  erected  after  plans  and  specifications 
had  been  filed  with  the  bureau  of  buildings  for  this  pur¬ 
pose,  and  requests,  in  view  of  the  light  occupancy  of  this 
building,  that  the  variation  be  granted ;  and 


Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting,  and  the  owner,  through  his  agent,  Samuel  Schlau, 
requests  a  reopening  of  the  case  on  the  basis  of  new  facts 
submitted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  Item  No.  2,  of  Order  No.  57817-LD,  re¬ 
placing  the  present  revolving  doors  at  the  entrance  of  Eighth 
avenue,  on  condition  that  there  shall  be  installed  a  pair  of 
single-acting  doors,  not  less  than  7  ft.  4  in.  wide  in  the 
clear,  opening  out,  between  the  existing  revolving  doors,  and 
that  the  orders  of  the  fire  commissioner  in  all  other  respects 
be  and  they  hereby  are  affirmed,  and  the  petition  in  these 
respects  denied. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

595-29-SA 

PETITIONER — Preferred  Oil  Burner,  Inc.,  owner. 

SUBJECT — Application  for  reopening — reconsideration — 

Hart  Automatic  Fuel  Oil  Burner,  Model  Series 

“DO”  (previously  denied). 

APPEARANCES— 

For  Petitioner :  Richard  S.  Bohn. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  reopened  and  referred  to 
fire  department  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McEUigott .  5 

Negative  .  o 

Absent  1 .  o 


47-30-SA. 

PETITIONER — Fuelo  Engineering  Corp.,  owner. 
SUBJECT — Fuelo  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  D.  T.  Roe. 

For  Administration :  None. 

ACTION  OF  BOARD — Report  of  fire  department  adopted; 

appliance  approved  in  accordance  therewith 
THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McEUigott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(47-30-SA) 

Whereas,  Fuelo  Engineering  Corp.,  owner,  filed,  January 
21,  1930,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Fuelo  Oil  Burner ; 
and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  April  21,  1930,  recommends  the  ap¬ 
proval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Fuelo  Oil  Burner, 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  in  conformity  with  the 
report  of  the  chief  of  the  bureau  of  fire  prevention. 


54-30-SA. 

PETITIONER— David  Kaufman,  for  Korth  Engineering 
Co.,  owner. 

SUBJECT— Carter-Korth  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  David  Kaufman. 

For  Administration :  None. 

ACTION  OF  BOARD — Report  of  fire  department  adopted 
and  appliance  approved  in  accordance  therewith. 
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THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(54-30-SA) 

Whereas,  David  Kaufman,  for  Korth  Engineering  Co., 
owner,  filed,  January  4,  1930,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Carter-Korth  Oil  Burner;  and 


Whereas,  this  device  was  submitted  to  the  fire  departmei 
for  test  and  Teport  and  the  report  of  the  chief  of  tl 
bureau  of  fire  prevention  dated  April  15,  1930,  recommem 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  do< 
hereby  approve  the  device  known  as  the  Carter-Korth  0 
Burner  for  domestic  and  commercial  installations,  when  ii, 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  boai 
of  standards  and  appeals  and  in  conformity  with  the  repo 
of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  5.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

i 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals  held  Tuesday,  April  15,  1930,  as  they  appeared 
in  Bulletin  No.  16,  Vol.  XV,  are  hereby  corrected  to  read 
as  follows : 

93-30-A. 

APPELLANT — William  Sommerfeld,  for  F.  &  W.  Grand 
5-10  &  25  Cent  Stores,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 807-809  East  Tremont  avenue, 
The  Bronx. 

APPEARANCES— 


For  Appellant :  William  Sommerfeld. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(93-30-A) 

Whereas,  William  C.  Sommerfeld,  for  F.  &  W.  Grand 
5-10  &  25  Cent  Stores,  Inc.,  owner,  filed,  February  6, 


*  Correction — Words  “modified,  and  the  appeal  be  and  it 
hereby  is ”  added  after  “ is ”  in  line  26  of  resolution. 


1930,  an  appeal  from  an  order  of  the  fire  commission! 
affecting  premises  807-809  East  Tremont  avenue,  Borouj 
of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dati 
January  18,  1930  (Order  No.  69207-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accor 
ance  with  the  Rules  of  the  Board  of  Standards  ai 
Appeals.  Sections  580-581,  Article  28,  Chapter  5,  Co 
of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story 
height,  excepting  for  a  portion  50  ft.  by  52  ft.  in  area,  < 
the  East  Tremont  avenue  front,  which  is  two  stories  1 
height,  having  a  frontage  of  50  ft.  on  East  Tremont  aveni 
26  ft.  8  in.  on  Mapes  avenue  and  a  distance  of  217  ft.  1)4  ij 
along  the  east  building  line,  approximately  13,000  sq. 
in  area;  OCCUPIED:  cellar,  boiler  room  and  stock  roor 
1st  story,  department  store,  22  persons ;  2nd  story,  offict1 
vacant  at  present;  and 

Whereas,  appellant  contends  that  the  building  is  low  ' 
height,  faces  on  two  street  fronts,  and  that  there  are  ci" 
fire  hydrants  in  the  vicinity. 

Resolved,  that  the  order  of  the  fire  commissioner  be  a 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  ‘ 
granted  on  co)idition  that  the  premises  shall  be  equipp 
throughout  with  an  approved  sprinkler  system  and  that  t 
building  shall  not  be  increased  in  height  or  area,  and  grant 
only  as  long  as  conditions  as  to  occupancy  and  use  rems 
substantially  unchanged. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  February  11,  1930,  as  they  appeared  in  Bulletin 
No.  7,  Vol.  XV,  are  hereby  corrected  to  read  as  follows : 

THE  RESOLUTION— 

(676-29-BZ) 

Whereas,  Thomas  W.  Lamb,  Inc.,  for  Steinway  38th 
Street  Corp.,  owner,  filed,  November  19,  1929,  an  application, 
under  the  building  zone  resolution,  to  permit  the  extension, 
from  a  business  district  into  a  residence  district,  of  a  pro¬ 
posed  building  to  be  occupied  as  a  theatre  and  stores ;  prem¬ 
ises  501-507  Steinway  street,  northwest  corner  of  28th  ave¬ 
nue,  and  2579-2583  38th  street,  Astoria,  Borough  of  Queens ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  11,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


♦  Correction — “130”  changed  to  “103”  in  line  55  of  resolu¬ 
tion. 


Whereas,  the  use  district  maps  accompanying  the  buildi; 
zone  resolution  show  that  28th  avenue  is  in  a  busin<* 
district;  Steinway  street  is  in  a  business  district,  and  3£i 
street,  north  of  a  point  100  ft.  north  of  28th  avenue,  is  j 
a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildin; 
rendered  November  2,  1929  (Plan  No.  7441-1929),  reads:! 

“1.  The  erection  of  a  theatre  and  stores  partly  ini 
residence  district  is  prohibited  by  the  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havi ! 
a  frontage  of  200  ft.  on  Steinway  street,  190.21  ft.  on  28 
avenue  and  200  ft.  on  38th  street,  upon  which  it  is  propo; 
to  erect  a  building  to  be  occupied  on  part  of  the  Steinwf 
street  (business  district)  front  for  six  stores,  the  remain! 
of  the  building  to  be  occupied  as  a  theatre  having  2,( 
seats  in  the  orchestra  and  1,284  seats  in  the  balcony ;  1- 
proposed  building  extends  into  the  residence  district  for 
distance  of  84  ft.  6  in.  along  38th  street  and  a  depth  of  901 
ft.,  an  area  of  approximately  7,500  sq.  ft. ;  total  area  I 
building  is  approximately  38,000  sq.  ft.;  and 
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Whereas,  the  'board  is  empowered  under  the  rules  of  ex- 
,ption,  specifically  section  7,  subdivision  c,  of  the  building 
ne  resolution,  to  grant  a  variation  under  the  circumstances 

iscribed;  and 

Whereas,  the  board  deems  that  a  denial  of  the  application 
■>uld  devolve  practical  difficulty  and  unnecessary  hardship 
on  the  applicant  within  the  purview  of  section  21  of  the 
Hiding  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ireby  make  a  variation  in  the  application  of  the  use  dis- 
■ct  regulations  of  the  building  zone  resolution,  and  that 
application  be  and  it  hereby  is  granted  on  condition  that 
ere  shall  be  no  service  entrance  of  any  nature  or  descrip- 
•n  within  the  residence  use  portion  of  this  plot;  that 
■>re  shall  be  no  advertising  of  any  nature  or  description, 
,her  on  the  roof  or  on  any  other  portion  of  this  building 
•thin  the  residence  use  area;  that  the  building  proposed 
all  be  constructed  of  attractive  architectural  design  and 


shall  comply  with  the  provisions  of  the  building  zone  resolu¬ 
tion  and  the  building  code  in  all  other  respects ;  on  the 
easterly  side  of  the  property,  facing  38th  street,  there  shall 
be  maintained  an  open  court,  extending  back  103  ft.;  that 
there  shall  be  erected  along  the  easterly  property  line  of 
this  court  an  unpierced  masonry  wall  not  less  than  8  ft.  high 
and  along  the  building  line  of  this  court  on  38th  street 
there  shall  be  erected  a  heavy  ornamental  iron  picket  fence 
not  less  than  8  ft.  high  with  any  opening  therein  equipped 
with  gates  of  the  same  material  as  the  remainder  of  the 
fence  to  be  used  as  an  emergency  exit  only  and  to  be  main¬ 
tained  .  locked  at  all  times  except  when  the  theatre  is  in 
operation ;  that  there  shall  be  no  dressing  rooms  within  the 
residence  use  portion  of  the  plot;  that  the  architect  shall 
make  a  return  of  the  drawings  to  this  board  for  approval 
before  submitting  same  to  the  superintendent  of  buildings; 
that  all  permits  required  shall  be  obtained  within  six  months 
and  all  work  involved  completed  within  eighteen  months  from 
the  date  of  this  action. 


RULES 


RULES  FOR  THE  TESTING  OF  WOOD 


Pursuant  to  the  Provision  of  Section  356  of  Chapter  5  of  the  Code  of  Ordinances 
(639-27-SR) 


.lopted  by  the  Board  of  Standards  and  Appeals  July  22, 
1927.  Amended  March  16,  1928. 

Rule  1.  Before  any  wood  may  be  used  for  flooring  or  in- 
ior  trim  where  incombustible  materials  are  required  under 
i:  provisions  of  section  356  of  the  Building  Code,  the  super- 
iendent  of  buildings  must  be  notified  promptly  upon  the 
ilivery  at  the  job  of  a  consignment  of  such  material. 
■ie  test  sample  for  each  2,000  feet  of  material  will  then  be 
:  ected  by  a  representative  of  the  Bureau  of  Buildings, 
irked  for  identification,  and  forwarded  to  the  testing 
Moratory,  where,  under  the  supervision  of  the  superin- 
lident  of  buildings  or  his  representative,  the  samples  shall 
i  subjected  to  the  following  tests: 

Before  making  tests  of  all  specimens  for  testing  shall  be 
ren  dried  at  a  temperature  of  140°  F.  to  a  point  where 
':re  is  no  further  loss  of  weight  due  to  evaporation  of 
iristure  content. 

A.  SHAVING  TEST — A  mass  of  shavings  cut 
rly  thick  from  the  outside  and  interior  of  sticks  of  the 
ated  wood  are  to  be  tested  separately.  These  shavings 
nil  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
'elve  inches  square,  the  bottom  of  which  shall  consist  of 
iwire  screen  of  l/2  inch  mesh.  The  shavings  shall  be 
i:ked  down  moderately  to  reduce  the  air  spaces.  A  Bun- 
n  yellow  flame  shall  then  be  placed  beneath  the  receptacle 

!  that  the  flame  is  in  contact  with  the  shavings.  After 
'enty-five  seconds  the  flame  shall  be  removed.  The  flame 
'  no  time  should  show  higher  than  six  inches  above  the 
')  of  the  bed  of  shavings  and  the  shavings  should  not  be 
'lsumed  in  less  than  five  minutes. 

B.  TIMBER  TEST.  Two  samples  £4  inch  by  1J4 
!  hes  in  cross  section  and  twelve  inches  long  shall  be 


(Building  Code). 

laid  side  by  side  across  the  top  of  a  gas  crucible  furnace 
with  a  pyrometer  between  them.  The  specimens  shall  be 
subjected  fo  a  flame  at  1700  deg.  Fahrenheit  for  two  min¬ 
utes,  the  test  pieces  shall  then  be  removed,  and  the  time 
of  duration  of  flame  and  glow  observed.  The  sticks  shall 
then  be  cut  through  the  middle  at  the  most  burned  section 
and  the  area  of  the  unburned  wood  measured  with  a  plani- 
meter.  The  flame  must  not  persist  longer  than  15  seconds 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case  of 
hard  woods,  the  unburned  area  should  not  be  less  than  55 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  per 
cent. 

C.  CRIB  TEST — Twenty  samples  are  to  be  pre¬ 
pared,  each  l/i  inch  square  and  6  inches  long.  These  shall  be 
built  up  on  a  ring  support  to  form  a  crib  work  five  tiers 
high,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  six 
inches  and  approximately  2l/2  inches  high.  The  crib  shall 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  crib 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperature 
approximating  1200  deg.  Fahrenheit.  The  flame  must  not 
persist  more  than  twenty  seconds  after  the  Bunsen  burner 
is  removed,  nor  the  glow  last  more  than  thirty  seconds. 
The  tendency  of  the  flame  to  spread  from  stick  to  stick 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense  of 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will  be 
permitted  to  be  taken  into  the  building  and  used.  If  not,  the 
entire  shipment  shall  be  condemned  and  must  be  removed 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exist¬ 
ence  of  a  complete  plant  in  full  working  order  from  which 
the  material  is  shipped,  and  each  shipment,  or,  where  pos¬ 
sible,  each  piece  shall  be  trade  marked  in  a  conspicuous 
manner  so  tW  there  may  be  no  doubt  as  to  its  identity. 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
stribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  878  West 
oadway.  Price,  $1.25  ;  by  mail,  $1.35.  Broadway.  Price,  30c ;  by  mail,  35c. 
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APPLIANCES 


FUEL  OIL  BURNERS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Burner  Calendar  No. 

♦A.  B.  C.  Oil  Burner .  1295-24-SA 

♦Aetna  Automatic  Oil  Burner .  1547-23-SA 

♦Aladdin  Oil  Burner .  298-26-SA 

♦Alexander  Oil  Burner .  65-28-SA 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

♦Arcoil  Heat  Machine .  632-20-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-SA 

♦Baker  Automatic  House  Heating  Burner -  1323-22-SA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1170-22-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

♦Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

♦Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

♦Berggren  Oil  Burner .  764-20-SA 

Best  Calorex  Burner .  1464-21-SA 

♦Bettendorf  Oil  Burner .  731-28-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

♦Caloroil  Burner — Type  AA .  1301-24-SA 

♦Carborundum  Burner .  571-29-SA 

♦Century  Oil  Burner . 157-28-SA 

♦Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

♦Combustion  Fuel  Oil  Burner .  1105-22-SA 

♦Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

♦Commonwealth  Oil  Burner .  348-28-SA 

Cornell  No.  1  Type  A  Oil  Burner .  897-23-SA 

Crescent  Oil  Burner .  222-28-SA 

♦Crown  Oil  Burner,  Type  XA .  426-29-SA 

♦Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

♦Dahl  Vaporizing  Oil  Burner .  915-20-SA 

♦Dist-o-matic  Oil  Burner .  663-28-SA 

♦Doherty  Oil  Burner .  943-26-SA 

♦Eisler  Automatic  Oil  Burner .  481-27-SA 

♦Electrol  Automatic  Oil  Burner .  259-25-SA 

Enco  Burner .  1414-23-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1 149-27- S  A 

♦Espo  Oil  Gas  Burner .  1431-23-SA 

♦Faultless  Oil  Burner . 493-24-SA 

Fess  Turbine  Burner .  26-22-SA 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 

O .  1094-27-SA 

♦Foster  Oil  Burner .  715-26-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

♦Franklin  Domestic  Oil  Burner .  560-26-SA 

Gem  Fuel  Oil  Burner .  111-20-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1036-21-SA 

♦Gill  Oil  Burner .  1231-23-SA 

♦Goodspeed  Automatic  Oil  Burner .  957-27-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

♦Gulf  Oil  Burner .  382-20-SA 

Hammel  Oil  Burner .  1278-21-SA 

♦Hardinge  Oil  Burner  and  Pump  Set .  813-25-SA 

♦Hart  Automatic  Oil  Burner .  1102-24-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner -  88-27-SA 

♦Heatiator  Oil  Burner .  1346-23-SA 

Holhv  Oil  Burner .  328-27-SA 

♦Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

♦Homer  Domestic  Oil  Burner . *•  1211-25-SA 

Tnduslo  Fuel  Oil  Burner  1-27 .  5"24‘f^ 

♦International  Oil  Burner . • .  1305-24-SA 

♦Tohnson  Improved  Rotary  Fuel  Oil  Burner..  938-22-SA 

Tovce  Oil  Burner .  853-26-SA 

♦K.  F.  C.  Oil  Burner .  846-25-SA 

♦Kleen  Heet  Oil  Burner .  62-24-SA 

♦Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 


*  Used  mainly  in  domestic  installations. 


Name  of  Burner  Calendar  Ni 

Mahrvel  Low  Pressure  Burner .  859-28-S/ 

Marr  Oil  Heat  Machine .  705-28-S/ 

Maxon  Oil  Burner  (New  Style) .  1036-22-S; 

♦May  Oil  Burner .  08-24-S.' 

♦Mayflower  Oil  Burner .  124-29-S. 

♦Mcllvane  .  544-29-Si 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-S; 

♦Morrissey  Oil  Burner .  073-27-S.| 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25-S.' 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-S.' 

Morse  Fuel  Oil  Burner .  820-23-S; 

♦Moussette  Oil  Burner .  887-25-S. 

National  Airoil  High  Pressure  Burner .  185-29-S. 

National  Airoil  Low  Pressure  Burner .  186-29-S. 

♦National  Rotary  Oil  Burner .  830-25-S, 

♦New  Process  Oil  Burner .  1071-27-S. 

Noiseless  Nokol  Model  G  Oil  Burner .  80U-28-S 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-S 

♦Nokol  Automatic  Heater .  1078-24-S. 

North  American  Low  Pressure  Oil  Burner..  792-20-Si, 

*Nu-Way  Oil  Burner .  773-20-S. 

♦Orr  Fuel  Oil  Burner .  113-20-Si 

♦Paramount  Oil  Burner .  1193-25-S. 

♦Pascoe  Oil  Burner  and  Pump  Set .  1029-20-Si 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner .  101-20-S. 

Petro  Mechanical  Burner  and  Air  Register..  735-24-S. 

♦Petro  Burner,  Model  0 .  78-28-S 

♦Piatt  Oil  Burning  Water  Heater .  737-29-S 

♦Pioneer  Automatic  Oil  Burner .  1259-27-S 

Burner  .  044-21-S 

♦Powerlight  Oilheat  Burner .  628-23-S. 

Quinn  Oil  Burning  Equipment .  307-21-S 

♦Rayfield  Oil  Burner .  504-20-S 

Ray  Rotary  Fuel  Oil .  504-23-S 

♦Re-Ly-On  Oil  Burner .  745-20-S 

♦Remington  Oil  Burner .  891-26-S 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  007-28-S 

♦Rickard  Oil  Burner .  1011-27-S 

Rockwell  Fuel  Oil  Burner .  341-21-S 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-S 

♦Richmond  Gravity  Fuel  Oil  Burner .  1 1 93-22- S 

♦Schulse  Home  Oil  Burner .  1487-23-S 

♦Security  Oil  Burner .  50-28-S 

♦Silent  Automatic  Oil  Burner .  458-26-S 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22- S 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-S 

Steam  Oil  Burner .  183-22-S 

♦Stroud-in-the-Door  Burner .  129-27-S 

♦Stuhler  Oil  Burner .  6 1 8-27- S 

♦Summerheat  Oil  Burner .  581-20-S 

♦Sundstrand  Automatic  Oil  Burner .  755-26-S 

Surface  Combustion  Low  Pressure  Burner..  92-23-S 

♦Sword  Automatic  Oil  Burner .  951-25-S 

♦Tabor  Automatic  Oil  Heaer,  Type  “D” .  778-28-S 

Tate-Tones  Fuel  Oil  Burner,  “L”  Type .  1254-24-S 

Tate-jones  No.  0  Oil  Burner .  1444-23-S 

♦Timken  Oil  Burner,  Model  20 .  287-28-S 

♦Timken  Rotary  Oil  Burner .  297-29-S 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-S: 

Todd  Rotary  Fuel  Oil  Burner .  454-25-S 

Todd  Steam  Atomizing  Fuel  Oil  Burner....  1 22-23 - S 

♦Torridheat  Oil  Burner .  53-28-S 

♦Uni-Lec-Tric  Oil  Burner .  498-29-S 

♦United  States  Oil  Burner .  020-28-S 

♦Universal  Fuel  Oil  Burner .  G-24-S 

♦Vesta  Oil  Burner .  451-20-S 

♦Volcano  Automatic  Oil  Burner .  556-29-S 

♦Wayne  Oil  Burner  Pump  and  Fan  Set .  1155-25-S 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-S 

♦Winslow  Industrial  Burner .  19-35-5 

York  Automatic  Oil  Burner . 44-29-w 
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BOARD  OF  STANDARDS  AND  APPEALS. 


Administrative  Applications. 

lu29-27-A — 35)  Fifth  avenue,  Manhattan. 

1030  27- A — 13-10  Central  Park  West,  Manhattan. 

1 03 1  -27- A — 20-28  West  72nd  street,  Manhattan. 

1032-27-A — 212-248  West  76th  street,  Manhattan. 

374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 


Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-OIT  Valve,  approval  of. 

1173  22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-S A — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

1249-22-S A — Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-OtT  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-S  A — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

279-23- S A—  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-S A — “Automatic”  Deluge  Valve,  approval  of. 

113-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1245  23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

I550-23-S A  —  Apex  Gas  Cut-Off  Valve,  approval  of. 

492-24-S  A — HoUzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-S  A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

101 6-24-S A — Milnes  Oil  Burner,  approval  of. 

1 1 42-24- S A — Decker  Oxohydrogeti  Oil  Burner,  approval  of 

1 1 46-24-S A — Salvo  Fire  Extinguisher,  approval  of. 

1359-24-SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of 

1500-24-SA — Smolensky  Check  Valve,  approval  of. 

985-25-SA — Anidyco  Foam  Fire  Extinguisher,  approval  of. 

1 263 - 25- S A — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

1346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26- S A — Signal  Weatherproof  Bells,  approval  of. 

364-26-SA — Kork-n-Seal,  approval  of. 

397-26- S A — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 


+84-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA--Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

1 10-27-SA — Wilbur  Extinguisher,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of, 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA — Cook's  Automatic  Oil  Burner,  approval  of. 
977-27-SA — Romec  Rotary  Pump,  approval  of. 

1 162-27 -SA — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

2 1 3-28-S A — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

51 1-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve 
approval  of. 

163-29-SA — Braden  Engineering,  Inc.,  Storm  King  Ob 
Burner,  approval  of. 

209- 29-SA— A  Diamond  “S”  2J4-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29-SA — Kennedy  2J4-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

510-29-SA — Hercules  Oil  Burner,  approval  of. 

535-29-SA— Croker  2^a-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

591-29-SA — Improved  Kres-Kno  Oil  Burner,  approval  of. 

603-29-SA — Electromatic  Oil  Burner,  approval  of. 

637-29-S A — Merco  Oil  Burner,  approval  of. 

684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-SA — Super  Automatic  Oil  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 

54-30-SA — Carter-Korth  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ant 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  April  30,  1930 .  300 

Restored  to  calendar .  23 

Miscellaneous  Applications. 


Requests  to  reopen .  81 

Requests  to  amend .  2 

Requests  for  modification .  12 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  32 

Requests  for  extension  of  permit .  2 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  15 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  866 

Disposed  of .  477 

Cases  pending  April  29,  1930 .  389 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition .  1] 

Appliances  approved . . . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . . . 

Requests  withdrawn  or  dismissed . 

Total  .  \*\ 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample .  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  i) 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  i 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failti 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  . 
cases  promptly,  for  the  reason  that  the  pendency  of  i 
appeal  or  petition  ties  the  hands  of  the  administrative  o 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petit! 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  < 
appellant  or  petitioner  to  file  necessary  data,  or  by  f| 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pi; 
and  data  required  by  law  are  supplied,  as  specified  on  1 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t 

Name . j 

Street . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . .  1930. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  May  6,  1930,  10  A.  M. 
Minutes  of  Regular  Meeting,  May  6,  1930,  2  P.  M. 
Correction. 

Fire  Retarding  Rules. 

Fuel  Oil  Burners  Approved. 

Reserve  Calendar. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

(  The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  ibe  called  in  Room  1013,  Tuesday,  May  13,  1930,’ 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  20,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings'  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  the*« 
directions. 
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William  E.  Walsh,  Chairmm. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  May  7,  1930. 

Cal.  No.  Department.  Premises  Affected. 

314-30-SA . F.D . Leiman  Bros.  Fuel  Oil  Burner, 

_ .  Appliance 

313-30-A . F.D . West  side  of  Palisade  ave.,  south 

of  261st  st.,  Man., 

_  •  F-36994 

312-30-S . F.D . 633-635  Greenwich  st.,  Man., 

_  L.  D.  47207 

311-30-S . F.D . 64  Nassau  st.,  Man., 

_  L.  D.  38550 

310-30-S . F.D . 239-243  Fourth  ave.,  Man., 

-  L.  D.  73742 

309-30- A . F.D . 3-9  Beekman  st.,  Man., 

_  F-73863 

308-30-A . F.D . 141  Fifth  ave.,  Man., 

-  F-70849 

307-30-S . F.D . 141  Fifth  ave.,  Man., 

-  L.  D.  70852 

306-30-S . F.D . 151-153  W.  19th  st.,  Man., 

-  L.  D.  45163 

305-30-A . F.D . 30-32  W.  21st  st.,  Man., 

-  F-73506  &  F-73508 

304-30-BZ . B.B.M....50  Downing  st.,  Man., 

-  N.  B.  61-30 

303-30-BZ . B.B.Q _ 117-01  Farmers  blvd.,  St.  Al- 

-  bans,  Q.,  N.  B.  1910-30 

302-30-S . F.D . 26  W.  47th  st.,  Man., 

-  L.  D.  42581 

301-30-BZ . B.B.Q _ Southwest  corner  of  Linden 

blvd.  &  197th  st.,  S't.  Albans, 
-  Q.,  N.  B.  6140-29 


CODE. 

F.D . - . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  13,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

90-29-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Vincent  Scuderi, 
owner. 

PREMISES — Southeast  corner  of  Roosevelt  avenue  and 
63rd  street,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  automobile 
showrooms,  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop. 

148-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Joseph  Goldberg, 
owner. 


PREMISES — Southwest  corner  of  Hylan  boulevard  an 
Lincoln  avenue,  Grant  City,  Borough  of  Richmon< 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mair 
tenance  of  a  gasoline  service  station.  . 

158-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Julius  Steinberj 
owner. 

PREMISES — 2637-2653  86th  street,  northeast  corner  o, 
Avenue  U,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mair: 
tenance  of  a  gasoline  service  station. 

205-30-BZ. 

APPLICANT — Schreiber,  Myers  &  Buchter,  for  Edwar 
Machson  and  Mary  Machson,  owners. 

PREMISES — 1215  Grand  concourse,  northwest  corner  c 
East  167th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  an 
change  of  occupancy  of  part  of  the  first  story  of  a 
existing  apartment  house  from  dwelling  to  busines 
use  (stores). 

120-30-BZ. 

APPLICANT — Edward  P.  Doyle,  for  William  P.  Cun 
mings  and  Katherine  Cummings,  owners. 

PREMISES — 45-10  50th  avenue  (Gould  avenue),  sout 
side,  80  ft.  west  of  46th  street,  Woodside,  Boroug 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exter 
sion  and  conversion  of  occupancy  of  first  story  froi 
residence  to  business  use. 

731-29-BZ. 

APPLICANT — Harry  Urquhart,  for  M.  H.  G.  Realt 
Corp.,  owner. 

PREMISES — South  side  of  101st  avenue,  40  ft.  east  c 
121st  street,  South  Ozone  Park,  Borough  of  Queen 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
business  district,  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  than  five  (5)  mote 
vehicles. 

161-30-BZ. 

APPLICANT — James  M.  Murtha,  for  Elsie  E.  Parson 
owner. 

PREMISES — Southeast  corner  of  Astoria  avenue  and  42rij 
street,  Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  gasoline  service  station. 

170-29-BZ. 

APPLICANT — Jno.  B.  Snook  Sons,  for  Durfey  Estat 
owner. 

PREMISES — 274-278  Wyckoff  street,  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  buildin, 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  ar 
change  of  occupancy  from  a  motor  vehicle  repa 
shop  to  a  garage  for  the  storage  of  more  than  fi' 
(5)  motor  vehicles  (previously  withdrawn). 
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MAY  13,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

109- 30-A — 311-321  Christopher  avenue,  northeast  corner  of 

Dumont  avenue,  Brooklyn. 

110- 30-A— 43-49  West  22nd  street  and  56-62  West  23rd 

street,  Manhattan. 

15 1-30- A — 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

167-30-A — 31-33  West  31st  street,  Manhattan. 

147-30- A — 8  East  12th  street,  Manhattan. 

173-30-A — 1J4-9  West  34th  street  and  4-22  West  35th 
street,  Manhattan. 

179-30-A — 139-141  Spring  street,  southeast  corner  of 
Wooster  street,  Manhattan. 

183-30-A — 384  Fifth  avenue,  Manhattan. 

64-30- A — 90th  street  and  North  Beach,  Astoria,  Borough 
of  Queens. 

44-30- A — 632-638  West  156th  street,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

55-30-A — 315-319  East  47th  street  and  318-322  East  48th 
street,  Manhattan. 

191-30-A — 263-273  North  Henry  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  13, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  722-29-BZ — Application,  December  10,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Howard  Funding  Co.,  owner, 
to  permit  in  a  residence  use  district 
the  change  of  occupancy  of  the  first 
story  of  a  residence  building  to  a  busi¬ 
ness  use  (stores)  ;  premises  1615  Uni¬ 
versity'  avenue,  southwest  corner  of 
West  175th  street,  The  Bronx. 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 


ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  669-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Bushwick  Lumber  and 
Wood  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Sutphin 
boulevard  and  109th  road,  Jamaica,  Bor¬ 
ough  of  Queens. 

William  E.  Walsh,  Chairman 


MAY  13,  1930,  2  P.  M. 

Petitions  for  Variations. 

17-30-S — 2-4  West  29th  street  and  258-260  Fifth  avenue. 
Manhattan. 

142-30-S — 127-133  West  30th  street  and  128-136  West  3lst 
street,  Manhattan. 

146-30-S — 8  East  12th  street,  Manhattan. 

153-30-S — 503-519  Tenth  avenue,  502-510  West  39th  street 
and  501-503  West  38th  street,  Manhattan. 

184- 30-S — 354-358  Troutman  street,  Brooklyn. 

129-30-S — 130  West  28th  street,  Manhattan. 

185- 30-S — Northeast  corner  of  58th  road  and  Rust  street, 

Maspeth,  Borough  of  Queens. 

56-30-S — 315-319  East  47th  street  and  318-322  East  48th 
street,  Manhattan. 

192-30-S — 263-273  North  Henry  street,  Brooklyn. 

199-30-S — 195-197  Chrystie  street,  Manhattan. 

204-30-S — 11  West  17th  street,  Manhattan. 

10-30-S — 7  East  48th  street,  Manhattan. 

117-30-S — 254-256  West  31st  street,  Manhattan. 

137-30-S — 29  East  21st  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  20,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

116-30-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Conward  Realty 
Corp.,  owner. 

PREMISES— 154  East  170th  street  and  1401  Grand  con¬ 
course,  southwest  corner,  The  Bronx. 

APLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  of  part  of  basement  and  first 
story  of  an  existing  apartment  house  from  dwelling 
to  business  use  (stores). 

145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfeld, 
owner. 

PREMISES — South  side  of  East  164th  street,  from  Walton 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residence  building,  the  cellar  to  be  used 
in  part  for  business  purposes. 

1 65-30-BZ. 

APPLICANT — William  Richter,  for  Mirdan  Realty  Co., 
owner. 

PREMISES — 1602  Avenue  J  and  1001-1009  East  16th  street, 
southeast  corner,  Brooklyn. 
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APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  use  and  “E”  area  district  the 
erection  and  maintenance  of  a  business  building 
and,  also,  the  omission  of  the  setback  from  the 
building  line  as  required  by  the  building  zone 
resolution. 

180-30-BZ. 

APPLICANT— William  Shary,  for  205  West  101st  Street 
Realty  Corp.,  owner. 

PREMISES— 205  West  101st  street,  Manhattan. 

APPLICATION,  under  sections  7b,  7c  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  the  extension,  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

723-29-BZ. 

APPLICANT— William  F.  Regan,  for  Angelo  Curreri, 
owner. 

PREMISES— 261-267  Sheridan  avenue,  southeast  cor¬ 
ner  of  Conduit  boulevard,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  installation  and 
maintenance  of  a  gasoline  service  station. 


MAY  20,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

738-29-A — 35  East  125th  street,  Manhattan. 

150-30- A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

105-30- A— 222  East  31st  street,  Brooklyn. 

136-30- A — 123  North  Portland  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  20, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  541-29-BZ — Application,  August  22,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Julia  A.  Flanagan,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  665-675  73rd  street, 
north  side,  103  ft.  8  in.  west  of  Seventh 
avenue,  Brooklyn. 

cal.  no.  694-29-BZ — Application,  December  2,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Otto  F.  Koehler,  Inc.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  14-22  Monroe 


avenue,  west  side,  111  ft.  south  of 
Fort  place,  St.  George,  Borough  of 
Richmond. 

cal.  no.  123-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  124-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Deiches,  applicant,  on 
behalf  of  Fleetwood  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Williamsbridge  road  and  East- 
chester  road,  The  Bronx. 

cal.  no.  130-30-BZ — Application,  February  20,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  W.  D.  J.  McCarthy,  ap¬ 
plicant,  on  behalf  of  Bliss  Estates,  Inc., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestrictec 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  thar 
five  (5)  motor  vehicles;  premises  eas' 
side  of  51st  street.  125  ft.  north  ol 
Queens  boulevard,  Woodside,  Borougl 
of  Queens. 

cal.  no.  188-30-BZ — Application,  March  15,  1930,  undei 
sections  7c  and  21  of  the  building  zon< 
resolution,  of  Red  Brick  Realty  Co. 
Inc.,  owner,  to  permit  the  extension 
from  a  business  district  into  a  residence 
district,  of  a  proposed  business  us- 
(stores)  ;  premises  306  Steinway  avenue 
east  side,  200  ft.  south  of  Jamaica  ave 
nue,  Long  Island  City,  Borough  o 
Queens. 

cal.  no.  61-30-BZ — Application,  January  27,  1930,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  Annuncio  Ambrosio,  applican 
and  owner,  to  permit  in  a  business  dis 
trict  the  erection  and  maintenance  of 
gasoline  service  station ;  premises  246-2 
to  246-34  Sunrise  highway  and  138-1 
to  138-20  Washington  avenue,  southwes 
corner,  Rosedale,  Borough  of  Queens. 

cal.  no.  492-29-BZ — Application,  July  23,  1929,  under  sec 
tion  21  of  the  building  zone  resolutioi 
of  Charles  Schaefer,  applicant,  on  be 
half  of  Stephen  Theobold,  owner,  t 
permit  in  a  residence  district  the  altera 
tion  and  conversion  of  occupancy  of  th 
first  story  of  an  apartment  house  frof 
residence  to  business  use  (stores) 
premises  2183-2185  Grand  concoursi 
west  side,  154.94  ft.  south  of  East  182n 
street,  The  Bronx. 

cal.  no.  2.-30-BZ — Application,  January  2,  1930,  under  se< 
tion  21  of  the  building  zone  resolutioi 
of  Felix  Solomon,  applicant,  on  tx 
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half  of  St.  Johns  Place  Corp.,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  486-510  St.  Johns 
place,  south  side,  100  ft.  west  of  Classon 
avenue,  Brooklyn. 

cal.  xo.  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

CAL.  NO.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

al.  xo.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

'al.  xo.  481-29-BZ— Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam,  Strassberg,  owner,  to 
permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 
lot  area  and  providing  a  lesser  setback 
from  street  line  than  permitted  under 
the  building  zone  resolution;  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MAY  20,  1930,  2  P.  M. 

Appeal  from  Administrative  Order 
090-29-A— 232-236  East  40th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
's  and  appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Tuesday  afternoon,  May 
0,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
n  the  following  matters : 


more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  39-30-BZ— Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  15-30-BZ — Application,  January  10,  1930,  under 
section  21  of  the  building  zone  resolu- 
tion  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Rock  Joy  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  35th  avenue  and  Cross  Island 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  * 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

cal.  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner ,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  27,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

23-30-BZ. 

APPLICANT— Maxwell  Schantz,  for  Sophie  Epstein 
owner.  ’ 

1  REMISES  860  Fourth  avenue,  northwest  corner  of  3 1st 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occu¬ 
pancy  from  a  private  garage  for  the  storage  of 
three  (3)  motor  vehicles  to  a  motor  vehicle  repair 
shop.  * 


al.  no.  506-29-BZ — Application,  August  1,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 


A  P P U C AN T— George  J .  Lobenstein,  for  Margaret  Leonard 
and  Giovanna  Loschiavo,  owners 
PREMISES  Southwest  corner  of  Sheridan  avenue  (,63rd 
avenue)  and  Jama, ca  Bay  boulevard  (Woodhaven 
avenue),  Shellbank  Basin,  Borough  of  Queens 


441 


CALENDAR 


APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


178-30-BZ.  .  ,  _  .  n  .... 

APPLICANT— John  Joe  Carroll,  for  Teresma  Orilli, 

owner.  .  .  . 

PREMISES — 31-33  Olive  place  and  2119-2123  Atlantic  ave¬ 
nue,  northeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  _  . 

TO  PERMIT  in  a  business  district  the  erection  ar\d  main¬ 
tenance  of  a  gasoline  service  station. 


APPLICANT— Philip  J.  Sinnott,  for  Natessie  Realty  Corp., 

owner.  , 

PREMISES — 108  Clarke  place,  southeast  corner  of  Walton 

avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  of  part  of  the  basement  story 
of  an  existing  apartment  house  from  dwelling  use 
to  stores. 


sections  7g  and  21  of  the  building  zon 
resolution,  of  William  Layton  Hall,  aj 
plicant,  on  behalf  of  Mabel  Hal 
owner,  to  permit  in  a  business  distrii 
the  erection  and  maintenance  of  a  gas< 
line  service  station;  premises  337  Ai 
butus  avenue,  northeast  corner  of  Hyla 
boulevard,  Huguenot,  Borough  of  Rid 
mond. 

cal.  no.  724-29-BZ — Application,  December  12,  1929,  und< 
section  21  of  the  building  zone  resoli 
tion,  of  Christopher  McGrath,  applicai 
on  behalf  of  Beam  Holding  Corj 
owner,  to  permit  in  a  business  use  di 
trict  the  erection  and  maintenance  of 
gasoline  service  station ;  premises  17' 
Edenwald  avenue,  northeast  corner  i 
East  233rd  street,  The  Bronx. 

cal.  no.  118-30-BZ — Application,  February  14,  1930,  und 
section  21  of  the  building  zone  resol 
tion,  of  Sadye  Hydecker,  applicant  ai 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  northej 
corner  of  Allerton  avenue  and  Eai 
Chester  road,  The  Bronx. 


APPLICANT — Benjamin  Traktman  and  Libbie  Traktman, 

owners.  . 

PREMISES— 217-231  Pacific  street,  north  side,  50  tt.  west 
of  Boerum  place,  through  to  234  Atlantic  avenue, 
south  side,  163  ft.  west  of  Boerum  place,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


MAY  27,  1930,  10  A.  M. 


cal.  no.  157-30-BZ — Application,  March  5,  1930,  under  s< 
tions  7b  and  21  of  the  building  zo 
resolution,  of  Larry  Meltzer,  applica: 
on  behalf  of  Elizabeth  Schrank,  own 
to  permit,  partly  in  a  residence  distr 
and  partly  in  a  business  district,  t 
alteration  and  change  of  occupancy 
part  of  the  first  story  of  an  existi 
building  from  a  two  (2)  car  gara 
(accessory  use)  to  a  store;  premil 
1601  Avenue  U,  northeast  corner  of  E; 
16th  street,  Brooklyn. 

William  E.  Walsh,  Chairman 


Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

70-30- A — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

81-30-A— 506-508  East  118th  street,  Manhattan. 

104-30- A— 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

159-30- A — 31  Nassau  street,  northwest  corner  of  Cedar 
street,  Manhattan. 

128-30-A — 400-404  West  25th  street  and  243-245  Ninth  ave¬ 
nue,  southwest  corner,  Manhattan: 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  27, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal  no.  683-29-BZ— Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  under 


MAY  27,  1930,  2  P.  M. 

Petitions  for  Variations. 

69- 30-S— 830-850  Tenth  avenue,  441-461  West  55th  str 
and  450-456  West  56th  street,  Manhatt 
225-30-S— 228-232  West  41st  street  and  219-229  West  4' 
street,  Manhattan. 

141-30-S — 842-846  Broadway,  140-146  Fourth  avenue  £ 
65-87  East  13th  street,  Manhattan. 
196-30-S — 544-546  West  43rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 
195-30-SA — Simplex  Water  Pressure  Reducing  Valve, 
proval  of. 

231- 30-SA — Pratt  &  Cady  Class  “A”  2J^-Inch  Hose  0 

let  Valve,  approval  of. 

232- 30-SA — Pratt  &  Cady  Class  “B”  2>2-Inch  Hose  0 

let  Valve,  approval  of. 


JUNE  3,  1930,  10  A.  M. 

Appeals  front  Administrative  Orders. 

144-30-A — Southeast  corner  of  Crown  street  and  Alb 
avenue,  Brooklyn. 

152-30-A — 106-114  East  38th  street,  Manhattan. 

174-30- A — 210-224  East  146th  street,  southeast  corner 
Park  avenue,  The  Bronx. 

200-30-A — 97-103  East  Houston  street,  Manhattan. 
211-30- A — 12-14  West  21st  street,  Manhattan. 

215-30- A — 1784-1790  Broadway,  southeast  corner  of  V 
58th  street,  Manhattan. 
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JUNE  3,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 
i  the  building  zone  resolution,  Tuesday  afternoon,  June  3, 
130,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
ie  following  matters: 

vl.  no.  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  a  resi¬ 


dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-story  factory  building ; 
premises  1513-1561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

cal.  no.  3-30-BZ— Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  6,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol- 
ld  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held 
lesday  morning,  April  29,  1930,  and  the  minutes  of  the 
jular  meeting  of  the  board  held  Tuesday  afternoon,  April 
,  1930,  were  approved  as  printed  in  Bulletin  No.  18, 
>>1.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


APPEARA^NCES  ECTED~ 48  C<X>per  square>  Manhattan. 

For  Appellant:  Morton  Gilbert. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  . ’  ”  ’  ’  ”  q 

THE  RESOLUTION— 


1-30- A. 

3PELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

JBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
DEMISES  AFFECTED — 386  Fulton  street,  southeast  cor¬ 
ner  of  Smith  street,  Brooklyn. 

3PEARANCES — 

For  Appellant:  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ZTION  OF  BOARD — Laid  over  to  May  27,  1930,  at  10 
a.  m.,  on  request  of  appellant  pending  action  by 
board  of  aldermen  on  proposed  amendment  to  code 
of  ordinances. 


30-  A. 


•’PELLANT — 119  W7est  57th  Street  Co.,  Inc.,  adjoining 
lessee,  against  Calvay  Baptist  Church,  owner. 

’BJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  revocation  of  Permit  No.  2522-1929, 
issued  by  the  superintendent  of  buildings. 

DEMISES  AFFECTED— 123-141  West  57th  street,  Man¬ 
hattan. 

’PEARANCES— 


For  Appellant:  Norman  L.  MacNamara. 

For  Owner :  Harold  Reigelman. 

'TION  OF  BOARD — Appeal  withdrawn  on  request  of 
appellant’s  representative. 


IE 


VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


30-A. 

PELLANT — Gilbert  Photo  Novelty  Co.,  for  Carl 
Fischer,  Inc.,  lessee. 

BJECT — Appeal  from  an  order  of  the  fire  commissioner. 


(36-30-A) 

Whereas,  Gilbert  Photo  Novelty  Co.,  for  Carl  Fischer, 
Inc.,  lessee,  filed,  January  18,  1930,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  48  Cooper 
square,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  23,  1929,  reads : 

“Refer  to  Order  No.  54381-LC 
“File  No.  82M48.11 
“Gilbert  Photo  Novelty  Company 
“48  Cooper  Square, 

“Manhattan. 

“Sirs : 

“Referring  to  your  application  for  a  permit  to  keep 
10  pounds  of  Nitro-Cellulose  material  in  the  building,  48 
Cooper  Square,  you  are  hereby  notified  that  such  permit 
cannot  be  granted  for  the  following  principal  reasons : 

a.  Building  is  within  50  feet  of  a  synagogue,  sem¬ 
inary,  school  and  home.  Sec.  232,  Sub.  2-A  of  Chapter 
10,  Code  of  Ordinances. 

“b.  Building  is  over  three  stories  in  height  and  is 
not  of  fireproof  construction.  Sec.  232,  Sub.  2-D  of 
Chapter  10,  Code  of  Ordinances. 

“You  are  thereby  ordered  to: 

“1.  Discontinue  the  storage  of  nitro-cellulose  mate¬ 
rial  in  the  building  48  Cooper  Square. 

“Please  notify  this  department  promptly  when  these 
orders  have  been  complied  with. 

“Respectfully, 

“(Signed)  Joseph  M.  Hannon, 

Deputy  Fire  Commissioner.” 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  25  ft.  6  in.  by  114  ft.  in  area  at  first  story,  25  ft.  6 
in.  by  90  ft.  in  area  at  second  story  and  25  ft.  6  in.  by  70  ft 
2  in.  in  area  above;  OCCUPIED:  1st  story,  store;  2nd 
story,  manufacture  of  photo  novelties,  8  persons;  3rd  and 
4th  stories,  vacant  at  present ;  and 

Whereas,  appellant,  the  occupant  of  the  second  story  of 
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the  premises  in  question,  contends  that  the  maximum  amount 
of  celluloid  stored  in  the  premises  is  five  pounds;  t“af  M10 
celluloid  is  used  for  covering  photographs ;  that  no  drilling 
is  done  in  the  celluloid;  that  the  synagogue  referred  to  in 
the  order  is  fireproof;  that  the  minmim  distance  between 
openings  in  the  synagogue  is  39  ft.;  appellant  proposes  to 
remove  the  celluloid  from  the  rear  of  the  building  to  the 
front  of  the  building,  contending  that  the  celluloid  will  then 
be  located  in  an  approved  container  located  more  than  100 

ft  away  from  the  synagogue.  .  .  ,  , 

Resolved  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed ,  and  the  appeal  be  and  it  hereby  is 

denied. 


3 14*29"A 

APPELLANT— William  F.  Regan,  for  Little  Sisters  of 
the  Poor,  owner.  .  . 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1601  Eighth  avenue,  Brooklyn. 

APPEARANCES—  ^  „ 

For  Appellant:  William  F.  Regan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
VOTE _ 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(314-29-A) 

Whereas,  William  F.  Regan,  for  Little  Sisters  of  the 
Poor,  owner,  filed,  May  9,  1929,  an  appeal  from  orders  of 
the  fire  commissioner,  affecting  premises  1601  Eighth  avenue, 

Borough  of  Brooklyn ;  and  .  .  ,  ,  T 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Janu¬ 
ary  3,  1927,  read: 

Order  No.  6350-F :  .  .  ,  • 

“1  Install  a  standpipe  system  with  risers  4  inches  in 

diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2^  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2^3  inch  standard  hose  attached  thereto.”; 

and 

“Order  No.  6351-F :  .  ,  . 

“1.  Install  an  approved  system  of  time  detectors  to 
record  the  movement  of  watchman  on  the  above  prem¬ 
ises.  Sec.  21,  Ch.  12,  Code  of  Ordinances.  ; 

and 

“Order  No.  6352-F :  .  .  »  , 

“1.  Install  an  adequate  interior  electric  hre  alarm 
system  in  accordance  with  the  attached  approved  lay¬ 
out.  Sec.  21,  Ch.  12,  Code  of  Ordinances.’  ; 

^Whereas,  a  letter  from  the  fire  department  reads  as  fol- 

l0WS:  “May  9,  1929. 

“Re :  Premises :  8th  Ave.  &  16th  St.,  Bklvn. 

“Dear  Sir  :  .  , 

“In  response  to  your  request,  I  regret  to  inform  you 
that  the  Fire  Commissioner  will  not  rescind  any  order 
and  reissue  the  same  order  so  that  you  may  make  your 
appeal  within  the  20  daws  time  limit.  , 

“However,  I  have  been  informed  that  the  Board  of 
Appeals  will  accept  a  letter  from  this  Department  as  a 
basis  for  an  appeal  and  I  am  forwarding  this  letter 
which  will  certify  that  the  following  orders  were  issued 
against  the  above  premises  on  January  3,  1927,  reading . 
“  ‘Order  No.  6350-F :  .  „ 

“T.  Install  a  standpipe  system  with  risers  4  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 


and 


square  inch,  extending  from  cellar  to  roof,  with  neces 
sary  check  valves  and  2l/2  inch  regulation  Fire  Depart 
ment  outlets  on  each  story  (including  basements,  cel 
lars  and  roofs),  placed  within  main  stairway  enclosure 
Each  outlet  to  be  provided  with  sufficient  feet  of  21/ 
inch  standard  hose  attached  thereto.  Such  standpip 
shall  be  kept  constantly  filled  with  water  by  means  o 
an  approved  tank  or  pump  supply  and  be  ready  for  us 
at  all  times.  ■ 

“  ‘Standpipe  to  be  connected  with  two-way  3-inc 
Siamese  connection  with  double  clapper  valves  and  cap 
and  signs  placed  on  street  front  of  building  at  least  18 
and  not  more  than  2"  above  sidewalk  in  a  horizont; 
position,  accessible  to  the  Fire  Department. 

‘“All  connections  to  be  of  regulation  Fire  Depar 
ment  pattern  and  sizes.  One  set  of  preliminary  pap* 
plans  accompanied  by  application  and  specification  sheei 
in  duplicate,  showing  all  proposed  alterations  must  t 
filed  with  an  approved  by  this  Department  before  ffi 
above  work  may  be  commenced. 

“  ‘Order  No.  6351-F  : 

“  T.  Install  an  approved  system  of  time  detectors  1 
record  the  movement  of  watchman  on  the  above  pren 
ises.  Sec.  21,  Ch.  12,  Code  of  Ord. 

“‘Order  No.  6352-F: 

“  T.  Install  an  adequate  interior  electric  fire  alar 
system  in  accordance  with  the  attached  approved  layou 
Sec.  21,  Ch.  12,  Code  of  Ord.’”; 


Whereas,  the  structure  is  non-fireproof,  four  stories  (; 
ft.)  in  height,  irregular  in  area,  consisting  of  a  center  se 
tion  128  ft."  by  approximately  50  ft.  (approximately  6,4< 
sq.  ft.)  in  area  and  two  wings;  each  wing  being  109  ft.  1 
approximately  32  ft.  (approximately  3,500  sq.  ft.)  in  are; 
there  being  a  chapel  approximately  42  ft.  by  127  ft.  (a 
proximately  5,200  sq.  ft.)  in  area  connected  to  the  rear  - 
the  center  section  of  the  premises;  OCCUPIED  as  a  hor 
for  the  aged  under  the  auspices  of  the  Little  Sisters  of  t! 
Poor:  basement,  boiler  room,  kitchen  and  dining  room, 
persons;  1st  story,  offices,  storage  and  dining  room,  8  pe 
sons;  2nd,  3rd  and  4th  stories,  sleeping  rooms,  175  perso 
per  story ;  and 

Whereas,  the  appellant  contends  that  the  building  is 
all  times,  day  and  night,  under  the  supervision  of  sisters 
the  home;  that  there  is  in  the  premises  a  large  bell,  us 
for  calling  the  inmates  each  morning,  which  could  be  us 
in  any  emergency,  and  proposes  to  provide  portable  fi 
extinguishers  in  the  corridor  on  each  story ;  and 

Whereas,  these  orders  are  predicated  on  the  combined  ar 
of  the  entire  premises;  and 

Whereas,  this  institution  is  under  the  constant  supervisi 
of  an  organized  corps  of  private  attendants  throughout  t: 
twenty-four  hours  each  day. 

Resolved,  that  the  order  of  the  fire  commissioner,  Ore 
No.  6350-F,  be  and  it  hereby  is  modified,  and  the  appeal  f 
and  it  hereby  is  granted  on  condition  that  the  easterly  ai 
westerly  wings  shall  be  cut  off  from  the  center  bay 
means  of  approved  fireproof  doors,  and  that  there  shall 
provided  in  the  kitchen,  in  the  central  hallway  on  each  stc 
and  in  each  dormitory,  and  at  such  other  locations  as  m 
be  directed  by  the  fire  commissioner,  an  approved  2^ -gall 
portable  fire  extinguisher;  that  the  order  of  the  fire  comm- 
sio-ner,  Order  No.  6351-F,  'be  and  it  hereby  is  modified,  a! 
the  appeal,  as  to  this  order,  be  and  it  hereby  is  granted  > 
condition  that  not  less  than  two  trained  attendants  shall 
on  patrol  duty  throughout  the  twenty- four  hours  of  ea 
day;  that  the  order  of  the  fire  commissioner,  Order  h 
6352-F,  be  and  it  hereby  is  modified,  and  the  appeal,  as 
this  order  be  and  it  hereby  is  granted  on  condition  tl 
the  existing  pull  gong  shall  be  maintained  under 


U1C  CAiOiins  -  '  .  , 

constant  supervision  and  attention  of  an  organized  attache 
the  building;  that  there  shall  be  maintained  a  central  f 
alarm  box  off  the  main  hall  connected  direct  to  fire  he: 
quarters,  and  granted  only  so  long  as  the  occupancy,  use  a 
supervision  remain  substantially  unchanged. 
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BUILDING  ZONE  CASES. 

::-28-BZ. 

APLICANT — McCooey  &  Conroy,  for  Parkway  Center 
Building  Corp.,  owner. 

SlBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  Te  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  motor  vehicles  (pre¬ 
viously  withdrawn). 

REMISES  AFFECTED— 822-838  East  New  York  avenue, 
south  side,  100  ft.  west  of  Schenectady  avenue, 

Brooklyn. 

appearances — 

For  Applicant :  Paul  P.  Brennan. 

For  Opposition :  William  S.  Klinger. 

'TION  OF  BOARD — Laid  over  to  May  20.  1030,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


>'  29-BZ. 

A PIJCANT — Metwood  Holding  Corp  .,  owner. 

OBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  four-story  factorv  building. 

REMISES  AFFECTED — 1513-1561  38th  ’street,  northeast 
corner  of  Dahill  road,  Brooklvn. 

V  P  E  A  R  A  N  C  E  S — 

For  Applicant :  Edward  Schwartz. 

.  For  Opposition  :  None. 

\TION  OF  BOARD — Laid  over  to  June  3,  1930,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 

— 


45-23-BZ. 

VPLICANT — Michael  Lyndse  y,  owner. 
j'BJECT — Application  for  reopening — extension  of  tem¬ 
porary  permit— re  Application  (order  of  the  fire 
commissioner),  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  three 
(3)  motor  vehicles,  three  spaces  rented  to  persons 
t  not  residing  on  the  premises. 

)EMISES  AFRECTED — 2218  Aqueduct  avenue,  The 
Bronx. 


VPEARANCES— 

For  Applicant:  Edward  R.  Fiencke. 
For  Opposition :  None. 


R0ARD— .Application  for  reopening  denied. 
E VOTE  TO  REOPEN— 


Affirmative:  Commissioner  Guilfovle  and  Deputv 

Chief  McElligott . . 

Negative:  Chairman  Walsh  and  Commissioners 

Connell  and  Holland . 

Absent  . ’ . 


m  29-BZ. 

pWCANT— Morris  B.  Kleinfeld,  for  Dorothy  Klein- 
feld,  owner. 

P^pCT  Application  ( re  decision  of  the  superinendent 
,  of  buildings),  under  section  21  of  the  building  zone 
’  resolution,  to  permit  in  a  business  district  the  erec- 
an<^  maintenance  of  a  gasoline  service  station. 
f-MlSES  AFFECTED — 1500-1508  Eastern  parkway, 
northeast  corner  of  St.  John’s  place,  Brooklyn. 
PEARANCES— 

For  Applicant :  Daniel  G.  Albert.  Samuel  J.  Stangler 
I  and  Morris  B.  Kleinfeld. 

For  Opposition:  Henry  Simon.  Isidor  Slow,  Mr. 
Rothman,  Jacob  Grafer  and  Irving  Berson. 
r«PN  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  l 

Negative :  Chairman  Walsh,  Commissioners  Con¬ 
nell  and  Holland  and  Deputy  Chief  McElli¬ 
gott  .  4 

Absent  .  0 

THE  RESOLUTION— 

(709-29-BZ) 

Whereas,  Morris  B.  Kleinfeld,  for  Dorothy  Kleinfeld 
owner,  filed,  December  5,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem- 
■lses  1500-1508  Eastern  parkway,  northeast  corner  of  St 
John  s  place,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
. -v  “T  k°ar<l  of  standards  and  appeals,  at  its  regular  meet- 
May  6,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

V\  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution,  show  that  Eastern  parkway  is  in  a  business 
district ;  St.  John’s  place  is  in  a  business  district ;  Saratoga 
avenue  is  in  a  business  district,  and  Sterling  place  is  in  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  1,  1929  (Applic.  No.  16645-1929),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sect.  4a  of 
Zone  Resolution.” ; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground,  tri¬ 
angular  in  shape,  with  a  frontage  of  89  ft.  ^  in.  on  Eastern 
parkway ;  it  is  proposed  to  erect  an  office  and  auto  laundry, 
41  ft.  by  20  ft.,  two  grease  pits,  bury  six  550-gallon  tanks 
and  erect  six  pumps  for  the  purpose  of  conducting  a  gaso¬ 
line  service  station  within  a  business  use  district;  and 

Whereas,  the  board  deemed  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  brought  under  section  21  of 
the  building  zone  resolution  on  the  grounds  of  practical 
difficulties  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


706-29-BZ. 

A PPLICANT— William  F.  Doyle,  for  Max  Levy,  owner. 
SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED — 2066-2076  Pitkin  avenue  and 
238-240  Pennsylvania  avenue,  southwest  corner, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle  and  Mrs  E 
Wolff. 

For  Opposition:  Samuel  W.  Sherman,  H.  D.  Horst- 
man,  Mrs.  Alture,  Albert  Stiber  and  Moses 
Ribatsky. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil¬ 


foyle  .  2 

Negative:  Chairman  Walsh,  Commissioner  Con¬ 
nell  and  Deputy  Chief  McElligott .  3 

Absent  .  q 

THE  RESOLUTION— 

(  706-29-BZ) 


Whereas,  William  F.  Doyle,  for  Max  Levy,  owner,  filed, 
December  5,  1929,  an  application,  under  the"  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  2066- 
2076  Pitkin  avenue  and  238-240  Pennsylvania  avenue.  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
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bv  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  6,  lft30,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Pitkin  avenue  is  in  a  business  and 
unrestricted  district;  Pennsylvania  avenue  is  in  a  business 
district ;  Belmont  avenue  is  in  a  business  and  unrestricted 
district,  and  Sheffield  avenue  is  in  an  unrestricted  district; 

"whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  26,  1929  (App.  No.  17576-29),  reads. 
“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sect.  4a  of 
Zone  Resolution.”; 

Whereas,  the  premises  consists  of  an  irregular  shaped 
plot  with  a  frontage  of  190  ft.  and  a  depth  of  100  ft.;  it  is 
proposed  to  erect  an  office,  auto  laundry  and  grease  pits, 
16  ft.  by  64  ft.,  a  garage  for  the  storage  of  five  cars,  bury 
six  550-gallon  tanks  and  erect  six  pumps  for  the  purpose 
of  conducting  a  gasoline  service  station  within  a  business 
use  district;  and 

Whereas,  the  board  deems  that  applicant  did  not  sub- 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 

building  zone  resolution.  .  ,  , 

Resolved  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

79-30-BZ.  ,  _  . 

APPLICANT— Joseph  S.  Byrne,  for  Rose  Levine,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1313-1323  Gravesend  Neck  road 
and  2270-2280  East  14th  street,  northwest  corner, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  S.  Byrne. 

For  Opposition:  Joseph  H.  Stein,  John  Mandoll  and 
William  J.  McCorr. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  •  •  0 

Negative :  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  5 

Absent  .  ® 

THE  RESOLUTION— 

(79-30-BZ) 

Whereas,  Joseph  S.  Byrne,  for  Rose  Levine,  owner,  filed, 
February  3,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1313-1323  Gravesend  Neck 
road  and  2270-2280  East  14th  street,  northwest  corner,  Bor¬ 
ough  of  Brooklyn ;  and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  6,  1930.  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Gravesend  Neck  road  is  in  a 
business  district ;  East  14th  street,  north  of  a  point  100  ft. 
north  of  Gravesend  Neck  road,  is  in  a  residence  district ; 
East  14th  street,  south  of  a  point  100  ft.  south  of  Gravesend 
Neck  road,  is  in  a  residence  district;  East  13th  street,  north 
of  a  point  100  ft.  north  of  Gravesend  Neck  road,  is  in  a 
residence  district,  and  East  1 3th  street,  south  of  a  point  J00 
ft.  south  of  Gravesend  Neck  road,  is  in  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  14,  1930  (App.  No.  417-30),  reads: 


“Proposed  gasoline  service  station,  gasoline  pumj 
and  an  office  accessory  thereto  to  be  located  partly  in 
business  use  and  partly  in  a  residential  district  are  coi 
trary  to  Art.  II,  Sec.  3,  and  Sec.  4a  of  the  Zone  Resoli 
tion.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havir 
a  frontage  of  107  ft.  6  in.  on  East  14th  street,  101  ft.  ll/2  i 
on  Gravesend  Neck  road  and  a  distance  of  100  ft.  alor 
the  north  lot  line ;  the  north  portion  of  the  plot  extern 
into  the  residence  district  for  a  distance  of  approximate 
15  ft.  and  the  remainder  of  the  plot  is  in  the  business  di 
trict;  upon  this  plot  it  is  proposed  to  erect  a  one-story  offic 
12  ft.  by  12  ft.  in  area,  and  to  install  the  necessary  tanl 
and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  applicant  is  not  entitli 
to  relief  under  section  21  on  the  grounds  of  unnecessa: 
hardship  and  practical  difficulty. 

Resolved,  that  the  decision  of  the  superintendent  of  buil 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
and  it  hereby  is  denied. 


729-29-BZ. 

APPLICANT — William  F.  Regan,  for  George  W.  Braun 
dorf,  owner. 

SUBJECT — Application  (re  decision  of  the  superintende 
of  buildings),  under  section  21  of  the  building  zo 
resolution,  to  permit  in  a  residence  district  the  co 
version  of  occupancy  of  an  existing  building  fre 
factory  use  to  a  garage  for  the  storage  of  more  th. 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 5814-5816  37th  avenue  (Pc 
avenue),  southwest  corner  of  59th  street,  Woodsic 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Abraham  N.  Horwitz. 

For  Opposition :  Sol  Deutsch,  A.  M.  Mintz  a 
E.  O.  Blomquist. 

ACTION  OF  BOARD — Apnlication  granted  on  conditi< 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(729-29-BZ) 

Whereas,  William  F.  Regan,  for  George  W.  Braunsdo 
owner,  filed,  December  13,  1929,  an  application,  under  1 
building  zone  resolution,  to  permit  in  a  residence  distr 
the  conversion  of  occupancy  of  an  existing  building  fr< 
factory  use  to  a  garage  for  the  storage  of  more  than  f 
motor  vehicles;  premises  5814-5816  37th  avenue  (Polk  a1 
nue),  southwest  corner  of  59th  street,  Woodside.  Boron 
of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  applicat: 
by  the  board  of  standards  and  appeals,  at  its  regular  me 
ing,  May  6,  1930,  after  due  notice  by  publication  in  ' 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build: 
zone  resolution  show  that  59th  street  is  in  a  residence  cl 
trict ;  58th  street  is  in  a  business  district ;  60th  street  is  ii 
residence  district,  and  37th  avenue,  from  a  point  100 
east  of  58th  street  to  a  point  100  ft.  west  of  61st  street, 
in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildin 
rendered  December  6,  1929  (Alt.  5777-29),  reads: 

“A  garage  for  more  than  5  cars  is  not  permitted  ii 
residence  district.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  c< 
struction.  one  story  in  height,  with  a  frontage  of  50  ft. 
37th  avenue  and  95  ft.  on  59th  street ;  erected  as  a  facto: 
to  be  occupied  as  a  garage  for  the  storage  of  more  tl 
five  motor  vehicles ;  and 
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i  W  hereas,  the  building  was  erected  by  permit  for  factory 
,jsc  when  the  said  property  was  in  an  unrestricted  use  area ; 

rod 

i  \\  hereas,  the  city  zone  maps  were  amended  in  1027, 
-hanging  the  site  from  unrestricted  to  residence,  the  board 
kerns  that  under  section  21  it  would  be  a  hardship  and 
confiscation  of  the  property  to  demolish  and  destroy  the 
existing  now  non-conforming  structure. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted,  for  conversion 
from  one  non -con  forming  use  to  a  garage  use,  on  condition 
hat  the  building  shall  be  not  increased  in  height  or  area;  that 
here  shall  be  no  structural  change  on  the  59th  street  front, 
ither  than  the  installation  of  one  emergency  door,  not  ex¬ 
ceeding  a  width  of  3  ft.  6  in.,  located  at  the  extreme  southerly 
md  of  the  structure ;  that  the  windows  as  now  existing  shall 
*  maintained,  and  that  there  shall  be  no  increase  of 
ehicular  entrances  on  the  37th  avenue  frontage,  restricting 
he  vehicular  operation  to  not  more  than  one  vehicular  open- 
ng;  that  there  shall  be  no  advertising  of  any  nature  or 
lescnption  exposed  or  displayed  on  the  59th  street  front; 
•hat  there  shall  be  no  advertising,  other  than  one  projecting 
■lectric  sign  on  the  37th  avenue  front,  indicating  the  name 
tnd  title  of  the  business  conducted  on  the  premises;  that 
my  gasoline  storage  equipment  installed  shall  be  restricted 
o  not  more  than  one  tank,  not  exceeding  550  gallons  capacity, 
ocated  on  the  37th  avenue  frontage,  and  that  there  shall  be 
io  portable  gasoline  tanks  maintained  or  operated  on  the 
iremises. 


'00-28-BZ. 

\PPLICANT  Klein,  Kinsley  &  Klein,  for  Liebler  Bros., 
Inc.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn). 

’REMISES  AFFECTED— 218-224  West  230th  street,  The 
Bronx. 

VPPEARAN  CES — 

For  Applicant:  August  B.  Klein,  Mr.  Liebler, 
James  C.  Donovan,  Alderman  Kinslev  and  John 
C.  Murphy. 

For  Opposition:  Edward  H.  Coller,  Charles  P. 
|  _  Loeser  and  William  Mulcahy. 

ACTION  OF  BOARD — Application  granted  on  condition. 
HE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 

'HE  RESOLUTION— 

(200-28-BZ) 

V  hereas,  Klein,  Kinsley  &  Klein,  for  Liebler  Bros.,  Inc., 
wner,  filed,  March  5,  1928;  withdrawn  September  25  1928; 
eopened  February  26,  1930,  an  application,  under  the  building 
one  resolution,  to  permit  in  a  business  district  the  erection 
nd  maintenance  of  a  gasoline  service  station;  premises  218- 
24  West  230th  street,  Borough  of  The  Bronx ;  and 
1  Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ig.  May  6,  1930,  after  due  notice  by  publication  in  the 
;ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  West  230th  street  is  in  a  business 
■strict;  Godwin  terrace  is  in  a  residence  district,  and 
•ingsbridge  avenue  is  in  a  business  and  residence  district  * 
nd 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
?ndered  March  15,  1930  (N.  B.  App.  131-30),  reads: 

L  Erection  of  proposed  gasoline  service  station  in 


business  district  is  contrary  to  the  provisions  of  the 
building  zone  resolution.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  75  02 
ft.  by  109.87  ft.,  irregular;  the  drawings  filed  show  fifteen 
one-car  garages  existing  on  the  rear  of  the  lot ;  it  is  pro¬ 
posed  to  erect  a  building  63  ft.  by  45  ft.  on  the  front  of  the 
lot  for  storage,  office,  wash  room  and  two  grease  pits,  also 
to  bury  six  550-gallon  tanks  and  erect  necessary  pumps  for 
the  purpose  of  conducting  a  gasoline  station  within  a  business 
use  district ;  and 

Whereas,  it  is  proposed  to  develop  and  maintain  fifteen 
individual  garage  stalls,  located  at  the  rear  of  premises, 
and  to  build  on  the  front  of  premises  a  one-story  structure! 
to  be  used  for  storage,  office  and  equipment  enclosing  grease 
pits,  with  gasoline  service  station  at  the  street  front  of  the 
premises ;  and 

Whereas,  the  application  is  made  under  section  21 — hard¬ 
ship — in  that  the  property  is  unsuitable  for  conforming  uses 
and  unproductive  of  a  reasonable  return  in  conforming  use. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
no  gasoline  pump  shall  be  erected  within  10  ft.  of  building 
line ,  that  a  circular  driveway  with  vehicular  entrance  at 
the  westerly  end  and  exit  at  the  easterly  end  of  the  premises 
shall  be  maintained ;  that  the  unoccupied  portion  of  the  plot 
so  formed  shall  be  maintained  in  grass  plot  or  cement  plat¬ 
form  ;  that  the  width  of  the  vehicular  entrances  shall  not 
exceed  12  ft.  in  the  clear;  that  curb  cuts  shall  not  exceed 
a  width  of  12  ft.  and  shall  be  located  directly  in  front  of 
vehicular  entrances ;  that  there  shall  be  erected  on  the  prop¬ 
erty  line,  other  than  vehicular  entrances,  an  ornamental 
wrought-iron  railing  not  less  than  6  ft.  in  height  or  masonry 
posts  not  more  than  6  ft.  on  centers  with  heavy  ornamental 
wrought-iron  chains  connecting  same ;  that  return  drawings 
shall  be  submitted  to  this  board  for  approval  before  sub¬ 
mission  to  the  superintendent  of  buildings  and  the  fire 
commissioner,  and  that  all  permits  required  shall  be  obtained 
within  six  months  and  any  work  involved  shall  be  completed 
within  one  year  from  date  of  this  action. 


62-30-BZ. 

APPLICANT — Russell  G.  Cory,  for  Topping  Bros.,  owners. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  one  and  one-half  times 
height  district  and,  also,  unrestricted  use  district,  the 
erection  of  the  street  wall  of  a  building  to  a  height 
exceeding  the  height  requirements  of  the  building 
zone  resolution. 

PREMISES  AFFECTED — 47-59  Van  Dam  street  and  157- 
161  Varick  street,  northwest  corner,  Manhattan 
APPEARANCES— 

For  Applicant:  Russell  G.  Cory  and  James  H 
Browning. 

For  Opposition:  None. 


ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  -Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott .  ...  5 

Negative  . 0 

Absent  .  q 


THE  RESOLUTION— 

(62-30-BZ) 


Whereas,  Russell  G.  Cory,  for  Topping  Bros.,  owners, 
filed,  January  27,  1930,  an  application,  under  the  building 
zone,  resolution,  to  permit  in  a  one  and  one-half  times  height 
district  and,  also,  unrestricted  use  district,  the  erection  of 
the  street  wall  of  a  building  to  a  height  exceeding  the 
height  requirements  of  the  building  zone  resolution;  premises 
47-59  Van  Dam  street  and  157-161  Varick  street,  northwest 
corner,  Borough  of  Manhattan;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  6,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  district  maps  accompanying  the  building 
zone  resolution  show  that  Varick  street  is  in  an  unrestricted 
use  and  one  and  one-half  times  height  district  and  Van  Dam 
street  (at  this  point)  is  in  an  unrestricted  use  and  one  and 
one-half  times  height  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  25,  1930  (Alt.  App.  No.  2107-29).  reads: 

“1.  New  additions  should  comply  with  Article  3, 
Building  Zone  Resolution.  Reconsideration  denied.”; 

and 

Whereas,  the  existing  building  is  seven  stories  in 
height,  100  ft.  by  125  ft.  in  area;  the  proposed  addition 
is  fireproof,  sixteen  stories  (198.05  ft.)  in  height,  50  ft.  5)4 
in.  by  100  ft.  1  )4  in.  in  area;  it  is  proposed  to  carry  the 
easterly  30  ft.  10)4  in.  of  the  street  wall  of  the  proposed 
extension,  without  a  setback,  to  a  height  of  198.05  ft.;  the 
remainder,  19  ft.  6)4  in.,  of  the  street  wall  of  the  proposed 
extension  to  comply  with  the  height  requirements;  the  east¬ 
erly  25  ft.  of  the  30  ft.  10)4  in.  section  of  street  wall  in 
question,  being  within  150  ft.  of  (100  ft.  wide)  Varick 
street  could  legally  be  erected  to  a  height  of  150  ft.;  it  is 
proposed  ito  carry  it  without  setback  up  to  a  height  of 
198.05  ft.;  the  execess  cubage  being  approximately  10,000 
cubic  feet ;  the  westerly  19  ft.  6)4  *n-  °f  the  30  ft.  10)4  in¬ 
section  of  street  wall  in  question  could  be  legally  erected 
without  setback  to  a  height  of  (65  ft.  by  1)4  ft.)  97.5  ft.; 
it  is  proposed  to  carry  it  up  without  a  setback  to  a  height  of 
198.05  ft.;  the  excess  cubage  being  approximately  31,800 
cubic  feet;  and 

Whereas,  it  is  proposed  to  erect  an  addition  to  the  exist¬ 
ing  corner  building ;  and 

Whereas,  under  the  height  regulations  the  corner  building 
for  a  depth  of  150  ft.  on  a  side  street  could  be  erected  to  a 
height  of  150  ft.;  and 

Whereas,  it  is  claimed  that  strict  compliance  with  the 
letter  of  the  zoning  regulations  would  involve  practical  diffi¬ 
culty  because  of  the  enforced  eccentric  design  of  the  column 
bavs  and  shaft  supports;  and 

Whereas,  by  the  application  of  the  dormer  privilege  he  is 
entitled  to  an  increased  height  of  60  ft. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  height  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  street  wall  for  a  distance  not  exceeding  5  ft. 
10)4  in.  beyond  the  150  ft.  corner  depth  regulation,  on  con¬ 
dition  that  the  building  otherwise  shall  comply  with  the  zone 
resolution  in  all  respects,  and  that  all  permits  required 
shall  be  obtained  within  nine  months  and  any  work  involved 
shall  be  completed  within  eighteen  months  from  the  date  of 
this  action. 


1 192-27-BZ. 

APPLICANT — Michael  F.  Dee.  substituted  for  Henry  J. 

Nurick.  for  Louis  Del  Gaudio,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline 
service  station  (previously  denied  under  section  21). 
PREMISES  AFFECTED — 1756-1764  Bushwick  avenue. 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Michael  F.  Dee. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  . 9 

Absent  .  0 


THE  RESOLUTION—  ! 

( 1192-27-BZ) 

Whereas,  Michael  F.  Dee  substituted  for  Henry  J 
Nurick,  for  Louis  Del  Gaudio,  owner,  filed,  November  11 
1927;  reopened  January  21,  1930,  an  application,  under  th 
building  zone  resolution,  to  permit  in  a  business  district  th 
erection  and  maintenance  of  a  gasoline  service  station  ( X?re j 
viously  denied  under  section  21)  ;  premises  1756-1764  Bush 
wick  avenue,  Borough  of  Brooklyn ;  and  |i 

Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  board  of  standards  and  appeals,  at  its  regular  meet' 
ing,  May  6,  1930,  after  due  notice  by  publication  in  thu 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bushwick  avenue  is  in  a  busines 
district :  Pellington  place,  north  of  a  point  100  ft.  north  o 
Bushwick  avenue,  is  in  a  residence  district;  Fanchon  place | 
from  a  point  100  ft.  north  of  Jamaica  avenue  to  a  pain 
100  ft.  south  of  Bushwick  avenue,  is  in  an  unrestricted  dis  i 
trict,  and  Fanchon  place,  north  of  a  point  100  ft.  south  o 
Bushwick  avenue,  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  31,  1927  (Applic.  No.  18180-27),  reads:  i 
“1.  Proposition  is  contrary  to  Zone  Resolutions 
Article  II,  Section  4a  (46).  Gasoline  Service  statioi 
in  a  business  district.” ;  i 

and  i 

Whereas,  the  premises  consist  of  a  plot  of  ground’  having 
a  frontage  of  59  ft.  10)4  in.  on  Fanchon  place,  106  ft.  I1/ 
in.  on  Bushwick  avenue  and  a  distance  of  87  ft.  7  in.  acros:< 
the  southerly  rear  lot  line,  upon  which  it  is  proposed  to  erect 
a  one-story  office,  16  ft.  6  in.  by  30  ft.  in  area,  and  to  instal. 
the  necessary  tanks  and  pumps  and  grease  pits  for  a  gasolin* 
service  station ;  and  i 

Whereas,  the  applicant  predicated  his  application  on  sec-,; 
tion  7,  subdivision  g,  of  the  building  zone  resolution ;  an« 
Whereas,  the  applicant  has  filed  more  than  80  per  cen 
consents  of  the  area  fixed  by  the  board  and  deemed  affected-, 
Resolved,  that  the  board  of  standards  and  appeals  doeij 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  regulations  of  the  building  zone  resolution,  and  tha 
the  application  be  and  it  hereby  is  oranted  on  condition  tha 
there  shall  be  erected  along  the  southerly  property  line  a  wall 
of  approved  masonry  not  less  than  8  ft.  in  height,  reinforcec 
with  buttress  piers,  coped  with  natural  stone  or  architectural 
terra  cotta  or  molded  terra  cotta  coping ;  that  there  shall  bn 
incorporated  along  the  building  line  at  both  street  fronts  ;/l 
concrete  curbing  not  less  than  12  in.  above  grade,  with  no,1 
more  than  two  vehicular  openings  on  the  Bushwick  avenue) 
front,  not  exceeding  a  width  of  12  ft.  each;  that  no  gasoline 
pump  shall  be  erected  within  10  ft.  of  the  building  line 
unless  provided  with  ornamental  wrought-iron  railing  no| 
less  than  6  ft.  in  height,  intervening  between  the  pump  and 
building  line,  and  if  so  erected  there  shall  be  not  more  than 
three  pumps  along  the  building  line,  no  pump  to  be  installed 
at  the  apex  of  the  property ;  that  the  conduct  of  any  work; 
incidental  to  the  operation  of  these  premises,  other  than  th< 
office  and  house  of  shelter  for  operators  and  patrons  shall  b<| 
housed  in  a  structure  of  approved  masonry ;  that  any  buildinc 
erected  on  the  premises  shall  be  finished  on  the  exterio; 
with  light-colored  face  brick  with  natural  stone  or  achi; 
tectural  terra  cotta  trim ;  that  any  advertising  display  shal 
be  restricted  to  a  flat  wall  sign  of  the  same  material  as  th< 
structure  and  confined  to  the  face  of  the  structure  and  the 
glass  illuminating  globes  of  the  gasoline  pumps;  that  th<i 
architect  shall  make  a  return  to  this  board  of  the  drawing: 
of  the  foregoing  condition  for  approval  before  submission  to 
the  bureau  of  buildings  or  the  fire  department ;  that  all  per  > 
mits  required  shall  be  obtained  within  six  months  and  any 
work  involved  thereby  shall  be  completed  within  one  veai 
from  the  date  of  this  action. 


4 14-27-BZ.  ■£' 

APPLICANT — Schreiber,  Collins.  Myers  &  Buchter,  foi 
Adele  Sant  ini,  owner.  ■ 
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JBJECT — Application  for  reopening — extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  'buildings) ,  under  sections  7b,  7c 
and  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  residence  district  and  partly  in  a  business 
district,  the  erection  and  maintenance  of  an  extension 
to  an  existing  building  used  for  warehouse  purposes. 
lEMISES  AFFECTED — 2476-2480  Jerome  avenue,  The 
Bronx. 

3PEARANCES — 


For  Applicant:  H.  Monahan. 

For  Opposition:  None. 

iTIOX  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 


IF.  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


IE  RESOLUTION— 

(414-27-BZ) 

Whereas,  Schreiber,  Collins,  Myers  &  Buchter,  for  Adele 
ntini,  owner,  filed,  April  19,  1927,  an  application,  under 
Z  building  zone  resolution,  to  permit,  partly  in  a  residence 
trict  and  partly  in  a  business  district,  the  erection  and 
intenance  of  an  extension  to  an  existing  building  used 
r  warehouse  purposes;  premises  2476-2480  Jerome  avenue, 
■rough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
'board  of  standards  and  appeals,  at  its  special  meeting, 
jvember  18,  1927,  after  due  notice  by  publication  in  the 
1  lletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
le  resolution  show  that  Jerome  avenue  is  in  a  business 
trict ;  East  190th  street  is  in  a  residence  district,  and  Mor- 
avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
idered  March  24,  1927,  reads : 

“l.  Extension  of  building  not  completed  within  18 
months  of  approval  by  Board  of  Standards  and  Ap- 
:  peals  on  April  14,  1925. 

“2.  Proposed  new  extension  8  stories  in  height  ex¬ 
tending  into  residence  district  is  contrary  to  provisions 
of  Building  Zone  Resolution.” ; 

i 

Whereas,  the  existing  building  is  of  fireproof  construe  - 
n,  eight  stories  in  height,  with  a  frontage  of  76  ft.  7^4 
and  a  depth  of  loi  ft.  2-}4  in. ;  occupied  as  a  warehouse 
•  the  storage  of  furniture  located  mainly  in  a  business 
trict  extending  about  1  ft.  into  the  residence  district  at 
:  northeast  corner;  it  is  proposed  to  erect  an  eight-story 
iproof  extension  at  the  rear,  46  ft.  7  in.  by  76  ft.  7^4  in. 
area  at  first  story  and  will  extend  about  26  ft.  into  the 
■idence  district;  a  yard  10  ft.  in  depth  is  provided  at 
5t  story  and  15  ft.  in  depth  above  first  story ;  the  present 
:  to  extend  throughout  the  building ;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled 
relief  under  the  provisions  of  section  7,  subdivisions  b 
I  c,  and  that  denial  of  relief  would  constitute  a  hardship 
der  the  provisions  of  section  21  of  the  building  zone 
olution  by  curtailing  expansion  of  an  existing  business ; 
1 

Whereas,  this  application  was  granted  by  the  board  at  its 
eting,  November  18,  1927,  on  certain  conditions,  and 
>licant  requested  a  modification  of  the  time  limit  imposed, 
i  the  time  limit  extended  to  May  7,  1930,  and  applicant 
n  reqests  a  further  extension. 

Resolved,  that  the  'board  of  standards  and  appeals  does 
'eby  make  a  variation  in  the  application  of  the  use  district 
dilations  of  the  building  zone  resolution,  and  that  the  ap- 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
:ension  shall  be  restricted  to  a  depth  of  41  ft.  7  in.  beyond 
rear  of  the  existing  structure  to  and  including  the  first 
ry;  that  the  building  shall  be  extended  not  exceeding  35 


ft.  beyond  the  rear  of  the  existing  structure  above  the  first 
story ;  that  the  gable  walls  of  the  proposed  new  extension 
shall  be  unpierced  throughout  their  entire  height  and 
length ;  that  the  proposed  additional  structure  shall  be  con¬ 
structed  fireproof  throughout;  that  any  windows  installed 
in  the  rear  wall  shall  be  glazed  with  translucent  wire  glass ; 
that  the  use  of  the  building  shall  l>e  restricted  to  the  con¬ 
duct  and  operation  of  a  public  warehouse  for  the  extension 
of  the  business  now  existing  on  the  premises ;  that  all  neces¬ 
sary  permits  shall  be  obtained  within  nine  months  and  the 
work  involved  completed  within  one  year  from  the  date  of 
this  action — May  6,  1930. 


98-30-BZ. 

APPLICANT — Joseph  J.  Karp,  for  Morris  Richman, 
owner. 

SUBJ  F.CT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion,  maintenance  and  extension  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 664-666  Bushwick  avenue  and 
1180-1188  Myrtle  avenue,  southwest  corner,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Philip  P.  Sahn,  Meyer  Kraushaaer 
and  Joseph  C.  Karp. 

For  Opposition :  S.  A.  Hauptman. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(98-30-BZ) 

Whereas,  Joseph  J.  Karp,  for  Morris  Richman,  owner, 
filed,  February  7,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection, 
maintenance  and  extension  of  a  gasoline  service  station ; 

premises  664-666  Bushwick  avenue  and  1180-1188  Myrtle 

avenue,  southwest  corner,  Borough  of  Brooklyn:  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  ‘board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  6,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Myrtle  avenue  is  in  a  business 
district;  Willoughby  avenue  is  in  a  residence  district;  Broad¬ 
way  is  in  a  business  district,  and  Ditmars  street  is  in  a 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  7,  1930  (App.  No.  903-30),  reads: 

“This  proposition  being  contrary  to  zone  resolution, 
Art.  II,  Sec.  4,  subdiv.  46,  is  hereby  denied.  (Extend¬ 
ing  use  of  gasoline  station  in  business  district).”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  58  ft.  3  in.  on  Bushwick  avenue,  101  ft.  8  in. 
on  Myrtle  avenue  and  43  ft.  2  in.  on  Ditmars  street ;  at 
present  there  is  located  on  the  Bushwick  avenue  front  of  the 
plot  a  one-story  brick  building,  20  ft.  by  52  ft.  in  area,  used 
in  part  as  a  gasoline  service  station  ;  it  is  proposed  to  de¬ 
molish  this  building,  to  remove  the  gasoline  tanks  under  the 
Bushwick  avenue  sidewalk  and  to  place  additional  tanks  in 
portion  of  plot  now  occupied  as  parking  space ;  it  is  further 
proposed  to  erect  along  the  south  lot  line  of  the  plot  an 
irregularly  shaped  one-storv  structure,  approximately  115  ft. 
by  30  ft.  in  area,  to  be  used  for  grease  racks,  office,  rest 
room  and  auto  laundry,  and  having  installed  eight  gas  tanks 
and  the  necessary  pumps ;  to  use  the  entire  plot  as  a  gaso¬ 
line  service  station;  and 

Whereas,  the  site  is  now  occupied  under  legal  permit 
for  a  garage  and  gasoline  service  station;  and 
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Whereas,  the  application  is  predicated  on  a  proposed  re¬ 
arrangement  of  the  premises,  and  the  board  deems  that 
applicant  is  entitled  to  relief  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  property  for  10  ft.  parallel  with  the  lot  line  at  the  south¬ 
erly  portion  of  the  plot  for  a  distance  not  less  than  60  ft. 
from  Bushwick  avenue  shall  be  maintained  open  and  un¬ 
occupied,  and  that  the  structure  proposed  along  the  westerly 
property  line  shall  not  exceed  one  story  in  height  above 
grade  and  shall  be  laid  out  substantially  in  accordance  with 
the  ground  plan  filed  in  this  case;  that  the  rear  and  gable 
walls  of  said  structure  shall  be  unpierced  throughout  their 
entire  height  and  length ;  that  the  front  elevation  facing  the 
property  shall  be  finished  with  light-colored  face  brick  with 
moulded  architectural  entablature,  as  indicated  on  the  eleva¬ 
tion  filed  in  this  case ;  that  there  shall  be  no  gasoline  pump 
installed  within  10  ft.  of  the  building  line  of  any  street 


front;  there  shall  be  incorporated  at  the  building  line 
concrete  curbing  not  less  than  12  in.  in  height  above  grad 
that  there  shall  be  not  more  than  one  vehicular  entram 
not  exceeding  a  width  of  11  ft.  on  Bushwick  avenue  and  n 
more  than  two  vehicular  entrances  on  Myrtle  avenue,  n 
exceeding  12  ft.  each  in  width,  and  not  more  than  o 
vehicular  entrance  on  Ditmars  street ;  that  curb  cuts  shall 
located  directly  in  front  of  each  vehicular  opening;  the 
shall  be  no  portable  gasoline  tanks  operated  or  maintain 
on  the  premises ;  that  any  advertising  shall  be  restricted  > 
fiat  wall  signs  on  the  frieze  of  the  one-story  structure  or  <1 
the  glass  globes  of  the  gasoline  pumps ;  that  the  archite 
shall  make  a  return  of  the  drawings  for  the  approval  I 
this  board  before  submission  to  the  bureau  of  buildings  <1 
the  fire  department ;  that  any  permits  required  shall  be  o 
tained  within  six  months  and  all  work  involved  therel 
completed  within  one  year  from  the  date  of  this  action. 


Adjourned  5.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  6,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McElligott. 

APPEAL  FROM  ADMINISTRATIVE  ORDER. 
8-30- A 

APPELLANT — Daniel  McNamara,  Jr.,  for  Margaret 
Reekie,  et  al.,  adjoining  owners,  against  Rubel  Coal 
&  Ice  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  revocation  of  Permit  No.  13103-29. 
PREMISES  AFFECTED— 1636-1642  Eighth  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Daniel  McNamara  and  Edward  A. 
Cole. 

For  Owner:  S.  A.  Telsey. 

For  Administration:  Assistant  Engineer  Benjamin 


Salzman  of  bureau  of  buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

(8-30-A) 


Whereas,  Daniel  McNamara,  Jr.,  for  Margaret  Reekie, 
et  ah,  adjoining  owners,  against  Rubel  Coal  &  Ice  Corp., 
owner,  filed,  January  4,  1930,  an  appeal  from  a  decision  of 
the  superintendent  of  buildings,  refusing  to  cancel  Permit 
No.  13103  of  1929,  affecting  premises  1636-1642  Eighth  ave¬ 
nue,  Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  24,  1929,  reads  : 

“Your  request  under  date  of  Dec.  20th,  1929,  to  cancel 
permit  13103  of  1929  issued  to  the  Rubel  Coal  and  Ice 
Corporation,  for  premises  1636,  1638,  1640-1642  8th  Ave., 
this  borough,  cannot  be  granted  as  the  proposition  com¬ 
plies  with  the  approved  plans  and  all  the  requirements  of 
the  Building  Code  and  the  Zone  Resolution.” ; 

and 


Whereas,  the  premises  consist  of  a  plot  of  ground  havit 
50.0625  ft.  frontage  on  Eighth  avenue  by  100  ft.  in  dept 
upon  which  it  is  proposed  to  erect  a  one-story,  non-fireprex 
building,  50  ft.  by  75  ft.  in  area,  located  within  a  business  u 
district,  under  permit  issued  by  the  superintendent  of  buih 
ings  and  intended  to  be  occupied  as  an  ice  storage  warehou: 
when  completed;  and 

Whereas,  the  appellant  claims  the  proposed  large  i< 
storehouse  is  a  “cooling  room”  which  constitutes  a  r< 
frigerating  plant,  prohibted  under  section  4  (a)  of  tl 
zone  resolution ;  also  the  character  of  the  business  is  ol 
noxious  and  offensive  by  reason  of  the  omission  of  ga 
odors  and  noise,  prohibted  under  section  4  (b)  of  the  zor 
resolution ;  furthermore,  the  appellant  contends  that  the  pr< 
posed  ice  storehouse,  if  erected,  would  become  a  distim 
nuisance. 

Resolved,  that  the  decision  of  the  superintendent  of  buik" 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and 
hereby  is  denied. 


BUILDING  ZONE  CASES. 

3-30-BZ. 

APPLICANT — Forrest  C.  Hirleman,  for  Ella  Bootl, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintender 
of  buildings),  under  section  21  of  the  building  zorr 
resolution,  to  permit  in  a  residence  district  the  mair 
tenance  of  a  restaurant. 

PREMISES  AFFECTED — 2261  Loring  place,  west  sid< 
100  ft.  north  of  West  183rd  street,  The  Bronx 
APPEARANCES— 

For  Applicant:  Forrest  C.  Hirleman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1930,  at 
p.  m.,  on  request  of  applicant. 


573-29-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Edward  Bigg: 
owner. 

SLTBJECT — Application  (re  decision  of  the  superintenden 
of  buildings)  i  under  section  21  of  the  building  zon' 
resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 6  Haughwout  street  and  374 
384  Jewett  avenue,  northwest  corner,  Port  Richmond 
Borough  of  Richmond. 
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PPEARANCES — 

For  Applicant :  Thomas  Munley. 

For  Opposition :  None. 

CTION  OF  BOARD — Laid  over  to  May  20.  1930,  at  10 
a.  m.,  on  request  of  applicant. 


,  1-29-BZ. 

PPLICANT — McCooey  &  Conroy,  for  Sam  Strassberg, 
owner. 

HJBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  “E”  area 
district  the  erection  of  an  apartment  house  occupy¬ 
ing  a  greater  percentage  of  the  lot  area  and  pro¬ 
viding  a  lesser  setback  from  street  line  than  permit¬ 
ted  under  the  building  zone  resolution. 

REMISES  AFFECTED — 2901-2911  Avenue  J,  northeast 
corner  of  East  29th  street,  Brooklyn. 
PPEARANCES— 

For  Applicant :  None. 

For  Opposition:  H.  B.  Schaeffer. 

CTION  OF  BOARD— Laid  over  to  May  20,  1930,  at  10 
a.  m.,  on  written  request  of  applicant. 


12-29-BZ. 

PPLICANT— William  F.  Doyle,  for  Howard  Funding 
Co.,  Inc.,  owner. 

[OBJECT— Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district  the 
change  of  occupancy  of  the  first  story  of  a  residence 
building  to  a  business  use  (stores). 

.REMISES  AFFECTED— 1615  University  avenue,  south¬ 
west  corner  of  West  175th  steret,  The  Bronx. 

PPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Elias  Raff. 

‘CTION  OF  BOARD— Laid  over  to  May  13,  1930,  at  10 
a.  m.,  on  request  of  attorney  in  opposition,  applicant 
concurring. 


732-29-BZ. 


APPLICANT — Schreiber,  Myers  &  Buchter,  for  Bertha 
Kegal  and  Anna  Cohen,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c,  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district,  extending  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 8801-8809  Fourth  avenue  and 
410-426  88th  street,  southeast  corner,  Brooklyn. 


APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


645-29-BZ. 


APPLICANT— Cronenberg  &  Leuchtag,  for  William  Smith, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 
PREMISES  AFFECTED — 1601-1611  Avenue  J,  northeast 
corner  of  East  16th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Nathan  Jacoby,  William  M .  Smith, 
Jacob  Weissberg  and  Sigmund  Solomon. 

For  Opposition:  David  M.  Weynberg  and  S.  G. 
Strohn. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


36-29-BZ. 

.PPLICANT — John  J.  Dunnigan,  for  Grand  Boulevard  & 
Concourse  Co.,  owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  alteration  and  change 
of  occupancy  of  the  first  story  from  residence  to 
business  (store)  purposes. 

’REMISES  AFFECTED— 1403  Grand  concourse  and  167- 
183  East  170th  street,  northwest  corner,  The  Bronx. 

vPPEARANCES — 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition:  J.  P.  Wilson. 

WTION  OF  BOARD— Laid  over  to  May  20,  1930,  at  10 
a.  m.,  on  request  of  applicant. 


99-29-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Jobel  Properties,  Inc., 

owner. 

iUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  erection  and  mainte¬ 
nance  of  a  business  (store)  building. 

PREMISES  AFFECTED— 1132-1154  Clarkson  avenue  and 
255-279  East  96th  street,  southeast  corner,  Brooklyn. 

APPEARANCES — 

For  Applicant:  J.  Hellinger. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


695-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Hilvid  Realty 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Wilkin¬ 
son  avenue  and  Westchester  avenue,  The  Bronx, 

APPEARANCES— 

For  Applicant :  Christopher  McGrath. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Guilfoyle  and  Deputy 


Chief  McElligott . . .  2 

Negative :  Chairman  Walsh  and  Commissioners 

Connell  and  Holland .  3 

Absent  .  0 

THE  RESOLUTION— 

(695-29-BZ) 


Whereas,  Christopher  McGrath,  for  Hilvid  Realty  Corp., 
owner,  filed,  December  3,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  southwest  corner  of  Wilkinson  avenue  and  Westchester 
avenue,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  6,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Westchester  avenue  is  in  a  busi¬ 
ness  district ;  Wlilkinson  avenue  is  in  a  business  district ; 
Hobart  avenue  is  an  a  residence  district;  East  194th  street 
is  in  a  residence  district,  and  Sands  -place  is  in  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  11,  1929  (Applic.  N.  B.  2283-28),  reads: 

“1.  Erection  of  gasoline  service  station  inside  business 
district  contrary  to  provisions  of  Building  Zone  resolu¬ 
tion.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  107.57  ft.  on  Westchester  avenue,  11.31  ft.  on 
Wilkinson  avenue  and  a  distance  of  137.97  ft.  along  the 
northwesterly  lot  line,  upon  which  it  is  proposed  to  erect 
a  one-story  office  and  accessory  store,  41  ft.  by  18  ft., 
irregular,  in  area,  grease  racks  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station  ;  and 

Whereas,  the  board  deemed  that  the  applicant  has  failed 
to  substantiate  his  basis  of  appeal  brought  under  section  21 
of  the  building  zone  resolution  on  the  ground  of  practical 
difficulties  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


1235-27-BZ. 

APPLICANT — John  J.  Dunnigan  substituted  for  Harry 
Cook,  for  Landau  Holding  Corp.,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline 
service  station  (previously  denied). 

PREMISES  AFFECTED — Southwest  corner  of  Beach  71st 
street  and  Hammels  boulevard,  Arverne,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Commissioners  Connell,  Holland  and 
Guilfoyle  and  Deputy  Chief  McElligott . . . .  4 


Negative:  Chairman  Walsh .  1 

Absent  .  0 

THE  RESOLUTION— 


(1235-27-BZ) 

Whereas,  John  J.  Dunnigan  substituted  for  Harry  Cook, 
for  Landau  Holding  Corp.,  owner,  filed,  November  22,  1927, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  (previously  denied)  ;  premises  southwest 
corner  of  Beach  71st  street  and  Hammels  boulevard,  Arverne, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 


ing,  May  6,  1930,  after  due  notice  by  publication  ini 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buil g 
zone  resolution  show  that  Hammels  boulevard,  east  of  B  c 
72nd  street,  is  in  a  business  district ;  Hammels  boulev 
west  of  Beach  72nd  street,  is  in  an  unrestricted  dist ; 
Beach  71st  street,  from  L.  I.  R.  R.,  to  a  point  100  ft.  n< 
is  in  an  unrestricted  district;  Beach  71st  street,  north  . 
point  100  ft.  north  of  L.  I.  R.  R.,  is  in  a  business  dist::i 
Beach  72nd  street,  east  side,  is  in  a  business  district, 
Beach  72nd  street,  west  side,  is  in  an  unrestricted  disti 
and  t. 

Whereas,  the  decision  of  the  superintendent  of  buildi 
rendered  December  9,  1929  (Plan  No.  N.  B.  8059-29),  re 
"The  erection  of  a  gasoline  service  station  in  a  1 
ness  district  is  contrary  to  building  zone  resolution 
article  2,  section  4,  paragraph  46.)”; 
and  i 

W  hereas,  the  premises  consist  of  an  irregularly  sh 
plot  of  ground  having  a  frontage  of  38.68  ft.  on  Beach 
street,  12.46  ft.  and  48.24  ft.  on  Hammels  boulevard  ai 
distance  of  39.58  ft.  along  the  rear,  upon  which  it  is 
posed  to  erect  a  one-story  office,  16  ft.  by  12  ft.  6  in.,  irr 
lar,  in  area,  and  to  install  two  gasoline  storage  tanks 
the  necessary  pumps  for  a  gasoline  service  station;  and 
Whereas,  the  applicant  has  predicated  his  applica 
under  the  principle  of  section  7,  subdivision  g,  and  has 
mitted  82  per  cent  consents  of  an  area  fixed  by  the  b* 
and  deemed  affected ;  and 

W  hereas,  the  board  believes  that  a  denial  of  this  app!' 
tion  under  these  circumstances  would  be  in  substance  a  h, 
ship.  T i 

Resolved,  that  the  board  of  standards  and  appeals  < 
hereby  make  a  variation  in  the  application  of  the  use 
trict  regulations  of  the  building  zone  resolution,  and 
the  application  be  and  it  hereby  is  granted  on  condition 
no  gasoline  pumps  shall  be  erected  within  10  ft.  of  the  bi 
ing  line  on  any  street  f  ront ;  that  there  shall  be  no  vehic 
entrances  incorporated  or  maintained  at  the  apex  of : 
Hammels  boulevard  and  Beach  71st  street  frontage;  ’ 
there  shall  be  extended  from  the  proposed  office  buil 
located  at  the  southeasterly  corner  of  the  property  a  ' 
of  approved  masonry  to  the  height  of  the  eaves  of  the 
office  building ;  that  the  exterior  of  the  office  building 
the  wall  shall  be  finished  with  light-colored  face  brick  1 
natural  stone  or  architectural  terra  cotta  trim ;  that  f i 
shall  be  constructed  along  the  building  line  a  concrete  c  l 
ing  not  less  than  12  in.  above  grade  with  not  more 
two  10  ft.  vehicular  entrances  on  the  Hammels  boule’t 
front  and  not  more  than  one  vehicular  opening  on  the 
7 1st  street  front;  that  all  necessary  permits  shall  be  obtae 
within  six  months  and  any  work  involved  thereby  shall 
completed  within  one  year  from  the  date  of  this  action,  i 


Adjourned  8.30  p.  m. 

William  J.  O’Gorman,  Secretan 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals  held  Tuesday,  April  8,  1930,  as  they  appeared 
in  Bulletin  No.  15,  Vol.  XV,  are  hereby  corrected  to  read 
as  follows : 

83-30-BZ. 

APPLICANT — Victor  Meyer,  for  Napthalie  Meyer,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7a  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 


*  Correction — Vote  added. 


— 1 

of  three  (3)  commercial  motor  vehicles  used  in  i 
nection  with  business  conducted  on  the  premise 
PREMISES  AFFECTED — 1801  Ocean  parkway,  south 
corner  of  Avenue  R,  Brooklyn 
APPEARANCES— 

For  Applicant  :  Arthur  J.  Stern  and  Victor  Me; 
For  Opposition:  Samuel  Markle  and  Ha 
Landau. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1930 * 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Commissioners  Connell,  Holland  am 

Guilfoyle  . j 

Negative:  Chairman  Walsh . 

Absent:  Assistant  Chief  Martin . 
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RULES 

FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


dopted  by  the  Board  of  Standards  and  Appeals  August 
;0,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 
Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
chicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga- 
jes,  motor  vehicle  repair  shops  and  all  selling  stations 
y  material  or  form  of  construction  shall  be  deemed 
e-retarding  within  the  meaning  of  §73,  subdivision  3, 
the  building  code,  that  resists  the  action  of  flame 
d  heat  when  subjected  to  a  continuous  fire  for  one 
iur  at  an  average  temperature  of  seventeen  hundred 
700)  degrees  Fahrenheit  without  the  passage  of  flame, 
d  with  a  maximum  temperature  rise  to  four  hundred 
00)  degrees  Fahrenheit  on  the  side  away  from  the 
e.  The  point  at  which  the  temperature  of  transmitted 
at  is  measured  shall  be  protected  from  external  air 
d  weather  conditions. 

When  the  test  specimen  is  in  'the  form  of  partition 
nstruction,  the  area  under  test  shall  be  not  less  than 
e  hundred  (100)  square  feet  and  least  dimension 
all  be  not  less  than  nine  (9)  feet.  When  in  the  form 
floor  construction,  the  area  under  test  shall  be  not 
ss  than  two  hundred  (200)  square  feet  and  the  least 
mension  shall  be  not  less  than  fourteen  (14)  feet. 
During  the  fire,  the  floor  construction  shall  support 
e  live  load  for  which  it  is  designed,  and  after  the  fire 
all  safely  sustain  twice  the  designed  live  load  with  a 
aximum  deflection  of  not  more  than  one  two-hun- 
edth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
isted  floor  construction  shall  be  accepted  as  fire-re- 
rding  construction  in  non-fireproof  buildings  used  as 
rages,  motor  vehicle  repair  shops  or  oil  selling  sta- 
>ns  when  the  beams  are  protected  on  the  upper  and 
-der  sides  with  the  fire-retarding  materials  specified 
rules  for  floor  and  ceiling  coverings, 
r  the  covering  of  the  upper  sides  of  wood  floor  beams 
joisted  floor  construction  in  non-fireproof  buildings 
ed  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ar  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
rms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (54)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(254)  inches  of  1:254 :5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  (54)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (254)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
rms  of  construction  shall  be  accepted  as  fire-retarding 
'  the  covering  of  the  undersides  of  wood  floor  beams 
joisted  floor  construction  in  non-fireproof  buildings 
ed  as  garages,  motor  vehicle  repair  shops  or  oil  sell- 
?  stations: 

(a)  One-half  (54)  inch  plaster  boards,  or  three- 
eighths  (54)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers: 

(b)  Two  thicknesses  of  one-quarter  (54)  inch 
asbestos  board  laid  with  tight  staggered  Joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  fl6)  inches  on  centers,  or  nailed  to  furring 


strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  ($4)  inch  thick. 

Rule  6.  Attachment  to  Ceiling.  Fire-retarding  ceil- 
mgs  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

.Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction:  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  (16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (54)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (54)  inch  wood  sheathing, 
one-half  (54)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (54)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (54)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No. 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  chid,  lath  and  plaster  partitions 
covered  on  the  carage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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APPLIANCES 


Name  of  Burner 

♦A.  B.  C.  Oil  Burner .  1295-24-SA 

♦Aetna  Automatic  Oil  Burner .  1547-23-SA 

♦Aladdin  Oil  Burner .  2«"5o"l£ 

♦Alexander  Oil  Burner .  o  a 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

♦Arcoil  Heat  Machine .  632-26-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-bA 

♦Baker  Automatic  House  Heating  Burner -  1323-22-SA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Automatic  Oil  Burner . . .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-22-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

♦Ballard  Super  Domestic  Oil  Burner .  939-24-bA 

♦Bayard  Domestic  Fuel  Oil  Burner .  1184-22-bA 

♦Berggren  Oil  Burner .  JSIiIMa 

♦Bettendorf  Oil  Burner .  J31-28-bA 

Burnwell  Mechanical  Burner .  957-22-bA 

♦Caloroil  Burner — Type  AA .  1361-24-55A 


FUEL  OIL  BURNERS 
Approved  by  the  Board  of  Standards  and  Appeals 

Calendar  No. 


Name  of  Burner  Calendar  A 

Mahrvel  Low  Pressure  Burner .  859-26- S 

Marr  Oil  Heat  Machine .  765-26-S 

Maxon  Oil  Burner  (New  Style) .  1036-22-5 

♦May  Oil  Burner .  68-24-S 

♦Mayflower  Oil  Burner .  124-29-5 

♦Mcllvane  .  544-29-5 

♦Melco  Automatic  Oil  Burner,  Type  "A” .  1032-25-5 

♦Morrissey  Oil  Burner . •  • .  673-27-5 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25-5 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-5 

Morse  Fuel  Oil  Burner . 820-23-5 

♦Moussette  Oil  Burner .  887-26-5 

National  Airoil  High  Pressure  Burner .  185-29-h 

National  Airoil  Low  Pressure  Burner .  186-29-!. 

♦National  Rotary  Oil  Burner .  836-25-5. 

♦New  Process  Oil  Burner .  1071-27-5. 

Noiseless  Nokol  Model  G  Oil  Burner .  80tl-28- 1 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28- 1 

♦Nokol  Automatic  Heater . .  1078-24-1. 

North  American  Low  Pressure  Oil  Burner..  792-28-5 i 


Carborundum  Burner . ’/.V.'..’. .  571-29-SA  ♦Nu-Way  Oil  Burner .  773-28-h 


♦Carter-Korth  .  i-w’wuIa 

♦Century  Oil  Burner . 167-26-bA 

♦Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-bA 

Coen  Mechanical  Oil  Burner .  942'2I  o  a 

♦Combustion  Fuel  Oil  Burner .  ca 

♦Combustion  Fuel  Oil  Burner,  Type  B . 


♦Orr  Fuel  Oil  Burner .  113-26-h 

♦Paramount  Oil  Burner .  1193-25-u 

♦Pascoe  Oil  Burner  and  Pump  Set . .  .  1029-26-U 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner . . ; .  161-26-  V 

Petro  Mechanical  Burner  and  Air  Register..  735-24-  k 


♦Commonwealth  Oil  Burner .  348-28-SA  *petro  Burner,  Model  0 .  78-28- J 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA  *pjatt  Oil  Burning  Water  Heater .  737-29- 

Crescent  Oil  Burner .  222-28-bA  *pjoneer  Automatic  Oil  Burner .  1259-27- 

♦Crown  Oil  Burner,  Type  XA .  42o’on’c  A  Burner  .  644-21- 

♦Crystal  Blue  Flame  Oil  Burner .  423-29-bA  *p0Werlight  Oilheat  Burner .  628-23-1 

Dahl  Mechanical  Fuel  Oil  Burner .  Quinn  Oil  Burning  Equipment .  367-21-' 

♦Dahl  Vaporizing  Oil  Burner .  01^'2oca  ----  —  “•  1 


l^diii  v  auwi  - ....  - 

♦Dist-o-matic  Oil  Burner . 

♦Doherty  Oil  Burner .  8 

♦Eisler  Automatic  Oil  Burner .  « ‘oIga 

♦Electrol  Automatic  Oil  Burner .  259-25-bA 

Enco  Burner . : . 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-bA 

♦Espo  Oil  Gas  Burner .  ^31-23-bA 

♦Faultless  Oil  Burner .  4^*24-bA 

Fess  Turbine  Burner . ••  •  •  •  26-22-bA 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type  2"  S A 

♦Foster  Oil  Burner . 

Frankfort  Type  P  Oil  Burner .  10!„'««ca 

♦Franklin  Domestic  Oil  Burner .  560-26-bA 

♦Fuelo  Oil  Burner .  ca 

Gem  Fuel  Oil  Burner .  111„?ca 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-bA 

♦Gill  Oil  Burner . 


♦Rayfield  Oil  Burner .  504-28- 

Ray  Rotary  Fuel  Oil .  504-23- 

♦Re-Ly-On  Oil  Burner .  745-26- 

•■Remington  Oil  Burner .  891-26- 


♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-28-' 

♦Rickard  Oil  Burner .  1011-27- 

Rockwell  Fuel  Oil  Burner .  341-21- 

Rohr  Schanck  Fuel  Oil  Burner .  583-21- 

♦Richmond  Gravity  Fuel  Oil  Burner .  1193-22- 

♦Schulse  Home  Oil  Burner .  1487-23-' 

♦Security  Oil  Burner .  56-28J 

♦Silent  Automatic  Oil  Burner . 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22- 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-1 

Steam  Oil  Burner .  18n’™  , 

♦Stroud-in-the-Door  Burner .  129-27-) 

♦Stuhler  Oil  Burner .  618-27-1/ 


Gill  Oil  Burner .  c  a  Oil  Burner  .  581-26-.' 

Goodspeed  Automatic  Oil  Burner .  9*I'2I'1a  *c,.n3=t  '  H  Automatic  Oil  Burner .  755-26-^ 


GRD  Fuel  Oil  Atomizer .  12!!'oI’ca 

♦Gulf  Oil  Burner .  382-26-bA 

Hammel  Oil  Burner . ^Iook’ca 

♦Hardinge  Oil  Burner  and  Pump  Set .  813  25-bA 

♦Hart  Automatic  Oil  Burner .  1162-24-bA 

Hauck  Venturi  Low  Pressure  Oil  Burner -  88-27-b A 

‘!Je?.l!a“r.,  . .  ’“SlSlsA  *tlmken' Oil"  Burner,  Model  20 .  287-*?! 

♦H?  on  -  '•  •  '■  ••  Z&SA  Burner  1 1 ! 1 !  1 .' !  ,K 

Holbv  Type  B  Fuel  0,1  Burner .  i«,i-25-SA  Todd  Rotary  Fuel  Oil  Burner .  «<-*5 

♦Homer  Domestic  Oil  Burner.. .  1-  \  A+^m;T;n{r  jtup]  Oil  Burner....  123-23 

Induslo  Fuel  Oil  Burner  1-27. 


Sundstrand  Automatic  Oil  Burner. 

♦Sunflower  Model  S-l  Oil  Burner .  657-29-/ 

Surface  Combustion  Low  Pressure  Burner..  92-23-J 

♦Sword  Automatic  Oil  Burner .  951-25-j 

♦Tabor  Automatic  Oil  Heaer,  Type  “D” .  778-28  . 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24  . 

Tate-Jones  No.  6  Oil  Burner .  1444-23', 


t  .  ,  tt  i  nil  Knrnpr  i  27  5-24-SA  Todd  Steam  Atomizing  Fuel  Oil  Burner... 

•International  OilCT.  "  WOMJ-SA  *Torri«ea< Oil  Burner, .  £» 

^Tovc^Oit'^Burner  ^°'ary  ^Ue'  85StsA  ‘United  slates  Oil  Burner'.'.'. .  «*«»! 

•K  F  C Oil  Burner . "  .  846-25-SA  ^Universal  Fuel  Oil  Burner . 

♦KieenHc?  OH  Burner""  .  62-24-SA  “Vesta  Oil  Burner..  . .  I5.1’2®; 

♦  n  i  Burner  ••  443-28-SA  ♦Volcano  Automatic  Oil  Burner  . . .  5^'29 

Rres-ICno  Oil  Burne  .  „  . .  1034-27-SA  ♦Wavne  Oil  Burner  Pump  and  Fan  Set . .  1155-25 

Liberty  Automatic  Heater'.:'.'.'.'.'.'.'.:'.'.:'.'.'.'.:  m-20-SA  ‘William*  Oil-o-njat^  Fuel  Oil  Burner  and 

Lientz  Oil  Burner .  »5.2o-SA  . 

York  Automatic  Oil  Burner .  44‘2J 


Used  mainly  in  domestic  installations. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

i/29  27-A — 39  Fifth  avenue,  Manhattan. 

•030-27- A — 13-16  Central  Park  West,  Manhattan. 

031-27- A — 20-28  West  72nd  street,  Manhattan. 

032-27-A — 242-248  West  76th  street,  Manhattan. 

374- 29-A — 11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
173-22-S A — Anti-Syphon  Valve,  approval  of. 

230-22-S  A — Thermostats  for  Automatic  Fire  Alarm  Sy»~ 
terns,  approval  of. 

249-22-SA — Coen  Oil  Burner,  approval  of. 

.  57-23-SA  — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
,125-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

375- 23-S  A — Wm.  E.  Toelle  Manual  &  Automatic  Ga* 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 
|  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

! 43-23- S A — Automatic  Gas  Shut-Off,  approval  of. 
■■/25-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

152-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

J48-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
/50-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
492-24-SA— Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

,'55-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

M6-24-SA — Milnes  Oil  Burner,  approval  of. 

42-24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of 
46-24-S  A — Salvo  Fire  Extinguisher,  approval  of. 

•"'S  ^t-SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
00-24-SA — Smolensky  Check  Valve,  approval  of. 

185-25-S A — Amdyco  Foam  Fire  Extinguisher,  approval  of. 
363-25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

64-25-SA — Koerting  Gear  Pump,  approval  of. 

46-25-SA — Palmer  Gravity  Lock,  approval  of. 

'3-26-SA— Signal  Weatherproof  Bells,  approval  of. 
84-26-SA — Kork-n-Seal.  approval  of. 

;97-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 


484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA--PyroIithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA — Wilbur  Extinguisher,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27-SA — Romec  Rotary  Pump,  approval  of. 

1 162-27-SA — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

2 1 3-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

163-29-SA— Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

209- 29-SA — A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA— A  Diamond  “S”  250  lbs.  2La-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29-SA  Kennedy  2  La-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

510-29-SA— Hercules  Oil  Burner,  approval  of. 

✓ 

535-29-SAr  Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

591-29-SA— Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA— Electromatic  Oil  Burner,  approval  of. 

637-29-S A — Merco  Oil  Burner,  approval  of. 

684-29-SA— A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-SA— -  Super  Automatic  Oil  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 

54-30-SA— Carter-ICorth  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  nr  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929. 

Cases  filed  up  to  May  7,  1930 . 

Restored  to  calendar . 


Miscellaneous  Applications. 

Requests  to  reopen .  83 

Requests  to  amend .  9 

Requests  for  modification .  12 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  33 

Requests  for  extension  of  permit .  2 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  15 

Administrative  requests . 0 

Requests  for  interpretation .  0 

Total  .  883 

Disposed  of .  496 

Cases  pending  May  7,  1930 .  387 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . . 

Plans  disapproved . 

Administrative  requests  granted - ; . 

Administrative  requests  denied  or  withdrawn . . 

Interpretations  . .  . . 

Requests  withdrawn  or  dismissed . 

Total  . 


0 

3 

0 

1 


s 


.1 


« 


' 

:: 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  t 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  « 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail* 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  11 
cases  promptly,  for  the  reason  that  the  pendency  of  n 
appeal  or  petition  ties  the  hands  of  the  administrative  <,i- 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petit n 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  « 
appellant  or  petitioner  to  file  necessary  data,  or  by  ;y 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  phi 
and  data  required  by  law  are  supplied,  as  specified  on  • 
blank  appeal,  application  or  petition  forms. 

....  ,  ,  .  .  . .  - — ?e 


BOARD  OF  STANDARDS  AND  APPEALS. 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
LETIN  OF  THE  BOARD  OF  STANDARDS  A  ND  APPEALS.  Please  mail  THE  BULLETIN  1 

Name . 

Street . 

P.0 . 


My  subscription  is  to  begin  with  the  issue  for 


,  1930. 
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DIRECTORY 

♦  -  - 

BOARD  OF  STANDARDS  AND  APPEALS 

WILLIAM  E.  WALSH,  Chairman 
Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


Office — Municipal  Building,  Rooms  1001  to  1015. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

ihe  board 


CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  May  13,  1930,  10  A.  M. 

Minutes  of  Regular  Meeting,  May  13,  1930,  2  P.  M. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  “Standpipe”  -  “Fireline’’  Rules. 

Fire  Retarding  Rules. 

Fuel  Oil  Burners  Approved. 

Reserve  Calendar. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  May  20,  1930* 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

„  The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  27,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  the*e 
directions. 

William  E.  Walsh,  Ckmrmmn. 
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CALENDAR 


DOCKET. 


New  Cases  Filed  up  to  May  14,  1930. 


Cal.  No.  Department.  Premises  Affected. 

327-30-S . F.D . 194-196  Palmetto  st.,  Bklyn., 

_ .  L.  D.  74366 

326-30- A . F.D . 21-24  State  st.,  Man., 

_  F-60969 


325-30-S . F.D . 223  W.  39th  st.,  Man., 

_  L.  D.  68689 

324-30-A . F.D . 428-436  Greenwich  st.,  Man., 

_  L.  C.  58078 

323-30-BZ . B.B.Q _ 187-51  to  187-63  Hollis  ave., 

-  Hollis,  Q.,  N.  B.  1899-30 

322-30-SA . F.D . Braden  Automatic  Fuel  Oil 

-  Burner,  Appliance 

321-30-BZ . B.B.Q _ Northwest  corner  of  Union 

Turnpike  &  Parsons  blvd., 

-  Jamaica,  Q.,  N.  B.  1626-30 

320-30-SA . F.D . Victory  Oil  Burner, 

-  Appliance 

319-30-BZ . B.B.Q _ 31-01  Newtown  ave.,  L.  I.  C., 

-  Q.,  Alt.  4043-29 

318-30-BZ . B.B.B _ 441-451  89th  st.,  Bklyn., 

-  Applic.  4938-30 

317-30- A . F.D . 3  Park  Row,  Man., 

_  F-74901 


316-30-S . F.D 


1255-1261  Broadway,  Man., 

L.  D.  64251 


315-30-SA . F.D . Shill  Oil  Burner, 


Restored  to  Calendar. 


Appliance 


592-29-BZ . B.B.Bx. .  .1420  Jerome  ave.,  Bx., 

- - -  Decision 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

ft.B  R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Departmenr 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  20,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

118-30-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Conward  Realty 
Corp.,  owner. 

PREMISES — 154  East  170th  street  and  1401  Grand  con¬ 
course,  southwest  corner,  The  Bronx. 

APLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  of  part  of  basement  and  first 
story  of  an  existing  apartment  house  from  dwelling 
to  business  use  (stores). 

145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfeld, 
owner. 


PREMISES — South  side  of  East  164th  street,  from  Walto 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main 
tenance  of  a  residence  building,  the  cellar  to  be  use 
in  part  for  business  purposes. 

165-30-BZ. 

APPLICANT — William  Richter,  for  Mirdan  Realty  Co 
owner. 

PREMISES — 1602  Avenue  J  and  1001-1009  East  16th  stree 
southeast  corner,  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  buildin 
zone  resolution, 

TO  PERMIT  in  a  residence  use  and  “E”  area  district  th 
erection  and  maintenance  of  a  business  buildin 
and,  also,  the  omission  of  the  setback  from  th 
building  line  as  required  by  the  building  zon 
resolution. 

180-30-BZ. 

APPLICANT — William  Shary,  for  205  West  101st  Stre< 
Realty  Corp.,  owner. 

PREMISES — 205  West  101st  street,  Manhattan. 

APPLICATION,  under  sections  7b,  7c  and  21  of  th 
building  zone  resolution, 

TO  PERMIT  the  extension,  from  an  unrestricted  distrk 
into  a  business  district,  of  a  proposed  garage  for  th 
storage  of  more  than  five  (5)  motor  vehicles. 

723-29-BZ. 

APPLICANT — William  F.  Regan,  for  Angelo  Currer 
owner. 

PREMISES — 261-267  Sheridan  avenue,  southeast  cor 
ner  of  Conduit  boulevard,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  installation  an 
maintenance  of  a  gasoline  service  station. 


MAY  20,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

738-29-A — 35  East  125th  street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  Ne 
street,  Manhattan. 

105-30-A — 222  East  31st  street,  Brooklyn. 

130-30-A — 123  North  Portland  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  morning,  May  2 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  c 
the  following  matters: 

cal.  no.  742-29-BZ— Application,  December  20,  1929,  undi 
section  21  of  the  building  zone  resoh 
tion,  of  Kramer  &  Kleinfeld,  applicant 
on  behalf  of  Kuma  Investing  Corj 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas* 
line  service  station ;  premises  40-01 
40-09  Greenpoint  avenue,  southwest  co 
ner  of  Anable  avenue,  Long  Island  Cit 
Borough  of  Queens. 

cal.  no.  54 1-29-BZ — Application,  August  22,  1929,  und 
section  21  of  the  building  zone  resol 
tion,  of  McCooey  &  Conroy,  applicani 
on  behalf  of  Julia  A.  Flanagan,  own< 
to  permit  in  a  residence  district  the  ere 
tion  and  maintenance  of  a  garage  f< 
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the  storage  of  more  than  five  (5)  motor 
vehicles:  premises  665-675  73rd  street, 
north  side,  103  ft.  8  in.  west  of  Seventh 
avenue,  Brooklyn. 


l.  no.  694-29-BZ — Application,  December  2,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Otto  F.  Koehler,  Inc.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  14-22  Monroe 
avenue,  west  side,  111  ft.  south  of 
Fort  place,  St.  George,  Borough  of 
Richmond. 

i..  no.  123-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

l.  no.  124-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Deiches,  applicant,  on 
behalf  of  Fleetwood  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Williamsbridge  road  and  East- 
chester  road,  The  Bronx. 

l.  no.  130-30-BZ — Application,  February  20,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  W.  D.  J.  McCarthy,  ap¬ 
plicant,  on  behalf  of  Bliss  Estates,  Inc., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  east 
eide  of  51st  street,  125  ft.  north  of 
Queens  boulevard,  Woodside,  Borough 
of  Queens. 

NO-  188-30-BZ — Application,  March  15,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Red  Brick  Realty  Co., 
Inc.,  owner,  to  permit  the  extension, 
from  a  business  district  into  a  residence 
district,  of  a  proposed  business  use 
(stores)  ;  premises  306  Steinway  avenue, 
east  side,  200  ft.  south  of  Jamaica  ave¬ 
nue,  Long  Island  City,  Borough  of 
Queens. 

-  no.  61-30-BZ — Application,  January  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Annuncio  Ambrosio,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  246-26 
to  246-34  Sunrise  highway  and  138-16 
to  138-20  Washington  avenue,  southwest 
corner,  Rosedale,  Borough  of  Queens. 

no.  492-29-BZ— Application,  July  23,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  Charles  Schaefer,  applicant,  on  be¬ 
half  of  Stephen  Theobold,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  conversion  of  occupancy  of  the 
first  story  of  an  apartment  house  from 
residence  to  business  use  (stores)  ; 
premises  2183-2185  Grand  concourse, 
west  side,  154.94  ft.  south  of  East  182nd 
street,  The  Bronx. 

cal.  no.  2-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  Solomon,  applicant,  on  be¬ 
half  of  St.  Johns  Place  Corp.,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  486-510  St.  Johns 
place,  south  side,  100  ft.  west  of  Classon 
avenue,  Brooklyn. 

cal.  no.  573-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

CAL.  NO.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

cal.  no.  481-29-BZ— -Application,  July  18,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Sam  Strassberg,  owner,  to 
permit  in  a  residence  use  "E”  area  dis¬ 
trict  the  erection  of  an  apartment  house 
occupying  a  greater  percentage  of  the 

(  lot  area  and  providing  a  lesser  setback 

from  street  line  than  permitted  under 
the  building  zone  resolution;  premises 
2901-2911  Avenue  J,  northeast  corner 
of  East  29th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MAY  20,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 
690-29-A — 232-236  East  40th  street,  Manhattan. 
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Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May 
20,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  506-29-BZ— Application,  August  1,  1929,  under  sec¬ 
tions  7 g  and  21  of  the  building  zone  reso¬ 
lution,  of  George  A.  Basel,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  colony 
of  individual  garages  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1875  Woodbine  street,  west 
side,  234  ft.  south  of  Woodward  ave¬ 
nue,  Ridgewood,  Borough  of  Queens. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  15-30-BZ — Application,  January  10,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  J.  Sinnott,  applicant,  on 
behalf  of  Rock  Joy  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  35th  avenue  and  Cross  Island 
boulevard,  Flushing,  Borough  of  Queens. 

cal.  no.  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  27,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

23-30-BZ. 

APPLICANT — Maxwell  Schantz,  for  Sophie  Epstein, 
owner. 

PREMISES — 860  Fourth  avenue,  northwest  corner  of  31st 
street,  Brooklyn. 


APPLICATION,  under  section  21  of  the  building  z-e 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  oc- 
pancy  from  a  private  garage  for  the  storage  f 
three  (3)  motor  vehicles  to  a  motor  vehicle  rep r 
shop. 

132-30-BZ. 

APPLICANT — George  J.  Lobenstein,  for  Margaret  Leon  1 
and  Giovanna  Loschiavo,  owners. 

PREMISES — Southwest  corner  of  Sheridan  avenue  (16  j 
avenue)  and  Jamaica  Bay  boulevard  (Woodhan 
avenue),  Shellbank  Basin,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  it 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ms- 
tenance  of  a  gasoline  service  station. 

178-30-BZ. 

APPLICANT — John  Joe  Carroll,  for  Teresina  Gri, 
owner. 

PREMISES — 31-33  Olive  place  and  2119-2123  Atlantic  a  - 
nue,  northeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  ze 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  msi- 
tenance  of  a  gasoline  service  station. 

194-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Natessie  Realty  Co., 
owner. 

PREMISES — 108  Clarke  place,  southeast  corner  of  Wain 
avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  z;e 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  ci- 
version  of  occupancy  of  part  of  the  basement  sty 
of  an  existing  apartment  house  from  dwelling  e 
to  stores. 

222-30-BZ. 

APPLICANT — Benjamin  Traktman  and  Libbie  Traktm, 
owners. 

PREMISES — 217-231  Pacific  street,  north  side,  50  ft.  v;t 
of  Boerum  place,  through  to  234  Atlantic  aveie, 
south  side,  163  ft.  west  of  Boerum  place,  Brook n. 

APPLICATION,  under  sections  7c  and  21  of  the  built  g 
zone  resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an  i- 
restricted  district,  the  erection  and  maintenance)! 
a  garage  for  the  storage  of  more  than  five  ) 
motor  vehicles. 


MAY  27,  1930,  10  A.  M. 

Appeals  from  Administrative  0>ders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

70-30- A— 830-850  Tenth  avenue,  441-461  West  55th  ste' 
and  450-456  West  56th  street,  Manhatn 
8 1-30- A — 506-508  East  118th  street,  Manhattan. 
104-30-A — 386  Fulton  street  and  1-15  Smith  street,  souths' 
corner,  Brooklyn. 

159-30-A — 31  Nassau  street,  northwest  corner  of  Ceil 
street,  Manhattan. 

128-30-A — 400-404  West  25th  street  and  243-245  Ninth  H 
nue,  southwest  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stai 
ards  and  appeals  of  a  public  hearing  under  the  provis:* 
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the  building  zone  resolution,  Tuesday  morning,  May  27, 

30,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

e  following  matters: 

,l.  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

.L.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 

I  ’•  resolution,  of  William  Layton  Hall,  ap¬ 

plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

,l.  no.  724-29-BZ — Application,  December  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  applicant, 
on  behalf  of  Beam  Holding  Corp., 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street,  The  Bronx. 

iL.  no.  118-30-BZ — Application,  February  14,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sadye  Hydecker,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  Allerton  avenue  and  East- 
ch ester  road,  The  Bronx. 

tL.  no.  157-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Larry  Meltzer,  applicant, 
on  behalf  of  Elizabeth  Schrank,  owner, 
to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the 
alteration  and  change  of  occupancy  of 
part  of  the  first  story  of  an  existing 
building  from  a  two  (2)  car  garage 
(accessory  use)  to  a  store;  premises 
1601  Avenue  U,  northeast  corner  of  East 
16th  street,  Brooklyn. 

iL.  no.  90-29-BZ — Application,  February  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Vincent  Scuderi,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  building  to 
be  used  for  automobile  showroom, 
garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop ; 
premises  southeast  corner  of  Roosevelt 
avenue  and  63rd  street,  Woodside,  Bor¬ 
ough  of  Queens. 

'L.  no.  120-30- BZ— Application,  February  17,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  to 
permit  in  a  residence  district  the  altera¬ 
tion,  extension  and  conversion  of  occu¬ 


pancy  of  first  story  from  residence  use 
to  business  use ;  premises  45-10  50th  ave¬ 
nue  (Gould  avenue),  south  side,  80  ft 
west  of  46th  street,  Woodside,  Borough 
of  Queens. 

cal.  no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  205-30-BZ — Application,  March  19,  1930,  under  sec¬ 
tion  21  of  the  building  zone,  resolution, 
of  Schreiber,  Myers  &  Buchter,  appli¬ 
cants,  on  behalf  of  Edward  Machson 
and  Mary  Machson,  owners,  to  permit 
in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  first 
story  of  an  existing  apartment  house 
from  dwelling  to  business  use  (stores)  ; 
premises  1215  Grand  concourse,  north¬ 
west  corner  of  East  167th  street,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


MAY  27,  1930,  2  P.  M. 

Petitions  for  Variations. 

69-30-S — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 
225-SO-S — 228-232  West  41st  street  and  219-229  West  40th 
street,  Manhattan. 

141-30-S — 842-846  Broadway,  140-146  Fourth  avenue  and 
65-87  East  13th  street,  Manhattan. 
196-30-S — 544-546  West  43rd  street,  Manhattan. 

117-30-S — 254-256  West  31st  street,  Manhattan. 

137-30-S — 29  East  21st  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

23 1- 30- S A— Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  3,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

693-29-BZ. 

APPLICANT — Charles  Forrester,  for  Mrs.  James  Whelan, 
owner. 

PREMISES — 3129-3131  Bailey  avenue,  west  side,  206.09  ft. 
south  of  West  233rd  street,  The  Bronx. 

APPLICATION,  under  sections  7a,  7g  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

212-30-BZ. 

APPLICANT — Maximilian  Zipkes,  for  West  95th  Street 
Corp.,  owner. 

PREMISES— 38  Fort  Washington  avenue,  northeast  corner 
of  West  160th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  in  the  first  story  of  a  tenement  house. 

592-29-BZ. 

APPLICANT— Spencer  &  Iserman,  for  Thwaites  Place, 
Inc.,  owner. 

PREMISES — 1420  Jerome  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  operation  and  main¬ 
tenance  of  an  extension  to  an  existing  wet  wash 
laundry  building  (previously  denied). 


JUNE  3,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

144-30-A — Southeast  corner  of  Crown  street  and  Albany 
avenue,  Brooklyn. 

152-30-A— 106-114  East  38th  street,  Manhattan. 

174-30- A— 210-224  East  146th  street,  southeast  corner  of 
Park  avenue,  The  Bronx. 

200-30- A — 97-103  East  Houston  street,  Manhattan. 

2 11-30- A — 12-14  West  21st  street,  Manhattan. 

215-30-A— 1784-1790  Broadway,  southeast  corner  of  West 
58th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  3, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

cal.  no.  170-29-BZ — Application,  March  16,  1930,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Jno.  B.  Snook  Sons,  ap¬ 
plicant,  on  behalf  of  Durfey  Estate, 
owner,  to  permit  in  a  business  district 
the  alteration  and.  change  of  occupancy 
from  a  motor  vehicle  repair  shop  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  274-278  Wyckoff 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


151-30- A — 10-44  45th  avenue,  Long  Island  City,  Boroug 
of  Queens. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  stree 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43t 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan< 
ards  and  appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  afternoon,  June 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  c 
the  following  matters : 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  und 
section  21  of  the  building  zone  resol 
tion,  of  Metwood  Holding  Corp.,  appl 
cant  and  owner,  to  permit,  partly  in 
business  district  and  partly  in  a  res 
dence  district,  the  erection  and  maint 
nance  of  a  four-story  factory  buildini 
premises  1513-1561  38th  street,  northea 
corner  of  Dahill  road,  Brooklyn. 

cal.  no.  3-30-BZ — Application,  January  2,  1930,  under  se 
tion  21  of  the  building  zone  resolutic 
of  Forrest  C.  Hirleman,  applicant,  < 
behalf  of  Ella  Booth,  owner,  to  pern 
in  a  residence  district  the  maintenan, 
of  a  restaurant;  premises  2261  Lorir 
place,  west  side,  100  ft.  north  of  W< 
183rd  street,  The  Bronx. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927 ;  i 
opened  March  11,  1930,  under  sectio 
7g  and  21  of  the  building  zone  resol, 
tion,  of  Bertram  G.  Eadie,  applicant, 
behalf  of  Max  Daub,  owner,  to  pern 
in  a  business  idstrict  the  erection  a 
maintenance  of  a  gasoline  service  si 
tion  (previously  denied)  ;  premi: 
southeast  corner  of  Walker  bouleva. 
and  Outerbridge  avenue,  Borough 
Richmond.  I  1 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  s<- 
tion  21  of  the  building  zone  resolutw, 
of  John  J.  Dunnigan,  applicant,  on  I- 
half  of  Boro-Wide  Development  Cot, 
owner,  to  permit  in  a  residence  distrt 
the  erection  and  maintenance  of  a  bit- 
ness  building;  premises  2314-2328  Gral 
concourse,  east  side,  147  ft.  north  i 
East  183rd  street,  and  2317-2327  Rjf 
avenue,  The  Bronx. 

cal.  no.  669-29-BZ — Application,  November  14,  1929,  unc 
section  21  of  the  building  zone  reso- 
tion,  of  McCooey  &  Conroy,  applicat 
on  behalf  of  Bushwick  Lumber  > 
Wood  Co.,  Inc.,  owner,  to  permit  it i 
business  district  the  erection  and  ma- 
tenance  of  a  gasoline  service  static 
premises  southeast  corner  of  Sutpr 
(boulevard  and  109th  road,  Jamaica,  B 
ough  of  Queens. 

Wiluam  E.  Walsh,  Chairman 


JUNE  3,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

110-30- A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 


JUNE  10,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

243-30-A — 236-238  Fifth  avenue,  Manhattan. 
255-30-A — 12  West  40th  street,  Manhattan. 
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Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand; 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
,of  the  building  zone  resolution,  Tuesday  morning,  June  10, 
'  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  148-30-BZ— Application,  February  26,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Joseph  Goldberg,  owner,  to 
permit  in  a  business  district  the  erec¬ 


tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  southwest  corner 
of  Hylan  boulevard  and  Lincoln  avenue, 
Grant  City,  Borough  of  Richmond. 

William  E.  Walsh,  Chairman. 


JUNE  10,  1930,  2  P.  M. 

Petition  for  Variation. 

142-30-S — 127-133  West  30th  street  and  128-136  West  31st 
street,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  13,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held 

Tuesday  morning,  May  6,  1930,  and  the  minutes  of  the  regu¬ 
lar  meeting  of  the  board  held  Tuesday  afternoon,  May  6, 

1930,  were  approved  as  printed  in  Bulletin  No.  19,  Vol.  XV. 

’  APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

110-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 43-49  West  22nd  street  and  56- 
62  West  23rd  street,  Manhattan. 

APPEARANCES — 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1930,  at  2 
p.  m.,  pending  action  by  the  board  of  aldermen  on 
proposed  amendment  of  code  of  ordinances. 


151-30- A. 

APPELLANT — Edwrard  P.  Doyle,  for  Stuard  Hirschman, 

owner. 

’SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 10-44  45th  avenue,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1930,  at  2 
p.  m.,  on  written  request  of  appellant. 

94- 30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 

lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 16-18  East  43rd  street  and  13 
East  42nd  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1930,  at  2 
p.  m.,  pending  action  by  the  board  of  aldermen  on 
proposed  amendment  of  code  of  ordinances. 

95- 30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 

lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 141  West  42nd  street  and  1.38- 
142  West  43rd  street,  Manhattan. 


APPEARANCES— 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Mever  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Laid  over  to  June  3,  1930,  at  2 
p.  m.,  pending  action  by  the  board  of  aldermen  on 
proposed  amendment  of  code  of  ordinances. 


271-30-A. 

APPELLANT — Watson  Elevator  Co.,  Inc.,  for  Harry  A. 
Jacobs,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  building's 

PREMISES  AFFECTED— 117  West  85th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  D.  V.  Jenkins. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
denied. 


THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 


ING— 

Affirmative  .  o 

Negative:  Chairman  Walsh  and  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent:  Deputy  Chief  McElligott .  l 


44-30-A. 


APPELLANT — Cass  Gilbert,  Inc.,  for  American  Academy 
of  Arts  &  Letters,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — 632-638  West  156th  street,  Man¬ 
hattan. 

APPEARANCES— 


For  Appellant:  None. 

For  Administration  :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

N  egative  . 

Absent  . 


5 

0 

0 


55-30-A. 

APPELLANT — Zeiger  &  Berliner,  for  General  Talking 
Pictures  Corp.,  lessee. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — 315-319  East  47th  street  and 
318-322  East  48th  street,  Manhattan 
APPEARANCES— 

For  Appellant:  Louis  Zimmerman. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 
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ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh  and  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  . 0 

Absent:  Deputy  Chief  McElligott .  1 


687-29-A. 


APPELLANT — Margaret  Nolan  and  Felix  Nolan,  owners. 
SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 455-465  Linden  boulevard, 
northwest  corner  of  Alabama  avenue,  Brooklyn. 
APPEARANCES— None. 


ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 


quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


757-29-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Josie  L.  Swartz,  owner;  Joseph  N. 
Schultz,  receiver. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 143-149  West  19th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


147-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Adart  Realty  Corp.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 8  East  12th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh  and  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent:  Deputy  Chief  McElligott .  1 

THE  RESOLUTION— 

(147-30-A) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Adart  Realty  Corp.,  owner,  filed.  February  26,  1930, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  8  East  12th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  11,  1930  (Order  No.  70474-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Sec.  580,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  (150  ft. 
7  in.)  in  height  and  25  ft.  by  98  ft.  3  in.  in  area;  OCCU¬ 
PIED  as  a  tenant  factory:  manufacture  of  hats,  cigars,  furs, 


coats,  etc. ;  not  more  than  fourteen  persons  on  any  story ; 
and 

Whereas,  the  appellant  claims  the  building  is  equipped 
with  a  standpipe  system,  fed  from  a  roof  tank  of  4,800  gal¬ 
lons  capacity  with  2,000  gallons  reserved  for  standpipe  lines; 
the  bottom  of  the  tank  is  20  ft.  above  the  outlet  in  the  top 
story ;  furthermore,  the  appellant  contends  that  the  building  is 
fireproof  and  the  existing  standpipe  system  is  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


173-30-A. 

APPELLANT — James  McCreery  &  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1J4-9  West  34th  street  and  4-22 
West  35th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Nathan  Hardy. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  LAY  OVER— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Chairman  Walsh  and  Commissioners 

Connell  and  Holland .  3 

Absent:  Deputy  Chief  McElligott .  1 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh  and  Commissioners 

Connell,  Holland  and  Guilfoyle .  4 

Absent:  Deputy  Chief  McElligott .  1 

THE  RESOLUTION— 

(173-30-A) 


Whereas.  James  McCreery  &  Co.,  lessee,  filed,  March  11, 
1930,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  1)4-9  West  34th  street  and  4-22  West  35th 
street,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
7,  1930  (Order  No.  45351-LC),  reads: 

“6.  Discontinue  and  remove  the  direct  method  of  re¬ 
frigeration  from  that  part  of  the  building  prohibited  by 
Section  219(b)  of  Chapter  10.”; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  in  height, 
213  ft.  by  197  ft.  6  in.,  irregular,  in  area;  OCCUPIED  as 
a  department  store  with  a  total  occupancy  of  1,051  persons, 
with  a  maximum  on  any  floor  of  150  persons ;  means  of 
EGRESS  consisting  of  four  interior  fireproof  stairways  in 
the  main  building  and  one  interior  fireproof  stairway  in  the 
extension ;  building  being  equipped  with  a  sprinkler  system 
and  standpipe  system,  having  been  erected  in  1910;  there 
being  provided  a  direct  system  of  refrigeration  with  a  re¬ 
ceiver,  condensor  and  compressor  in  the  sub-cellar  and  a 
high  and  low  pressure  line  extending  up  through  the  building 
to  the  eleventh  floor ;  and 

Whereas,  the  appellant  contends  that  not  more  than  180 
pounds  of  ammonia  is  maintained  in  the  system  and  that  it  is 
usually  operated  at  160  pounds,  and  that  the  system  is  main¬ 
tained  in  first-class  condition.  1 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


179-30-A. 

APPELLANT — Ansonia  Fire  Prevention  &  Construction 
Co.,  for  Samuel  R.  Betts,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 131-141  Spring  street,  southeast 
corner  of  Wooster  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 
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\CTION  OF  BOARD — Appeal  granted  on  condition. 

THE.  VOTE — 

Affirmative :  Chairman  Walsh  and  Commissioners 


Connell,  Holland  and  Gyilfoyle .  4 

Negative  . 0 

Absent:  Deputy  Chief  McElligott .  1 

fHE  RESOLUTION— 

(179-30-A) 


Whereas,  Ansonia  Fire  Prevention  &  Construction  Co., 
for  Samuel  R.  Betts,  owner,  filed,  March  13.  1930,  an  appeal 
rom  an  order  of  the  fire  commissioner,  affecting  premises 
39-141  Spring  street,  southeast  corner  of  Wooster  street, 
’.orough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
)0,  1929  (Order  No.  58365-F),  reads: 

“1.  Install  a  standpipe  system  not  less  than  4  in.  in 
diameter  as  per  Sections  580  and  581,  Chap.  5,  Code  of 
Ordinances  and  the  Rules  of  the  Board  of  Standards 
and  Appeals.” ; 
md' 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
darch  10,  1930,  reads: 

“This  will  reply  to  your  letter  of  the  5th  inst.,  in 
which  you  state  you  have  been  retained  to  appeal  from 
the  requirements  of  Order  No.  58365-F,  relating  to 
standpipe  at  the  above  premises,  but  are  unable  to  do 
so  due  to  the  fact  that  the  twenty  day  period  in  which 
to  file  an  appeal  has  elapsed,  and  request  a  dismissal  and 
reissuance  of  the  order.  You  are  advised  that  the  above 
order  cannot  be  rescinded  and  your  request  is  therefore 
denied.” ; 
nd 

Whereas,  the  building  is  non-fireproof,  seven  stories  (85 
t.  3T4  in.)  in  height  and  54  ft.  by  100  fit.  in  area;  OCCU- 
3IED :  cellar,  boiler  room  and  storage  of  wrapping,  1  per¬ 
son ;  1st  story,  store,  5  persons;  2nd  story,  vacant  at  present 
>nly;  3rd  story,  cutting  cardboard  advertisements,  12  per- 
ons;  4th  story,  manufacture  of  truck  covers  (canvas),  10 
persons ;  5th  story,  manufacture  of  awnings,  4  persons ;  6th 
tory,  manufacture  of  men’s  clothes,  50  persons ;  7th  story, 
vacant  at  present  only ;  and 

•  Whereas,  the  appellant  contends  that  the  building  faces 
m  two  street  fronts;  that  it  is  equipped  with  a  two-source 
■prinkler  system,  and  is  but  slightly  in  excess  of  the  limiting 
weight — 85  ft.,  requiring  the  installation  of  a  standpipe  sys- 

em ;  and 

Whereas,  the  order  is  predicated  on  the  requirements  at 
aw  for  standpipe  in  buildings  in  excess  of  85  ft.  in  height ; 

nd . 

Whereas,  the  building  is  but  Zl/2  in.  over  the  requirement 
>n  the  narrow  street  front  and  on  the  100  ft.  front  street  is 
•>elow  the  height  requiring  standpipe  equipment ;  and 

Whereas,  the  building  otherwise  is  equipped  throughout 
vith  an  approved  two-source  wet  sprinkler  system. 

Resolved,  that  the  order  and  decision  of  the  fire  commis- 
ioner  be  and  they  hereby  are  modified,  and  that  the  appeal  be 
.  nd  it  hereby  is  granted,  as  to  the  requirement  for  the  stand- 
>ipe  system,  on  condition  that  the  building  shall  be  not  in- 
reased  in  height  or  area,  and  that  the  existing  two-source 
ipproved  sprinkler  system  shall  be  maintained  in  good 
vorking  order. 


191-30-A. 

VPPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Trinity  Iron  Works,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 263-273  North  Henry  street, 
Brooklyn. 

APPEARANCES — 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(191-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Trinity  Iron  Works,  Inc.,  owner,  filed,  March  17, 
1930,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  263-273  North  Henry  street,  Borough  of 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  10,  1929  (Order  No.  60646-F),  reads: 

“1.  Provide  an  approved  fire  line.  .  .  .  Sec.  580-581. 
Art.  28,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  10,  1930,  reads : 

“In  response  to  your  request,  I  regret  to  inform  you 
that  the  Fire  Commissioner  will  not  rescind  any  order 
and  reissue  the  same  order  so  that  you  make  your 
appeal  within  the  20  days  time  limit. 

“However,  I  have  been  informed  that  the  Bd.  of 
Standards  and  Appeals  will  accept  a  letter  from  this  de¬ 
partment  as  the  basis  for  an  appeal,  and  I  am  forward¬ 
ing  this  letter  to  certify  to  the  fact  that  order  60646-F 
was  issued  against  the  above  premises,  reading  as  fol¬ 
lows  : 

“  ‘Provide  an  approved  fire  line.  .  .  .  Section  580-581, 
Article  28,  Chapter  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  brick-filled  frame,  one  story 
(38  ft.  11  in.  to  peak)  in  height,  160  ft.  by  100  ft.  (16,000 
sq.  ft.)  in  area;  OCCUPIED  as  an  ornamental  iron  works, 
25  persons ;  there  being  a  garage,  approximately  20  ft.  by  35 
ft.  in  area,  at  northeast  corner  of  premises;  and 

Whereas,  appellant  contends  that  the  building  is  low  in 
height;  that  the  occupancy  is  non-hazardous  and  that  there 
are  city  fire  hydrants  in  the  immediate  vicinity ;  and 

Whereas,  the  order  is  predicated  on  the  square  area  of  the 
premises ;  and 

Whereas,  the  building  is  actually  but  100  ft.  by  140  ft. 
with  a  20  ft.  by  100  ft.  roofed  driveway  adjoining;  and 

Whereas,  the  premises  is  but  one  story  in  height,  occu¬ 
pied  for  the  manufacture  and  assemblage  of  iron  works, 
principally  fire  escapes. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  such  auxiliary 
fire-extinguishing  appliances,  as  shall  be  directed  by  the  fire 
commissioner,  shall  be  installed  and  distributed  throughout 
the  premises ;  that  the  building  shall  not  be  increased  in 
height  or  area,  and  granted1  only  as  long  as  conditions  as  to 
occupancy  and  use  remain  unchanged. 


5 

0 

0 


64 -30- A. 

APPELLANT — Walter  E.  Hegeman,  for  New  York  Air 
Terminals,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
.  commissioner. 

PREMISES  AFFECTED — 90th  street  and  North  Beach. 

Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Walter  E.  Hegeman. 

For  Administration :  Inspectors  Meyer  and  Maher 


of  fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  5 

Absent  .  0 
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THE  RESOLUTION— 


4 


THE  RESOLUTION— 

(64-30- A) 

Whereas,  W.  E.  Hegeman,  for  New  York  Air  Terminals, 
Inc.,  owner,  filed,  January  29,  1930,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commisioner,  affecting  premises 
90th  street  and  North  Beach,  Astoria,  Borough  of  Queens ; 
and  .  . 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  18,  1929  (Plan  No.  1696-29),  reads: 

“17.  Aqua  gasoline  system  was  approved  showing 
from  one  to  five  tanks  of  550  gallons  capacity  each,  you 
in  your  application  and  on  plans  show  tw'O  tanks  of 
5,000  gallons  each,  which  is  contrary  to  said  approval, 
further  the  plan  and  section  as  shown  of  system  is  not 
legible  enough  to  warrant  comparison  with  the  approved 
systems.  Sec.  20,  Ch.  10,  C.  of  O.” ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  9,  1930  (Order  No.  28732-LD),  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  as  (hangar  for  aeroplanes),  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

FORTHWITH 

“1.  Remove  all  gasoline  from  the  two  underground 
storage  tanks  (capacity  5,000  gallons  each),  and  per¬ 
manently  close  and  seal  the  inlet  and  the  outlet  openings 
of  said  tanks  for  the  reason  that  tanks  were  installed 
and  covered  without  plans  and  specifications  being  filed 
with  and  approved  by  the  Fire  Department.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  ap¬ 
proximately  140  acres  in  area ;  bounded  on  the  north  by 
Bowery  Bay,  on  the  east  :by  Flushing  Bay,  on  the  south 
by  21st  avenue  and  19th  avenue  and  on  the  west  by  88th 
street,  upon  which  are  located  several  buildings  comprising 
the  North  Beach  Air  Terminal  of  the  New  York  Air 
Terminals,  Inc.;  and 

Whereas,  the  two  gasoline  storage  tanks  in  question  are 
located  on  the  southwest  corner  of  the  plot  and  10  ft.  to 
the  west  of  the  hangar;  each  being  26  ft.  2  in.  long  and  6  ft. 
in  diameter  and  each  having  a  capacity  of  5,000  gallons ; 
they  are  interconnected,  buried  3  ft.  6  in.  below  grade  and 
encased  in  12  in.  of  concrete ;  and 

Whereas,  appellant  contends  that  during  the  installation 
of  the  storage  tanks  three  inspections  were  made  by  a  rep¬ 
resentative  of  the  bureau  of  fire  prevention  covering  an  in¬ 
spection  of  the  concrete  foundations  for  the  tanks;  an  in¬ 
spection  of  the  storage  tanks  and  the  testing  of  tanks  at 
thirty  pounds  hydrostatic  pressure  and  an  inspection  of  the 
covering  of  the  tanks ;  appellant  contends,  further,  that  the 
aqua  system  as  installed  is  identical  in  operation  to  that  ap¬ 
proved  by  the  board  of  hazardous  trades  on  July  8,  1927. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


109-30-A. 

APPELLANT — S.  B.  Tapalow,  for  Esther  Tapalow,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 311-321  Christopher  avenue, 
northeast  corner  of  Dumont  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  S.  B.  Tapalow. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh  and  Commissioners 

Connell,  Holland  and  Guilfovle .  4 

Absent:  Deputy  Chief  McElligott .  1 


(109-30-A) 

Whereas,  S.  B.  Tapalow,  for  Esther  Tapalow,  owm 
filed,  February  13,  1930,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner,  affecting  premises  311-3 
Christopher  avenue,  northeast  corner  of  Dumont  aveni 
Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  M 
24,  1929  (Order  No.  56503-F),  reads: 

“Provide  iron  shutters  at  all  openings  in  the  exteri 
wall  above  1st  story  which  are  distant  in  a  direct  li 
less  than  30'  from  any  opening  in  any  other  building  a 
not  in  the  same  plane  with  said  openings  and  which  a 
not  more  than  50'  above  a  neighboring  roof  at  non 
and  east  sides  of  building  or  other  approved  protecti 
as  per  Sec.  375,  Article  18,  Chapter  5,  Code  of  0 
dinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  render 
January  24,  1930,  reads : 

“In  response  to  your  request,  I  regret  to  inform  v 
that  the  Fire  Commissioner  will  not  rescind  any  ord 
and  reissue  the  same  order  so  that  you  may  make  yo 
appeal  within  the  20  days  time  limit. 

“However,  I  have  been  informed  that  the  Board 
Appeals  will  accept  a  letter  from  this  Department  as 
basis  for  an  appeal  and  I  am  forwarding  this  letter  whi 
will  certify  to  the  fact  that  Order  No.  56503-F  w 
issued  against  the  above  premises  on  May  24,  19: 
reading : 

“  ‘Provide  iron  shutters  at  all  openings  in  the  e 
terior  wall  above  1st  story  which  are  distant  in  a  dirt 
line  less  than  30'  from  any  opening  in  any  other  buildii 
and  not  in  the  same  plane  with  said  openings  and  whi 
are  not  more  than  50'  above  a  neighboring  roof  at  nor' 
and  east  sides  of  building  or  other  approved  protecti 
as  per  Sec.  375,  Article  18,  Chapter  5,  Code  of  C 
dinances.’ 

“Respectfully, 

“(signed)  T.  J.  M. 

“Wm.  H.  Swartwourt, 

“Deputy  Chief, 

“Bureau  of  Fire  Prevention.” 
and 

Whereas,  the  building  is  non -fireproof,  five  stories  i 
height,  90  ft.  by  90  ft.  in  area;  OCCUPIED:  1st  stoil 
stores ;  2nd  story,  part  vacant  at  present  and  manufacture 
dresses,  24  persons ;  3rd  story,  manufacture  of  sweaters  al 
dresses,  60  persons;  4th  story,  manufacture  of  men’s  clothi; 
and,  also,  dresses,  52  persons ;  5th  story,  manufacture  : 
skirts,  pants  and,  also,  part  vacant,  58  persons;  and 

Whereas,  there  are  eleven  windows  in  the  east  wall 
the  building  on  all  stories  above  the  first  story  within  50  . 
of  the  roof  of  a  one-story  garage  to  the  east  and  eight  w  • 
dows  in  the  north  wall  of  the  building  on  all  stories  abci 
the  first  story  within  16  ft.  of  openings  in  a  four-story  tei- 
ment  to  the  north ;  and 

Whereas,  appellant  contends  that  the  building  is  providl 
with  a  sprinkler  system;  that  there  are  sprinkler  heads  with 
4  ft.  of  the  windows  in  question,  and  proposes  to  firepre: 
the  openings  along  the  course  of  the  stairs  at  the  east  s": 
of  the  building. 

Resolved,  that  the  order  and  decision  of  the  fire  comm- 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  app<l 
be  and  it  herebv  is  denied. 

J  i 


167-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engine- 
ing  Co.,  for  Peoples  Realty  Co.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  f: 
commissioner. 

PREMISES  AFFECTED— 31-33  West  31st  street,  M; 
hattan. 
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PPEARANCES — 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

.I  ION  OF  BOARD — Appeal  granted  on  condition. 

IE  VOTE— 

Affirmative  :  Chairman  Walsh  and  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Deputy  Chief  McElligott .  1 

IE  RESOLUTION— 

(167-30-A) 


vVhereas,  Croker  National  Fire  Prevention  Engineering 
for  Peoples  Realty  Co.,  owner,  filed,  March  10,  1930, 
appeal  from  an  order  and  a  decision  of  the  fire  commis- 
ner,  affecting  premises  31-33  West  31st  street,  Borough 
Manhattan ;  and 

.Vhereas,  the  order  of  the  fire  commissioner,  dated  Octo- 
I,  1929  (Order  No.  63431-F),  reads: 

"1.  Arrange  the  standpipe  system  to  conform  to  Sec. 
i  5-80- 581,  Ch.  5,  Code  of  Ordinances  and  rules  of  the 
Board  of  Standards  and  Appeals.  Defects  noted  as 
follows : 

“(a)  Standpipe  tank  is  not  20'  above  top  story  out¬ 
let.”  ; 
l 

Vhereas,  the  decision  of  the  fire  commissioner,  rendered 
rch  5,  1930,  reads: 

“This  will  reply  to  your  letter  of  February  19th,  1930, 
in  which  you  state  you  have  been  retained  by  the  owners 
of  the  above  premises  to  appeal  from  the  requirements 
of  Order  63431-F,  but  the  Board  of  Standards  and  Ap¬ 
peals  has  refused  to  accept  such  appeal  due  to  the  fact 
that  the  time  limit,  twenty  days,  has  elapsed  since  the 
issuance  of  the  order  and  you  requested  a  rescindment 
and  reissuance  of  the  same. 

I  “We  must  advise  you  that  your  request  is  denied. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION. 

“BY  (S)  PETER  C.  SPENCE,  CHIEF.” 

Whereas,  the  building  is  fireproof,  ten  stories  (132  ft.  8 
and  pent  house  in  height,  33  ft.  4  in.  by  98  ft.  9  in.  in 
i  at  first  story  and  33  ft.  4  in.  by  88  ft.  9  in.  in  area 
ve;  OCCUPIED:  1st  story,  store;  2nd  story,  salesroom, 
erwear,  2  persons;  3rd  story,  jobber  of  sweaters,  4  per¬ 
il  4th  story,  manufacture  of  ladies’  coats,  14  persons;  5th 
y,  manufacture  of  dresses,  12  persons ;  6th  story,  manu- 
ure  of  dresses  and  clocks,  18  persons;  7th  story,  manu- 
ure  of  brassiers,  10  persons;  8th  story,  manufacture  of 
elties,  16  persons;  9th  story,  jobber  of  blouses,  9  per- 
■;  10th  story,  manufacture  of  pillows,  19  persons;  pent 
*,  cutting  department  (pillows),  3  persons;  EQUIPPED 
1  a  sprinkler  system  fed  from  a  5,000-gallon  capacity 
•ity  tank  and  with  a  standpipe  system;  the  standpipe 
em  being  fed  from  a  4,000-gallon  capacity  (2,800  gallons 
vhich  are  reserved  for  standpipe  use)  gravity  tank;  the 
am  of  the  tank  being  located  13  ft.  above  the  outlet  in  the 
i  story;  and 

hereas,  appellant  contends  that  the  building  was  erected 
*01,  and  requests,  in  view  of  the  existing  sprinkler  system, 
acceptance  of  the  gravity  tank  (supplying  the  standpipe 
nn)  as  now  located;  and 

hereas,  the  regulations  of  the  height  above  the  top  story 
-‘t  was  not  compulsory  at  the  time  of  the  installation  of 
equipment  when  a  structure  was  otherwise  equipped  with 
pproved  sprinkler  system  which  exists  in  these  premises. 
'solved,  that  the  order  and  decision  of  the  fire  commis- 
-J  be  and  they  hereby  are  modified,  and  that  the  appeal  be 
it  hereby  is  granted,  only  so  far  as  it  affects  the  height 
ie  standpipe  service  tank  above  the  top  story  outlet,  on 
ition  that  the  existing  approved  sprinkler  system  shall  be 
itained  in  good  working  order ;  that  there  shall  be  main- 
d  in  the  standpipe  tank  a  reserve  of  not  less  than  3,000 
■ns  for  standpipe  service,  and  that  the  building  shall  be 


not  increased  in  height  or  area,  so  long  as  conditions  as  to 
occupancy  and  use  remain  substantially  unchanged. 


183-30- A. 


APPELLANT — James  P.  Whiskeman,  for  Wise  Shoes,  Inc., 
lessee. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

APPEAR^NCES^^^'^*^ — Fifth  avenue,  Manhattan. 


For  Appellant:  James  P.  Whiskeman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTIONS  BOARD— Appeal  granted  on  condition. 

Affirmative:  Chairman  Walsh  and  Commissioners 

Connell,  Holland  and  Guilfoyle . 

Negative  . 

Absent:  Deputy  Chief  McElligott . 


4 

0 

1 


THE  RESOLUTION— 


(183-30-A) 

Whereas,  James  P.  Whiskeman,  for  Wise  Shoes,  Inc., 
lessee,  filed,  March  14,  1930,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  384 
Fifth  avenue,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commisioner,  dated  No¬ 
vember  19,  1929  (Order  No.  65823-F),  reads: 

“Mrs.  Clarence  C.  (Madeline  B.)  Pell,  et  al. 

“Westbury,  N.  Y. 

“Owner  or  Owners,  of  premises  384  Fifth  Ave.,  Borough 
of  Manhattan,  N.  Y.  City. 

“You  are  hereby  ordered  and  required,  within  twenty 
days  from  the  date  of  the  service  of  this  order,  to: 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  rules  of  the  Board  of  Standards  and 
Appeals  and  comply  with  the  following  orders:  (a) 
Provide  a  tank  on  roof  of  at  least  3,500  gallons  capacity 
for  the  standpipe  system,  said  tank  to  be  so  elevated 
that  the  bottom  will  be  not  less  than  20'  above  the  roof 
level;  (b)  Provide  a  Y"  open  or  automatic  ball  drip 
for  standpipe  line,  inside  of  building  at  lower  level  be¬ 
tween  check  valve  and  outside  Siamese  connection,  (c) 
Paint  the  street  riser,  wall  collars  and  caps  of  Siamese 
connection  of  standpipe,  a  fire  department  red.  Sections 
580-81,  Article  28,  Chapter  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  14,  1930,  reads: 

“Mr.  G.  P.  Whiskeman, 

“207  East  43rd  Street, 

“Manhattan. 

“Dear  Sir: — 

“In  reply  to  your  letters  of  February  25th  and  March 
8th,  1930,  respectively,  and  your  call  at  the  office  this 
morning,  advising  that  you  have  been  retained  by  the 
owner  to  appeal  from  the  requirements  of  order  num¬ 
bered  65823-F,  and  that  you  are  unable  to  do  so  due  to 
the  fact  that  the  Board  of  Standards  and  Appeals  will 
not  accept  an  appeal  for  the  reason  that  the  time  limit, 
twenty  days,  has  elapsed,  and  request  dismissal  and  re¬ 
issuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.”; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  and  base¬ 
ment  in  height,  28  ft.  by  125  ft.  in  the  first  story  and  28 
ft.  by  89  ft.  above;  OCCUPIED:  cellar,  shoe  storage,  5 
persons;  1st  story,  shoe  store  by  lessee,  15  persons;  2nd 
story,  shoe  store  by  lessee,  10  persons ;  3rd  story,  shoe  store 
by  lessee,  10  persons ;  4th  story,  shoe  store  by  lessee,  10  per¬ 
sons  ;  5th  story,  office  by  lessee,  10  persons ;  6th  story,  office 
by  lessee,  10  persons;  7th  story,  office  by  lessee,  10  persons; 
8th  story,  office  by  lessee;  means  of  EGRESS  consisting  of 
an  interior  fireproof  stairway,  extending  from  first  story  to 
the  top  story,  with  a  fire  escape  on  the  rear  of  the  building; 


467 


MINUTES 


the  building  being  provided  with  an  automatic  sprinkler  sys¬ 
tem  connected  with  a  tank  on  the  adjoining  roof ,  and 

Whereas,  the  appellant  contends  that  the  building  is 
equipped  with  a  4-inch  standpipe  with  hose  outlet  valves  lo¬ 
cated  6  ft.  above  the  stair  platforms,  and  that  the  standpipe 
is  supplied  from  a  1,600-gallon  capacity  tank  located  2  ft. 
4  in.  above  the  roof  level,  and  that  the  building  is  in  one 
leasehold  throughout  and  was  erected  in  1900;  and 

Whereas,  the  condition  as  to  the  standpipe  has  been  exist¬ 
ing  since  the  erection  of  the  building  thirty  years  ago;  and 
Whereas,  in  the  mean  time  the  premises  has  been  equipped 
with  an  approved  two-source  wet  sprinkler  system;  and 
Whereas,  the  premises  is  occupied  in  single  tenancy  in 
office  and  display  use  only. 

Resolved ,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  the  order  affects 
the  capacity  of  the  standpipe  tank  and  height  above  the  top 
story  outlet,  oh  condition  that  the  existing  standpipe  tank 
shall  be  maintained  exclusively  for  standpipe  system  supply  , 
tliat  an  approved  two-source  wet  sprinkler  system  shall  be 
maintained  in  good  working  order ;  that  the  premises  shall 
not  be  increased  in  height  or  area  and  that  the  standpipe 
system  shall  comply  with  the  rules  and  regulations  in  all 
other  respects,  and  only  so  long  as  conditions  as  to  occu¬ 
pancy  and  use  remain  unchanged. 


BUILDING  ZONE  CASES. 

38-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Court  Square  Rent¬ 
ing  &  Sales  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension,  from 
an  unrestricted  district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 

vehicles.  ,  . 

PREMISES  AFFECTED— 83-97  Boerum  place,  northeast 
corner  of  Pacific  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  Max  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


1016-27-BZ. 

APPLICANT — Bertram  G.  Eadie  substituted  for  Arthur  B. 
Daub,  for  Max  Daub,  owner. 

SUBJECT— Application  (re  decision  of  the  fire  commis- 
sioner),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied). 

PREMISES  AFFECTED— Southeast  corner  of  Walker 
boulevard  and  Outerbridge  avenue,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Thomas  Nunley. 

For  Opposition:  None. 

\CTION  OF  BOARD — Laid  over  to  June  3,  1930,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


369-29-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Boro-Wide  Develop¬ 
ment  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED— 2314-2328  Grand  concourse  and 
2317-2327  Ryer  avenue,  east  side  of  Grand  con¬ 
course,  147  ft.  north  of  East  183rd  street,  The 
Bronx. 


APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Milton  Smith. 

ACTION  OF  BOARD— Laid  over  to  June  3,  1930,  at 
p.  m. 


669-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Bushwick  Luml 
&  Wood  Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintend! 
of  buildings),  under  section  21  of  the  building  zc 
resolution,  to  permit  in  a  business  district  the  er 
tion  and  maintenance  of  a  gasoline  service  staff. 

PREMISES  AFFECTED— Southeast  corner  of  Sutpl 
boulevard  and  109th  road,  Jamaica,  Borough 
Queens. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  John  Savino  and  Harry  Winsky 

ACTION  OF  BOARD— Laid  over  to  June  3,  1930,  a 
p.  m.,  on  request  of  applicant’s  representative.  Fi 
disposition. 


592-29-BZ.  1  ; 

APPLICANT— Spencer  &  Iserman,  for  Thwaites  PI; 
Inc.,  owner. 

SUBJECT— Application  for  reopening— reconsideration,  p 
viously  denied — re  Application  (decision  of 
superintendent  of  buildings),  under  section  21 
the  building  zone  resolution,  to  permit  in  a  busin 
district  the  operation  and  maintenance  of  an  ext 
sion  to  an  existing  wet  wash  laundry  building. 
PREMISES  AFFECTED— 1420  Jerome  avenue,  ' 
Bronx.  > 

APPEARANCES— 

For  Applicant:  Maurice  Iserman  and  Charles 
Singer. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  set 
Calendar  Call  June  3,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Walsh  and  Commissioners 

Connell,  Holland  and  Guilfoyle . 

Negative  . . 

Absent:  Deputy  Chief  McBlligott . 


41-30-BZ. 

APPLICANT— William  F.  Doyle,  for  Day  Service  Staf 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintend 
of  buildings),  under  section  21  of  the  building  i 
resolution,  to  permit  in  a  business  district  the  e 
tion  and  maintenance  of  a  gasoline  service  stat 

PREMISES  AFFECTED— 1605-1615  Coney  Island  av< 
and  1101-1111  Locust  avenue,  northeast  cor 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  withdrawn  on  wr: 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioner 
Connell,  Holland  and  Guilfoyle  and  Deput 

Chief  McElligott . 

Negative  . 

Absent  . 


722-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Howard  Fun 
Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  tenement  h 
commissioner),  under  section  21  of  the  building 
resolution,  to  permit  in  a  residence  use  distraci 
change  of  occupancy  of  the  first  story  of  a  resic 
building  to  a  business  use  (stores). 
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PREMISES  AFFECTED — 1(315  University  avenue,  south¬ 
west  corner  of  West  175th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  J.  M.  Poss. 

For  Opposition:  John  S.  O’Leary  and  Elias  Raff, 
the  latter  withdrawing  his  objection  at  the  hearing. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  LAY  OVER— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  . 2 

Negative:  Chairman  Walsh,  Commissioner  Con¬ 
nell  and  Deputy  Chief  McElligott .  3 

Absent  .  0 

THE  RESOLUTION— 

(722-29-BZ) 

Whereas,  William  F.  Doyle,  for  Howard  Funding  Co., 
owner,  filed,  December  10,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  the  first  story  of  a  residence  building 
to  a  business  use  (stores)  ;  premises  1615  University  avenue, 
southwest  corner  of  175th  street,  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  13,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  University  avenue,  West  175th 
street  and  Montgomery  avenue  are  in  a  residence  district  and 
West  174th  street  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  December  4,  1929  (N.  B.  Alt.  148-1929), 
reads : 

“As  the  records  of  this  Department  show  this  build¬ 
ing  to  be  located  within  a  residence  district,  business  is 
prohibited  under  Section  3  of  the  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  five  stories  and  basement  in  height,  with  a  frontage 
of  100  ft.  and  a  depth  of  100  ft.;  occupied  as  a  tenement 
house;  it  is  proposed  to  alter  the  building  on  the  University 
avenue  and  175th  street  fronts  in  basement  and  first  story 
by  removing  existing  apartment  partition  and  erecting  new 
partitions  for  fourteen  stores ;  and 

Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  tenement  house  commis¬ 
sioner  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


389-29-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Rocky  Crest  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  reopening  (extension  of  time 
to  procure  permits  and  complete  work)  re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  first  story  of  an 
apartment  house  from  residence  to  business  use. 

PREMISES  AFFECTED— 23545-2366  Grand  concourse, 
southeast  corner  of  East  184th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  to  complete  work. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Walsh  and  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Deputy  Chief  McElligott .  1 

THE  RESOLUTION— 

(389-29-BZ) 


Whereas,  Philip  J.  Sinnott,  for  Rocky  Crest  Realty  Co., 
Inc.,  owner,  filed,  June  5,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  part  of  the  first  story 
of  an  apartment  house  from  residence  to  business  use; 
premises  2356-2366  Grand  concourse,  southeast  corner  of 
East  184th  street,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  26,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ryer  avenue,  east  side,  south  of 
a  point  100  ft.  south  of  East  184th  street,  is  in  a  residence 
district;  Grand  concourse  is  in  a  residence  district;  Field 
place  is  in  a  residence  district;  Ryer  avenue,  east  side,  from 
184th  street  to  a  point  100  ft.  south,  is  in  a  business  district ; 
Ryer  avenue,  west  side,  south  of  184th  street,  is  in  a  residence 
district;  East  184th  street,  east  of  Ryer  avenue,  is  in  a 
business  district,  and  East  184th  street,  west  of  a  point  100 
ft.  west  of  Grand  concourse,  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  25,  1929  (re  Alt.  261-1929),  reads: 

“1.  Proposed  alteration  and  conversion  of  occupancy 
of  building  in  residence  district  to  be  used  partly  for 
business  purposes  is  contrary  to  provisions  of  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  five  stories  in  height,  with  a  frontage  of  196  ft. 
on  Grand  concourse,  197.36  ft.  on  Ryer  avenue  and  61.02 
ft.  on  East  184th  street ;  occupied  as  residence  and  business ; 
there  is  an  existing  store  on  the  northwest  portion  of  the 
first  story  of  the  apartment  house  in  question ;  it  is  proposed 
to  alter  part  of  the  first  story  of  the  building  and  to  occupy 
the  altered  portion  for  stores ;  and 
Whereas,  the  application  is  supported  by  a  preponderance 
of  consents  of  owners  of  adjoining  and  affected  property ; 
and 

Whereas,  in  substance  the  application  is  for  an  extension 
of  an  existing  use,  .part  of  the  plot  now  being  occupied  by 
stores;  and 

Whereas,  because  of  existing  conditions  in  the  surround¬ 
ing  neighborhood  in  addition  to  the  foregoing,  the  .board 
deems  that  applicant  is  entitled  to  relief  and  that  a  denial 
of  the  application  would  constitute  unnecessary  hardship  and 
practical  difficulty  within  the  purview  of  section  21  of  the 
building  zone  resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  November  26,  1929,  on  certain  conditions,  and 
applicant  requested  a  modification  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story  for  use  in  retail  mercantile  occupancy, 
on  condition  that  there  shall  be  no  stores  created  or  estab¬ 
lished  on  the  Ryer  avenue  front,  and  that  any  entrance  to 
the  business  uses  shall  be  restricted  to  the  Grand  concourse, 
Field  place  and  184tli  street;  that  there  shall  be  no  com¬ 
mercial  display  or  development  of  this  plot  on  the  Ryer 
avenue  front;  that  any  advertising  displayed  shall  be  re¬ 
stricted  to  the  plate  glass  show  windows  of  the  store  fronts; 
that  no  wares  or  merchandise  of  any  business  conducted  on 
the  premises  shall  be  exposed  or  displayed  outside  the  building 
line ;  that  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  involved  thereby  completed  within  one 
year  from  the  date  of  this  action — May  13,  1930. 


469 


MINUTES 


APPROVAL  OF  PLANS. 

27-30-BZ. 

APPLICANT — Clayton  G.  Shirkey  for  Lena  D’Amato, 
owner. 

SUBJECT — Application  for  approval  of  plans  in  accord¬ 
ance  with  resolution  adopted  by  the  board  under  date 
of  April  8,  1930. 

PREMISES  AFFECTED — 71-20  to  71-28  Hammels  boule¬ 
vard  and  324-330  Beach  72nd  street,  northeast  cor¬ 
ner,  Rockaway  Beach,  Borough  of  Queens. 

APPEARANCES— None. 


ACTION  OF  BOARD — Engineer’s  report  adopted  and 
plans  approved  in  accordance  therewith 
THE  VOTE  TO  ADOPT  ENGINEER’S  REPORT  AND 
APPROVE  PLANS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  5 


Negative  .  q 

Absent  .  0 


Adjourned  2.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  13,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS. 

142-30-S. 

PETITIONER — Samuel  Rosenblum,  for  132  West  31st 
Street  Realty  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 127-133  West  30th  street  and 
128-136  West  31st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1930,  at  2 
p.  m.,  on  request  of  petitioner. 

117-30-S. 

PETITIONER — Thomas  J.  McLaughlin,  for  Fanden  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 254-256  West  31st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  William  J.  Kavanaugh. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1930,  at  2 
p.  m.,  on  request  of  petitioner’s  representative. 
Peremptory. 

137-30-S. 

PETITIONER — Stanley  B.  Rigby,  for  Mary  H.  Oakley, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 29  East  21st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Stanley  B.  Rigby. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1930,  at  2 
p.  m.,  to  submit  proper  plans. 


17-30-S. 

PETITIONER — Samuel  Rosenblum,  for  Bas  Realty  Corp., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 2-4  West  29th  street  and  258- 
260  Fifth  avenue,  Manhattan. 


APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Petition  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . . . . .  5 

Negative  .  q 

Absent  .  a 


1 84-30- S. 

PETI 1 IONER — Murray  Klein,  for  Jerome  Messana,  owner. 
SUBJEC 1 — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 354-358  Troutman  street, 

Brooklyn. 

APPEARANCES— 

For  Petitioner :  Murray  Klein. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  . ”  *  0 

Absent  . 0 


56-30- S. 


PETITIONER — Zeiger  &  Berliner,  for  General  Talking 
Pictures  Corp.,  lessee. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner.  j 

PREMISES  AFFECTED — 315-319  East  47th  street  and 
318-322  East  48th  street,  Manhattan 

APPEARANCES— 

For  Petitioner :  Louis  Zimmerman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  , 


ACTION  OF  BOARD — Petition  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


197-30-S. 

PETITIONER — William  T.  Powers,  for  Attica  Film  Corp., 
owner. 

SUBJEC1  -Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 
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PREMISES  AFFECTED— 331-337  West  44th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott . .  5 


Negative  .  0 

Absent  .  0 


153-30-S. 


PETITIONER— Frank  S.  Parker,  for  Metropolitan  Dis¬ 
tributors,  Inc.,  lessee. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 503-510  Tenth  avenue,  502-510 
West  39th  street  and  501-503  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 


For  Petitioner :  William  A.  Grey. 

ACTION  OF  BOARD — Petition  granted  on  condition 
'THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(153-30-S) 

Whereas,  Frank  S.  Parker,  for  Metropolitan  Distributors, 
Inc.,  lessee,  filed,  February  28,  1930,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  a 
decision  of  the  superintendent  of  buildings,  affecting  premises 
i03-519  Tenth  avenue,  502-510  West  39th  street  and  501-503 
West  38th  street,  Borough  of  Manhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  26,  1930  (N.  B.  541-29),  reads: 

“1.  Windows  should1  comply  with  Section  264  Labor 
Law  and  Rule  No.  503  Industrial  Code.” ; 
ind 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
rregular  in  area,  having  a  frontage  of  100  ft.  on  West  38th 
street,  197  ft.  6  in.  on  Tenth  avenue  and  199  ft.  9J4  in.  on 
West  39th  street;  OCCUPIED:  1st  story,  stores,  garage 
ind  gasoline  service  station,  100  persons;  upper  stories, 
garage  and  motor  vehicle  repair  shop,  100  persons  per  story  ; 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
system;  EXITS:  two  interior  fierproof  stairways,  extending 
irom  the  first  story  to  roof,  enclosed  in  fireproof  partitions, 
vith  fireproof  doors  at  openings ;  and 
Whereas,  there  are  openings  on  the  first  story,  in  the 
West  38th  street  and  Tenth  avenue  street  walls  of  the 
>uilding,  glazed  with  Id-inch-thick  polished  plate  glass  in 
netal-covered  frames;  the  maximum  area  of  the  glass  being 
II  ft.  2Jd  in.  by  8  ft.  high;  and 
Whereas,  petitioner  contends  that  a  strict  compliance  with 
he  labor  law  as  to  the  area  of  the  glass  would  destroy 
he  intended  use  of  the  first  story  of  the  building ;  and 
Whereas,  'the  order  affects  the  plate  glass  show  windows 
n  the  stores  on  the  first  story,  street  front. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  requirements  of  the  labor  law, 
md  that  the  petition  be  and  it  hereby  is  granted,  only  so  far 
is  it  affects  the  plate  glass  show  windows  of  the  street  fronts 
>n  the  first  story,  on  condition  that  the  openings  shall  be 
dazed  with  )4-inch  polished  plate  glass  set  in  approved 
netal-covered  frames,  and  that  the  requirements  of  the  labor 
aw  shall  otherwise  be  complied  with  in  all  respects. 


92-30- S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Trinity  Iron  Works,  Inc.,  owner. 


SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner 
PREMISES  AFFECTED — 263-273  North  Henry  street, 
Brooklyn. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  p 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . .  5 

Absent  . ’  ’  ’  0 

THE  RESOLUTION— 

( 192-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Trinity  Iron  Works,  Inc.,  owner,  filed,  March  17, 
1930,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited1  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  263-273  North  Henry  street 
Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
27,  1929  (Order  No.  60645-LD),  reads: 

“1.  Arrange  bars  on  windows  on  1st  story,  north,  east 
and  west  sides  of  building,  so  as  to  be  readily  movable 
and  removable  from  both  sides  in  such  manner  as  to 
afford  the  free  and  unobstructed  use  of  such  windows  for 
purposes  of  egress,  as  per  Sec.  272  of  the  Labor  Law  ”  • 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  10,  1930;  reads : 

“Re  :  263-273  North  Henry  Street,  Brooklyn. 

“In  response  to  your  request,  I  regret  to  inform  you 
that  the  Fire  Commissioner  will  not  rescind  any  order 
and  reissue  the  same  order  so  that  you  may  make  your 
appeal  within  the  20  days  time  limit. 

“However,  I  have  been  informed  that  the  Bd.  of 
Standards  and  Appeals  will  accept  a  letter  from  this 
department  as  the  basis  for  an  appeal,  and  I  am  for¬ 
warding  this  letter  to  certify  to  the  fact  that  Order 
60645-LD  was  issued  against  the  above  premises  on  July 
27,^  1929,  reading  as  follows  : 

“  ‘Arrange  bars  on  window  on  1st  story,  etc.  (as  noted 
above).’ 

“(Signed)  Wm.  H.  Swartwout, 

“Deputy  Chief.” 

and 

Whereas,  the  building  is  frame,  brick-filled,  one  clere 
story  in  height,  160  ft.  by  100  ft.  in  area;  OCCUPIED  as 
an  ornamental  iron  works,  25  persons ;  and 
Whereas,  there  are  fourteen  windows  in  the  east  wall, 
three  windows  in  the  north  wall  and  six  windows  in  the 
west  wall  of  the  building  covered  with  iron  bars ;  and 
Whereas,  petitioner  contends  that  there  are  two  exits  in 
the  rear  wall  opening  into  an  adjoining  yard  at  west  and 
leading  to  the  street;  there  is  one  door  from  the  driveway, 
two  from  the  shop  section,  one  from  the  north  driveway 
and  one  from  the  garage  portion  of  the  premises,  and  re¬ 
quests  the  acceptance  of  existing  conditions  as  to  barred 
windows. 

.  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  petition 
be  and  it  hereby  is  denied. 


185-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Dow  Realty  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — Northeast  corner  of  58th  road 
and  Rust  street,  Maspeth,  Borough  of  Queens. 


471 


MINUTES 


APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

( 185-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Dow  Realty  Corp.,  owner,  filed,  March  14,  1930, 
a  petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  superintendent  of  buildings,  affecting  premises 

northeast  corner  of  58th  road  and  Rust  street,  Maspeth, 

Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  17,  1930  (Order  No.  70651-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  for 
factory  purposes  occupied  in  violation  of  Section  270  of 
the  Labor  Law  and  Rules  of  the  Board  of  Standards  and 
Appeals. 

“Defects  noted : 

“2.  No  secondary  means  of  egress  provided.”; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  2,  1930,  reads : 

“Your  request  on  May  2,  1930,  for  a  Certificate  of 
Occupancy  covering  premises  on  the  northeast  corner 
of  Bielby  and  High  Streets,  for  use  as  a  wet  wash 
laundry,  is  hereby  denied.  Said  certificate  cannot  be 
issued  until  such  time  as  the  following  alterations  are 
made  to  the  building: 

“1.  Interior  stairway  should  be  constructed  of  in¬ 
combustible  material  at  least  44"  wide  and  to  be  enclosed 
in  fireproof  partition. 

“2.  Provide  secondary  means  of  exit  remote  from 
the  present  exit. 

“3.  At  least  one  stairway  should  lead  to  the  roof. 
“Very  truly  yours, 

“(s)  EDWARD  P.  BURWELL, 
“Superintendent  of  Buildings.” 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  (24 
ft.)  in  height,  93  ft.  by  100  ft.  in  area  at  first  story  and 
27  ft.  by  60  ft.  4  in.  in  area  above;  OCCUPIED:  1st 
story,  laundry,  25  persons;  2nd  story,  ironing,  15  persons; 
located  in  an  unrestricted  use  districts;  EXITS:  an  interior 
wooden  stairway,  extending  from  the  first  story  to  second 
story,  enclosed  in  wood  sheathing  and  plaster  board  partitions, 
with  wooden  doors  at  openings ;  no  adjoining  buildings ; 
and 

Whereas,  the  petitioner  proposes  to  provide  a  second 
means  of  exit  from  second  story  remote  from  the  first  means 
of  exit  by  constructing  a  platform  at  front  of  second  story 
on  Rust  street,  a  45-degree  counterbalanced  stairway  to  side¬ 
walk  and  a  fireproof,  self-closing  door  leading  from  second 
story  to  the  platform:  furthermore,  the  petitioner  contends 
that  all  other  requirements  of  the  law  will  be  complied  with. 

Resohrd.  that  the  order  of  the  fire  commissioner  and  fhe 
decision  of  the  superintendent  of  buildings  be  and  they  hereby 
are  affirmed,  and  that  the  petition  'be  and  it  hereby  is  denied. 


146-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Adart  Realty  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 8  East  12th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE—  W 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(146-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineer! 
Co.,  for  Adart  Realty  Corp.,  owner,  filed,  February  26,  193 
a  petition  for  a  variation  from  the  requirements  of  the  lab 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affectin 
premises  8  East  12th  street,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Fel 
ruary  11,  1930  (Order  No.  70472-LD),  reads:  Si 

“1.  Provide  safe  and  unobstructed  egress  from  th 
lower  termination  of  the  fire  escape  at  rear  of  buildir: 
by  constructing  a  fireproof  passageway  with  an  unol 
structed  width  of  at  least  3'  throughout  leading  to  th 
street,  adequately  lighted  at  all  times  during  workir 
hours,  or  by  means  of  providing  access  to  an  open  art 
having  communication  with  the  street,  as  per  Sec.  2 
of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  ■ 
height,  25  ft.  by  93  ft.  3  in.  in  area;  OCCUPIED  as 
tenant  factory :  manufacture  of  hats,  cigars,  furs,  coats,  el 
not  more  than  fourteen  persons  on  any  story;  EQUIPPE 
with  a  standpipe  system  and  a  fire  alarm  signal  systen* 
EXITS:  an  interior  fireproof  stairway,  extending  from  tf 
first  story  to  roof,  enclosed  in  fireproof  partitions,  with  fir- 
proof  doors  at  openings ;  a  fire  escape  on  the  rear  of  tl 
building,  having  fireproof  openings  along  the  course  therec 
extending  from  the  yard  level  to  the  roof ;  no  legal  means  • 
egress  to  street ;  ROOFS  of  adjoining  buildings :  sev* 
stories  lower  at  west ;  same  level  at  east ;  and 

Whereas,  the  petitioner  claims  the  building  was  erect* 
in  1908  and  used  practically  the  same  as  at  present  sin 
that  time;  that  in  compliance  with  an  order  from  the  d 
partment  of  labor  and  under  approved  Alt.  Plans  2212-191 
the  rear  fire  escapes  were  erected ;  after  completing  the  woi 
the  fire  commissioner  and  the  superintendent  of  buildings  a: 
cented  the  conditions  as  in  accordance  with  the  labor  la 
and  dismissed  the  order;  furthermore,  the  petitioner  conten 
the  occupancy  is  small ;  that  safe  egress  from  the  rear  fi 
escapes  may  be  had  to  open  yard  adjoining  at  west  throw' 
plain  glass  windows  or  door  to  first  story  and  to  stree 
and  1 

Whereas,  the  order  affects  only  the  egress  from  t' 
termination  of  the  rear  fire  escape ;  and  ! 

Whereas,  this  condition  was  accepted  by  the  labor  d 
partment  and  approved  by  the  bureau  of  buildings  und* 
Alteration  Plan  2212-16. 

Resolved,  that  the  board  of  standards  and  appeals  do' 
hereby  make  a  variation  in  the  requirements  of  the  lab 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
far  as  it  affects  the  egress  from  the  lower  termination  * 
the  rear  fire  escape,  on  condition  that  a  free  and  unobstruct* 
opening  shall  be  maintained  from  the  termination  of  the  fi' 
escape  to  an  open  yard  of  the  adjoining  property  to  tl 
west,  with  egress  from  yard  through  plain  glass  openin’, 
direct  to  the  street,  on  condition  that  the  owner  shall  fi 
consent  of  the  adjoining  owner  for  egress  through  sa 
building ;  that  the  building  shall  not  be  increased  in  heig’ 
or  area,  and  that  the  use  of  premises  shall  remain  substa 
tiallv  unchanged  and  that  the  occupancy  shall  not  exceed  t) 
legal  capacity  of  the  interior  stairs. 


10-30-S. 

PETITIONER— McKirn,  Mead  &  White,  for  Augusta  Po 
feme,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  ord 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 7  East  48th  street,  Manhatta 


472 


MINUTES 


/’PEARANCES — 

Fot  Petitioner :  E.  P.  Rubillo. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

<TION  OF  BOARD — Petition  granted  on  condition. 

HE  VOTE— 


Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


HE  RESOLUTION— 

(10-30-S) 

Vhereas,  McKim,  Mead  &  White,  for  Augusta  Polifeme, 
jrier,  filed,  January  6,  1930,  a  petition  for  a  variation  from 
1  requirements  of  the  labor  law,  as  cited  in  an  order  of 
i  fire  commissioner,  affecting  premises  7  East  48th  street, 
z'ough  of  Manhattan;  and 

Vhereas,  the  order  of  the  fire  commissioner,  dated  June 
1929  (Order  No.  57773-LD),  reads: 

“1.  Arrange  the  fire  escape  at  north  side  of  building 
i  serving  as  a  required  means  of  egress  so  that  same  will 
conform  to  Section  274  of  the  Labor  Law  and  the  Rules 
of  the  Board  of  Standards  and  Appeals. 

“3.  No  safe  egress  from  termination  of  fire  escape 
to  street.”; 

Vhereas,  a  letter  dated  December  20,  1929,  reads: 

“This  will  reply  to  your  letter  of  November  30th, 
1929,  in  which  you  state  that  you  request  reconsideration 
of  the  requirements  in  Order  57773-LD,  to  accept  means 
of  egress  from  present  fire  escape  at  first  floor  of  7 
East  48th  Street,  and  from  this  balcony  to  the  yard  of 
11  East  48th  Street,  which  has  an  exit  to  street. 

“The  exit  proposed  does  not  meet  the  requirements  of 
the  law,  and  as  the  Fire  Commissioner  is  without  author¬ 
ity  to  modify  or  vary  from  the  requirements  in  any 
particular,  your  request  is  denied.” ; 

Vhereas,  he  building  is  fireproof,  six  stories  (86  ft.  6  in.) 
weight,  24  ft.  by  94  ft.  5  in.  in  area;  OCCUPIED:  1st 
1 7,  optician,  11  persons;  2nd  story,  workshop,  14  persons; 

and  4th  stories,  vacant  at  present ;  5th  story,  photo  print- 
■  4  persons ;  6th  story,  window  designer,  3  persons ; 
QUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
;em;  EXITS:  an  interior  fireproof  stairway,  extending 
nt  the  first  story  to  roof,  enclosed  in  6-inch  terra  cotta 
:1c  partitions,  with  kalameined  and  wired  glass  doors  at 
'irings;  a  fire  escape  on  the  rear  of  the  building,  having 
proof  openings  along  the  course  thereof,  extending  from 
:  top  story  to  the  yard  at  basement  level,  with  EGRESS 
■n  the  termination  of  the  fire  escape  by  means  of  door 
:ling  into  building  in  question  from  yard  and,  also,  by 
-ns  of  iron  stairs  leading  from  the  fire  escape  balcony 
irst  story  level  to  the  fire  escape  on  rear  of  premises  to 
i:  (9  East  48th  street)  and  additional  egress  from  said 
escape  on  9  East  48th  street  may  be  had  by  means  of 
Irs  leading  from  fire  escape  balcony  at  mezzanine  level 
vard  of  11  East  48th  street,  and  thence  through  door 
'ling  into  this  building  and  thence  to  street;  ROOFS  of 
1  >ining  buildings :  one  and  two  stories  lower ;  and 
Whereas,  petitioner  contends  that  the  building  was  erected 
1911  for  manufacturing  purposes  and  that  it  conformed 
4  all  rules  and  regulations  then  in  force,  and  requests 
the  existing  means  of  egress  from  the  termination  of  the 
escape  be  accepted  ;  and 

Whereas,  substantially  the  same  condition  was  accepted 
he  bureau  of  buildings  on  October  10,  1919. 
e solved ,  that  the  board  of  standards  and  appeals  does 
-by  make  a  variation  in  the  requirements  of  the  labor 
h  and  that  the  petition  be  and  it  hereby  is  granted  on  con- 
>*  that  the  egress,  as  indicated  on  the  photostats  filed  in 
petition  and  the  acceptance  by  the  bureau  of  buildings, 

1  be  maintained  through  No.  9  East  48th  street;  that 
building  shall  not  be  increased  in  height  or  area,  and  that 


the  occupancy  shall  not  exceed  twenty-five  persons  on  any  one 

story. 


129-30-S. 

PETITIONER — Samuel  Rosenblum,  for  Barnet  Stein, 
owner. 

SUBJECT- — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 130  West  28th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfovle  and  Deputy 
Chief  McElligott .  5 


Negative  .  0 

Absent  . ’  ’  q 


THE  RESOLUTION— 

(129-30-S) 

Whereas,  Samuel  Rosenblum,  for  Barnet  Stein,  owner, 
filed,  February  20,  1930,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  130  West  28th  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  22  1 930  (Order  No.  69407-LD),  reads: 

“Arrange  the  fire  escape  at  rear  of  building  serving 
as  a  required  means  of  egress  so  that  same  will  con¬ 
form  to  Section  274  of  the  Labor  Law  and  the  rules  of 
the  Board  of  Standards  and  Appeals.  Defects  noted  as 
follows : 

“3.  No  safe  egress  from  termination  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  25  ft.  by  98  ft.  9  in.  in  area  at  first  story  and  25  ft. 
by  90  ft.  in  area  above;  OCCUPIED:  1st  story,  store 
(vacant  at  present)  ;  2nd  story',  manufacture  of  wicker 
baskets,  10  persons ;  3rd  story,  manufacture  of  dresses,  20 
persons;  4th  story,  manufacture  of  dresses,  35  persons;  5th 
story,  manufacture  of  dresses,  30  persons ;  6th  story,  manu¬ 
facture  of  dresses,  25  persons;  7th  story,  manufacture  of 
dresses  and  coats,  35  persons;  EQUIPPED  with  a  fire 
alarm  signal  system;  EXITS:  an  interior  iron  stairway,  ex¬ 
tending  from  the  first  story  to  roof,  enclosed  in  3-inch 
fireproof  block  partitions,  with  fireproof  doors  at  openings; 
a  45-degree  fire  escape  on  the  rear  of  the  building,  having 
fireproof  openings  along  the  course  thereof,  extending  from 
the  roof  Jo  the  second  story  balcony,  with  EGRESS  from 
the  termination  of  the  fire  escape  by  means  of  an  iron 
platform  at  the  second  story  level  connecting  to  the  ex¬ 
terior  stairs  on  the  building  at  rear  (No.  129-133  West  27th 
street)  ;  in  addition  to  this  connection  there  is  an  iron  stair¬ 
way  leading  down  to  an  iron  bridge  at  first  story  level,  con¬ 
necting  to  the  westerly  exterior  stairs  on  the  rear  building 
and,  also,  to  neighboring  premises  to  west  (No.  134  West 
28th  street)  of  building  in  question;  ROOFS  of  adjoining 
buildings ;  to  east,  three  stories  lower ;  to  west,  two  stories 
lower ;  and 

Whereas,  petitioner  requests  the  acceptance  of  the  exist¬ 
ing  means  of  egress  from  the  termination  of  the  fire  escape; 
and 

Whereas,  the  order  relates  only  to  egress  from  the  ter¬ 
mination  of  the  rear  fire  escape;  and 

Whereas,  the  rear  fire  escape  connects  with  the  adjoining 
fire  escape  directly  to  the  rear  at  the  second  story  level  and, 
also,  t>y  means  of  iron  bridge  at  first  story  level  to  the  rear 
exterior  screened  stairway  of  premises  129-133  West  27th 
street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
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law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
the  egress  from  the  termination  of  the  rear  fire  escape,  on 
condition  that  there  shall  be  provided  at  the  rear  of  the  first 
story  a  fireproof  casement  door,  connecting  to  the  iron  bridge 
at  first  story  level,  with  egress  therefrom  connecting  to  the 
exterior  screened  stairway  at  premises  129-133  West  27th 
street;  that  the  fire  escape  shall  comply  with  the  require¬ 
ments  of  the  labor  law  in  all  other  respects,  and  granted 
only  as  long  as  conditions  as  to  occupancy  and  use  remain 
substantially  unchanged. 


199-30-S. 

PETITIONER — Samuel  Rosenblum,  for  Edbro  Realty  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 193-197  Chrystie  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  d 

THE  RESOLUTION— 

(199-30-S) 

Whereas,  Samuel  Rosenblum,  for  Edbro  Realty  Co., 

Inc.,  owner,  filed,  March  18,  1930,  a  petition  for  a  variation 

from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
195-197  Chrystie  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  26,  1929  (Order  No.  64906-LD),  reads: 

“1.  Arrange  the  exterior  screened  stairway  at  rear 
of  building  serving  as  a  required  means  of  egress  so 
that  same  will  conform  to  Section  268  of  the  Labor 
Law. 

“(d)  No  independent  passageway  from  termination  to 
street.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  14,  1930,  reads : 

“Replying  to  your  letter  of  January  28,  1930,  asking 
for  acceptance  of  the  present  egress  from  the  foot  of  the 
exterior  screened  stairway  at  the  rear  of  the  building, 
you  are  advised  that  your  request  is  denied. 

“Any  further  requests  for  modification  in  this  case 
should  be  made  in  the  form  of  a  petition  to  the  Board 
of  Standards  and  Appeals. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION, 
“By 

“Chief  (signed)  K. 

“MJR  :MK.” 

and 

Whereas,  the  building  is  fireproof,  nine  stories  in  height, 
50  ft.  by  190  ft.  in  area;  OCCUPIED:  1st  story,  stores; 
2nd  story,  vacant  at  present ;  3rd  story,  bookbinding,  printing 
and  embroidery,  25  persons ;  4th  story,  manufacture  of  under¬ 
wear  and  toys,  34  persons;  5th  story,  manufacture  of  coats, 
leather  and  underwear,  69  persons;  6th  story,  manufacture 
of  sweaters  and  coats,  89  persons;  7th  story,  manufacture 
of  coats  and  cutting,  28  persons;  8th  story,  manufacture  of 
pants,  24  persons;  9th  story,  vacant  at  present  (vacant  floors 
to  have  occupancy  permited  by  capacity  of  interior  stairs)  ; 
EQUIPPED  w’th  a  fire  alarm  signal  system;  EXITS:  two 
interior  fireproof  stairways,  extending  from  the  first  story 
to  roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors 
at  openings ;  an  exterior  screened  stairway  on  the  rear  of 
the  building,  having  fireproof  openings  along  the  course 
thereof,  extending  from  the  roof  to  the  rear  yard,  with 
EGRESS  from  the  termination  of  the  exterior  screened 


stairway  by  means  of  open  yards  of  adjoining  premises 
west,  north  and  south  and  thence  through  buildings  to  strei 
ROOFS  of  adjoining  buildings:  to  north,  six  stories  lowe 
to  south,  three  stories  lower ;  and 
Whereas,  petitioner  requests  the  acceptance  of  the  existi 
means  of  egress  from  the  termination  of  the  exteri 
screened  stairway ;  and  I 

Whereas,  the  labor  department  in  relinquishing  jurisd: 
tion  on  the  assumption  of  authority  by  the  fire  departme* 
in  1916,  accepted  this  means  of  egress;  and 

Whereas,  the  exterior  fire  escape  conforms  to  the  lab 
law  in  all  respects  other  than  the  termination  at  yard  lev 
Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  requirements  of  the  lab 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  on 
so  far  as  it  affects  egress  from  termination  of  rear  fi 
escape,  on  condition  that  the  rear  fire  escape  shall  termina 
in  the  open  yard  of  the  adjoining  premises  to  the  nort 
with  egress  therefrom  through  building  direct  to  Stant* 
street,  on  condition  that  the  requirements  of  the  labor  la 
shall  otherwise  be  complied  with;  that  the  occupancy  sh; 
not  exceed  the  legal  capacity  of  the  interior  stairway,  at 
that  the  building  be  not  increased  in  height  or  area. 


204-30-S.  j 

PETITIONER — Croker  National  Fire  Prevention  Enginee 
ing  Co.,  for  Edbro  Realty  Co.,  owner. 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  ord 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 11  West  17th  street,  Manho 
tan.  I  1 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(204-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineerii 
Co.,  for  Edbro  Realty  Co.,  owner,  filed,  March  19,  1930, 
petition  for  a  variation  from  the  requirements  of  the  lab 
law,  as  cited  in  an  order  and  a  decision  of  the  fire  commi 
sioner,  affecting  premises  11  West  17th  street,  Borough 
Manhattan;  and 

Whereas,  the  order  of  die  fire  commissioner,  dated  M;, 
28,  1929  (Order  No.  56752-LD),  reads: 

“1.  Arrange  the  exterior  screened  stairway  at  re 
of  building  serving  as  a  required  means  of  egress 
that  same  will  conform  to  Sec.  268  of  the  Labor  La^ 
“(a)  No  independent  passageway  from  rear  stair 
street.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  render* 
March  4,  1930,  reads : 

“Re — Premises:  11  West  17th  Street,  Borough  of  Ma: 
hattan. 

“This  will  reply  to  your  letter  of  February  21st,  193 
in  which  you  state  you  have  been  retained  by  the  own 
to  appeal  from  violation  56752-LF,  but  the  Board  < 
Standards  and  Appeals  has  refused  to  accept  due  to  tl 
fact  that  more  than  20  days  have  elapsed  since  tl 
date  of  issuing  the  order  and  would  request  we  rescii. 
and  reissue  the  order  of  a  later  date.  I 

“It  is  our  conclusion  that  your  request  must  1 
denied. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION, 
“BY  (S)  PETER  C.  SPENCE,  CHIEF 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in  heigl 
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27  ft.  by  89  ft.  in  area  at  first  story  and  27  ft.  by  83  ft.  in 
irea  above;  OCCUPIED:  cellar,  boiler  room  and  storage,  3 
persons;  1st  story,  store,  7  persons;  2nd  story,  printing  and 
stationery,  5  persons ;  3rd  and  4th  stories,  vacant  at  present 
only;  5-th  story,  printing  and  manufacturing  men’s  clothes,  8 
arsons;  6th  story,  manufacture  of  lampshades,  12  persons; 
rth  story,  manufacture  of  ladies’  belts,  2  persons;  8th  story, 
nanufacture  of  pocketbooks,  15  persons;  9th  story,  manu¬ 
facture  of  men’s  clothes,  12  persons;  10th  story,  manufacture 
if  novelties,  10  persons ;  11th  story,  manufacture  of 
doll  clothes  and  ladies’  dresses,  12  persons;  12th  story, 
manufacture  of  novelties,  20  persons;  EQUIPPED  with  a 
jprinkler  system  and  a  fire  alarm  signal  system ;  EXITS :  an 
interior  steel  strings,  risers  and  slate  treads  stairways,  ex- 
ending  from  the  first  story  to  roof,  enclosed  in  fireproof 
jartitions,  with  fireproof  doors  at  openings;  an  exterior 
creened  stairway  on  -the  rear  of  the  building,  having  fire- 
jroof  openings  along  the  course  thereof,  extending  from 
he  roof  to  the  first  story  mezzanine  level,  with  EGRESS 
rom  the  termination  of  the  exterior  screened  stairway  by 
neans  of  a  fireproof  passageway  leading  to  the  main  stairs 
>f  the  building ;  ROOFS  of  adjoining  buildings :  to  east, 
line  stories  lower ;  to  west,  eight  stories  lower ;  and 

Whereas,  petitioner  contends  that  the  building  was  erected 
n  1907  and  that  the  egress  from  the  termination  of  the 
xterior  screened  stairway  was  arranged  as  at  present  in  ac- 
ordance  with  the  resolution  of  the  board  of  review,  which 
eferred  to  Item  No.  2  of  order  of  labor  department,  photo 
'Jo.  3802,  and,  also,  in  accordance  with  the  building  depar-t- 
nent  alteration  application  No.  801-19,  and  signed  off  as 
ompleted  and  the  violation  dismissed  by  both  departments ; 
nd 

Whereas,  the  board  of  review  of  the  fire  prevention 
•ureau  under  date  of  November  12,  1919,  accepted  the  exist¬ 
ing  condition,  and  the  bureau  of  buildings,  under  Alt.  App. 
Jo.  801-1919,  accepted  it  as  indicating  compliance. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  labor 
ivv,  and  that  the  petition  be  and  it  hereby  is  granted,  ratify- 
ig  the  action  of  the  board  of  review  of  the  fire  prevention 
ureau,  on  condition  that  the  stipulations  in  said  resolution 
hall  be  complied  with,  and  in  addition  thereto  there  shall  be 
rovided  at  the  intermediate  landing  of  fire  escape  between 
rst  and  second  stories  a  drop  ladder  in  guides  terminating 
l  yard  of  premises  immediately  to  the  west ;  that  the  occu- 
ancy  shall  not  exceed  the  legal  capacity  of  the  interior 
leans  of  exit. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

84-29-SA. 

’ETITIONER — James  Kearney,  for  Automatic  Burner 
Corp.,  owner. 

UBJECT — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
-PPEARANCES — 

For  Petitioner:  James  Kearney. 

For  Administration:  None. 

CTION  OF  BOARD — Report  of  fire  department  adopted 
and  appliance  approved. 

HE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 

APPLIANCE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 5 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 

(684-29-SA) 

Whereas,  James  Kearney,  for  Automatic  Burner  Corp., 
■vner,  filed,  November  25,  1929,  a  petition  with  the  board 
:  standards  and  appeals  for  approval  of  their  device  known 
•the  ABC  Oil  Burner,  Type  H ;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 


for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  tire  prevention  dated  May  6,  1930,  recommends  the  ap¬ 
proval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  A  B  C  Oil  Burner, 
1  >  pe  H,  for  all  installations,  when  installed  in  accordance 
with  the  fuel  oil  rules  of  the  board  of  standards  and  appeals 
and  in  conformity  with  the  report  of  the  chief  of  the  bureau 
of  fire  prevention. 


801-28-SA. 

PETITIONER — Cornell  Utilities  Co.,  Inc.,  for  American 
Nokol  Corp.,  owner. 

SUBJECT— Noiseless  Nokol,  Model  “G,”  Oil  Burner,  ap¬ 
proval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD— Report  of  fire  department  adopted 
and  appliance  approved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVF 

APPLIANCE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 5 

Negative  .  q 

Absent  .  n 

THE  RESOLUTION— 

(801-28-SA) 

Whereas,  Cornell  Utilities  Co.,  Inc.,  for  American  Nokol 
Corp.,  owner,  filed,  October  20,  1928,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  device 
known  as  the  Noiseless  Nokol,  Model  “G,”  Oil  Burner ;  and 
Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  May  6,  1930,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Noiseless  Nokol, 
Model  “G,”  Oil  Burner  for  use  in  all  installations,  when 
installed  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals  and  in  conformity  with  the  report 
of  the  chief  of  the  bureau  of  fire  prevention. 


637-29-SA. 

PETITIONER— The  Messer  Co..  Inc.,  owner. 

SLIBJECT — Merco  Oil  Burner,  approval  of 

APPEARANCES— 

For  Petitioner :  Neil  Fisk. 

For  Administration :  None. 

ACTION  OF  BOARD — Report  of  fire  department  adopted 
and  appliance  approved. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVF 
APPLIANCE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott . '  5 

Negative  .  q 

Absent  .  .  0 

THE  RESOLUTION—  . 

(637-29-SA) 

Whereas,  The  Messer  Co.,  Inc.,  owner,  filed,  October 
26,  1929,  a  petition. with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Merco  Oil  Burner  • 
and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  May  13,  1930,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Merco  Oil  Burner 
for  all  installations,  when  installed  in  accordance  with  the 
fuel  oil  rules  of  the  board  of  standards  and  appeals  and  in 
conformity  with  the  report  of  the  chief  of  the  bureau  of 
fire  prevention. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO 

[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals 
on  Friday,  June  6,  1930,  at  10  a.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  Rules  3  &  4  of  “Stand¬ 
pipe” — “Fire  Line”  Rules. 

Matter  in  italics  is  new.  Matter  in  brackets  [  ]  is  old 

matter  to  be  omitted. 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
There  shall  be  an  [The]  engineer,  superintendent  or  persons 
in  charge  of  the  standpipe-fire  line  system  in  all  buildings 
exceeding  eighty-five  feet  in  height  who  shall  be  registered, 
and  submit  to  an  examination  in  the  Fire  Department.  Upon 
evidence  of  fitness  to  properly  operate  and  maintain  the  stand¬ 
pipe  system  he  shall  be  granted  a  Certificate  to  that  effect. 
The  certificate  shall  contain  the  full  name  and  a  small 
photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
exceeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 
ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept 


“STANDPIPE”  -  “FIRELINE”  RULES 

in  perfect  working  order,  and  at  least  once  a  month  tli 
person  holding  certificate  of  fitness  shall  make  a  thoroug 
inspection  of  all  the  fire  appliances  to  see  that  they  are  i. 
perfect  working  order  and  ready  for  immediate  use  by  th 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  day 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  L 
the  use  and  practice  of  all  auxiliary  fire  appliances.  . 
detailed  record  of  each  inspection  shall  be  kept  on  tl 
premises  for  examination  by  a  representative  of  the  Fir' 
Department.  Bl 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  i 
height  shall  be  [subject  to  a  flow  test  with  a  pressure  of  nc 
less  than  50  lbs.  at  the  top  floor  outlet,  at  least  once  in  ever 
two  years,  test  to  be  conducted  in  the  presence  of  a  repre 
sentative  of  the  Fire  Department.]  subjected,  on  order  of  th 
Fire  Department  but  at  least  once  every  two  years,  to 
pressure  test  of  fifty  pounds  in  excess  of  the  pressure  due 
the  water  in  the  standpipe.  This  test  to  be  applied  to  tl 
standpipe  and  fittings  in  such  manner  as  to  prove  their  sui 
ability  for  the  use  of  the  Fire  Department;  there  shall  dk\ 
be  such  flow  tests  as  to  prove  the  standpipe ,  line  valve 
check  valves  and  Siamese  connections  are  free  from  obstru 
tion  and  are  workable.  These  tests  to  be  conducted  by 
representative  of  the  owner  of  the  premises,  at  the  ownet 
risk,  who  shall  notify  the  Fire  Department  at  least  fort 
eight  hours  prior  to  the  tune  of  conducting  the  test. 


RULES 

. . . 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  Octob 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issuj 
subsequent  to  October  1,  1916,  a  report  shall  be  made  1; 
the  superintendent  of  buildings  to  the  fire  commission 
stating  whether  the  work  done  complies  with  the  ord: 
of  the  State  Labor  Department,  with  the  order  of  the  fi1 
commissioner,  or  with  the  provisions  of  the  State  Lab 
Law,  as  the  case  may  be. 


CONCRETE  RULES 

USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


l-lj/2-3  Mix,  4  pounds  of  hydrated  lime  per  bag  < 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  • 
cement. 

1-2 Yi-b  Mix,  6  pounds  of  hydrated  lime  per  bag 
cement.  j 

For  hand  mixed  concrete,  the  hydrated  lime  and  Po: 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  i 
to  be  deposited  under  water. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenien. 
in  notifying  property  owners,  he  can  obtain  such  cop> 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  t 
three  cents  each,  postage  to  be  added  if  the  forms  are  i 
be  supplied  by  mail. 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 

30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
me  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
In  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (%)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(254)  inches  of  1:2*6  :5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  (54)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (254)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1. 
1917.) 

Rule  4.  Ceiling  Covering.  Anji  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
n  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell- 
ng  stations: 

(a)  One-half  (54)  inch  plaster  boards,  or  three- 
eighths  (54)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  wrhen 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers: 

(b)  Two  thicknesses  of  one-quarter  (54)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (16)  inches  on  centers,  or  nailed  to  furring 


strips,  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (54)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to.  wood  floor,  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

.  Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

.  Where  necessary  for  protection  against  mechanical 
mjury,  the  fire-re.tarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

.  Rule  8..  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after.  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil. selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof.  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall,  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 


(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  ^16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (54)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 

than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  inch  wood  sheathing, 

one-half  (54)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (%)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (%)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud.  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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APPLIANCES 


FUEL  OIL  BURNERS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Burner  Calendar  No. 

♦A.  B.  C.  Oil  Burner .  1295-24-SA 

♦Aetna  Automatic  Oil  Burner .  1547-23-SA 

♦Aladdin  Oil  Burner .  298-26-SA 

♦Alexander  Oil  Burner .  65-28-SA 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

♦Arcoil  Heat  Machine .  632-26-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-SA 

♦Baker  Automatic  House  Heating  Burner -  1323-22-SA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-22-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

♦Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

♦Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

♦Berggren  Oil  Burner .  764-26-SA 

Best  Calorex  Burner .  1464-21-SA 

♦Bettendorf  Oil  Burner .  731-28-SA 

Burnwell  Mechanical  Burner .  957-22-SA. 

♦Caloroil  Burner — Type  AA .  1361-24-SA 

♦Carborundum  Burner .  571-29-SA 

♦Carter-Korth  .  54-30-SA 

♦Century  Oil  Burner .  P57-28-SA 

♦Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

♦Combustion  Fuel  Oil  Burner .  1105-22-SA 

♦Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

♦Commonwealth  Oil  Burner .  348-28-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Crescent  Oil  Burner .  222-28-SA 

♦Crown  Oil  Burner,  Type  XA .  426-29-SA 

♦Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

♦Dahl  Vaporizing  Oil  Burner .  915-2G-SA 

♦Dist-o-matic  Oil  Burner .  663-28-SA 

♦Doherty  Oil  Burner .  943-20-SA 

♦Eisler  Automatic  Oil  Burner .  481-27-SA 

♦Electrol  Automatic  Oil  Burner .  259-25-SA 

Enco  Burner .  1414-23-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

♦Espo  Oil  Gas  Burner .  1431-23-SA 

♦Faultless  Oil  Burner .  493-24-SA 

Fess  Turbine  Burner .  26-22-SA 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 

O .  1094-27-SA 

♦Foster  Oil  Burner .  715-26-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

♦Franklin  Domestic  Oil  Burner .  560-26-SA 

♦Fuelo  Oil  Burner .  47-30-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

♦Gill  Oil  Burner .  1231-23-SA 

♦Goodspeed  Automatic  Oil  Burner .  957-27-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

♦Gulf  Oil  Burner .  382-2G-SA 

Hammel  Oil  Burner .  1278-21-SA 

♦Hardinge  Oil  Burner  and  Pump  Set .  813-25-SA 

♦Hart  Automatic  Oil  Burner .  1162-24-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner -  88-27-SA 

♦Heatiator  Oil  Burner .  1346-23-SA 

Holby  Oil  Burner .  328-27-SA 

♦Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

♦Homer  Domestic  Oil  Burner . . .  1211-25-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

♦International  Oil  Burner .  1305-24-SA 

♦Johnson  Improved  Rotary  Fuel  Oil  Burner..  938-22-SA 

Joyce  Oil  Burner .  853-26-SA 

•K.'F.  C.  Oil  Burner .  846-25-SA 

♦Kleen  Heet  Oil  Burner .  62-24-SA 

♦Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  i55-20-SA 


*  Used  mainly  in  domestic  installations. 


Name  of  Burner  Calendar  No 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

♦May  Oil  Burner .  68-24-SA 

♦Mayflower  Oil  Burner .  124-29-SA 

♦Mcllvane  .  544-29-SA 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

♦Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

♦Moussette  Oil  Burner .  887-26-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

♦National  Rotary  Oil  Burner .  836-25-SA 

♦New  Process  Oil  Burner .  1071-27-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

♦Nokol  Automatic  Heater .  1078-24-SA 

North  American  Low  Pressure  Oil  Burner..  792-26-SA 

♦Nu-Way  Oil  Burner .  773-20-SA 

♦Orr  Fuel  Oil  Burner .  113-28-SA 

♦Paramount  Oil  Burner .  1193-25-SA 

♦Pascoe  Oil  Burner  and  Pump  Set .  1029-26-SA 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner .  161-26-SA 

Petro  Mechanical  Burner  and  Air  Register..  735-24-SA 

♦Petro  Burner,  Model  0 .  78-28-SA 

♦Piatt  Oil  Burning  Water  Heater .  737-29-SA 

♦Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Burner  .  644-21-SA 

♦Powerlight  Oilheat  Burner .  628-23-SA 

Quinn  Oil  Burning  Equipment .  867-21-SA 

♦Rayfield  Oil  Burner .  504-28-SA 

Ray  Rotary  Fuel  Oil .  504-23-SA 

♦Re-Ly-On  Oil  Burner .  745-20-SA 

♦Remington  Oil  Burner .  891-26-SA 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-28-SA 

♦Rickard  Oil  Burner .  1011-27-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

♦Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

♦Schulse  Home  Oil  Burner .  1487-23-SA 

♦Security  Oil  Burner .  56-28-SA 

♦Silent  Automatic  Oil  Burner .  458-26-SA 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-SA 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-SA 

Steam  Oil  Burner .  183-22-SA 

♦Stroud-in-the-Door  Burner .  129-27-SA. 

♦Stuhler  Oil  Burner .  G18-27-SA 

♦Summerheat  Oil  Burner .  581-26-SA 

♦Sundstrand  Automatic  Oil  Burner .  705-26-SA 

♦Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Surface  Combustion  Low  Pressure  Burner..  92-23-SA 

♦Sword  Automatic  Oil  Burner .  951-25-SA 

♦Tabor  Automatic  Oil  Heaer,  Type  “D” .  778-28-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

♦Timken  Oil  Burner,  Model  20 .  287-28-SA 

♦Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner....  123-23-SA 

♦Torridheat  Oil  Burner .  63-28-SA 

♦Uni-Lec-Tric  Oil  Burner .  498-29-SA 

♦United  States  Oil  Burner .  620-28-SA 

♦Universal  Fuel  Oil  Burner .  6-24-SA 

♦Vesta  Oil  Burner .  451-26-SA 

♦Volcano  Automatic  Oil  Burner .  556-29-SA 

♦Wayne  Oil  Burner  Pump  and  Fan  Set .  1155-25-SA 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-SA 

♦Winslow  Industrial  Burner .  19-25-SA 

York  Automatic  Oil  Burner .  4 4-29- S- 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

29- 27- A — 39  Fifth  avenue,  Manhattan. 

30- 27- A — 13-16  Central  Park  West,  Manhattan. 

U-27-A — 20-28  West  72nd  street,  Manhattan. 

12-27-A — 242-248  West  76th  street,  Manhattan. 

i4-29-A  11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

10-22-SA — Crocker  Gas  Valve,  approval  of. 

19-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

\3  22-SA — Anti-Syphon  Valve,  approval  of. 

10-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

'9-22-SA — Coen  Oil  Burner,  approval  of. 

-7-23-SA  — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

4- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
j-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

1- 23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

2- 23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 

proval  of. 

5- 23-SA — Win.  E.  Toelle  Manual  &  Automatic  Ga* 

Shut-Off  Valve,  approval  of. 

.9-23  S A  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

7-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

3- 23-SA — Automatic  Gas  Shut-Off,  approval  of. 

5-23-SA — rilman-White  Gas  Cut-Off  Valve,  approval 
of. 

S-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

3-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1- 23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

2- 24-SA— Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

5-24-SA  V  ills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

f-24-SA — Milnes  Oil  Burner,  approval  of. 

1-24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of 
i-24-SA— Salvo  Fire  Extinguisher,  approval  of. 

1-24-SA  Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
•-24-SA — Smolensky  Check  Valve,  approval  of. 

>-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

•-25- S A  Phister  Carbon  1  etrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-23- S A — Koerting  Gear  Pump,  approval  of. 

-25-SA— Palmer  Gravity  Lock,  approval  of. 

:-26-SA— Signal  Weatherproof  Bells,  approval  of. 

-26-S A — Kork-n-Seal,  approval  of. 

-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 


484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 
187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-2 1 -SA — Holby  Oil  Burner,  approval  of. 

537-2 1 -S A  Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA  Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27 -S A  Romec  Rotary  Pump,  approval  of. 
1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Val  ve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

801-28-SA  Model  “G”  Nokol  Burner,  approval  of. 

958-28-SA— N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

163-29-SA— Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

209- 29-SA  A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA  A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29-SA  Kennedy  2H-Inch  Hose  Outlet  Valve  Type 
“A,”  approval  of.  P 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

510-29-SA  Hercules  Oil  Burner,  approval  of. 

535-29-SA-Croker  2^-Inch  Pressure  Reducing  Valve  ap¬ 
proval  of. 

591-29-SA  Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA  Electromatic  Oil  Burner,  approval  of. 

63 / -29-SA  Merco  Oil  Burner,  approval  of. 

684-29-S A  A  B  C  Oil  Burner,  Type  “H,”  approval  of. 

7 15-29- S A  Super  Automatic  Oil  Heater,  approval  of. 

4  ‘  -30-SA  Fuelo  Oil  Burner,  approval  of. 

O4-30-SA— Carter-Korth  Oil  Burner,  approval  of. 


•  i  /  »>  irie  ixeser  ve 


.  - -  wrr  cases  upon 

Which  action  by  the  board  has  been  deferred  pending  com - 

mil  he  reports,  of  this  board,  court  or  department  actions 
and  wttt  remain  thereon  until  the  aforesaid  reports,  court 
■  or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 

<  ue  ,whce  °f  the  date  set  f°r  bearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  May  14,  1930 .  327 

Restored  to  calendar .  24 

Miscellaneous  Appijcations. 

Requests  to  reopen .  85 

Requests  to  amend .  9 

Requests  for  modification .  12 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  34 

Requests  for  extension  of  permit .  2 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  16 

Administrative  requests .  0 

Requests  for  interpretation .  o 

Total  .  901 

Disposed  of .  529 

Cases  pending  May  14,  1930 .  372 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition .  1 

Appliances  approved . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied. . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted - _ . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . . . 

Requests  withdrawn  or  dismissed . 

Total  .  ? 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  In  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  t 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  t 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  faili 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative  o 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petiti 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  1 
appellant  or  petitioner  to  file  necessary  data,  or  by  a 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  i 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pla 
and  data  required  by  law  are  supplied,  as  specified  on  t 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL 
LETIN  OF  THE  BOARD  OF  STANDARDS  A  ND  APPEALS.  Please  mail  f  HE  BULLETIN  tc 

Name . 

Street . 

P.O . . 


My  subscription  is  to  begin  with  the  issue  for 
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DIRECTORY 

» 

BOARD  OF  STANDARDS  AND  APPEALS 

WILLIAM  E.  WALSH,  Chairman 
Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


)ffice — Municipal  Building,  Rooms  1001  to  1015. 

'elephone — Worth  0184. 

)ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

Ill  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  May  20,  1930,  10  A.  M. 

Minutes  of  Regular  Meeting,  May  20,  1930,  2  P.  M. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  “Standpipe”  -  “Fireline”  Rules. 

Concrete  Rules. 

Fuel  Oil  Burners  Approved. 

Reserve  Calendar. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,.  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  May  27,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  3,  1930,  at  2  o’clock. 

The  Clerk's  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  b« 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  the*« 
directions. 

William  E.  Walsh,  Chairman 
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DOCKET. 

New  Cases  Filed  up  to  May  21,  1930. 

Cal.  No.  Department.  Premises  Affected. 

3 39 -30- A . F.D . 42-48  E.  20th  st.,  Man., 

-  F-74148  &  F-74150 

338-30-S . F.D . 42-48  E.  20th  St.,  Man., 

L.  D.  74151,  L.  D.  74152  & 

- -  L.  D.  74153 

387-30- A . F.D . 41-45  Cooper  sq.,  Man., 

■  — -  L.  C.  58083 

336-30- A . F.D . 1-17  Cooper  sq.,  Man., 

-  L.  C.  58082 

335-30-A . F.D . 12  E.  48th  st.,  Man., 

-  L.  D.  61600  &  L.  D.  61599 

334-30- A . F.D . 117-125  W.  14th  st.,  Man., 

- - -  Applic.  3864-28 

333-30- A . F.D . 33-43  E.  33rd  st.,  Man., 

-  F-74101 

332-30-S . F.D . 21-23  Grattan  st.,  Bklyn., 

-  L.  D.  64985 

33 1-30- S . F.D . 144  E.  74th  st.,  Man., 

-  L.  D.  72385 

330-3O-A . F.D . 1072-1092  Atlantic  ave.,  Bklyn., 

-  F- 70002 

329-30-A . F.D . 29-39  S.  5th  st.,  Bklyn., 

— - -  L.  C.  29149 

328-30- A . F.D . 2306  Decatur  st.,  Bklyn., 

-  L.  C.  25824 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

fl.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  27,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

23-30-BZ. 

APPLICANT — Maxwell  Schantz,  for  Sophie  Epstein, 
owner. 

PREMISES — 860  Fourth  avenue,  northwest  corner  of  31st 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occu¬ 
pancy  from  a  private  garage  for  the  storage  of 
three  (3)  motor  vehicles  to  a  motor  vehicle  repair 
shop. 

122-30-BZ. 

APPLICANT — George  .1.  Lobenstein,  for  Margaret  Leonard 
and  Giovanna  Loschiavo,  owners. 

PREMISES — South-west  corner  of  Sheridan  avenue  (163rd 
avenue)  and  Jamaica  Bay  boulevard  (Woodhaven 
avenue),  Shellbank  Basin,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


178-30-BZ. 

APPLICANT — John  Joe  Carroll,  for  Teresina  Grilli 
owner. 

PREMISES — 31-33  Olive  place  and  2119-2123  Atlantic  ave 
nue,  northeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 

194-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Natessie  Realty  Corp. 
owner. 

PREMISES — 108  Clarke  place,  southeast  corner  of  Waltor 
avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zon< 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  of  part  of  the  basement  storj 
of  an  existing  apartment  house  from  dwelling  us< 
to  stores. 

222-30-BZ. 

APPLICANT — Benjamin  Traktman  and  Li'bbie  Traktman 
owners. 

PREMISES — 217-231  Pacific  street,  north  side,  50  ft.  wesl 
of  Boerum  place,  through  to  234  Atlantic  avenue 
south  side,  163  ft.  west  of  Boerum  place,  Brooklyn 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  maintenance  ol 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


MAY  27,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

70-30-A — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

81-30-A — 506-508  East  118th  street,  Manhattan. 

104-30- A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

159-30- A — 31  Nassau  street,  northwest  corner  of  Cedar 
street,  Manhattan. 

138-30-A — 400-404  West  25th  street  and  243-245  Ninth  ave¬ 
nue,  southwest  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  27, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  or 
the  following  matters : 

cal.  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7 g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall 
owner,  to  permit  in  a  business  diatrid 
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the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

al.  no.  724-29-BZ — Application,  December  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  applicant, 
on  behalf  of  Beam  Holding  Corp., 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street,  The  Bronx. 

\l.  no.  118-80-BZ — Application,  February  14,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sadye  Hydecker,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  Allerton  avenue  and  East- 
chester  road,  The  Bronx. 

|\l.  no.  157-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Larry  Meltzer,  applicant, 
on  behalf  of  Elizabeth  Schrank,  owner, 
to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the 
alteration  and  change  of  occupancy  of 
part  of  the  first  story  of  an  existing 
building  from  a  two  (2)  car  garage 
(accessory  use)  to  a  store;  premises 
1601  Avenue  U,  northeast  corner  of  East 
16th  street,  Brooklyn. 

tL.  no.  90-29-BZ — Application,  February  13,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  on 
behalf  of  Vincent  Scuderi,  owner,  to 
permit  in  a  business  district  the  erec- 
tion  and  maintenance  of  a  building  to 
be  used  for  automobile  showroom, 
garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop ; 
premises  southeast  corner  of  Roosevelt 
avenue  and  63rd  street,  Woodside,  Bor¬ 
ough  of  Queens. 

l 

l.  no.  120-30-BZ — Application,  February  17,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Doyle,  applicant,  to 
permit  in  a  residence  district  the  altera¬ 
tion,  extension  and  conversion  of  occu¬ 
pancy  of  first  story  from  residence  use 
to  business  use ;  premises  45-10  50th  ave¬ 
nue  (Gould  avenue),  south  side,  80  ft.' 

i  west  of  46th  street,  Woodside,  Borough 

of  Queens. 

l.  no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

l.  no.  205-30-BZ — Application,  March  19,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  Schreiber,  Myers  &  Buchter,  appli¬ 
cants,  on  behalf  of  Edward  Machson 
and  Mary  Machson,  owners,  to  permit 
in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  first 
story  of  an  existing  apartment  house 
from  dwelling  to  business  use  (stores)  ; 
premises  1215  Grand  concourse,  north¬ 
west  corner  of  East  167th  street,  The 
Bronx. 

William  E.  Walsh,  Chairman, 


MAY  27,  1930,  2  P.  M. 

Petitions  for  Variations. 

69-30-S — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 
225-30-S — 228-232  West  41st  street  and  219-229  West  40th 
street,  Manhattan. 

141-30-S — 842-846  Broadway,  140-146  Fourth  avenue  and 
65-87  East  13th  street,  Manhattan. 
196-30-S — 544-546  West  43rd  street,  Manhattan. 

117-30-S — 254-256  West  31st  street,  Manhattan. 

137-30-S — 29  East  21st  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA— Pratt  &  Cady  Class  “A”  2J4-Inch  Hose  Out, 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2J4-Inch  Hose  Out¬ 

let  Valve,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  3,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

693-29-BZ. 

APPLICANT — Charles  Forrester,  for  Mrs.  James  Whelan, 
owner. 

PREMISES — 3129-3131  Bailey  avenue,  west  side,  206.09  ft. 
south  of  West  233rd  street,  The  Bronx. 

APPLICATION,  under  sections  7a,  7g  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

212-30-BZ. 

APPLICANT — Maximilian  Zipkes,  for  West  95th  Street 
Corp.,  owner. 

PREMISES — 38  Fort  Washington  avenue,  northeast  corner 
of  West  160th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  in  the  first  story  of  a  tenement  house. 

145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfeld, 
owner. 

PREMISES — South  side  of  East  164th  street,  from  Walton 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residence  building,  the  cellar  to  be  used 
in  part  for  business  purposes. 

592-29-BZ. 

APPLICANT— ‘-Spencer  &  Iserman,  for  Thwaites  Place, 
Inc.,  owner. 
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PREMISES — 1420  Jerome  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  operation  and  main¬ 
tenance  of  an  extension  to  an  existing  wet  wash 
laundry  building  (previously  denied). 


JUNE  3,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

144-30-A — Southeast  corner  of  Crown  street  and  Albany 
avenue,  Brooklyn. 

152-30-A — 106-114  East  38th  street,  Manhattan. 

174-30- A— 210-224  East  146th  street,  southeast  corner  of 
Park  avenue,  The  Bronx. 

200-30- A — 97-103  East  Houston  street,  Manhattan. 

211-30- A — 12-14  West  21st  street,  Manhattan. 

215-30-A — 1784-1790  Broadway,  southeast  corner  of  West 
58th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  June  3, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  158-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

cal.  no.  170-29-BZ — Application,  March  16,  1930,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Jno.  B.  Snook  Sons,  ap¬ 
plicant,  on  behalf  of  Durfey  Estate, 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
from  a  motor  vehicle  repair  shop  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  274-278  Wyckoff 
street,  Brooklyn. 

cal.  no.  723-29-BZ — Application,  December  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Angelo  Curreri,  owner,  to 
permit  in  a  residence  use  district  the 
installation  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  261-267 
Sheridan  avenue,  southeast  corner  of 
Conduit  boulevard,  Brooklyn. 

cal.  no.  116-30-BZ — Application,  February  14,  1930,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  of  John  J.  Dunnigan,  applicant, 
on  behalf  of  Conward  Realty  Corp., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  conversion  of  occu¬ 
pancy  of  part  of  basement  and  first 
story  of  an  existing  apartment  house 
from  dwelling  to  business  use  (stores) ; 
premises  154  East  170th  street  and  1401 
Grand  concourse,  southwest  corner,  The 
Bronx. 

cal.  no.  165-30-BZ — Application,  March  8,  1930,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  William  Richter,  applicant 
on  behalf  of  Mirdan  Realty  Co.,  owner 
to  permit  in  a  residence  use  and  “E’ 
area  district  the  erection  and  mainte¬ 
nance  of  a  business  building  and,  also 
the  omission  of  the  setback  from  the 
building  line  as  required  by  the  building 
zone  resolution ;  premises  1602  Avenue 
J  and  1001-1009  East  16th  street,  south¬ 
east  corner,  Brooklyn. 

cal.  no.  180-30-BZ — Application,  March  13,  1930,  under  sec 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  William  Shary,  applicant 
on  behalf  of  205  West  101st  Stree 
Realty  Corp.,  owner,  to  permit  the  ex 
tension,  from  an  unrestricted  distric 
into  a  business  district,  of  a  proposee 
garage  for  the  storage  of  more  that 
five  (5)  motor  vehicles;  premises  20! 
West  3  01st  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


JUNE  3,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

738-29-A— 35  East  125th  street,  Manhattan. 

110-30-A— 43-49  West  22nd  street  and  56-62  West  23n 
street,  Manhattan. 

15 1-30- A — 10-44  45th  avenue,  Long  Island  City,  Borougi 
of  Queens. 

94- 30- A — 16-18  East  43rd  street  and  13  East  42nd  stree' 

Manhattan. 

95- 30- A — 141  West  42nd  street  and  138-142  West  43r 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  afternoon,  June 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  o 
the  following  matters : 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  undf 
section  21  of  the  building  zone  resoli 
tion,  of  Metwood  Holding  Corp.,  appl 
cant  and  owner,  to  permit,  partly  in 
business  district  and  partly  in  a  res 
dence  district,  the  erection  and  maintr 
nance  of  a  four-story  factory  building 
premises  1513-1561  38th  street,  northea 
corner  of  Dahill  road,  Brooklyn. 

cal.  no.  3-30-BZ — Application,  January  2,  1930,  under  se 
tion  21  of  the  building  zone  resolutio 
of  'Forrest  C.  Hirleman,  applicant,  < 
behalf  of  Ella  Booth,  owner,  to  perm 
in  a  residence  district  the  maintenam 
of  a  restaurant;  premises  2261  Lorir 
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place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

;al.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7 g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  idstrict  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 


al.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 

I  owner,  to  permit  in  a  residence  district 

the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

:al.  no.  123-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

al.  no.  188-30-BZ — Application,  March  15,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Red  Brick  Realty  Co., 
Inc.,  owner,  to  permit  the  extension, 
from  a  business  district  into  a  residence 
district,  of  a  proposed  business  use 
(stores)  ;  premises  306  Steinway  avenue, 
east  side,  200  ft.  south  of  Jamaica  ave¬ 
nue,  Long  Island  City,  Borough  of 
Queens. 

al.  no.  61-30-BZ — -Application,  January  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Annuncio  Ambrosio,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  246-26 
to  246-34  Sunrise  highway  and  138-16 
to  138-20  Washington  avenue,  southwest 
corner,  Rosedale,  Borough  of  Queens. 

\l.  no.  669-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Bushwick  Lumber  & 
Wood  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Sutphin 
boulevard  and  109th  road,  Jamaica,  Bor¬ 
ough  of  Queens. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  10,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

154- 30-BZ. 

A  PELICAN  1  Rubenstein  &  Rosling,  for  Vandee  Building 
Co.,  Inc.,  owner. 

PREMISES — Northwest  corner  of  Foch  boulevard  and 
Springfield  boulevard,  Queens  Hill  Manor,  Borough 
of  Queens. 

API  LICAPION,  under  section  21  of  the  building  zone 
resolution, 

IO  I  ERMI I  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

565-29-BZ. 

Al  1  LICAN 1  Morania  Sales  Co.,  for  Relton  Holding 
Corp.,  owner. 

PREMISES — -226-02  to  226-08  Merrick  road  and  134-11 
226th  street,  southeast  corner,  Laurelton,  Borough 
of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

155- 30-BZ. 

APPLICANT— Rubenstein  &  Rosling,  for  John  Sifferlen, 
owner. 

PREMISES — Northwest  corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough  of  Queens 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

182-30-BZ. 

APPLICANT— William  A.  Lacerenza,  for  Paras  Holding 
Corp.,  owner. 

PREMISES — 8918-8932  Fourth  avenue,  northwest  corner 
of  90th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

216-30-BZ. 

APPLICANT — J.  L.  Goldstone,  for  Dora  Harnett,  owner. 

PREMISES — 425-431  Hegeman  avenue,  north  side,  100  ft. 
east  of  Louisiana  avenue,  Brooklyn. 

APPLICATION,  under  section  7a  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  alteration  and 
extension  of  an  existing  poultry  slaughter  house. 


JUNE  10,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

243-30-A — 236-238  Fifth  avenue,  Manhattan. 

255-30-A — 12  West  40th  street,  Manhattan. 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provision! 
of  the  building  zone  resolution,  Tuesday  morning,  June  10 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  148-30-BZ — Application,  February  26,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
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behalf  of  Joseph  Goldberg,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  southwest  corner 
of  Hylan  boulevard  and  Lincoln  avenue, 
Grant  City,  Borough  of  Richmond. 

cal.  no.  694-29-BZ — Application,  December  2,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Otto  F.  Koehler,  Inc.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  14-22  Monroe 
avenue,  west  side,  111  ft.  south  of 
Fort  place,  St.  George,  Borough  of 
Richmond. 

cal.  no.  2-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  Solomon,  applicant,  on  be¬ 
half  of  St.  Johns  Place  Corp.,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  486-510  St.  Johns 
place,  south  side,  100  ft.  west  of  Classon 
avenue,  Brooklyn. 

cal.  no.  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


JUNE  10,  1930,  2  P.  M. 

Petition  for  Variation. 

142-30-S — 127-133  West  30th  street  and  128-136  West  31st 
street,  Manhattan. 


JUNE  17,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

177-30- A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

206-30-A — 56-58  Pine  street  and  26-28  Cedar  street,  Man¬ 
hattan. 

219-30-A — 30-32  East  20th  street,  Manhattan. 

225-30-A — 2-20  West  34th  street  and  1-29  West  33rd  street 
(west  side  of  Fifth  avenue,  33rd  to  34th 
streets),  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  17, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  679-29-BZ — Application,  November  20,  1929 ;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 


conversion  of  occupancy  of  the  baseme 
and  first  story  from  residence  to  bu: 
ness  use  (previously  denied)  ;  premis 
162  West  75th  street,  Manhattan. 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  und 
sections  7c  and  21  of  the  building  zoi 
resolution,  of  McCooey  &  Conroy t  a 
plicants,  on  behalf  of  Court  Squa 
Renting  and  Sales  Corp.,  owner,  to  pe 
mit  the  extension,  from  an  unrestricti 
district  into  a  business  district,  of 
garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles;  premises  83-! 
Boerum  place,  northeast  corner  ■ 
Pacific  street,  Brooklyn. 

William  E.  Walsh,  Chairman .] 


JUNE  17,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan. 
ards  and  appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  11 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  < 
the  following  matters : 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  und 
section  21  of  the  building  zone  resol 
tion,  of  Kramer  &  Kleinfeld,  applicanl 
on  behalf  of  Kuma  Investing  Corj 
owner,  to  permit  in  a  business  distri; 
the  erection  and  maintenance  of  a  gas 
line  service  station ;  premises  40-01 
40-09  Greenpoint  avenue,  southwest  co 
ner  of  Anable  avenue,  Long  Island  Cit 
Borough  of  Queens.  1  j 

cal.  no.  124-30-BZ — Application,  February  18,  1930,  und| 
section  21  of  the  building  zone  resol 
tion,  of  Maurice  Deiches,  applicant,  < 
behalf  of  Fleetwood  Building  Cor; 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station ;  premises  southea 
corner  of  Williamsbridge  road  and  Eas 
Chester  road,  The  Bronx. 

cal.  no.  130-30-BZ — Application,  February  20,  1930,  und 
sections  7c  and  21  of  the  building  zor, 
resolution,  of  W.  D.  J.  McCarthy,  a 
plicant,  on  behalf  of  Bliss  Estates,  In 
owner,  to  permit,  partly  in  a  busine 
district  and  partly  in  an  unrestrict* 
district,  the  erection  and  maintenan 
of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles;  premises  ea 
side  of  51st  street,  125  ft.  north 
Queens  boulevard,  Woodside,  Borouj 
of  Queens. 

1 1 

cal.  no.  573-29-BZ — Application,  September  20,  1929,  und 
section  21  of  the  building  zone  resol 
tion.  of  Bertram  G.  Eadie,  applicai 
on  behalf  of  Edward  Biggs,  owner, 
permit  in  a  business  district  the  erectk 
and  maintenance  of  a  gasoline  servi 
station;  premises  6  Haughwout  stre 
and  374-384  Jewett  avenue,  northwt 
corner,  Port  Richmond,  Borough 
Richmond. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  se 
tion  21  of  the  building  zone  resolutic 
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of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 


section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 


cal.  no.  599-29-BZ— Application,  October  3,  1929,  under  William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGUEAR  MEETING. 

TUESDAY  MORNING,  MAY  20,  1930. 

Present :  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  May  13,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  Tuesday  afternoon,  May 
13,  1930,  were  approved  as  printed  in  Bulletin  No.  20,  Vol. 
XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
738-29- A 

APPELLANT — Moore  &  Landsiedel,  for  Marsa  Holding 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 35  East  125th  street,  Manhat¬ 
tan 

!  APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  McPhee  of  bureau 
of  buildings. 

ACTION  OF  BOARD — Raid  over  to  June  3,  1930,  at  2 
p.  m.,  on  written  request  of  appellant. 


150-30- A. 

APPELLANT — Bernard  J.  Gillroy,  for  One  Wall  Street 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1-7  Wall  street,  72-86  Broad¬ 
way  and  1-11  New  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Bernard  J.  Gillroy  and  William  F. 
Conran. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1930,  at  10 
a.  m.,  so  that  device  may  be  presented  to  the  board 
for  approval. 


136-30-A. 

APPELLANT — Fiore  C.  Luongo,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 123  North  Portland  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Anthony  Luongo. 

For  Objectors:  Walter  J.  Di  Donato. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1930,  at  10 
a.  m.,  on  request  of  representative  of  the  superin¬ 
tendent  of  buildings  of  Brooklyn  awaiting  court’s 
decision. 


105-30-A. 

APPELLANT  Aloysius  G.  Weber,  adjoining  owner, 
against  Beatrice  A.  Gibbons,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  revocation  of  Permit  No.  11574-29, 
issued  by  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 222  East  31st  street,  Brooklyn 
APPEARANCES— 

For  Appellant :  Emil  Kreis  and  Nixon  A.  Porter. 
For  Owner:  Thomas  F.  Twyfort. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  REVOKE  PERMIT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  5 

Absent  .  n 

THE  RESOLUTION— 

(105-30-A) 

Whereas,  Aloysius  G.  Weber,  adjoining  owner,  against 
Beatrice  A.  Gibbons,  owner,  filed,  February  10,  1930,  an 
appeal  from  a  decision  of  the  superintendent  of  buildings, 
refusing  to  revoke  Permit  No.  11574-29,  affecting  premises 
222  East  31st  street,  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  4,  1929,  reads: 

“Concerning  your  letter  dated  Dec.  3,  1929,  with 

reference  to  building  No.  222  E.  31st  Street,  located'  at 

northwest  corner  of  Beverly  Road,  your  contention  as 
to  alleged  zoning  violation  does  not  seem  to  be  sub¬ 
stantiated  by  the  records  of  this  department. 

“The  first  permit  No.  2581/09  on  the  above  property 
was  issued  April  27,  1909,  and  provided  for  a  one-family 
apartment  and  office  on  the  first  floor  and  one-family  on 
the  2nd  floor. 

“On  October  23,  1929,  permit  No.  11574/29  was  is¬ 
sued  which  provided  for  the  lowering  of  the  office  floor 
to  the  street  grade  level,  the  construction  of  a  new  front 
for  the  office  and  for  the  erection  of  a  two-car  garage. 

“I  wish  to  call  your  attention  art.  2,  sec.  6  (a)  of 
the  Zone  Resolution  which  expressly  permits  the  altera¬ 
tion  of  a  building  built  prior  to  July  25,  1916,  in  which 
there  exists  a  non-conforming  use.  I  find  no  legal 
cause  for  complaint. 

“Very  truly  yours, 

“Signed — Thomas  P.  Flanagan, 
“Superintendent.” 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  20  ft.  by  100  ft.  in  area  at  first  story  and  20  ft.  by 
52  ft.  in  area  above;  OCCUPIED:  1st  story,  residence,  office 
and  two-car  garage;  2nd  story,  residence;  located  within  a 
residence  use  district;  and 

Whereas,  the  appellant  claims  the  original  building  was 
erected  in  1909;  the  builder  occupied  the  first  story  as  a  living 
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apartment  and  the  rear  room  as  his  private  office,  but  never 
as  a  real  estate  office  in  the  generally  accepted  sense;  the 
builder  died  September  28,  1915,  and  the  premises  ceased  to 
be  used  as  a  private  office  prior  to  the  enactment  of  the  zone 
resolution  in  1916;  under  such  conditions  the  appellant  con¬ 
tends  that  Permit  No,  11574-29,  issued  October  23,  1929,  by 
the  superintendent  of  buildings,  for  the  reconstruction  of  the 
rear  room  on  first  story  into  a  store  with  a  large  plate  glass 
show  window  and  entrance  door  at  street  level  is  in  violation 
of  section  6a,  6b  and  subdivisions  1,  2  and  3,  article  2  of  the 
building  zone  resolution;  the  alteration  is  unlawful  and  the 
permit  should  be  revoked;  and 

Whereas,  it  would  appear,  from  the  testimony  before  the 
board  and  from  documentary  evidence  submitted  by  the  rep¬ 
resentative  of  the  superintendent  of  buildings,  that  plans  and 
application  for  a  business  use  on  these  premises  were  filed  in 
1909  and  that  a  business  was  conducted  on  these  premises 
prior  to  July  25,  1916,  and  has  been  conducted  continuously 
thereon  to  the  present  date ;  that  the  superintendent  of  build¬ 
ings,  acting  under  the  authority  conferred  upon  him  by  law, 
accepted  and  approved  plans  for  an  alteration  of  the  por¬ 
tion  of  the  building  containing  the  business  use,  which  altera¬ 
tion  does  not  constitute  a  value  exceeding  50  per  cent  of  the 
value  of  the  existing  structure  exclusive  of  foundation,  and 
that  such  alteration  has  been  substantially  completed  in  ac¬ 
cordance  with  the  plans  filed ;  and 

Whereas,  the  board  deduces  from  this  evidence  that  the 
superintendent  of  buildings  has  acted  properly  within  the 
authority  conferred  upon  him  by  law. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
it  hereby  is  denied. 


BUILDING  ZONE  CASES. 

742-29-BZ. 

APPLICANT — Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 40-01  to  40-09  Greenpoint  ave¬ 
nue,  southwest  corner  of  Anable  avenue,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  M.  Kleinfeld. 

For  Opposition:  John  A.  Parks. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1930,  at  2 
p.  m.,  on  request  of  applicant. 

694-29-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Otto  F.  Koehler,  Inc., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 14-22  Monroe  avenue,  west  side, 
111  ft.  south  of  Fort  place,  St.  George,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Thomas  Nunley. 

For  Opposition :  M.  Lesslar,  John  A.  Cosgrove  and 
S.  A.  Smith. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


123-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Albermarle  Heights 
Building  Corp.,  owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 


tion  and  maintenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles  and,  also,  th 
installation  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 703-729  Gravesend  avenue,  eas 
side,  240  ft.  north  of  Ditmas  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  A.  H.  Rosenfeld,  Charles  Breit 
bart,  Maurice  Lefkort  and  Isidor  Buxbaum. 
ACTION  OF  BOARD — Laid  over  to  June  3,  1930,  at  : 
p.  m.,  on  written  request  of  applicant. 


124-30-BZ. 

APPLICANT — Maurice  Deiches,  for  Fleetwood  Buildinj 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintenden 
of  buildings),  under  section  21  of  the  building  zon 
resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  statior 

PREMISES  AFFECTED — Southeast  comer  of  Williams 
bridge  road  and  Eastchester  road,  The  Bronx. 
APPEARANCES— 

For  Applicant:  James  Bernson. 

For  Opposition :  Samuel  D.  Tomback,  Aldermai 
John  J.  Hanley  and  H.  E.  McKenzie. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1930,  at  i 
p.  m.,  on  request  of  applicant’s  representative. 


13O-30-BZ. 

APPLICANT — W.  D.  J.  McCarthy,  for  Bliss  Estates,  Inc. 
owner. 

SUBJECT — Application  (re  decision  of  the  superintenden 
of  buildings),  under  sections  7c  and  21  of  the  build 
ing  zone  resolution,  to  permit,  partly  in  a  busines 
district  and  partly  in  an  unrestricted  district,  th* 
erection  and  maintenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — East  side  of  51st  street,  125  ft 
north  of  Queens  boulevard,  Woodside,  Borough  o 
Queens. 

APPEARANCES— 

For  Applicant:  W.  D.  J.  McCarthy. 

For  Opposition:  Samuel  A.  Potter  and  Isidor  F 
Greene. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1930,  at  : 
p.  m.,  on  request  of  attorney  for  objectors. 


188-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner.  . 

SUBJECT — Application  (re  decision  of  the  superintenden 
of  buildings),  under  sections  7c  and  21  of  the  build 
ing  zone  resolution,  to  permit  the  extension,  from  <| 
business  district  into  a  residence  district,  of  a  pro 
posed  business  use  (theatre). 

PREMISES  AFFECTED — 306  Steinway  avenue,  east  side 
200  ft.  south  of  Jamaica  avenue,  Long  Island  City 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Sperling. 

For  Opposition :  Bernard  J.  Ferguson  and  Josepl 
B.  Nunan,  Jr. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1930,  at  ! 
p.  m.,  on  request  of  applicant’s  representative. 
—————— 

61-30-BZ. 

APPLICANT — Annuncio  Ambrosio,  owner. 

SUBJECT — Application  (re  decision  of  the  superintenden 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED — 246-26  to  246-34  Sunrise  high 
way  and  138-16  to  138-20  Washington  avenue,  south¬ 
west  corner,  Rosedale,  Borough  of  Queens. 
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^PEARANCES — 

For  Applicant:  Thomas  E.  Murray,  Jr. 

For  Opposition:  Frank  A.  Kister. 

,'TION  OF  BOARD — Laid  over  to  June  3,  1930,  at  2 
p.  m.,  on  request  of  objector’s  attorney. 

;;0-BZ. 

, ’PLICANT — Felix  Solomon,  for  St.  Johns  Place  Corp., 
owner, 

fBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

KEMISES  AFFECTED — 486-510  St.  Johns  place,  south 
side,  100  ft.  west  of  Classon  avenue,  Brooklyn. 

.’PEARANCES — 

For  Applicant :  Felix  Solomon. 

For  Opposition :  Daniel  J.  Mahoney,  M.  J.  Gold- 
stone  and  Berton  L.  Maxfield. 

TION  OF  BOARD — Laid  over  to  June  17,  1930,  at  2 
p.  m.,  on  request  of  applicant. 

;:-29-BZ. 

.’PLICANT — Bertram  G.  Eadie,  for  Edward  Biggs, 
owner. 

:’BJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

DEMISES  AFFECTED — 6  Haughwout  street  and  374- 
384  Jewett  avenue,  northwest  corner,  Port  Rich¬ 
mond,  Borough  of  Richmond. 

.’PEARANCES — 

For  Applicant:  Thomas  Nunley. 

For  Opposition :  None. 

.  TION  OF  BOARD — Laid  over  to  June  10,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 

0-29-BZ. 

.’PLICANT — John  J.  Dunnigan,  for  Grand  Boulevard  & 
Concourse  Co.,  owner. 

i’BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  alteration  and  change 
of  occupancy  of  the  first  story  from  residence  to 
business  (store)  purposes. 

DEMISES  AFFECTED — 1403  Grand  concourse  and  167- 
183  East  170th  street,  northwest  corner,  The  Bronx. 

.’PEARANCES— 

For  Applicant:  Joseph  F.  Dusenbury. 

For  Opposition:  J.  P.  Wilson. 

"TION  OF  BOARD — Laid  over  to  June  17,  1930,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


:>-29-BZ. 

’PLICANT — Henry  J.  Nurick,  for  Jobel  Properties,  Inc., 
owner. 

'BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  erection  and  mainte¬ 
nance  of  a  business  (store)  building. 

DEMISES  AFFECTED — 1132-1154  Clarkson  avenue  and 
255-279  East  96th  street,  southeast  corner,  Brooklyn. 
’PEARANCES— 

For  Applicant:  J.  Hellinger. 

For  Opposition :  None. 

'TION  OF  BOARD — Laid  over  to  June  17,  1930,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


-30-BZ. 

’PLICANT — G.  Medwin  Peek,  for  The  Cord  Meyer  Co., 

owner. 


SUBJEC  I — Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit  the  erection  in  a  residence  dis¬ 
trict  of  a  proposed  extension  to  an  existing  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles 
located  in  a  business  district. 

PREMISES  AFFECTED— 88-01  to  88-19  Roosevelt  ave¬ 
nue,  north  side,  from  38th  to  89th  street,  Elmhurst, 
Borough  of  Queens. 

A  P  P  E  A  R  A  NCES— None. 

AC  I  ION  OF  BOARD — Chairman  read  communication;  re¬ 
quest  for  preferential  hearing  denied. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 


ING— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  . 0 


668-29-BZ. 

APPLICANT — Edward  J.  Bausch,  for  Lemmerman  Bros., 
Inc.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 91-17  to  91-19  Liberty  avenue, 
northwest  corner  of  92nd  street  (Bigelow  place), 
Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  E.  Bausch  and  E.  Senger. 
For  Opposition:  A.  S.  Waisman  and  Mrs.  Cassese. 
ACTION  OF  BOARD — Application  for  reopening  and 


modification  denied. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


133-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Rosino  Palermo, 
owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  tenement  house  commis¬ 
sioner),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  alteration 
and  change  of  occupancy  of  the  first  story  of  an 
apartment  house  from  dwelling  to  business  use 
(stores). 

PREMISES  AFFECTED — 95  Brandt  place,  northeast  cor¬ 
ner  of  University  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Arthur  J.  Palermo. 

For  Opposition:  None. 

ACTION  OF  BOARD — -Application  for  reopening  and 


modification  denied. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


864-28-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Tadpole  Building  Co., 
Inc.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
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maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 234-238  East  85th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  J.  Munro. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  to  reopen  and  amend 
denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative:  Chairman  Walsh  and  Commissioners 


Holland  and  Guilfoyle .  3 

Negative :  Commissioner  Connell  and  Deputy 

Chief  McElligott .  2 

Absent  .  0 


541-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Julia  A.  Flanagan, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 665-675  73rd  street,  north  side, 
103  ft.  8  in.  west  of  Seventh  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


492-29-BZ. 

APPLICANT — Charles  Schaefer,  for  Stephen  Theobold, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  conversion  of  occupancy  of  the  first  story  of 
an  apartment  house  from  residence  to  business  use 
(stores). 

PREMISES  AFFECTED — 2183-2185  Grand  concourse, 
west  side,  154.94  ft.  south  of  East  182nd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Flengelman,  Charles  Schaefer 
and  Stephen  Theobold. 

For  Opposition:  William  T.  Matthews. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  . 0 

Absent  .  0 


481-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Sam  Strassberg, 
owner. 

SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  “E”  area  dis¬ 
trict  the  erection  of  an  apartment  house  occupying 
a  greater  percentage  of  the  lot  area  and  providing 
a  lesser  setback  from  street  line  than  permitted 
under  the  building  zone  resolution. 

PREMISES  AFFECTED — 2901-2911  Avenue  J,  northeast 
corner  of  East  29th  street,  Brooklyn. 


I] 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  James  M.  Golding. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle . 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Deputy  Chief  McElli¬ 
gott  . 

Absent  . '< 

TFIE  RESOLUTION— 

(481-29-BZ) 

Whereas,  McCooey  &  Conroy,  for  Sam  Strassberg,  own 
filed,  July  18,  1929,  an  application,  under  the  building  z<i 
resolution,  to  permit  in  a  residence  use  “E”  area  district  i 
erection  of  an  apartment  house  occupying  a  greater  perce 
age  of  the  lot  area  and  a  lesser  setback  from  street  line  tli 
permitted  under  the  building  zone  resolution;  premises  29 
2911  Avenue  J,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applicat; 
by  the  board  of  standards  and  appeals,  at  its  regular  mt 
ing,  May  20,  1930,  after  due  notice  by  publication  in  ( 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build; 
zone  resolution  show  that  East  29th  street,  south  fron; 
point  100  ft.  north  of  Avenue  J,  is  in  an  E  area  district,  ;; 
Avenue  J,  west  from  a  point  100  ft.  east  of  East  29th  street: 
in  an  E  area  district ;  and  d 

Whereas,  the  decision  of  the  superintendent  of  buildir: 
rendered  April  19,  1928  (Plan  No.  N.  B.  233-29),  reads 
“1.  Premises  being  in  a  1)4  times  E.  Res.  dish; 
building  must  comply  as  to  all  requirements  of  Sec.  j 
Subdiv.  A-b-c-d,  Zoning  Resolutions.  , 

“2.  Proper  plans  and  survey  per  title  page  of  apj 
cations  must  be  filed.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-firepr 
construction,  six  stories  in  height,  with  a  frontage  of  100 
and  a  depth  of  90  ft. ;  to  be  occupied  as  a  tenement  hou 
it  is  proposed  to  set  the  building  back  5  ft.  from  the  build; 
line  of  East  29th  street  and  to  place  the  building  flush  on  < 
building  line  of  Avenue  J,  except  for  court,  and  to  occn 
approximately  75  per  cent  of  the  plot  instead  of  setting  b«- 
10  ft.  from  the  building  line  and  occupying  70  per  cent 
corner  lot  up  to  18  ft.  high  and  40  per  cent  above;  and  , 
Whereas,  the  board  deems  that  applicant  has  failed 
substantiate  his  basis  of  appeal  brought  under  section  21 
the  building  zone  resolution  on  the  ground  of  practical  di. 
culties  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  bui 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application, 
and  it  hereby  is  denied.  * 


302-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  John  Sklar  Hold* 
Co.,  Inc.,  owner.  m  j 

SUBJECT — Application  for  reopening — extension  of  time: 
procure  permits  and  complete  work — re  Applicat 
(decision  of  the  superintendent  of  buildings),  uno 
section  21  of  the  building  zone  resolution,  to  pern 
partly  in  a  residence  district  and  partly  in  a  busim 
district,  the  erection  and  maintenance  of  a  gar;, 
for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 146-156  East  98th  street,  nor- 
west  corner  of  Winthrop  street,  Brooklyn. 

APPEARANCES—  I 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  None. 

ACTION  OF"  BOARD — Application  reopened  and  extens: 

of  time  granted  to  obtain  permits  and  complete  wo 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSIC 
OF  TIME— 

Affirmative :  Chairman  Walsh,  Commissioners ! 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott . > 
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Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(302-29-BZ) 

Whereas,  McCooey  &  Conroy,  for  John  Sklar  Holding 
p.,  Inc.,  owner,  filed,  May  3,  1929,  an  application,  under 
e  building  zone  resolution,  to  permit,  partly  in  a  residence 
strict  and  partly  in  a  business  district,  the  erection  and 
aintenance  of  a  garage  for  the  storage  of  more  than  five 
ator  vehicles;  premises  146-156  East  98th  street,  northwest 
rner  of  Winthrop  street,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  special  meet¬ 
s',  July  26,  1929,  after  due  notice  by  publication  in  the 
hlletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
ne  resolution  show  that  East  98th  street  is  in  a  business 
strict;  Rockaway  parkway  and  Winthrop  street  are  in  a 
sidence  distirct,  and  Union  street  and  Blake  avenue  are 
a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
udered  April  18,  1929  (re  App.  No.  5777-1929),  reads: 

“Proposed  garage  for  more  than  five  cars  to  be  located 
■  partly  in  a  business  use  and  partly  in  a  residential  dis¬ 
trict  is  contrary  to  Art.  II,  Sec.  3  and  4-a  of  the  Zone 
Resolution.’’ ; 

,d 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
Instruction,  one  story  in  height,  with  a  frontage  of  100  ft. 
i  East  98th  street  and  120  ft.  on  Winthrop  street;  to  be 
•cupied  as  a  garage  for  the  storage  of  more  than  five  motor 
hides;  and 

Whereas,  the  board  has  in  six  prior  actions  granted 
>rages  on  this  same  street  front  and  abutting  properties ; 

Id 

Whereas,  the  board’s  action  has  been  sustained  in  the 
:>ecial  Term  and  Appellate  Division,  the  board  believes, 
der  section  21,  that  the  surrounding  circumstances  justifies 
1;  granting  of  this  application  in  view  of  its  former  actions 
f  abutting  and  contiguous  actions  for  the  same  and  smilar 
and 

■Whereas,  the  board,  under  date  of  July  26,  1929,  did 
jant  a  variation  on  this  property  and  stipulated  certain 
mditions,  among  which  was  one  that  all  permits  required 
.‘Duld  be  obtained  within  six  months  and  all  work  involved 
fmpleted  within  one  year  from  that  date  of  the  board’s 
Jtion ;  and 

Whereas,  a  writ  of  certiorari  on  which  the  board  was 
stained  by  the  Supreme  Court  prevented  the  applicant  from 
•taining  permits  and  completing  the  work  within  the  time 
.‘pulated  by  the  board  in  its  original  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ireby  make  a  variation  in  the  application  of  the  use  dis- 
ict  regulations  of  the  building  zone  resolution,  and  that 
t:  application  be  and  it  hereby  is  granted  on  condition  that 
t;  building  shall  not  exceed  in  height  one  story  above 
lade  and  shall  be  constructed  fireproof;  that  the  rear  and 
(file  walls  shall  be  unpierced  throughout  their  entire  height 
:d  length ;  that  the  exterior  of  the  walls  on  the  street 
‘>nts  shall  be  finished  with  light-colored  face  brick  with 
<rk-colored  brick  trim  at  all  openings  or  natural  stone  or 
::hitectural  terra  cotta  trim;  that  a  water  table  not  less 
Un  18  in.  in  height  shall  be  installed  on  the  Winthrop 
reet  front;  that  there  shall  be  no  vehicular  opening  on 
1:  Winthrop  street  front;  that  any  door  opening  installed 
<  the  Winthrop  street  front  shall  not  exceed  a  width  of 
:ft  8  in.;  that  there  shall  be  no  door  opening  within  the 
iidence  use  area  on  the  Winthrop  street  front;  that  the 
irapet  wall  on  the  street  front  shall  be  not  less  than  6  ft. 
:ove  the  roof  grade  with  pediments  on  the  course  of  the 
>nt  of  attractive  architectural  design;  that  there  shall  be 
l  signs  or  advertising  of  any  nature  or  description  dis- 
qyed  on  the  Winthrop  street  front;  that  no  roof  signs 
f ill  be  erected;  that  no  vehicular  opening  shall  be  installed 
«  the  98th  street  front  within  25  ft.  of  the  Winthrop  street 


corner ;  that  there  shall  be  installed  not  less  than  six  sky¬ 
lights  in  the  roof,  glazed  with  plain  glass  and  protected  with 
wire  guards  above  and  below ;  that  there  shall  be  no  portable 
gasoline  tanks  operated  outside  of  the  premises;  that  any 
advertising  displayed  on  the  98th  street  front  shall  be  limited 
to  one  projecting  electric  sign,  indicating  the  name  and 
title  of  the  business  conducted  on  the  premises ;  that  all 
permits  required  shall  be  obtained  within  sixty  days  and 
that  all  work  involved  shall  be  completed  within  six  months 
from  the  date  of  this  action — May  20,  1930. 


APPROVAL  OF  PLANS. 

280-29-BZ. 

APPLICANT — Hugo  E.  Magnuson,  for  Anthony  Sidoti, 
owner. 

SUBJECT— Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  under  date  of 
September  24,  1929. 

PREMISES  AFFECTED — 1712-1718  81st  street,  southwest 
corner  of  New  Utrecht  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Engineer’s  report  adopted  and 
plans  approved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  ENGINEER’S  REPORT  AND 
APPROVE  PLANS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  5 


Negative  . .  0 

Absent  .  o 


647-29-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Erome 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  on  March 


4,  1930. 

PREMISES  AFFECTED — 216-220  East  56th  street;  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Engineer’s  report  adopted  and 
plans  approved  in  accordance  therewith. 


THE  VOTE  TO  ADOPT  ENGINEER’S  REPORT  AND 
APPROVE  PLANS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


AREA  FIXED. 

(319-30-BZ) 

The  chairman  presented  and  read  a  communication  from 
Theodore  Ridder,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  30-01  Newtown  avenue  and  28-25 
51st  street,  northeast  corner,  Long  Island  City,  Borough 
of  Queens. 

The  following  area  was  approved: 

Both  sides  of  Newtown  avenue  from  a  point  200  ft. 
west  of  31st  street  (Second  avenue)  to  a  point  400  ft. 
east  of  premises  in  question;  both  sides  of  31st  street 
(Second  avenue)  from  a  point  200  ft.  south  of  Newtown 
avenue  to  a  point  400  ft.  north  of  premises  in  question; 
also  the  south  side  of  28th  road  (Winslow’  place)  from 
31st  street  (Second  avenue)  to  a  point  100  ft.  east  of 
31st  street  (Second  avenue). 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  20,  1930. 

Present :  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McElligott. 

APPEAL  FROM  AN  ADMINISTRATIVE  ORDER. 

090-29-A. 

APPELLANT — Canaday  Cooler  Co.,  for  Rees  &  Rees, 
owners. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 232-236  East  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  H.  D.  Canaday. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1930,  at  10 
a.  in.,  pending  determination  of  board  of  aldermen 
on  proposed  amendment  to  code  of  ordinances. 


BUILDING  ZONE  CASES. 

39-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Charles  Bennett, 
owner. 

SLTBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 483-503  Fenimore  street,  north 
side,  100  ft.  west  of  Brooklyn  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  Louis  P.  Goldberg. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  2 
p.  m.,  on  request  of  applicant  pending  court’s  deci¬ 
sion. 


952-28-BZ. 

APPLICANT— Richard  J.  Barry,  for  Karl  W.  David, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a  wet  wash 
laundry  (previously  denied). 

PREMISES  AFFECTED — 94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  J.  McCullough. 

For  Opposition:  George  Curtis. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1930,  at  10 
a.  m.,  on  request  of  attorney  in  opposition. 


766-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Parkway  Center 
Building  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles  (previously 
withdrawn) . 

PREMISES  AFFECTED — 822-838  East  New  York  ave¬ 
nue,  south  side,  100  ft.  west  of  Schenectady  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  William  Klinger  and  Major  Joseph 
Caccavaj  o 

ACTION  OF  BOARD — Laid  over  to  July  15,  1930,  at  10 
a.  m.,  on  request  of  applicant. 


15-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Rock  Joy  Rec 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend 
of  buildings),  under  section  21  of  the  building  2 
resolution,  to  permit  in  a  business  district  the  e 
tion  and  maintenance  of  a  gasoline  service  stat 

PREMISES  AFFECTED — Southwest  corner  of  35th  ; 
nue  and  Cross  Island  boulevard,  Flushing,  Boro 
of  Queens. 

APPEARANCES —  , 

For  Applicant:  None. 

For  Opposition:  John  F.  Finn,  Jr.,  Jerome  1 
John  F.  Finn  and  Thomas  W.  Baldwin. 

ACTION  OF  BOARD — Application  withdrawn  on  wri : 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioner; 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


506-29-BZ. 

APPLICANT — George  A.  Basel,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend 
of  buildings),  under  section  21  of  the  building  z\ 
resolution,  to  permit  in  a  residence  district  the  ei 
tion  and  maintenance  of  a  colony  of  indivic 
garages  for  the  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1875  Woodbine  street,  v 
side,  234  ft.  south  of  Woodward  avenue,  Ridgewc 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  A.  Basel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condit* 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . . . 

Absent  . 

THE  RESOLUTION—  j 

(506-29-BZ) 

Whereas,  George  A.  Basel,  owner,  filed,  August  1,  1!; 
an  application,  under  the  building  zone  resolution,  to  peri 
in  a  residence  district  the  erection  and  maintenance  o 
colony  of  individual  garages  for  the  storage  of  more  tli 
five  motor  vehicles ;  premises  1875  Woodbine  street,  vl 
side,  234  ft.  south  of  Woodward  avenue,  Ridgewood,  Boroil 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicat,: 
by  the  board  of  standards  and  appeals,  at  its  regular  me 
ing,  January  14,  1930,  after  due  notice  by  publication  in 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  buildi 
zone  resolution  show  that  Woodbine  street  is  in  a  reside 
district ;  Palmetto  street  is  in  a  residence  district ;  Woodw ' 
avenue  is  in  a  business  district,  and  Onderdonk  avenue 
in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildir: 
rendered  July  23,  1929  (Plan  No.  N.  B.  5013-29),  reads, 
“1.  Garages  whose  aggregate  number  of  cars  exce, 
5,  are  not  allowed  in  a  residence  district,  on  success1 
lots  under  one  ownership.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  j' 
of  ground  with  a  frontage  of  13.15  ft.  on  Woodbine  str: 
and  a  depth  of  100.08  ft.  and  75  ft.  in  width  at  rear;  to< 
occupied  as  a  colony  of  individual  garages  for  the  stoni 
of  more  than  five  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  83  per  cent  consents' 
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!  MINUTES 


jtrea  fixed  by  the  board  and  deemed  affected,  as  required 
n»r  the  provisions  of  section  7g  of  the  building  zone 

Elution;  and 

.Jhereas,  the  board,  exercising  its  discretion  under  the 
i  of  exception,  section  7,  subdivision  g,  deems  the  appli- 
i\  is  entitled  to  this  adjustment. 

esolved,  that  the  board  of  standards  and  appeals  does 
i<  by  make  a  variation  in  the  application  of  the  use  dis¬ 
ci  regulations  of  the  building  zone  resolution,  and  that 
h  application  be  and  it  hereby  is  granted  on  condition  that 
(■  plot  shall  be  subdivided  into  housed  units  of  individual 
immobile  stalls,  located  along  the'  lot  lines  of  the  four 
i  s  of  the  plot ;  that  no  garage  •  unit  or  storage  shall  be 
oted  abutting  the  northeasterly  property  line  of  any  ad¬ 


joining  building;  that  the  remainder  of  the  plot  shall  be  en¬ 
closed  with  a  corrugated  metal  fence  of  angle  iron  frame 
not  less  than  6  ft.  in  height ;  that  there  shall  be  installed 
at  the  entrance  at  the  building  line  and  in  the  center  of  the 
open  plot  an  electric  light  on  fixed  upright  stanchions,  and 
that  there  shall  be  no  gasoline  storage  equipment  installed 
or  maintained  on  the  premises ;  that  all  permits  required 
shall  be  obtained  within  six  months  and  any  work  involved 
thereby  shall  be  completed  within  one  year  from  the  date 
of  this  action. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


[381-22-SR] 

OTICE  IS  HEREBY  GIVEN  that  a  public  hear- 
u  will  be  held  by  the  board  of  standards  and  appeals 
Friday,  June  6,  1930,  at  10  a.  m.,  Room  1013,  Municipal 
]  ding,  on  proposed  amendments  to  Rules  3  &  4  of  “Stand- 
“Fire  Line”  Rules. 

ter  in  italics  is  new.  Matter  in  brackets  [  ]  is  old 

.  matter  to  be  omitted, 

ule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
ire  shall  be  an  [The]  engineer,  superintendent  or  persons- 
l barge  of  the  standpipe-fire  line  system  in  all  buildings 
■eding  eighty-five  feet  in  height  who  shall  be  registered, 
submit  to  an  examination  in  the  Fire  Department.  Upon 
ence  of  fitness  to  properly  operate  and  maintain  the  stand- 
i  system  he  shall  be  granted  a  Certificate  to  that  effect. 
iV  certificate  shall  contain  the  full  name  and  a  small 
hograph  of  the  holder. 

ay  and  night  service  shall  be  maintained  in  all  buildings 
ceding  250  ft.  in  height  in  which  there  is  a  fire  pump, 
iheatre  buildings  provided  with  fire  pumps  shall  have  at 
;t  one  certified  operator  on  duty  during  every  perform- 
r,:.  Buildings  of  large  areas,  industrial  plants,  amuse- 
lt  parks,  etc.,  shall  have,  at  least  one  certified  operator  on 
lu  when  deemed  necessary  by  the  fire  commissioner, 
ule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
>s  and  other  auxiliary  fire  appliances  shall  be  kept 


in  perfect  working  order,  and  at  least  once  a  month  the 
person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  the  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  [subject  to  a  flow  test  with  a  pressure  of  not 
less  than  50  lbs.  at  the  top  floor  outlet,  at  least  once  in  every 
two  years,  test  to  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Department.]  subjected,  on  order  of  the 
Fire  Department  but  at  least  once  every  two  years,  to  a 
pressure  test  of  fifty  pounds  in  excess  of  the  pressure  due  to 
the  water  in  the  standpipe.  This  test  to  be  applied  to  the 
standpipe  and  fittings  in  such  manner  as  to  prove  their  suit¬ 
ability  for  the  use  of  the  Fire  Department ;  there  shall  also 
be  such  flozv  tests  as  to  prove  the  standpipe,  line  valves, 
check  valves  and  siamese  connections  are  free  from  obstruc¬ 
tion  and  are  workable.  These  tests  to  be  conducted  by  a 
representative  of  the  owner  of  the  premises,  at  the  owner’s 
risk,  who  shall  notify  the  Fire  Department  at  least  forty- 
eight  hours  prior  to  the  time  of  conducting  the  test. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


dopted  by  the  Board  of  Standards  and  Appeals,  April 
J 1920,  under  Cal.  No.  153-20-S. 

he  use  of  hydrated  lime  in  all  classes  of  concrete  con- 
tetion  shall  not  be  prohibited  when  used  in  accordance 
n  the  conditions  hereinafter  set  forth, 
he  hydrated  lime  shall  conform  with  the  standard 
pifications  for  this  material  which  have  been  adopted 
?the  American  Society  for  Testing  Materials, 
he  maximum  amount  of  hydrated  lime  which  may  be 
l'1  shall  conform  with  the  following  table.  a!T  weights 
in  being  the  amount  of  lime  which  mav  be  incorporated 
c  each  ninety-five  pound  bag  of  Portland  cement : 


1-1J4-3  Mix,  i  rounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2 J^-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


applicants,  under  the  building  zone  resolution,  desire 
:es  of  Form  7NO,  for  notices  to  property  owners,  such 
Ms  are  not  to  be  supplied  by  this  office, 
he  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
‘  erly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  te 
be  supplied  by  mail. 
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APPLIANCES 


FUEL  OIL  BURNERS 


Approved  by  the  Board 


Name  of  Burner  Calendar  No. 

♦A.  B.  C.  Oil  Burner .  1295-24-SA 

♦Aetna  Automatic  Oil  Burner .  1547-23-SA 

♦Aladdin  Oil  Burner .  298-26-SA 

♦Alexander  Oil  Burner .  65-28-SA 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

♦Arcoil  Heat  Machine .  632-26-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-SA 

♦Baker  Automatic  House  Heating  Burner -  1323-22-SA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Automatic  Oil  Burner . . .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-22-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

♦Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

♦Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

♦Berggren  Oil  Burner .  764-26-SA 

Best  Calorex  Burner .  1464-21-SA 

♦Bettendorf  Oil  Burner .  731-28-SA 

Burnwell  Mechanical  Burner .  957-22-SA. 

♦Caloroil  Burner — Type  AA .  1361-24-SA 

♦Carborundum  Burner .  571-29-SA 

♦Carter-Korth  . v .  54-30-SA 

♦Century  Oil  Burner .  167 -28- S A 

♦Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

♦Combustion  Fuel  Oil  Burner .  1105-22-SA 

♦Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

♦Commonwealth  Oil  Burner .  348-28-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Crescent  Oil  Burner . * .  222-28-SA 

♦Crown  Oil  Burner,  Type  XA .  426-29-SA 

♦Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

♦Dahl  Vaporizing  Oil  Burner .  915-25-SA 

♦Dist-o-matic  Oil  Burner .  663-28-SA 

♦Doherty  Oil  Burner .  043-28-SA 

♦Eisler  Automatic  Oil  Burner .  481-27-SA 

♦Electrol  Automatic  Oil  Burner .  259-25-SA 

Enco  Burner .  1414-23-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

*Espo  Oil  Gas  Burner .  1431-23-SA 

♦Faultless  Oil  Burner .  493-24-SA 

Fess  Turbine  Burner .  20-22-SA 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 

O .  1094-27-SA 

♦Foster  Oil  Burner .  715-26-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

♦Franklin  Domestic  Oil  Burner .  560-26-SA 

♦Fuelo  Oil  Burner .  47-30-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

♦Gill  Oil  Burner . . .  1231-23-SA 

♦Goodspeed  Automatic  Oil  Burner .  957-27-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

♦Gulf  Oil  Burner .  382-26-SA 

Hammel  Oil  Burner .  1278-21-SA 

♦Hardinge  Oil  Burner  and  Pump  Set .  813-25-SA 

♦Hart  Automatic  Oil  Burner .  1162-24-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner ....  88-27-SA 

♦Heatiator  Oil  Burner .  1346-23-SA 

Holby  Oil  Burner .  328-27-SA 

♦Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

♦Homer  Domestic  Oil  Burner .  1211-25-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

♦International  Oil  Burner . 1305-24-SA 

♦Johnson  Improved  Rotary  Fuel  Oil  Burner..  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

♦IC.  F.  C.  Oil  Burner .  846-25-SA 

♦Kleen  Heet  Oil  Burner .  62-24-SA 

♦Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  i55-20-SA 


*  Used  mainly  in  domestic  installations. 


of  Standards  and  Appeals 

Name  of  Burner  Calendar  ,\ 

Mahrvel  Low  Pressure  Burner .  859-26- 1 

Marr  Oil  Heat  Machine .  765-26-! 

Maxon  Oil  Burner  (New  Style) .  1036-22- ! 

♦May  Oil  Burner .  68-24- ! 

♦Mayflower  Oil  Burner .  124-29- 1 

♦Mcllvane  .  544-29- 1 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-’ 

♦Morrissey  Oil  Burner . '. .  673-27-' 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25- 1 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25- 1 

Morse  Fuel  Oil  Burner .  820-23- 1 

♦Moussette  Oil  Burner .  887-25- 1 

National  Airoil  High  Pressure  Burner .  185-29-r 

National  Airoil  Low  Pressure  Burner .  186-29-' 

♦National  Rotary  Oil  Burner .  836-25-' 

♦New  Process  Oil  Burner .  1071-27-' 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-1 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28- 1 

♦Nokol  Automatic  Heater .  1078-24-' 

North  American  Low  Pressure  Oil  Burner..  792-26-' 

♦Nu-Way  Oil  Burner .  773-20-' 

*Orr  Fuel  Oil  Burner .  113-26-' 

♦Paramount  Oil  Burner .  1193-25-' 

♦Pascoe  Oil  Burner  and  Pump  Set .  1029-20-' 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner .  161-20-' 

Petro  Mechanical  Burner  and  Air  Register..  735-24- 1 

♦Petro  Burner,  Model  0 .  78-28-' 

♦Piatt  Oil  Burning  Water  Heater .  737-29-' 

♦Pioneer  Automatic  Oil  Burner .  1259-27- 

Burner  .  644-21- 

♦Powerlight  Oilheat  Burner .  628-23- 

Quinn  Oil  Burning  Equipment .  867-21- 

♦Rayfield  Oil  Burner .  504-26-! 

Ray  Rotary  Fuel  Oil .  504-23-1! 

♦Re-Ly-On  Oil  Burner .  745-26-1 1 

♦Remington  Oil  Burner .  891-26-1 1 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  607-28- 

♦Rickard  Oil  Burner .  1011-27-1 

Rockwell  Fuel  Oil  Burner .  341-21-1 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-1-1 

♦Richmond  Gravity  Fuel  Oil  Burner .  1193-22-11 

♦Schulse  Home  Oil  Burner .  1487-23-Ji 

♦Security  Oil  Burner .  50-28-!i 

♦Silent  Automatic  Oil  Burner .  458-26-!i 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-Ji 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191  -24-f*i 

Steam  Oil  Burner .  183-22-Jl 

♦Stroud-in-the-Door  Burner .  1 29-27-t1 

♦Stuhler  Oil  Burner .  618-27-fl 

♦Summerheat  Oil  Burner .  581-26-1] 

♦Sundstrand  Automatic  Oil  Burner .  755-26-S 

♦Sunflower  Model  S-l  Oil  Burner .  657-29-1! 

Surface  Combustion  Low  Pressure  Burner..  92-23-fi 

♦Sword  Automatic  Oil  Burner .  951-25-li 

♦Tabor  Automatic  Oil  Heaer,  Type  “D” .  778-28-U 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-fl 

Tate-Jones  No.  6  Oil  Burner .  1444-23-!' 

♦Timken  Oil  Burner,  Model  20 .  287-28-!' 

♦Timken  Rotary  Oil  Burner .  297-29-!) 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-11 

Todd  Rotary  Fuel  Oil  Burner .  454-25-h 

Todd  Steam  Atomizing  Fuel  Oil  Burner....  1 23-23-fj 

♦Torridheat  Oil  Burner .  63-28-11 

♦Uni-Lec-Tric  Oil  Burner .  498-29-!' 

♦United  States  Oil  Burner .  620-28-1' 

♦Universal  Fuel  Oil  Burner .  6-24-!) 

♦Vesta  Oil  Burner .  451-26-!' 

♦Volcano  Automatic  Oil  Burner .  556-29-!' 

♦Wavne  Oil  Burner  Pump  and  Fan  Set .  1155-25-!! 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-11 

♦Window  Industrial  Burner .  19-25-!' 

York  Automatic  Oil  Burner.,,, .  44-29-1 
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RESERVE  CALENDAR 


484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

1,3- 27- A — 39  Fifth  avenue,  Manhattan. 

(J-27-A — 13-16  Central  Park  West,  Manhattan. 

(1-27-A— 20-28  West  72nd  street,  Manhattan. 

0-27-A — 242-248  West  76th  street,  Manhattan. 

;4-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

0-22-SA — Crocker  Gas  Valve,  approval  of. 

K-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

fl-22-SA — Anti-Syphon  Valve,  approval  of. 

Z1-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

Ji-22-SA — Coen  Oil  Burner,  approval  of. 

’-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

lt-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

lt-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

1-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

&1-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

S>-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga< 
Shut-Off  Valve,  approval  of. 

S'-23- S A — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

I  -23-SA — “Automatic”  Deluge  Valve,  approval  of. 

1  -23-SA — Automatic  Gas  Shut-Off,  approval  of. 

5  -23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

1-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

i  -23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

t!-24-S A — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

'  -24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

>  24-SA — Milnes  Oil  Burner,  approval  of. 

-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 

-24-SA— Salvo  Fire  Extinguisher,  approval  of. 

1  -24-SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

'24-SA — Smolensky  Check  Valve,  approval  of. 

1 -25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

'25-SA  — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

'-25-SA — Koerting  Gear  Pump,  approval  of. 

25-SA — Palmer  Gravity  Lock,  approval  of. 

,-26-SA — Signal  Weatherproof  Bells,  approval  of. 

‘-26-SA — Kork-n-Seal.  approval  of. 

1.-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of, 


110-27-SA — Wilbur  Extinguisher,  approval  of. 

18.-2.-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

53.-2.-iA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-2.-SA  Elkhart  Flush  Type  Siamese,  approval  of 
955-2. -SA — Cooks  Automatic  Oil  Burner,  approval  of. 
977-27 -S A — Romec  Rotary  Pump,  approval  of. 

1162-27-S A— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

2J3-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

51 1-28-S  A— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  aoproval  of. 

801-28-SA — Model  “G”  Nokol  Burner,  approval  of. 

958-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

1 63-29- S A  Braden  Engineering,  Inc.,  Storm  King  Oii 
Burner,  approval  of. 

209- 29-SA— A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29-SA — Kennedy  2J4-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

510-29-SA— Hercules  Oil  Burner,  approval  of. 

535-29-SA— Croker  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

591-29-SA— Improved  Kres-Kno  Oil  Burner,  approval  of. 
603-29-SA — Electromatic  Oil  Burner,  approval  of. 
637-29-SA — Merco  Oil  Burner,  approval  of. 

684-29-SA — A  B  C  Oil  Burner,  Type  “H,”  approval  of. 
715-29-SA — Super  Automatic  Oil  Heater,  approval  of. 
47-30-SA — Fuelo  Oil  Burner,  approval  of. 

54-30-SA — Carter-Korth  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  ivill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


. 


495 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  May  21,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

T otal  . 

Disposed  of . 

Cases  pending  May  21,  1930 . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . 

Dismissed  . 

Denied . 

339  Granted  . 

Granted  on  condition . 

Appliances  approved . . 

24  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

89  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

10  Requests  to  amend  granted . 

Requests  to  amend  denied . 

14  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

35  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

2  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied...... 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

18  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn.. 

0  Interpretations  . .  . .  . . 

Requests  withdrawn  or  dismissed . 

923  Total  . 

545 


378 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First.  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  i 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  i 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  faii' 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  peti ■ 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  i 
appellant  or  petitioner  to  file  necessary  data,  or  by  i 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be : 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  p  ' 
and  data  required  by  law  are  supplied,  as  specified  on  i 
blank  appeal,  application  or  petition  forms. 

■  -■  - . -■  -  ■■■  -  ■=s=i 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
LET1N  OF  THE  BOARD  OF  STANDARDS  A  ND  APPEALS.  Please  mail  THE  BULLETIN 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  May  27,  1930,  10  A.  M. 

* 

Minutes  of  Regular  Meeting,  May  27,  1930,  2  P.  M. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  “Standpipe”  -  “Fireline”  Rules. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

^  T,h,e  Ofer 'k  s  Calendar  consists  of  applications  under  the 
Bui. ding  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  pioperty  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  10113,  Ttuesday,  June  3l,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  10,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  or  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
piogiess,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
lie  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  tlle  tirr|e  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  thes« 
directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  May  28,  1930. 

Cal.  No.  Department.  Premises  Affected. 

358-30- A . F.D . 12-16  E.  14th  St.,  Man., 

-  F-64411 

357-30-S . B.B.M. .  ..100-116  King  st.,  Man., 

-  N.  B.  20-29 

356-30-S . B.B.M  ...  .912-920  Broadway,  Man., 

-  Viol.  4739-29 

355-30-S . B.B.M. .  ..1  E.  53rd  st.,  Man., 

-  Decision 

354-30- A . F.D . 535-545  E.  79th  st.,  Man., 

-  F-46030 

333-30-SR . F.D . Proposed  Paint  Spraying  Rules, 

-  under  C.  O. 

3 52-30- S . F.D . 33-43  E.  33rd  st.,  Man., 

-  L.  D.  74103 

351-30-BZ . B.B.B.... 205  Rockaway  ave.,  Bklyn., 

-  Applic.  5643-30 

350-30-BZ . B.B.M. .  ..225-227  W.  33rd  st.,  Man., 

- - -  Decision 

349-30-S . F.D . 13-15  W.  28th  st.,  Man., 

- —  L.  D.  73022  &  L.  D.  73023 

348-30-S . F.D . 157-159  E.  32nd  st.,  Man., 

-  L.  D.  38531 

347-30- A . F.D . 23  E.  20th  st.,  Man., 

-  F -74754 

346-30- A . B.B.B _ 1413  69th  st.,  Bklyn., 

-  Applic.  6053-30 

345-30- A . F.D . 16-20  W.  32nd  st.,  Man., 

-  F- 749 61  &  L.  F.  74959 

344-30- S . F.D . 16-20  W.  32nd  st.,  Man., 

-  L.  D.  74960 

343-30- A . F.D . East  side  of  City  Island  ave., 

from  Bridge  ave.  to  Souther¬ 
land  ave.,  City  Island,  Bx., 

-  F-75339 

342-30-A . F.D . 146  Wooster  st.,  Man., 

- - -  F-75056 

341-30-S . B.B.M. .  ..100-106  Sixth  ave.,  Man., 

- —  N.  B.  643-29 

340-30-BZ . B.B.Bx. . .  1853  Boston  rd.,  Bx., 

-  Alt.  245-30 

Restored  to  Calendar. 

281-22-SR . F.D . Proposed  amendments  to  “Stand- 

-  pipe”-“Fire  Line”  Rules. 

184-30-S . F.D . 354-358  Troutman  st.,  Bklyn. 

- —  L.  D.  70572 


CODE. 


ED . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklvn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

F  II.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  3,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

693-29-BZ. 

APPLICANT — Charles  Forrester,  for  Mrs.  James  Whek 
owner. 

PREMISES — 3129-3131  Bailey  avenue,  west  side,  206.09 
south  of  West  233rd  street,  The  Bronx. 

APPLICATION,  under  sections  7a,  ,7g  and  21  of  t 
building  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  extension  in  ar  ' 
of  an  existing  garage  for  the  storage  of  more  th: 
five  (5)  motor  vehicles. 

212-30-BZ. 

APPLICANT — Maximilian  Zipkes,  for  West  95th  Stre 
Corp.,  owner. 

PREMISES — 38  Fort  Washington  avenue,  northeast  corn 
of  West  160th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
business  use  in  the  first  story  of  a  tenement  hous 

145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfel 
owner. 

PREMISES — South  side  of  East  164th  street,  from  Waite 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  mail 
tenance  of  a  residence  building,  the  cellar  to  ibe  us< 
in  part  for  business  purposes. 

592-29-BZ. 

APPLICANT — Spencer  &  Iserman,  for  Thwaites  Plac 
Inc.,  owner. 

PREMISES — 1420  Jerome  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  business  district  the  operation  and  mail 
tenance  of  an  extension  to  an  existing  wet  was 
laundry  building  (previously  denied). 

23-39-BZ. 

APPLICANT — Maxwell  Schantz,  for  Sophie  Epstei:  | 
owner. 

PREMISES — 860  Fourth  avenue,  northwest  corner  of  31  j 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occi 
pancy  from  a  private  garage  for  the  storage  < 
three  (3)  motor  vehicles  to  a  motor  vehicle  repa 
shop. 


JUNE  3,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

144-30-A — Southeast  corner  of  Crown  street  and  Albar 
avenue,  Brooklyn. 

152-30- A — 106-114  East  38th  street,  Manhattan. 

174-30-A — 210-224  East  146th  street,  southeast  corner  c 
Park  avenue,  The  Bronx. 

200-30- A — 97-103  East  Houston  street,  Manhattan. 
211-30- A — 12-14  West  21st  street,  Manhattan. 

215-30-A — 1784-1790  Broadway,  southeast  corner  of  We 
58th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  staw 
ards  and  appeals  of  a  public  hearing  under  the  provision 
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CALENDAR 


,  the  building  zone  resolution,  Tuesday  morning ,  June  3, 

30,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

i:  following  matters : 

cL.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

L  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
il  mit  in  a  business  district  the  erection 

and  maintenance  of  a  gasoline  service 
station ;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

c ..  no.  170-29-BZ — Application,  March  16,  1930,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Jno.  B.  Snook  Sons,  ap¬ 
plicant,  on  behalf  of  Durfey  Estate, 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
from  a  motor  vehicle  repair  shop  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  274-278  Wyckoff 
street,  Brooklyn. 

p«  no.  723-29-BZ — Application,  December  11,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Angelo  Curreri,  owner,  to 
permit  in  a  residence  use  district  the 
installation  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  261-267 
Sheridan  avenue,  southeast  corner  of 
Conduit  boulevard,  Brooklyn. 

c  .  no.  116-30-BZ — Application,  February  14,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant, 
on  behalf  of  Conward  Realty  Corp., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  conversion  of  occu¬ 
pancy  of  part  of  basement  and  first 
story  of  an  existing  apartment  house 
from  dwelling  to  business  use  (stores)  ; 
premises  154  East  170th  street  and  1401 
Grand  concourse,  southwest  corner,  The 
Bronx. 

C..  no.  165-30-BZ — Application,  March  8,  1930,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  William  Richter,  applicant, 
on  behalf  of  Mirdan  Realty  Co.,  owner, 
to  permit  in  a  residence  use  and  “E” 
area  district  the  erection  and  mainte¬ 
nance  of  a  business  building  and,  also, 
the  omission  of  the  setback  from  the 
building  line  as  required  by  the  building 
zone  resolution;  premises  1602  Avenue 
J  and  1001-1009  East  16th  street,  south¬ 
east  corner,  Brooklyn. 

I.  no.  1 80-30- BZ — Application,  March  13,  1930,  under  sec¬ 


tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  William  Shary,  applicant, 
on  behalf  of  ‘205  West  101st  Street 
Realty  Corp.,  owner,  to  permit  the  ex¬ 
tension,  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  205 
West  101st  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


JUNE  3,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

738-29-A — 35  East  125th  street,  Manhattan. 

110-30- A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

151-30-A — 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A— 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  3, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  697-29-BZ — Application,  December  3,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Metwood  Holding  Corp.,  appli¬ 
cant  and  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  mainte¬ 
nance  of  a  four-story  factory  building; 
premises  1513-1561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

cal.  no.  3-30-BZ— Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant ;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  idstrict  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Rver 
avenue,  The  Bronx. 
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cal.  no.  123-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  »of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion  ;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  188-30-BZ — Application,  March  15,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Red  Brick  Realty  Co., 
Inc.,  owner,  to  permit  the  extension, 
from  a  business  district  into  a  residence 
district,  of  a  proposed  business  use 
(stores)  ;  premises  306  Steinway  avenue, 
east  side,  200  ft.  south  of  Jamaica  ave¬ 
nue,  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  61-30-BZ — Application,  January  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Annuncio  Ambrosio,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  246-26 
to  246-34  Sunrise  highway  and  138-16 
to  138-20  Washington  avenue,  southwest 
corner,  Rosedale,  Borough  of  Queens. 

cal.  no.  669-29-BZ — Application,  November  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  'behalf  of  Bushwick  Lumber  & 
Wood  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Sutphin 
boulevard  and  109th  road,  Jamaica,  Bor¬ 
ough  of  Queens. 

William  E.  Walsh,  Chairman. 


155-30-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  John  Sifferlen 
owner. 

PREMISES — Northwest  corner  of  Rockaway  boulevard  an< 
114th  street,  Richmond  Hill,  Borough  of  Queens 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 

182-30-BZ. 

APPLICANT — William  A.  Lacerenza,  for  Paras  Holdinj 
Corp.,  owner. 

PREMISES — 8918-8932  Fourth  avenue,  northwest  corne 
of  90th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  ; 
residence  district,  the  erection  and  maintenance  of  ; 
gasoline  service  station. 

216-30-BZ. 

APPLICANT — J.  L.  Goldstone,  for  Dora  Harnett,  owner 

PREMISES — 425-431  Hegeman  avenue,  north  side,  100  fl 
east  of  Louisiana  avenue,  Brooklyn. 

APPLICATION,  under  section  7a  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  use  district  the  alteration  am 
extension  of  an  existing  poultry  slaughter  house 


JUNE  10,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

243-30-A — 236-238  Fifth  avenue,  Manhattan. 

255-30-A — 12  West  40th  street,  Manhattan. 

136-30- A — 123  North  Portland  avenue,  Brooklyn. 

150-30- A — 1-7  Wall  street,  72-86  Broadway  and  1-11  Ne\ 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  'GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning ,  June  1C 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  o 
the  following  matters : 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  10,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

154-30-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  Vandee  Building 
Co.,  Inc.,  owner. 

PREMISES — Northwest  corner  of  Foch  boulevard  and 
Springfield  boulevard,  Queens  Hill  Manor,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

565-29-BZ. 

APPLICANT — Morania  Sales  Co.,  for  Relton  Holding 
Corp.,  owner. 

PREMISES — 226-02  to  226-08  Merrick  road  and  134-11 
226th  street,  southeast  corner,  Laurelton,  Borough 
of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


cal.  no.  148-30-BZ — Application,  February  26,  1930,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  William  F.  Doyle,  applicant,  o 
behalf  of  Joseph  Goldberg,  owner,  t 
permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  ser 
vice  station ;  premises  southwest  corne 
of  Hylan  boulevard  and  Lincoln  avenu< 
Grant  City,  Borough  of  Richmond. 

cal.  no.  694-29-BZ — Application,  December  2,  1929,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  Bertram  G.  Eadie,  applicant,  o 
behalf  of  Otto  F.  Koehler,  Inc.,  ownei 
to  permit  in  a  residence  district  th 
erection  and  maintenance  of  a  garag 
for  the  storage  of  more  than  five  (5 
motor  vehicles ;  premises  14-22  Monro 
avenue,  west  side.  111  ft.  south  oi 
Fort  place,  St.  George,  Borough  c 
Richmond. 

J 

cal.  no.  2-30-BZ — ’Application,  January  2,  1930,  under  sec 
tion  21  of  the  building  zone  resolution 
of  Felix  Solomon,  applicant,  on  be 
half  of  St.  Johns  Place  Corp..  owne 
to  permit  in  a  residence  district  the  erec 
tion  and  maintenance  of  a  garage  fc 
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five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 


the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  48G-510  St.  Johns 
place,  south  side,  100  ft.  west  of  Classon 
avenue,  Brooklyn. 

cal.  no.  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

pAL.  no.  178-30-BZ — Application,  March  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Carroll,  applicant,  on  behalf 
of  Teresina  Grilli,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  31-33  Olive  place  and  2119-2123 
Atlantic  avenue,  northeast  corner, 
Brooklyn. 

:al.  no.  194-30-BZ — Application,  March  18,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Natessie  Realty  Corp.,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  conversion  of  occupancy 
of  part  of  the  basement  story  of  an 
existing  apartment  house  from  dwelling 
use  to  stores ;  premises  108  Clarke 
place,  southeast  corner  of  Walton  ave¬ 
nue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


JUNE  10,  1930,  2  P.  M. 

Petitions  for  Variations. 

( 1 42-30- S — 127-133  West  30th  street  and  128-136  West  31st 
street,  Manhattan. 

69-30-S — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 
225-30-S — 228-232  West  41st  street  and  219-229  West  40th 
street,  Manhattan. 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  17,  1930,  AT  2  P.  M. 

k 

Building  Zone  Cases. 

46-29-BZ. 

iPPLICANT — Charles  W.  Van  Keuren,  for  Leon  A. 
Zuckerman,  owner. 

’REMISES — 1996-1999  Eastchester  road  and  1440-1442 
Wilkinson  avenue,  southwest  corner,  The  Bronx. 
'iPPLICATION,  under  section  21  of  the  building  zone 

resolution, 

'0  PERMIT  in  a  business  district  the  installation  and 
maintenance  of  a  gasoline  service  station. 

50-30-BZ. 

.PPLICANT — James  J.  Millman,  for  Camen  Holding 
Corp.,  owner. 

REMISES — 676-684  Warwick  street,  878-888  Livonia 
avenue  and  719-729  New  Hots  avenue,  Brooklyn. 
PPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
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227-30-BZ. 

APPLICANT  G.  Medwin  Peek,  for  The  Cord  Meyer  Co, 
owner. 

PREMISES  88-01  to  88-19  Roosevelt  avenue,  north  side 
from  88th  to  89th  streets,  Elmhurst,  Borough  of 
Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

I'O  PERMIT  the  erection,  in  a  residence  district,  of  a  pro¬ 
posed  extension  to  an  existing  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles  located 
in  a  business  district. 

122-30-BZ. 

APPLICANT— George  J.  Lobenstein,  for  Margaret  Leonard 
^  and  Giovanna  Loschiavo,  owners. 

PREMISES — Southwest  corner  of  Sheridan  avenue  (163rd 
avenue)  and  Jamaica  Bay  boulevard  (Woodhaven 
a\  enue) ,  Shellbank  Basin,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

259-30-BZ. 

APPLICANT  Frank  Paladino,  for  Gerosa  Paladino  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 2162-2238  Webster  avenue  and  402-408  East 
182nd  street,  southeast  corner,  The  Bronx. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  omission  of 
the  rear  yard  required  ;by  the  building  zone  resolu¬ 
tion. 

267-30-BZ. 

APPLICANT— Richards,  Smyth  &  McGrath,  for  St.  Al- 
bans-Springfield  Corp.,  owner. 

PREMISES  Northeast  corner  of  Foch  boulevard  and 
Springfield  boulevard,  St.  Albans,  Borough  of 
Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUNE  17,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

177-30-A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 
206-30-A— 56-58  Pine  street  and  26-28  Cedar  street,  Man¬ 
hattan. 

219-30-A— 30-32  East  20th  street,  Manhattan. 

70-30- A — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 
226-30- A— 2-20  West  34th  street  and  1-29  West  33rd  street 
(west  side  of  Fifth  avenue,  33rd  to  34th 
streets),  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  17 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  679-29-BZ — Application,  November  20,  1929 ;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu- 
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tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

cal  no  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroyt  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting;  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  724-29-BZ — Application,  December  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  applicant, 
on  behalf  of  Beam  Holding  Corp., 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street,  The  Bronx. 

cal.  no.  118-30-BZ — Application,  February  14,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Sadye  Hydecker,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  Allerton  avenue  and  East- 
chester  road,  The  Bronx. 

cal.  no.  222-30-BZ — Application,  March  28,  1930,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Benjamin  Traktman  and 
Libbie  Traktman,  applicants  and  owners, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  217-231  Pacific 
street,  north  side,  50  ft.  west  of  Boerum 
place,  through  to  234  Atlantic  avenue, 
south  side,  163  ft.  west  of  Boerum 
place,  Brooklyn. 

William  E.  Walsh,  Chairman. 


JUNE  17,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  17, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  Kleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City, 
Borough  of  Queens. 


cal.  no.  124-30-BZ — Application,  February  18,  1930,  undei 
section  21  of  the  building  zone  resolu 
tion,  of  Maurice  Deiches,  applicant,  or 
behalf  of  Fleetwood  Building  Corp. 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso 
line  service  station;  premises  southeas 
corner  of  Williamsbridge  road  and  East 
Chester  road,  The  Bronx. 

cal.  no.  130-30-BZ — Application,  February  20,  1930,  undei 
sections  7c  and  21  of  the  building  zom 
resolution,  of  W.  D.  J.  McCarthy,  ap 
plicant,  on  behalf  of  Bliss  Estates,  Inc. 
owner,  to  permit,  partly  in  a  busines: 
district  and  partly  in  an  unrestricter 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  thar 
five  (5)  motor  vehicles;  premises  eas 
side  of  51st  street,  125  ft.  north  oi 
Queens  boulevard,  Woodside,  Borougl 
of  Queens. 

cal.  no.  573-29-BZ — Application,  September  20,  1929,  undei 
section  21  of  the  building  zone  resolu 
tion.  of  Bertram  G.  Eadie,  applicant 
on  behalf  of  Edward  Biggs,  owner,  t< 
permit  in  a  business  district  the  erectioi 
and  maintenance  of  a  gasoline  servic<' 
station ;  premises  6  Haughwout  stree 
and  374-384  Jewett  avenue,  northwes 
corner,  Port  Richmond,  Borough  o: 
Richmond. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec 
tion  21  of  the  building  zone  resolution 
of  John  J.  Dunnigan,  applicant,  on  be 
half  of  Grand  Boulevard  and  Concourst 
Co.,  owner,  to  permit  in  a  resideno 
district,  extending  from  a  business  dis 
trict,  the  alteration  and  change  of  occu 
pancy  of  the  first  story  from  resideno 
to  business  (store)  purposes;  premise; 
1403  Grand  concourse  and  167-183  Eas 
170th  street,  northwest  corner,  Th< 
Bronx. 

cal.  no.  599-29-BZ — Application,  October  3,  1929,  unde; 

section  7c  of  the  building  zone  resolu 
tion,  of  Henry  J.  Nurick,  applicant,  of 
behalf  of  Jobel  Properties,  Inc.,  owner 
to  permit  in  a  residence  district,  ex 
tending  from  a  business  district,  th 
erection  and  maintenance  of  a  busines 
(store)  building;  premises  1132-115 
Clarkson  avenue  and  255-279  East  96tl 
street,  southeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


JUNE  24,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
2 14-30- A — 35-37  East  20th  street,  Manhattan. 
256-30- A — 22-28  West  21st  street,  Manhattan. 


JUNE  24,  1930,  2  P.  M.  , 

Petitions  for  Variations.  i 

16-30-S — 97-103  Horatio  street,  Manhattan. 

156-30-S — 360-368  Troutman  street,  Brooklyn. 

203-30- S — 38-61  11th  street,  Long  Island  City,  Borough  o 
Queens. 

233-30-S — 82-90  Brown  place  and  491-497  East  I32n 
street,  northeast  corner,  The  Bronx. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  27,  1930. 

Present :  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McEUigott. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning.  May  20,  1930,  and  the  minutes  of  the 
egular  meeting  of  the  board  held  Tuesday  afternoon,  May 
JO.  1930,  were  approved  as  printed  in  Bulletin  No.  21,  Vol. 
XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

138-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
’REMISES  AFFECTED — 383  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  10 
a.  m.,  pending  determination  by  board  of  aldermen. 


S9-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 

owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
’REMISES  AFFECTED — 181  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  10 
a.  m.,  pending  determination  by  board  of  aldermen. 


40-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 20  West  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Laid  over  to  July  22,  1930,  at  10 
a.  m.,  pending  determination  by  board  of  aldermen. 


0-30-A. 

APPELLANT — Fox  Film  Corp.,  owner. 

5UBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
’REMISES  AFFECTED — 830-850  Tenth  avenue,  441-461 
West  55th  street  and  450-456  West  56th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant :  Louis  M.  Weber. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1930,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


04-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

’REMISES  AFFECTED — 386  Fulton  street,  southeast 
comer  of  Smith  street,  Brooklvn. 

APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

vCTION  OF  BOARD — Laid  over  to  July  22.  1930,  at  10 
a.  m.,  pending  determination  by  board  of  aldermen 
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128-30-A. 

APPELLANT — Samuel  Rosenblum,  for  Shauge  Realty 
Corp.,  owner. 

SLBJEC I — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 400-404  West  25th  street  and 
243-245  Ninth  avenue,  southwest  corner,  Manhattan 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  1  ION  Oh  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McEUigott .  5 


Negative  .  0 

Absent  .  0 


81-30- A. 

APPELLANT — Charles  Meisezahl  Manufacturing  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 506-508  East  118th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Hellmuth  Moerohen  and  Charles 

Meisezahl. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McEUigott .  5 

Absent  .  0 

THE  RESOLUTION— 

(81-30- A) 

Whereas,  Charles  Meisezahl  Manufacturing  Co.,  lessee, 
filed,  February  3,  1930,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  506-508  East  118th  street, 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
18,  1928,  reads : 

“1.  No  occupancy  is  permitted  to  intervene  between 
garage  and  the  living  apartment  (Dwelling  must  be 
immediately  above  garage).  Sec.  154,  Chapter  10,  Code 
of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  8,  1930,  reads : 

“Re:  Premises  506-8  East  118th  Street,  Manhattan. 

“Responding  to  your  inquiry  of  March  7,  1930,  rela¬ 
tive  to  a  new  order  for  the  storage  garage  maintained 
by  your  client,  Charles  Miesezahl  Manufacturing  Com¬ 
pany,  we  beg  to  advise  you  that  the  Fire  Commissioner 
is  without  power  to  dismiss  or  rescind  any  order  of 
which  the  items  have  not  been  complied  with. 

“If  this  garage  is  still  operated,  it  will  be  necessary 
to  forthwith  comply  with  this  order  or  remove  all  gaso¬ 
line  from  the  premises. 

“If,  however,  you  consider  this  order  unreasonable, 
you  may  use  this  letter  to  seek  relief  of  the  Board  of 
Standards  and  Appeals,  Room  1000,  Municipal  Building, 
Manhattan. 

“Respectfully, 

“Bureau  of  Fire  Prevention, 

“Peter  C.  Spence,  Chief.” 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  50  ft,  by  98  ft.  in  area  •  OCCUPIED :  1st  story, 
garage  for  five  commerical  trucks  and  stock  (soda  water) 
storage,  2nd  story,  office  and  manufacture  and  storage  of 
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soda  water ;  3rd  story,  storage  of  soda  water  and,  also,  living 
apartment ;  10  persons  in  entire  premises ;  and 

Whereas,  appellant  contends  that  the  occupant  of  the 
living  apartment  is  an  employee  of  the  lessee  of  the  prem¬ 
ises  ;  that  the  apartment  is  separated  from  garage  portion  of 
premises  by  fire-retarding  walls  and  floors,  and  that  there  is 
a  direct  entrance  from  street  to  apartment  without  passage 
through  the  garage. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


159-30-A. 

APPELLANT — Edward  P.  Doyle,  for  Guaranty  Trust  Co., 
owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 31  Nassau  street,  northwest 
corner  of  Cedar  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 


Whereas,  appellant  contends,  as  to  the  standpipe  tan 
that  when  the  standpipe  system  was  installed,  at  the  time  < 
the  erection  of  the  building  in  1900,  the  standpipe  syste 
complied  with  the  rules  then  in  effect;  that  there  is,  als 
a  7,000-gallon  auxiliary  gravity  tank  located  2  ft.  6  i 
above  the  roof  supplying  the  standpipe  system;  as  to  tl 
shutter  order,  contends  that  none  of  the  windows  in  questi< 
is  along  the  line  of  the  elevators  or  stairways,  and  reques 
the  acceptance  of  existing  conditions  as  to  the  shutters  ai 
the  standpipe  system ;  and 

Whereas,  the  premises  are  equipped  with  two  tanks,  oi 
of  10,000  gallons  and  one  7,000  gallons,  cross-connecte< 
and 

Whereas,  by  the  raising  of  the  existing  tank  the  pressu: 
on  top  story  would  be  increased  but  4  pounds ;  and 

Whereas,  the  condition  has  existed  since  1900. 

Resolved,  that  the  order  of  the  fire  commissioner,  Ordi 
No.  70315-F,  Item  1,  be  and  it  hereby  is  modified,  and  tl 
appeal  be  and  it  hereby  is  granted,  only  so  far  as  it  affec 
the  raising  of  the  tank  with  relation  to  top  outlet,  on  cond 
tion  that  the  standpipe  equipment  otherwise  shall  comp 
wih  the  regulations  in  all  other  respects ;  that  there  shall  1 
no  manufacturing  or  industrial  use  or  occupancy  on  the  t< 
story ;  that  there  shall  be  installed  and  distributed  througl 
out  the  top  story  such  additional  auxiliary  fire-extinguishin 
appliances  as  shall  be  directed  by  the  fire  department;  th; 
the  order  of  the  fire  commissioner,  Order  No.  70317-F,  Iter 
1,  be  and  it  hereby  is  affirmed,  and  the  appeal  as  to  this  ord<‘ 
(missing  shutters)  be  and  it  hereby  is  denied. 


(159-30-A) 

Whereas,  Edward  P.  Doyle,  for  Guaranty  Trust  Co., 
owner,  filed,  March  5,  1930,  an  appeal  from  orders  of  the 
fire  commissioner,  affecting  premises  31  Nassau  street,  north¬ 
west  corner  of  Cedar  street.  Borough  of  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  Feb¬ 
ruary  7,  1930,  read : 

“Order  No.  70315-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  580-581,  Chapter  5, 
Code  of  Ordinances  &  Rule  91  of  the  Board  of  Stand¬ 
ards  and  Appeals.”; 
and 

“Order  No.  70317-F: 

“1.  Replace  the  missing  shutters  with  proper  iron 
shutters  or  approved  fireproof  windows  at  all  openings 
in  the  exterior  wall  above  1st  story  which  are  distant  in 
a  direct  line  less  than  30'  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said  open¬ 
ings  and  which  are  not  more  than  50'  above  a  neighbor¬ 
ing  roof  at  west  and  North  sides  of  building,  or  other 
approved  protection,  as  per  Sec.  375,  Art.  18,  Ch.  5, 
Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  nineteen  stories  (225 
ft.)  in  height,  104  ft.  6  in.  by  108  ft.  2  in.  in  area;  OCCU¬ 
PIED  :  1st  to  7th  stories,  inclusive,  bank,  approximately 
100  persons  per  story ;  8th  to  18th  stories,  inclusive,  offices, 
approximately  75  persons  per  story;  19th  story,  offices  and 
dining  room,  100  persons;  EQUIPPED  with  a  standpipe 
system ;  the  bottom  of  the  gravity  tank  being  located  10  ft. 
above  the  outlet  in  the  top  story ;  and 

Whereas,  there  are  four  windows  on  the  8th  to  16th 
stories,  inclusive,  in  the  west  wall  of  the  light  court  of  the 
building  within  30  ft.  of  openings  in  an  adjoining  fifteen- 
story  office  building  to  the  north,  fourteen  windows  on  the 
5th  to  9th  stories,  inclusive,  in  the  west  wall  of  the  build¬ 
ing  within  50  ft.  of  the  roof  of  a  neighboring  fifteen-story 
building  to  the  north,  four  windows  in  north  wall  of  build¬ 
ing  on  2nd  to  7th  stories,  inclusive,  within  50  ft.  of  a 
roof  of  a  one-story  extension  to  north  and  four  windows  in 
the  north  wall  on  the  16th  to  19th  stories  within  50  ft.  of 
the  roof  of  a  neighboring  fifteen-story  building  to  the  north; 
and 


BUILDING  ZONE  CASES. 

683-29-BZ. 

APPLICANT — Wanda  Verplaetse,  for  Caroline  Rodger 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendei 
of  buildings),  under  sections  7g  and  21  of  tl 
building  zone  resolution,  to  permit  in  a  business  dL 
trict  the  erection  and  maintenance  of  a  gasoline  sei 
vice  station. 

PREMISES  AFFECTED — 56  Sand  lane,  southwest  corm 
of  Hylan  boulevard,  Arrochar,  Borough  of  Riel 
mond. 

APPEARANCES— 

For  Applicant :  Leonard  J.  Obermeyer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  1 
a.  m.,  pending  determination  of  proposed  city  plar 
ning  commission. 


106-30-BZ. 

APPLICANT— William  Layton  Hall,  for  Mabel  Hal 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendei 
of  buildings),  under  sections  7g  and  21  of  the  builc 
ing  zone  resolution,  to  permit  in  a  business  distri* 
the  erection  and  maintenance  of  a  gasoline  servk 
station. 

PREMISES  AFFECTED — 337  Arbutus  avenue,  northea: 
corner  of  Hylan  boulevard,  Huguenot,  Borough  Cj 
Richmond. 

APPEARANCES— 

For  Applicant :  Theodore  B.  Hall. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  1 
a.  m.,  pending  determination  of  proposed  city  plar 
ning  commission. 


724-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Beam  Holdin 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintender 
of  buildings),  under  section  21  of  the  building  zon 
resolution,  to  permit  in  a  business  use  district  th 
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erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

DEMISES  AFFECTED — 1740  Edenwald  avenue,  north¬ 
east  corner  of  East  233rd  street,  The  Bronx. 

PPEARAN  CES — 

For  Applicant :  Samuel  Streiner. 

For  Opposition:  Harry  H.  Chambers. 

STION  OF  BOARD — Laid  over  to  June  17,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


S-30-BZ. 

PPLICANT — Sadye  Hydecker,  owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

DEMISES  AFFECTED — Northeast  corner  of  Allerton 
avenue  and  Eastchester  road,  The  Bronx. 

PPEARAN  CES — 

For  Applicant :  Morris  Wagman. 

For  Opposition:  R.  E.  Fredius. 

ITION  OF  BOARD — Laid  over  to  June  17,  1930,  at  10 
a.  m.,  on  request  of  representative  of  attorney  in 
opposition. 


1-30-BZ. 

3PLICANT — James  M.  Murtha,  for  Elsie  E.  Parsons, 

owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
(EMISES  AFFECTED — Southeast  corner  of  Astoria 
avenue  and  42nd  street,  Long  Island  City,  Borough 
of  Queens. 

5PEARANCES — 

For  Applicant:  James  M.  Murtha. 

For  Opposition :  None. 

JTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  10 
a.  m.,  pending  determination  of  proposed  city  plan¬ 
ning  commission. 


-30-BZ. 

5PLICANT — Larry  Meltzer,  for  Elizabeth  Schrank, 
owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  business  district, 
the  alteration  and  change  of  occupancy  of  part  of 
the  first  story  of  an  existing  building  from  a  two 
(2)  car  garage  (accessory  use)  to  a  store. 

■EMISES  AFFECTED — 1601  Avenue  U,  northeast  cor¬ 
ner  of  East  16th  street,  Brooklyn 

’PEARANCES— 

For  Applicant:  William  E.  Rogers. 

For  Opposition :  J.  Martin. 

TION  OF  BOARD — Application  withdrawn  on  written 
request. 

IE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


-30-BZ. 

'PLICANT — Edward  P.  Doyle,  for  William  P.  Cum¬ 
mings  and  Katherine  Cummings,  owners. 

BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion,  extension  and  conversion  of  occupancy  of  first 
story  from  residence  use  to  business  use. 


PREMISES  AFFECT  ED — 45-10  50th  avenue  (Gould  ave¬ 
nue),  south  side,  80  ft.  west  of  46th  street,  Wood- 
side,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Edward  P.  Doyle  and  William  P. 
Cummings. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


671-29-BZ. 

APPLICANT — William  C.  Sommerfeld,  for  Laura  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 49-55  Nagle  avenue  and  28-38 
Bogardus  place,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

.  Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  5 


Negative  .  0 

Absent  .  0 


205 -30-BZ. 

APPLICANT— Schreiber,  Mvers  &  Buchter,  for  Edward 
and  Mary  Machson,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of  the  first 
story  of  an  existing  apartment  house  from  dwelling 
to  business  use  (stores). 

PREMISES  AFFECTED — 1215  Grand  concourse,  north¬ 
west  corner  of  East  167th  street,  The  Bronx 

APPEARANCES— 

For  Applicant:  John  Caldwell  Myers. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  q 

THE  RESOLUTION— 

(205-30-BZ) 


Whereas,  Schreiber,  Myers  &  Buchter,  for  Edward 
Machson  and  Mary  Machson,  owners,  filed,  March  19,  1930, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  alteration  and  change  of  occu¬ 
pancy  of  part  of  the  first  story  of  an  existing  apartment 
house  from  dwelling  to  business  use  (stores)  ;  prem¬ 
ises  1215  Grand  concourse,  northwest  corner  of  East  167th 
street,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  27,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  167th  street,  west  of  a  point 
100  ft.  west  of  Grand  concourse,  is  in  a  business  district; 
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East  167th  street,  east  of  a  point  100  ft.  east  of  Grand  con¬ 
course,  is  in  a  business  district;  Grand  concourse  is  in  a 
residence  district;  Grand  View  place,  west  side,  north  of  a 
point  100  ft.  north  of  East  167th  street,  is  in  a  residence 
district;  Grand  View  place,  west  side,  south  of  a  point  100 
ft.  north  of  East  167th  street,  is  in  a  business  district,  and 
Grand  View  place,  east  side,  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  18,  1930  (Alt.  App.  No.  40-30),  reads: 

“1.  Proposed  alteration  and  conversion  of  dwelling 
in  residence  district  to  be  used  partly  for  business  uses 
(stores)  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  five  stories  in  height,  with  a  frontage  of  141  ft. 
6  in.  on  Grand  concourse,  57  ft.  1*4  in.  on  East  167th  street 
and  137  ft.  11  in.  on  Grand  View  place;  occupied  as  an 
apartment  house;  it  is  proposed  to  alter  the  first  story  and 
convert  the  use  of  this  story  to  stores ;  and 

Whereas,  the  board  deems  that  applicant  has  failed  to  sub¬ 
stantiate  bis  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution  on  the  ground  of  practical  difficulties 
and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


90-29-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Vincent  Scuderi, 
owner. 

SUBJECT — Application  (re  decisions  of  the  superintendent 
of  buildings  and  the  fire  commissioner),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  building  to  be  used  for  automobile  showroom, 
garage  for  more  than  five  (5)  motor  vehicles  and 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — Southeast  corner  of  Roosevelt 
avenue  and  63rd  street,  Woodside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  P.  H.  Welch,  John  Lowery  and 


Elizabeth  Manger. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  9 

THE  RESOLUTION— 

(90-29-BZ) 


Whereas,  Edward  P.  Doyle,  for  Vincent  Scuderi,  owner, 
filed,  February  13,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  building  to  be  used  for  automobile 
showroom,  garage  for  more  than  five  (5)  motor  vehicles 
and  repair  shop;  premises  southeast  corner  of  Roosevelt 
avenue  and  63rd  street,  Woodside,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  27,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Roosevelt  avenue  is  in  a  business 
district ;  63rd  street  is  in  a  business  district,  and  64th  street 
is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  4,  1930,  reads : 

“Your  request  for  a  certificate  of  occupancy  for  prem¬ 
ises  on  the  east  side  of  63rd  Street,  19  feet  south  of 
Roosevelt  avenue,  for  use  as  an  automobile  showroom, 
garage  for  more  than  five  motor  cars  and  a  motor 


vehicle  repair  shop,  is  denied  for  the  reason  that  h< 
property  is  located  within  a  business  district,  as  shn 
on  the  use  district  maps. 

“Section  4  of  the  Zone  Law  prohibits  using  pren^j 
so  located  for  garage  for  more  than  five  motor  vehe« 
or  a  repair  shop  for  motor  vehicles.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  ha  ig 
a  frontage  of  99.92  ft.  on  63rd  street,  112  ft.  on  RoosHl 
avenue  and  a  distance  of  100  ft.  along  the  south  lot  1;; 
on  the  Roosevelt  avenue  front  of  the  plot  there  is  locate  a 
non-fireproof  building,  one  story  in  height,  having  a  fr  t- 
age  of  19.92  ft.  on  63rd  street  and  112  ft.  on  Roosoli 
avenue,  irregular,  in  area ;  on  the  south  portion  of  the  at 
there  is  located  a  one-story  non-fireproof  structure  havii  a 
frontage  of  80  ft.  on  63rd  street  and  a  depth  of  100  ft.;  i« 
proposed  to  occupy  the  building  as  an  automobile  shown r 
garage  for  more  than  five  motor  vehicles  and  motor  veil* 
repair  shop  in  conjunction  with  the  building  to  the  n<H 
which  is  occupied  as  an  automobile  showroom;  plans  sj 
show  these  two  buildings  separated  by  an  unpierced  wl; 
and 

Whereas,  the  board  deems  that  applicant  is  not  entxj 
to  relief  under  section  21  on  the  grounds  of  practical  cii 
culty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  btl- 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application* 
and  it  hereby  is  deni-ed.  .  J 


608-2S-BZ. 

APPLICANT— I.  H.  Lee,  owner. 

SUBJECT — Application  for  reopening — extension  of  Ik 
to  complete  work — re  Application  (decision  of  le 
superintendent  of  buildings),  under  section  21  tf 
the  building  zone  resolution,  to  permit  in  a  busisj 
district  the  erection  and  maintenance  of  a  gasci* 
service  station. 

PREMISES  AFFECTED — 366  Beryl  avenue,  southeast 
ner  of  Parkwood  avenue,  Princes  Bay,  Borougbf 
Richmond. 

APPEARANCES— 


For  Applicant :  Henry  J.  Herzog. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  :• 
tended  to  obtain  permits  and  complete  work. 
THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— d 
Affirmative:  Chairman  Walsh,  Commissioner: 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chie  f  McELl  igott . 5 


Negative  . ( 

Absent  . ( 


THE  RESOLUTION— 

(608-28-BZ) 

Whereas,  I.  G.  Lee.  owner,  filed,  July  13,  1928,  an  api- 
cation,  under  the  building  zone  resolution,  to  permit  i:  a 
business  district  the  erection  and  maintenance  of  a  gasoe 
service  station;  premises  366  Beryl  avenue,  southeast  (|’j 
ner  of  Parkwood  avenue,  Princes  Bay,  Borough  of  R  i- 
mond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application.'^ 
the  'board  of  standards  and  appeals,  at  its  regular  meet  5 
December  18.  1928,  after  due  notice  by  publication  in  e 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buikg 
zone  resolution  show  that  Beryl  avenue,  Parkwood  aveic 
and  Bradford  avenue  are  all  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildii 
rendered  July  5,  1928,  reads : 

“You  are  hereby  notified  that  New  Building  Appl)^ 
tion  No.  1422/28,  filed  by  you,  in  which  you  proposetfl 
build  an  oil  and  gas  station  on  the  southeast  corner  i 
Beryl  &  Parkwood  Avenues,  No.  366  Beryl  Avei-, 
Princes  Bay,  Staten  Island,  is  disapproved  for  the  w 
son  that  it  is  contrary  to  Section  4,  Article  2,  S>" 
division  46  of  the  Zoning  Resolution.”; 


and 
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Vhereas,  the  premises  consist  of  a  plot  of  ground  having 
rontage  of  80  ft.  on  Beryl  avenue  and  80  ft.  on  Parkwood 
nue,  upon  which  it  is  proposed  to  erect  a  one-story  store, 
ift.  by  20  ft.  in  area,  and  to  install  three  550-gallon  tanks 
•  the  necessary  pumps  for  a  gasoline  service  station; 

Vhereas,  the  application  is  brought  under  section  21  and 
rupported  by  unanimous  consent  of  property  substantially 
excess  of  an  area  common  in  practice  to  fixed  areas 
or  section  7g;  and 

IVhereas,  the  board  deems,  in  view  of  the  general  sup- 
1  by  consent  of  all  property  affected,  and  the  undeveloped 
u  generally  prevailing  in  tine  vicinity,  that  under  rule  of 
;eptjon  7,  subdivision  f,  a  temporary  permit  of  two 
irs  is  a  warrantable  adjustment  awaiting  the  development 
the  neighborhood  in  general,  and  it  would  be  a  hardship 
deny  a  temporary  relief ;  and 

Vherf.as,  the  applicant  requested  an  extension  of  the  time 
t  to  obtain  permits  and  complete  work,  which  request  was 
ited  by  vote  of  the  board  December  18,  1928,  May  28, 
),  and  November  26,  1929,  and  now  requests  a  further  ex¬ 
ion  of  time. 

‘csolved.  that  the  board  of  standards  and  appeals  does 
>by  make  a  variation  in  the  application  of  the  use  dis- 
t  regulations  of  the  building  zone  resolution,  and  that 
application  be  and  it  hereby  is  granted,  for  a  temporary 
od  of  two  years  from  November  26,  1929,  on  condition 
any  building  erected  thereon  for  use  in  conjunction  with 
business  shall  not  exceed  one  story  in  height ;  that  all 
nits  for  the  prosecution  of  the  work  shall  be  obtained 
lin  six  months  and  the  work  shall  be  completed  within 
months  from  the  date  of  this  action — May  27,  1930. 

23-BZ. 

PLICANT — Joseph  J.  Dalmases,  for  Conrad  Di  Chris¬ 
tina,  owner. 

3JECT — Application  for  reopening — extension  of  tem¬ 
porary  permit — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  7g  of  the 
building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for  the  storage 
of  four  (4)  motor  vehicles,  three  spaces  to  be  rented 
to  persons  not  residing  on  the  premises. 
iMISES  AFFECTED — 733-735  East  235th  street,  The 
Bronx. 

3EARANCES — None. 

riON  OF  BOARD — Application  reopened  and  temporary 
permit  extended. 

E  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  . 0 

l  RESOLUTION— 


(729-23-BZ) 

herf.as,  John  De  Hart,  for  Nicholas  Di  Gregorio, 
?r,  filed,  June  11,  1923,  an  application,  under  the  build- 
zone  resolution,  to  permit  in  a  residence  district  the 
itenance  of  a  garage  for  the  storage  of  four  (4)  mo- 
vehicles,  three  spaces  rented  to  persons  not  residing  on 
premises;  premises  733-735  East  235th  street,  Borough 
he  Bronx;  and 

hereas,  a  public  hearing  was  held  on  this  application 
he  board  of  appeals,  at  its  regular  meeting,  December 
923,  after  due  notice  by  publication  in  the  Bulletin  of 
Board  of  Standards  and  Appeals;  and 
hereas,  the  use  district  maps  accompanying  the  build- 
mne  resolution  show  that  East  235th,  East  236th  street 
Byron  avenue  are  residence  districts ;  and 
hf.reas,  the  decision  of  the  superintendent  of  buildings, 
ered  June  1,  1923,  reads; 

“Your  request  of  May  29th  for  a  certificate  of  oc¬ 
cupancy  for  a  garage  of  four  motor  vehicles,  three  of 
ivhich  are  to  be  rented  out  to  persons  not  residing  on 


the  premises  733-35  East  235th  Street,  Bronx,  is  hereby 
denied  for  the  reason  that  the  premises  are  located 
within  a  residence  district  as  established  by  the  Build¬ 
ing  Zone  Resolution  and  the  garage  will  not  be  used 
solely  as  an  accessory  to  the  dwelling  upon  the  prem¬ 
ises.”  ; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  35  ft. 
and  a  depth  of  20  ft.;  occupied  as  a  garage  for  the  storage 
of  four  motor  vehicles,  three  spaces  rented  to  persons  not 
residing  on  premises ;  and 

\\  hereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  82.3  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected;  and 

Whereas,  this  application  was  granted  by  a  resolution 
of  the  board  December  18,  1923,  for  a  period  of  two  years, 
reopened  April  20,  1926,  and  June  5,  1928,  for  the  purpose 
of  renewing  the  permit,  and  applicant  now  requests  a  further 
extension  of  time ;  and 

Whereas,  Conrad  Di  Christina,  the  present  owner, 
through  his  attorney,  Joseph  J.  Dalmases,  has  requested  an 
extension  of  the  original  permit  for  a  further  period  of 
two  years;  he  has  filed  twrenty-one  (21)  new  consents, 
equivalent  to  81.1  per  cent  of  the  area  affected;  and 

Whereas,  applicant  has  filed  in  excess  of  81  per  cent 
consents  of  the  area  deemed  affected  and  fixed  by  this 
board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted ,  for  a  tempo¬ 
rary  period  of  one  year  from  this  date,  May  27,  1930,  under 
the  conditions  of  the  original  resolution,  which  reads  that 
the  capacity  of  the  garage  be  limited  to  four  automobiles 
of  the  pleasure-car  type,  space  for  three  of  which  may 
be  rented  to  persons  not  residing  on  the  premises ;  that 
there  be  no  gasoline  storage  maintained  on  the  premises 
other  than  in  the  tanks  of  the  cars ;  that  there  shall  be 
no  advertising  or  signs  of  any  nature  or  description,  and 
that  all  permits  shall  be  obtained  within  thirty  days. 


CASES  DISMISSED. 

Building  Zone  Applications. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing ; 
'but  where,  despite  notice  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
officials  in  the  performance  of  their  duty : 

(537-29-BZ) 

Filed  August  22,  1929 — Premises  east  side  of  Webster  ave¬ 
nue,  874.10  ft.  north  of  204th  street,  The  Bronx. 
Decision  of  the  superintendent  of  buildings.  Ap¬ 
plicant  :  Helklar  Realty  Corp.  Dismissed  for  lack 
of  prosecution. 


( 622-29-BZ) 

Filed  October  17,  1929 — Premises  9  Sniffen  court,  west  side, 
59.7  ft.  south  of  East  36th  street,  Manhattan.  De¬ 
cision  of  the  superintendent  of  buildings.  Applicant : 
Mae  R.  Savage  (lessee).  Dismissed  for  lack  of 
prosecution. 


(35-30-BZ) 

Filed  January  17,  1930— Premises  102  Tapscott  avenue,  west 
side,  31  ft.  5 %  in.  south  of  East  93rd  street,  Brook¬ 
lyn.  Decision  of  the  superintendent  of  buildings. 
Applicant :  Elizabeth  Jackman.  Dismissed  for  lack 
of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  a 
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Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  standards  and  appeals  applications,  under  the  build¬ 
ing  zone  resolution,  affecting  the  premises  in  question;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  foe  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


APPROVAL  OF  PLANS. 

187-29-BZ 

APPLICANT — Philip  J.  Sinnott,  for  Robert  B.  Seaman 
and  Jacob  Finkelstein,  owners. 

SUBJECT — Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  under  date  of 
December  10  1920 

PREMISES  AFFECTED— 8402  Linden  boulevard,  south¬ 
east  corner  of  84th  street,  Aqueduct,  Borough  of 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  engineer’s  report; 
report  of  engineer  adopted  and  plans  approved  in 
accordance  therewith. 


THE  VOTE  TO  ADOPT  REPORT  AND  APPRO" 
PLANS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott . a 

N  egative  . g 

Absent  .  > 


717-28-BZ. 

APPLICANT — William  F.  Doyle,  substituted  for  Edw;l 
P.  Doyle,  for  Stanhope  Estates,  Inc.,  owner. 
SUBJECT — Application  for  approval  of  plans  in  accordai> 
with  resolution  adopted  by  the  board  under  date  ' 
April  15,  1930. 

PREMISES  AFFECTED— 152-164  East  87th  street,  Ms- 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  engineer’s  repo; 
report  of  engineer  adopted  and  plans  approved  i 
accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROV 
PLANS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy  j 

Chief  McElligott . 

Negative  . t 

Absent  . ) 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary 

- =m\ 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  27,  1930. 
Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS. 

69-30-S. 

PETITIONER — Fox  Film  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — -830-850  Tenth  avenue,  441-461 
West  55th  street  and  450-456  West  56th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Louis  M.  Weber. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1930,  at  2 
p.  m.,  on  request  of  petitioner’s  representative. 


225 -30- S. 

PETITIONER — New  York  Tribune,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 228-232  West  41st  street  and 
219-229  West  40th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  K.  W.  Greenwalt. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1930,  at  2 
p.  m.,  on  request  of  petitioner’s  representative. 


115-30-S. 

PETITIONER — Joseph  D.  Nunan,  for  Estate  of  Charles 
G.  Thompson,  owner. 

SUBJECT — Acceptance  of  petition — re  Variation  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — 410  Lafayette  street,  Manhj 
tan. 

APPEARANCES— 

For  Petitioner:  Joseph  D.  Nunan. 

ACTION  OF  BOARD — Petition  accepted  for  filing. 
THE  VOTE  TO  ACCEPT  PETITION— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . > 

Absent  . ' 


196-30-S. 

PETITIONER — William  T.  Powers,  for  Attica  Film  Cor 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  orej 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 544-546  West  43rd  street,  Ma 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  i 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . i 

Absent  . 


141-30-S. 

PETITIONER — Harris  H.  Murdock,  for  Rogers  Peet  C 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  ord 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 842-846  Broadway,  140-1 
Fourth  avenue  and  65-87  East  13th  street,  Manh: 
tan. 
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pEARANCES— 

For  Petitioner:  Harris  H.  Murdock. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CION  OF  BOARD — Petition  denied. 

|i  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 5 

Absent  .  0 

RESOLUTION— 

(141-30-S) 

hereas,  Harris  H.  Murdock,  for  Rogers  Peet  Co., 

,;r,  filed,  February  25,  1930,  a  petition  for  a  variation 
u  the  requirements  of  the  labor  law,  as  cited  in  an  order 
ie  fire  commissioner,  affecting  premises  842-84G  Broad- 
j  and  140-146  Fourth  avenue  and  65-87  East  13th  street, 
:>ugh  of  Manhattan;  and 

'  hereas,  the  order  of  the  fire  commissioner,  dated,  Feb- 
;y  6,  1930  (Order  No.  70272-LF),  reads: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals,  and  the  enclosed  approved  lay¬ 
out”; 

j 

hereas,  the  building  is  fireproof,  eight  stories  (118  ft.) 
fight,  with  a  frontage  of  62.6)4  ft-  frontage  on  Broad- 
i  135.0)4  ft.  on  Fourth  avenue  and  252.3  ft.  on  13th 
■t;  OCCUPIED  for  manufacturing  purposes;  210  per- 
i  each  story,  except  the  fourth  story,  having  345  persons ; 
’JIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
lim;  EXITS:  two  interior  fireproof  stairways,  extend- 
firom  the  first  story  to  roof,  enclosed  in  fireproof  parti - 
t  with  fireproof  doors  at  openings;  two  sets  of  twin 
■escapes  on  the  13th  street  front  of  the  building,  having 
.roof  openings  along  the  course  thereof,  extending  from 
second  story  to  the  top  story,  and  counterbalanced  stair- 
i;  to  the  street ;  and 

'hereas,  the  petitioner  claims  that  the  board  granted  a 
ation  of  the  labor  law  as  to  occupancy  for  the  premises 
uestion  under  Cal.  No.  659-20-S;  the  building  was 
oped  with  a  fire  alarm  system  at  the  time  of  granting 
variation  and  such  system  is  still  in  working  order,  al- 
gh  it  does  not  comply  with  the  present  rules;  that  no 
1  conditions  have  arisen  which  justify  the  fire  commis- 
>t  in  requiring  a  change;  furthermore,  the  petitioner 
nnds  the  owner  would  suffer  unnecessary  hardship  if 
oelled  to  comply  with  the  order. 

'hereas,  the  board  deemed  that  its  previous  action  did 
affect  the  issuance  of  an  order  for  a  fire  alarm  system, 
effected  the  occupancy  of  the  fourth  story  only. 

.solved,  that  the  order  of  the  fire  commissioner  be  and 
'reby  is  affirmed,  and  that  the  petition  be  and  it  hereby  is 
<‘d. 


!0-S. 

'ITIONER — Murray  Klein,  for  Jerome  Messana,  owner. 
ilJECT — Application  for  reopening — restoration  to  cal¬ 
endar — re  Variation  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner. 

IMISES  AFFECTED— 354-358  Troutman  street, 

Brooklyn. 
i'EARANCES — 

For  Petitioner :  Irving  Primost. 

'ION  OF  BOARD — Petition  restored  to  calendar  and 
denied. 

E  VOTE  TO  RESTORE  TO  CALENDAR— 
Affirmative:  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

VOTE  TO  GRANT— 

Affirmative  . .  •  .  0 

Negative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  •*> 

>  Absent  .  0 


THE  RESOLUTION— 

( 184-30-S) 

Whereas,  Murray  Klein,  for  Jerome  Messana,  owner, 
filed,  March  14,  1930,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  354-358  Troutman  street, 
Borough  of  Brooklyn;  and 

W iiereas,  the  order  of  the  fire  commissioner  dated  Feb¬ 
ruary  13,  1930  (Order  No.  70572-LD),  reads: 

“1.  Arrange  bars  on  windows  on  1st  story,  north, 
east,  west  and  south  sides  of  building,  so  as  to  be  readily 
movable  or  removable  from  (both  sides  in  such  a  manner 
as  to  afford  the  free  and  unobstructed  use  of  such  win¬ 
dows  for  the  purposes  of  egress,  as  per  Section  272  of 
the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  48  ft.  by  90  ft.  in  area ;  OCCUPIED  for  the  manu¬ 
facture  of  macaroni :  1  st  story,  6  persons ;  2nd  story,  25 
persons;  EXITS:  an  interior  iron  stairway,  extending  from 
the  first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
fireproof  doors  at  openings ;  a  fire  escape  on  the  west  side 
of  the  building,  having  fireproof  openings  along  the  course 
thereof,  extending  from  the  second  story  balcony  to  the 
west  court,  with  EGRESS  from  the  termination  of  the  fire 
escape  by  means  of  open  court  leading  to  street;  ROOFS 
of  adjoining  buildings :  none  adjoining ;  and 

Whereas,  there  are  windows  on  the  first  story  in  the 
north,  south,  east  and  west  walls  of  the  building  covered  with 
iron  bars;  and 

Whereas,  petitioner  contends  that  the  occupancy  of  the 
first  story  is  small  in  number ;  that  most  of  the  windows  in 
question  are  blocked  by  drying  rooms  and  could  not  be  used 
as  exits,  and  proposes  to  arrange  the  two  center  portions 
of  the  window  guards,  on  the  front  of  the  building,  so  as 
they  can  be  hinged  from  the  inside  and,  also,  one  window 
opening  in  the  west  court,  and  requests,  otherwise,  the 
acceptance  of  existing  conditions  as  to  the  windows  in  ques¬ 
tion  :  and 

Whereas,  petitioner  withdrew  this  case  at  the  meeting 
of  the  board  May  13,  1930,  and  under  date  of  May  13,  1930, 
requested  a  reopening  of  the  case  on  the  basis  of  additional 
facts,  which  reopening  was  granted  by  vote  of  the  board ; 
and 

Wi-iereas,  the  board  deemed  that  the  order  of  the  fire 
commissioner  should  be  complied  with. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  petition  be  and  it  hereby  is 
denied. 


1 17-30-S. 

PETITIONER — Thomas  J.  McLaughlin,  for  Fanden  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 254-256  West  31st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  T.  F.  Dunn. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  o 

THE  RESOLUTION— 

(1 17-30-S) 

Whereas,  Thomas  J.  McLaughlin,  vice-president  of  the 
Fanden  Realty  Corp.,  owner,  filed,  February  14,  1930,  a  peti¬ 
tion  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  254-256  West  31st  street,  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  1,  1929,  reads: 

“Relative  to  your  application  for  a  Certificate  of  Occu- 
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pancy  for  above  building,  we  wish  to  advise  you  that  the 
following  objections  must  be  removed  before  the  Cer¬ 
tificate  can  be  issued : 

“2.  Area  of  plate  glass  in  front  windows  exceed  720 
sq.  in.  for  each  light.” ; 

and 

Whereas,  a  letter  from  the  superintendent  of  buildings, 
dated  January  31,  1930,  reads : 

‘‘Answering  your  letter  of  January  23,  1930,  you  are 
advised  that  the  windows  referred  to  are  all  the  front 
windows  from  the  1st  to  the  15th  floor.”; 

and 

Whereas,  the  building  is  fireproof,  fifteen  stories  (187 
ft.  6  in.)  in  height,  50  ft.  by  78  ft.  0  in.  in  area;  OCCU¬ 
PIED:  1st  story,  store;  2nd  story,  vacant  at  present;  3rd 
story,  offices  and  music  shop,  5  persons ;  4th  story,  offices 
and  packing,  10  persons;  5th  story,  offices,  7  persons;  6th 
story,  offices  and  mailing,  19  persons;  7th  story,  offices  and 
stock  room  (electrical  supplies),  21  persons;  8th  story,  offices 
and  showrooms  (dresses),  10  persons;  9th  story,  offices  and 
packing  (soap),  15  persons;  10th  story,  offices  and  laboratory, 
5  persons ;  1 1th  story,  office  and  assembling  radios,  21  per¬ 
sons;  1 2th  story,  intaglio  printing,  7  persons;  13th  story, 
assembling  electrical  signs,  15  persons;  14th  story,  com¬ 
mercial  photography,  15  persons;  15th  story,  offices,  15  per¬ 
sons;  EQUIPPED  with  a  sprinkler  system;  EXITS:  two 
interior  fireproof  stairways,  extending  from  the  first  story 
to  roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors 
at  openings ;  and 

Whereas,  there  are  openings  on  all  stories  in  the  street 
wall  of  the  building  glazed  with  plate  glass ;  tire  maximum 
area  of  the  glass  on  the  first  story  being  6  ft.  by  5  ft.;  on 
the  mezzanine  story  being  4  ft.  8  in.  by  5  ft.  10  in.;  on  the 
second  story  being  4  ft.  8  in.  by  8  ft.;  on  the  third  story 
being  4  ft.  8  in.  by  8  ft.;  on  the  fourth  to  fifteenth  stories, 
inclusive,  being  2  ft.  4  in.  by  2  ft.  8  in.;  some  windows  on 
the  mezzanine,  second  and  third  stories  being  pivoted;  and 

Whereas,  petitioner  contends  that  the  building  is  con¬ 
structed  so  as  to  comply  with  the  regulations  permitting  25 
per  cent  manufacture  on  the  premises,  in  all  respects,  except¬ 
ing  as  to  the  area  of  the  glass ;  that  the  manufacturing  is 
confined  to  the  fourteenth,  thirteenth  and  twelfth  stories  and 
a  small  portion  of  the  fourth  story  rear ;  that  the  number 
of  persons  engaged  at  manufacturing  is  small,  and  requests 
the  acceptance  of  existing  conditions  as  to  the  area  of  the 
glass. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
it  hereby  is  denied. 


137-30-S. 

PETITIONER— Stanley  B.  Rigby,  for  Mary  H.  Oakley, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 29  East  21st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Stanley  B.  Rigby. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(137-30-S) 

Whereas,  Stanley  B.  Rigby,  for  Mary  H.  Oakley,  owner, 
filed,  February  24,  1930,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  29  East  21st  street, 
Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  5,  1929,  reads: 

“1.  Arrange  the  fire  escape  at  rear  of  building  serving 


as  a  required  means  of  egress  so  that  same  will  confoi 
to  Section  274  of  the  Labor  Law  and  the  Rules  of  t 
Board  of  Standards  &  Appeals. 

‘‘Defects  noted  as  follows: 

“1.  No  stairs  from  too  balcony  to  roof. 

“2.  No  safe  egress  from  termination  of  fire  escape 
street. 

“3.  Windows  on  course  of  fire  escape  at  1st  story  a 
cellar  not  fireproof  self-closing.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  ( 
ft.)  in  height,  25  ft.  by  94  ft.  in  area  at  first  story  and  25 
by  85  ft.  in  area  above;  OCCUPIED:  1st  story,  upholstei 
7  persons ;  2nd  story,  bookbinding,  7  persons ;  3rd,  4th  a 
>5th  stories,  hemstitching  and  novelties,  not  more  than 
persons  each  story;  EQUIPPED  with  a  fire  alarm  sigi 
system;  EXITS:  an  interior  wooden  stairway,  extendi 
from  the  first  story  to  top  story,  enclosed  in  fire-retardi 
partitions,  with  fireproof  doors  at  openings ;  a  fire  esca 
on  the  rear  of  the  building,  having  fireproof  openings  alo 
the  course  thereof  (except  at  cellar  and  first  story,  whi 
are  non-fireproof),  extending  from  the  yard  level  to  t 
top  story,  a  gooseneck  ladder  to  roof,  with  EGRESS  fr< 
the  termination  of  the  fire  escape  by  means  of  open  yar; 
adjoining  at  east  and  north;  ROOFS  of  adjoining  building 
40  ft.  higher  at  west;  pitched  roof  at  east,  6  ft.  to  10  ft. 
in.  lower ;  and 

Whereas,  the  petitioner  claims  that  similar  orders  w< 
issued  by  the  department  of  labor  in  1915,  and  in  1918  t 
board  of  review  considered  there  was  no  safe  exit  from  roc 
that  egress  from  foot  of  rear  fire  escapes  may  be  had 
adjoining  yards  and  held  the  matter  in  abeyance;  and 

Whereas,  there  is  no  safe  egress  from  the  roof  as  < 
fined  by  the  rules  of  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  A 
hereby  make  a  variation  in  the  requirements  of  the  lab 
law,  and  that  the  petition,  as  to  Items  1  and  2,  be  and 
hereby  is  granted,  as  to  Item  1,  on  condition  that  a  fix 
double-rung  gooseneck  iron  ladder  be  provided  from  t 
top  story  balcony  to  the  roof,  and  granted,  as  to  It( 
2,  egress  at  termination  of  the  rear  fire  escape,  on  cc 
dition  that  there  shall  be  provided  and  maintained  at  ya 
level  a  reinforced  concrete  platform;  the  open  ar< 
way  to  be  provided  with  a  substantial  iron  guard  ra. 
ing ;  that  no  fence  shall  be  maintained  from  the  rear  of  the 
premises  to  the  adjoining  properties  to  the  north,  east  a 
west,  the  combined  adjoining  yard  space,  22  East  22nd  stre 
24  East  22nd  street  and  31  East  21st  street  to  be  maintain 
open  and  unobstructed ;  that  the  consent  of  the  adjoin: 
owners  for  egress  from  these  premises  from  termination 
the  fire  escape  shall  be  filed  with  the  fire  department;  tlf 
the  fire  escape  otherwise  comply  with  the  requirements  in  1 
other  respects,  and  that  the  occupancy  shall  not  exceed  t| 
legal  capacity  of  the  primary  means  of  egress,  and  that  1- 
order  of  the  fire  commissioner,  as  to  Item  3,  be  affirm 4 
and  the  petition  as  to  this  item  be  denied. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
195-30- S A. 

PETITIONER— Charles  Murphy,  for  Wells  &  Newton  C. 
Inc.,  owner. 

SUBJECT — Simplex  Water  Pressure  Reducing  Valve,  r 
proval  of.  m  j| 

APPEARANCES— 

For  Petitioner :  Charles  Murphy. 

For  Administration:  Inspector  Maher  of  fire  o 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Or 
endar  and  referred  to  fire  department  for  test  al 
report. 

THE  VOTE  TO  REFER  TO  FIRE  DEPARTMENT 


Affirmative:  Chairman  Walsh  and  Commissioners 

Connell,  Holland  and  Guilfoyle . ' 

Negative:  Deputy  Chief  McElligott . ^ 

Absent  . . 


231-30-SA. 

PETITIONER — Reading  Steel  Casting  Co.,  Inc.,  own 
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OBJECT — Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Outlet 
Valve,  approval  of. 

\PEARANCES — 

For  Petitioner :  Charles  Stephen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

^TION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  and  referred  to  fire  department  for  test  and 

reoort. 

' E  VOTE  TO  REFER  TO  FIRE  DEPARTMENT— 
Affirmative :  Chairman  Walsh  and  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative:  Deputy  Chief  McElligott .  1 

Absent  .  0 


r  30-SA. 

'  TITIONER — Reading  Steel  Casting  Co.,  Inc.,  owner. 
OBJECT — Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Outlet 
Valve,  approval  of. 
lPEARANCES— 

For  Petitioner :  Charles  Stephen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

LlflON  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  and  referred  to  fire  department  for  test  and 

report. 

'  E  VOTE  TO  REFER  TO  FIRE  DEPARTMENT— 
Affirmative  :  Chairman  Walsh  and  Commissioners 


Connell,  Holland  and  Guilfoyle .  4 

Negative:  Deputy  Chief  McElligott .  1 

Absent  .  0 


>29-SA 

1  TITIONER — Williams  Oil-O-Matic  Heating  Corp., 
owner. 

EJECT — Williams  Oil-O-Matic  Junior  Oil  Burner,  ap¬ 
proval  of. 

.  ’EARANCES — None. 


ACTION  OF  BOARD — Petition  withdrawn  on  written 


request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


CASE  DISMISSED. 

Variation  of  the  Labor  Law. 

The  chairman  called  attention  to  the  following  case,  where 
notice  of  intention  to  petition  was  offered  for  filing;  but 
where,  despite  notices  from  this  office,  papers  have  not  been 
completed,  thus  tying  the  hands  of  the  administrative  official 
in  the  performance  of  his  duty : 


(681-29-5) 

Filed  November  23,  1929— Premises  133-157  West  50th  street 
and  132-148  West  51st  street,  Manhattan,  Order 
of  the  fire  commissioner.  Petitioner :  Roxy 
Theatres  Corp.  Dismissed  for  lack  of  prosecution. 
THE  VOTE  TO  DISMISS— 


Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


Whereas,  the  foregoing  petitioner  has  filed  a  petition 
with  the  board  of  standards  and  appeals  from  an  order  of  the 
fire  commissioner  affecting  the  premises  in  question;  and 
Whereas,  the  petitioner  has  failed  to  complete  his  papers, 
though  duly  notified  to  do  so. 

Resolved ,  that  the  foregoing  petition  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


Adjourned  5,20  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 

PROPOSED  AMENDMENTS  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


[281-22-SR] 

OTICE  IS  HEREBY  GIVEN  that  a  public  hear- 
J  will  be  held  by  the  board  of  standards  and  appeals 
Friday,  June  6,  1930,  at  10  a.  m.,  Room  1013,  Municipal 
eding,  on  proposed  amendments  to  Rules  3  &  4  of  “Stand- 
t’— “Fire  Line”  Rules. 

ter  in  italics  is  new.  Matter  in  brackets  [  ]  is  old 

matter  to  be  omitted. 

ile  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
Ve  shall  be  an  [The]  engineer,  superintendent  or  persons 
large  of  the  standpipe-fire  line  system  in  all  buildings 
-eding  eighty-five  feet  in  height  ivho  shall  be  registered, 
1  submit  to  an  examination  in  the  Fire  Department.  Upon 
:nce  of  fitness  to  properly  operate  and  maintain  the  stand- 
I  system  he  shall  be  granted  a  Certificate  to  that  effect, 
i  certificate  shall  contain  the  full  name  and  a  small 
1  graph  of  the  holder. 

iy  and  night  service  shall  be  maintained  in  all  buildings 
ceding  250  ft.  in  height  in  which  there  is  a  fire  pump, 
beatre  buildings  provided  with  fire  pumps  shall  have  at 
i  one  certified  operator  on  duty  during  every  perform- 
f  Buildings  of  large  areas,  industrial  plants,  amuse- 
c  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
1  when  deemed  necessary  by  the  fire  commissioner, 
ile  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
c  and  other  auxiliary  fire  appliances  shall  be  kept 


m  perfect  working  order,  and  at  least  once  a  month  the 
person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  [subject  to  a  flow  test  with  a  pressure  of  not 
less  than  50  lbs.  at  the  top  floor  outlet,  at  least  once  in  every 
two  years,  test  to  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Department.]  subjected,  on  order  of  the 
Lire  Department  but  at  least  once  every  two  years,  to  a 
pressure  test  of  fifty  pounds  in  excess  of  the  pressure  due  to 
the  water  in  the  standpipe.  This  test  to  be  applied  to  the 
standpipe  and  fittings  in  such  manner  as  to  prove  their  suit¬ 
ability  for  the  use  of  the  Fire  Department;  there  shall  also 
be  such  flow  tests  as  to  prove  the  standpipe,  line  valves, 
check  valves  and  Siamese  connections  arc  free  from  obstruc¬ 
tion  and  are  workable.  These  tests  to  be  conducted  by  a 
representative  of  the  owner  of  the  premises,  at  the  owner's 
risk,  who  shall  notify  the  Fire  Department  at  least  forty- 
eight  hours  prior  to  the  time  of  conducting  the  test . 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

•*  J 

Cases  filed  up  to  May  28,  1930 .  358 

Restored  to  calendar .  25 

Miscellaneous  Applications. 

Requests  to  reopen .  92 

Requests  to  amend .  10 

Requests  for  modification .  14 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  36 

Requests  for  extension  of  permit .  3 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  20 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  950 

Disposed  of .  570 

Cases  pending  May  28,  1930 .  380 


DISPOSITION  OF  CASES. 


Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted - ; . 

Administrative  requests  denied  or  withdrawn.. 

Interpretations  . . . 

Requests  withdrawn  or  dismissed . 

Total  . 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  ' 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failit 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  - 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative  o-i 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petit  i 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  : 
appellant  or  petitioner  to  file  necessary  data,  or  by  a' 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ; 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pi: 
and  data  required  by  law  are  supplied,  as  specified  on  S 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($3.50)  for  subscription  for  one  year  to  THE  BUL 
LETTN  OF  THE  BOARD  OF  STANDARDS  A  ND  APPEALS.  Please  mail  THE  BULLETIN  b 

Name . 

Street . 

P.O . . 

My  subscription  is  to  begin  with  the  issue  for . .  1930. 

512 


E  W 


BULLETIN 


OF  THE 


30ARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503.  Laws  of  1916 

and  the  Muncipal  Assembly,  Local  Law  No.  13,  of  1925.  ’ 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1001  to  1015,  Municipal  Building 

New  York  City.  6’ 


ol.  XV 


Subscription 
$2.50  a  year 


JUNE  10,  1930 


DIRECTORY 

- - - 

BOARD  OF  STANDARDS  AND  APPEALS 

WILLIAM  E.  WALSH,  Chairman 
Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


ShBy  No.  23 

.By  mail,  7  cents  '  >  t  f  _ 
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_  ,  PUBLIC  HEARuI^sl 

lucsdays,  at  10  a.  m.'  and 
Special  meetings  as  public 


19, 3q 

Call  of  Clerk's’  Calendar,  Tils'tS^/j^'S, 
ManhattaringS  ^  hdd  R°°m  1013, 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


(fice — Municipal  Building,  Rooms  1001  to  1015. 

"lephone — Worth  0184. 

(fice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

il  communications  should  be  addressed  to  the  chairman  of 

xhe  board 


CONTENTS 


CALL  OF  CLERK’S  CALENDAR 


n  Calendar  consists  of  applications  under  the 

Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  June  10,  1930, 

definite0  day'  At  ^  ^  C3Se  ’S  SCt  f°r  hearing  011  a 

ihe  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  17,  1930,  at  2  o’clock. 


Ihe  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  oi  cases  that  have  been  definitely  set  for  hearing- 
on  fixed  days. 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

-The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  June  3,  1930,  10  A.  M. 
Minutes  of  Regular  Meeting,  June  3,  1930,  2  P.  M. 
Corrections. 

Minutes  of  Special  Meeting,  Friday,  June  6,  1930, 
10  A.  M. 

Reporting  Structural  Alterations,  Rules. 

Progress  Report. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  “Standpipe”  -  “Fireline”  Rules. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official.' 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  b« 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  the*e 
directions. 

William  E.  Walsh,  Chairman 
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DOCKET. 

New  Cases  Filed,  up  to  June  4,  1930. 


Cal.  No. 

Department.  Premises  Affected. 

372-30-SA . . 

. F.D _ 

..International  Mechanical  Draft 
Oil  Burner,  Appliance 

371-30-S - 

_ F.D _ 

. .  30'5— 3 13  E.  47th  st.,  Man., 

L.  D.  43707 

370-30-BZ . . 

. B.B.Q. . 

..South  side  of  Nassau  blvd.,  be¬ 
tween  Fresh  Meadow  rd.  & 
173rd  st.,  Flushing,  Q., 

N.  B.  518-30 

369-30- A. . . 

. F.D _ 

.  .27-33  W.  23rd  st.,  Man., 

F-73500  and  Decision 

368-30- A. . . 

. F.D _ 

..Pier  No.  3,  Erie  Basin,  foot  of 
Columbia  st.,  Bklyn., 

F-75445 

367-30- S A. . 

. F.D _ 

..Kreger  Steamaker, 

Appliance 

366-30-A . . . 

. F.D . . . . 

....31  Union  sq.,  Man., 

F-66374 

365-30- A. . . 

. F.D _ 

..415  Sound  View  ave.,  Bx., 

L.  C.  56672 

364-30- A. . . 

. F.D _ 

..71-73  Murray  st.,  Man., 

F-7'5403 

363-30-S.  . . . 

. B.B.M. 

...114-120  W.  26th  st.,  Man., 

Alt.  93-30 

362-30-BZ . . 

. B.B.B. . 

..360-362  E.  29th  st.,  Bklyn., 

Applic.  5502-30 

361-30-A . . . 

. F.D _ 

..170-194  Avenue  X,  Bklyn., 

L.  C.  28247 

360-30-A . . . 

. F.D _ 

.  .605-607  W.  49th  st.,  Man., 

L.  C.  44907 

359-30-SA.  . 

. F.D... 

...Conran  Hydraulic  Emergency 
Control  Valve  for  Fire  Line, 
Appliance 

CODE. 

F.D . 

H.D . 

B.B.B . 

B.B.M . 

..Bureau  of  Buildings,  Manhattan 

B.B.Q . 

B.B.R . 

..Bureau  of  Buildings,  Richmond 

B  B.Bx . 

T  H.D . 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  10,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

154-30-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  Vandee  Building 
Co.,  Inc.,  owner. 

PREMISES — Northwest  corner  of  Foch  boulevard  and 
Springfield  boulevard,  Queens  Hill  Manor,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

565-29-BZ. 

APPLICANT — Morania  Sales  Co.,  for  Relton  Holding 
Corp.,  owner. 


PREMISES — 226-02  to  226-08  Merrick  road  and  134- 
226th  street,  southeast  corner,  Laurelton,  Borou, 
of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  buildi 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 

155-30-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  John  Sifferli 
owner. 

PREMISES — Northwest  corner  of  Rockaway  boulevard  a 
114th  street,  Richmond  Hill,  Borough  of  Queei 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 

182-30-BZ. 

APPLICANT — William  A.  Lacerenza,  for  Paras  Holdi 
Corp.,  owner. 

PREMISES — 8918-8932  Fourth  avenue,  northwest  corr 
of  90th  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in 
residence  district,  the  erection  and  maintenance  of 
gasoline  service  station. 

216-30-BZ. 

APPLICANT — J.  L.  Goldstone,  for  Dora  Harnett,  own 

PREMISES — 425-431  Hegeman  avenue,  north  side,  100 
east  of  Louisiana  avenue,  Brooklyn. 

APPLICATION,  under  section  7a  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  use  district  the  alteration  a 
extension  of  an  existing  poultry  slaughter  hou 


JUNE  10,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

243-30-A — 236-238  Fifth  avenue,  Manhattan. 

255-30- A — 12  West  40th  street,  Manhattan. 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  N' 
street,  Manhattan. 

Building  Zone  Applications.  J 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisic 
of  the  building  zone  resolution,  Tuesday  morning,  June 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters : 

cal.  no.  148-30-BZ — Application,  February  26,  1930,  un< 
section  21  of  the  building  zone  reso- 
tion,  of  William  F.  Doyle,  applicant,  i 
behalf  of  Joseph  Goldberg,  owner,  1 
permit  in  a  business  district  the  er- 
tion  and  maintenance  of  a  gasoline  s  - 
vice  station;  premises  southwest  corr 
of  Hylan  boulevard  and  Lincoln  aven , 
Grant  City,  Borough  of  Richmond. 

cal.  no.  694-29-BZ — Application,  December  2,  1929,  unc 
section  21  of  the  building  zone  reso- 
tion,  of  Bertram  G.  Eadie,  applicant, » 
behalf  of  Otto  F.  Koehler,  Inc.,  own, 
to  permit  in  a  residence  district  ' 
erection  and  maintenance  of  a  gar;i 
for  the  storage  of  more  than  five  0 
motor  vehicles;  premises  14-22  Mon-* 
avenue,  west  side.  Ill  ft.  south  J 
Fort  place,  St.  George,  Borough  f 
Richmond. 
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: 

'J.  no.  2-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  Solomon,  applicant,  on  be¬ 
half  of  St.  Johns  Place  Corp.,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  486-510  St.  Johns 
place,  south  side,  100  ft.  west  of  Classon 
avenue,  Brooklyn. 

7.  no.  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

A  no.  178-30-BZ — Application,  March  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Carroll,  applicant,  on  behalf 
of  Teresina  Grilli,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  ; 
premises  31-33  Olive  place  and  2119-2123 
Atlantic  avenue,  northeast  corner, 
Brooklyn. 

.<  no.  194-30-BZ — Application,  March  18,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Natessie  Realty  Corp.,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  conversion  of  occupancy 
of.  part  of  the  basement  story  of  an 
existing  apartment  house  from  dwelling 
use  to  stores ;  premises  108  Clarke 
place,  southeast  corner  of  Walton  ave¬ 
nue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


JUNE  10,  1930,  2  P.  M. 

Petitions  for  Variations. 

1  -30-S — 127-133  West  30th  street  and  128-136  West '31st 
street,  Manhattan. 

‘-30-S — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

!!-30-S— 228-232  West  41st  street  and  219-229  West  40th 
street,  Manhattan. 


JUNE  13,  1930,  10  A.  M. 

SPECIAL  MEETING. 

,  Rules. 

C22-SR  Standpipe  -  “Fireline”  Rules,  proposed  amend¬ 
ments  to. 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  17,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

f-9-BZ. 

FLICANT — Charles  W.  Van  Keuren,  for  Leon  A. 
Zuckerman,  owner. 

MISES— 19913-1999  Eastchester  road  and  1440-1442 
p  Wilkinson  avenue,  southwest  corner,  The  Bronx. 
PLICATION,  under  section  21  of  the  building  zone 
resolution, 

S  PERMIT  in  a  business  district  the  installation  and 
maintenance  of  a  gasoline  service  station. 


160-30-BZ. 

APPLICANT— James  J.  Millman,  for  Camen  Holding 
Corp.,  owner. 

PREMISES — 676-684  Warwick  street,  878-888  Livonia 

a  r>r>T  avenue  and  719-729  New  Lots  avenue,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

227-30-BZ. 

APPLICANT — G.  Medwin  Peek,  for  The  Cord  Meyer  Co., 
owner. 

PREMISES — 88-01  to  88-19  Roosevelt  avenue,  north  side, 
from  88th  to  89th  streets,  Elmhurst,  Borough  of 
Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  erection,  in  a  residence  district,  of  a  pro¬ 
posed  extension  to  an  existing  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles  located 
in  a  business  district. 

122-30-BZ. 

APPLICANT— George  J.  Lobenstein,  for  Margaret  Leonard 
and  Giovanna  Loschiavo,  owners. 

PREMISES — Southwest  corner  of  Sheridan  avenue  (163rd 
avenue)  and  Jamaica  Bay  boulevard  (Woodhaven 
avenue),  Shellbank  Basin,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

259-30-BZ. 

APPLICANT— Frank  Paladino,  for  Gerosa  Paladino  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 2162-2238  Webster  avenue  and  402-408  East 
182nd  street,  southeast  corner,  The  Bronx. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  omission  of 
the  rear  yard  required  by  the  building  zone  resolu¬ 
tion. 

267-30-BZ. 

APPLICANT— Richards,  Smyth  &  McGrath,  for  St.  Al- 
bans-Springfield  Corp.,  owner. 

PREMISES — Northeast  corner  of  Foch  boulevard  and 
Springfield  boulevard,  St.  Albans,  Borough  of 
Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUNE  17,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

177-30- A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

206-30- A — 56-58  Pine  street  and  26-28  Cedar  street,  Man¬ 
hattan. 

219-30- A — 30-32  East  20th  street,  Manhattan. 

70-30- A — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

226-30- A — 2-20  West  34th  street  and  1-29  West  33rd  street 
(west  side  of  Fifth  avenue,  33rd  to  34th 
streets) ,  Manhattan. 
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Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  17, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  679-29-BZ — Application,  November  20,  1929 ;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles ;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  724-29-BZ — Application,  December  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  applicant, 
on  behalf  of  Beam  Holding  Corp., 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street,  The  Bronx. 

cal.  no.  118-30-BZ— Application,  February  14,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sadye  Hydecker,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  ;  premises  northeast 
corner  of  Allerton  avenue  and  East- 
chester  road,  The  Bronx. 

cal.  no.  222-30-BZ — Application,  March  28,  1930,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Benjamin  Traktman  and 
Libbie  Traktman,  applicants  and  owners, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  217-231  Pacific 
street,  north  side,  50  ft.  west  of  Boerum 
place,  through  to  234  Atlantic  avenue, 
south  side,  163  ft.  west  of  Boerum 
place,  Brooklyn. 

cal.  no.  592-29-BZ — Application,  October  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Spencer  &_  Iserman,  applicants, 
on  behalf  of  Tfiwaites  Place,  Inc., 
owner,  to  permit  in  a  business  district 
the  operation  and  maintenance  of  an  ex¬ 
tension  to  an  existing  wet  wash  laundry 
building  (previously  denied)  ;  premises 
1420  Jerome  avenue,  The  Bronx. 

cal.  no.  23-30-BZ — Application,  January  13,  1930,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  of  Maxwell  Schantz,  applicant® 
behalf  of  Sophie  Epstein,  owner,  to 
mit  in  a  business  district  the  cornier® 
of  occupancy  from  a  private  garage® 
the  storage  of  three  (3)  motor  vehia 
to  a  motor  vehicle  repair  shop;  prerra 
860  Fourth  avenue,  northwest  come  ,( 
31st  street,  Brooklyn. 

cal.  no.  212-30-BZ — Application,  March  25,  1930,  under 
tion  21  of  the  building  zone  resolu'n, 
of  Maximilian  Zipkes,  applicant,  on> 
half  of  West  95th  Street  Corp.,  owr, 
to  permit  in  a  residence  district  ® 
maintenance  of  a  'business  use  in  i< 
first  story  of  a  tenement  house ;  preira 
38  Fort  Washington  avenue,  norths! 
corner  of  West  160th  street,  Manhaln, 

William  E.  Walsh,  Chairma 


JUNE  17,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  st;l- 
ards  and  appeals  of  a  public  hearing  under  the  proviso 
of  the  building  zone  resolution,  Tuesday  afternoon,  June 7 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,® 
the  following  matters : 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  uta 
section  21  of  the  building  zone  resi 
tion,  of  Kramer  &  Kleinfeld,  applicas 
on  behalf  of  Kuma  Investing  Co. 
owner,  to  permit  in  a  business  disld 
the  erection  and  maintenance  of  a  g;> 
line  service  station ;  premises  40-0i:( 
40-09  Greenpoint  avenue,  southwest  tr< 
ner  of  Anable  avenue,  Long  Island  (y 
Borough  of  Queens. 

cal.  no.  124-30-BZ — Application,  February  18,  1930,  uia 
section  21  of  the  building  zone  rest 
tion,  of  Maurice  Deiches,  applicant,! 
behalf  of  Fleetwood  Building  Co. 
owner,  to  permit  in  a  business  dist: 
the  erection  and  maintenance  of  a  g;> 
line  service  station;  premises  souths 
corner  of  Williamsbridge  road  and  Et 
Chester  road,  The  Bronx. 

cal.  no.  130-30-BZ — Application,  February  20,  1930,  un 
sections  7c  and  21  of  the  building  ni 
resolution,  of  W.  D.  J.  McCarthy,  ? 
plicant,  on  behalf  of  Bliss  Estates,  1:. 
owner,  to  permit,  partly  in  a  busiip 
district  and  partly  in  an  unrestri'< 
district,  the  erection  and  mainten;:' 
of  a  garage  for  the  storage  of  more  In 
five  (5)  motor  vehicles;  premises  s 
side  of  51st  street,  125  ft.  north) 
Queens  boulevard,  Woodside,  Boro;l 
of  Queens. 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  : 

tion  21  of  the  building  zone  resolutr 
of  John  J.  Dunnigan,  applicant,  on  i 
half  of  Boro- Wide  Development  Co 
owner,  to  permit  in  a  residence  dislc 
the  erection  and  maintenance  of  a  bi 
ness  building;  premises  2314-2328  Gru 
concourse,  east  side,  147  ft.  north) 
East  183rd  street,  and  2317-2327  IS 
avenue,  The  Bronx.  J 

cal.  no.  573-29-BZ — Application,  September  20,  1929,  uis 


516 


CALENDAR 


section  21  of  the  building  zone  resolu¬ 
tion.  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

no.  599-29-BZ — Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business, 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  24,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

SO-BZ. 

’LICANT — Sidney  Reynolds,  for  Goldstein  &  Halpert, 
owners. 

CMISES — 114-01  Merrick  boulevard,  Jamaica,  Borough 

1  of  Queens. 

’LICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


0-BZ. 

LICANT — Ernest  Reiss,  owner. 

1 MISES — Southwest  corner  of  Foch  boulevard  and 
Cross  Island  boulevard,  St.  Albans,  Borough  of 

Queens. 

LICATION,  under  section  21  of  the  building  zone 

resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APPLICATION,  under  sections  7a,  7g  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
ot  an  existing  garage  for  the  storage  of  more  than 
nve  (5)  motor  vehicles. 


APPLICANT— Benjamin  Antin,  for  Frank  J  Muhlfeld 
owner.  ’ 

PREMISES— South  side  of  East  164th  street,  from  Walton 

a  ppi  irTrinM  Ge!,ard  avenue’  The  Bronx- 
Ai  PLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residence  building,  the  cellar  to  be  used 
in  part  for  business  purposes. 

209-30-BZ. 

APPLICANT — Malcolm  C.  Butler,  owner. 

PREMISES  220-01  Northern  boulevard,  northeast  corner 

APPMr  SrStree>  Bayside,  Borough  of  Queens. 
ArrLiCA  I  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUINU,  24,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

214-30-A— 35-37  East  20th  street,  Manhattan 
256-30-A— 22-28  West  21st  street,  Manhattan. 

131-30-A — 5-19  Burnside  avenue  and  2057-2059  Walton 
avenue,  northwest  corner,  The  Bronx 
2 13-30- A — 9-19  West  141st  street,  Manhattan. 


JUNE  24,  1930,  2  P.  M. 

Petitions  for  Variations. 

16-30- S — 97-103  Horatio  street,  Manhattan. 

156-30-S — 360-368  Troutman  street,  Brooklyn. 

203-30-S— 38-61  11th  street,  Long  Island  City,  Borough  of 
Queens. 

233- 30- S— 82-90  Brown  place  and  491-497  East  132nd 

street,  northeast  corner,  The  Bronx 
16S-30-S— 3261-3275  Broadway,  600  West  132nd  street  and 
601  West  131st  street,  Manhattan 
17 1-30- S— 13-15  Lispenard  street,  Manhattan. 

208-30-S — 412-416  East  23rd  street,  Manhattan. 

234- 30-S — 149  West  21st  street,  Manhattan. 


JULY  1,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

224-30-A— 627-629  Broadway  and  196-198  Mercer  street 
Manhattan. 

230-30- A— 1175  Richmond  terrace,  Livingston,  Borough  of 
Richmond. 


0-BZ. 

LICANT — William  F.  McGuinness,  for  Louis  Rosen- 
zweig  and  Morris  Rosenzweig,  owners. 

MISES — 314-322  Dahill  road,  southwest  corner  of  36th 

'  street,  and  3603-3607  15th  avenue,  Brooklyn. 

LICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


9-BZ. 

LICANT — Charles  Forrester,  for  Mrs.  James  Whelan, 

owner. 

MISES — 3129-3131  Bailey  avenue,  west  side,  20609  ft. 
south  of  West  233rd  street,  The  Bronx. 


JULY  1,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

215-30-A— 1784-1790  Broadway,  southeast  corner  of  West 
58th  street,  Manhattan. 

Building  Zone  Applications. 

NOIICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon  July  1 
1930  at  2  o’clock,  in  Room  1013,  Municipal  Building  on 
the  following  matters : 

cal.  no.  165-30-BZ— Application,  March  8,  1930  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  William  Richter,  applicant 
on  behalf  of  Mirdan  Realty  Co.,  owner’ 


517 


_ 

CALENDAR 


to  permit  in  a  residence  use  and  “E” 
area  district  the  erection  and  mainte¬ 
nance  of  a  business  building  and,  also, 
the  omission  of  the  setback  from  the 
building  line  as  required  by  the  building 
zone  resolution;  premises  1602  Avenue 
J  and  1001-1009  East  16th  street,  south¬ 
east  corner,  Brooklyn. 

cal.  no.  188-30-BZ — Application,  March  15,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Red  Brick  Realty  Co., 
Inc.,  owner,  to  permit  the  extension, 
from  a  business  district  into  a  residence 
district,  of  a  proposed  business  use 
(theatre)  ;  premises  306  Steinway  ave- 
nue,  east  side,  200  ft.  south  of  Jamaica 
avenue,  Long  Island  City,  Borough  of 
Queens. 

William  E.  Walsh,  Chairman. 


JULY  8,  1930,  10  A.  M. 

Appeal  from  Administrative  Order. 
690-29-A— 232-236  East  40th  street,  Manhattan. 


JULY  8,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

110-30-A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

151-30-A— 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30- A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  8, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  no.  73 1-29-BZ— Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

cal.  no.  3-30-BZ — Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


JULY  15,  1930,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stai 
ards  and  appeals  of  a  public  hearing  under  the  provisk 
of  the  building  zone  resolution,  Tuesday  morning,  July 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matter : 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopei 
January  28,  1930,  under  sections  7e  z 
21  of  the  building  zone  resolution, 
McCooey  &  Conroy,  applicants,  on 
half  of  Parkway  Center  Building  Coi, 
owner,  to  permit  in  a  business  disti: 
the  erection  and  maintenance  of , 
garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles  (previom 
withdrawn)  ;  premises  822-838  East  N> 
York  avenue,  south  side,  100  ft.  w: 
of  Schenectady  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman 

JULY  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30- S — 236-238  Fifth  avenue,  Manhattan. 

251-30- S — 909-915  Faile  street  and  1166  Garrison  aven, 
southwest  corner,  The  Bronx. 


JULY  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southe; 
corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stai- 
ards  and  appeals  of  a  public  hearing  under  the  provisk; 
of  the  building  zone  resolution,  Tuesday  morning,  July  , 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  i 
the  following  matters : 

cal.  no.  683-29-BZ — Application,  November  25,  1929,  unc 
sections  7g  and  21  of  the  building  zc 
resolution,  of  Wanda  Verplaetse,  app 
cant,  on  behalf  of  Caroline  Rodgt 
owner,  to  permit  in  a  business  distil 
the  erection  and  maintenance  of  a  ga- 
line  service  station ;  premises  56  Sal 
lane,  southwest  corner  of  Hylan  boi- 
vard,  Arrochar,  Borough  of  Richmo 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  uni 
sections  7g  and  21  of  the  building  z<; 
resolution,  of  William  Layton  Hall,  ■ 
plicant,  on  behalf  of  Mabel  Hj 
owner,  to  permit  in  a  business  disti i 
the  erection  and  maintenance  of  a  ga 
line  service  station;  premises  337  /■ 
butus  avenue,  northeast  corner  of  Hy 
bouevard,  Huguenot,  Borough  of  Ri- 
mond. 

cal.  no.  161-30-BZ — Application,  March  6,  1930,  under  s' 
tion  21  of  the  building  zone  resolutii 
of  James  M.  Murtha,  applicant,  on 
half  of  Elsie  E.  Parsons,  owner,  to  fj 
mit  in  a  business  district  the  erect' 
and  maintenance  of  a  gasoline  serO 
station ;  premises  southeast  corner  • 
Astoria  avenue  and  42nd  street,  L<i 
Island  City,  Borough  of  Queens. 

William  E.  Walsh,  Chairmat 
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JULY  22,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
]s  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  afternoon ,  July  22, 
JO,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
:  following  matters : 

L.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 


vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  3,  1930. 

5resent :  Chairman  Walsh,  Commissioners  Connell,  Hol- 
d  and  Guilfoyle  and  Deputy  Chief  McElligott. 
rhe  minutes  of  the  regular  meeting  of  the  board  held  on 
esday  morning,  May  27,  1930,  and  the  minutes  of  the 
ular  meeting  of  the  'board  held  on  Tuesday  afternoon, 
.y  27,  1930,  were  approved  as  printed  in  Bulletin  No.  22, 
1.  XV. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

-30- A. 

'PELLANT — United  States  Rubber  Co.,  owner. 

BJECT — Appeal  from  an  order  of  the  fire  commissioner. 
EMISES  AFFECTED — 1784-1790  Broadway,  southeast 
corner  of  West  58th  street,  Manhattan. 
PEARANCES— 

For  Appellant :  Salvatore  Rometta. 

For  Administration :  Inpsector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — Laid  over  to  July  1,  1930,  at  2 
p.  m.,  on  request  of  appellant’s  representative. 


-30-A. 

PELLANT — Samuel  Rosenblum,  for  Charles  Kaye 
Realty  Co.,  owner. 

BJECT — Appeal  from  an  order  of  the  fire  commissioner. 
EMISES  AFFECTED — 12-14  West  21st  street,  Mam? 

hattan. 

PEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administartion :  Inspector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — ’Appeal  granted  on  condition. 

E  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

E  RESOLUTION— 


(211-30-A) 

/hereas,  Samuel  Rosenblum.  for  Charles  Kaye  Realty 
,  owner,  filed,  March  25,  1930,  an  appeal  from  an  order 
the  fire  commissioner,  affecting  premises  12-14  West 
street.  Borough  of  Manhattan ;  and 
J nr.Dr.AS,  the  order  of  the  fire  commissioner,  dated  March 
930  (Order  No.  71585-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20  ft.  above  the  hose 
outlet  in  the  highest  story.  Sections  580-581,  Chap.  5, 
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Code  of  Ordinances  and  Rule  91  of  the  Board  of  Stand¬ 
ards  and  Appeals.”; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  (150 
ft.)  in  height,  50  ft.  by  92  ft.  in  area  at  first  story  and  50 
ft.  by  84  ft.  in  area  above;  OCCUPIED  as  a  tenant  factory, 
not  more  than  40  persons  to  any  story;  EQUIPPED  with 
an  automatic  sprinkler  system,  also  a  standpipe  system  fed 
from  a  3,000-gallon  roof  tank,  the  bottom  of  which  is  9  ft. 
10  in.  above  the  highest  outlet  at  top  story;  the  roof  tank 
is  also  connected  with  the  house  supply;  and 
_W hereas,  the  appellant  claims  the  building  is  equipped 
with  an  interior  stairway,  enclosed  in  fireproof  construction 
and,  also,  a  fire  escape  on  the  rear,  with  fireproof  openings 
along  the  course  thereof ;  that  the  standpipe  system  was  in¬ 
stalled  when  the  building  was  erected  in  1906;  furthermore, 
the  appellant  proposes  to  provide  2,500  gallons  reserved  in 
roof  tank  for  standpipe  lines ;  and 
Whereas,  the  building  is  equipped  with  sprinkler  system, 
with  central  office  connection. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  height  of  the  tank 
above  top  floor  outlet,  on  condition  that  there  shall  be  main¬ 
tained  in  the  tank  for  standpipe  service  not  less  than  2,500 
gallons;  that  there  shall  be  distributed  throughout  top  story 
such  auxiliary  fire-extinguishing  appliances  as  will  be  re¬ 
quired  by  the  fire  commissioner,  and  that  the  building  shall 
be  not  increased  in  height  or  area. 


200- 30-A. 

APPELLANT — John  J.  Gilmartin,  for  Mount  Aetna  Realty 
Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 97-103  East  Houston  street, 
Manhattan. 

APPEARANCES— 

For  Appellant :  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  5 


Negative  .  0 

Absent  .  q 


THE  RESOLUTION— 

(200-30- A) 

Whereas,  John  J.  Gilmartin,  for  Mount  Aetna  Realty 
Co.,  filed,  March  18,  1930,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  97-103  East  Houston 
street,  Borough  of  Manhattan;  and 
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Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  8,  1930  (Order  No.  70375-F),  reads: 

“Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20'  above 
the  roof  level.  Section  580-581,  Ch.  5,  Code  of  Or¬ 
dinances  &  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  (147 
ft.)  in  height,  100  ft.  by  100  ft.  in  area;  OCCUPIED: 
1st  story,  stores;  upper  stories,  tenant  factories,  100  persons 
per  story;  EQUIPPED  with  a  sprinkler  system  supplied  by 
a  12,000-gallon  capacity  gravity  tank  and  a  7,500-gallon 
pressure  tank;  there  being,  also,  installed  a  standpipe  sys¬ 
tem;  the  bottom  of  the  3,200-gallon  gravity  tank  supplying 
the  standpipe  system  being  located  3  ft.  above  the  roof  and 
17  ft.  above  the  hose  outlet  on  the  eleventh  story  of  the 
building;  and 

Whereas,  applicant  contends  that  when  the  standpipe  was 
installed  it  was  accepted  by  the  city  departments  having 
jurisdiction,  and,  in  view  of  the  existence  of  the  sprinkler 
system,  requests  the  acceptance  of  the  standpipe  installation ; 
and 

Whereas,  the  premises  is  equipped  with  an  approved  two- 
source  wet  sprinkler  system  with  central  office  connection; 
and 

Whereas,  the  pressure  would  be  increased  less  than  one 
pound  if  the  tank  was  raised  as  required  by  standpipe  rules 
now  in  force. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  height  of  the  tank 
above  the  top  story  outlet,  on  cotidition  that  a  reserve  of 
not  less  than  2,500  gallons  shall  be  maintained  for  the 
standpipe  service,  which  standpipe  system  shall  comply  with 
and  be  maintained  in  accordance  with  the  standpipe  rules  in 
all  other  respects,  and  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area,  and  granted  only  so  long  as  the 
conditions  as  to  operation  and  use  remain  substantially  un¬ 
changed. 


174-30-A. 


APPELLANT— Harold  A.  Smith,  for  Sigmund  Ullman, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 210-224  East  146th  street,  south¬ 
east  corner  of  Park  avenue,  The  Bronx. 
APPEARANCES— 


For  Appellant :  F.  L.  Orr. 

For  Administration :  Inspector  Meyer  of  fire 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


de- 


5 

0 

0 


THE  RESOLUTION— 

(174-30-A) 

Whereas,  Harold  A.  Smith,  for  Sigmund  Ullman,  owner, 
filed,  March  11,  1930,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  210-224  East  146th  street, 
southwest  corner  of  Park  avenue,  Borough  of  The  Bronx; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  4,  1929  (Order  No.  53868-LC),  reads: 

“1.  Provide  fuel  oil  pump  or  pumps  of  a  type  ap¬ 
proved  by  Board  of  Standards  and  Appeals,  as  per  Rule 
11-A,  of  the  Fuel  Oil  Rules.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on  the 
southeast  corner  of  Park  avenue  and  East  146th  street,  upon 


which  is  located  a  four-story  factory  building  with  a  on< 
story  building  at  the  rear,  40  ft.  by  50  ft.  in  area;  OCCl 
PIED  as  an  engine  house,  of  fireproof  construction;  thei 
is  located  in  this  house  two  six-cylinder  Diesel  engines  ar 
in  the  yard  adjoining  a  7,500-gallon  fuel  oil  tank ;  and 

Whereas,  appellant  contends  that  the  type  of  Diesel  engir 
does  not  need  a  separate  pump  unit  to  inject  oil  into  tl 
engine;  these  two  machines  have  six  cylinders  each  ar; 
two  cycle  type  control  of  the  engine  is  centered  in  the  un1 
located  at  the  governor  end  of  the  engine;  the  fuel  inje<! 
tion  pump,  auxiliary  oil  pump  and  air  starting  apparatus  ai 
all  housed  in  this  unit;  a  separate  injection  pump  is  pr<j 
vided  to  each  cylinder;  therefore,  each  of  the  engines  c 
this  firm  lias  six  injection  pumps  and  one  auxiliary  fu< 
pump  all  located  on  a  deck  which  forms  the  floor  of  a 
auxiliary  reservoir;  this  auxiliary  reservoir  is  kept  fille 
with  oil  by  the  auxiliary  fuel  oil  pump,  thus  all  pumps  ai 
submerged  in  the  fuel  oil;  these  arrangements  eliminate  a 
piping  to  the  pump  establishing  a  perfect  air  seal  and  or) 
fuel  suction  line,  one  fuel  oil  return  line  to  supply  a 
cylinders;  injection  pumps  are  called  upon  for  no  suctio 
duty  as  the  fuel  reaches  the  pumps  under  a  slight  but  cor 
stant  head ;  the  two  Diesel  engines  installed  are  used  fc 
the  purpose  of  generating  electricity  for  use  throughout  th 
entire  plant,  and  appellant  requests  the  approved  of  the  unil 
now  installed ;  and 

Whereas,  the  device  affected  does  not  require  a  pum 
and  does  not  come  within  the  requirements  of  the  fuel  o 
regulations  under  this  operating  of  an  internal  combustio 
engine  on  these  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  an 
it  hereby  is  reversed,  and  the  appeal  be  and  it  hereby  : 
granted. 


144-30-A.  f 

APPELLANT— Carson  C.  Peck  Memorial  Hospital,  owne 
SUBJECT — Appeal  from  an  order  of  the  fire  commissione 
PREMISES  AFFECTED — Southeast  corner  of  Crow 
street  and  Albany  avenue,  Brooklyn. 
APPEARANCES—  ) 

For  Appellant:  H.  H.  Warfield  and  John  Wood 
ward.  j 

For  Administration:  Inspector  Meyer  of  fire  dt 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners  1 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  I 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(144-30-A)  I 

Whereas,  Carson  C.  Peck  Memorial  Hospital,  owne 
filed,  February  26,  1930,  an  appeal  from  an  order  of  tl 
fire  commissioner,  affecting  premises  southeast  corner  c  I 
Crown  street  and  Albany  avenue,  Borough  of  Brooklyn 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jam 
ary  13,  1930,  reads : 

“2.  Remove  or  cut  off  the  refrigerating  system  frot 
the  building  or  parts  of  the  building  by  unpierced  fin 
proof  construction  as  per  Sec.  219  (f)  Ch.  10. 

“5.  Cut  off  all  elevator  shafts  leading  into  refrig 
erating  machinery  rooms  as  per  Sec.  220-1  (a)  Ch.  10.” 

and 

Whereas,  the  building  is  fireproof,  six  stories,  basemer 
and  cellar  (70  ft.)  in  height,  160  ft.  by  '50  ft.,  irregular,  i 
area;  OCCUPIED  as  a  hospital:  cellar,  boiler  room  an 
refrigerating  plant,  7  persons;  basement,  kitchen  and  X-ra; 
20  persons;  1st  story,  offices  and  ward,  30  persons;  2nj 
story,  wards,  47  persons  (50  proposed)  ;  3rd  story,  privat 
rooms,  30  persons  (35  proposed)  ;  4th  story,  ward  an 
rooms,  47  persons  (50  proposed)  ;  5th  story,  operating, 
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rJis  (10  proposed);  6th  story,  laboratory,  3  persons; 
IPPED  with  an  indirect  refrigerating  system  using 
fifty  pounds  of  ammonia,  having  a  six-ton  brine 
ating  compressor,  steam  driven,  located  in  the  cellar 
eparated  from  the  elevator  shaft  and  from  other  parts 
ije  building  by  a  closed  fireproof  door,  a  fireproof,  self- 
[g  door,  a  non-fireproof  sash  window  in  the  easterly 

Iiing  wall  and  an  automatic  fire  door  opening  to  the 
room;  and 

UREAS,  the  appellant  claims  that  no  ammonia  circulates 
i.e  the  refrigerating  room;  that  the  refrigerating  sys- 
|>  installed  in  accordance  with  the  new  law  except  as  to 
jiting  the  same  from  the  remainder  of  the  building; 
brmore,  the  applicant  proposes  to  brick  up  the  sash 
I'W  opening  in  the  easterly  enclosing  wall  and  provide  an 
ptic  fire  door,  vaporproof,  in  place  of  the  self-closing, 
bof  door  leading  to  hallway;  and 
[iereas,  this  equipment  has  been  in  operation  with  the 
ijval  of  the  departments  having  jurisdiction  up  to  the 
eof  the  amendment  of  the  code  of  ordinance;  and 
u  ere  as,  the  plant  has  been  equipped  with  all  safety 
is  and  valves  required  by  the  law  and  otherwise  complies 
the  requirements  now  in  force  in  all  other  respects. 
Solved,  that  the  order  of  the  fire  commissioner  be  and 
1'eby  is  modified,  and  the  appeal  be  and  it  hereby  is 
I’d,  as  to  Items  2  and  5,  on  condition  that  the  window 
i  rear  of  the  machinery  room  partition,  marked  “J,” 
(be  built  up  of  solid  masonry ;  that  door  opening  from 
5i t  closet  at  the  rear  of  machinery  room  shall  be  built 
fith  solid  masonry,  opening  marked  “K” ;  that  there 
1  be  provided  within  the  machinery  room  a  vestibule 
>proved  masonry,  equipped  with  self-closing,  metal, 
or  oof  door,  opening  into  vestibule  in  the  course  of 
q.  and  that  opening  marked  “H”  shall  be  provided  with 
E  -closing  approved  fireproof  vaporproof  door,  opening 
;:hat  the  door  marked  “I”  leading  to  area  outside  of 
hiding  shall  be  maintained;  that  there  shall  be  pro- 
sa  door  opening  from  the  machinery  refrigerating  room 
nron  stairs  from  the  machinery  refrigerating  floor 
‘to  outside  area  and  with  steps  from  the  outside  area 
ide,  and  granted  on  condition  that  the  refrigerating 
shall  not  be  increased  in  capacity  and  that  the  equip- 
'  all  in  all  other  respects  comply  with  the  municipal 
nces  now  in  force. 


irA- 

j-LLANT — Parsons,  Closson  &  Mcllvaine,  for  Dorothea 
Potter  Mcllvaine,  adjoining  owner,  et  al.,  against 
^  Town  House  Construction  Co.,  Inc.,  owner. 

ECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings  (re  revocation  of  Permit  N.  B.  39-19:29, 
issued  by  the  superintendent  of  buildings). 

IISES  AFFECTED — 106-114  East  38th  street,  Man- 

(hattan. 

FRANCES— 

For  Appellant :  Tompkins  Mcllvaine  and  John  P. 
I  Fox. 


For  Owner  of  Premises:  Joseph  J.  Lee. 

For  Administration :  Assistant  Engineer  Henry  Cash 


of  bureau  of  buildings. 

ION  OF  BOARD — Appeal  denied. 

(VOTE  TO  REVOKE  PERMIT — • 

I  Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


E  RESOLUTION — 

(152-30- A) 

Iereas,  Parsons,  Closson  &  Mcllvaine,  for  Dorothea 
I  Mcllvaine,  owner  of  adjoining  property,  filed,  Feb- 
;27,  1930,  an  appeal  with  the  'board  of  standards  and 
i>  from  a  decision  of  the  superintendent  of  buildings, 
!tg  to  remoke  permit  N.  B.  39-1929;  premises  106-114 
1 38th  street,  Borough  of  Manhattan ;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  23,  1930,  reads : 

“New  Building  application  39/1929 
“Premises  106-114  East  38th  Street, 

“Messrs.  Parsons,  Closson  &  Mcllvaine, 

“52  William  Street, 

“New  York  City. 

“Sirs: 

“Replying  to  your  letter  of  January  16,  with  regard 
to  the  proposed  building  at  above  premises,  you  are 
advised  that  inasmuch  as  this  application  was  filed  prior 
to  April  18,  1929,  the  building  may  be  constructed  in 
accordance  with  the  building  regulations  in  effect  at  that 
time. 

“It  is  the  well  established  practice  of  the  bureau  in 
cases  of  this  kind  to  permit  the  amendment  of  an  ap¬ 
plication,  provided  the  amended  plans  and  specifications 
conform  to  the  legal  requirements  effective  with  respect 
to  the  original  application. 

“The  amended  plans  and  specifications  in  this  case 
indicate  compliance  with  the  regulations  in  effect  prior 
to  the  above  date. 

“Yours  truly, 

“(Signed)  Charles  Brady, 
“Superintendent  of  Buildings.” 

and 

Whereas,  it  appears  that  on  January  24,  1929,  plans  were 
filed  with  the  bureau  of  buildings  for  the  erection  of  an 
apartment  hotel,  106-114  East  38th  street;  there  were  a 
total  of  280  pantries;  these  plans  were  disapproved;  amend¬ 
ments  were  made  and  plans  were  approved  on  January  18, 
1930  ;  in  the  meanwhile,  the  multiple  dwelling  law  had  taken 
effect;  and 

Whereas,  the  appellant  contends  that  the  building  for 
which  the  plans  and  specifications  were  approved  on  January 
18,  1930,  as  a  tenement  house  because  there  is  a  pantry  in 
connection  with  every  apartment  in  addition  to  three  kitchens 
in  the  building ;  that  the  disapproval  of  the  superintendent  of 
buildings  on  February  14,  1929,  reads:  “Submit  a  letter 
from  the  owner  that  apparatus  in  pantries  will  be  such  that 
cooking  cannot  be  done”;  the  owner  has  submitted  no  such 
letter ;  the  president  of  the  owning  corporation  merely  filed 
an  affidavit  prophesying  that  no  cooking  will  be  done,  and 
which  prophesy  is  not  supported  by  the  evidence  of  descrip¬ 
tion  of  the  building,  which  shows  that  each  pantry  will  have 
three  electric  outlets,  two  of  them  available  for  cooking 
purposes ;  that  the  so-called  amended  plans  should  have  been 
disapproved  on  the  grounds  that  both  these  and  the  plans 
filed  on  January  22,  1929,  were  for  a  building  that  violated 
the  provisions  of  the  tenement  house  law,  and  could  not  be 
legally  carried  out  either  before  or  after  the  adoption  of 
the  multiple  dwelling  law ;  that  the  approval  of  the  so- 
called  amended  plans  and  specifications  on  January  18,  1930, 
was  in  violation  of  section  14  of  the  multiple  dwelling  law 
because  the  proposed  building  cannot  be  legally  exempted 
from  the  provisions  of  the  multiple  dwelling  law  in  that  it 
cannot  be  legally  completed  in  accordance  with  the  plans 
on  file  in  the  bureau  of  buildings  at  the  time  the  multiple 
dwelling  law  became  effective  on  April  18,  1929;  and 

Whereas,  the  board  deems  that  the  superintendent  of 
buildings,  under  the  provisions  of  section  411  of  the  Greater 
New  York  Charter,  was  the  sole  authority  to  pass  upon 
the  occupancy  of  the  proposed  building,  plans  for  which 
were  filed  with  the  bureau  of  buildings  prior  to  the  passage 
by  the  Legislature  of  Chapter  '713a  of  the  Laws  of  1929, 
known  as  the  Multiple  Dwelling  Law,  and  that  such  plans 
did  not  indicate  the  occupancy  of  said  building  as  a  tene¬ 
ment  house,  as  defined  by  the  tenement  house  law,  but  to  the 
contrary,  the  application  to  the  bureau  of  buildings  in  affidavit 
form  stipulated  the  occupancy  specifically  as  an  apartment 
hotel ;  and 

Whereas,  the  board  deems  the  appellant  did  not  support 
his  contention  as  to  illegal  issuance  of  permit. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 
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building  zone  cases. 

"'31-29-BZ. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  budding  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  oi  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— South  side  of  10 1st  avenue,  40 
ft.  east  of  121st  street,  South  Ozone  Park,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  J.  Munro. 

For  Opposition:  Anton  B.  Bernard 

ACTION  OF  BOARD— Laid  over  to  July  8,  1930,  at  3 
p.  m.,  on  request  of  applicant’s  representative. 

APPLICANT — Edward  L.  Kelly,  for  Julius  Steinberg, 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2637-2653  86th  street,  north¬ 
east  corner  of  Avenue  U,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Abraham  Raft. 

For  Opposition :  Oscar  Landman. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1930,  at  - 
p.  m.,  on  request  of  applicant  s  representative. 

1 6*0  3  0  R  2 

APPLICANT— William  Richter,  for  Mirdan  Realty  Co., 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  'buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  and  “E”  area  district  the  erection  and  main¬ 
tenance  of  a  business  building  and,  also,  the  omis¬ 
sion  of  the  setback  from  the  building  line  as  re¬ 
quired  by  the  building  zone  resolution 

PREMISES  AFFECTED— 1602  Avenue  J  and  1001-1009 
East  16th  street,  southeast  corner,  Brooklyn. 

APPEARANCES—  .  ,  .  „ 

For  Applicant:  William  Richter  and  Max  Newman. 

For  Opposition:  Bernard  Weymberg. 

ACTION  OF  BOARD — Laid  over  to  July  1,  1930,  at  2 
p.  m.,  on  request  of  attorney  in  opposition. 

APPLICANT — Joseph  A.  Walsh,  for  John  Roth,  owner. 

SUBJECT— Application  for  reopening— reconsideration  pre¬ 
viously  denied— re  Application  (decision  of  the 
superintendent  of  buildings) ,  under  sections  <  e,  7g 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 8704  18th  avenue,  west  side, 
58  ft.  south  of  Benson  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Morris. 

For  Opposition:  None.  . 

ACTION  OF  BOARD — Application  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  . .  . . ;  •  *. .  ® 

Negative:  Chairman  Walsh.  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


SUBJECT— Application  (re  decision  of  the  superintend .t 
of  buildings),  under  section  21  of  the  building  zt 
resolution,  to  permit  in  a  residence  district  the  alt(.« 
tion  and  conversion  of  occupancy  of  part  of  b;> 
ment  and  first  story  of  an  existing  apartment  hc< 
from  dwelling  to  business  use  (stores).  1 

PREMISES  AFFECTED— 154  East  170th  street  and  M 
Grand  concourse,  southwest  corner,  1  he  Bron:  ■ 

APPEARANCES— 

For  Applicant:  John  J.  Dunmgan. 

For  Opposition:  J.  P.  Wilson,  Milton  S.  Marks  k 
Philip  Wellins. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Walsh,  Commissioner! 
Connell,  Holland  and  Guilfoyle  and  Deput) 

Chief  McElligott . 

Negative  . 

Absent  . 


40-30-BZ. 


APPLICANT— McCooey  &  Conroy,  for  Fulton  Critea 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superinteni 
of  buildings),  under  section  21  of  the  building  y 
resolution,  to  permit,  partly  in  a  business  disii 
and  partly  in  a  residence  district,  the  erection  r 
maintenance  of  a  garage  for  the  storage  of  t| 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 966-972  Fulton  street,  sr 
side,  79  ft.  west  of  Grand  avenue,  Brooklyn. 

APPEARANCES— None.  . 

ACTION  OF  BOARD— Application  dismissed  as  imp) 
erly  before  board. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative:  Chairman  Walsh,  Commissioneil 
Connell,  Holland  and  Guilfoyle  and  Depul 

Chief  McElligott . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

Whereas,  the  foregoing  application  is  on  premises! 
which  a  similar  application  has  been  denied  by  the  4>tl 

Whereas,  the  applicant  has  offered  no  new  state  of  » 
or  conditions  upon  which  the  board  might  act. 

Resolved,  that  the  application  be  and  it  hereby  is 
missed  as  being  improperly  before  the  board. 


116-30-BZ  .  ,  _  ,  0  u 

APPLICANT— John  J.  Dunmgan,  for  Conward  Realty 

Corp.,  owner. 


594-29-BZ.  ,  .  ,  | 

APPLICANT— McCooey  &  Conroy,  for  Amshell  Petnl 

Corp.,  owner.  .  j 

SUBJECT— Application  (re  decision  of  the  superintel 
of  buildings),  under  section  21  of  the  building 
resolution,  to  permit  in  a  residence  district  the- 
tion  and  maintenance  of  a  gasoline  service  st 
PREMISES  AFFECTED— 5812-5824  Bay  parkway,  l 
west  corner  of  59th  street,  Brooklyn. 
APPEARANCES— None.  ,  . 

ACTION  OF  BOARD — Application  dismissed  as  bem 
properly  before  board. 

THE  VOTE  TO  DISMISS—  .  .  | 

Affirmative:  Chairman  Walsh,  Commission*! 
Connell,  Holland  and  Guilfoyle  and  Dept  I 

Chief  McElligott . . . J 

Negative  . 

Absent  . 

THE  RESOLUTION—  .  .  , 

Whereas,  the  foregoing  application  is  on  premise 
which  a  similar  application  has  been  denied  by  the  II 

Whereas,  the  applicant  has  offered  no  new  state  off 
or  conditions  upon  which  the  board  might  act. 

Resolved,  that  the  application  be  and  it  hereby  I 
missed  as  being  improperly  before  the  board. 
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’3-29-BZ. 

PPLICANT — William  F.  Regan,  for  Angelo  Curreri, 
owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district  the 
installation  and  maintenance  of  a  gasoline  service 

[  station. 

REMISES  AFFECTED — 261-267  Sheridan  avenue,  south¬ 
east  corner  of  Conduit  boulevard,  Brooklyn. 
PPEARANCES — 

For  Applicant:  Abraham  Horwitz. 

For  Opposition :  Sol  Douglas  and  Anna  C.  McCue. 


CTION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


HE  RESOLUTION— 

(723-29-BZ) 

Whereas,  William  F.  Regan,  for  Angelo  Curreri,  owner, 
led,  December  11,  1929,  an  application,  under  the  building 
>ne  resoultion,  to  permit  in  a  residence  use  district  the  in- 
allation  and  maintenance  of  a  gasoline  service  station ; 
remises  261-267  Sheridan  avenue,  southeast  corner  of  Con- 
uit  boulevard,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ig,  June  3,  1930,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
>ne  resolution  show  that  Conduit  boulevard,  east  of  Sheridan 
yenue,  is  in  a  residence  district;  Conduit  boulevard,  west 
'f  Sheridan  avenue,  is  in  a  business  district;  Sheridan  ave- 
ue,  east  side,  north  of  a  point  100  ft.  north  of  Belmont 
rertue,  is  in  a  residence  district,  and  Sheridan  avenue,  east 
de,  south  of  a  point  100  ft.  north  of  Belmont  avenue,  is  in 
business  district ;  and 

•Whereas,  the  decision  of  the  superintendent  of  buildings, 
■ndered  December  4,  1929  (App.  No.  17988-1929),  reads: 

“Proposed  installation  of  4  550-gallon  gasoline  storage 
tanks  and  gasoline  service  station  to  be  located  in  a 
residential  district  are  contrary  to  Art.  II,  Sec.  3,  of  the 
Zone  Resolution.” ; 
ad 

Whereas,  the  premises  consist  of  a  plot  of  ground  with  a 
•ontage  of  117  ft.  7)4  in.  on  Sheridan  avenue  and  a  depth 
•om  Sheridan  avenue  of  100  ft.,  irregular  in  shape,  on  which 
is  proposed  to  erect  a  one-story  office  and  accessory  build- 
l g,  15  ft.  by  20  ft.,  and  install  necessary  tanks  and  pumps 
>r  a  gasoline  service  station;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
ded  to  relief  under  section  21  on  the  grounds  of  practical 
ifficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
tgs  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
hereby  is  denied. 


30-30-BZ. 

PPLICANT — William  Shary,  for  205  West  101st  Street 
Realty  Corp.,  owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7:b,  7c  and  21  of  the 
building  zone  resolution,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  business  district, 
of  a  proposed  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

REMISES  AFFECTED — 205  West  101st  street,  Manhat¬ 
tan. 

•PPEARANCES— 

For  Applicant :  James  Kearney,  William  Shary  and 
Parson  Todd. 


For  Opposition :  Charles  J.  Quinlan,  Jacob  N.  Rudy, 
Charles  Mock,  Frederick  L.  Drescher,  W.  j. 


Murphy  and  Thomas  A.  Monahan. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Connell  and  Guil¬ 
foyle  .  2 

Negative:  Chairman  Walsh,  Commissioner  Hol¬ 
land  and  Deputy  Chief  McElligott .  3 

Absent  .  o 

THE  RESOLUTION— 


(180-30-BZ) 

Whereas,  William  Shary,  for  206  West  101st  Street 
Realty  Corp.,  owner,  filed,  March  13,  1930,  an  application, 
under  the  building  zone  resolution,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  business  district,  of  a 
proposed1  garage  for  the  storage  of  more  than  five  motor 
vehicles ;  premises  205  West  101st  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  3,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  101st  street,  west  of  a  point 
100  ft.  east  of  Broadway,  is  in  a  business  district;  West 
101st  street,  from  a  point  100  ft.  east  of  Broadway  to  a 
point  100  ft.  west  of  Amsterdam  avenue,  is  in  an  unre¬ 
stricted  district;  West  101st  street,  east  of  a  point  100  ft. 
west  of  Amsterdam  avenue,  is  in  a  business  district;  Broad¬ 
way  is  in  a  business  district,  and  Amsterdam  avenue  is  in  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  3,  1930  (N.  B.  Applic.  41-1930),  reads: 

“1.  Building  being  partially  in  a  business  district  the 
use  as  a  public  garage  for  more  than  5  cars  is  con¬ 
trary  to  Art.  2,  Sec.  4a,  sub.  15,  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  seven  stories  in  height,  with  a  frontage  of  75 
ft.  and  a  depth  of  100  ft.  llin. ;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  the  east¬ 
erly  portion  of  the  building  extends  into  the  business  dis¬ 
trict  for  a  distance  of  4  ft.  9  in.;  the  remainder  of  the 
building  is  in  the  unrestricted  district;  proposes  to  demolish 
the  six-story  apartment  now  on  the  plot  and  to  erect  thereon 
a  garage  for  the  storage  of  more  than  five  motor  vehicles; 
and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulties  and  unnecessary  hardship  in  that  owner  of  said 
premises  purchased  same  with  the  six-story  elevator  apart¬ 
ment  house  on  it ;  also,  that  the  surrounding  conditions  do 
not  warrant  the  variation. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


170-29-BZ. 

APPLICANT— Jno.  B.  Snook  Sons,  for  Durfey  Estate, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  alteration  and  change  of  occupancy  from 
a  motor  vehicle  repair  shop  to  a  garage  for  the 
storage  of  more  than  five  motor  vehicles  (previously 
withdrawn) . 

PREMISES  AFFECTED — 274-278  Wyckoff  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  H.  C.  Bowman  and  H.  Kuzel. 

For  Opposition:  John  Gardella. 

ACTION  OF  BOARD — Application  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative  . .  . . :  •  *. .  0 

Negative :  Chairman  Walsh,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  ® 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . . 

Negative  .  <' : 

Absent  .  I1  ’ 


THE  RESOLUTION- 


(170-29-BZ) 


THE  RESOLUTION— 

(889-24-BZ) 


Whereas,  Jno.  B.  Snook  Sons,  for  Durfey  Estate,  owner, 
filed,  March  16,  1929;  withdrawn  July  26,  1929  ;  reopened 
April  22,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  motor  vehicle  repair  shop  to  a 
garage  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  274-278  Wyckoff  street,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular .  meet¬ 
ing,  June  3,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Wyckoff  street  is  in  a  business 
and  unrestricted  district;  Nevins  street  is  in  a  business  and 
unrestricted  district ;  Third  avenue  is  in  an  unrestricted  dis- 
trict,  and  Warren  street  is  in  an  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  11,  1929  (App.  No.  Alt.  1037-1929) ,  reads . 

“Proposition  as  to  roofing  over  an  open  driveway, 
thereby  making  an  enclosed  building  out  of  an  open 
shed,  the  occupancy  thereof  non-conforming  to  business 
district  requirements,  is  hereby  denied  as  contrary  to 
Building  Zone  Resolution.” ; 

Whereas,  the  existing  building  is  of  brick  and  frame 
construction,  one  and  two  stories  in  height,  with  a  frontage  of 
75  ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles;  and 
Whereas,  the  board  deemed  that  application  does  not 
come  within  the  purview  of  section  7,  subdivision  a,  which 
provides  for  the  extension  of  an  industrial  or  commercial 
use;  variations  effecting  garages  are  provided  for  in  the 
rules  of  exception  under  sections  7,  subdivisions  e  and  g 
and  21;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  sections  7e  nor  21  on  the  grounds 
of  unnecessary  hardship  and  practical  difficulties. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed ,  and  the  application  be  and 
it  hereby  is  denied. 


889-24-BZ. 

APPLICANT- — James  J.  Millman,  for  D.  &  B.  Auto  Paint¬ 
ing  Co.,  owner. 

SUBJECT— Application  for  reopening— extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  to  permit  in  a  resi¬ 
dence  district,  extending  from  an  unrestricted  dis¬ 
trict,  the  alteration  and  extension  of  an  existing 
garage  for  the  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 105  Underhill  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended  to  complete  work. 


Whereas,  James  J.  Millman,  for  D.  &  B.  Auto  Painting 
Co.,  owner,  filed,  July  3,  1924,  an  application,  under  tin 
building  zone  resolution,  to  permit  the  extension,  wholbl 
within  an  unrestricted  district,  of  a  building  located  parti}  • 
in  a  residence  district  and  the  use  of  the  entire  structur-1 
as  a  garage  for  more  than  five  motor  vehicles;  premise 
105  Underhill  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  board  of  appeals,  at  its  regular  meeting,  Decembe 
2,  1924,  after  due  notice  by  publication  in  the  Bulletin  o 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  St.  Marks  avenue  is  in  an  un 
restricted  district,  Prospect  place  is  in  a  residence  distric 
and  Underhill  avenue  is  in  an  unrestricted  district  for  100  fl 
south  of  St.  Marks  avenue,  then  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  building; 
rendered  June  27,  1924,  in  acting  on  Application  No.  10981 

24,  reads:  . 

“Extending  garage,  which  is  partly  in  a  residents 
and  partly  in  an  unrestricted  district,  contrary  to  Build 
ing  Zone  Resolution,  Art.  II,  Par.  3.” ; 

and  _  ...  ,  | 

Whereas,  the  existing  building  is  non-fireproof,  tw 
stories  in  height,  50  ft.  by  88  ft.  (irregular),  in  area;  OC 
CUPIED  as  a  garage;  it  is  proposed  to  build  a  nor 
fireproof  two-story  extension,  76  ft.  6  in.  by  43  ft.  8  ii 
in  area  at  the  first  story  and  74  ft.  6  in.  by  33  ft.  8  ii: 
in  area  at  the  second  story,  and  to  occupy  the  entire  premist 
as  a  public  garage  for  more  than  five  cars,  repair  an 
paint  shop;  the  proposed  extension  is  within  the  unrf 
stricted  district,  the  existing  portion  is  in  a  residence  district 

and  ... 

Whereas,  under  the  provisions  of  section  7,  subdivisie 
c,  the  -board  is  empowered  to  act;  and 

Whereas,  this  application  was  granted  by  the  board  ; 
its  meeting,  December  2,  1924,  on  certain  condition, s  ar 
applicant  requested  a  modification  of  the  time  limit  impost 
in  which  to  complete  the  work;  and 

Whereas,  the  work  has  not  been  prosecuted,  request 
now  made,  December  3,  1929,  for  the  extension  of  time  ai 
the  modification  as  to  the  relocation  of  the  elevator  at  tl 
extreme  rear  of  the  building,  and  now  requests  a  furth 
extension  of  time  to  complete  work. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
variation  in  the  application  of  the  use  district  regulatio; 
of  the  building  zone  resolution,  and  that  the  application  ! 
and  it  hereby  is  granted  on  condition  that  the  dimens-io! 
of  proposed  extension  be  restricted  to  those  indicated  < 
the  plans  filed  in  this  case;  that  the  rear  wall  shall  . 
unpierced  throughout  its  entire  height  and  length,  wi 
the  exception  of  one  self-closing,  fireproof  door  not  excee' 
ing  3  ft.  8  in.  in  width ;  that  the  building  shall  be  complet- 
within  four  months  from  the  date  of  this  action— June 
1930. 


Adjourned  2.30  p.  m. 

William  J.  O’Gorman,  Secretary.} 


=* 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  tj 
Distribution  Division  of  the  City  Record  Office,  378  Wd 
Broadway.  Price.  30c;  by  mail,  35c. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  3,  1930. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol- 
1  id  and  Guilfoyle  and  Deputy  Chief  McElligott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
P-30-A. 

PPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SJBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED — 43-49  West  22nd  street  and  56- 
62  West  23rd  street,  Manhattan. 

PPEARANCES — 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  over  to  July  8,  1930,  at  2 
p.  m.,  on  request  of  appellant  pending  determination 
by  board  of  aldermen. 

1.-30-A. 

PPELLANT — Edward  P.  Doyle,  for  Stuard  Hirschman, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED — 10-44  45th  avenue,  Long  Island 
Gty,  Borough  of  Queens. 

PPEARANCES — 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

LTION  OF  BOARD — Laid  over  to  July  8,  1930,  at  2 
p.  m.,  on  written  request. 


)  30- A. 

PPELLANT — J.  Burmeister,  for  Frank  G.  Shrattuck  Co., 
lessee. 

OBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

REMISES  AFFECTED — 16-18  East  43rd  street  and  13 
East  42nd  street,  Manhattan. 

PPEARAN  CES — 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

f'TION  OF  BOARD — Laid  over  to  July  8,  1930,  at  2 
p.  m.,  on  request  of  appellant  pending  determination 
■by  board  of  aldermen. 


1 30- A. 

'’PELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

i'BJECT — Appeal  from  an  order  of  the  fire  commissioner. 
ElEMISES  AFFECTED — 141  West  42nd  street  and  138- 
142  West  43rd  street,  Manhattan. 

'’PEARANCES — 

For  Appellant :  J.  Burmeister. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

'1TION  OF  BOARD — Laid  over  to  July  8,  1930,  at  2 
p.  m.,  on  request  of  appellant  pending  determination 
by  board  of  aldermen. 

-29 -A. 

’PELLANT — Moore  &  Landsiedel,  for  Marsa  Holding 
Corp.,  owner. 

:  BJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

EMISES  AFFECTED — 35  East  125th  street,  Manhattan. 
"PEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Alexander  McPhee 
of  bureau  of  buildings. 

TION  OF  ROARD — Appeal  withdrawn  on  written  re¬ 
quest. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


BUILDING  ZONE  CASES. 

3-30-BZ. 

APPLICAN  f — Forrest  C.  Hirleman,  for  Ella  Booth, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  restaurant. 

PREMISES  AFFECTED — 2261  Loring  place,  west  side, 
100  ft.  north  of  West  183rd  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  F.  C.  Hirleman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


1016-27-BZ. 

APPLICANT— Bertram  G.  Eadie,  substituted  for  Arthur  B. 
Daub,  for  Max  Daub,  owner. 

SUBJECT — Application  (re  decision  of  the  fire  commis¬ 
sioner),  under  sections  7gand  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied). 

PREMISES  AFFECTED — Southeast  corner  of  Walker 
boulevard  and  Outerbridge  avenue,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Bertram  G.  Eadie. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  10 
a.  m.,  on  request  of  applicant. 


369-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Boro-Wide  Develop- 
*  ment  Corp.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED — 2314-2328  Grand  concourse  and 
2317-2327  Ryer  avenue,  east  side  of  Grand  con¬ 
course,  147  ft.  north  of  East  183rd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition:  Milton  Smith. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


123-30-BZ. 

APPLICANT— William  F.  Doyle,  for  Albermarle  Heights 
Building  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 703-729  Gravesend  avenue,  east 
side,  240  ft.  north  of  Ditmas  avenue,  Brooklyn 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Mr.  Lefkort,  Charles  Breitbart, 
A.  S.  Rosenfeld  and  Isidor  Buxbum. 

ACTION  OF  BOARD — Laid  over  to  September  16,  1930, 
at  10  a.  m.,  on  written  request  of  applicant. 
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188-30-BZ. 

APPLICANT— Red  Brick  Realty  Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  the  extension, 
from  a  business  district  into  a  residence  district, 
of  a  proposed  business  use  (theatre). 

PREMISES  AFFECTED— 306  Steinway  avenue,  east  side, 
200  ft.  south  of  Jamaica  avenue,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Michael  F.  Dee. 

For  Opposition:  Bernard  J.  Ferguson,  Joseph  D. 

Nunan  and  John  C.  Kane. 

ACTION  OF  BOARD— Laid  over  to  July  1,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


697-29-BZ. 

APPLICANT— Metwood  Holding  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings) ,  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  four-story  factory  building. 

PREMISES  AFFECTED— 1513-1561  38th  street,  northeast 
corner  of  Dahill  road,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  Schwartz. 

For  Opposition:  Morris  C.  Gerber. 

ACTION  OF  BOARD— Application  withdrawn  without 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


669-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Bushwick  Lumber 
&  Wood  Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  thg  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Southeast  corner  of  Sutphin 
boulevard  and  109th  road,  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  John  Sevino. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and1  Guilfoyle  and  Deputy 

Chief  McElligott .  6 

Negative  .  0 

Absent  .  0 


SUBJECT — Application  (re  decision  of  the  super intende 
of  buildings),  under  section  21  of  the  building  zcr. 
resolution,  to  permit  in  a  business  district  the  ere 
lion  and  maintenance  of  a  gasoline  service  static 
PREMISES  AFFECTED— 246-26  to  246-34  Sunrise  hig 
way  and  138-16  to  138-20  Washington  avenue,  sout 
west  corner,  Rosedale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Thomas  E.  Murray,  Jr.,  and  Annu 
cio  Ambrosio. 

For  Opposition:  Frank  A.  Kister  and  Miss  Lai 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Chairman  Walsh,  Commissioners  1 
Connell,  Holland  and  Guilfoyle  and  Deputy  ; 

Chief  McElligott .  j 

Absent  . 

THE  RESOLUTION— 

(61-30-BZ) 

Whereas,  Annuncio  Ambrosio,  for  Rab  Building  Cor 
owner,  filed,  January  27,  1930,  an  application,  under  ti 
building  zone  resolution,  to  permit  in  a  business,  district,  t 
erection  and  maintenance  of  a  gasoline  service  statio 
premises  246-26  to  246-34  Sunrise  highway  and  138-16  . 
138-20  Washington  avenue,  southwest  corner,  Rosedale,  Be 
ouch  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatij 
by  the  board  of  standards  and  appeals,  at  its  regular,  me  ■ 
ing,  June  3,  1930,  after  due  notice  by  publication  in  1: 
Bulletin  of  the  Board  of  Standards  and  Appeals:  and 
Whereas,  the  use  district  maps  accompanying  the  buildi 
zone  resolution  show  that  Sunrise  highway,  north,  side,  is 
an  unrestricted  district :  Sunrise  highway,  south  side,  is  ir‘ 
business  district:  Washington  avenue,  south  of  a  point  1 
ft.  south  of  Sunrise  highwav,  is  in  a  residence  district,  a 
Sherman  avenue  is  in  a  residence  district:  and 
Whereas,  the  decision  of  the  superintendent  of  buildin 
rendered  December  19,  1929  (Plan  No.  N.  B.  6771-2' 
reads :  j 

“The  erection  of  a  gasoline  service  station  in  a  bt: 
ness  district  is  contrary  to  article  2,  section  4  of  i! 
Zoning  Law.”; 

and  .  _  4 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav; 
a  frontage  of  75.38  ft.  on  Sunrise  highway,  71.66  ft.  : 
Washington  avenue  and  a  distance  of  60.41  ft.  along  i 
west  lot  line,  upon  which  it  is  proposed  to  erect  a  one-ste 
office,  16  ft.  bv  16  ft.  in  area,  and  to  install  the  necesst] 
tanks  and  pumps  for  a  gasoline  service  station;  and 
Whereas,  the  board  deems  that  applicant  has  failed  i 
substantiate  his  basis  of  appeal  brought  under  section, 
of  the  building  zone  resolution  on  the  ground  of  practi 
difficulties  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  bui 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
and  it  hereby  is  denied. 


1'1-30-BZ. 

APPLICANT— Annuncio  Ambrosio,  for  Rab  Building 
Corp.,  owner. 


Adjourned  5.30  p.  m. 


William  J.  O’Gorman,  Secretary 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  July  9,  1929,  as  they  appeared  in 
Bulletin  No.  29,  Vol.  XIV,  are  hereby  corrected  to  read  as 

follows : 

*  Correction — Number  7  changed  to  17  in  line  16  of  res¬ 
olution. 


THE  RESOLUTION— 

(103-29-S) 

Whereas,  Copp-Stratton,  Inc.,  owner,  filed,  February 
1929,  a  petition  for  a  variation  from  the  requirements 
the  labor  law,  as  cited  in  an  order  of  the  fire  comr: 
sioner,  affecting  premises  north  side  of  Bradford  ave 
(41st  avenue),  350  ft.  west  of  Lawrence  street,  Flush] 
Borough  of  Queens ;  and 
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*V  here  as,  the  order  of  the  fire  commissioner,  dated  Janu- 
24,  1929  (Order  No.  49483-LD),  reads: 

“1,  Provide  two  means  of  exit  from  each  story  of 
the  building  as  per  rules  of  the  Board  of  Standards 
and  Appeals  adopted  February  23rd,  1927.”; 

1 

Vhereas.  the  building  is  non -fireproof,  two  and  one-half 
ries  in  height,  84  ft.  by  100  ft.  in  area;  OCCUPIED  as 
lumber  mill:  1st  story,  planing  mill,  6  persons;  2nd 
ry,  millwork,  17  persons;  EQUIPPED  with  a  sprinkler 
tem;  EXITS:  two  exterior  open  wood  stairways,  ex- 
ding  from  the  ground  elvel  to  the  second  story ;  no  ad- 
ling  buildings ;  and 

Vhereas,  the  petitioner  claims  that  all  other  require- 
■nts  of  the  fire  department  orders  have  been  complied 
h;  that  to  comply  with  Order  No.  49483-LD  would 
in  a  loss  of  valuable  machinery  as  well  as  space;  fur- 
rmore,  the  petitioner  contends  that  the  exits  are  adequate 
1  there  is  no  existing  fire  hazard. 

lesolvcd,  that  the  board  of  standards  and  appeals  does 
eby  make  a  variation  in  the  requirements  of  the  labor 
’,  and  that  the  petition  be  and  it  hereby  is  granted  on 
dition  that  there  shall  be  provided  two  exterior  stairs 
iron  construction,  substituted  in  place  of  the  existing 
■n  wood  stairs,  plans  for  which  shall  be  approved  by  the 
eau  of  buildings. 


♦CORRECTION. 

fhe  minutes  of  the  meeting  of  the  board  of  standards 
1  appeals  held  Tuesday,  May  20,  1930,  as  they  appeared 
Bulletin  No.  21,  Vol.  XV,  are  hereby  corrected  to  read 

follows : 

IE  RESOLUTION— 

(481-29-BZ) 

,, Vhereas,  McCooey  &  Conroy,  for  Sam  Strassberg,  owner, 
d,  July  18,  1929,  an  application,  under  the  building  zone 

:  Correction — Words  “ superintendent  of  buildings”  changed 
"tenement  house  commissioner ”  in  lines  17  and  39  of  res- 

fion. 


resolution,  to  permit  in  a  residence  use  “E”  area  district  the 
erection  of  an  apartment  house  occupying  a  greater  percent¬ 
age  of  the  lot  area  and  a  lesser  setback  from  street  line  than 
permitted  under  the  building  zone  resolution;  premises  2901- 
2911  Avenue  J,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  20,  1930,  after  due  notice  bv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  29th  street,  south  from  a 
point  100  ft.  north  of  Avenue  J,  is  in  an  E  area  district,  and 
Avenue  J,  west  from  a  point  100  ft.  east  of  East  29th  street,  is 
in  an  E  area  district;  and 

Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  April  19,  1928  (Plan  No.  N.  B.  233-29), 
reads : 

“1.  Premises  being  in  a  1%  times  E.  Res.  district 
building  must  comply  as  to  all  requirements  of  Sec.  15, 
Su'bdiv.  A-b-c-d,  Zoning  Resolutions. 

”2.  Proper  plans  and  survey  per  title  page  of  appli¬ 
cations  must  be  filed.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  six  stories  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  90  ft. ;  to  be  occupied  as  a  tenement  house ; 
it  is  proposed  to  set  the  building  back  5  ft.  from  the  building 
line  of  East  29th  street  and  to  place  the  building  flush  on  the 
building  line  of  Avenue  J,  except  for  court,  and  to  occupy 
approximately  75  per  cent  of  the  plot  instead  of  setting  back 
10  ft.  from  the  building  line  and  occupying  70  per  cent  of 
corner  lot  up  to  18  ft.  high  and  40  per  cent  above;  and 
Whereas,  the  board  deems  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  brought  under  section  21  of 
the  building  zone  resolution  on  the  ground  of  practical  diffi¬ 
culties  and  unnecessary  hardship. 

Resolved ,  that  the  decision  of  the  tenement  house  com¬ 
missioner  be  and  it  hereby  is  affirmed,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  MORNING,  JUNE  6,  1930. 
f’resent :  Chairman  Walsh,  Commissioners  Connell,  Hol- 
d  and  Guilfoyle  and  Deputy  Chief  McElligott. 


RULES. 

_-22-SR. 

iTITIONER — John  J.  Dorman,  fire  commissioner. 
’BJECT — Amendment  to  standpipe  rules. 

’PEARANCES:  M.  Ullman,  William  B.  White,  Arthur 
C.  Bang,  A.  R.  Small,  E.  P.  Booner,  George  H. 


Fetter,  K.  M.  Buckley,  T.  A.  Taylor,  David  Weir, 
Robert  C.  Weisman,  Henry  C.  Eight  and  William 
H.  Vogt. 

For  Administration.  Inspected  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1930,  at 
10  a.  m.,  for  adoption,  as  printed  on  page  528. 


Adjourned  12.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
ictice  with  regards  to  the  reporting  of  structural  altera- 
ns  made  under  the  requirements  of  the  labor  law,  the 
lowing  rule  be  and  it  is  hereby  adopted : 

>Vhen  plans  have  been  filed  with  the  proper  superintend- 
of  buildings  and  structural  alterations  have  been  made 
comply  with  the  requirements  of  the  labor  law  relating 
exits  and  fire  protection,  or  with  an  order  f  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 
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DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  June  4,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 

Cases  pending  June  4,  1930 . 


DISPOSITION  OF  CASES. 


392  Withdrawn  .  J 

Dismissed  .  |l 

Denied  .  * 

372  Granted  . 


Granted  on  condition . 

Appliances  approved. . . . . 

25  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

94  Requests  to  reopen  granted . ' . 

Requests  to  reopen  denied . 

10  Requests  to  amend  granted . 

Requests  to  amend  denied . 

14  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied... _ . 

37  Requessts  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

3  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

20  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted - _ . 

Administrative  requests  denied  or  withdrawn . 

0  Interpretations  . . . 

Requests  withdrawn  or  dismissed . 

967  Total  . 

588 

379 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals 
on  Friday,  June  13,  1930,  at  10  a.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  Rules  3  &  4  of  “Stand¬ 
pipe” — “Fire  Line”  Rules.  _  ... 

Matter  in  italics  is  new.  Matter  in  brackets  [  J 
matter  to  be  omitted. 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
There  shall  be  an  [The]  engineer,  superintendent  or  [persons] 
other  person  in  charge  of  the  standpipe-fire  line  system  in  all 
buildings  exceeding  eighty-five  feet  in  height  who  shall  be 
registered,  and  submit  to  an  examination  in  the  Fire  Depart¬ 
ment.  Upon  evidence  of  fitness  to  properly  operate  and  main¬ 
tain  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
that  effect.  The  certificate  shall  contain  the  full  name  and 
a  small  photograph  of  the  holder.  _  _ 

Day  and  night  service  shall  be  maintained  in  all  buildings 
exceeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 
ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept 


in  perfect  working  order,  and  at  least  once  a  montl 
person  holding  certificate  of  fitness  shall  make  a  thoi. 
inspection  of  all  fire  appliances  to  see  that  they  a 
perfect  working  order  and  ready  for  immediate  use  b 
Fire  Department.  Fire  pumps  shall  be  tested  every  30 
by  the  person  holding  the  certificate  of  fitness.  I 

He  shall  also  instruct  all  employees  under  his  char; 
the  use  and  practice  of  all  auxiliary  fire  appliances 
detailed  record  of  each  inspection  shall  be  kept  oi, 
premises  for  examination  by  a  representative  of  the 

Department.  ...  j 

All  standpipe  equipment  in  buildings  exceeding  85  . 
height  shall  lie  [subject  to  a  flow  test  with  a  pressure  <j 
less  than  50  libs,  at  the  top  floor  outlet,  at  least  once  in 
two  years,  test  to  be  conducted  in  the.  presence  of  a  :! 
sentative  of  the  Fire  Department.]  subjected,  on  order  <■ 
Fire  Department  but  at  least  once  every  two  years; 
pressure  test  of  fifty  pounds  in  excess  of  the  pressure  < 
the  zvater  in  the  standpipe.  This  test  to  be  applied  _ 
standpipe  and  fittings  in  such  manner  as  to  prove  them 
ability  for  the  use  of  the  Fire  Department ;  there  sha 
be  such  flozv  tests  as  to  prove  the  standpipe,  line  zl 
check  valves  and  Siamese  connections  are  free  from  ob 
tion  and  are  zvorkable.  These  tests  to  be  conducted, 
representative  of  the  owner  of  the  premises,  at  the  o' 
risk,  who  shall  notify  the  Fire  Department  at  least  > 
eight  hours  prior  to  the  time  of  conducting  the  test. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gines,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  June  17,  i930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  24,  1930,  at  2  o’clock. 

The  Clerk's  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
prog  less,  nor  accepted  that  are  not  filed  within  twenty  days 
irom  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  davs,  his  case  may  bt 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh.  Chairman 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  June  11,  1030. 

Cal.  No.  Department.  Premises  Affected. 

390-30-BZ . B.B.B.... 126-135  DeKalb  ave.,  Bklyn., 

_ _  Applic.  6298-30 

389-30-BZ . B.B.R _ Southeast  corner  of  Arthur  Kill 

rd.  &  Giffords  lane,  Great 

_ _  Kills,  Rich.,  N.  B.  670-30 

388-30-BZ . B.B.B.... 756-758  Alabama  ave.,  Bklyn., 

_ _  Applic.  6579-30 

387-30-BZ . B.B.Bx. .  .3086  Hull  ave.,  Bx., 

_  N.  B.  386-30 

386-30- A . F.D . 51-53  Henry  st.  (49th  ave.), 

_  Winfield,  Q.,  L.  C.  32842 

3 85 -30- S . F-D . 125-127  Fifth  ave.,  Man., 

_  L.  D.  61076 

384-30- A . F.D . 11-22  to  11-28  44th  rd.,  L.  I.  C., 

- -  Q-,  L.  C.  28479 

383-30- S . F.D . 674-086  Madison  ave.,  Man., 

L.  F.  72692  and  decision 
L.  D.  72695  and  decision 
L.  D.  72696  and  decision 
_  L.  D.  72697  and  decision 

382-30-S . F.D . 672  Madison  ave.,  Man., 

L.  D.  72693  and  decision 

_  L.  D.  72694  and  decision 

381-30-BZ . B.B.M.... 33-47  W.  134th  st.,  Man., 

_  Alt.  795-30 

380-30-BZ . B.B.Bx. .  .Southeast  corner  of  Webster 

ave.  &  E.  168th  st.,  Bx., 

_  N.  B.  378-30 

379-30- A . F.D . 509-517  West  st.,  Man., 

_ _  C.  59289  &  C.  59290 

378-30- A . F.D . HO  W.  14th  st.,  Man., 

_ _  L.  D.  70780 

377-30- A . B.B.B _ 2641  Nostrand  ave.,  Bklyn., 

_  Applic.  11381-29 

376-30-S . F.D . 40  E.  12th  st.,  Man., 

_  L.  D.  67939  &  L.  D.  67940 

375-30-BZ . B.B.B . . .  .622  Herkimer  st.,  Bklyn., 

_ _  Applic.  5771-30 

374-30-BZ . B.B.B.... '505-511  Ocean  ave.,  Bklyn., 

_  Applic.  5779-30 

373-30-SA . F.D . Gar  Wood  Oil  Burner, 

Appliance 

Restored  to  Calendar. 

260-24-BZ . B.B.M.... 315-319  W.  133rd  st.,  Man., 

_  N.  B.  74-24 


CODE. 

p  D  . Fire  Department 

H  D  ....... .V.V . Health  Department 

ggg . Bureau  of  Buildings,  Brooklyn 

g  p  . Bureau  of  Buildings,  Manhattan 

B  B  Q.  .  .  . . Bureau  of  Buildings,  Queens 

g  g  g . Bureau  of  Buildings,  Richmond 

g  g  gx . Bureau  of  Buildings,  Bronx 

p  pj  g) . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  17,  1930,  AT  2  P.  M. 

Building  Zone  Cases.  J 

746-29-BZ. 

APPLICANT— Charles  W.  Van  Keuren,  for  Leon  h 
Zuckerman,  owner. 

PREMISES— 1998-1999  Eastchester  road  and  1440-14-. 
Wilkinson  avenue,  southwest  corner,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zcn 
resolution, 

TO  PERMIT  in  a  business  district  the  installation  ad 
maintenance  of  a  gasoline  service  station. 

160-30-BZ. 

APPLICANT— James  J.  Millman,  for  Camen  Holdir 
Corp.,  owner. 

PREMISES— 676-684  Warwick  street,  878-888  Livon 
avenue  and  719-729  New  Lots  avenue,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  buildii 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles  and,  also,  a  gasoline  servi 
station. 

227-30-BZ. 

APPLICANT— G.  Medwin  Peek,  for  The  Cord  Meyer  C 
owner. 

PREMISES— 88-01  to  88-19  Roosevelt  avenue,  north  si< 
from  88th  to  89th  streets,  Elmhurst,  Borough 
Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  buildi, 
zone  resolution, 

TO  PERMIT  the  erection,  in  a  residence  district,  of  a  pi 
posed  extension  to  an  existing  garage  for  the  st<- 
age  of  more  than  five  (5)  motor  vehicles  local  1 
in  a  business  district. 

122-30-BZ. 

APPLICANT— George  J.  Lobenstein,  for  Margaret  Leon; I 
and  Giovanna  Loschiavo,  owners. 

PREMISES— Southwest  corner  of  Sheridan  avenue  (16:1 
avenue)  and  Jamaica  Bay  boulevard  (Woodhav 
avenue),  Shellbank  Basin,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  z<! 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  gasoline  service  station. 

259-30-BZ. 

APPLICANT— Frank  Paladino,  for  Gerosa  Paladino  Hr 
ing  Corp.,  owner. 

PREMISES— 2162-2238  Webster  avenue  and  402-408  E; 
182nd  street,  southeast  corner,  The  Bronx. 

APPLICATION,  under  sections  7e  and  21  of  the  buildi 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m<f 
tenance  of  a  garage  for  the  storage  of  more  t 
five  (5)  motor  vehicles  and,  also,  the  omission’ 
the  rear  yard  required  by  the  building  zone  reso 
tion. 

267-30-BZ.  I 

APPLICANT — Richards,  Smyth  &  McGrath,  for  St. 
bans- Springfield  Corp.,  owner. 

PREMISES— Northeast  corner  of  Foch  boulevard  } 
Springfield  boulevard,  St.  Albans,  Borough 
Queens.  i  [ 

APPLICATION,  under  sections  7g  and  21  of  the  build 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mi 
tenance  of  a  gasoline  service  station. 
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CALENDAR 


JUNE  17,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

7-30- A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

'6-30- A — 56-58  Pine  street  and  26-28  Cedar  street,  Man¬ 
hattan. 

9-30-A — 30-32  East  20th  street,  Manhattan. 

0-30- A — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

6-30- A — 2-20  West  34th  street  and  1-29  West  33rd  street 
(west  side  of  Fifth  avenue,  33rd  to  34th 
streets),  Manhattan. 

Building  Zone  Applications. 

WOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

1,  s  and  appeals  of  a  public  hearing  under  the  provisions 

'the  building  rone  resolution,  Tuesday  morning,  June  17, 

0.  at  10  o'clock,  in  Room  1013,  Municipal  Building,  on 

I  following  matters : 

:.  no.  679-29-BZ — Application,  November  20,  1929;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

.  no.  38-30-BZ — Application,  January  21,  1930’,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

•  no.  724-29-BZ — Application,  December  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  applicant, 
on  behalf  of  Beam  Holding  Corp., 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street,  The  Bronx. 

no.  118-30-BZ— Application,  February  14,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sadye  Hydecker,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  Allerton  avenue  and  East- 
chester  road,  The  Bronx. 

1  no.  222-30-BZ— Application,  March  28,  1930,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Benjamin  Traktman  and 
Libbie  Traktman,  applicants  and  owners, 
to  permit  in  a  business  district,  extend¬ 
ing  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles'?  premises  217-231  Pacific- 
street,  north  side,  50  ft.  west  of  Boerum 
place,  through  to  234  Atlantic  avenue, 


south  side,  163  ft.  west  of  Boerum 
place,  Brooklyn. 

cal.  no.  592-29-BZ— Application,  October  1,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Spencer  &  Iserman,  applicants, 
on  behalf  of  Thwaites  Place,  Inc., 
owner,  to  permit  in  a  business  district 
the  operation  and  maintenance  of  an  ex¬ 
tension  to  an  existing  wet  wash  laundry 
building  (previously  denied)  ;  premises 
1420  Jerome  avenue,  The  Bronx. 

cal.  no.  23-30-BZ— Application,  January  13,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maxwell  Schantz,  applicant,  on 
behalf  of  Sophie  Epstein,  owner,  to  per¬ 
mit  in  a  business  district  the  conversion 
of  occupancy  from  a  private  garage  for 
the  storage  of  three  (3)  motor  vehicles 
to  a  motor  vehicle  repair  shop ;  premises 
860  Fourth  avenue,  northwest  corner  of 
31st  street,  Brooklyn. 

cal.  no.  2 12-30-BZ— Application,  March  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Maximilian  Zipkes,  applrcant,  on  be¬ 
half  of  West  95th  Street  Corp.,  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  use  in  the 
first  story  of  a  tenement  house;  premises 
38  Fort  Washington  avenue,  northeast 
corner  of  West  160th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


JUNE  17,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  17, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  2-30-BZ— Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  Solomon,  applicant,  on  be¬ 
half  of  St.  Johns  Place  Corp.,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  486-510  St.  Johns 
place,  south  side,  100  ft.  west  of  Classon 
avenue,  Brooklyn. 

cal.  no.  742-29-BZ — Application,  December  20,  1929,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kramer  &  ICleinfeld,  applicants, 
on  behalf  of  Kuma  Investing  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  40-01  to 
40-09  Greenpoint  avenue,  southwest  cor¬ 
ner  of  Anable  avenue,  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  124-30-BZ— Application,  February  18,  1930,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Maurice  Deiches,  applicant,  on 
behalf  of  Fleetwood  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Williamsbridge  road  and  East- 
chester  road,  The  Bronx. 
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cal  no.  130-30-BZ— Application,  February  20,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  W.  D.  J.  McCarthy,  ap¬ 
plicant,  on  behalf  of  Bliss  Estates,  Inc., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  east 
side  of  51st  street,  125  ft.  north  of 
Queens  boulevard,  Woodside,  Borough 
of  Queens. 

CAL.  NO.  369-29-BZ—  Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

CAL.  NO.  673-29-BZ — Application,  September  20,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Bertram  G.  Eadie,  applicant, 
on  behalf  of  Edward  Biggs,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  6  Haughwout  street 
and  374-384  Jewett  avenue,  northwest 
corner,  Port  Richmond,  Borough  of 
Richmond. 

cal.  no.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

CAL.  NO.  599-29-BZ— Application,  October  3,  1929,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  J.  Nurick,  applicant,  on 
behalf  of  Jobel  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the 
erection  and  maintenance  of  a  business 
(store)  building;  premises  1132-1154 
Clarkson  avenue  and  255-279  East  96th 
street,  southeast  corner,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  24,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

217-30-BZ. 

APPLICANT — Sidney  Reynolds,  for  Goldstein  &  Halpert, 
owners. 

PREMISES — 114-01  Merrick  boulevard,  Jamaica,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


264-30-BZ. 

APPLICANT — Ernest  Reiss,  owner. 

PREMISES — Southwest  corner  of  Foch  boulevard  z| 
Cross  Island  boulevard,  St.  Albans,  Borough  ' 
Queens. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma- 
tenance  of  a  gasoline  service  station. 

266-30-BZ.  .  \ 

APPLICANT — William  F.  McGuinness,  for  Louis  Ros- 
zweig  and  Morris  Rosenzweig,  owners. 

PREMISES— 314-322  Dahill  road,  southwest  corner  of  3i 
street,  and  3603-3607  15th  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  z-< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mj- 
tenance  of  a  gasoline  service  station. 

693-29-BZ.  ^ 

APPLICANT — Charles  Forrester,  for  Mrs.  James  Whe'i 
owner. 

PREMISES — 3129-3131  Bailey  avenue,  west  side,  206.091 
south  of  West  233rd  street,  The  Bronx. 

APPLICATION,  under  sections  7a,  7g  and  21  of  i 
building  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  extension  in  a; 

of  an  existing  garage  for  the  storage  of  more  ti 
five  (5)  motor  vehicles. 

145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfj 
owner. 

PREMISES— South  side  of  East  164th  street,  from  Wan 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zi 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  m  i 
tenance  of  a  residence  building,  the  cellar  to  be  i 
in  part  for  business  purposes. 

209-30-BZ. 

APPLICANT — Malcolm  C.  Butler,  owner. 

PREMISES — 220-01  Northern  boulevard,  northeast  coi: 
of  220th  street,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  r 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  nr 
tenance  of  a  gasoline  service  station. 

154- 30-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  Vandee  Build 
Co.,  Inc.,  owner. 

PREMISES — Northwest  corner  of  Foch,  boulevard  ' 
Springfield  boulevard,  Queens  Hill  Manor,  Bore; 
of  Queens.  _  ®  ( 

APPLICATION,  under  section  21  of  the  building  a 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mji 
tenance  of  a  gasoline  service  station. 

155- 30-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  John  Siffe 
owner. 

PREMISES — Northwest  corner  of  Rockaway  boulevard t 
114th  street,  Richmond  Hill,  Borough  of  Qu< 

APPLICATION,  under  section  21  of  the  building  j 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  rr 
tenance  of  a  gasoline  service  station. 


JUNE  24,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
214-30-A — 35-37  East  20th  street,  Manhattan. 
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,6-30- A — 22-28  West  21st  street,  Manhattan. 

1-30- A — 5-19  Burnside  avenue  and  2037-2059  Walton 
avenue,  northwest  corner,  The  Bronx. 
3-30-A — 9-19  West  141st  street,  Manhattan. 

Building  Zone  Applications. 

\OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
,s  and  appeals  of  a  public  hearing  under  the  provisions 
,  the  building  zone  resolution,  Tuesday  morning,  June  24, 
0,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
1  following  matters: 

• .  no.  565-29-BZ — Application,  September  16,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Morania  Sales  Co.,  appli¬ 
cant,  on  behalf  of  Relton  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  226-02  to 
226-0S  Merrick  road  and  134-11  226th 
9treet,  southeast  corner,  Laurelton,  Bor¬ 
ough  of  Queens. 

:  no.  182-30-BZ— Application,  March  13,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  A.  Lacerenza,  applicant,  on 
behalf  of  Paras  Holding  Corp.,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  8918-8932 
Fourth  avenue,  northwest  corner  of  90th 
street,  Brooklyn. 

: .  no.  216-30-BZ— Application,  March  27,  1930,  under  sec¬ 
tion  7a  of  the  building  zone  resolution, 
of  J.  L.  Goldstone,  applicant,  on  be¬ 
half  of  Dora  Harnett,  owner,  to  permit 
in  a  business  use  district  the  alteration 
and  extension  of  an  existing  poultry 
slaughter  house;  premises  425-431  Hege- 
man  avenue,  north  side,  100  ft.  east  of 
Louisiana  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


JUNE  24,  1930,  2  P.  M. 

Petitions  for  Variations. 

3-30- S — 97-103  Horatio  street,  Manhattan. 

; j-30-S — 360-368  Troutman  street,  Brooklyn. 

! J-30-S — 38-61  11th  street,  Long  Island  City,  Borough  of 
Queens. 

13-30-S — 82-90  Brown  place  and  491-497  East  132nd 
street,  northeast  corner,  The  Bronx. 
o-30-S — 3261-3275  Broadway,  600  West  132nd  street  and 
601  West  131st  street,  Manhattan. 

U-30-S— 13-15  Lispenard  street,  Manhattan. 

B-30-S — 412-416  East  23rd  street,  Manhattan. 
fi-30-S — 149  West  21st  street,  Manhattan. 

:,-30-S — 228-232  West  41st  street  and  219-229  West  40th 
street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  1,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

[  30-BZ. 

lPLICANT— Joseph  D.  Nunan,  Jr.,  for  Harriet  Haber, 
owner. 

'iMISES— 28-12  31st  street  and  30-15  Newtown  ave¬ 
nue,  northwest  corner,  Long  Island  City,  Borough 
of  Queens. 

l PLICATION,  under  section  21  of  the  building  zone 

resolution, 


IO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

381-30-BZ. 

APPLICANT — Henry  B.  Herts,  for  the  City  of  New  York, 
Office  of  the  President  of  the  Borough  of  Man¬ 
hattan. 

PREMISES — 33-47  West  134th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  and,  also,  a  “B”  area 
district  an  alteration  and  the  erection  of  an  addi¬ 
tion  to  a  public  bath  building  and,  also,  the  omis¬ 
sion  of  the  rear  yard  required  under  the  zone 
resolution. 

260-24-BZ. 

APPLICANT— Frank  J.  Schefcik,  for  Sobol  Bros.,  Inc., 
lessees. 

PREMISES— 315-319  West  133rd  street,  Manhattan. 

APPLICATION,  reopened — amendment — under  sections  7a 
and  21  of  the  building  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  installation  and 
maintenance  of  a  gas  selling  station,  also  for  park¬ 
ing  space  for  more  than  five  (5)  motor  vehicles 
( previously  granted  ) . 


JULY  1,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

224-o0-A  627-629  Broadway  and  196-198  Mercer  street, 
Manhattan. 

230-30- A— 1175  Richmond  terrace,  Livingston,  Borough  of 
Richmond. 

164-30- A — 46-58  North  15th  street  and  20-32  Wythe  ave¬ 
nue,  southwest  corner,  Brooklyn. 

240-30-A — East  side  of  Wardell  street  and  East  River, 
Long  Island  City,  Borough  of  Queens. 


JULY  1,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 

215-30-A — 1784-1790  Broadway,  southeast  corner  of  West 
58th  street,  Manhattan. 

Building  Zone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  1, 
1930,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  165-30-BZ — Application,  March  8,  1930,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  William  Richter,  applicant, 
on  behalf  of  Mirdan  Realty  Co.,  owner, 
to  permit  in  a  residence  use  and  “E” 
area  district  the  erection  and  mainte¬ 
nance  of  a  business  building  and,  also, 
the  omission  of  the  setback  from  the 
building  line  as  required  by  the  building 
zone  resolution;  premises  1602  Avenue 
J  and  1001-1009  East  16th  street,  south¬ 
east  corner,  Brooklyn. 

cal.  no.  188-30-BZ — Application,  March  15,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Red  Brick  Realty  Co., 
Inc.,  owner,  to  permit  the  extension, 
from  a  business  district  into  a  residence 
district,  of  a  proposed  business  use 
(theatre)  ;  premises  306  Steinway  ave- 
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nue,  east  side,  200  ft.  south  of  Jamaica 
avenue,  Long  Island  City,  Borough  of 
Queens. 

cal  no  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


JULY  8,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

690-29-A— 232-236  East  40th  street,  Manhattan. 

241- 30- A — 200  ft.  north  of  Franklin  street,  between  Mill 

street  and  East  River,  Long  Island  City, 
Borough  of  Queens. 

242- 30-A — Orchard  street,  Mill  street  and  Monson  street, 

Long  Island  City,  Borough  of  Queens. 
286-30- A — 207-213  West  49th  street  and  1613-1623  Broad¬ 
way,  northwest  corner,  Manhattan. 


JULY  8,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

110-30- A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

15 1-30- A — 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30- A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

Building  Zone  Abdications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  8, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

CAL.  NO.  3-30-BZ— Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 


in  a  residence  district  the  maintena< 
of  a  restaurant;  premises  2261  Lor; 
place,  west  side,  100  ft.  north  of  W, 
183rd  street,  The  Bronx. 

William  E.  Walsh,  Chairtnai 


JULY  15,  1930,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stal 
ards  and  appeals  of  a  public  hearing  under  the  provisii 
of  the  building  zone  resolution,  Tuesday  morning,  July  : 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  •: 
the  following  matter: 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reope 
January  28,  1930,  under  sections  7e 
21  of  the  building  zone  resolution,) 
MeCooey  &  Conroy,  applicants,  on  ; 
half  of  Parkway  Center  Building  Co 
owner,  to  permit  in  a  business  dist; 
the  erection  and  maintenance  ol 
garage  for  the  storage  of  more  t. 
five  (5)  motor  vehicles  (previol 
withdrawn)  ;  premises  822-838  East  I' 
York  avenue,  south  side,  100  ft.  \! 
of  Schenectady  avenue,  Brooklyn. 

William  E.  Walsh,  Chairma 

JULY  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S— 236-238  Fifth  avenue,  Manhattan. 

251-30-S— 909-915  Faile  street  and  1166  Garrison  ave 
southwest  corner,  The  Bronx.  J 

223-30-S — 40  East  20th  street,  Manhattan. 

238-30-S— 605  East  187th  street,  The  Bronx. 

249-30-S — 28  East  22nd  street,  Manhattan. 


JULY  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 3S3  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  south. 

corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  st 
ards  and  appeals  of  a  public  hearing  under  the  provis1 
of  the  building  zone  resolution,  Tuesday  morning,  July 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building' 
the  following  matters:  .  j 

cal.  no.  683-29-BZ — Application,  November  25,  1929,  u! 

sections  7g  and  21  of  the  building  • 
resolution,  of  Wanda  Verplaetse, 
cant,  on  behalf  of  Caroline  Rod; 
owner,  to  permit  in  a  business  dis: 
the  erection  and  maintenance  of  a  g 
line  service  station ;  premises  56  1 
lane,  southwest  corner  of  Hylan  b 
vard,  Arrochar,  Borough  of  Richnl 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  v: 

sections  7g  and  21  of  the  building  1 
resolution,  of  William  Layton  Hall) 
plicant,  on  behalf  of  Mabel  ' 
owner,  to  permit  in  a  business  di:' 
the  erection  and  maintenance  of  a  p 
line  service  station;  premises  337' 
butus  avenue,  northeast  corner  of  HJ 
bouevard,  Huguenot,  Borough  of  I: 
mond. 
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al.  no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


JULY  22,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
,rds  and  appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Tuesday  afternoon,  July  22, 
.930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
(ie  following  matters: 

al.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 


cal.  no.  1016-27-BZ — Application,  September  16,  1927 ;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

cal.  no.  148-30-BZ — Application,  February  26,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Joseph  Goldberg,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  southwest  corner 
of  Hylan  boulevard  and  Lincoln  avenue, 
Grant  City,  Borough  of  Richmond. 

cal.  no.  178-30-BZ — Application,  March  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Carroll,  applicant,  on  behalf 
of  Teresina  Grilli,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  31-33  Olive  place  and  2119-2123 
Atlantic  avenue,  northeast  corner, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  10,  1930. 

Present:  Chairman  Walsh,  Commissioners  Holland  and 
iuilfoyle  and  Chief  Kenlon  and  Deputy  Chief  McElligott 

lternating. 

The  minutes  of  the  regular  meeting  of  the  board  held 
n  Tuesday  morning,  June  3,  1930,  and  the  minutes  of  the 
egular  meeting  of  the  board  held  on  Tuesday  afternoon, 
une  3,  1930,  were  approved  as  printed  in  Bulletin  No.  23, 

rol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

36-30-A. 

APPELLANT — Fiore  C.  Luongo,  owner. 

L’BJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

’REMISES  AFFECTED— 123  North  Portland  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Anthony  Luongo. 

For  Opposition:  Nora  Heilman. 

For  Administration:  Benjamin  Saltzman  of  bureau 
of  buildings. 

\CTION  OF  BOARD — Laid  over  to  July  1,  1930,  at  2 
p.  m.,  on  request  of  representative  of  building  de¬ 
partment. 


50-30-A. 

APPELLANT — Bernard  J.  Gillroy,  for  One  Wall  Street 
Realty  Corp.,  owner. 

UBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED— 1-7  Wall  street,  72-86  Broad¬ 
way  and  1-11  New  street,  Manhattan. 


APPEARANCES— 

For  Appellant:  Bernard  J.  Gillroy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — 'Laid  over  to  July  8,  1930,  at  2 
p.  m.,  on  request  of  appellant. 


169-30- A. 

APPELLANT — Emery  C.  Weller,  for  Recording  Labor¬ 
atories  of  America,  Inc.,  lessee. 

SUBJECT  Application  for  reopening — reconsideration,  on 
new  decision  of  the  fire  commissioner,  previously 
denied  re  Appeal  from  a  decision  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 216-218  East  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Request  for  reopening  denied 
THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Chief  Kenlon..  4 
Absent:  Commissioner  Connell .  i 


255-30- A. 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Ralph  Wilson,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 12  West  40th  street,  Manhat¬ 
tan. 
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APPEARANCES— 

For  Appellant,  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 


McElligott  .  4 

Negative  .  0 

Absent :  Commissioner  Connell . '  1 


THE  RESOLUTION— 

(255-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Ralph  Wilson,  lessee,  filed,  April  10,  1930,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  12  West  40th  street,  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  16,  1930  (Order  No.  68702-F),  reads: 

“1.  Provide  iron  shutters  at  all  openings  in  the  ex¬ 
terior  wall  above  1st  story,  which  are  distant  in  a  direct 
line  less  than  30  ft.  from  any  opening  in  any  other 
building  and  not  in  the  same  plane  with  said  openings 
and  which  are  not  more  than  50  ft.  above  a  neighboring 
roof  in  court  at  rear  east  side  and  on  rear  south  side  of 
building,  or  other  approved  protection,  as  per  Sec.  375, 
Art.  18,  Ch.  5,  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  27,  1930,  reads : 

‘‘Re  Premises  12  West  40th  Street,  Manhattan. 

‘‘This  wrill  reply  to  your  letter  of  March  21,  1930,  in 
which  you  state  you  have  been  retained  by  the  owners 
of  premises  to  appeal  to  the  Board  of  Standards  and 
Appeals  on  Order  68702,  but  the  Board  refused  to  ac¬ 
cept  the  case  due  to  the  fact  that  more  than  twenty 
days  have  elapsed  since  the  issuance  of  the  order  and 
your  request  for  rescindment  of  this  order  and  its  re- 
issuance  at  a  later  date.  Your  request  to  rescind  and 
reissue  order  68702-F  must  be  denied. 

“Respectfully, 

“Bureau  of  Fire  Prevention, 

“By  (S)  Peter  C.  Spence,  Chief.” 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  25  ft.  by  98  ft.  9  in.  in  area  at  first  story  and  25  ft. 
by  94  ft.  9  in.  in  area  above;  OCCUPIED:  cellar,  boiler 
room,  storage,  1  person;  1st  and  2nd  stories,  showroom, 
sales  floor,  coats,  hats,  dresses,  5  persons  each  story ;  3rd 
and  4th  stories,  offices,  4  and  5  persons,  respectively ;  5th 
story,  office  and  showroom,  2  persons ;  6th  story,  vacant  at 
present  only ;  7th  story,  alteration  department  for  store,  4 
persons ;  and 

Whereas,  there  is  one  window  on  each  story  above  the 
first  story  (the  south  one)  in  the  easterly  wall  of  the  build¬ 
ing  within  6  ft.  8  in.  of  windows  in  an  adjoining  twenty- 
story  building  to  the  east  and  four  windows  on  each  story 
above  the  first  story  in  the  south  wall  of  the  building  within 
50  ft.  of  the  roof  of  a  one-story  extension  at  the  rear  or 
within  15  ft.  of  openings  in  a  neighboring  twelve-story 
building  to  the  south ;  and 

Whereas,  appellant  contends  that  all  windows  in  the 
neighboring  buildings  are  fireproof  windows  and  that  the 
building  forming  the  exposure,  at  the  south,  is  equipped 
with  a  sprinkler  system,  and  requests  the  acceptance  of 
existing  conditions  as  to  the  windows  in  question ;  and 

Whereas,  the  rear  exposure  faces  a  twelve-story  fire¬ 
proof,  sprinklered  building,  equipped  with  standard  fireproof 
window  openings. 

Resolved,  that  the  order  and  decision  of  the  fire  com¬ 
missioner  be  and  they  hereby  are  modified,  and  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the 
rear  southerly  wall  of  these  premises,  on  condition  that  the 


building  shall  be  not  increased  in  height  or  area,  am 
granted  so  long  as  conditions  as  to  occupancy  and  use  re 
main  substantially  unchanged. 


243-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer 
ing  Co.,  for  Castilla  Corp.,  owmer. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  th» 
fire  commissioner. 

PREMISES  AFFECTED — 236-238  Fifth  avenue,  Manhat 
tan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 


McElligott  .  t 

Negative  .  ( 

Absent:  Commissioner  Connell .  ] 

THE  RESOLUTION— 

(243-30-A) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Castilla  Corp.,  owner,  filed,  April  4,  1930,  an  appea 
from  an  order  and  a  decision  of  the  fire  commissioner 
affecting  premises  236-238  Fifth  avenue,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  7,  1930  (Order  No.  68153-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  sc 
elevated  that  the  bottom  will  not  be  less  than  20  ft 
above  the  roof  level.  Sections  580-581,  Chapter  5,  Code 
of  Ordinances.”  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  31,  1930,  reads: 

“Re:  Premises  236-8  Fifth  Avenue,  Borough  of  Man¬ 
hattan. 

“Gentlemen : 

“This  will  reply  to  your  letter  of  March  20,  1930,  ir 
which  you  state  you  have  been  retained  by  the  owner  t< 
bring  the  matter  before  the  Board  of  Standards  anc 
Appeals,  but  the  Board  has  refused  to  accept  the  cast 
due  to  the  fact  that  more  than  20  days  have  elapsec 
and  request  that  we  rescind  the  order  and  reissue  the 
same  of  a  later  date. 

“Your  request  to  reissue  and  rescind  order  No.  68153-F, 
must  be  denied. 

“Respectfully, 

“BUREAU 'OF  FIRE  PREVENTION, 

“By  (S)  Peter  C.  Spence,  Chief.” 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  ( 149 
ft.  8  in.)  in  height,  56  ft.  4  in.  by  125  ft.  in  area;  OCCU¬ 
PIED:  cellar,  boiler  room,  dishwashing,  storage,  15  per¬ 
sons;  1st  story,  restaurant,  25  persons;  2nd  and  3rd  stories 
showroom  of  linens,  10  persons  each  story;  4th  story 
showroom  of  rugs,  10  persons ;  5th  story,  showroom  oi 
linens,  15  persons;  6th  story,  showroom  of  rugs,  10  per¬ 
sons;  7th  story,  showroom  of  novelties,  15  persons;  8th 
story,  manufacturing  and  showroom  of  lamp  shades,  3( 
persons ;  9th  story,  manufacturing  and  showroom  of  linens 
30  persons ;  10th  story,  manufacturing  of  silk  underwear,  4( 
persons ;  11th  story,  shipping  and  showroom  of  beauty  parlor 
accessories,  20  persons ;  and  #  j 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  sprinkler  system  fed  from  a  10,000-gallon  gravity 
tank  and  a  7,500-gallon  pressure  tank ;  that  there  is  alsc 
installed  a  standpipe  system  fed  from  a  2,200-gallon  gravity 
tank,  1,200  gallons  of  which  is  reserved  for  the  standpipe 
system ;  that  the  bottom  of  this  gravity  tank  is  located  15 
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6  in.  above  the  outlet  in  the  top  story;  appellant  con- 
;ls,  further,  that  when  the  building  was  erected  in  1906  no 
idpipe  tank  was  required  on  a  building  which  was  equipped 
i  a  two-source  sprinkler  system;  and 
/Here as,  order  is  issued  with  relation  to  the  height  above 
floor  outlet  of  standpipe  tank  and  its  capacity ;  and 
Vherkas,  such  equipment  has  existed  since  the  installation 
his  system;  and 

'/herf.as,  the  premises  is  equipped  throughout  with  an 
boved  two-source  wet  sprinkler  system,  waterflow  alarm 
j  central  office  connection. 

e solved,  that  the  order  and  decision  of  the  fire  commis- 
er  be  and  they  hereby  are  modified,  and  the  appeal  be 
it  hereby  is  granted,  only  so  far  as  it  affects  the  height 
he  tank  above  the  top  outlet  and  the  capacity  of  the 
•ity  tank,  on  condition  that  a  reserve  of  not  less  than 
}  gallons  shall  be  maintained  for  standpipe  system; 
the  standpipe  system  otherwise  shall  comply  with  the 
lations  in  all  other  respects;  that  the  building  shall  be 
increased  in  height,  and  that  the  use  and  occupancy 
lin  substantially  unchanged. 


2-30-BZ. 


APPLICANT— Felix  Solomon,  for  St.  John’s  Place  Corp., 
owner. 


>Jk.C  I  —Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
nnrirrn!-more  tkan  five  (5)  motor  vehicles. 

PREMISES  AFFEC  LED — 486-.U0  St.  John’s  place,  south 

APPEARANCES—  °f  Classon  avenU€’  Brooklyn. 
For  Applicant:  None. 

For  Opposition :  Daniel  J.  Mahoney  and  John 
Master  son. 


ACTION  OF  BOARD— At  the  meeting  held  on  Tuesday 
morning,  May  20,  1930,  this  application  was  laid 
over  to  June  17,  1930,  at  2  p.  m.;  through  a  clerical 
error  it  was.  placed  on  the  calendar  of  June  10, 
1930;  it  was  therefore  laid  over  for  hearing  at  the 
meeting  to  be  held  on  Tuesday  afternoon,  June 
17,  1930,  at  2  p.  m. 


BUILDING  ZONE  CASES. 


'l0-BZ. 

[’Ll CAN  l — William  F.  Doyle,  for  Joseph  Goldberg, 
owner. 

1JECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

I.MISES  AFFECTED — Southwest  corner  of  Hylan 
boulevard  and  Lincoln  avenue,  Grant  City,  Borough 
of  Richmond. 

’EARANCES— 

For  Applicant :  None. 

For  Opposition :  Ernest  M.  Garbe  and  Bertram 
Lichtenberg. 

ION  OF  BOARD — Laid  over  to  July  22,  1930,  at  2 

1  p.  m.,  on  written  request  of  applicant. 


8-BZ. 


LI  CANT — Richard  J.  Barry,  for  Karl  W.  David, 
owner. 

'JEC  I — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
»  building  zone  resolution,  to  permit  in  a  residence 
district  the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied). 

M1SES  AFFECTED — 94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Richmond  Hill, 
Borough  of  Queens. 

EARANCES— 

For  Applicant:  Betty  Befar. 

For  Administration :  Chief  Inspector  Frank  C.  Kel- 
lar  of  bureau  of  buildings. 

For  Opposition :  James  J.  McCullagh. 

ION  OF  BOARD — Laid  over  to  July  1,  1930,  at  2 
p.  m„  on  request  of  representative  of  attorney  for 
applicant. 


)-BZ. 

LICANT — John  J.  Carroll,  for  Teresina  Grill i,  owner. 
ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
•  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
VlISES  AFFECTED — 31-33  Olive  place  and  2119-2123 
Atlantic  avenue,  northeast  corner,  Brooklyn. 
FRANCES— 

For  Applicant:  John  J.  Carroll. 

For  Opposition :  Samuel  Halperin. 

ON  OF  BOARD — Laid  over  to  July  22,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


381-30-BZ. 

APPLICANT— Henry  B.  Herts,  for  The  City  of  New 
\  ork.  Office  of  the  President  of  the  Borough  of 
Manhattan,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Applica¬ 
tion  (re  decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  and,  also,  a  “B”  area 
district,  an  alteration  and  erection  of  an  addition  to 
a  public  bath  building  and,  also,  the  omission  of  the 
rear  yard  required  under  the  zone  resolution. 

PREMISES  AFFECTED— 33-47  West  134th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Henry  B.  Herts. 

For  Opposition :  None. 

ACTION  OF  BOARD— Request  for  preferential  hearing 
granted  and  set  for  Calendar  Call  July  1,  1930,  at 
2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  . . .  4 

Negative  . !!.”!.!  0 

Absent:  Commissioner  Connell .  i 


260-24-BZ. 

APPLICANT — Sobol  Bros  .,  owner. 

SUBJECT  Application  for  reopening — consideration — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  to  permit  in  a  residence  district  the  installa¬ 
tion  and  maintenance  of  a  gas  selling  station,  also 
for  parking  space  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 315-319  West  133rd  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  C.  Schefcik. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  July  1.  1930,  at  2  p  m 
THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  4 

Negative  .  0 

Absent:  Commissioner  Connell .  i 


694-29-BZ. 

APPLICANT— Bertram  G.  Eadie,  for  Otto  F.  Koehler, 
Inc.,  owner. 


537 


minutes 


SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  tje  bui  ding  zone 
resolution,  to  permit  in  a  residence  d'^nct  the  ere 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 14-22  Monroe  avenue,  west  side 
111  ft.  south  of  Fort  place,  St.  George,  Borough  of 
Richmond. 

appearances— 

For  Applicant:  Thomas  Nunley. 

For  Opposition :  John  A.  Cosgrove. 

ACTION  OF  BOARD— Application  withdrawn  without 

argument. 

THE  VOTE  TO  WITHDRAW — ■ 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  Q 

Negative  . ; . .  . . . .  1 

Absent :  Commissioner  Connell . 


194-30-BZ.  .  _  14  _ 

APPLICANT— Philip  J.  Sinnott,  for  Natessie  Realty  Lorp., 

SUBTECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  conversion  of  occupancy  of  part  ot  the 
basement  story  of  an  existing  apartment  house  from 
dwelling  use  to  stores.  , 

PREMISES  AFFECTED— 108  Clarke  place,  southeast  cor¬ 
ner  of  Walton  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  L.  J.  Bershad,  Saul  I.  Radin  an 
Ira  J.  Schuster. 

ACTION  OF  BOARD— Application  withdrawn  without 
argument. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Chief  Kenlon..  4 

Negative  . .  •  . . ••••••• .  ? 

Absent:  Commissioner  Connell .  1 


723-28-BZ. 

APPLICANT— Sobel  &  Brand,  for  Pearlen  Realty  Corp., 
owner,  substituted  for  Cohen  &  Siegel,  for  Silver- 
Friedman  Corp.,  owner.  . 

SUBTECT— Application  for  reopening— extension  ot  time 
to  complete  work— re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  ot 
the  building  zone  resolution,  to  permit  m  a  business 
district  the  erection  and  maintenance  of  a  gasoline 

service  station.  .  , 

PREMISES  \FFECTED— 1511  Jerome  avenue,  west  side, 
114.77  ft.  north  of  West  172nd  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  M.  Sobel. 

For  Opposition :  None.  .  . 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  ^ 

Negative  . .  • ; . •••••••, .  : 

AKcont  •  Commissioner  Connell .  1 


THE  RESOLUTION— 

(723-28-BZ) 

Whereas,  Cohen  &  Siegel,  for  Silver-Friedman  Corp., 
owner,  filed,  September  10,  1928.  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 


ises  1511  Jerome  avenue,  west  side,  114.77  ft.  north  of  W< 
172nd  street,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meetii 
February  5,  1929,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildi 
zone  resolution  show  that  Jerome  avenue  is  in  a  busin. 
district ;  West  172nd  street  is  in  a  business  district,  and  ) 
wood  avenue,  north  of  a  point  100  ft.  north  of  W est  172 
street,  is  in  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildun 
rendered  September  5,  1028  (re  Applic.  N.  B.  1785-2 
reacls  *, 

“1.  Erection  of  building  and  occupancy  of  premi 
in  business  district  for  gasoline  service  station  is  c< 
trary  to  provisions  of  Building  Zone  Resolution.  ; 

Whereas,  the  premises  consist  of  an  irregularly  sha] 
plot  of  ground  having  a  frontage  of  69.94  ft.  on  Jerc 
avenue  and  a  depth  of  56.9  ft.,  upon  which  it  is  propo 
to  erect  a  small  one-story  office  and  to  install  the  nec 
sary  tanks  and  pumps  for  a  gasoline  service  station ,  . 

Whereas,  the  board  deems  that  applicant  is  entitled 
relief  under  section  21  of  the  building  zone  resolution  ; 
that  a  denial  of  this  application  would  constitute  unne< 
sary  hardship  and  practical  difficulty;  and 

Whereas,  this  application  was  granted  by  the  board  at 
meeting,  February  5,  1929,  on  certain  conditions,  and  ap 
cant  requested  a  modification  of  the  time  limit  and  an 
tension  of  time,  which  was  granted  December  10,  1J~9, 
Whereas,  applicant  has  been  delayed  in  the  comple 
of  the  work,  having  obtained  all  permits,  and  request 
further  extension  of  time  to  complete. 

Resolved,  that  the  board  of  standards  and  appeals.  ( 
hereby  wake  a  variation  in  the  application  .of  the  use  disl 
regulations  of  the  building  zone  resolution,  and .  that 
application  be  and  it  hereby  is  granted  on  condition 
there  shall  be  erected  along  the  building  line  a  cone 
curbing  not  less  than  12  inches  in  height,  with  two  open 
therein,  each  not  more  than  10  ft.  wide;  that  no  p 
shall  be  located  within  10  ft.  of  the  building  line  of 
property ;  that  no  grease  racks  shall  be  installed  or 
crankcase  service  conducted  on  the  premises ,  that  no  p 
able  gasoline  tanks  shall  be  operated  or  any  gasoline 
tributed  outside  the  building  line ;  that  any  work  invo 
shall  be  completed  within  six  months  from  the  date  of 
action — June  10,  1930. 


APPROVAL  OF  PLANS. 


864-28-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Tadpole  Building 
Inc.,  owner. 

SUBJECT— Application  for  approval  of  plans  in  acc 
ance  with  resolution  adopted  by  the  board  u 
date  of  February  18,  1930. 

PREMISES  AFFECTED— 234-238  East  85th  street,  I 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  John  Kroneneitter. 

ACTION  OF  BOARD— Report  of  engineer  adopted 
plans  approved  in  accordance  therewith. 

THE  VOTE  TO  APPROVE  PLANS—  .  . 

Affirmative:  Chairman  Walsh,  Commissione 
Holland  and  Guilfoyle  and  Chief  Kenlon 

Negative  . . . 

Absent :  Commissioner  Connell . 


AREA  FIXED. 

(209-30-BZ) 

The  chairman  presented  and  read  a  communication 
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_ 

Malcolm  C.  Butler,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to 
permit  in  a  business  district  the  erection  and  maintenance  of 
i  gasoline  service  station;  premises  220-01  Northern  boule¬ 
vard,  Bayside,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Northern  boulevard  from  the  easterly 
line  of  Springfield  boulevard  to  a  point  400  ft.  east  of 
the  easterly  property  line  of  the  premises  in  question, 
t  both  sides  of  220th  street  from  the  southerly  line  of 
Lawrence  boulevard  to  a  point  200  ft.  south  of  the 

LJL _ _ _ 


southerly  line  of  Northern  boulevard,  the  westerly  side 
ot  220th  place  from  the  northerly  line  of  Northern 
boulevard  to  a  point  150  ft.  north  thereof,  the  northerly 
side  of  Lawrence  boulevard  from  a  point  100  ft  east  of 
the  line  of  continuation  of  the  easterly  line  of  220th 
street  to  a  point  100  ft.  west  of  the  line  of  continuation 
ot  the  westerly  line  of  220th  street. 


Adjourned  12.30  p.  m. 

\\  illiam  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  10,  1930. 

•  Present:  Chairman  Walsh,  Commissioners  Holland  and 
Guilfovle  and  Deputy  Chief  McElligott. 

■ 

PETITIONS  FOR  VARIATIONS. 

[25-30-S. 

PETITIONER — New  York  Tribune,  Inc.,  owner. 
UBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

’REMISES  AFFECTED — -228-232  West  41st  street  and 
219-229  West  40th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  E.  Douglas  Hamilton. 
iiCTION  OF  BOARD — Laid  over  to  June  24,  1930,  at  2 
p.  m.,  on  written  request  of  petitioner. 


,42-30- S. 

'ETITIONER — Samuel  Rosenblum,  for  132  West  31st 
Street  Realty  Corp.,  owner. 

UBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

■  REMISES  AFFECTED — 127-133  West  30th  street  and 
128-136  West  31st  street,  Manhattan 

PPEARAN  CES — 

For  Petitioner :  Samuel  Rosenblum  and  M.  Miller. 
For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

CTION  OF  BOARD — Petition  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  4 

Absent :  Commissioner  Connell .  1 

HE  RESOLUTION— 

(142-30-S) 


Whereas,  Samuel  Rosenblum,  for  132  West  31st  Street 
ealty  Corp.,  owner,  filed,  February  25,  1930,  a  petition 
>r  a  variation  from  the  requirements  of  the  labor  law,  as 
ted  in  an  order  of  the  fire  commissioner,  affecting  premises 
57-133  West  30th  street  and  128-136  West  31st  street, 
orough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb- 
:ary  14,  1928  (Order  No.  32823-LD),  reads: 

“l.  Remove  all  articles  or  wares  from  stairway  en¬ 
closure  or  from  the  landings,  platforms  or  passageways 
connected  therewith  including  .  .  .  lunch  stand,  stairway 
enclosure  at  freight  entrance  1  st  story,  cigar  stand  centre 
of  main  corridor,  ...  as  per  rule  10  of  the  Board  of 
Standards  and  Appeals  adopted  Feb.  23rd,  1927.”; 
a 

Whereas,  the  building  is  fireproof,  seventeen  stories  in 
sght,  125  ft.  frontage  on  31st  street,  extending  197  ft.  6  in. 


(Imimrn  b°ck’  Wlth  r  99  ft-  Montage  on  30th  street; 
ULLUP1  ED  as  a  tenant  factory,  not  more  than  125  persons 

per  story,  with  the  exception  of  third  story,  continuation 
PYrrQ300  PrrSOnS  ’  EQUIPPED  with  a  sprinkler  system; 

r  '  ^  ^re , tow€r  >  two  interior  fireproof  stairways, 
extending  from  the  first  story  to  roof,  enclosed  in  fireproof 
partitions,  with  fireproof  doors  at  openings;  and 
.  Wh£Reas,  the  petitioner  claims  the  cigar  stand  is  located 
in  a  recess  off  the  main  public  hall  on  first  story,  which 
space  is  used  for  a  barber  shop  and  is  separated  from  the 
public  hall  by  a  plate  glass  sash  door  and  a  fireproof  parti¬ 
tion  containing  a  double-hung  plate  glass  sash,  6  ft.  10  in. 
byi°  ft ;  that  a  lunch  stand  5  ft.  by  18  ft.  is  located 
in  the  public  hall  on  first  story,  leading  to  30th  street,  which 
is  used  as  the  freight  entrance ;  furthermore,  the  petitioner 
contends  that  there  is  a  clearance  of  9  ft.  in  front  of  the 
unch  stand ;  that  the  cigar  stand  does  not  form  obstruction 
ot  any  kind  and  there  is  no  hazardous  condition  of  anv 
kind. 

.  Sc  solved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  petition  be  and  it  hereby  is 
dented. 


69-30-S. 

PETITIONER — Fox  Film  Corp.,  owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 8-30-850  10th  avenue,  441-461 
West  55th  street  and  450-456  West  56th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  H.  Brell  and  Alan  Freedman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  W alsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  4 

Negative  . "  ’  ’  0 

Absent :  Commissioner  Connell . ”  \ 

THE  RESOLUTION— 

(69-30-S) 

Whereas,  Fox  Film  Corp.,  owner,  filed,  January  30,  1930, 
a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner 
affecting  premises  830-850  10th  avenue,  441-461  West  55th 
street  and  450-456  West  56th  street,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  27,  1929  (Order  No.  67899-LD),  reads: 

“2.  Extend  the  fireproof  partitions  enclosing  all  stair¬ 
ways  to  not  less  than  3'  above  roof.  Section  270  of 
the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  of  reinforced  con- 
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crete  construction,  except  roof,  three  stories  (there  being 
a  fourth  story  in  the  northwest  section  of  the  premises), 
approximately  58  ft.  in  height,  having  a  frontage  of  275  ft. 
on  West  55th  street,  200  ft.  10  in.  on  10th  avenue  and  125 
ft.  on  West  56th  street ;  subdivided  by  masonry  walls  having 
openings  therein  protected  by  fireproof  doors;  OCCUPIED 
as  a  moving  picture  laboratory :  1st  story,  400  persons ,  2nd 
story,  161  persons;  3rd  and  4th  stories,  314  persons; 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
system;  EXITS:  four  interior  fireproof  stairways,  enclosed 
in  fireproof  partitions,  with  fireproof  doors  at  openings; 
these  four  stairways  indicated  on  the  plans  as  “A,  B, 
“C”  and  “D”  extending  from  the  first  story  to  the  third 
story ;  the  enclosures  of  these  stairways  extending  8  ft.  6  in. 
above  the  third  story  and  are  covered  with  an  8-inch  re¬ 
inforced  concrete  slab;  a  ladder  extends  from  the  top  of 
this  slab  to  a  scuttle  in  the  roof ;  there  is,  also,  a  stairway, 
indicated  “E”  on  plans,  extending  from  the  termination  of 
stairway  “B”  on  the  third  story  to  the  fourth  story;  said 
stairway  “E”  being  enclosed  in  fireproof  partitions;  there 
being  a  ladder  at  the  termination  of  stairway  “E”  on  the 
fourth  story  leading  from  fourth  story  to  scuttle  in  roof ; 
there  being,  also,  a  stairway  leading  from  the  southwest 
portion  of  the  fourth  story  to  the  third  story;  and 

Whereas,  petitioner  contends  that  the  various  floors  are 
subdivided  by  masonry  walls  with  openings  therein  protected 
with  fire  doors,  and  in  view  of  the  sprinkler  system  in¬ 
stalled,  requests  the  acceptance  of  the  existing  exits  from 
the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  concrete  slab  be  removed  from  top  of  stair  hall 
enclosures;  that  all  stair  hall  enclosures  shall  be  carried  to 
underside  of  roof  boards  in  all  instances,  and  that  each 
stair  hall  enclosure  shall  be  ventilated  at  roof  with  plain 
glass  skvlight  not  less  than  20  sq.  ft.  in  area,  equipped  with 
automatic  louvres  with  wire  guards  above  and  below. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

915-26-SA  . 

PETITIONER— Dahl  Oil  Burner  Corp. 

SUBJECT— Application  for  reopening— modification— re 
Approval  of  Dahl  Vaporizing  Oil  Burner. 
APPEARANCES— 

For  Petitioner;  Albert  Torressen. 

ACTION  OF  BOARD— Request  for  reopening  withdrawn. 
THE  VOTE  TO  WITHDRAW— 

Affirmative;  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 
McElligott  .  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


985-25-SA. 

P ETI TIO N ER— Amdy co  Corp. 

SUBJECT— Approval  of  Amdvco  Foam  Fire  Extinguisher. 
A  P  P  E  A  RA  N  C  E  S— None. 

ACTION  OF  BOARD— Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 


McElligott  .  4 

Negative  .  C 

Absent:  Commissioner  Connell .  1 


591-29-SA. 

PETITIONER— Horace  G.  Knowles,  owner. 

SUBJECT — Approval  of  Improved  Kres-Kno  Oil  Burner 
APPEARANCES— 

For  Petitioner :  Horace  G.  Knowles. 

ACTION  OF  BOARD— Chairman  read  fire  department  re 
port;  report  of  fire  department  adopted  and  ap¬ 
pliance  approved  in  accordance  with  the  fuel  oi 
rules. 

THE  VOTE  TO  ADOPT  REPORT  OF  FIRE  DEPART 
MENT  AND  APPROVE  APPLIANCE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  . i .  ' 

Negative  .  ' 

Absent :  Commissioner  Connell . 

THE  RESOLUTION—  I  j 

(591-29-SA)  § 

Whereas,  Horace  G.  Knowles,  owner,  filed,  Septembe 
30,  1929,  a  petition  with  the  board  of  standards  and  appeal 
for  approval  of  his  device  known  as  the  Improved  Kres-Kn< 
Oil  Burner  ;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart 
ment  for  test  and  report  and  the  report  of  the  chief  of  th 
bureau  of  fire  prevention  dated  May  27,  1930,  recommend 
the  approval  of  the  device.  ■ 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  approve  the  device  known  as  the  Improved  Kres-Kn 
Oil  Burner  for  use  in  domestic  and  commercial  installation! 
when  installed  in  accordance  with  the  fuel  oil  rules  of  th 
board  of  standards  and  appeals  and  in  conformity  with  th 
report  of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  3a2'16'^ 

Labor  Department  relating  to  exits  issued  prior  to  OctoU 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted; 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


1,  1916,  or  with  an  order  of  the  fire  commissioner  issue 
subsequent  to  October  1,  1916,  a  report  shall  be  made  b 
the  superintendent  of  buildings  to  the  fire  commission* 
stating  whether  the  work  done  complies  with  the  orde 
of  the  State  Labor  Department,  with  the  order  of  the  in 
commissioner,  or  with  the  provisions  of  the  State  Labe 
Law,  as  the  case  may  be. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  th 
Distribution  Division  of  the  City  Record  Office,  378  We: 
Broadway.  Price,  30c;  by  mail,  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS 

SPECIAL  MEETING.  ACTION  OF  POAun  a  ,  .  .  , 

FRIDAY  MORNING,  JUNE  13,  1030.  below  B0ARD-A™ndmcnt  adopted  as  printed 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hoi-  TIdE  V0TE  T0  ADOPT  AMENDMENT  AP- 
nd  and  Deputy  Chief  McElligott.  PROVED — 

Affirmative :  Chairman  Walsh,  Commissioners 
RULES  Co"™!1  and  HoIland  and  Deputy  Chief 

U-22-SR.  '  xr  McElligott  . 

UBJECT — Amendment  to  Standpipe  Rules  \  lS<1  !ve  ' ' ' ' : ' : . .  •  •  . 

PPEARANCES— Messrs.  W.  B.  White.  E.  P.  Boone,  A.  Absent:  Commissioner  Guilfoyle .  1 

C.  Bang,  G.  Fisher  and  J.  Burmeister. 

For  Administration:  Acting  Chief  Thomas  Larkin  Adjourned  11.30  a.  m. 

|  »  and  Inspector  Maher  of  fire  department.  William  J.  O’Gorman,  Secretary. 


AMENDMENT  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


lopted  by  the  board  of  standards  and  appeals  June  13,  1030. 

(281-22-SR) 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE, 
lere  shall  be  an  engineer,  superintendent  or  other 
irson  in  charge  of  the  standpipe-fire  line  system  in  all 
hidings  exceeding  eighty-five  feet  in  height  who  shall  be 
mistered,  and  submit  to  an  examination  in  the  Fire  Depart- 
i  nt.  Upon  evidence  of  fitness  to  properly  operate  and  main- 
tn  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
tit  effect.  The  certificate  shall  contain  the  full  name  and 
i.mall  photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
seeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 
Theatre  buildings  provided  with  fire  pumps  shall  have  at 
st  one  certified  operator  on  duty  during  every  perform- 
;:e.  Buildings  of  large  areas,  industrial  plants,  amuse- 
nt  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
y  when  deemed  necessary  by  the  fire  commissioner. 

£ule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
Is  and  other  auxiliary  fire  appliances  shall  be  kept 
•perfect  working  order,  and  at  least  once  a  month  the 


person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
hire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
hity  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe  This  test  to  be  applied  to  the  standpipe  and 
lutings-  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 


APPLIANCES 

FUEL  OIL  PUMPS 


of  Standards  and  Appeals 


Approved  by  the  Board 


Name  of  Pump  Calendar  No. 

'  erican  Marsh  Duplex .  638-25-SA 

|  erican  Marsh  Simplex .  639-25-SA 

lard  Duplex  Electric  Driven  Pump  Set _  1413-22-SA 

'  ch  Russ  Co.  Rotary .  1134-22-SA 

lekmer  Rotary . . .  935-24-SA 

;ke  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump .  372-21-SA 

tury  Rotary .  908-21-SA 

k  Electric  Oil  Pump .  803-25-SA 

idson .  590-21-SA 

'n  Bros.  Durable  Duple .  840-22-SA 

ling  Double  Oscillating  Force  Pump .  458-27-SA 

irprise  Oil  Pump .  11-28-SA 

ter  Rotary .  507-22-SA 

Id  Hand  Rotary .  1133-25-SA 

Id  Triplex  Plunger .  257-22-SA 

aey  Rotating  Plunger  Pump .  503-24-SA 

man  Rotary .  95-24-SA 


Name  of  Pump  .  Calendar  No. 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump..*...*.’  7C3-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary . .  588-25-SA 

Rotary  Pressure  Pump .  106O-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

Tate-Jones  . .!.!  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Vikine .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Worthington  Duplex  Double-Acting  Steam 

PumP .  184-22-SA 

V  orthington  Show  Model  Duplex . .  194-24-SA 
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APPROVED  APPLIANCES 


Nam,  of  Burner  Calendar  No 

*A.  B.  C.  Oil  Burner,  Type  H . 

*  Aetna  Automatic  Oil  Burner .  15JI"o«Iqa 

♦Aladdin  Oil  Burner .  „ca 

♦Alexander  Oil  Burner... .  i  rift-22  S A 

Anthony  Nebulyte  Oil  Burner .  1  ^ 

♦Arcoil  Heat  Machine.  .  QA 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  «-21-SA 
♦Baker  Automatic  House  Heating  Burner....  1323-22-SA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  4M-29-S A 

Ballard  Automatic  Oil  Burner..............  ^63-23-bA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  }493-22-SA 

Ballard  Jr.  Oil  Burner^. . . •  •  •  •  • ;  •  •  •  •  1176-211  S 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner... . 

♦Ballard  Super  Domestic  Oil  Burner .  mSA 

•Bayard  Domes*  Fuel  0.1  Burner .......... 

iSf SE«b ®7rtr : : .  «•*£& 

♦Bettendorf  Oil  Burner .  Q.7  c& 

Burn  well  Mechanical  Burner .  ,2m  §A 

•Caloroil  Burner-Type  A  A .  .,V|gSA 

•Carborundum  Burner .  M-30-SA 

♦Century  Oil  Burner.... . SI  mSA 

♦Challenger  Kleen  Heat  Burner,  Series  No.  100  818-28  S A 

Coen  Mechanical  Oil  Burner .  iilj  m  §A 

♦Combustion  Fuel  Oil  Burner . .  oq=' 29  S  A 

♦Combustion  Fuel  <?il  Burner,  Type  B .  f.S 

♦Commonwealth  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner .  2T  MSA 

Crescent  Oil  Burner  . . .  426-29-SA 

♦Crown  Oil  Burner,  Type  XA .  -  ‘ 

♦Crystal  Blue  Flame  Oil  Burner .  4  '  '^ 

Dahl  Mechanical  Fuel  Oil  Burner .  oJ5"JaI§A 

♦Dahl  Vaporizing  Oil  Burner .  J 

♦Dist-o-matic  Oil  Burner .  Slft-SA 

♦Doherty  Oil  Burner... . 

♦Eisler  Automatic  Oil  Burner .  So  « 

♦Electrol  Automatic  Oil  Burner .  uh-23-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  JIS'S'Ia 

♦Espo  Oil  Gas  Burner .  «  a 

♦Faultless  Oil  Burner .  mm? A 

Fess  Turbine  Burner . . . .  •  •  •  • 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type  1(jg4_27_gA 

♦Foster  Oil  Burner.' .' . .  IIaI^A 

Frankfort  Type  P  Oil  Burner .  IJolfi  SA 

♦Franklin  Domestic  Oil  Burner .  5  “'f 

Gem  Fuel  Oil  Burner. . .  ,m1‘®i'§A 

Gilbert  &  Barker  Fuel  Oil  Burner .  A 

♦Gill  Oil  Burner . 

♦Goodspeed  Automatic  Oil  Burner . 

GRD  Fuel  Oil  Atomizer .  Silt  A 

‘Cult  OH  Burner .  mgll-SA 

Hammel  Oil  Burner - ••• . .  •  . .  ,  u. 

♦Hardinge  Oil  Burner  and  Pump  Set .  g? 

♦Hart  Automatic  Oil  Burner....... .  colic  A 

Hauck  Venturi  Low  Pressure  Oil  Burner....  *8-27-bA 

♦Heatiator  Oil  Burner .  loSI?  CA 

Holby  Oil  Burner .  Slot  A 

♦Holby  Type  A  Fuel  Oil  Burner .  Slot  A 

Holby  Type  B  Fuel  Oil  Burner .  1J?!1!“Ia 

♦Homer  Domestic  Oil  Burner .  CA 

Induslo  Fuel  Oil  Burner  1-27 .  sqiIq'cA 

♦Improved  Kres-Kno  Oil  Burner .  ~  ^  ■ 

♦International  Oil  Burner. ...... ....  •_ .  oSS'JJt  A 

♦Tohnson  Improved  Rotary  Fuel  Oil  Burner..  J38--2  .  . 

Joyce  Oil  Burner .  IS  oTIa 

♦Kleen  Heet  Oil  Burner .  Slot  A 

♦Kres-Kno  Oil  Burner .  1  nail?  S  A 

Lawrence  May  Oil  Burner .  IoI^o'ca 

Liberty  Automatic  Heater .  0  * 

*  Used  mainly  in  domestic  installations. 


Name  of  Burner  Calendar  No. 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

♦May  Oil  Burner .  68-24-SA 

♦Mayflower  Oil  Burner .  124-29-SA 

♦Mcllvane  .  544-29-SA 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

♦Mesco  Oil  Burner .  637-29-SA 

♦Morrissey  Oil  Burner . 673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-S.A 

♦Moussette  Oil  Burner .  887-28-SA 

National  Airoil  High  Pressure  Burner .  185-29-S/ 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

♦National  Rotary  Oil  Burner .  836-25-S/ 

♦New  Process  Oil  Burner .  1071-27-S/ 


Noiseless  Nokol  Model  G  Oil  Burner . 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

♦Nokol  Automatic  Heater . . . 

North  American  Low  Pressure  Oil  Burner.. 

♦Nu-Way  Oil  Burner . 

♦Orr  Fuel  Oil  Burner . 

♦Paramount  Oil  Burner . 

♦Pascoe  Oil  Burner  and'  Pump  Set . 

Peabodv-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner . > . ; . 

Petro  Mechanical  Burner  and  Air  Register.. 

♦Petro  Burner,  Model  O . 

♦Piatt  Oil  Burning  Water  Heater . 

♦Pioneer  Automatic  Oil  Burner . 

Burner  . 

♦Powerlight  Oilheat  Burner . 

Quinn  Oil  Burning  Equipment . 

♦Rayfield  Oil  Burner . 

Ray  Rotary  Fuel  Oil . 

♦Re-Ly-On  Oil  Burner . 

♦Remington  Oil  Burner . . 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  . 

♦Rickard  Oil  Burner . 

Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

♦Richmond  Gravity  Fuel  Oil  Burner . 

♦Schulse  Home  Oil  Burner . 

♦Security  Oil  Burner . 

♦Silent  Automatic  Oil  Burner . 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner.. 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set 

Steam  Oil  Burner . 

♦Stroud-in-the-Door  Burner . 

♦Stuhler  Oil  Burner . 

♦Summerheat  Oil  Burner . 

♦Sundstrand  Automatic  Oil  Burner . 

♦Sunflower  Model  S-1  Oil  Burner . 

Surface  Combustion  Low  Pressure  Burner.. 

♦Sword  Automatic  Oil  Burner . 

♦Tabor  Automatic  Oil  Heaer,  Type  “D” . 

Tate-Iones  Fuel  Oil  Burner,  “L”  Type . 

Tate-Jones  No.  6  Oil  Burner . 

♦Timken  Oil  Burner,  Model  20 . 

♦Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner.... 

♦Torridheat  Oil  Burner . 

♦Uni-Lec-Tric  Oil  Burner . 

♦United  States  Oil  Burner . 

♦Universal  Fuel  Oil  Burner . 

♦Vesta  Oil  Burner.... . 

♦Volcano  Automatic  Oil  Burner . 

♦Wavne  Oil  Burner  Pump  and  Fan  Set . 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic.  Jr . 

♦Winslow  Industrial  Burner . 

York  Automatic  Oil  Burner . 


801-28-S/ 
584-28-S/ 
1078-24-S/ 
792-28-S/ 
773-28-SA 
1 13-26-SA 
1 193-25-S/ 
1029-28-Si 

I 

181-28-Si 

735-24-S/ 

78-28-Si 

737-29-Si 

1259-27-Si 

644-21-S. 

628-23-Si 

867-21-Si 

504-26-Si 

504-23-Si 

745-26-S. 

891-26-S 

667-28-S 
1011-27-S 
341-21-S 
583-21-S 
1193-22-S 
1487-23-S 
56-28-S 
458-26-S 
1 203-22- S 
1 1 91-24-S* 
183-22-S 
129-27-S 
618-27-S 
581-26-S 
755-26-S 
657-29-S 
92-23-S 
951-25-S 
778-28-S 
1 254-24- ?; 
1444-23-b 
287-28- ?• 
297-29-? 
1525‘-22-S 
454-25-S 
123-23-? 

63-28-?. 

498-29-?- 

620-28-?“ 

6-24-? 

451-26-?, 

556-29-b 

1155-25-?“ 


918-22-?' 

19-25-?' 

44-29-5 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

9-27- A — 39  Fifth  avenue,  Manhattan. 

0-27-A— 13-16  Central  Park  West,  Manhattan. 

1- 27-A— 20-28  West  72nd  street,  Manhattan. 

2- 27- A — 242-248  West  76th  street,  Manhattan. 

4-29-A  11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

)-22-SA — Crocker  Gas  Valve,  approval  of. 

1-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1-22-SA — Anti-Syphon  Valve,  approval  of. 

1-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

-22-SA — Coen  Oil  Burner,  approval  of. 

-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut-Off  Valve,  approval  of. 

-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 

of. 

-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

23-SA— Automatic  Gas  Shut-Off,  approval  of. 

-23-SA — 1  ilman-White  Gas  Cut-Off  Valve,  approval 
of. 

23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

23- SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

24- SA— HoLzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

84-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

24-SA — Milnes  Oil  Burner,  approval  of. 

24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of 
24-SA— Salvo  Fire  Extinguisher,  approval  of. 

24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

24- SA— Smolensky  Check  Valve,  approval  of. 

25- SA— Amdyco  Foam  Fire  Extinguisher,  approval  of. 
38-SA  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

25-SA— Koerting  Gear  Pump,  approval  of. 

25- SA— Palmer  Gravity  Lock,  approval  of. 

26- SA— Signal  Weatherproof  Bells,  approval  of. 

26-SA — Kork-n-Seal,  approval  of. 

26-SA— Worthington  Triplex  Vertical  Power  Pump. 

approval  of. 


484-26-SA  Protectoseal  Cover,  approval  of. 

890-26- S A  Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 


110-27-SA  Wilbur  Extinguisher,  approval  of. 

187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 

328-27-SA— Holby  Oil  Burner,  approval  of. 

537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA— Elkhart  Flush  Type  Siamese,  approval  of 

955-27-SA  Cook’s  Automatic  Oil  Burner,  approval  of. 

977-2 7 -S A  Romec  Rotary  Pump,  approval  of. 

1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA  Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

801-28-SA— Model  “G”  Nokol  Burner,  approval  of. 

958-28-SA— N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 


42-29-SA  Safe- Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

163-29-SA  Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

209- 29-SA  A  Diamond  “S”  2**-. Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA  A  Diamond  “S”  250  lbs.  2K-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29-SA  Kennedy  2^-Inch  Hose  Outlet  Valve  Type 
“A,”  approval  of.  ’  P 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 
510-29-SA— Hercules  Oil  Burner,  approval  of. 

535-29-SA:  Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


591-29-SA- 

603-29-SA- 

637-29-SA- 

684-29-SA- 

715-29-SA- 

47-30-SA- 

54-30-SA- 

195-30-SA- 


-Improved  Kres-Kno  Oil  Burner,  approval  of. 
-Electromatic  Oil  Burner,  approval  of. 

-Merco  Oil  Burner,  approval  of. 

-ABC  Oil  Burner,  Type  “H ,”  approval  of. 
-Super  Automatic  Oil  Heater,  approval  of. 
-Fuelo  Oil  Burner,  approval  of. 

-Carter-Korth  Oil  Burner,  approval  of. 
-Simpkx^W&ter  Pressure  Reducing  Valve,  ap- 


231- 30-SA — Pratt  &  Cady  Class  “A”  2J4-Inch 

let  Valve,  approval  of. 

232- 30- S A— Pratt  &  Cady  Class  “B”  2K-Inch 

let  Valve,  approval  of. 


Hose  Out- 
Hose  Out- 


La.es  listed  in  the  Reserve  Calendar  are  cases  upon 
winch  action  by  the  board  has  been  deferred  pending  com - 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  eases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  June  11,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . . 

Dismissed  . 

Denied  . 

390  Granted  . .  . . 

Granted  on  condition . 

Appliances  approved  . . 

26  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

97  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

10  Requests  to  amend  granted . 

Requests  to  amend  denied . 

14  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied... . 

38  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

3  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

21  Plans  approved  . 

Plans  disapproved . 

0  Administrative  requests  granted - ; . 

Administrative  requests  denied  or  withdrawn.. 

0  Interpretations  . •  ••• . 

Requests  withdrawn  or  dismissed . 

991  Total  . 

601 


■1 


Cases  pending  June  11,  1930. 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


offices  of  the  board  and  of  the  further  publication  of 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of .  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


,  „w>  . .  .  . .  __  ■  * 

date  for  the  hearing  in  his  case,  and  that  the  plea  of  fair 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  ol 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  pet 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of 
appellant  or  petitioner  to  file  necessary  data,  or  by 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be. 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  fj 
and  data  required  by  law  are  supplied,  as  specified  on.r 
blank  appeal,  application  or  petition  forms. 

.  ■  =r 
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S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object-  is  to  give  inter! 

andd wd?K  y  rr3  £pportunity  t0  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  June  24,  1930 

definite0  day.'  At  ***  ^  CaSC  "  setfor  faring  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  July  1,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
on  Led  d'yreS  '  bee"  definitdr  SCt  for  faring 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  n 

Vrn^u’  3?  acrceputed  that  arc  not  filed  within  twenty  dais 
from  the  date  of  the  action  of  the  Administrative  Official  " 

Any  communication  purporting  to  be  an  appeal,  appli- 

tent°M0r  Ptt!tlT  fa  Se  .re?arded  as  a  mere  notice  oMn- 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board.  q  cu 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 

\hT°nV  Wlthln  tvYenty  days-  bis  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti- 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative,  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  duoli- 
cate  of  said  notice.  1 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  positioruof  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  and 

directions"  °f  expedlted  by  conforming  to  these 

William  E.  Walsh,  Chairman 
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docket. 

New  Cases  Filed  up  to  June  18,  1930. 

Cal.  No.  Department.  Premises  Affected. 

398-30-BZ  .  ...B.B.M....  1317-1329  Broadway,  Man., 

Alt.  1006-28 

397  30-S  B.B.Bx. .  .981  Morris  Park  ave.,  Bx., 

Alt.  330-30 

396-30-BZ  ..  B.B.Q.... 6504-06  Woodside  ave.,  Wood- 

_ _  '  side,  Q.,  N.  B.  3278-30 

395  30  S  ED . 303-311  Fourth  ave.,  Man., 

L.  D.  73965 

394-30-SA . F.D . “The  Oronoque”  Oil  Burner, 

Appliance 

393-30-BZ . B.B.M.... 127-135  Marble  Hill  ave. 

(Kingsbridge  ave.),  Man., 

_  Alt.  544-30 

392-30-BZ  ...B.B.Bx... 2434-2440  Creston  ave.,  Bx., 

N.  B.  344-30 

391-30- A . F.D . 127  Beekman  st,  Man., 


T  r*  Z  A  Z  Q  1 


r.D.... 
H.D. . . 
B.B.B.. 
B.B.M . 
B.B.Q. 
B.B.R. 
B  B.Bx 
T.H.D. 


CODE. 

. Fire  Department 

7 . Health  Department 

...Bureau  of  Buildings,  Brooklyn 
..Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

.Bureau  of  Buildings,  Richmond 
..  ....Bureau  of  Buildings,  Bronx 
....Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  24,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 


217-30-BZ.  . 

APPLICANT — Sidney  Reynolds,  for  Goldstein  &  Halpert, 

PREMISES _ 114-01  Merrick  boulevard,  Jamaica,  Borough 

APPTTCATION.  under  section  21  of  the  building  zone 


resolution,  , 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
residence  district,  the  erection  and  maintenance  of 
gasoline  service  station. 


a 

a 


693-29-BZ. 

APPLICANT— Charles  Forrester,  for  Mrs.  James  Whelan, 
owner.  i 

PREMISES— 3129-3131  Bailey  avenue,  west  side,  206.09  ft. 
south  of  West  233rd  street,  The  Bronx. 

APPLICATION,  under  sections  7a,  7g  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

145-30-BZ. 

APPLICANT— Benjamin  Antin,  for  Frank  J.  Muhlfeld 
owner. 

PREMISES— South  side  of  East  164th  street,  from  Waltor 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zom 
resolution,  1  i 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residence  building,  the  cellar  to  be  usee 
in  part  for  business  purposes. 

209-30-BZ. 

APPLICANT— Malcolm  C.  Butler,  owner. 

PREMISES— 220-01  Northern  boulevard,  northeast  come 
of  220th  street,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mam 
tenance  of  a  gasoline  service  station. 

154- 30-BZ. 

APPLICANT— Rubenstein  &  Rosling,  for  Vandee  Buildin; 
Co.,  Inc.,  owner. 

PREMISES— Northwest  corner  of  Foch  boulevard  an 
Springfield  boulevard,  Queens  Hill  Manor,  Boroug 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mair 
tenance  of  a  gasoline  service  station. 

155- 30-BZ. 

APPLICANT— Rubenstein  &  Rosling,  for  John  Sifferlei 
owner. 

PREMISES— Northwest  corner  of  Rockaway  boulevard  ar 
114th  street,  Richmond  Hill,  Borough  of  Queen 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  gasoline  service  station. 


JUNE  24,  1930,  10  A.  M. 


264-30-BZ.  _  . 

\PPLICANT — Ernest  Reiss,  owner. 
PREMISES— Southwest  corner  of 
Cross  Island  boulevard,  St. 
Queens. 

APPLICATION,  under  section  21 


Foch  boulevard  and 
Albans,  Borough  of 

of  the  building  zone 


resolution,  .  .  , 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
tpmnrf1  nf  a  srasoline  service  station. 


APPLICANT— William  F.  McGuinness,  for  Louis  Rosen- 
zweig  and  Morris  Rosenzweig,  owners. 

PREMISES _ 314-322  Dahill  road,  southwest  corner  ot  36th 

street,  and  3603-3607  15th  avenue,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  ...  ..  , 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


Appeals  from  Administrative  Orders. 

21 4-30- A — 35-37  East  20th  street,  Manhattan.  , 

256-30-A — 22-28  West  21st  street,  Manhattan.  j 

131-30-A — 5-19  Burnside  avenue  and  2057-2059  Walt 
avenue,  northwest  corner,  The  Bronx. 

213-30-A— 9-19  West  141st  street,  Manhattan. 

226-30-A — 2-20  West  34th  street  and  1-29  West  33rd  stn 
(west  side  of  Fifth  avenue,  33rd  to  34 
streets),  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Tuesday  morning,  June  < 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  1 
the  following  matters: 

cal.  no.  565-29-BZ— Application,  September  16,  1929,  un<r 
sections  7g  and  21  of  the  building  zc= 
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resolution,  of  Morania  Sales  Co.,  appli¬ 
cant,  on  behalf  of  Relton  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  226-02  to 
226-08  Merrick  road  and  134-11  226th 
street,  southeast  corner,  Laurelton,  Bor¬ 
ough  of  Queens. 

« 

:al.  no.  182-30-BZ— Application,  March  13,  1930,  under  sec¬ 
tion  21  .of  the  building  zone  resolution, 
of  William  A.  Lacerenza,  applicant,  on 
behalf  of  Paras  Holding  Corp.,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  8918-8932 
Fourth  avenue,  northwest  corner  of  90th 
street,  Brooklyn. 


al.  no.  216-30-BZ— Application,  March  27,  1930,  under  sec¬ 
tion  7a  of  the  building  zone  resolution, 
of  J.  L.  Goldstone,  applicant,  on  be¬ 
half  of  Dora  Harnett,  owner,  to  permit 
in  a  business  use  district  the  alteration 
and  extension  of  an  existing  poultry 
slaughter  house;  premises  425-431  Hege- 
man  avenue,  north  side,  100  ft.  east  of 
Louisiana  avenue,  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  1,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

201-30-BZ. 

APPLICANT- Joseph  D.  Nunan,  Jr.,  for  Harriet  Haber 

P T?  T7  H /f  T e  r- o  W ’  ComPany>  Owners. 

PREMISES— 28-12  31st  street  and  30-15  Newtown  ave- 

of  e’QueensWeSt  C°rner’  L°"g  Island  City’  BorouSh 

APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
a  garage  for  the  storage  of  more  than 
five  15)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

381-30-BZ. 

APPLICANT— Henry  B.  Herts,  for  the  City  of  New  York, 
'haTtan  °f  ^  President  of  the  Borough  of  Man- 

APPLJCATTnM47  YCSt  134th  street<  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  and,  also,  a  “B”  area 
district  an  alteration  and  the  erection  of  an  addi¬ 
tion  to  a  public  bath  building  and,  also,  the  omis¬ 
sion  of  the  rear  yard  required  under  the  zone 
resolution. 


\l.  no.  724-2 9 - B Z— Application,  December  12,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Christopher  McGrath,  applicant, 
on  behalf  of  Beam  Holding  Corp., 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street,  The  Bronx. 

L.  no.  118-30-BZ— Application,  February  14,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sadye  Hydecker,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  Allerton  avenue  and  East- 
chester  road,  The  Bronx. 

William  E.  Walsh,  Chairman. 


JUNE  24,  1930,  2  P.  M. 

Petitions  for  Variations. 

!Tn0~£~97'103  Horatio  street,  Manhattan. 

’6-30-S— 360-368  Troutman  street,  Brooklyn. 

13-30-S — 38-61  11th  street,  Long  Island  City,  Borough  of 
Queens. 

13-30-S— 82-90  Brown  place  and  491-497  East  132nd 
9  c  „  street,  northeast  corner,  The  Bronx. 
s-dO-b— 3261-3275  Broadway,  600  West  132nd  street  and 
601  West  131st  street,  Manhattan. 
o'o«'o~13'15  Bispenard  street,  Manhattan. 

East  23rd  street-  Manhattan. 

-  oa  o  149  ^  est  21st  street>  Manhattan. 

,0-30- b— 228-232  West  41st  street  and  219-229  West  40th 
street,  Manhattan. 

Appliance  Submitted  for  Approval. 
2-30-SA-Braden  Automatic  Fuel  Oil  Burner,  approval 


APPLICANT— Frank  J.  Schefcik,  for  Sobol  Bros.,  Inc., 

?PPnrATrOM'319|WeSt  133rd  stree’t>  Manhattan. 
APPLICATION,  under  section  7a  of  the  building  zone 

resolution  (reopened— modification  of  a  resolution 

To  the  Board  on  M^  6,  1924), 

TO  PERMIT  the  erection  of  an  enclosure  for  grease  pits 
(previously  granted  by  the  board  for  a  gasoline 
service  station,  also  parking  space  for  more  than 
nve  (5)  motor  vehicles — residence  distirct). 


J  A  x9  AC JOKJ,  XU  IVl. 


Appeals  from  Administrative  Orders. 

224-30-A— 627-629  Broadway  and  196-198  Mercer  street 
Manhattan. 

230-30- A— 1175  Richmond  terrace,  Livingston,  Borough  of 
Richmond. 

164-30-A— 46-58  North  15th  street  and  20-32  Wythe  ave- 
nue,  southwest  corner,  Brooklyn.’ 

240-30- A  East  side  of  Warded  street  and  East  River, 
Long  Island  City,  Borough  of  Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

riuk  S  °f  a  pu!),i?  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  morning  Julv  1 

1930  at  10  o'clock,  in  Room  1013,  Municipal  Building?  on 
the  following  matters : 


cal.  no.  746-29-BZ — Application,  December  21,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  W.  Van  Keuren,  ap¬ 
plicant,  on  behalf  of  Leon  A.  Zucker- 
man,.  owner,  to  permit  in  a  business 
district  the  installation  and  maintenance 
of  a  gasoline  service  station;  premises 
1993-1999  Eastchester  road  and  1440- 
1442  Wilkinson  avenue,  southwest  cor¬ 
ner,  The  Bronx. 

cal.  no.  122-30-BZ— Application.  February  17,  1930,  under 
section  21  of  the  building  zone  resolu- 
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lion,  of  George  J.  Lobenstein,  applicant, 
on  behalf  of  Margaret  Leonard  and 
Giovanna  Loschiavo,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  southwest  corner  of 
Sheridan  avenue  (163rd  avenue)  and 
Jamaica  Bay  boulevard  (Woodhaven 
avenue),  Shellbank  Basin,  Borough  of 
Queens. 

cal  no  160-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5> 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

cal  no  227-30-BZ — Application,  March  31,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  G.  Medwin  Peek,  appli¬ 
cant,  on  behalf  of  The  Cord  Meyer  Co., 
owner,  to  permit  the  erection  in  a  resi¬ 
dence  district  of  a  proposed  extension 
to  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles 
located  in  a  business  district;  premises 
88-01  to  88-19  Roosevelt  avenue,  north 
side,  from  88th  to  89th  streets,  Elm¬ 
hurst,  Borough  of  Queens. 

CAL  NO  259-30-BZ— Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  budding  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in.  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard,  re¬ 
quired  by  the  building  zone  resolution ; 
premises"  2162-2238  Webster  avenue  and 
402-408  East  182  nd  street,  southeast 
corner,  The  Bronx. 

cal.  no.  267-30-BZ — Application,  April  17,  1930,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Richards,  Smyth  &  Mc¬ 
Grath,  applicants,  on  behalf  of  St. 
Albans- Springfield  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Foch  boulevard  and  Springfield  boule¬ 
vard,  St.  Albans,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


JULY  1,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 
215-30-A— 1784-1790  Broadway,  southeast  corner  of  West 
58th  street,  Manhattan. 

177-30- A— 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  1, 


1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal  no  165-30-BZ— Application,  March  8,  1930,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  William  Richter,  applicant, 
on  behalf  of  Mirdan  Realty  Co.,  owner, 
to  permit  in  a  residence  use  and  “E” 
area  district  the  erection  and  mainte¬ 
nance  of  a  business  building  and,  also, 
the  omission  of  the  setback  from  the 
building  line  as  required  by  the  building 
zone  resolution;  premises  1602  Avenue 
J  and  1001-1009  East  16th  street,  south¬ 
east  corner,  Brooklyn. 

cal  no.  188-30-BZ— Application,  March  15,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Red  Brick  Realty  Co., 
Inc.,  owner,  to  permit  the  extension, 
from  a  business  district  into  a  residence 
district,  of  a  proposed  business  use 
(theatre)  ;  premises  306  Steinway  ave¬ 
nue.  east  side,  200  ft.  south  of  Jamaica 
avenue,  Long  Island  City,  Borough  of 
Queens. 

cal  no  952-28-BZ — Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry,  appli¬ 
cant,  on  behalf  of  Karl  W.  David 
owner,  to  permit  in  a  residence  districl 
the  alteration  and  extension  in  area  of  £ 
wet  wash  laundry  (previously  denied) 
premises  94-18  112th  street,  west  side 
150  ft.  south  of  Atlantic  avenue,  Rich 
mond  Hill,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  8,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

228-30-BZ. 

APPLICANT — Robert  C.  Weissmantel,  owner. 

PREMISES— 89-93  130th  street,  east  side,  60  ft.  south  o; 
89th  avenue;  89th  avenue  (No.  1  Willow  place) 
south  side,  100  ft.  east  of  130th  street,  Jamaia 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mair 
tenance  of  a  motor  vehicle  repair  shop. 

235-30-BZ.  . 

APPLICANT— John  J.  Dunnigan,  for  Lime  Investing  Cc 
Inc.,  owner.  I 

PREMISES— Northeast  corner  of  White  Plains  road  ai 
East  223rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution,  _  _  j 

TO  PERMIT  in  a  residence  district,  extending  from 
business  district,  the  erection  and  maintenance  < 
an  extension  to  a  business  building.  *  j 

247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karpi 
owner.  j 

PREMISES — 5202  19th  avenue,  southwest  corner  of  52 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exte 
sion  in  area  and  conversion  of  occupancy  of  t: 
first  story  of  an  existing  dwelling  from  resided 
to  business  use  (stores). 
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274-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Ninety  Butler 
Street  Corp.,  owner. 

PREMISES— 86-90  Butler  street,  south  side,  250  ft.  east 
of  Smith  street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  garage  and  factory 
building  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

390-30-BZ. 

APPLICANT — Walter  C.  Martin,  for  Board  of  Education, 
City  of  New  York,  owner. 

PREMISES — 126-135  DeKalb  avenue,  1-59  Fort  Greene 
place  and  2-52  South  Elliott  place  (south  side  of 
DeKalb  avenue,  from  Fort  Greene  place  to  South 
Elliott  place),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  one  and  one-half  times  height  district 
the  setting  back  of  the  face  of  a  tower  from  the 
street  line  to  a  less  distance  than  required  under 
the  zone  resolution. 


JULY  8,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

690-29-A — 232-236  East  40th  street,  Manhattan. 

377-30-A — 2641  Nostrand  avenue,  Brooklyn. 

241- 30- A — 200  ft.  north  of  Franklin  street,  between  Mill 

street  and  East  River,  Long  Island  City, 
Borough  of  Queens. 

242- 30-A — Orchard  street,  Mill  street  and  Monson  street, 

Long  Island  City,  Borough  of  Queens. 
286-30- A — 207-213  West  49th  street  and  1613-1623  Broad¬ 
way,  northwest  corner,  Manhattan. 


JULY  8,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

110-30- A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

151-30-A — 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

70-30-A — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  8, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 


cal.  no.  158-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

cal.  no.  3-30-BZ— Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  212-30-BZ — Application,  March  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Maximilian  Zipkes,  applicant,  on  be¬ 
half  of  West  95th  Street  Corp.,  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  use  in  the 
first  story  of  a  tenement  house ;  premises 
38  Fort  Washington  avenue,  northeast 
corner  of  West.  160th  street,  Manhattan. 

cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro- Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

CAL.  NO.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co., .  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  pi  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


JULY  15,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

248-30-A — 583-587  Broadway  and  154  Mercer  street,  Man¬ 
hattan. 

275-30- A — 528-560  East  118th  street  and  539-561  East 
117th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  15, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
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owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal  no  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


JULY  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S— - 236-238  Fifth  avenue,  Manhattan. 

251-30- S — 909-915  Faile  street  and  1166  Garrison  avenue, 
southwest  corner,  The  Bronx. 

223-30-S — 40  East  20th  street,  Manhattan. 

238-30-S— 605  East  187th  street,  The  Bronx. 

249-30-S — 28  East  22nd  street,  Manhattan. 

270-30-S— 133  West  28th  street,  Manhattan. 

273-30-S — 9  West  31st  street,  Manhattan.. 

316-30-S — 1255-1261  Broadway  880-882  Sixth  avenue  and 
57  West  31st  street,  Manhattan. 


JULY  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A— 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30- A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  22, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 


butus  avenue,  northeast  corner  of  Hylan 
bouevara,  Huguenot,  Borough  of  Rich¬ 
mond. 

CAL.  NO.  161 -30-BZ— Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


JULY  22,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  22 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  oi 
the  following  matters: 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  McCooey  &  Conroy,  applicants 
on  behalf  of  Charles  Bennett,  owner,  t 
permit  in  a  residence  district  the  erec 
tion  and  maintenance  of  a  garage  fo 
the  storage  of  more  than  five  (5)  moto 
vehicles ;  premises  483-503  Fenimor 
street,  north  side,  100  ft.  west  c 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927 ;  r< 
opened  March  11,  1930,  under  sectior 
7g  and  21  of  the  building  zone  resoli 
tion,  of  Bertram  G.  Eadie,  applicant,  c 
behalf  of  Max  Daub,  owner,  to  perm 
in  a  business  district  the  erection  ar 
maintenance  of  a  gasoline  service  st; 
tion  (previously  denied)  ;  premis*' 
southeast  corner  of  Walker  boulevai 
and  Outerbridge  avenue,  Borough  < 
Richmond. 

cal.  no.  148-30-BZ — Application,  February  26,  1930,  und 
section  21  of  the  building  zone  resol 
tion,  of  William  F.  Doyle,  applicant,  < 
behalf  of  Joseph  Goldberg,  owner, 
permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  gasoline  se 
vice  station ;  premises  southwest  corn 
of  Hylan  boulevard  and  Lincoln  avem 
Grant  City,  Borough  of  Richmond. 

cal.  no.  178-30-BZ — Application,  March  12,  1930,  under  so 
tion  21  of  the  building  zone  resolutk, 
of  John  J.  Carroll,  applicant,  on  beh<: 
of  Teresina  Grilli,  owner,  to  permit  i 
a  business  district  the  erection  and  ma  - 
tenance  of  a  gasoline  service  static; 
premises  31-33  Olive  place  and  2119-213 
Atlantic  avenue,  northeast  corn, 
Brooklyn. 

William  E.  Walsh,  Chairman 


' 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  17,  1030. 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoylc  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  June  10,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
June  10,  1030,  were  approved  as  printed  in  Bulletin  No.  24, 
'  Vol.  XV. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

177-30-A. 

APPELLANT — Terminal  Warehouse  Co.,  owner. 

SUBJEC1 — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— C00-G02  West  28th  street  and 
269-275  11th  avenue,  southwest  corner,  Manhattan. 

APPEARANCES— 

For  Appellant:  Harold  F.  Hopper,  Mr.  Bennett,  J. 

Anderson,  Jr.,  and  Frank  J.  Malone. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  1,  1930,  at  2 
p.  m.,  pending  determination  by  the  board  of  alder¬ 
men. 

— 

70-30-A. 

APPELLANT — Fox  Film  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 830-850  10th  avenue,  441-461 
West  55th  street  and  450-456  West  56th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Henry  Brill. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


226-30-A. 

APPELLANT — Shreve,  Lamb  &  Harmon,  for  Empire 
State,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 2-20  West  34th  street  and  1-29 
West  33rd  street  ("west  side  of  Fifth  avenue,  be¬ 
tween  33rd  and  34th  streets),  Manhattan. 

APPEARANCES— 

For  Appellant:  Erwin  Clavan. 

ACTION  OF  BOARD — Laid  over  to  June  24,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


377-30- A. 

APPELLANT — Thomas  A.  Keenan,  Jr.,  adjoining  owner, 
(  against  Rubel  Coal  &  Ice  Corp.,  owner. 

SUBJECT — Request  for  preferential  hearing — Appeal  from 
a  decision  of  the  superintendent  of  buildings — re 
revocation  of  Permit  No.  11381-29,  issued  by  the 
;  superintendent  of  buildings. 

.PREMISES  AFFECTED — 2641  Nostrand  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Mortimer  J.  Wohl  and  Abraham  C. 
Weinfeld. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  appeal  set  for  hearing  July  8,  1930,  at 
10  a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoylc  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent:  Chairman  Walsh .  1 


219-30-A. 


APPELLANT — Simeon  B.  Eisendrath,  for  Nat-Al  Co., 
Inc.,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 30-32  East  20th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Appellant :  Simeon  B.  Eisendrath. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD 
THE  VOTE— 


— Appeal  granted  on  condition. 


Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . .' . 

Negative . 

Absent:  Chairman  Walsh . 


4 

0 

1 


THE  RESOLUTION— 

(219-30-A) 

Whereas,  Simeon  B.  Eisendrath,  for  Nat-Al  Co.,  Inc., 
March  28,  1930,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  30-32  East  20th 
street,  Borough  of  Manhattan;  and 
w hereas,  the  order  of  the  fire  commissioner,  dated  March 
28,  1930  (Order  No.  65064-F),  reads: 

“1.  Replace  the  missing  shutters  with  proper  iron 
shutters  or  approved  fireproof  windows  at  all  openings 
m  the  exterior  wall  above  1st  story  which  are  distant 
in  a  direct  line  less  than  30'  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50'  above  a 
neighboring  roof  at  east,  south  and  north  sides  of  build¬ 
ing,  as  per  Section  375,  Article  18,  Chapter  5,  Code  of 
Ordinances. 

“(or  other  approved  protection).”; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in  height, 
40  ft.  by  92  ft.  in  area  at  first  story,  40  ft.  by  86  ft.  in 
area  at  second  story  and  40  ft.  by  80  ft.  in  area  above; 
OCCUPIED  for  office  and  showroom  purposes,  8  persons 
on  each  story;  EQUIPPED  with  a  standpipe  system ;  and 
Whereas,  the  appellant  claims  there  are  thirty  window 
openings  at  south  side,  six  window  openings  at  east  side 
and  twenty-four  window  openings  on  the  inner  court  at  east 
affected  by  order  of  the  fire  commissioner;  furthermore,  the 
appellant  contends  the  window  openings  of  buildings  caus¬ 
ing  exposures  at  south  (22  ft.  away)  and  at  east  (20  ft. 
away)  are  now  provided  with  iron  shutters;  that  to  comply 
with  the  order  would  cause  a  large  expense  and  add  only 
a  slight  protection  over  the  present  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  windows  in  the 
northerly  wall  of  the  easterly  central  court,  on  condition 
that  the  order  shall  be  complied  with  in  all  other  respects. 


206-30-A. 

APPELLANT — Arthur  C.  Bang,  for  56  Pine  Street,  Inc., 
owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 56-58  Pine  street  and  26-28 
Cedar  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Arthur  C.  Bang. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative . "  *  *  *  0 

Absent  .  a 
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THE  RESOLUTION— 

(206-30-A) 

Whereas,  Arthur  C.  Bang,  for  56  Pine  Street,  Inc., 
owner,  filed,  March  20,  1930,  an  appeal  from  orders  of  the 
fire  commissioner,  affecting  premises  56-58  Pine  street  and 
26-28  Cedar  street,  Borough  of  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
February  27,  1930,  read : 

“Order  No.  71288-F : 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sections  580-581,  Ch.  5, 
Code  of  Ordinances  &  Rule  91  of  the  Board  of  Stand¬ 
ards  and  Appeals.” ; 

and 

“Order  No.  71289-F: 

“2.  Replace  the  missing  shutters  with  proper  iron 
shutters  or  approved  fireproof  windows  at  all  openings 
in  the  exterior  wall  above  1st  story  which  are  distant  in 
a  direct  line  less  than  30'  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50'  above  a 
neighboring  roof  at  east  and  west  sides  of  building  or 
other  approved  protection,  as  per  Sec.  375,  Art.  18,  Ch. 

5  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  sixteen  stories  (174 
ft.)  in  height,  having  a  frontage  of  46  ft.  3J4  in.  on  Pine 
street,  52  ft.  on  Cedar  street  and  a  depth  of  135  ft.  Yz  in. ; 
OCCUPIED :  1st  story,  bank  and  offices,  70  persons ;  upper 
stories,  offices,  approximately  40  persons  per  story ; 
EQUIPPED  with  a  standpipe  system;  the  bottom  of  the 
gravity  tank  supplying  the  standpipe  system  being  located 
5  ft.  8 14  in.  above  the  outlet  in  the  top  story;  and 

Whereas,  there  are  fourteen  windows  on  the  second  to 
ninth  stories,  inclusive,  in  the  east  court  of  the  building 
within  22  ft.  of  openings  in  or  within  50  ft.  of  the  roofs 
of  neighboring  five  and  six-story  office  buildings  to 
the  east  and  eleven  windows  on  the  second  to  ninth  stories 
and,  also,  five  windows  on  the  tenth  to  twelfth  stories, 
inclusive,  in  the  west  court  of  the  building  within  30  ft. 
of  openings  in  or  within  50  ft.  of  the  roofs  of  neighboring 
five  and  ten-story  office  buildings  to  the  west ;  and 

Whereas,  appellant,  as  to  Order  No.  71288-F,  proposes 
to  provide  hand  chemical  fire  extinguishers  in  the  top  story ; 
as  to  Order  No.  71289-F,  contends  that  the  windows  form¬ 
ing  the  exposures  in  the  building  to  the  east  are  either 
fireproof  or  protected  with  iron  shutters,  and  in  view  of 
the  office  occupancy  of  the  buildings  forming  the  exposures, 
requests  the  acceptance  of  existing  conditions  as  to  win¬ 
dows  ;  and 

Whereas,  the  appeal  with  regard  to  Order  No.  71288-F, 
Item  1,  be  and  it  hereby  is  withdrawn,  as  the  representative 
of  the  fire  department  states  that  the  order  was  issued  in 
error. 

Resolved,  that  the  order  of  the  fire  commissioner,  as  to 
Item  No.  2  of  Order  No.  71289-F,  be  and  it  hereby  is 
modified,  and  the  appeal  as  to  this  order  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  windows  not  on  the 
course  of  stair  halls,  corridors,  elevator  shafts  and  fire 
escapes,  on  condition  that  the  requirements  of  the  building 
code  be  complied  with  in  all  other  respects. 


BUILDING  ZONE  CASES. 

679-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  The  Wheelright  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district,  extending  from  a  business  district,  the 


conversion  of  occupancy  of  the  basement  and  first 
story  from  residential  to  business  use  (previously 
denied) . 

PREMISES  AFFECTED— 162  West  75th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  R.  H.  Schenck. 

For  Opposition:  John  J.  Dowling. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1930,  at 
10  a.  m.,  pending  court’s  determination. 


38-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Court  Square  Rent¬ 
ing  &  Sales  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  business  dis¬ 
trict,  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 83-97  Boerum  place,  northeast 
corner  of  Pacific  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  Max  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  July  15,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


724-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Beam  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 1740  Edenwald  avenue,  north¬ 
east  corner  of  East  233rd  street,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Christopher  McGrath. 

For  Opposition:  Joseph  Kenny  and  Mr.  Malone. 

ACTION  OF  BOARD— Laid  over  to  June  24,  1930,  at  10 
a.  m.,  on  request  of  attorney  in  opposition. 


118-30-BZ. 

APPLICANT — Sadye  Hydeeker,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  Allerton 
avenue  and  Eastchester  road,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Morris  Wagner. 

For  Opposition :  Charles  Buck  and  Ralph  A. 

Fraidus. 

ACTION  OF  BOARD — Laid  over  to  June  24,  1930,  at  1C 
a.  m.,  on  request  of  applicant. 


212-30-BZ. 

APPLICANT — Maximilian  Zipkes,  for  West  95th  Street 
Corp.,  owner. 

SUBJECT — Application  (re  orders  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  in  the  first  story  of  a  tene¬ 
ment  house. 

PREMISES  AFFECTED — 38  Fort  Washington  avenue 
northeast  corner  of  West  160th  street,  Manhattan 
APPEARANCES— 

For  Applicant :  Cecil  Gross. 

For  Opposition:  Albert  R.  Latson,  Jr.,  and  Jule: 

Goldstein. 

ACTION  OF  BOARD— Laid  over  to  July  8,  1930,  at  1 
p.  m.,  on  request  of  applicant’s  representative. 
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)-BZ. 

ILICANT — Walter  C.  Martin,  for  Board  of  Education, 
City  of  New  York,  owner. 

JECT — Request  for  preferential  hearing — Application 
(re  decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution, 
to  permit  in  a  one  and  one-half  times  height  dis¬ 
trict  the  setting  back  of  the  face  of  a  tower  from 

i  the  street  line  to  a  less  distance  than  required  under 
the  zone  resolution. 

dISES  AFFECTED — 126-135  DeKalb  avenue,  1-59 
Fort  Greene  place  and  2-52  South  Elliott  place 

|  (south  side  of  DeKalb  avenue,  from  Fort  Greene 
place  to  South  Elliott  place)  Brooklyn 

(iARANCES— 

f  For  Applicant :  Clarence  E.  Dobbin  and  Charles 
Tilgner. 

For  Opposition :  None. 

ON  OF  BOARD — Request  for  preferential  hearing 
granted  and  application  set  for  Calendar  Call  July 

|  8,  1930,  at  2  p.  m. 

VOTE  TO  GRANT  PREFERENTIAL  HEAR- 

|  Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative .  0 

Absent:  Chairman  Walsh .  1 


-BZ. 

JCANT — Benjamin  Traktman  and  Libbie  Traktman, 
owners. 

ECT — Application  (re  decision  of  the  superintendent 
.  of  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district,  extending  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
IISES  AFFECTED — 217-231  Pacific  street,  north 
[  side,  50  ft.  west  of  Boerum  place,  through  to  234 
;  Atlantic  avenue,  south  side,  163  ft.  west  of  Boerum 
place,  Brooklyn. 

ARANCES— 

For  Applicant:  Francis  D.  McGarey  and  Benjamin 
Traktman. 

For  Opposition:  Patrick  Flannerly  and  Andrew  S. 
Derby. 

DN  OF  BOARD — Application  withdrawn. 

VOTE  TO  WITHDRAW— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative .  0 

Absent:  Chairman  Walsh .  1 


iZ. 

JCANT — Maxwell  Schantz,  for  Sophie  Epstein, 
owner. 

TT— Application  (re  decision  of  the  superintendent 
;  of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  occupancy  from  a  private  garage  for 
the  storage  of  three  (3)  motor  vehicles  to  a  motor 
vehicle  repair  shop. 

ISES  AFFECTED — 860  Fourth  avenue,  northwest 
corner  of  31st  street,  Brooklyn. 

ARANCES— 

For  Applicant:  Philip  D.  Meagher  and  Maxwell 
Schantz. 

For  Opposition :  None. 

ON  OF  BOARD — Application  denied. 

/OTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Acting  Chairman  Connell,  Commis¬ 


sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 

(23-30-BZ) 

Whereas,  Maxwell  Schantz,  for  Sophie  Epstein,  owner, 
filed,  January  13,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  conversion 
of  occupancy  from  a  private  garage  for  the  storage  of 
three  motor  vehicles  to  a  motor  vehicle  repair  shop;  premises 
860  Fourth  avenue,  northwest  corner  of  31st  street,  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  mcet- 
1'18'  June  17,  1930,  after  due  notice  by  publication  in  the 
Bulletm  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fourth  avenue  is  in  a  business 
district 31st  street  and  30th  street  are  -both  in  unrestricted 
and  business  districts,  and  Third  avenue  is  in  an  unrestricted 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  13,  1929  (App.  No.  15322-29),  reads’: 

“Proposed  motor  vehicle  repair  shop  to  be  located  in 
a  business  use  district  is  contrary  to  Art  II  Sec  4a 
of  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  20  ft. 
2  *nA.an<J  a.  depth  90  ft.;  to  be  occupied  as  store  and 
dwelling  with  a  one-story  extension  occupied  as  a  private 
garage  for  three  automobiles;  it  is  proposed  to  convert 
this  garage  into  a  motor  vehicle  repair  shop ;  and 

Whereas,  the  board  deemed  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  brought  under  section  21  of 
the  building  zone  resolution  on  the  ground  of  practical  diffi¬ 
culties  and  unnecessary  hardship. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


592-29-BZ. 


APPLICANT— Spencer  &  Iserman,  for  Thwaites  Place, 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  opera¬ 
tion  and  maintenance  of  an  extension  to  an  existing 
wet  wash  laundry  building 

PREMISES  AFFECTED— 1429  Jerome  avenue  The 
Bronx. 

APPEARANCES— 


For  Applicant:  Maurice  Iserman,  Adolph  Socolow 
and  Charles  E.  Singer. 

For  Opposition:  John  J.  McGinty. 

ACTION  OF  BOARD— Application  granted  on  condition. 
IHt  VOTE — 


Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative . 

Absent:  Chairman  Walsh . 


THE  RESOLUTION— 

(592-29-BZ) 

Whereas,  Spencer  &  Iserman,  for  Thwaites  Place  Inc 
owner,  filed,  October  1,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
operation  and  maintenance  of  an  extension  to  an  existing 
wet  wash  laundry  building;  premises  1420  Jerome  avenue 
Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
February  26,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals,  and  the 
application  was  denied ;  and 
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Whereas  the  applicant  requested  a  reopening  of  the 
ca«  onTe  basi 'of  P„ew  evidence,  and  the  case  was  reopened 
May  13,  1930,  by  vote  of  the  board ,  and 

Whereas,  a  public  hearing  was  held  on  the  reopened  ap¬ 
plication  June  17,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone 1  resolution  show  that  Jerome  avenue  is  in  a  business 
district,  except  at  park,  which  is  m  a  residence  district,  an 
Townsend  avenue  is  in  a  residence  district,  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  11,  1929,  reads.  .  _ 

“A  certificate  of  occupancy  for  the  building  at  above 
mentioned  location  is  hereby  denied  as  the  location  is 
within  a  business  district  where  such  occupancy  as  a 
wet  wash  laundry  is  prohibited  by  the  Zoning  Law.  , 

“whereas,  the  building  is  of  non-fireproof 
one  story  in  height,  with  a  frontage  of  2a  ft.  and  a  deptn 
of  93  ft  ■  it  is  proposed  to  remove  division  wall  and  to 
Occupy  the  building  Vs  an  extension  to  existing  wet  wash 
laundry  at  1422-1424  Jerome  avenue;  and 

Whereas,  the  board  deems  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  and  as  entitled  to  relief  under 
section  21  of  the  building  zone  resolution. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  in  so  far  as  it 
affects  the  extension  to  1420  Jerome  avenue  of  the  wet 
wash  laundry  for  use  for  the  office  recemng  and^shippmg 
necessary  to  the  business  conducted  at  1422-14-4  Jerome 
avenue-  that  there  shall  'be  no  machinery  of  any  nature  or 
description  installed  in  this  new  section;  that  the  building 
shall  be  but  one  story  in  height  and  that  the  southerly  gable 
wall  shall  be  built  up  solid  and  carried  above  the  roof  of 
the  premises  under  appeal  and  shall  be  of  masonry  con¬ 
struction;  that  all  permits  required  shall  be  obtained IwUhm 
six  months  and  the  work  involved  completed  within  one 
year  from  the  date  of  this  action. 


THE  RESOLUTION— 

(603-26-BZ) 


603-26-BZ. 

APPLICANT— John  Ballschuss,  owner.  . 

SUB TECT— Application  for  reopening— Correction  ot  loca¬ 
tion— re  Application  (decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  .  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station  (previously  withdrawn). 
PREMISES  AFFECTED— 220-16  Merrick  road,  Borough 
of  Queens. 

APPEARANCES- 

For  Applicant:  John  Ballschuss. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolution 

THE  VOTE^O  REOPEN  AND  CORRECT  RESOLU¬ 
TION _ 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  * 

Negative . 1 

Absent:  Chairman  Walsh .  1 


Whereas,  John  Ballschuss,  owner,  filed,  July  16,  > 
reopened  April  30,  1929,  an  application,  under  the  buii 
zone  resolution,  to  permit  in  a  business  district  the  enj 
and  maintenance  of  a  gasoline  service  station;  premises  2- 
Merrick  road,  northeast  corner  of  221st  street,  Boroui 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  appluj 
by  the  board  of  standards  and  appeals,  at  its  regular  > 
ing,  April  1,  1930,  after  due  notice  by  publication  id 
Bulletin  of  the  Board  of  Standards  and  Appeals ,  an 
Whereas,  the  use  district  maps  accompanying  the  but 
zone  resolution  show  that  Merrick  boulevard  is  in  a  bui 
district;  221st  street  is  in  a  residence  district;  220th  • 
is  in  a  residence  district,  and  133rd  avenue  is  in  a  resn 

district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  build 
rendered  October  5,  1929  (Plan  No.  N.  B.  6815-29),  r< 
“The  erection  of  a  gasoline  station  in  a  busines.: 
trict  is  contrary  to  Zone  Law.”; 

and 

Whereas,  the  premises  consist  of  a  corner  lot,  60  < 
97  ft.,  upon  which  is  erected  a  two-story  frame  dwj 
a  two-car  garage  and  a  four-car  storage  garage;  it  ii: 
posed  to  bury  two  550-gallon  tanks  and  erect  two  ]t 
upon  the  front  of  the  lot  for  the  purpose  of  conduct 
gasoline  service  station  within  a  business  use  district. 

Whereas,  the  applicant  has  filed  more  than  80  pe< 
consents  of  the  property  frontage  in  the  area  fixed  1 
board  and  deemed  affected;  and 

Whereas,  the  board  deems  that  applicant  is  entit. 
relief  under  section  7g  and  section  21  on  the  grout; 
practical  difficulties  and  unnecessary  hardship;  and 
Whereas,  this  application  was  granted  as  affecting  : 
ises  220^-16  Merrick  boulevard,  northeast  corner  of: 
street,  and  it  appears  from  statement  of  the  Topog; 
Bureau  of  the  Borough  of  Queens  that  the  premises  is 
as  220-17  Merrick  bouevard,  northwest  corner  of ! 
street. 

Resolved,  that  the  board  of  standards  and  appeal' 
hereby  make  a  variation  in  the  application  of.  the  u; 
trict  regulations  of  the  building  zone  resolution,  an, 
the  application  be  and  it  hereby  is  granted  on  conditic 
there  shall  be  constructed  on  the  building  line  of  p: 
both  street  fronts,  a  concrete  curb  not  less  than  12 1 
height  and  12  in.  in  depth;  that  the  vehicular  opent; 
these  premises  shall  be  restricted  to  Merrick  boi 
frontage,  with  curb  cuts  located  directly  in  front  c 
openings;  that  there  shall  be  no  gasoline  pump.ir; 
within"  10  ft.  of  the  building,  line ;  that  any  advertisu 
played  as  to  gasoline  service  shall  be  restricted 
illuminated  glass  globes  of  the  gasoline  pumps;  th 
servicing  conducted  on  these  premises  shall  be  confi: 
a  roofed  structure ;  that  any  structure  erected  on  the  pi; 
shall  be  finished  on  the  exterior  with  finished  materi, 
that  all  permits  required  shall  be  obtained  within,  six  u 
and  any  work  involved  shall  be  completed  within  on i 
from  the  date  of  this  action;  resolved,  further,  that  the 
tion  affects  premises  now  known  as  northwest  cori 
Merrick  boulevard  and  221st  street,  No.  220-17  l 
boulevard,  and  more  particularly  shown  on  the  lane 
of  the  City  of  New  York  as  Block  3546,  lot  No.  It 
ough  of  Queens. 


Adjourned  1.30  p.  m. 


William  J.  O’Gorman,  Seer 


BUILDING  CODE  ON  SALE. 


Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  3<8  West 
Broadway.  Price,  $1.25 ;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  art  now  on  sale 
Distribution  Division  of  the  City  Record  Office,  37. 
Broadway.  Price,  30c;  by  mail,  35c. 
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MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  17,  1930. 

ksent :  Acting  Chairman  Connell,  Commissioners  Hol- 
and  Guilfoyle  and  Deputy  Chief  McElligott. 


BUILDING  ZONE  CASES. 

19-BZ. 

'LICANT — John  J.  Dunnigan,  for  Boro-Wide  Develop- 
i  ment  Corp.,  owner. 

JECT — Application  (re  decision  of  the  superintendent 
of  builidngs),  under  section  21  of  the  building  zone 
f  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business  building. 

1 MISES  AFFECTED — 2314-2328  Grand  concourse  and 
2317-2327  Ryer  avenue,  east  side  of  Grand  con- 
\  course,  147  ft.  north  of  East  183rd  street,  The 
Bronx. 

:earances— 

For  Applicant :  John  J.  Dunnigan. 
i  For  Opposition:  Emma  Smith. 

.ION  OF  BOARD — Laid  over  to  July  8,  1930,  at  2 
p.  m.,  pending  determination  of  conference. 


'9-BZ. 

LICANT — John  J.  Dunnigan,  for  Grand  Boulevard  & 
Concourse  Co.,  owner. 

JECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  from  resi¬ 
dence  to  business  (store)  purposes. 

MISES  AFFECTED — 1403  Grand  concourse  and  167- 
183  East  170th  street,  northwest  corner,  The  Bronx. 

[EARANCES — 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition :  J.  P.  Wilson. 

JON  OF  BOARD — Laid  over  to  July  8,  1930,  at  2 
p.  m.,  pending  determination  of  conference. 

)-BZ. 

LICANT — ‘Kramer  &  Kleinfeld,  for  Kuma  Investing 
Corp.,  owner. 

TECT — Application  (re  decision  of  the  super intednent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
MISES  AFFECTED — 40-01  to  40-09  Greenpoint  ave¬ 
nue,  southwest  corner  of  Anable  avenue,  Long 
Island  City,  Borough  of  Queens. 

EARANCES— 

For  Applicant:  Philip  M.  Kleinfeld. 

For  Opposition :  John  J.  Parks. 

JON  OF  BOARD — Application  withdrawn. 

VOTE  TO  WITHDRAW— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative .  0 

Absent:  Chairman  Walsh .  1 


>-BZ. 

LICANT — Bertram  G.  Eadie,  for  Edward  Biggs, 

owner. 

•  ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
MISES  AFFECTED — 6  Haughwout  street  and  374- 
384  Jewett  avenue,  northwest  corner,  Port  Rich¬ 
mond,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Thomas  Nunley. 

For  Opposition :  None. 

AC  HON  OP'  BOARD — Application  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative . 

Absent:  Chairman  Walsh . 


4 

0 

1 


599-29-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Jobel  Properties,  Inc., 
owner. 

SUBJECT-  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erection  and  main¬ 
tenance  of  a  business  (store)  building. 

PREMISES  AFFECTED — 1132-1154  Clarkson  avenue  and 
255-279  East  96th  street,  southeast  comer,  Brooklyn. 

APPEARANCES— 

For  Applicant:  J.  Hellinger. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative .  0 

Absent :  Chairman  Walsh .  1 


2-30-BZ. 

APPLICANT — Felix  Solomon,  for  St.  John’s  Place  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 486-510  St.  John’s  place,  south 
side,  100  ft.  west  of  Classon  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Max  Poser. 

For  Opposition :  Andrew  S.  Derby,  B.  Koenigsberg, 
B  M.  Maxfel,  Daniel  J.  Mahoney,  C.  H.  Mc¬ 
Carthy,  A.  Kennielly,  R.  Kennielly,  John  F. 
Meehan,  Rose  Pirillo,  Josephine  Burlango  and 
others. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative .  0 

Absent:  Chairman  Walsh .  1 

THE  RESOLUTION— 


(2-30-BZ) 

Whereas,  Felix  Solomon,  for  St.  John’s  Place  Corp., 
owner,  filed,  January  2,  1930,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  +han  five  motor  vehicles;  premises  486-510  St.  John’s 
place,  south  side.  100  ft.  west  of  Classon  avenue,  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  June  17,  1930,  after  due  notice  by  publication  in  the 
Rulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  applicant  did  not  appear  when  the  case  was 
called  and  was  represented  only  on  a  request  for  adjournment. 

PcsoJved.  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 
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124-30-BZ.  ,  „  •,  >• 

APPLICANT— Maurice  Deiches,  for  Fleetwood  Building 

Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  Williams- 
bridge  road  and  Eastchester  road,  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  Bernson. 

For  Opposition:  Alderman  John  J.  Hanley,  Samuel 
D.  Tomback,  John  T.  Power,  Lambert  P. 
Maps,  A.  T.  McKenzie  and  William  Daly. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . • . .*  •  0 

Negative :  Acting  Chairman  Connell,  Commis¬ 
sioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McEHigott .  4 

Absent:  Chairman  Walsh .  1 


THE  RESOLUTION— 

(124-30-BZ) 


Whereas,  Maurice  Deiches,  for  Fleetwood  Building 
Corp.,  owner,  filed,  February  18,  1930’,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Williamsbridge  road  and  East¬ 
chester  road,  Block  4081,  Lot  4,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  17,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Williamsbridge  road  is  in  a 
business  district ;  Eastchester  road  is  in  a  business  and  un¬ 
restricted  district;  Jarrett  place  is  in  a  business  district, 
and  Chesbrough  avenue  is  in  a  business  and  unrestricted 

district;  and  .  ..... 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  22,  1930  (App.  N.  B.  24-1930),  reads : 

“1.  Gasoline  service  station  in  a  business  district  is 
contrary  to  the  Building  Zone  Resolution.  ; 

and  , 

Whereas,  it  is  proposed  to  erect  an  office,  22  ft.  by  15 
ft.,  bury  seven  550-gallon  tanks,  erect  seven  pumps,  and 
construct  four  grease  pits  for  the  purpose  of  conducting  a 
gasoline  service  station  within  a  business  use  district  on  a 
plot  199.77  ft.  by  104.33  ft.,  irregular ;  and 

Whereas,  the  -board  deems  the  applicant  did  not  substan- 
tiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


130-30-BZ.  ..  _ 

APPLICANT— W.  D.  J.  McCarthy,  for  Bliss  Estates,  Inc., 

owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of.  the 
building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  an  unrestricted  dis¬ 
trict,  the  erection  and  maintenance  of  a  garage 


for  the  storage  of  more  than  five  (5)  ti 
vehicles. 

PREMISES  AFFECTED— East  side  of  51st  street,  U 
north  of  Queens  boulevard,  Woodside,  Bor  i 
of  Queens. 

APPEARANCES— 

For  Applicant :  W.  D.  J.  McCarthy. 

For  Opposition:  Samuel  A.  Potter  and  Isidoi 
Green. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative :  Acting  Chairman  Connell,  Commi1 
sioners  Holland  and  Guilfoyle  and  Depu 

Chief  McElligott . 

Absent:  Chairman  Walsh . 

THE  RESOLUTION— 

(130-30-BZ) 

Whereas,  W.  D.  J.  McCarthy,  for  Bliss  Estates,  r 
owner,  filed,  February  20,  1930,  an  application,  undel 
building  zone  resolution,  to  permit,  partly,  in  a  bur 
district  and  partly  in  an  unrestricted  district  the  er<: 
and  maintenance  of  a  garage  for  the  storage  of  more- 
five  motor  vehicles ;  premises  east  side  of  51st  street,  1 
north  of  Queens  boulevard,  Woodside,  Borough  of  Qt: 
and 

Whereas,  a  public  hearing  was  held  on  this  applic 
by  the  board  of  standards  and  appeals,  at  its  regular  : 
ing,  June  17,  1930,  after  due  notice  by  publication  i, 
Bulletin  of  the  Board  of  Standards  and  Appeals;  an 
Whereas,  the  use  district  maps  accompanying  the  bul 
zone  resolution  show  that  51st  street,  west  side,  from.  Q: 
boulevard  to  Astoria  avenue,  is  in  a  business  district  ! 
street,  east  side,  from  Queens  boulevard  to  Roosevelt i 
nue,  is  in  a  business  district;  51st  street,  east  side,  i 
Roosevelt  avenue  to  Foster  avenue,  is  in  a  res i dene 
trict;  Roosevelt  avenue,  except  for  park  which  is  resr 
is  in  a  residence  district;  Queens  boulevard,  except  for. 
which  is  residence,  is  in  a  business  district ;  52nd.  r 
from  Queens  boulevard  to  a  point  100  ft.  north,  is; 
business  district;  52nd  street,  from  a  point  100  ft. 
of  Queens  .boulevard  to  a  point  100  ft.  south  of  Rod 
avenue,  is  in  an  unrestricted  district,  and  52nd  street,  - 
of  a  point  100  ft.  south  of  Roosevelt  avenue,  is  in  a  bti 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  burl 
rendered  February  14,  1930,  reads :  I 

“The  erection  of  a  garage  for  more  than  five, 
vehicles  in  a  business  district,  extending  partly  ii: 
unrestricted  district  is  prohibited  by  section  (4; 
the  Zone  Law.” ; 

and  <  • 

Whereas,  the  proposed  building  is  to  be  of  non-fir |i 
construction,  one  story  in  height,  with  a  frontage  of  J 
ft.  and  a  depth  of  255.37  ft.,  irregular ;  to  be  occupied 
garage  for  the  storage  of  more  than  five  motor  ve': 
and 

Whereas,  the  board  deemed  that  applicant  was  r 
titled  to  a  variation  under  the  provisions  of  sections 
21  of  the  building  zone  resolution.  * 

Resolved,  that  the  decision  of  the  superintendent  of 
ings  be  and  it  hereby  is  affirmed,  and  the  application 
it  hereby  is  denied. 


Adjourned  4.30  p.  m. 


William  J.  O’Gorman,  Secre 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  conve 
in  notifying  property  owners,  he  can  obtain  such 
from  The  O’Connell  Press,  176  Park  Row,  Manhat 
three  cents  each,  postage  to  be  added  if  the  forms 
be  supplied  by  mail. 


556 


MINUTES 


♦CORRECTION. 

|e  minutes  of  the  meeting  of  the  board  of  standards 
l.ppeals  held  January  28,  1930,  as  they  appeared  in  Bul- 
No.  5,  Vol.  XV,  are  hereby  corrected  to  read  as  fol- 


I  RESOLUTION— 

(630-29-BZ) 


iereas,  Henry  C.  Brucker,  for  Victory  Park  Sites 
y  Co.,  Inc.,  owner,  filed,  October  22,  1929,  an  applica- 
under  the  building  zone  resolution,  to  permit,  partly  in 
dness  district  and  partly  in  a  residence  district,  the 
on  and  maintenance  of  a  gasoline  service  station; 
ses  137-30  Queens  boulevard  and  137-27  Barret  street, 
west  corner,  Briarwood,  Borough  of  Queens;  and 
ierf.as,  a  public  hearing  was  held  on  this  application  by 
oard  of  standards  and  appeals,  at  its  regular  meeting, 
iiry  28,  1930,  after  due  notice  by  publication  in  the 
tin  of  the  Board  of  Standards  and  Appeals;  and 
iiereas,  the  use  district  maps  accompanying  the  building 
resolution  show  that  Queens  boulevard  is  in  a  business 
;ct ;  Barret  street  is  in  a  residence  district,  and  Hutton 
j  is  in  a  residence  district;  and 
ierf.as,  the  decision  of  the  superintendent  of  buildings, 
‘red  October  4,  1929  (Plan  No.  N.  B.  6742-29),  reads: 

“1.  The  erection  of  a  gasoline  service  station  partly 
nthin  a  business  district  and  partly  within  a  residence 
istrict  is  contrary  to  both  section  4,  subdivision  A  (46) 
nd  Secton  3  of  the  Zone  Law.  Not  further  con- 
idered.” ; 


Iiereas,  it  is  proposed  to  erect  an  office,  30  ft.  by  20  ft., 
five  550-gallon  tanks,  erect  eight  pumps  and  four 
12  racks  for  the  purpose  of  conducting  a  gasoline  service 
n  on  a  triangular  plot  with  a  frontage  of  232.85  ft.  on 
is  boulevard  and  285  ft.  on  Barret  street  with  100  ft. 
business  district  and  185  ft.  in  a  residence  district ; 


erection — “182.75”  changed  to  “232.85”  in  line  27  of 

:tion. 


V  iiereas,  it  is  proposed  to  erect,  maintain  and  operate  a 
gasoline  service  station  on  these  premises ;  and 

Whereas,  the  applicant,  under  the  principle  of  section  7, 
subdivision  g,  has  filed  100  per  cent  consents  of  an  area 
fixed  by  the  board  and  deemed  affected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  entire  westerly  property  line 
a  picket  iron  fence  not  less  than  6  ft.  in  height;  that  there 
shall  be  erected  along  the  Queens  boulevard  and  Bajrret 
street  building  line  a  concrete  curbing  not  less  than  12  in. 
above  grade  and  12  in.  in  depth ;  that  there  shall  be  provided 
on  top  of  the  curb  masonry  posts  of  finished  material  not 
less  than  12  in.  square  and  not  less  than  6  ft.  apart,  other 
than  the  vehicular  entrances,  the  said  posts  to  be  connected 
with  ornamental  fixed  iron  chain  or  ornamental  iron  railing; 
that  there  shall  be  no  vehicular  entrance  within  25  ft.  of  the 
corner  formed  by  the  intersection  of  Queens  boulevard  with 
Barret  street ;  that  there  shall  be  not  more  than  two  vehicular 
entrances  on  Queens  boulevard  and  not  more  than  three  exit 
openings  on  Barrett  street  front;  that  no  gasoline  pumps 
shall  be  erected  within  10  ft.  of  the  building  line;  that  the 
proposed  one-story  structure,  as  indicated  on  the  plans, 
approximately  20  ft.  by  30  ft.,  shall  be  finished  on  the 
exterior  with  white  enamel  brick  or  natural  stone,  substan¬ 
tially  in  accordance  with  the  design  filed  in  this  appeal; 
that  the  proposed  pits  for  crankcase  service  shall  be  housed 
in  a  structure  not  more  than  one  story  in  height,  enclosed 
on  three  sides,  the  open  side  facing  the  property  to  be 
arched,  the  design  to  be  in  accord  with  the  one-story 
building  erected  for  shelter  and  operation  of  the  premises ; 
that  any  advertising  shall  be  restricted  to  the  glass  globes 
of  the  gasoline  pumps;  that  the  architect  shall  make  a  re¬ 
turn  of  the  drawings  in  accordance  with  the  foregoing  con¬ 
ditions  to  this  board  for  approval  before  submission  to  the 
building  department;  that  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  that  any  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action. 


RULES 


AMENDMENT  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


ed  by  the  board  of  standards  and  appeals  June  13,  1930. 

(281-22-SR) 

e  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
:  shall  be  an  engineer,  superintendent  or  other 

I  in  charge  of  the  standpipe-fire  line  system  in  all 
tigs  exceeding  eighty-five  feet  in  height  who  shall  be 
ered,  and  submit  to  an  examination  in  the  Fire  Depart- 

Upon  evidence  of  fitness  to  properly  operate  and  main- 
ie  standpipe  system  he  shall  be  granted  a  Certificate  to 
ffect.  The  certificate  shall  contain  the  full  name  and 

II  photograph  of  the  holder. 

f  and  night  service  shall  be  maintained  in  all  buildings 
ling  250  ft.  in  height  in  which  there  is  a  fire  pump, 
atre  buildings  provided  with  fire  pumps  shall  have  at 
one  certified  operator  on  duty  during  every  perform- 
Buildings  of  large  areas,  industrial  plants,  amuse- 
parks,  etc.,  shall  have  at  least  one  certified  operator  on 
when  deemed  necessary  by  the  fire  commissioner. 

e  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
and  other  auxiliary  fire  appliances  shall  be  kept 
I 'feet  working  order,  and  at  least  once  a  month  the 


person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
fifty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe.  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  N  o. 

♦A.  B.  C.  Oil  Burner .  1295"!!l'c^ 

*A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

♦Aetna  Automatic  Oil  Burner .  1547'«o  ca 

♦Aladdin  Oil  Burner .  ca 

♦Alexander  Oil  Burner . 

Anthony  Nebulyte  Oil  Burner .  1026-22-bA 

♦Arcoil  Heat  Machine .  632-26- S  A 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21 -SA 

♦Baker  Automatic  House  Heating  Burner -  1323-22-SA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Automatic  Oil  Burner . . .  1363-23-bA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-bA 

Ballard  Jr.  Oil  Burner . • . ;•.•••  1176'22-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomtzing 

High  Pressure  Burner .  1414-22-bA 

♦Ballard  Super  Domestic  Oil  Burner .  ,  «„ca 

♦Bayard  Domestic  Fuel  Oil  Burner .  1184-22-bA 

•Borggre,,  Oil  Burner . 

Best  Calorex  Burner . 

♦Bettendorf  Oil  Burner .  IJJ'oJ'ca 

Burnwell  Mechanical  Burner .  957*22'eV 

♦Caloroil  Burner— Type  AA . 

♦Carborundum  Burner .  "SIca 

♦Carter-Korth  .  Jw’SlSA 

♦Century  Oil  Burner . . .  167 -28- bA 

♦Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-bA 

Coen  Mechanical  Oil  Burner .  942‘2i  oa 

♦Combustion  Fuel  Oil  Burner .  1I25"55”i  a 

♦Combustion  Fuel  Oil  Burner,  Type  B .  J95-29-SA 

♦Commonwealth  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner .  STS"?  a 

Crescent  Oil  Burner . . . 

♦Crown  Oil  Burner,  Type  XA .  oo  f  A 

♦Crystal  Blue  Flame  Oil  Burner .  423f'J? 

Dahl  Mechanical  Fuel  Oil  Burner . 

♦Dahl  Vaporizing  Oil  Burner .  ^-26-bA 

♦Dist-o-matic  Oil  Burner .  <563-.8-bA 

♦Doherty  Oil  Burner .  ®43-26-bA 

♦Eisler  Automatic  Oil  Burner .  481-27-bA 

♦F.lectrol  Automatic  Oil  Burner .  259-25-bA 

Rnco  Burner .  “TS'tt 

Enterprise  Rotary  Fuel  Oil  Burner .  114?‘?I 

♦Espo  Oil  Gas  Burner .  MJUMa 

♦Faultless  Oil  Burner .  c  a 

Fess  Turbine  Burner . •  •  •  26-22-bA 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 

. .  1094-27-SA 

♦Foster  Oil  Burner .  11^’^’o‘a 

Frankfort  Type  P  Oil  Burner .  104„"o«  ca 

♦Franklin  Domestic  Oil  Burner .  560-26-bA 

♦Fuelo  Oil  Burner .  /J7-30-SA 

Gem  Fuel  Oil  Burner .  ca 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-bA 

•Gill  Oil  Burner .  '»t-23-SA 

♦Goodspeed  Automatic  Oil  Burner .  057-27-bA 

GRD  Fuel  Oil  Atomizer .  12S-27-bA 

♦Gulf  Oil  Burner .  ^2-26- SA 

Hammel  Oil  Burner .  127o"oI"ca 

♦Hardinge  Oil  Burner  and  Pump  Set .  813-25-bA 

♦Hart  Automatic  Oil  Burner .  1162-24-bA 

Hauck  Venturi  Low  Pressure  Oil  Burner -  88-27-bA 

♦Heatiator  Oil  Burner .  p  a 

Holhv  Oil  Burner .  a 

♦Holbv  Tvpe  A  Fuel  Oil  Burner .  688-29-SA 

Holby  Type  B  Fuel  Oil  Burner .  R89"«2  ca 

♦Homer  Domestic  Oil  Burner .  1211-25-bA 

Tnduslo  Fuel  Oil  Burner  1-27 .  3  21"ca 

♦Improved  Kres-Kno  Oil  Burner .  591-29-bA 

♦International  Oil  Burner . 1305-24-bA 

♦Tohnson  Improved  Rotary  Fuel  Oil  Burner..  938-22-bA 

jovce  Oil  Burner .  852-26-SA 

♦K.'F.  C.  Oil  Burner .  846-25-bA 

♦Kleen  Heet  Oil  Burner .  62-24-SA 

♦Kres-Kno  Oil  Burner .  443-23  a  a 

Lawrence  May  Oil  Burner .  1034-27-bA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

♦  Used  mainly  in  domestic  installations. 


Name  of  Burner  Calendar  o 

Mahrvel  Low  Pressure  Burner .  859-26  i 

Marr  Oil  Heat  Machine .  765-26  > 

Maxon  Oil  Burner  (New  Style) .  1036-22  - 

♦May  Oil  Burner .  68-24  l 

♦Mayflower  Oil  Burner .  124-29  j 

♦Mcllvane  .  544-29  j 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25  ^ 

♦Meroo  Oil  Burner .  637-29  ,/ 

♦Model  “G”  Nokol  Burner .  801-28  j 

♦Morrissey  Oil  Burner .  673-27/ 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25  t 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25 / 

Morse  Fuel  Oil  Burner .  820-23/ 

♦Moussette  Oil  Burner .  887-25/ 

National  Airoil  High  Pressure  Burner .  185-291. 

National  Airoil  Low  Pressure  Burner .  186-291, 

♦National  Rotary  Oil  Burner .  836-25 N 

♦New  Process  Oil  Burner .  1071-271, 

Noiseless  Nokol  Model  G  Oil  Burner .  801-251 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-251 

♦Nokol  Automatic  Heater .  1078-241, 

North  American  Low  Pressure  Oil  Burner..  792-26. 

♦Nu-Way  Oil  Burner .  773-261, 

*Orr  Fuel  Oil  Burner .  113-26 , 

♦Paramount  Oil  Burner .  1193-251 

♦Pascoe  Oil  Burner  and'  Pump  Set .  1029-261 

Peabodv-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner .  161-26! 

Petro  Mechanical  Burner  and  Air  Register..  735-24! 

♦Petro  Burner,  Model  0  .  78-25! 

♦Piatt  Oil  Burning  Water  Heater .  737-291 

♦Pioneer  Automatic  Oil  Burner .  1259-21! 

Burner  .  644-21! 

♦Powerlight  Oilheat  Burner .  628-23;! 

Quinn  Oil  Burning  Equipment .  367-21! 

♦Rayfield  Oil  Burner .  504-26! 

Ray  Rotary  Fuel  Oil .  504-231 

♦Re-Ly-On  Oil  Burner .  745-26! 

♦Remington  Oil  Burner .  891-26! 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-25! 

♦Rickard  Oil  Burner .  1011-27! 

Rockwell  Fuel  Oil  Burner .  341-21! 

Rohr  Schanck  Fuel  Oil  Burner .  583-21 5 

♦Richmond  Gravity  Fuel  Oil  Burner .  1193-22! 

♦Schulse  Home  Oil  Burner .  1487-23! 

♦Security  Oil  Burner .  56-26! 

♦Siient  Automatic  Oil  Burner .  458-2f! 

Simplex  Horizontal  Rotary  Fuel  Oil  Rurner..  1203-22? 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24? 

Steam  Oil  Burner .  1 83-22 > 

*Stroud-in-the-Door  Burner .  129-21? 

♦Stuhler  Oil  Burner .  618-215 

♦Summerheat  Oil  Burner .  581-265 

♦Sundstrand  Automatic  Oil  Burner .  755-265 

♦Sunflower  Model  S-l  Oil  Burner .  657-255 

Surface  Combustion  Low  Pressure  Burner..  92-23? 
♦Sword  Automatic  Oil  Burner .  951-265 


♦Tabor  Automatic  Oil  Heaer,  Type  “D” . 

Tate-Tones  Fuel  Oil  Burner,  “L”  Type . 

Tate- Jones  No.  6  Oil  Burner . 

♦Timken  Oil  Burner,  Model  20 . 

♦Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner.... 

♦Torridheat  Oil  Burner . 

♦Uni-Lec-Tric  Oil  Burner . 

♦United  States  Oil  Burner . 

♦LJniversal  Fuel  Oil  Burner . 

♦Vesta  Oil  Burner . 

♦Volcano  Automatic  Oil  Burner . 

♦Wavne  Oil  Burner  Pump  and  Fan  Set . 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr . 

♦Winslow  Industrial  Burner . 

York  Automatic  Oil  Burner . 


77  8-25? 
1254-24? 
144 4L2'? 
287-25? 
297-24: 
1525-2'? 
454-2?? 
123-25? 
63-25? 
498-25? 
620-25? 

6-2o 

451-21? 

556-21? 

1155-2.1; 

918-25? 
19-2? 
.  44-2? 


558 


RESERVE  CALENDAR 


484-26-SA — Protectoseal  Cover,  approval  of. 

890-26  S A- -Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

( 27- A — 39  Fifth  avenue.  Manhattan. 

!  2T- A — 13-16  Central  Park  West,  Manhattan. 

! 27- A— 20-28  West  72nd  street,  Manhattan. 

!  2  7  -  A — 242-248  West  76th  street.  Manhattan 

;  29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

22- S A — Crocker  Gas  Valve,  approval  of. 

22  SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

22  SA — Anti-Syphon  Valve,  approval  of. 

22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

22- SA — Coen  Oil  Burner,  approval  of. 

23- SA  —  Collin  Patent  Automatic  Gas  Cut-Off  Valve, 

approval  of. 

23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gan 
Shut-Off  Valve,  approval  of. 

23  SA— Heil  Standard  200  Gal.  Truck  Tank,  approval 

of. 

23-SA— “Automatic”  Deluge  Valve,  approval  of. 

,23- S A — Automatic  Gas  Shut-Off,  approval  of. 

23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

23- SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

■24-SA — HoLzer- Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

24- SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

24-SA — Milnes  Oil  Burner,  approval  of. 

24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 

24  SA — Salvo  Fire  Extinguisher,  approval  of. 

24  SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

24- SA — Smolensky  Check  Valve,  approval  of. 

25- SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

25-SA— Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

25-SA — Koerting  Gear  Pump,  approval  of. 

25- SA — Palmer  Gravity  Lock,  approval  of. 

26- SA — Signal  Weatherproof  Belis.  approval  of,. 

26-SA — Kork-n-Seal,  approval  of. 

26-SA — Worthington  Trinlev  Vertical  Power  Pumn. 

approval  of. 


10-27-SA— Wilbur  Extinguisher,  approval  of. 
l8.-2.-bA  Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

>3 .  -2 ,  -S A  Leader  Gas  Shut-Off  Valve,  approval  of. 
s 1 4-2 1  -  SA  Elkhart  Flush  Type  Siamese,  approval  of 
955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 
977-2.  SA — Romec  Rotary  Pump,  approval  of. 

1  162  2. -SA  Allens  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

‘65-28-SA — Keuka  Oil  Burner,  anproval  of. 

958-28-SA— N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

163-29-SA— -Braden  Engineering,  Inc.,  Storm  King  Oii 
Burner,  approval  of. 

209- 29-SA  A  Diamond  “S”  2^-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29  SA  A  Diamond  “S”  350  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29 -SA— Kennedy  2H-Inch  Hose  Outlet  Valve  Type 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

510-29-SA — Hercules  Oil  Burner,  approval  of. 

535-29- S A  Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

603-29-SA— Electromatic  Oil  Burner,  approval  of. 
715-29-SA  Super  Automatic  Oil  Heater,  approval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA— Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2L2-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ant. 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  June -18,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification - u . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


DISPOSITION  OF  CASES. 


392  Withdrawn  .  I| 

Dismissed  . 

Denied  .  t 

398  Granted  . 

Granted  on  condition .  I 

Appliances  approved  . 


26  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

98  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

11  Requests  to  amend  granted . 

Requests  to  amend  denied . 

14  Requests  for  modification  granted.. . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

38  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

3  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

21  Plans  approved  . 

Plans  disapproved . 

0  Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn.. 

0  Interpretations  . 

Requests  withdrawn  or  dismissed . 


Total  . 
Disposed  of 


1001  Total  .  ( 
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Cases  pending  June  18,  1930 


386 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  c' 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  c 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  f  i 
to  receive  such  notice  is  no  excuse  for  neglect  to  appea- 

Fifth,  That  the  business  of  the  board  is  to  dispose 
cases  promptly,  for  the  reason  that  the  pendency  < 
appeal  or  petition  ties  the  hands  of  the  administrative 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  pet 
will  be  allowed  to  be  hung  up  by  reason  of  failure  c1 
appellant  or  petitioner  to  file  necessary  data,  or  bjJ 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  1, 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  I 
and  data  required  by  law  are  supplied,  as  specified  o; 
blank  appeal,  application  or  petition  forms. 
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BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THE  0 
LETTN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETI 


Name. . 
Street 


My  subscription  is  to  begin  with  the  issue  for 


P.O 


1930. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

r,  T,h,e  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  July  1,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  July  8,  1930,  at  2  o’clock. 

file  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official.' 

Any  communication  purporting  to  be  an  appeal,  appli- 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  b® 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

William  E.  Walsh,  Chairman 
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docket. 

New  Cases  Filed  up  to  June  25,  1930. 

Cal.  No.  Department.  Premises  Affected. 

452-30- A . F.D . 36-25  to  36-49  Newtown  Creek, 

_  Q.,  Applic.  1703-30 

451-30-BZ . B.B.B - 512  Park  pi.,  Bklyn., 

_ _  Applic.  5854-30 

450-30-BZ . B.B.Bx... 2411-2429  Tratman  ave.,  Bx., 

_  Alt.  307-30 

449-30-S . F-D . 92-94  Sunswick  st.,  L.  I.  C.,  Q., 

_  L.  D.  14590 

448-30-S . F.D . 2595-2597  Third  ave.,  Man., 

_  L.  D.  76105 

447-30- A . F.D . 250-264  W.  57th  st.,  Man., 

_  F-72723  &  F-72724 

446-30-SA . F.D . Simplex  Domestic  Oil  Burner 

_  (Type  P.  A.),  Appliance 

445-30- A . F.D . 425-435  E.  24th  st.,  Man., 

_  F-76045 

444-30-S . F.D . 120-126  E.  131st  st.,  Man., 

_ _  L.  D.  74988 

443-30-BZ . B.B.B... .  281-285  Albany  ave.,  Bklyn., 

_ Applic.  5324-30 

442-30-S . F.D . 41  E.  21st  st.,  Man., 

_  L.  D.  76048 

441-30-S . F.D . 66-68  Hope  st.,  Bklyn., 

_  L.  D.  74161 

440-30- A . F.D . Pier  46,  foot  of  Van  Brunt  st., 

East  River,  Bklyn., 

_  F-57170 

439-30-A . F.D . Pier  40,  foot  of  Van  Dyke  st., 

East  River,  Bklyn., 

_ F-56923 

438-30- A . F.D . Pier  39,  foot  of  Van  Dyke  st., 

East  River.,  Bklyn., 

_  F-57402 

437-30- A . F.D . Pier  37,  foot  of  Ferris  st., 

East  River.,  Bklyn., 

_  F-52354 

436-30- A . F.D . Pier  36,  foot  of  Pioneer  st., 

East  River.,  Bklyn., 

_  F-51769  &  F-58643 

435-30- A . F.D . Pier  35,  Atlantic  Basin,  East 

-  River,  Bklyn.,  F-52258 

434-30- A . F.D . Pier  34,  foot  of  Fort  Hamilton 

ave.,  East  River,  Bklyn., 

-  F-52224  &  F- 52225 

433-30- A . F.D . Pier  33,  Atlantic  Basin,  East 

-  River,  Bklyn.,  F-52227 

432-30-A . F.D . Pier  30,  foot  of  Irving  st., 

East  River.,  Bklyn., 

- -  F-52360 

431-30-A . F.D . Pier  29,  foot  of  Irving  st., 

East  River.,  Bklyn., 

-  F-52229 

430-30- A . F.D . Pier  27,  foot  of  Baltic  st., 

East  River.,  Bklyn., 

-  F-57068 


429-30- A. 

. F.D. 

. Pier  26,  foot  of  Warren  , 

East  River.,  Bklyn., 

F-52;i 

428-30- A. 

. F.D. 

. Pier  24,  foot  of  Amity  v 

East  River.,  Bklyn., 

F-57:* 

427-30-A . 

. F.D. 

. Pier  18,  foot  of  Joralemon  , 

East  River.,  Bklyn.,  *  ]| 

F-52SI 

426-30-A . 

. F.D. 

. Pier  17,  foot  of  Joralemon  , 

East  River.,  Bklyn., 

F-52S) 

425-30-A . 

. F.D. 

. Pier  16,  south  of  Montague  , 

East  River.,  Bklyn., 

F-52249  &  F-601J 

424-30-A . 

. F.D. 

. Pier  15,  foot  of  Montague  , 

East  River,  Bklyn., 

F-5711 

423-30-A . 

. F.D. 

. Pier  12,  between  Clark  &  Jora- 

mon  sts.,  East  River,  Bkly 
F-56977  &  F-56B 

422-30-A . 

. F.D. 

. Pier  11,  between  Clark  &  Jora- 

man  sts.,  East  River,  Bkh, 
F-56875  &  F-56i) 

421-30-A . 

. F.D. 

. Pier  10,  foot  of  Clark  , 

East  River,  Bklyn., 

F-52II 

420-30-A . 

. F.D. 

. Pier  9,  between  Montague  i 

Fulton  sts.,  East  Riv, 
Bklyn.,  F-59IJ 

419-30-A . 

. F.D. 

. Pier  8,  between  Montague  'i 

Fulton  sts.,  East  Riv, 
Bklyn.,  F-67  1 

418-30- A . 

. F.D. 

. Pier  7,  between  Montague  i 

Fulton  sts.,  East  Riv, 
Bklyn.,  F-52t? 

417-30- A. 

. F.D. 

. Pier  5,  between  Montague!: 

Fulton  sts.,  East  Riv, 
Bklyn.,  F-52:3 

4 16-30- A. 

. F.D. 

Fulton  sts.,  East  Riv, 
Bklyn.,  F-52,2 

415-30-S . 

. F.D 

. 42  W.  15th  st.,  Man., 

-  L.  D.  721 

414-30- A . F.D . 18-52  21st  dr.,  E.  I.  C.,  Q., 


-  Decisjc 

413-30- A . F.D . 18-48  21st  dr.,  E.  I.  C.,  Q., 

-  Deckt 

412-30-A . F.D . 18-46  21st  dr.,  E.  I.  C.,  Q.,  i 

-  Deck! 

411-30-A . F.D . 18-44  21st  dr.,  L.  I.  C.,  Q., 

-  Deck  i 

410-30-A . F.D . 18-40  21st  dr.,  E.  I.  C,  Q.,  * 

— -  Deck)! 

409-30-A . F.D . 18-38  21st  dr.,  E.  I.  C.,  Q., 

-  Deck! 

408-30- A . F.D . 18-36  21st  dr.,  E.  I.  C.,  Q.,  j 

-  Deck! 

407-30-A . F.D . 18-32  21st  dr.,  L.  I.  C.,  Q., 

-  Deck 
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-30-A . F.D . 18-28  21st  dr.,  L.  I.  C.,  Q., 

-  Decision 

-30-A . F.D . 18-26  21st  dr.,  L.  I.  C.,  Q., 

i— -  Decision 

-30-A . F.D . 18-24  21st  dr.,  L.  I.  C.,  Q., 

["  — -  ■  Decision 

-30-A . F.D . 18-22  21st  dr.,  L.  I.  C.,  Q., 

— -  Decision 

-30-A . F.D . 18-18  21st  dr.,  L.  I.  C.,  Q., 

[  —  Decision 

-30-A . F.D . 18-16  21st  dr.,  L.  I.  C.,  Q., 

-  Decision 

i-30-S . F.D . 38  E.  9th  st.,  Man., 

-  L.  D.  48964 

‘-30-BZ . B.B.B.... 2808-2818  86th  st.,  Bklyn., 

| -  N.  B.  6857-30 

Restored  to  Calendar. 

!-25-SR . F.D . Amendment  to  Sprinkler  Rules. 


i 

i 

l 


B.. 

M. 

Q- 

R. 

Bx 

D. 


CODE. 

. Fire  Department 

. Health  Department 

...Bureau  of  Buildings,  Brooklyn 
.Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

.Bureau  of  Buildings,  Richmond 

• . Bureau  of  Buildings,  Bronx 

...Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  1,  1930,  AT  2  P.  M. 

Building  Tone  Cases. 

30-BZ. 

i’LICANT — Joseph  D.  Nunan,  Jr.,  for  Harriet  Haber 
and  W.  B.  Company,  owners. 

-MISES — 28-12  31st  street  and  30-15  Newtown  ave¬ 
nue,  northwest  corner,  Long  Island  City,  Borough 
of  Queens. 

PLICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

!0-BZ. 

’LICANT — Henry  B.  Herts,  for  the  City  of  New  York, 

1  Office  of  the  President  of  the  Borough  of  Man¬ 
hattan. 

MISES — 33-47  West  134th  street,  Manhattan. 

’LICATION,  under  section  21  of  the  building  zone 
resolution, 

.PERMIT  in  a  business  district  and,  also,  a  “B”  area 
district  an  alteration  and  the  erection  of  an  addi¬ 
tion  to  a  public  bath  building  and,  also,  the  omis¬ 
sion  of  the  rear  yard  required  under  the  zone 
resolution. 

I4-BZ. 

,’LICANT — Frank  J.  Schefcik,  for  Sobol  Bros.,  Inc., 
lessees. 

' -MISES — 315-319  West  133rd  street,  Manhattan. 

PLICATION,  under  section  7a  of  the  building  zone 
resolution  (reopened — modification  of  a  resolution 
adopted  by  the  board  on  May  6,  1924), 


TO  PERMIT  the  erection  of  an  enclosure  for  grease  pits 
(previously  granted  by  the  board  for  a  gasoline 
service  station,  also  parking  space  for  more  than 
five  (5)  motor  vehicles — residence  distirct). 


266-30-BZ. 

APPLICANT — William  F.  McGuinness,  for  Louis  Rosen- 
zweig  and  Morris  Rosenzweig,  owners. 

PREMISES — 314-322  Dahill  road,  southwest  corner  of  36th 
street,  and  3603-3607  15th  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JULY  1,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

224-30- A — 627-629  Broadway  and  196-198  Mercer  street, 
Manhattan. 

230-30- A — 1175  Richmond  terrace,  Livingston,  Borough  of 
Richmond. 

164-30- A — 46-58  North  15th  street  and  20-32  Wythe  ave¬ 
nue,  southwest  corner,  Brooklyn. 

240-30- A — East  side  of  Warded  street  and  East  River, 
Long  Island  City,  Borough  of  Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  1, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building'  on 
the  following  matters : 

cal.  no.  746-29-BZ— Application,  December  21,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  W.  Van  Keuren,  ap¬ 
plicant,  on  behalf  of  Leon  A.  Zucker- 
man,  owner,  to  permit  in  a  business 
district  the  installation  and  maintenance 
of  a  gasoline  service  station ;  premises 
1993-1999  Eastchester  road  and  1440- 
1442  Wilkinson  avenue,  southwest  cor¬ 
ner,  The  Bronx. 

cal.  no.  122-30-BZ — Application,  February  17,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  J.  Lobenstein,  applicant, 
on  behalf  of  Margaret  Leonard  and 
Giovanna  Loschiavo,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  southwest  corner  of 
Sheridan  avenue  ( 163rd  avenue)  and 
Jamaica  Bay  boulevard  (Woodhaven 
avenue),  Sbellbank  Basin,  Borough  of 
Queens. 

cal.  no.  160-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  Storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

cal.  no.  227-30-BZ — Application,  March  31,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  G.  Medwin  Peek,  appli¬ 
cant,  on  behalf  of  The  Cord  Meyer  Co., 
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owner,  to  permit  the  erection  in  a  resi¬ 
dence  district  of  a  proposed  extension 
to  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles 
located  in  a  business  district;  premises 
88-01  to  88-19  Roosevelt  avenue,  north 
side,  from  88th  to  89th  streets,  Elm¬ 
hurst,  Borough  of  Queens. 

cal  no.  259-30-BZ — Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution ; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

cal.  no.  267-30-BZ — Application,  April  17,  1930,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  Richards,  Smyth  &  Mc¬ 
Grath,  applicants,  on  behalf  of  St. 
Albans-Springfield  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Foch  boulevard  and  Springfield  boule¬ 
vard,  St.  Albans,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


JULY  1,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

136-30-A — 123  North  Portland  avenue,  Brooklyn. 

215-30-A — 1784-1790  Broadway,  southeast  corner  of  West 
58th  street,  Manhattan. 

177-30-A—  600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  1, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  165-30-BZ — Application,  March  8,  1930,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  William  Richter,  applicant, 
on  behalf  of  Mirdan  Realty  Co.,  owner, 
to  permit  in  a  residence  use  and  “E” 
area  district  the  erection  and  mainte¬ 
nance  of  a  business  building  and,  also, 
the  omission  of  the  setback  from  the 
building  line  as  required  by  the  building 
zone  resolution ;  premises  1602  Avenue 
J  and  1001-1009  East  16th  street,  south¬ 
east  corner,  Brooklyn. 

cal.  no.  188-30-BZ — Application,  March  15,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Red  Brick  Realty  Co., 
Inc.,  owner,  to  permit  the  extension, 
from  a  business  district  into  a  residence 
district,  of  a  proposed  business  use 
(theatre)  ;  premises  306  Steinway  ave¬ 
nue.  east  side,  200  ft.  south  of  Jamaica 
avenue,  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  952-28-BZ— Application,  December  13,  1928,  under 


sections  7a  and  21  of  the  building  z< 
resolution,  of  Richard  J.  Barry,  ap,. 
cant,  on  behalf  of  Karl  W.  Dai 
owner,  to  permit  in  a  residence  dist; 
the  alteration  and  extension  in  area  < ; 
wet  wash  laundry  (previously  denie 
premises  94-18  112th  street,  west  s; 
150  ft.  south  of  Atlantic  avenue,  R  * 
rnond  Hill,  Borough  of  Queens. 

cal.  no.  182-30-BZ — Application,  March  13,  1930,  under  ; 

tion  21  of  the  building  zone  resoluti 
of  William  A.  Lacerenza,  applicant, i 
behalf  of  Paras  Holding  Corp.,  owr 
to  permit,  partly  in  a  business  dist; 
and  partly  in  a  residence  district,  i, 
erection  and  maintenance  of  a  gasoi 
service  station;  premises  8918-ff 
Fourth  avenue,  northwest  corner  of  ll 
street,  Brooklyn. 

cal.  no.  118-30-BZ — Application,  February  14,  1930,  ui; 

section  21  of  the  building  zone  resi 
tion,  of  Sadye  Hydecker,  applicant  » 
owner,  to  permit  in  a  business  disk 
the  erection  and  maintenance  of  a  g;j 
line  service  station;  premises  norths 
corner  of  Allerton  avenue  and  Et 
Chester  road,  The  Bronx. 

William  E.  Walsh,  Chairma 
_  { 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  8,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

228-30-BZ. 

APPLICANT — Robert  C.  Weissmantel,  owner. 

PREMISES — 89-93  130th  street,  east  side,  60  ft.  south 
89th  avenue;  89th  avenue  (No.  1  Willow  pla' 
south  side,  100  ft.  east  of  130th  street,  Jam;; 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mr 
tenance  of  a  motor  vehicle  repair  shop. 

235-30-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Lime  Investing  : 
Inc.,  owner. 

PREMISES — Northeast  corner  of  White  Plains  road  ' 
East  223rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  r 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  froi 
business  district,  the  erection  and  maintenance 
an  extension  to  a  business  building. 


247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Kan 
owner. 

PREMISES — 5202  19th  avenue,  southwest  corner  of  f 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  i 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  e>i 
sion  in  area  and  conversion  of  occupancy  of  1 
first  story  of  an  existing  dwelling  from  resid 
to  business  use  (stores). 

274-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Ninety  Bl 
Street  Corp.,  owner. 

PREMISES — 86-90  Butler  street,  south  side,  250  ft.  ) 
of  Smith  street,  Brooklyn. 
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.PLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  garage  and  factory 
building  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

30-BZ. 

PLICANI — Walter  C.  Martin,  for  Board  of  Education, 
City  of  New  York,  owner. 

EMISES  126-135  DeKalb  avenue,  1-59  Fort  Greene 
place  and  2-52  South  Elliott  place  (south  side  of 
DeKalb  avenue,  from  Fort  Greene  place  to  South 
Elliott  place),  Brooklyn. 

PLICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  one  and  one-half  times  height  district 
the  setting  back  of  the  face  of  a  tower  from  the 
street  line  to  a  less  distance  than  required  under 
the  zone  resolution. 


JULY  8,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

-29-A — 232-236  East  40th  street,  Manhattan. 

-30-A — 2641  Nostrand  avenue,  Brooklyn. 

-30- A — 200  ft.  north  of  Franklin  street,  between  Mill 
street  and  East  River,  Long  Island  City, 
Borough  of  Queens. 

-30-A — Orchard  street,  Mill  street  and  Monson  street, 
Long  Island  City,  Borough  of  Queens. 

-30-A — 207-213  West  49th  street  and  1613-1623  Broad¬ 
way,  northwest  corner,  Manhattan. 

Building  Zone  Applications. 

DTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

i  and  appeals  of  a  public  hearing  under  the  provisions 

he  building  zone  resolution,  Tuesday  morning,  July  8, 

t'  ^9  0  c^oc^>  ’n  Room  1013,  Municipal  Building,  on 

following  matters : 

N’O.  693-29-BZ— Application,  December  2,  1929,  under 
sections  7a,  7g  and  21  of  the  building 
zone  resolution,  of  Charles  Forrester, 
applicant,  on  behalf  of  Mrs.  James 
Whelan,  owner,  to  permit  in  a  residence 
district  the  extension  in  area  of  an 
existing  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
3129-3131  Bailey  avenue,  west  side, 
206.09  ft.  south  of  West  233rd  street, 
The  Bronx. 

1 N0-  154-30-BZ— Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  Vandee  Building  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
northwest  corner  of  Foch  boulevard  and 
Springfield  boulevard,  Queens  Hill 
Manor,  Borough  of  Queens. 

no.  209-30-BZ— Application,  March  24,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 

no.  264-30-BZ— Application,  April  15,  1930,  under  sec¬ 


tion  21  of  the  building  zone  resolution, 
of  Erness  Reiss,  applicant  and  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  southwest  corner 
of  Foch  boulevard  and  Cross  Island 
boulevard,  St.  Albans,  Borough  of 
Queens. 

William  E.  Walsh,  Chairman. 


Appeals  from  Administrative  Orders. 

110-30-A— 43-49  West  22nd  street  and  56-62  West  93rd 
street,  Manhattan. 

15 1-30- A— 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

94- 30-A— 16-18  East  43rd  street  and  13  East  42nd  street 

Manhattan. 

95- 30-A— 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A  1-7  Wall  street,  72-86  Broadway  and  1-11  New 

street,  Manhattan. 

70-30-A— 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

Building  Zone  Abdications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 

Z,°ne-  re'°Iutl0n’  Tuesday  afternoon.  July  8, 
1930  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  73 1-29-BZ— Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 


cal.  no.  158-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  oi  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 


cal.  no.  3-30-BZ— Application,  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  212-30-BZ— Application,  March  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Maximilian  Zipkes,  applicant,  on  be- 
half  of  \Vest  95th  Street  Corp.,  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  use  in  the 
first  story  of  a  tenement  house ;  premises 
38  Fort  Washington  avenue,  northeast 
corner  of  West  160th  street,  Manhattan. 
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cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro- Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

CAL.  NO.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


JULY  11,  1930,  10  A.  M. 

SPECIAL  MEETING. 
Rules. 

77-25-SR — Amendment  to  Sprinkler  Rules. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  15,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

837-28-BZ. 

APPLICANT— J.  Nelson  Cooper,  for  Hahn  Brothers  Fire- 
Proof  Warehouse,  Inc.,  owner. 

PREMISES — 120  West  107th  street,  Manhattan. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  one  and  one-half  times  height  district 
and  “B”  area  district  the  erection  and  maintenance 
of  the  street  wall  of  a  building  in  excess  of  the 
height  permitted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less  area  than 
required  under  the  zone  resolution. 

285-30-BZ. 

APPLICANT — Harold  G.  Dangler,  for  Peter  F.  Reilly, 
owner. 

PREMISES — 625-631  Bergen  street,  north  side,  115  ft. 
west  of  Vanderbilt  avenue,  Brooklyn. 

APPLICATION,  under  section  7e  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

289-30-BZ. 

APPLICANT — Hugo  E.  Magnuson,  for  Mayer  Leaventon, 
owner. 

PREMISES — 3959-3071  Ocean  avenue,  northeast  corner  of 
Voorhies  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

299-30-BZ. 

APPLICANT — Murray  Klein,  for  Nathan  Adelman,  owner. 


PREMISES — 214  Humboldt  street,  east  side,  35  ft.  soj 
of  Scholes  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  t 
tension  in  area  of  an  existing  poultry  slaugj 
house. 

300-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Louis  C.  Bl 
owner. 

PREMISES — 169  East  87th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  buil-i 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  n 
version  of  occupancy  of  an  existing  stable  for  rr 
than  five  (5)  horses  to  a  garage  for  the  stag 
of  more  than  five  (5)  motor  vehicles. 

319-30-BZ. 

APPLICANT — Theodore  R.  Ridder,  for  Louis  Rio 
owner. 

PREMISES — 31-01  Newtown  avenue  and  28-25  31st  st; 
northeast  corner,  Long  Island  City,  Borough 
Queens. 

APPLICATION,  under  section  21  of  the  building  r 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ni 
tenance  of  a  gasoline  service  station. 

321-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Consolidated  Pa 
dates,  Inc.,  owner. 

PREMISES — Northwest  corner  of  Union  Turnpike  t 
Parsons  boulevard,  Jamaica,  Borough  of  Quo 

APPLICATION,  under  section  21  of  the  building  i 
resolution,  ; 

TO  PERMIT  in  a  business  district  the  erection  and  nil 
tenance  of  a  gasoline  service  station. 

170-30-BZ.  i 

APPLICANT — Samuel  Rosenblum,  for  Haas  Realty  C] 
owner. 

PREMISES — 2018-2032  Stillwell  avenue  and  2551-2561  > 
street,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  *: 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ni 
tenance  of  a  gasoline  service  station. 


JULY  15,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
248-30-A — 683-587  Broadway  and  154  Mercer  street,  Ip 
hattan. 

275-30-A— 528-560  East  118th  street  and  539-561  < 
117th  street,  Manhattan. 

262-30- A — 150-154  Kent  avenue,  Brooklyn. 

279- 30-A — 76-80  39th  street,  Brooklyn. 

280- 30-A — 15-25  Whitehall  street,  southeast  corner  of  b 

street,  Manhattan. 

Building  Zone  Applications.  , 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  sr 
ards  and  appeals  of  a  public  hearing  under  the  prove 
of  the  building  zone  resolution,  Tuesday  morning ,  Jul 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Buildinj 
the  following  matters : 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reor 
January  28,  1930,  under  sections  7'J 
21  of  the  building  zone  resolutio 
McCooey  &  Conroy,  applicants,  o  1 
half  of  Parkway  Center  Building  0 
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owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

al.  no.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

al.  NO.  155-30-BZ — Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

William  E.  Walsh,  Chairman. 


JULY  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

'245-30-S — 236-238  Fifth  avenue,  Manhattan. 

251-30- S— 909-915  Faile  street  and  1166  Garrison  avenue, 
southwest  corner,  The  Bronx. 

223-30-S — 40  East  20th  street,  Manhattan. 

238-30-S — 605  East  187th  street,  The  Bronx. 

249-30-S — 28  East  22nd  street,  Manhattan. 

•270-30-S — 133  West  28th  street,  Manhattan. 

273-30- S — 9  West  31st  street,  Manhattan. 

316-30-S — 1255-1261  Broadway  880-882  Sixth  avenue  and 
57  West  31st  street,  Manhattan. 

16-30-S — 97-103  Horatio  street,  Manhattan. 

233-30-S— 82-90  Brown  place  and  491-497  East  132nd 
street,  northeast  corner,  The  Bronx. 

168-30-S— 3261-3275  Broadway,  600  West  132nd  street  and 
601  West  131st  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

114-30-SA — Reiman  Bros.  Fuel  Oil  Burner,  approval  of. 

220-30-SA — Victory  Oil  Burner,  approval  of. 


JULY  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

L38-30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

294-30-A — 247-253  West  19th  street,  Manhattan. 

228-30- A — 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

,  NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
•ds  and  appeals  of  a  public  hearing  under  the  provisions 
i  the  building  zone  resolution,  Tuesday  morning,  July  22, 
430,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
ie  following  matters : 

vl.  no.  683-29-BZ — Application,  November  25,  1929,  under 


sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  5-6  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

cal.  no.  106-30-BZ— Application,  February  ll,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
bouevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

cal.  no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

William  E.  Walsh,  Chairman. 


JULY  22,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  , board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  22, 
1930,  at  2/  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

cal.  no.  148-30-BZ — Application,  February  26,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Joseph  Goldberg,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  southwest  corner 
of  Hylan  boulevard  and  Lincoln  avenue, 
Grant  City,  Borough  of  Richmond. 

cal.  no.  178-30-BZ— Application,  March  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
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SEPTEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

6-30-S — 25-27  West  56th  street  and  24-26  West  5’i 
street,  Manhattan. 

115-3G-S — 410  Lafayette  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 
263-30-S — 514-526  East  116th  street,  Manhattan. 
332-30-S — 21-23  Grattan  street,  Brooklyn. 


of  John  J.  Carroll,  applicant,  on  behalf 
of  Teresina  Grilli,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  31-33  Olive  place  and  2119-2123 
Atlantic  avenue,  northeast  corner, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS  » 

REGULAR  MEETING.  APPEARANCES— 

_.-.TT,OT^  .  ..  TTTxrr  ^ ,  *nnn  F°r  Appellant:  Louis  Resnick. 

TUESDAY  MORNING,  JUNE  24,  •  For  Administration:  Inspector  Maher  of  fire  ■ 

Present:  Chairman  Walsh,  Commissioners  Connell,  Hoi-  partment. 

land  and  Guilfoyle  and  Chief  Kenlon  and  Deputy  Chief  ACTION  OF  BOARD— Appeal  denied. 

McElligott,  alternating.  THE  VOTE  TO  GRANT — 

The  minutes  of  the  regular  meeting  of  the  board  held  on  Affirmative  . ( 

Tuesday  morning,  June  17,  1930,  and  the  minutes  of  the  Negative :  Chairman  Walsh,  Commissioners  Con- 

regular  meeting  of  the  board  held  on  Tuesday  afternoon,  nell,  Holland  and  Guilfoyle  and  Deputy 

June  17,  1930,  were  approved  as  printed  in  Bulletin  No.  25,  Chief  McElligott . ! 

Vol.  XV.  Absent  . ( 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

143-29-A. 

APPELLANT — Benjamin  Doktorich,  for  Gaetano  Clemente, 
owner. 

SUBJECT — Application  for  reopening — reconsideration, 

having  .been  previously  denied — re  Appeal  from  an 
order  of-  the  fire  commissioner. 

PREMISES  AFFECTED— 1190  Longwood  avenue,  The 


Bronx. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


1206-25-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Lubraa  Oil  Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  tem¬ 
porary  permit — re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 147  Lombardy  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Frank  G.  Fanning. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


214-30-A. 

APPELLANT — Byrne  &  Bowman,  for  H.  W.  G.  Corp., 
owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 35-37  East  20th  street,  Man¬ 
hattan. 


THE  RESOLUTION— 

(214-30-A) 

Whereas,  Byrne  &  Bowman,  for  H.  W.  G.  Corp.,  owij 
filed,  March  20,  1930,  an  appeal  from  orders  of  the  '< 
commissioner,  affecting  premises  35-37  East  20th  street,  B; 
ough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Fj 
ruary  27,  1930,  read : 

“Order  No.  71284-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  It 
tom  of  said  tank  is  not  less  than  20  ft.  above  the  L 
outlet  in  the  highest  story.  Sections  580  and  581,  Cl 
of  Ordinances  and  Rule  91  of  the  Board  of  Stand;! 
and  Appeals.” ; 

and 

“(Order  No.  71285-F: 

“You  are  hereby  ordered  and  required  within  Tw<,i 
days  from  the  date  of  the  service  of  this  order  to:  j 
“1.  Arrange  the  house  water  supply  pipe  so  that  s;i 
will  connect  with  tank  on  the  outside  thereof  above  i 
3,500  gallon  mark  only. 

“(b)  Provide  adequate  heating  apparatus  for  stn 
pipe  tank  to  prevent  water  in  same  from  freezing.  ' 
“(c)  Repair  the  automatic  switch  of  the  stand; 
pump  or  provide  an  approved  high  and  low  water  t< 
trie  alarm. 

“(d)  Protect  all  standpipe  lines  that  are  not  loc: 
within  a  fire  resisting  enclosed  stairway,  with  eith< 
covering  of  1"  asbestos ;  expanded  metal  lath  with  \ 
of  Portland  cement  plaster,  or  by  a  tight  well  poi:£ 
enclosure  of  2"  terra  cotta  blocks. 

“(e)  Arrange  for  a  flow  pressure  test  of  not  : 
than  50  pounds  per  square  inch  at  the  top  floor  oi « 
of  standpipe  system  in  the  presence  of  a  represents 
of  the  Fire  Department. 

“(f)  Have  the  person  in  charge  of  standpipe  syss 
secure  a  certificate  of  fitness. 

“Sections  580  and  581,  Art.  28,  Cha.  5,  Code 
Ordinances.” ;  ?  J 

and 

Whereas,  the  building  is  fireproof,  eight  stories  (102  : 
in  height,  50  ft.  by  88  ft.  in  area  at  first  story  and  50  ft! 
84  ft.  in  area  above;  OCCUPIED  as  a  tenant  factory,!1 
more  than  10  persons  each  story;  EQUIPPED  wit 
sprinkler  system  fed  from  two  7,500-gallon  roof  tanks  a:, 
standpipe  system  fed  from  an  1,800-gallon  house  supply  r 
on  roof,  the  bottom  of  which  is  17  ft.  above  the  hose  oi 
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t  story  next  to  top  story ;  there  is  no  standpipe  outlet  at 
ip  story ;  and 

Whereas,  the  appellant  claims  the  occupancy  remains 
ibstantially  unchanged  since  the  building  was  erected  in  the 
car  1897 ;  furthermore,  the  appellant  contends  to  comply 
ith  the  fire  commissioner’s  orders  would  cause  a  serious 
nancial  burden  upon  the  owner. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
ley  hereby  are  affirmed,  and  that  the  appeal  be  and  it  hereby 
denied. 


11 -30- A. 

PPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  F.  W.  Wool  worth,  Inc.,  lessee. 
UBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

REMISES  AFFECTED — 5-19  Burnside  avenue  and  2057- 
2059  Walton  avenue,  northwest  corner,  The  Bronx. 
PPEARANCES — 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  5 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(131-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
o.,  for  7  East  Burnside  avenue,  Inc.,  owner,  filed,  February 
l»,  1930,  an  appeal  from  an  order  and  a  decision  of  the 
;e  commissioner,  affecting  premises  5-19  East  Burnside 
enue  and  2057-2059  Walton  avenue,  Borough  of  The 
ronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo- 
r  18,  1929  (Order  No.  64375-F),  reads: 

“1.  Provide  an  approved  automatic  wet  sprinkler 
system  throughout  the  cellar  in  accordance  with  the 
Rules  of  the  Board  of  Standards  and  Appeals.  Section 
20,  Chapter  12,  Code  of  Ordinances.”; 
id 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
bruary  6,  1930,  reads : 

“Re:  Premises  2057-2059  Walton  avenue  and  5-19  East 
Burnside  avenue,  Borough  of  The  Bronx. 

“This  will  reply  to  your  letter  of  January  30th,  1930, 
in  which  you  state  you  have  been  retained  by  the  owners 
of  the  premises  to  appeal  from  order  No.  64375-F,  but 
the  Board  of  Standards  and  Appeals  has  refused  to 
accept  the  case  due  to  the  fact  that  more  than  twenty 
days  have  elapsed  since  the  issuance  of  the  order  and 
would  request  that  we  rescind  this  order  and  reissue  same 
of  a  later  date. 

“Your  request  to  rescind  order  No.  64375-F  and  to 
reissue  of  a  later  date  must  be  denied. 

“Respectfully, 

“BUREAU 'OF  FIRE  PREVENTION, 

“By  (S)  PETER  C.  SPENCE,  CHIEF.” 

Whereas,  the  building  is  non-fireproof,  one  story  and 
cement  in  height,  having  a  frontage  of  101  ft.  on  East 
irnside  avenue  and  101  ft.  on  Walton  avenue;  OCCU- 
ED:  1st  story,  stores  (the  corner  store  being  a  5  and  10 
it  store),  76  persons;  basement,  boiler  room  and  stock 
"'ms.  5  persons ;  and 

Ahereas.  appellant  contends  that  the  building  faces  on 
o  street  fronts;  that  it  is  divided  into  two  sections  by  a 
nch  terra  cotta  wall,  unpierced  on  the  first  story  and  on 
-  basement  story,  there  being  one  opening  therein  pro¬ 
ved  with  a  fireproof  door ;  that  the  area  of  the  cellar 
der  the  5  and  10  cent  store  is  approximately  5,000  sq.  ft. 
,fi  the  balance  of  the  basement  is  approximately  3,600  sq. 

.  and  requests  the  acceptance  of  existing  conditions. 


Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  sprinkler  system 
shall  be  installed  in  the  hasement  story  of  these  premises 
supplied  from  a  direct  street  connection  to  the  city  main. 

213-30-A. 

APPELLANT — John  J.  Gilmartin,  for  Reid  Ice  Cream  Co., 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 9-19  West  141st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(213-30-A) 

Whereas,  John  J.  Gilmartin,  for  Reid  Ice  Cream  Co., 
owner,  filed,  March  25,  1930,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  9-19 
West  141st  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  14,  1930  (Order  No.  56058-LC),  reads: 

“2.  Discontinue  and  remove  the  direct  method  of 
refrigeration  from  that  part  of  the  building  prohibited 
by  Section  219  (b)  of  Chapter  10,  Code  of  Ordinances.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  25,  1930,  reads : 

“Responding  to  your  inquiry  relative  to  a  permit  to 
maintain  and  operate  a  refrigerating  plant  at  premises 
9  West  141st  Street,  we  beg  to  advise  you  that  the  Fire 
Commissioner  is  without  power  to  grant  any  modification 
of  order  numbered  56058-LC. 

“It  will  therefore  be  necessary  for  you  to  comply 
with  this  order,  but  if  you  consider  the  order  unreason¬ 
able  or  impracticable,  you  may  seek  relief  before  the 
Board  of  Standards  and  Appeals,  Room  1000,  Municipal 
Building,  Manhattan.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  (52 
ft.)  in  height,  145  ft.  frontage  on  West  141st  street,  ex¬ 
tending  through  the  block  199  ft.  10  in.,  with  90  ft.  frontage 
on  West  142nd  street;  OCCUPIED  for  the  manufacture 
of  ice  cream:  1st  story,  33  persons;  2nd,  3rd  and  4th  stories, 
20  persons  each  story;  EQUIPPED  with  a  direct  refrig¬ 
erating  system  using  5,000  pounds  of  ammonia,  consisting 
of  eight  compressors  and  eight  motors  developing  915 
horsepower  located  on  second  story  at  142nd  street  side; 
three  condensors,  four  receivers  and  one  pre-cooler  located 
on  roof  of  second  story  extension  at  142nd  street  side; 
there  are  three  sets  of  ammonia  lines  extending  throughout 
the  building  for  refrigerating  purposes ;  and 

Whereas,  the  appellant  claims  the  present  refrigerating 
system  was  approved  by  the  fire  commissioner  and  installed 
at  the  time  of  erection  of  the  building  in  1923 ;  that  the 
machinery  is  cut  off  from  the  rest  of  the  building  by  fire¬ 
proof  walls  and  fireproof  self-closing  doors;  furthermore, 
the  appellant  contends  the  building  is  of  reinforced  concrete 
construction  and  provided  with  adequate  fire  protection  equip¬ 
ment  ;  and 

Whereas,  this  equipment  was  but  installed  in  1924  with 
the  approval  of  the  departments  having  jurisdiction;  and 

Whereas,  the  present  plant  is  provided  with  all  necessary 
and  required  safeguards. 

Resolved,  that  the  order  and  decision  of  the  fire  commis- 
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sioner  be  and  it  hereby  is  modified,  and  ^  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  plant  shall 
be  maintained  as  required  by  the  rules  now  in  force,  other 
than  the  direct  system  of  refrigeration  above  the  hrst 
story  and  that  the  plant  shall  be  under  the  supervision  of  a 
licensed  qualified  engineer  at  all  times,  and  that  the  capacity 
of  plant  be  not  increased. 


226-30- A. 

APPELLANT— Shreve,  Lamb  &  Harmon,  for  Empire 
State,  Inc.,  owner.  .  .  .  . 

SUBJECT _ Appeal  from  a  decision  of  the  superintendent 

of  buildings.  ,  . 

PREMISES  AFFECTED— 2-20  West  34th  street  and  1-29 
West  33rd  street,  west  side  of  Fifth  avenue,  be¬ 
tween  33rd  and  34th  streets,  Manhattan. 

APPEARANCES—  ,  _  T 

For  Appellant:  C.  Clavan  and  Bassett  Jones. 
\CTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  „r  ,  .  _ 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
Kenlon  . 


Negative 
Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(226-30-A) 

Whereas,  Shreve,  Lamb  &  Harmon,  for  Empire  State, 
Inc.,  owner,  filed,  March  29,  1930,  an  appeal  from  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  2-20 
West  34th  street  and  1-29  West  33rd  street,  Borough  of 

Manhattan;  and  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  10,  1930,  in  acting  on  N.  B.  App.  31-29, t 

reads :  , 

“Item  No.  4.  Not  more  than  two  elevators  are  per¬ 
mitted  in  one  shaft.  Sec.  373.” ; 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  eighty-five  stories,  basement  and  sub-basement  m 
height,  197  ft.  6  in.  by  425  ft.  in  area  at  the  first  story  and 
164  ft.  4  in.  by  309  ft.  8  in.  in  area  above;  OCCUPIED : 
sub-basement,  mechanical  plant,  etc.,  400  persons ;  basement, 
restaurant  and  showrooms,  600  persons;  1st  story,  restaurant 
and  showrooms,  500  persons ;  2nd  story,  restaurant  and  show¬ 
rooms,  500  persons ;  3rd  and  4th  stories,  stores,  400  persons 
per  story;  5th  story,  offices,  400  persons;  6th  to  20th  stories, 
inclusive,  offices,  320  persons  per  story;  21st  to  24th  stories, 
inclusive,  220  persons  per  story;  25th  to  29th  stories,  inclu¬ 
sive,  200  persons  per  story;  30th  to  65th  stories,  inclusive, 
160  persons,  per  story;  66th  to  80th  stories,  inclusive,  150 
persons ;  81st  to  83rd  stories,  inclusive,  100  persons  per 
story;  84th  and  85th  stories,  tank  and  machine  rooms;  and 
Whereas,  it  is  proposed  to  provide  the  building  with 
eight  banks  of  elevators,  arranged  in  serving  floors  as  fol¬ 
lows  :  each  three-car  group  under  the  law  must  be  divided 
into  two  enclosures,  containing  one  and  two  cars,  respectively  ; 
and 

Whereas,  the  appellant  contends  that  greater  safety  will 
be  attained  by  operating  the  three  cars  in  a  single  enclosure 
with  side  emergency  exits ;  and 

Whereas,  appellant  specifically  requests  permission  to 
omit  the  partitions  between  Elevator  No.  Dl  and  D2  and 
D6  and  D7,  E4  and  FR2  and  E8  and  FRl  and  G4  and  GS 
and  G9  and  GlO ;  and 

Whereas,  no  hoistway  or  elevator  shaft  is  connected  by 
corridor  or  passageway  to  the  boiler  room ;  and 

Whereas,  the  hoistways  affected  by  this  order  accommo¬ 
date  elevator  cars  in  which  there  are  no  floor  openings  in 
runs  of  five  to  six  stories;  and 
Whereas,  the  elevator  hoistways  are  laid  out  in  banks  of 
ten  cars  for  five-car  units,  thereby  resulting  in  single  car 
shafts,  if  strictly  complied  with. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 


ings  be  and  it  hereby  is  modified,  and  that  the  appeal 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  par 
tions  between  cars  Dl  and  D2;  D6  and  D7 ;  E4  and  FR 
F.8  and  FRl  ;  G4  and  G5,  and  G9  and  GlO,  on  conditi 
that  the  shafts  in  these  hoistways  shall  have  not  more  th 
three  cars  to  any  single  hoistway  unit,  and  that  the  i 
quirements  of  the  elevator  rules  and  code  of  ordinances  n<. 
in  affect  shall  be  complied  with  in  all  other  respects. 


256-30-A. 

APPELLANT- 


-Bvrne  &  Bowman,  for  H.  W.  G.  Cor. 


owner. 

SUBJECT— Appeal  from  orders  of  the  fire  commission. 
PREMISES  AFFECTED— 22-28  West  21st  street,  Mr- 
hat  tan. 

APPEARANCES—  .  # 

For  Appellant:  Louis  Resnick. 

For  Administration :  Inspector  Maher  of  fire  r- 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


Kenlon  . 5 

Negative  . 1 

Absent  . 1 


THE  RESOLUTION— 

(256-30-A) 

Whereas,  Byrne  &  Bowman,  for  H.  W.  G.  Corp.,  owr, 
filed,  April  11,  1930,  an  appeal  from  orders  of  the  fire  cc- 
missioner,  affecting  premises  22-28  West  21st  street,  B- 
ough  of  Manhattan ;  and  «  , 

Whereas,  the  orders  of  the  fire  commissioner,  dad 
March  21,  1930,  read:  Ej 

“Order  No.  72557-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  < 
bottom  of  said  tank  is  not  less  than  20'  above  < 
hose  outlet  in  the  highest  story,  Secs.  580-581,  Ch,i 
Code  of  Ordinances  &  Rule  91  of  the  Board  of  Stal 
ards  and  Appeals.” ; 

and 

‘ 'Order  No.  72556-F : 

“1.  Arrange  the  standpipe  system  to  conform  to  i 
requirements  of  the  Rules  of  the  Board  of  Stands! 
and  Appeals  and  comply  with  the  following  orders: 

“(a)  Provide  approved  pressure  reducing  valves,) 
pressure  reducers  to  reduce  the  pressure  to  not  rr 
than  50  lbs.  per  square  inch  at  standpipe  outlets'! 
stories.  J 

"(b)  Provide  adequate  heating  apparatus  for  sta 
pipe  tank  to  prevent  water  in  same  from  freezing. 

“(c)  Protect  all  standpipe  lines  that  are  not  loefc 
within  a  fire  resisting  enclosed  stairway,  with  eithc1 
covering  of  1"  asbestos;  expanded  metal  lath  vt 
34"  of  Portland  cement  plaster  or  by  a  tight  t 
pointed  enclosure  of  2"  terra  cotta  blocks. 

“(d)  Arrange  for  a  flow  pressure  test  of  not  less  1) 
50  lbs.  per  square  inch  at  the  top  floor  outlet  of  st;( 
pipe  system  in  the  presence  of  a  representative  oft 
Fire  Department.”; 

and  _  .  ] 

Whereas,  the  building  is  fireproof,  twelve  stories  s 
ft.)  in  height,  100  ft.  by  92  ft.  in  area;  OCCUPIED:! 
story,  store  and  showroom,  30  persons;  upper  stories,  te, 
•factories  (light  manufacturing),  approximately  20  pen 
per  story ;  and 

Whereas,  appellant  contends  that  the  building  is  equi 1 
with  a  standpipe  system ;  that  the  4-inch  standpipe  risi 
located  in  the  west  stair  hall  of  the  building  and  that 
svstem  is  supplied  from  a  5,000-gallon  capacity  gravity  ) 
( 3.500  gallons  reserved  for  standpipe)  located  10  ft.  ai 
the  hose  outlet  in  the  top  story ;  there  being  an  autor 
pump,  in  the  basement,  having  a  Capacity  of  65  gallons! 
minute,  feeding  the  gravity  tank  by  means  of  a  2-incul 
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ie ;  appellant  contends  that  there  is  installed  a  sprinkler 
stem  supplied  from  a  10,000-gallon  and,  also,  a  7,500- 
llon  tank;  these  tanks  being  supplied  by  an  automatic  65 
Hons  per  minute  pump  by  means  of  a  2J^-inch  fill  line, 
d  in  view  of  these  installations  requests  the  acceptance 
existing  conditions  as  to  the  standpipe  system ;  and 
Whereas,  the  building  is  equipped  with  an  approved  two- 
urce  wet  sprinkler  system  provided  with  an  independent 
',000-gallon  water  supply  and  pressure  tank  and  a 
aterflow  alarm. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
557-F,  be  and  it  hereby  is  modified,  and  that  the  appeal 
to  this  order  be  and  it  hereby  is  granted,  only  so  far  as  it 
ects  the  height  of  the  tank  with  relation  to  the  top  story 
tlet,  on  condition  that  there  shall  be  maintained  a  reserve  of 
t  less  than  2,500  gallons  for  standpipe  service;  that  the 
ilding  shall  be  not  increased  in  height  or  area,  so  long 
conditions  as  to  occupancy  and  use  remain  substantially 
changed,  and  that  the  order  of  the  fire  commissioner,  No. 
556-F,  be  and  it  hereby  is  affirmed,  and  the  appeal  as  to  this 
der  be  and  it  hereby  is  denied. 


BUILDING  ZONE  CASES. 

2-30-BZ. 

PBLICANT — William  A.  Lacerenza,  for  Paras  Holding 
Corp.,  owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

DEMISES  AFFECTED — 8918-8932  Fourth  avenue,  north¬ 
west  corner  of  90th  street,  Brooklyn. 
PPEARANCES — 

For  Applicant :  B.  R.  Leinhardt. 

For  Opposition:  Thilo  C.  Schulze  and  Superin¬ 
tendent  of  Buildings  Thomas  P.  Flanagan. 

■ZTION  OF  BOARD — Laid  over  to  July  1,  1930,  at  2 
p.  m.,  on  request  of  applicant. 


3-30-BZ. 

:>PLICANT — Sadye  Hydecker,  owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

DEMISES  AFFECTED — Northeast  corner  of  Allerton 
avenue  and  Eastchester  road,  The  Bronx. 
^PEARANCES — 

For  Applicant :  David  Kleinman. 

For  Opposition :  R.  E.  Freidus. 

?TION  OF  BOARD — 'Laid  over  to  July  1,  1930,  at  2 
p.  m.,  on  request  of  applicant’s  representative.  Final 
disposition. 


>-28-BZ. 

JPLICANT — Jacob  L.  Diamond,  for  Michael  Kalmowitz, 
owner. 

BJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  under  sections  7f  and  21,  previously  dis¬ 
missed  for  lack  of  prosecution — re  Application 
(order  of  the  fire  commissioner  and  decision  of  the 
superintendent  of  buildings),  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  maintenance  of  an  open  air 
garage  for  the  storage  of  more  than  five  motor 
vehicles  on  the  premises. 

DEMISES  AFFECTED — 236-240  West  50th  street,  Man¬ 
hattan. 

JPEARANCES — 

For  Applicant :  Jacob  L.  Diamond. 

For  Opposition:  B.  W.  Burger. 

-TION  OF  BOARD — Request  for  reopening  denied. 


THE  VOTE  TO  REOPEN— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  o 


525-29-BZ. 

APPLICANT — Herbert  L.  McCann,  for  Mrs.  Mary  E. 
McCann,  owner. 

SUBJECT— Application  for  reopening — modification — re 

Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 973-975  DeKalb  avenue  and  112 
Lewis  avenue,  northwest  corner,  Brooklyn 

APPEARANCES— 

For  Applicant:  Herbert  L.  McCann. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  for  reopening  denied. 

THE  VOTE  TO  REOPEN— 


Affirmative  .  o 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


1107-24-BZ  . 

APPLICANT — Dominick  Salvatti,  substituted  for  John  J. 
Carroll,  for  M.  Mary  Mariella,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  procure  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
to  permit  in  a  residence  district  the  alteration  and 
extension  of  a  building  to  be  used  for  business  pur¬ 
poses. 

PREMISES  AFFECTED— 181  Willoughby  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Dominick  Salvati. 

For  Opposition :  Ruby  Cannold,  Anna  Campbell  and 
Emma  R.  Southwell. 

ACTION  OF  BOARD — Request  for  reopening  denied 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Absent  .  0 


1051-27-BZ. 

APPLICANT— McCooey  &  Conroy,  substituted  for  William 
F.  Doyle,  for  Rutland  Parkway,  Inc.,  owner. 
SUBJECT — Application  for  reopening — modification — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 724-740  Ralph  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr.,  Louis  Jay 
and  Mr.  Eskind. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


175-30-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Ole  Jensen,  owner. 
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SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  ol  the 
building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 1221-1223  Forest  avenue,  north 
side,  81  ft.  west  of  Evergreen  avenue,  West  New 
Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Thomas  Nunley. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  ® 

Absent  .  0 


176-30-BZ. 

APPLICANT— Thomas  Nunley,  for  Virginia  Cutting, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 2298  Arthur  Kill  road,  south 

side,  169  ft.  east  of  Rossville  avenue,  Rossville, 

Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Thomas  Nunley. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  . 0 

Absent  .  0 


724-29-BZ. 

APPLICANT— Christopher  McGrath,  for  Beam  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1740  Edenwald  avenue,  north¬ 
east  corner  of  East  233rd  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Christopher  McGrath. 

For  Opposition:  Harry  H.  Chambers,  Louis  Milone 
and  Peter  Locurto. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle  and  Deputy  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(724-29-BZ) 

Whereas,  Christopher  McGrath,  for  Beam  Holding  Corp., 
owner,  filed,  December  12,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises  1740  Edenwald  avenue,  northeast  corner  of  East 
233rd  street,  Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  24,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 


zone  resolution  show  that  East  233rd  street  is  in  a  busin, 
district;  Edenwald  avenue,  north  of  a  point  100  ft.  noi 
of  233rd  street,  is  in  a  residence  district ;  Digney  aven 
north  of  a  point  100  ft.  north  of  233rd  street,  is  in  a  r< 
dence  district;  Boyd  avenue,  north  of  a  point  100  ft.  no* 
of  233rd  street,  is  in  a  residence  district,  and  Gunther  a 
nue,  north  of  a  point  100  ft.  north  of  233rd  street,  is  it  * 
residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  November  30,  1929,  reads : 

“1.  Erection  of  building  and  maintenance  of  premij 
in  business  district  for  occupancy  as  gasoline  seng 
station  is  contrary  to  provisions  of  Building  Zone  R« 
olution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  w  a 
a  frontage  of  160.15  ft.  on  East  233rd  street  and  125  ft.  a 
Edenwald  avenue  on  which  it  is  proposed  to  erect  a  o- 
story  office  building,  16  ft.  by  28  ft.,  and  install  the  nee- 
sary  tanks  and  pumps  and  greasing  pits  for  a  gasolt 
service  station ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  ■ 
titled  to  relief  under  section  21  of  the  building  zone  rest- 
tion  on  the  grounds  of  practical  difficulty  and  unnecessj 
hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  bu  • 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application < 
and  it  hereby  is  denied. 


565-29-BZ. 

APPLICANT — Morania  Sales  Co.,  for  Relton  Hold 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend! 

of  buildings),  under  sections  7g  and  21  of  i 
building  zone  resolution,  to  permit  in  a  business  <> 
trict  the  erection  and  maintenance  of  a  gaso  i 
service  station. 

PREMISES  AFFECTED— 226-02  to  226-08  Merrick  bon 
vard  and  134-11  226th  street,  southeast  corir 
Laurelton,  Borough  of  Queens.  i 

APPEARANCES— 

For  Applicant :  S.  E.  Levine,  J.  H.  O’Connell  < 
L.  K.  Dray. 

For  Opposition:  G.  M.  Bernknopf,  Mr.  Brady 
Paul  Green baum. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  _  I 

Affirmative:  Chairman  Walsh,  Commissioner 

Holland  and  Deputy  Chief  McElligott . 

Negative:  Commissioners  Connell  and  Guilfoyle 
Absent  . 

THE  RESOLUTION— 

(565-29-BZ) 

Whereas,  Morania  Sales  Co.,  for  Relton  Holding  Co 
owner,  filed,  September  16,  1929,  an  application,  under  .1 
building  zone  resolution,  to  permit  in  a  business  district  i 
erection  and  maintenance  of  a  gasoline  service  station ;  prr 
ises  226-02  to  226-08  Merrick  road  and  134-11  226th  sti; 
southeast  corner,  Laurelton,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  applicai) 
by  the  board  of  standards  and  appeals,  at  its  regular  rr? 
ing,  June  24,  1930,  after  due  notice  by  publication  ini 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buiL 
zone  resolution  show  that  Merrick  road  is  in  a  busifl 
district ;  226th  street  is  in  a  residence  district,  and  2'j 
street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildi; 
rendered  August  20,  1929  (Plan  No.  N.  B.  5744-29),  ret! 
“The  erection  of  a  gasoline  station  in  a  business  i 
trict  is  contrary  to  article  2,  section  4  of  the 
Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  ! 
ft.  by  100  ft.  on  which  it  is  proposed  to  erect  an  office! 
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by  20  ft.,  bury  six  550-gallon  tanks,  erect  two  grease 
<s  and  eiglit  pumps  for  the  puroose  of  conducting  a  gaso- 
service  station  within  a  business  use  district;  and 
v'hereas,  the  board  deemed  that  applicant  was  not  en- 
d  to  relief  under  section  21  on  the  grounds  of  unneces- 
•  hardship  and  practical  difficulties. 

'csolvcd,  that  the  decision  of  the  superintendent  of  build- 
>  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
ereby  is  denied. 


•30-BZ. 

PLICANT — J.  L.  Goldstone,  for  Dora  Harnett,  owner. 
BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7a  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
alteration  and  extension  of  an  existing  poultry 
slaughter  house. 

EMISES  AFFECTED — 425-431  Hegeman  avenue,  north 
side,  100  ft.  east  of  Louisiana  avenue,  Brooklyn. 
PEARANCES— 

For  Applicant :  J.  L.  Goldstone. 

For  Opposition :  None. 

TION  OF  BOARD — Application  granted  on  condition. 
E  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Deputy  Chief  Mc- 


Elligott  .  4 

Negative:  Commissioner  Guilfoyle .  1 

Absent  .  0 

E  RESOLUTION— 

(216-30-BZ) 


*  hereas,  J.  iL.  Goldstone,  for  Dora  Harnett,  owner, 
1,  March  27,  1930,  an  application,  under  the  building  zone 
ilution,  to  permit  in  a  business  district  the  alteration  and 
■nsion  of  an  existing  poultry  slaughter  house ;  premises 
431  Hegeman  avenue,  north  side,  100  ft.  east  of  Louisiana 
lue,  Borough  of  Brooklyn;  and 

/hereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
June  24,  1930,  after  due  notice  by  publication  in  the 
letin  of  the  Board  of  Standards  and  Appeals ;  and 
/hereas,  the  use  district  maps  accompanying  the  building 
i  resolution  show  that  Hegeman  avenue  is  in  a  business 
rict ;  Louisiana  avenue  is  in  a  business  district ;  Malta 
et  is  in  a  residence  district,  and  Linden  avenue  is  in  a 
ness  district;  and 

/hereas,  the  decision  of  the  superintendent  of  buildings, 
lered  March  26,  1930  (App.  No.  18109-1929),  reads: 

“Proposed  extension  to  a  poultry  market  and  slaughter¬ 
ing  establishment  is  contrary  to  Art.  II,  Sec.  4-a,  Build¬ 
ing  Zone  Resolution.  This  application  is  hereby  denied.”  ; 

/hereas,  the  existing  building  is  of  non-fireproof  con- 
ction,  one  story  in  height,  with  a  frontage  of  19  ft.  and 
t.  and  a  depth  of  54  ft.,  irregular ;  the  building  has  been 
•nded  7  ft.  by  21  ft.  in  area;  occupied  as  a  poultry 
ghter  house;  and 

/hereas,  the  order  affects  a  wall  on  the  interior  of  an 
l  yard,  housing  an  existing  poultry  slaughter  house, 
*ating  under  permit  of  the  department  of  health ;  and 
rHEREAS,  the  poultry  slaughter  house  had  been  damaged 
fire  and  the  then  owner  in  rebuilding  the  damaged  part 
nded  the  slaughter  house  wall  outwardly  on  the  interior 
tyard  6  ft.;  and 

/hereas,  on  filing  of  application  in  the  bureau  of  build- 
the  superintendent  could  not  within  his  authority  extend 
rohibitive  use;  and 

/hereas,  the  board  deems  that  to  deny  the  extension  of 
e  premises  for  not  more  than  6  ft.  within  the  interior 
1  space  would  be  a  hardship. 

csolvcd,  that  the  board  of  standards  and  appeals  does 
-by  make  a  variation  in  the  application  of  the  use  de¬ 
regulations  of  the  building  zone  resolution,  and  that  the 
ication  be  and  it  hereby  is  granted,  only  so  far  as  it 
cts  the  extension  of  a  prohibitive  use  under  the  building 


zone  regulations,  on  the  specific  condition  that  all  permits 
required  by  the  health  department  and  the  sanitary  code  and 
all  other  departments  having  jurisdiction  shall  be  obtained. 


652-28-BZ. 

APPLICAN  r — Bertram  G.  Eadie,  substituted  for  J.  J. 

.  Gloster,  for  Ethel  Samuels,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — West  side  of  Hylan  boulevard, 
142  ft.  north  of  Dongan  Hills  avenue,  Dongan  Hills, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Thomas  Nunley. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McEHigott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(652-28-BZ) 

Whereas,  J.  J.  Gloster,  for  Ethel  Samuels,  owner,  filed, 
August  3,  1928,  an  application,  under  the  building  zone 

resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  west 
side  of  Hylan  boulevard,  142  ft.  north  of  Dongan  Hills 
avenue,  Dongan  Hills,  Borough  of  Richmond;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  2,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hylan  boulevard  is  in  a  business 
district;  Dongan  Hills  avenue  is  in  a  business  district,  and 
Buel  avenue  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  31,  1928  (re  N.  B.  1504-28),  reads: 

“Your  application  N.  B.  1504-1928,  premises  West 
side  Hylan  Boulevard  142',  North  Dongan  Hills  Ave¬ 
nue, _  Dongan  Hills,  for  the  erection  of  a  gasoline  seliing 
station  is  hereby  disapproved,  being  contrary  to  the 
Zoning  Resolution.” ; 

and 

Whereas,  it  is  proposed  to  erect  a  non-fireproof  brick 
office,  20  ft.  by  20  ft.,  four  one-car  metal  garages,  two  grease 
racks,  bury  seven  550-gallon  gasoline  tanks,  erect  seven  gas 
pumps  and  two  oil  pumps  for  the  purpose  of  conducting  a 
gasoline  station  within  a  business  use  district  on  a  plot  with 
a  frontage  of  40.6  ft.  on  Hylan  boulevard  and  120.19  ft.  on 
Buel  avenue ;  and 

Whereas,  the  applicant  has  filed  more  than  66  per  cent 
consents  of  an  area  fixed  by  the  board  and  deemed  affected, 
and  no  objection  has  been  entered  by  any  affected  property 
owners ;  and 

Whereas,  the.  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  2,  1929,  on  certain  conditions,  and  applicant 
requests  an  extension  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  along  the  building  line  on  both 
street  fronts  a  concrete  curbing  not  less  than  12  in.  in  height 
above  grade;  that  no  gasoline  pumps  shall  be  located  within 
10  ft.  of  the  building  line;  that  the  exterior  of  any  structure 
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for  accessory  use  in  conjunction  with  the  conduct  of  the 
business  operated  on  the  premises  shall  be  finished  with 
enameled  brick,  with  roof  of  Spanish  tile ,  that  any  ad¬ 
vertising  displayed  shall  be  restricted  to  the  illuminating 
globes  of  the  gasoline  pumps  or  flat  wall  signs ,  that  all 
permits  required  shall  be  obtained  within  six  months  and 
all  work  involved  thereby  completed  within  nine  months 
from  the  date  of  this  action — June  24,  1930. 


976-25-BZ. 

APPLICANT— William 


F.  Doyle,  for  Harry  Strolowitz, 


owner.  .  . 

SUBJECT— Application  for  reopening— extension  of  time  to 
procure  permits  and  complete  work — -re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  7a,  7b  and  7e  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  erection 
of  an  additional  story  to  an  existing  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2094-2104  Union  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  ® 


THE  RESOLUTION— 

(976-25-BZ) 

Whereas,  William  F.  Doyle,  for  Harry  Strolowitz, 
owner,  filed,  September  21,  1925,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  of  an  additional  story  to  an  existing  garage 
for  the  storage  of  more  than  five  motor  vehicles;  premises 
2094-2104  Union  street,  Borough  of  Brooklyn and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  5,  1926,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Union  street  is  in  a  residence 
district;  Sutter  avenue  is  in  a  business  district,  and  Blake 
avenue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  15,  1925,  reads  : 

“l.  The  addition  of  another  story  to  an  existing  1 
story  garage  not  permitted  in  a  residential  district.  Zone 
Resolution;  Art.  2,  Sec.  3,  Sub.  6  (a).”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  and 
W  hereas,  the  board  concluded  that  applicant  s  basis  of 
appeal,  namely,  sections  7a  and  7b  of  the  building  zone 
resolution,  does  not  apply  in  this  case,  and  that  applicant 
was  not  entitled  to  relief  thereunder  ;  and 

Whereas,  the  application  was  denied  by  this  board  at  its 
meeting,  January  5,  1926 ;  and 

Whereas,  the  board  was  reversed  in  the  Special  Term  of 
the  Supreme  Court,  affirmed  in  the  Appellate  Division,  and 
application  has  been  remitted  to  the  board  by  the  order  of 
the  court  to  impose  such  conditions  as  will  safeguard  the 
adjoining  properties  as  provided  by  the  zoning  resolution; 
and 

Whereas,  this  application  was  acted  on  by  the  board  at 
its  meeting,  July  26,  1929,  and  a  time  limit  set  to  complete 
work,  and  applicant  requests  an  extension  of  this  time  limit. 

Resolved ,  that  the  building  erected  shall  not  exceed  in 
height  two  stories  above  grade  and  shall  be  constructed  fire¬ 


proof  throughout;  that  the  gable  walls  shall  be  unpierc 
throughout  their  entire  height  and  length;  that  any  ascendii 
ramp  incorporated  shall  set  back  from  the  building  line  n 
less  than  10  ft.  on  a  grade  with  the  sidewalk;  no  vehicul 
opening  to  exceed  a  clear  width  of  10  ft. ;  that  the  front  el 
vation  shall  be  finished  with  light-colored  face  brick  in  natui 
stone  or  architectural  terra  cotta  trim;  the  front  parap 
shall  be  not  less  than  5  ft.  above  the  roof  and  shall  be 
pediment  design;  that  any  advertising  displayed  shall  be  r 
stricted  to  one  electric  projecting  sign,  indicating  the  nai 
and  title  of  the  business  conducted  on  the  premises;  tl 
there  shall  be  no  portable  gasoline  tanks  maintained  on  t 
premises;  that  all  permits  required  shall  be  obtained  with 
three  months  and  all  work  involved  thereby  completed  witl 
nine  months  from  the  date  of  this  action — June  24,  1930. 


709-28-BZ. 

APPLICANT — William  Carter  Crane,  for  Estate  of  H< 
bert  C.  Pell,  owner. 

SUBJECT — Application  for  reopening — extension  of  tii 
to  procure  permits  and  complete  work — re  Appli< 
tion  (decision  of  the  superintendent  of  building; 
under  sections  7g  and  21  of  the  building  zone  r< 
olution,  to  permit  in  a  residence  district  the  er< 
tion  and  maintenance  of  an  apartment  house  w: 
stores  on  the  first  story. 

PREMISES  AFFECTED— 713-721  St.  Nicholas  avem 
southwest  corner  of  West  146th  street,  Manhatt; 
APPEARANCES— 

For  Applicant :  William  Carter  Crane  . 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  e- 
tended  to  obtain  permits  and  complete  work. 
THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 1 

Negative  . 1 

Absent  . * 

THE  RESOLUTION— 

(709-28-BZ) 

Whereas,  William  Carter  Crane,  for  Estate  of  Herb; 
C.  Pell,  owner,  filed,  August  29,  1928,  an  application,  unc 
the  building  zone  resolution,  to  permit  in  a  residence  d,- 
trict  the  erection  and  maintenance  of  an  apartment  hor. 
with  stores  on  the  first  story ;  premises  713-721  St.  Nichoi 
avenue,  southwest  corner  of  West  146th  street,  Boroin 

of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  ' 
the  board  of  standards  and  appeals,  at  its  regular  meetii, 
September  17,  1929,  after  due  notice  by  publication  in 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildij 
zone  resolution  show  that  West  145th  street  is  in  a  busin's 
district;  West  146th  street  is  in  a  residence  district,  and  • 
Nicholas  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildin, 
rendered  July  7,  1928,  reads: 

“1.  No  part  of  any  new  building  in  a  residence  cj* 
trict  may  be  used  for  business.  (Art.  2,  Sec.  3,  Zon? 
Resolution.)” ; 

and  #  .  | 

Whereas,  the  proposed  building  is  to  be  of  non-firepr<t 
'  construction,  five  stories  in  height,  with  a  frontage  of  99'- 
11  in.  on  St.  Nicholas  avenue  and  90  ft.  on  West  14 1 
street ;  to  be  occupied  as  an  apartment  house  with  stores  ' 
the  first  story ;  and 

Whereas,  half  of  the  street  front  in  the  same  intersect? 
block  is  already  occupied  and  designated  for  a  busins 
use;  and  I 

Whereas,  the  application  is  supported  by  overwhelm? 
consents  of  substantially  all  property  owners  immediaty 
affected;  and 
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Whereas,  there  has  been  installed  along  this  public  high¬ 
ly  a  subway  railroad,  the  board  deems  in  view  of  the 
rcumstances  and  change  in  the  surrounding  conditions,  it 
(mes  within  the  purview  of  section  21,  only  so  far  as  it 
j  ects  the  first  story ;  and 

AVhereas,  this  application  was  granted  by  the  board  Sep- 
inber  17,  1929,  on  certain  conditions,  and  applicant  re¬ 
vests  an  extension  of  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  application  of  the  use  district 
filiations  of  the  building  zone  resolution,  and  that  the 
’plication  be  and  it  hereby  is  granted,  only  so  far  as  it 
ects  the  first  story,  avenue  frontage,  incidental  to  the 
instruction,  maintenance  and  operation  of  a  five-story  tene- 
•nt  house  above,  for  a  depth  from  the  St.  Nicholas  avenue 
ilding  line  not  exceeding  53  ft.,  the  business  use  to  be 
:  tricted  to  retail  mercantile  stores  or  shops ;  that  the  store 
p  shall  be  separated  from  the  apartment  house  use  at  the 
sir  by  walls  of  approved  construction,  unpierced ;  that  there 
all  be  no  show  window  return  on  the  146th  street  front; 
:-it  all  advertising  shall  be  restricted  to  fixed  letters  on  the 
kte  glass  store  front;  that  there  shall  be  no  merchandise 
wares  exposed  on  the  sidewalks  outside  of  the  building; 
jit  all  permits  required  shall  be  obtained  within  nine  months 
:i  any  work  involved  shall  be  completed  within  eighteen 
>nths  from  the  date  of  this  action — June  24,  1930'. 

E29-BZ. 

’PLICANT — Robert  Tappan,  for  The  Cord  Meyer  Co., 

owner. 

IBJECT — Application  for  reopening— extension  of  time 
to  procure  permits— re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  7g  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district, 
the  alteration  and  extension  in  height  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

[lEIMISES  AFFECTED — 8801-8819  Roosevelt  avenue, 
north  side,  from  88th  to  89th  streets,  Elmhurst, 
Borough  of  Queens. 

5PEARANCES — 

For  Applicant :  Robert  Tappan. 

For  Opposition:  None. 

CTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

IE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell  and  Holland  and  Deputy  Chief  Mc- 


Elligott .  4 

Negative:  Commissioner  Guilfoyle .  1 

Absent  .  0 

IE  RESOLUTION— 

(328-29-BZ) 


vVhereas,  Robert  Tappan,  for  The  Cord  Meyer  Co., 
ner,  filed,  May  14,  1929,  an  application,  under  the  build- 
zone  resolution,  to  permit,  partly  in  a  business  district 
1  partly  in  a  residence  district,  the  alteration  and  exten- 
n  in  height  of  a  garage  for  the  storage  of  more  than  five 
.tor  vehicles;  premises  8801-8819  Roosevelt  avenue,  north 
e,  from  88th  to  89th  streets,  Elmhurst,  Borough  of 
eens ;  and 

‘Vhereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
J.ub'  16,  1929,  after  due  notice  by  publication  in  the 
lletin  of  the  Board  of  Standards  and  Appeals ;  and 
•Vhereas,  the  use  district  maps  accompanying  the  building 
le.  resolution  show  that  Roosevelt  avenue  is  in  a  business 
Jrict;  88th  street  is  in  a  residence  district,  and  89th  street 
•in  a  residence  district ;  and 

•Vhereas.  the  decision  of  the  superintendent  of  buildings, 
idered  May  15,  1929  (re  Plan  No.  Alt.  1738-29),  reads: 

“The  alteration  and  extension  of  a  public  garage  for 
more  than  five  cars  in  a  business  area  and  also  ex¬ 


tending  into  a  residence  area  is  contrary  to  Article  2 
of  the  Zone  Resolution.” ; 
and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  two  stories  in  height,  with  a  frontage  of  200  ft.  and 
a  depth  of  100  ft.;  occupied  as  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  it  is  proposed  to  add  two 
additional  stories  to  the  existing  structure  and  extend  the 
garage  use;  and 

Whereas,  this  application  is  supported  by  substantial  con¬ 
sents  in  excess  of  67  per  cent  of  the  owners  of  property 
deemed  to  be  affected  within  the  area  fixed  by  the  board; 
and 

Whereas,  there  are  approvals  filed  by  local  property 
owners,  financial  institution  and  realtors  in  support  of  this 
application  as  a  local  community  requirement;  and 

Whereas,  the  board  is  justified  under  section  719  of  the 
charter  and  section  7,  subdivision  c,  and  section  21  of  the 
building  zone  resolution,  to  grant  a  variation  in  appro¬ 
priate  cases,  and  deems  this  application  as  such;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  16,  1929,  on  certain  conditions,  and  applicant 
requests  an  extension  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make r  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  four  stories  above 
grade,  constructed  fireproof ;  that  the  addition  shall  be  fin¬ 
ished  on  the  exterior  exactly  in  accordance  with  the  existing 
design  as  to  material,  texture  and  color ;  that  the  first  story, 
street  front,  for  a  depth  of  not  less  than  25  ft.  on  Roose¬ 
velt  avenue,  88th  and  89th  streets,  shall  be  used  for  store 
purposes,  restricted  to  the  conduct  of  retail  mercantile  stores 
or  shops ;  that  there  shall  be  no  roof  sign  erected  or  dis¬ 
played  ;  that  there  shall  be  no  advertising  of  any  nature  or 
description  displayed  on  the  exterior  of  the  building  on  the 
88th  and  89th  street  fronts ;  that  any  advertising  display 
shall  be  restricted  to  the  plate  glass  show  windows  of  the 
store  fronts  on  the  Roosevelt  avenue  side  and  to  flat  wall 
signs,  and  there  shall  be  not  more  than  one  electric  sign  in¬ 
dicating  the  name  and  title  of  the  garage  conducted  on  the 
premises;  that  all  necessary  permits  shall  be  obtained  within 
three  months  and  the  work  completed  within  nine  months 
from  the  date  of  this  action — June  24,  1930. 


485-28-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Leon 
Naham,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  procure  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  sections  7e  and  21  of  the  building  zone  res¬ 
olution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3561-3567  White  Plains  road 
and  670  East  213th  street,  southwest  corner,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  J.  Munro. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(485-28-BZ) 

Whereas,  Hamill,  Weinberg  &  Munro,  substituted  for 
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Cohen  &  Siegel,  for  Leon  Naham,  owner,  filed,  May  25, 
1028,  an  application,  under  the  building  zone  resolution,  to 
permit,  partly  in  a  business  district  and  partly  in  a  residence 
district,  the  "erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  3561- 
3567  White  Plains  road  and  670  East  213th  street,  southwest 
corner,  Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  January  15,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of"  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  White  Plains  road  is  in  a  business 
district;  East  213th  street,  west  of  a  point  100  ft.  west  of 
White  Plains  road,  is  in  a  residence  district,  and  Willett 
avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  18,  1928  (re  N.  B.  830-28),  reads: 

“1.  Erection  of  garage  for  more  than  five  motor 
vehicles  partly  in  business  district  and  partly  in  residence 
district  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  two  stories  above  grade  on  White  Plains  road  and 
three  stories  above  grade  on  East  213th  street  in  height, 
with  a  frontage  of  100.10  ft.  on  White  Plains  road  and 
121.19  ft.  on  East  213th  street;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles  and  a 
motor  vehicle  repair  shop;  and  _  . 

Whereas,  the  documentary  proof  and  affidavits  on  file  in 
the  opinion  of  the  board  support  the  application  under 
section  7,  subdivision  e ;  and 

Whereas,  on  the  same  street,  between  the  same  inter¬ 
secting  streets,  there  exists  a  non-conforming  use;  and 

Whereas,  since  the  original  determination  by  the  board, 
granting  the  variation,  the  matter  has  been  in  the  review  of 
the  courts  on  writ  of  certiorari,  the  board  being  sustained ; 
and 

Whereas,  applicant,  under  date  of  June  14,  1930,  requests 
a  further  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  two  stories  above 
the  White  Plains  road  curb,  and  shall  be  constructed  fire¬ 
proof  throughout;  that  there  shall  be  not  more  than  one 
vehicular  entrance  on  the  East  213th  street  front,  this 
entrance  being  restricted  to  the  lower  story  level  service ; 
that  the  southerly  and  westerly  walls  shall  be  unpierced 
throughout  their  entire  height  and  length ;  that  the  extenor, 
of  the  walls  on  the  street  front  'shall  be  finished  with  light 
color  face  brick,  with  natural  stone  or  architectural  terra 
cotta  trim ;  that  there  shall  be  no  signs  or  advertising  display 
of  any  nature  or  description  on  the  East  213th  street  front; 
that  there  shall  be  no  sign,  other  than  one  electrical  pro¬ 
jecting  sign,  indicating  the  title  and  business  conducted  on 
the  premises  displayed  on  the  White  Plains  road  front ; 
that  any  skylights  installed  in  the  top  story  shall  be  located 
not  less  than  25  ft.  easterly  from  the  westerly  wall ;  that 
any  gasoline  storage  installed  shall  be  located  towards  the 
White  Plains  road  front  at  the  southerly  end  of  the 
structure;  that  the  facade  of  the  building  shall  be  designed 
substantially  in  accordance  with  the  drawings  submitted  in 
this  application,  and  that  the  architect  shall  make  a  return 
of  the  finished  drawings  for  approval  to  this  board  before 
submission  to  the  superintendent  of  buildings ;  that  all  per¬ 
mits  required  shall  be  obtained  within  nine  months  and 
that  all  work  involved  shall  be  completed  within  eighteen 
months  from  the  date  of  this  action — June  24,  1930. 


1192-27-BZ.  § 

APPLICANT — Michael  F.  Dee,  substituted  for  Henry! 

Burick,  for  Louis  Del  Gaudio,  owner. 
SUBJECT — Application  for  approval  of  plans  in  acc-j 
ance  with  resolution  adopted  by  the  board  on  ]\ 
6,  1930. 

PREMISES  AFFECTED— 1756-1764  Bushwick  ave , 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Engineer’s  report  adopted  i 
plans  approved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPRC: 
PLANS— 

Affirmative:  Chairman  Walsh,  Commissioner 
Connell,  Holland  and  Guilfoyle  and  Deput; 

Chief  McElligott . 

Negative  . 

Absent  . 


CASES  DISMISSED. 

Appeal  from  Administrative  Order. 

The  chairman  called  attention  to  the  following  case,  w 
notices  of  intention  to  appeal  were  offered  for  filing ; 
where,  despite  notices  from  this  office,  papers  have  not  i 
completed,  thus  tying  the  hands  of  the  administrative  off 
in  the  performance  of  his  duty : 

(143-30-A) 

Filed  February  26,  1930— Premises  60-68  South  street, 
120  Wall  street  and  95-99  Pine  street,  Manhai 
Decision  of  the  superintendent  of  buildings,  i 
pellant:  James  Kearney.  Dismissed  for  lack 
prosecution. 

THE  VOTE  TO  DISMISS—  . 

Affirmative:  Chairman  Walsh,  Commissioner 
Connell,  Holland  and  Guilfoyle  and  Deput 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

Whereas,  the  foregoing  appellant  has  filed  an  appeal 
the  board  of  standards  and  appeals  from  a  decision  of 
superintendent  of  buildings  affecting  the  premises  in  < 
tion ;  and 

Whereas,  the  appellant  has  failed  to  complete  his  p;j 
though  duly  notified  to  do  so.  _  ' 

Resolved,  that  the  foregoing  appeal  be  and  it  here! 
dismissed  for  lack  of  prosecution. 


Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  a 
where  notices  of  intention  to  appeal  were  offered  for  fi 
but  where,  despite  notices  from  this  office,  papers  have 
been  completed,  thus  tying  the  hands  of  the  administr 
officials  in  the  performance  of  their  duty  :  j.  I 

(430-29-BZ)  i 

Filed  June  26,  1929— Premises  23-06  37th  street  (El 
avenue),  southwest  corner  of  23rd  avenue  ( P, 
avenue),  Long  Island  City,  Borough  of  Qi; 
Decision  of  the  superintendent  of  buildings, 
plicant :  Daniel  Campbell,  Jr.  Dismissed  for: 
of  prosecution. 


(499-29-BZ) 

Filed  July  26,  1929— Premises  248-48  Nassau  boulei 
south  side,  38  ft.  west  of  Marathon  parkway, 
Neck,  Borough  of  Queens.  Decision  of  the  sup 
tendent  of  buildings.  Applicant :  Daniel  Cam: 
Jr.  Dismissed  for  lack  of  prosecution. 


(85-30-BZ) 

Filed  February  4.  19.30—  Premises  1315-1321  55th  s\ 
north  side,  73  ft.  8  in.  east  of  New  Utrecht  av 
Brooklyn.  Decision  of  the  superintendent  of  I 
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ings.  Applicant:  James  J.  Millman,  Inc.  Dismissed 
for  lack  of  prosecution. 


( 190-30-BZ) 

d  March  17,  1930 — Premises  41-43  Elliot  place,  north¬ 
west  corner  of  Walton  avenue,  The  Bronx.  De¬ 
cision  of  the  superintendent  of  buildings.  Applicant : 
Charles  Joseph.  Dismissed  for  lack  of  prosecution. 
E  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 
Chief  McEUigott .  5 


Negative  .  g 

Absent  .  g 

THE  RESOLUTION— 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  standards  and  appeals  applications,  under  the  build¬ 
ing  zone  resolution,  affecting  the  premises  in  question;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers  though  duly  notified  to  do  so. 

Resolved ,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  24,  1930. 

resent:  Chairman  Walsh,  Commissioners  Connell,  Hol- 
1  and  Guilfoyle  and  Deputy  Chief  McEUigott. 


PETITIONS  FOR  VARIATIONS. 

o-S. 

TITIONER — Philip  J.  Sinnott,  for  Peter  J.  Carey  & 
Sons,  Inc.,  owner. 

3JECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

EMISES  AFFECTED — 97-103  Horatio  street,  Manhat¬ 
tan. 

PEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

LION  OF  BOARD — Laid  over  to  July  15,  1930,  at  2 
p.  m.,  on  written  request  of  petitioner. 

30-S. 

HTIONER — Frederick  W.  Mayes,  for  B.  H.  Janssen, 
owner. 

3JECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

-MISES  AFFECTED — 82-90  Brown  place  and  491-497 
East  132nd  street,  northeast  corner,  The  Bronx. 

3EARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

HON  OF  BOARD — Laid  over  to  July  15,  1930,  at  2 
p.  m.,  on  written  request  of  petitioner. 

30-S. 

'ITIONER — Glidden  Buick  Corp.,  owner. 

3JECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

'-MISES  AFFECTED — 3261-3275  Broadway,  COO  West 
132nd  street  and  601  West  131st  street,  Manhattan. 

JEARANCES — 

For  Petitioner :  George  Martin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ION  OF  BOARD — Laid  over  to  July  15,  1930,  at  2 
p.  m.,  on  request  of  petitioner. 


30-S. 

ITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Watt  &  Sinclair,  owners. 


SUBJECT  Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 31-29  12th  street,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— None. 

AC  I  ION  OF  BOARD — Petition  withdrawn 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McEUigott . ....  5 

Negative  . ’  ’  ”  q 

Absent  .  g 


312-30-S. 

PETITIONER  Herbert  J.  Ivrapp,  for  Shubert  Theatre 
Corp.,  owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 633-635  Greenwich  street  and 

A PPEA RAN C^S-— NoneL1'  "°r'heaSt  C°rn<;r'  Manhate"' 

ACTION  OF  BOARD — Petition  withdrawn 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McEUigott . .  5 

Negative  .  g 

Absent  . ’  ’  "  g 


156-30-S. 

PETITIONER— Vierengel  Realty  Corp.,  owner. 
SUBJECT  Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 360-368  Troutman  street 
Brooklyn. 

APPEARANCES— 

For  Petitioner :  Harry  Vierengel. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  g 

Negative:  Chairman  Walsh,  Commissioners  Con¬ 
nell.  Holland  and  Guilfoyle  and  Deputy  Chief 

McEUigott . : . ;... .  5 

Absent  . [  g 

THE  RESOLUTION— 

(156-30-S) 

Whereas,  Vierengel  Realty  Corp.,  owner,  filed,  March  3, 
1930,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner 
affecting  premises  360-368  Troutman  street,  Borough  of 
Brooklyn;  and 
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Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  13,  1930  (Order  No.  70575-LD),  reads: 

“1.  Arrange  iron  bars  on  windows  on  north,  east, 
west  and  south  sides  of  building,  so  as  to  be  readi  \ 
movable  or  removable  from  both  sides  in  such  a  manner 
as  to  afford  the  free  and  unobstructed  use  of  such  win¬ 
dows  for  the  purposes  of  egress,  as  per  Section  *i2  ot 
the  Labor  Law.”; 

^Whereas,  the  building  is  non-fireproof,  one  story  in  height, 
100  ft  by  97  ft.  in  area;  OCCUPIED  for  the  manufacture 
"  envelope  machinery,  20  persons:  EXITS:  five  doors  at 
front  of  building  leading  to  street  and  a  door  at  the  easter  > 
and,  also,  a  door  at  the  westerly  rear  of  the  building,  leading 
to  side  courts,  thence  through  garages,  at  front  of  lot,  to 

^Whereas,  there  are  six  windows  in  the  north  wall,  eight 
windows  in  the  south  wall,  eight  windows  in  the  west  wall 
and  nine  windows  in  the  east  wall  of  the  building  co\ered 

with  iron  bars;  and  ,  ,  ,,  r„ 

Whereas  petitioner  contends  that  the  barred  windows 
are  necessar’y  in  order  to  protect  the  premises  from  theft, 
and  contends,  _  further,  that  the  building  is  adequately  pro¬ 
vided  with  exits.  „  .  .  ,  j 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereby  is 

denied. 


203-30-S.  _  ,  „ 

PETITIONER — John  J.  Gilmartin,  for  Frank  Clancy, 


“  ‘Discontinue  the  use  of  the  above  premises  for  fat 
tory  purposes  occupied  in  violation  of  Sec.  270  of  th 
Labor  Law.  Defects  noted  as  follows: 

“  ‘A.  No  secondary  means  of  egress  provided  froi 
the  2nd  story.’  ” ;  fe 

and  ...  .  . 

Whereas,  the  building  is  non-fireproof,  two  stories  i 
height,  25  ft.  by  86.20  ft.  in  area;  there  being  opening 
(protected  on  both  sides  of  wall  by  fire  doors)  in  the  nort 
wall  of  the  building  leading  to  premises  to  north;  OCCl 
PIED:  1st  story,  machine  shop,  10  persons;  2nd  stor 
office  and  machine  shop,  16  persons;  EXI 1  S :  an  interit 
fireproof  stairway,  extending  from  the  first  to  second  stor 
enclosed  in  fireproof  partitions,  with  fireproof  doors  at  opei 

ings ;  and  f 

Whereas,  petitioner  contends  that  at  the  rear  of  ti  t 
second  story  there  is  a  door  leading  to  the  roof  of  the  on 
story  building  to  the  north  and  proposes  to  provide  at  tl 
12th  street  front  of  roof  of  said  adjoining  building  to  nor  R 
a  balcony  with  drop  ladder  in  guides  leading  to  street.  i 
Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  requirements  of  the  label- 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  co 
dition  that  an  iron  balcony  shall  be  provided  at  the  souther 
end  of  the  11th  street  front  at  the  second  story,  with  dr«;f 
ladder  in  guides,  and  that  the  second  story  shall  not 
extended  in  height  or  area,  so  long  as  conditions  as  to  occ 
pancy  and  use  remain  substantially  unchanged.  ^ 

-  ■ 


owner.  .  .  , 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 38-61  11th  street,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Petitioner :  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment.  . 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE —  .  .  ,  _ 

Affirmative:  Chairman  W  al  sh ,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McEUigott . 

Negative  .  n 

Absent  . 


171-30-S. 

PETITIONER— United  Real  Estate  Owners  Associatic 
for  Samuel  Greenberg,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  ord 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 13-15  Lispenard  street,  Ma 
hattan. 

APPEARANCES— 

For  Petitioner:  Peter  H.  Brandt. 

For  Administration :  Inspector  Maher  of  fire  c 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE—  .  .  1 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McEUigott . 

Negative  . 

Absent  . 


THE  RESOLUTION— 


(203-30-S) 


THE  RESOLUTION— 


Whereas,  John  J.  Gilmartin,  for  Frank  Clancy,  owner, 
filed  March  19,  1930,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  38-61 
11th  street,  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
August  6,  1929  (Order  No.  610S0-LD),  reads:  _ 

“1.  Discontinue  the  use  of  the  above  premises  tor 
factory  purposes  occupied  in  violation  of  Sec.  270  of  the 
Labor  Law. 

“Defects  noted  as  follows: 

"A.  No  secondary  means  of  egress  provided  from 
2nd  story.” ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  19,  1930,  reads : 

“In  response  to  your  request,  I  regret  to  inform  you 
that  the  Fire  Commissioner  will  not  rescind  any  order 
and  reissue  the  same  order  so  that  you  may  make  3- our 
appeal  within  the  20  days  time  limit. 

“However,  I  have  been  informed  that  the  Board  of 
Appeals  will  accept  a  letter  from  this  department  as  a 
basis  for  an  appeal,  and  I  am  forwarding  this  letter 
which  will  certify  to  the  fact  that  order  61080-LD  was 
issued  against  the  premises  on  August  6,  1929,  reading . 


(171-30-S) 


Whereas,  United  Real  Estate  Owners  Association, 
Samuel  Greenberg,  owner,  filed,  March  10,  1930,  a  petit  i 
for  a  variation  from  the  requirements  of  the  labor  law, ' 
cited  in  an  order  and  a  decision  of  the  fire  commission 
affecting  premises  13-15  Lispenard  street,  Borough  of  Ml 

hattan ;  and  #  c 

Whereas,  the  order  of  the  fire  commissioner,  dated  b 
tember  21,  1929  (Order  No.  62746-LD),  reads: 

“Inspection  shows  the  following  to  be  necessary 
make  the  above  premises  comply  with  the  requireme 
of  the  Labor  Law: 

“1.  Extend  the  interior  stairway  at  the  east  side 
building  to  the  roof,  as  per  Section  271  of  the  Lai 
Law.” ; 

and  .  .  , 

Whereas,  the  decision  of  the  fire  commissioner,  rende 

March  6,  1930,  reads: 

“Re:  Premises  13-15  Lispenard  St.,  Borough  of  M 
hattan.  .  , 

“Replying  to  your  letter  of  March  6,  1930,  in  wh 
you  ask  for  rescindment  of  Order  No.  62746-LD, 
quiring  the  stairway  to  be  extended  to  the  roof,  for 
reason  that  the  present  conditions  were  included  in  i 
Plan  No.  214-20  of  the  Bureau  of  Buildings,  you 
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advised  that  your  request  for  rescindment  must  be 
denied.” ; 

1 

vVherkas,  the  building  is  non- fireproof,  five  stories  in 
ght,  49  ft.  10J4  in.  by  95  ft.  in  area;  OCCUPIED:  1st 
ry,  store  and  restaurant,  25  persons;  upper  stories,  manu- 
:ture  of  dolls ;  2nd  story,  8  persons ;  3rd  story,  6  per¬ 
is :  4th  story,  4  persons;  5th  story,  11  persons; 
JUIPPED  with  a  fire  alarm  signal  system;  EXITS:  an 
erior  wood  stairway,  extending  from  the  first  story  to 

•  story,  enclosed  in  metal  lath  and  cement  plaster  parti- 
ns,  with  fireproof  doors  at  openings ;  a  fire  escape  on 
:  front  of  the  building,  having  fireproof  openings  along 
:  course  thereof,  extending  from  the  top  story  to  the 
ond  story  balcony,  with  EGRESS  from  the  termination 
the  fire  escape  by  means  of  drop  ladder  to  street;  ROOFS 
adjoining  buildings:  to  west,  12  ft.  higher;  to  east,  same 
el ;  and 

.Vhereas,  petitioner  contends  that  there  is  located  in  the 

•  story  an  iron  ladder  leading  to  a  scuttle  in  the  roof  of 
premises,  and  requests,  in  view  of  the  small  occupancy 

tbe  building,  the  acceptance  of  existing  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
•eby  make  a  variation  in  the  requirements  of  the  labor 
i,  and  that  the  petition  be  and  it  hereby  is  granted  on 
udition  that  a  fixed  double-rung  iron  ladder  shall  be  pro- 
ed  within  the  top  story  hall  enclosure  to  a  scuttle  in  the 
►f,  and  granted  so  long  as  conditions  as  to  occupancy 
1  use  shall  remain  unchanged  and  the  building  shall  be 
increased  in  height  or  area. 


-30-S. 

'.TITIONER — Joseph  Mitchell,  for  Louis  Schrag,  owner. 
'BJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  superintendent  of  buildings. 
DEMISES  AFFECTED — 149  West  21st  street,  Man¬ 
hattan. 

•PEARANCES— 


For  Petitioner:  Joseph  Mitchell  and  Louis  Schrag. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

1TION  OF  BOARD — Petition  granted  on  condition. 

IE  VOTE— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


IE  RESOLUTION— 

(234-30-S) 


Vhereas,  Joseph  Mitchell,  for  Louis  Schrag,  owner, 
d,  April  1,  1930,  a  potation  for  a  varjation  from  the 
uirements  of  the  labor  law,  as  cited  in  an  order  and  a 
ision  of  the  superintendent  of  buildings,  affecting  prem- 
»  149  West  21st  street,  Borough  of  Manhattan;  and 
Vhereas,  the  order  of  the  superintendent  of  buildings, 
ed  March  17,  1930  (Order  No.  1320-1930),  reads: 

‘‘In  that  of  changing  occupancy  of  building  from 
dwelling  to  business  without  obtaining  a  certificate  of 
occupancy. 

Present  Occupancy  Former  Occupancy 

Basement,  Store 

1st  floor,  Printing  Dwelling 

2nd  floor,  Machine  Shop 
3rd  floor,  Vacant 
4th  floor,  Vacant 

“You  are  hereby  directed  to  discontinue  the  use  of  the 
above  described  building  until  a  certificate  of  occupancy 
has  been  issued  by  the  Superintendent  of  Buildings. 
“You  are  hereby  directed  to  remove  the  violation 
[  forthwith.” ; 

[l 

Vhereas,  the  decision  of  the  superintendent  of  buildings, 
dered  April  22,  1929,  reads : 


“Before  a  certificate  of  occupancy  can  be  issued  for 
these  premises  the  following  objections  must  be  com¬ 
plied  with : 

“3.  No  fireproof  passage  from  foot  of  fire  escape  to 
Street.” ; 
and 

Whereas,  the  building  is  non-fireproof,  basement  and  four 
stories  (43  ft.)  in  height,  19  ft.  5  in.  by  50  ft.  in  area; 
OCCUPIED:  1st  story,  printing;  2nd  story,  machine  shop; 
3rd  and  4th  stories,  manufacture  of  clothing;  five  persons 
each  story;  EXITS:  an  interior  wooden  stairway,  extending 
from  the  first  story  to  roof,  enclosed  in  wood  lath  and  plaster 
partitions,  with  hardwood  doors  at  openings  along  the 
course  thereof,  extending  from  the  first  story  to  roof,  and 
stationary  iron  stairs  to  yard ;  no  legal  means  of  egress 
to  street ;  ROOFS  of  adjoining  buildings :  same  level  at 
east  and  west;  and 

\V  hereas,  the  petitioner  claims  the  building  in  question 
with  the  two  similar  buildings  adjoining  at  west  are  under 
the  same  ownership ;  that  the  yards  of  the  three  buildings 
are  open;  there  are  no  dividing  fences;  furthermore,  the  peti¬ 
tioner  contends  that  the  egress  may  be  had  through  the  base¬ 
ment  of  each  of  the  three  buildings  to  the  street ;  and 

Whereas,  there  is  an  open,  unoccupied  yard  embracing 
three  houses,  149,  151  and  153  West  21st  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  egress  from  the  termination  of  the 
rear  fire  escape,  on  condition  that  all  doors  opening  from  the 
yard  to  buildings  149,  151  and  153  West  21st  street  shall 
be  maintained  unlocked  and  unfastened  during  working 
hours,  on  condition  that  the  occuoancy  shall  not  exceed 
twenty-five  persons  above  the  first  story  and  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area,  and  that  a 
doorway,  unfastened,  shall  be  provided  in  the  fence  between 
the  rear  yard  of  153  and  155. 

225-30-S. 

PETITIONER — New  York  Tribune,  Inc.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 228-232  West  41st  street  and 

219-229  West  40th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Harold  L.  Cross,  Howard  Davies 
and  A.  H.  Burns. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(225-30-S) 

Whereas,  New  York  Tribune,  Inc.,  owner,  filed,  March 
29,  1930,  a  petition  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  228-232  West  41st  street 
and  219-229  West  40th  street,  BorougE  of  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  13,  1930,  reads : 

“In  reply  to  your  letter  of  March  7,  1930,  upon  re¬ 
examination  of  the  above  premises  we  find  that  the 
work  has  been  completed  according  to  law  except  that 
there  is  wood  flooring  in  the  linotype  room  on  the  fourth 
floor  of  the  old  section  of  the  building  which  is  unlawful 
for  the  reason  that  the  Labor  Law  forbids  wood  floor¬ 
ing  in  a  factory  building  which  exceeds  100  feet  in 
height.  (Section  264). 
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“As  this  Bureau  has  no  discretion  in  this  matter,  the 
wood  flooring  will  either  have  to  be  removed  or  the 
matter  will  have  to  be  taken  on  an  appeal  to  the  Board 
of  Standards  and  Appeals  which  has  authority  to  modify 
the  Labor  Law.”; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  (99  ft. 
1  y2  in.)  in  height  on  the  West  40th  street  front  and  twenty 
stories  (260  ft.  \l/2  in.)  in  height  on  the  West  41st  street 
front;  having  a  frontage  of  150  ft.  on  West  40th  street, 
80  ft.  on  West  41st  street  and  a  depth  of  197  ft.  6  in.; 
OCCUPIED  on  the  lower  ten  stories  by  petitioner  for 
publishing  a  newspaper:  1st  story,  mailing,  100  persons;  2nd 
and  3rd  stories,  presses,  190  persons;  4th  story,  composing 
(linotyping)  room,  160  persons;  5th  to  7th  stories,  offices, 
150  persons  per  story;  8th  to  10th  stories,  offices,  50  per¬ 
sons  per  story;  11th  to  20th  stories,  offices,  70  persons  per 
story ;  EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm 
signal  system ;  EXITS :  three  interior  fireproof  stairways, 
extending  from  the  first  story  to  roof,  enclosed  in  fireproof 
partitions,  with  fireproof  doors  at  openings ;  and 

Whereas,  there  is  a  wood  flooring  on  the  West  40th 
street  front  of  the  fourth  story  of  the  building;  said  wood 
flooring  being  approximately  85  ft.  by  115  ft.  in  area  and 
constructed  of  13/l6-inch  maple  on  2-inch  planking  upon 
3  inches  of  concrete  and  y2  inch  of  tar  and  sand  which  is 
laid  on  the  9p2-inch  concrete  floor  slab;  and 

Whereas,  petitioner  contends  that  the  wood  flooring  was 
provided  to  alleviate  the  condition  of  standing  on  a  concrete 
floor ;  and 

Whereas,  the  objection  is  brought  about  by  the  connect¬ 
ing  of  the  existing  seven-story  building  with  the  erection 
of  the  twenty-story  addition  connecting  on  the  next  street ; 
and 

Whereas,  this  condition  exists  on  but  one  floor  of  the 
seven-story  premises. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  wood  floor  construction  shall  not  be  ex¬ 
tended  and  shall  be  confined  to  the  area  as  described  on  the 
floor  plan,  of  85  ft.  by  115  ft.,  limited  to  the  composing 
room ;  that  the  floor  construction  or  finished  floor  shall  be 
of  hard-faced  maple  fastened  directly  to  2-inch  planking, 
which  shall  be  laid  directly  on  cement  concrete,  and  that 
there  shall  be  no  air  spaces  between  the  plank  wood  floor 
foundation  and  the  concrete  arch,  on  condition  that  the  re¬ 
quirements  of  the  labor  law  shall  be  complied  with  in  all 
other  respects,  and  that  the  building  construction  shall  comply 
with  the  labor  law  in  all  other  respects. 


208-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Samuel  Bloch,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 412-416  East  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative;  .  0 

Absent  .  o 


THE  RESOLUTION— 

(208-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Samuel  Bloch,  owner,  filed,  March  21,  1930,  a  peti¬ 


tion  for  a  variation  from  the  requirements  of  the  labor  1, 
as  cited  in  an  order  and  a  decision  of  the  fire  commission 
affecting  premises  412-416  East  23rd  ^street,  Borough  | 
Manhattan ;  and  V  j 

Whereas,  the  order  of  the  fire  commissioner,  dated  ] 
cember  2,  1929  (Order  No.  66469-LD),  reads: 

“1.  Arrange  the  fire  escape  at  front  of  build 
serving  as  a  required  means  of  egress  so  that  same  \ 
conform  to  Section  274  of  the  Labor  Law  and  the  Ri 
of  the  Board  of  Standards  and  Appeals. 

“(e)  No  sate  egress  from  termination  of  fire  esc 
to  Street.” ; 

Whereas,  the  decision  of  the  fire  commissioner  reads 
CITY  OF  NEW  YORK 
FIRE  DEPARTMENT 

March  14,  193( 

“Re;  Premises  412-416  East  23rd  Street,  Borough 
Manhattan. 

“Gentlemen : — 

“This  will  reply  to  your  letter  of  March  10,  19 
in  which  you  state  you  have  been  retained  by  the  own 
of  premises  to  appeal  from  Order  No.  66469-LD, 
the  Board  of  Standards  and  Appeals  refused  to  acc 
the  case  due  to  the  fact  that  more  than  20  days  h 
elapsed  since  the  issuance  of  the  order,  requesting  t 
we  rescind  this  order  and  reissue  same  of  a  later  d; 

“Your  request  to  rescind  and  reissue  order  No.  664 
LD  must  be  denied. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION,  , 

“BY  (S)  Peter  C.  Spence,  Chief.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav 
a  frontage  of  66  ft.  and  a  depth  of  98  ft.  9  in.;  there  i 
three  buildings  on  the  front  of  the  lot  and  a  building,  i 
one  in  question,  on  the  rear  of  the  lot;  this  building  be 
connected  on  the  first  story  to  a  building  on  the  front 
the  lot;  the  building  in  question  is  non-fireproof,  f< 
stories  in  height,  66  ft.  by  25  ft.  in  area;  OCCUPIED:  | 
story,  wood  turning,  4  persons ;  upper  stories,  carper' 
shop;  5  persons  above  first  story;  EXITS:  an  interior  w<i 
stairway,  extending  from  the  top  to  first  story,  with  egr: 
through  passageway  through  building  on  front  of  lot  i 
street,  enclosed  in  wood  partitions  on  first  story  and  oi 
above;  there  being  fire  escape  balconies  on  the  third  ;i 
fourth  stories  of  rear  building;  and 

Whereas,  petitioner  proposes  to  provide  a  fire  escape  1 
cony  on  the  second  story,  connecting  60-degree  stairs  t 
tween  the  second,  third  and  fourth  story  balconies  al 
also,  a  60-degree  stair  leading  from  the  second  story  h 
cony  to  the  rear  yard;  the  proposed  egress  from  \ 
termination  of  this  stairs  to  be  through  a  fire-retar" 
passageway,  in  the  center  building  on  front  of  the  pi 
leading  to  the  street;  and  J: 

Whereas,  there  is  provided  from  the  rear  yard  to 
street  a  fire-resisting  unpierced  passageway. 

Resolved,  that  the  -board  of  standards  and  appeals  d 
hereby  make  a  variation  in  the  requirements  of  the  la 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  o 
so  far  as  it  affects  the  egress  from  the  termination  of 
front  fire  escape  on  the  rear  premises,  terminating  in 
interior  yard,  with  egress  therefrom  through  a  fire-resist 
unpierced  passageway  of  414  East  23rd  street  direct  to 
street  and  by  open  doorway  to  premises  416  East  2 
street,  with  egress  through  said  premises  to  the  street, 
long  as  conditions  as  to  operation  and  use  remain  unchan;' 
and  the  building  shall  not  be  increased  in  height  or  area 


77-25-SR. 

PETITIONER — John  J.  Dorman,  fire  commissioner. 
SUBJECT — Application  for  reopening — amendments  1 
Sprinkler  Rules. 
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’PEARANCES— 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  July  11,  1930,  at  10  a.  m. 

IE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

’-30- S  A. 

',TITIONER — Braden  Engineering,  Inc.,  for  Aurisy  Oil 
Burner  Co.,  Inc.,  owner. 

1B1ECT — Braden  Automatic  Fuel  Oil  Burner,  approval  of. 
’PEARANCES — 

For  Petitioner:  Harry  Aurisy. 

For  Administration :  None. 

'TION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


CASES  DISMISSED. 

Variations  of  the  Labor  Law. 

Hie  chairman  called  attention  to  the  following  cases, 
ere  notices  of  intention  to  petition  were  offered  for  filing ; 


but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
officials  in  the  performance  of  their  duty : 

(253-30-S) 

Filed  April  9,  1930 — Premises  145-17  Jamaica  avenue,  Ja¬ 
maica.  Borough  of  Queens.  Order  of  the  fire  com¬ 
missioner.  Petitioner:  Helen  W.  Seeley.  Dis¬ 
missed  for  lack  of  prosecution. 


(236-30-S) 

Filed  April  3,  1930 — Premises  1108  DeKalb  avenue,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Petitioner: 
Alexander  Reisenburger.  Dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


Whereas,  the  foregoing  petitioners  have  filed  with  the 
board  of  standards  and  appeals  petitions  from  orders  of  the 
fire  commissioner,  affecting  the  premises  in  question ;  and 
Whereas,  the  petitioners  have  failed  to  complete  their 
papers  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  petitions  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 

_ 

PROPOSED  AMENDMENTS  TO  SPRINKLER  RULES 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
1  be  held  by  the  board  of  standards  and  appeals  on 
iday,  July  11,  1930,  at  10  a.  m.,  Room  1013,  Municipal 
ilding,  on  proposed  amendments  to  Rule  52  of  Sprinkler 

les. 

Matter  in  italics  is  new. 

[77-25-SR] 

lule  5 2a.  Motion  picture  studios. 

1)  Sprinkler  systems  required  in  motion  picture  studios 
'll  comply  with  rule  2a  or  rule  2b. 

2)  The  spacing s  of  sprinkler  heads  on  lines  and  between 
’s  shall  be  as  required  in  Rule  16  for  joisted  construction ; 
•ept  that  in  dressing  rooms,  corridors  and  other  locations 
losed  in  fireproof  partitions  arid  not  containing  sound- 
•ofing  materials  or  motion  picture  film,  the  spacing  may  be 
ndard  for  the  existing  type  of  construction. 

3)  In  rooms  connected  with  the  studio  where  motion 
ture  film  is  handled  or  stored,  other  than  in  vaults  or 
•inets,  sprinkler  heads  shall  be  so  spaced  that  a  y2-mch 
inkier  shall  be  provided  for  each  64  square  feet  of  floor 
ce,  and  additional  sprinklers  shall  be  placed  under  benches 
l  racks  which  obstruct  the  distribution  from  sprinkler 
ds  at  the  ceiling. 

4)  In  studios  equipped  with  a  gridiron  or  its  equivalent 
omatic  sprinklers  shall  be  placed  bclozv  the  gridiron  as 


though  the  gridiron  were  a  floor,  in  addition  to  sprinklers 
installed  under  the  roof  or  ceiling  proper. 

(5)  In  studios  on  the  ground  floor  or  basement  levels, 
deluge  systems,  each  serving  sub-divisions  of  an  open  studio 
floor,  may  be  installed  (under  the  gridiron  if  there  is  one) 
in  lieu  of  the  standpipe  equipment  required  for  the  studio 
floor.  Such  systems  shall  have  open  sprinkler  heads  with 
spacing  of  heads  on  lines  and  between  lines  as  required  in 
Rule  16  for  Joisted  Construction.  No  sub-division  shall  re¬ 
quire  more  than  tzventy  l/2-inch  sprinkler  heads,  and  the  sys¬ 
tem  or  section  serving  each  sub-division  shall  have  a  man¬ 
ually  operated  quick-opening  control  valve  located  outside  of 
but  so  as  to  be  readily  accessible  for  operation  from  the 
studio  floor. 

(6)  Hollow  spaces  between  zvalls  of  motion  picture  studio 
building  and  inner  sound-proofing  zvalls  or  partitions  shall  be 
fully  protected  by  automatic  sprinklers  spaced  as  for  foisted 
construction  if  the  framing  or  the  sound-proofing  is  wholly 
or  in  part  of  combustible  materials. 

(7)  In  motion  picture  film  laboratories  and  in  motion  pic¬ 
ture.  film  exchanges  and  depots  the  following  sprinkler  pro¬ 
tection  shall  be  proznded : 

All  rooms  in  which  film  is  handled  shall  be  equipped  zinth 
automatic  sprinklers  in  the  ratio  of  one  head  to  at  least  each 
64  square  feet  zvith  heads  not  over  8  feet  apart  on  lines. 
This  provision  not  to  be  retroactive. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


f  applicants,  under  the  building  zone  resolution,  desire 
ties  of  Form  7NO,  for  notices  to  property  owhers,  such 
ms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7NO, 

•perly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  ar«  to 
be  supplied  by  mail. 
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Name  of  Burner  Calendar  No. 

♦A.  B.  C.  Oil  Burner. .  ........ . 

♦A.  B.  C.  Oil  Burner,  Type  H .  iSJJ'm’qa 

♦Aetna  Automatic  Oil  Burner .  ^oI'or'ca 

♦Aladdin  Oil  Burner . 

♦Alexander  Oil  Burner... .  inSuaaSA 

Anthony  Nebulyte  Oil  Burner .  1SJ’S’?A 

♦Arcoil  Heat  Machine. .  6  r'“  qA 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-SA 
♦Baker  Automatic  House  Heating  Burner....  1!*23-22-bA 
♦Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Automatic  Oil  Burner .  c  a 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-SA 

Ballard  Jr.  Oil  Burner...... . .  1176-23-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  ^li’fli'cA 

♦Ballard  Super  Domestic  Oil  Burner .  '|A 

♦Bayard  Domestic  Fuel  Oil  Burner . 

•Berggren  Oil  Burner . 

♦Bettendorf  Oil  Burner .  ‘31-28  b 

Burnwell  Mechanical  Burner .  ,1,1V 

•Caloroil  Burner-Type  A  A .  H'.VmSA 

♦Carborundum  Burner .  5  . 

♦Carter-Korth  .  iwIJlSa 

♦Century  Oil  Burner . •  s1o  *>q  qa 

♦Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Coen  Mechanical  Oil  Burner .  ,  ' 

♦Combustion  Fuel  Oil  Burner . .  A 

♦Combustion  Fuel  Oil  Burner,  Type  B .  f  'SA 

♦Commonwealth  Oil  Burner .  JoTm  §A 

Cornell  No.  1  Type  A  Oil  Burner .  EI'S'Ia 

Crescent  Oil  Burner......... .  ^23-28-bA 

♦Crown  Oil  Burner,  Type  XA .  ^-29-bA 

♦Crystal  Blue  Flame  Oil  Burner . 

Dahl  Mechanical  Fuel  Oil  Burner .  c  a 

♦Dahl  Vaporizing  Oil  Burner .  Sm’JJ’Ia 

♦Dist-o-matic  Oil  Burner .  22  m  ca 

♦Doherty  Oil  Burner  . 

♦Eisler  Automatic  Oil  Burner .  I™*  oI’Sa 

♦Electrol  Automatic  Oil  Burner .  *  7?  '^ 

Enco  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

♦Espo  Oil  Gas  Burner . 

♦Faultless  Oil  Burner .  22  m  ?A 

Fess  Turbine  Burner . . . .  •  •  •  •  26-22-bA 

Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 

q  i094“^7“Ot\ 

♦Foster  Oil  Burner..  . .  inlfiln  SA 

Frankfort  Type  P  Oil  Burner .  'SS’S’Ia 

♦Franklin  Domestic  Oil  Burner . 

Gem  Fuel  Oil  Burner .  ,1J1"«i"§A 

Gilbert  &  Barker  Fuel  Oil  Burner .  }52'm'ca 

♦Gill  Oil  Burner .  nil'll' cl 

♦Goodspeed  Automatic  Oil  Burner .  UT.tSa 

GRD  Fuel  Oil  Atomizer .  JS'oI’qa 

Hammel  Oil  Burner.... . • .  ^IS'JI’cA 

♦Hardinge  Oil  Burner  and  Pump  Set .  ca 

♦Hart  Automatic  Oil  Burner....... .  oa'07  CA 

Hauck  Venturi  Low  Pressure  Oil  Burner....  88-2 <-S A 

♦Heatiator  Oil  Burner . 

Holby  Oil  Burner .  «««  oq  §A 

♦Holby  Type  A  Fuel  Oil  Burner .  vj 

Holby  Type  B  Fuel  Oil  Burner .  ,22'mQA 

♦Homer  Domestic  Oil  Burner .  121  ‘ 

Induslo  Fuel  Oil  Burner  1-27 .  Kft5"«l'eA 

♦Improved  Kres-Kno  Oil  Burner .  c  a 

♦International  Oil  Burner . ••••••• . 

♦Johnson  Improved  Rotary  Fuel  Oil  Burner..  «  « 

Joyce  Oil  Burner .  22"2"Ia 

♦K.  F.  C.  Oil  Burner .  82'o4_ca 

♦Kleen  Heet  Oil  Burner .  . 

♦Kres-Kno  Oil  Burner .  ,2?‘5"ca 

Lawrence  May  Oil  Burner .  'SI’m’qa 

Liberty  Automatic  Heater .  3fr"«n  ca 

Lientz  Oil  Burner .  155-20-bA 

*  Used  mainly  in  domestic  installations. 


Name  of  Burner  Calendar  Nc 

Mahrvel  Low  Pressure  Burner .  859-26-Sj 

Marr  Oil  Heat  Machine .  765-26-Sii 

Maxon  Oil  Burner  (New  Style) .  1036-22-S; 

♦May  Oil  Burner .  68-24-S; 

♦Mayflower  Oil  Burner .  124-29-Si 

♦Mcllvane  .  544-29-Si 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-S/ 

♦Merco  Oil  Burner .  637-29-Si 

♦Model  “G”  Nokol  Burner .  801-28-Si 

♦Morrissey  Oil  Burner .  673-27-S. 

Morse  Conical  Type  Steam  Atomizing  Burner  93S-25-S/ 

Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-Si 

Morse  Fuel  Oil  Burner .  820-23-Sz 

♦Moussette  Oil  Burner .  887-26-Si 

National  Airoil  High  Pressure  Burner .  185-29-S. 

National  Airoil  Low  Pressure  Burner .  186-29-S. 

♦National  Rotary  Oil  Burner .  836-25-Si 

♦New  Process  Oil  Burner .  1071-27-S. 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-S 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-S 

♦Nokol  Automatic  Heater .  1078-24-Si 

North  American  Low  Pressure  Oil  Burner . .  792-26-Si 

♦Nu-Way  Oil  Burner .  773-28-S. 

♦Orr  Fuel  Oil  Burner .  113-26-Si 

♦Paramount  Oil  Burner .  1193-25-S. 

♦Pascoe  Oil  Burner  and  Pump  Set . . . 1029-26-S. 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner . ; .  161-26-S. 

Petro  Mechanical  Burner  and  Air  Register..  735-24-S 

♦Petro  Burner,  Model  0 .  78-28-S 

♦Piatt  Oil  Burning  Water  Heater .  737-29-S 

♦Pioneer  Automatic  Oil  Burner .  1259-27-S 

Burner  .  644-21-S 

♦Powerlight  Oilheat  Burner .  628-23-S 

Quinn  Oil  Burning  Equipment .  867-21-S 

♦Rayfield  Oil  Burner .  504-28-S 

Ray  Rotary  Fuel  Oil .  504-23-S 

♦Re-Ly-On  Oil  Burner .  745-26-S 

♦Remington  Oil  Burner . . . .  -  891-26-S 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  687-28-S 

♦Rickard  Oil  Burner .  1011-27-S 

Rockwell  Fuel  Oil  Burner .  341-21-S 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-S 

♦Richmond  Gravity  Fuel  Oil  Burner .  1193-22-S 

♦Schulse  Home  Oil  Burner .  1487-23-S 

♦Security  Oil  Burner .  56-2R-S 

♦Silent  Automatic  Oil  Burner .  458-26-S 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-S 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-S 

Steam  Oil  Burner .  183-22-S 

♦Stroud-in-the-Door  Burner .  129-27-S 

♦Stuhler  Oil  Burner .  618-27-S 

♦Summerheat  Oil  Burner .  581  -26-Si 

♦Sundstrand  Automatic  Oil  Burner .  755-26-S 

♦Sunflower  Model  S-l  Oil  Burner .  657-29-S 

Surface  Combustion  Low  Pressure  Burner..  92-23-S 
♦Sword  Automatic  Oil  Burner .  951-25-S 


♦Tabor  Automatic  Oil  Heaer,  Type  “D” . 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate-Jones  No.  6  Oil  Burner . 

♦Timken  Oil  Burner.  Model  20 . 

♦Timken  Rotary  Oil  Burner . . . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Rotary  Fuel  Oil  Burner... . 

Todd  Steam  Atomizing  Fuel  Oil  Burner.... 

♦Torridheat  Oil  Burner . 

♦Uni-Lec-Tric  Oil  Burner . 

♦United  States  Oil  Burner . 

♦Universal  Fuel  Oil  Burner . 

♦Vesta  Oil  Burner.... _ . 

♦Volcano  Automatic  Oil  Burner . 

♦Wavne  Oil  Burner  Pumo  and  Fan  Set . 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr . 

♦Winslow  Industrial  Burner . 

York  Automatic  Oil  Burner . 


778-28-S 
1254-24-S 
1444-23-S 
287-28-S, 
297-29-S 
1 525-22-S 
454-25-S, 
123-23-S 
63-28-S 
498-29-S 

620-28-S. 

6-24-S 
451-26-S 
556-29-S 
1  155-25-S, 

918-22- 
19-25- 
.  44-29- 
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RESERVE  CALENDAR 


484-26-SA — Protectoseal  Cover,  approval  of. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

>;-27-A — 39  Fifth  avenue,  Manhattan. 

>: -27-A — 13-16  Central  Park  West,  Manhattan. 

C-27-A — 20-28  West  72nd  street,  Manhattan. 

I.' 2 7- A — 242-248  West  76th  street,  Manhattan. 

)  -29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

122- SA — Crocker  Gas  Valve,  approval  of. 

522- SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
(22-SA — Anti-Syphon  Valve,  approval  of. 

3 22-S A— Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

422-SA — Coen  Oil  Burner,  approval  of. 

523- SA— Collin  Patent  Automatic  Gas  Cut-Off  Valvt, 

approval  of. 

2  23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
223-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
223-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

J23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

7  23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

123- SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 

of. 

)23-SA — “Automatic”  Deluge  Valve,  approval  of. 

123-SA — Automatic  Gas  Shut-Off,  approval  of. 

!23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

03-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

i'23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

•23-S A — Apex  Gas  Cut-Off  Valve,  approval  of. 

•  24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

'24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

•24-SA — Milnes  Oil  Burner,  approval  of. 

2J4-S A — Decker  Oxohydrogen  Oil  Burner,  approval  of. 
•24-SA — Salvo  Fire  Extinguisher,  approval  of. 

H4-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
04- S A — Smolensky  Check  Valve,  approval  of. 

•!5-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 

05-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-!o-SA — Koerting  Gear  Pump,  approval  of. 
f’o-SA — Palmer  Gravity  Lock,  approval  of. 

•!6-SA — Signal  Weatherproof  Bells,  approval  of. 

-I6-SA — Kork-n-Seal.  approval  of. 

!8-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 


890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 

187-27-SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 
328-27-SA — Holby  Oil  Burner,  approval  of. 

537-27-SA  Leader  Gas  Shut-Off  Valve,  approval  of. 
814-2 1 -SA  Elkhart  Flush  Type  Siamese,  approval  of 
935-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27 -S A — Romec  Rotary  Pump,  approval  of. 
1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

9j8-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

163-29-SA  Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

209- 29-SA— A  Diamond  “S”  2H-Inch  Angle  Globe  Water 

Hose  Valve,  150  lbs.  pressure,  approval  of. 

210- 29-SA  A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 

Water  hose  Valve,  aprpoval  of. 

380  29-SA  Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

510-29-SA— Hercules  Oil  Burner,  approval  of. 

535-29-SA: — Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

603-29- S A — Elecfromatic  Oil  Burner,  approval  of. 
715-29-SA— Super  Automatic  Oil  Heater,  approval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA — Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2K-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  ivill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


DOCKET. 

Cases  pending  December  31,  1929 . - 

Cases  filed  up  to  June  25,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


DISPOSITION  OF  CASES. 


392  Withdrawn  .  1 

Dismissed  .  ] 

Denied  .  i 

452  Granted  .  ,1 

Granted  on  condition .  !1 

Appliances  approved  . i 


27  Appliances  dismissed,  disapproved  or  withdrawn .  ■ 

Rules  approved .  ] 

Rules  disapproved  or  rescinded .  I 

Miscellaneous  Actions. 

110  Requests  to  reopen  granted .  J 

Requests  to  reopen  denied .  I 

11  Requests  to  amend  granted .  I 

Requests  to  amend  denied .  ] 

14  Requests  for  modification  granted .  ] 

Requests  for  modification  denied .  i 

0  Requests  to  rescind  granted .  I 

Requests  to  rescind  denied .  I 

43  Requests  for  extension  of  time  granted .  ! 

Requests  for  extension  of  time  denied . 

3  Requests  for  extension  of  permit  granted .  : 

Requests  for  extension  of  permit  denied .  I 

0  Requests  to  install  granted .  I 

Requests  to  install  denied .  I 

22  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted - . .  - 

Administrative  requests  denied  or  withdrawn .  ' 

0  Interpretations  . . . . . 

Requests  withdrawn  or  dismissed . 


Total 

Disposed  of 


1074  Total 

658 


Cases  pending  June  25,  1930 


416 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

first,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  i 
calendars  in  the  daily  press. 

fourth,  That  no  one  is  entitled  to  written  notice  of  i 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fai 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of 
cases  promptly,  for  the  reason  that  the  pendency  of  i 
appeal  or  petition  ties  the  hands  of  the  administrative 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  peti 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of 
appellant  or  petitioner  to  file  necessary  data,  or  by  i 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  i 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  p 
and  data  required  by  law  are  supplied,  as  specified  on 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THE  Bl' 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN 

Name . 


My  subscription  is  to  begin  with  the  issue  for 
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ft  A  F{  y  ^Manhattan. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 


Kity  of 


HOURS  FOR  CONSULTATION 
19 30  10  A-  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
li 1  £etween  the  hours  of  ten  in  the  morning  and  one  in 
-Wd.  ajjlernoon — Saturdays  excepted. 


fice — Municipal  Building,  Rooms  1001  to  1015. 
lephone — Worth  0184. 

fice  Hours — 9  a.  m.  to  4  p.  m.  Saturdays  9  a.  m.  to 

12  noon. 

'  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  July  1,  1930,  10  A.  M. 

Minutes  of  Regular  Meeting,  July  1,  1930,  2  P.  M. 

Notice  of  Public  Hearing — Proposed  Amendments 
to  Sprinkler  Rules. 

Second  Quarterly  Report. 

“Standpipe”  -  ‘‘Fireline”  Rules  Amendment. 

Reserve  Calendar. 

Progress  Report. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  ibe  called  in  Room  1013,  Tuesday,  July  8,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  July  15,  1930,  at  2  o’clock. 

The  Clerk's  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  for  Week  Ending  July  2,  1930. 


Cal.  No. 

Department.  Premises  Affected. 

462-30-A. . 

. F.D - 

. .  Pier  No.  2,  foot  of  Columbia 

st.,  Erie  Basin,  Bklyn., 

F-76455 

461-30-S. . . 

. F.D _ 

..521-531  W.  57th  st.,  Man., 

N.  B.  1078-30 

460-30-A . . 

. F.D _ 

.  .25-33  W.  45th  st.,  Man., 

F-75224 

459-30-6. .  . 

. F.D - 

.  .25-33  W.  45th  st.,  Man., 

L.  D.  75225 

458-30-BZ . 

. B.B.R.. 

..Southeast  corner  of  Hylan  blvd. 

&  Edsel  st.,  Grasmere,  Rich., 

N.  B.  558-30 

457-30-BZ . 

. B.B.R.. 

.  .  Southwest  corner  of  Hylan  blvd. 

&  Barclay  ave.,  Annadale, 
Rich.,  N.  B.  557-30 

456-30-BZ . 

. B.B.Bx. 

.  .2349  Andrews  ave.,  Bx., 

Alt.  184-30 

455-30-A . . . 

. F.D _ 

..783-785  Broadway,  Man., 

F-76358 

454-30- A . . . 

. B.B.B. . 

..2641-2645  Nostrand  ave.,  Bklyn., 

Permit  11381-29 

453-30-BZ. 

. B.B.B.. 

..510-520  Gates  ave.,  Bklyn., 

Applic.  5911-30 

P  D 

CODE. 

H  D 

. Health  Department 

B.B.B . 

B.B.M . 

B.B.Q . 

n  B.R . 

B  B.Bx . 

T.H.D . 

...Bureau  of  Buildings,  Brooklyn 
..Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings.  Queens 

.Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

....Tenement  House  Department 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  8,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

228-30-BZ 

APPLICANT — Robert  C.  Weissmantel,  owner. 

PREMISES— 89-93  130th  street,  east  side,  60  ft.  south  of 
89th  avenue;  89th  avenue  (No.  1  Willow  place), 
south  side,  100  ft.  east  of  130th  street,  Jamaica, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 

235-30-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Lime  Investing  Co., 
Inc.,  owner. 

PREMISES— Northeast  corner  of  White  Plains  road  and 
East  223rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  erection  and  maintenance  of 
an  extension  to  a  business  building. 

347-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karper, 
owner. 


PREMISES — 5202  19th  avenue,  southwest  corner  of  >| 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  a 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  ee 
sion  in  area  and  conversion  of  occupancy  otl 
first  story  of  an  existing  dwelling  from  resin 
to  business  use  (stores). 

274-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Ninety  1.1 
Street  Corp.,  owner. 

PREMISES — 86-90  Butler  street,  south  side,  250  ft.  a 
of  Smith  street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  buiii 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration u 
change  of  occupancy  from  a  garage  and  fa* 
building  to  a  garage  for  the  storage  of  more  u 
five  (5)  motor  vehicles. 

390-30-BZ. 

APPLICANT — Walter  C.  Martin,  for  Board  of  Educe 
City  of  New  York,  owner. 

PREMISES — 126-135  DeKalb  avenue,  1-59  Fort  Gs 
place  and  2-52  South  Elliott  place  (south  sk  i 
DeKalb  avenue,  from  Fort  Greene  place  to  h 
Elliott  place),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  r 
resolution, 

TO  PERMIT  in  a  one  and  one-half  times  height  dri 
the  setting  back  of  the  face  of  a  tower  front 
street  line  to  a  less  distance  than  required  ii 
the  zone  resolution. 


JULY  8,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

690-29-A — 232-236  East  40th  street,  Manhattan. 

377-30-A — 2641  Nostrand  avenue,  Brooklyn. 

241- 30-A — 200  ft.  north  of  Franklin  street,  between  l 

street  and  East  River,  Long  Island  1 
Borough  of  Queens. 

242- 30- A — Orchard  street,  Mill  street  and  Monson  s* 

Long  Island  City,  Borough  of  Quee. 

286-30-A— 207-213  West  49th  street  and  1613-1623  B:i 
way,  northwest  corner,  Manhattan. 

230-30- A — 1175  Richmond  terrace,  Livingston,  Boroug 
Richmond. 

240-30-Ai — East  side  of  Warded  street  and  East  L’< 
Long  Island  City,  Borough  of  Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  si 
ards  and  appeals  of  a  public  hearing  under  the  provi) 
of  the  building  zone  resolution,  Tuesday  morning,  Ju 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
the  following  matters : 

i 

cal.  no.  693-29-BZ — Application,  December  2,  1929,  il 
sections  7a,  7g  and  21  of  the  bui  i 
zone  resolution,  of  Charles  Forni 
applicant,  on  behalf  of  Mrs.  J1 
Whelan,  owner,  to  permit  in  a  resit  i 
district  the  extension  in  area  o| 
existing  garage  for  the  storage  of  i 
than  five  (5)  motor  vehicles;  preis 
3129-3131  Bailey  avenue,  west  < 
206.09  ft.  south  of  West  233rd  s* 
The  Bronx. 

cal.  no.  154-30-BZ — Application,  February  28,  1930, 

section  21  of  the  building  zone  rel 
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tion,  of  Rubcnstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  Vandee  Building  Co., 
Inc.,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
northwest  corner  of  Foch  boulevard  and 
Springfield  boulevard,  Queens  Hill 
Manor,  Borough  of  Queens. 

NO.  209-30-BZ — Application,  March  24,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to.  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 

,.  no.  264-30-BZ— Application,  April  15,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Erness  Reiss,  applicant  and  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  southwest  corner 
of  Foch  boulevard  and  Cross  Island 
boulevard,  St.  Albans,  Borough  of 
Queens. 

I 

!  N0-  227-30-BZ — Application,  March  31,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  G.  Medwin  Peek,  appli¬ 
cant,  on  behalf  of  The  Cord  Meyer  Co., 
owner,  to  permit  the  erection  in  a  resi¬ 
dence  district  of  a  proposed  extension 
to  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles 
located  in  a  business  district;  premises 
88-01  to  88-19  Roosevelt  avenue,  north 
side,  from  88th  to  89th  streets,  Elm¬ 
hurst,  Borough  of  Queens. 

NO.  952-28-BZ— Application,  December  13,  1928,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Richard  J.  Barry/ appli¬ 
cant,  on  behalf  of  Karl  W.  David, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a 
wet  wash  laundry  (previously  denied)  ; 
premises  94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JULY  8,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

i  30-A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

•30-A — 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 
Manhattan. 

3°-A — 141  West  42nd  street  and  138-142  West  43rd 
street,  Manhattan. 

'30-A — 1-7  Wall  street,  72-86  Broadway  and  l-ll  New 
street,  Manhattan. 

30-A— 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

Building  Zone  Applications. 

1TICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 


ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  8, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  731-29-BZ— Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

CAL.  NO.  158-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius.  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

cal.  no.  3-30-BZ— Application.  January  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Forrest  C.  Hirleman,  applicant,  on 
behalf  of  Ella  Booth,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  restaurant;  premises  2261  Loring 
place,  west  side,  100  ft.  north  of  West 
183rd  street,  The  Bronx. 

cal.  no.  212-30-BZ— Application,  March  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Maximilian  Zipkes,  applicant,  on  be¬ 
half  of  West  95th  Street  Corp.,  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  use  in  the 
first  story  of  a  tenement  house;  premises 
38  Fort  Washington  avenue,  northeast 
corner  of  West  160th  street,  Manhattan. 

cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro- Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 


cal.  no.  406-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 
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JULY  11,  1930,  10  A.  M. 

SPECIAL  MEETING. 
Rules. 

77-25-SR — Amendment  to  Sprinkler  Rules. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  15,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

837-28-BZ. 

APPLICANT — J.  Nelson  Cooper,  for  Hahn  Brothers  Fire- 
Proof  Warehouse,  Inc.,  owner. 

PREMISES— 120  West  107th  street,  Manhattan. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  one  and  one-half  times  height  district 
and  “B”  area  district  the  erection  and  maintenance 
of  the  street  wall  of  a  building  in  excess  of  the 
height  permitted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less  area  than 
required  under  the  zone  resolution. 

285-30-BZ. 

APPLICANT — Harold  G.  Dangler,  for  Peter  F.  Reilly, 
owner. 

PREMISES — 625-631  Bergen  street,  north  side,  115  ft. 
west  of  Vanderbilt  avenue,  Brooklyn. 

APPLICATION,  under  section  7e  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

289-30-BZ. 

APPLICANT — Hugo  E.  Magnuson,  for  Mayer  Leaventon, 
owner. 

PREMISES — 3059-3071  Ocean  avenue,  northeast  corner  of 
Voorhies  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

299- 30-BZ. 

APPLICANT — Murray  Klein,  for  Nathan  Adelman,  owner. 

PREMISES — 214  Humboldt  street,  east  side,  35  ft.  south 
of  Scholes  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  in  area  of  an  existing  poultry  slaughter 
house. 

300- 30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Louis  C.  Bock, 
owner. 

PREMISES — 169  East  87th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  occupancy  of  an  existing  stable  for  more 
than  five  (5)  horses  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

319-30-BZ. 

APPLICANT — Theodore  R.  Ridder,  for  Louis  Ridder, 
owner. 

PREMISES — 31-01  Newtown  avenue  and  28-25  31st  street, 
northeast  corner,  Long  Island  City,  Borough  of 
Queens. 


APPLICATION,  under  section  21  of  the  building  2,( 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m.i 
tenance  of  a  gasoline  service  station. 

321-30-BZ.  j 

APPLICANT — McCooey  &  Conroy,  for  Consolidated  A  > 
ciates,  Inc.,  owner. 

PREMISES — Northwest  corner  of  Union  Turnpike  < 
Parsons  boulevard,  Jamaica,  Borough  of  Que< 

APPLICATION,  under  section  21  of  the  building  21 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mi 
tenance  of  a  gasoline  service  station. 

170-30-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Haas  Realty  Co 
owner. 

PREMISES — 2018-2032  Stillwell  avenue  and  2551-2561  I: 
street,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  ji 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mi 
tenance  of  a  gasoline  service  station. 


JULY  15,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

248-30-A — 583-587  Broadway  and  154  Mercer  street,  M 
hattan. 

275-30- A— 528-560  East  118th  street  and  539-561  li 
117th  street,  Manhattan. 

262-30- A — 150-154  Kent  avenue,  Brooklyn. 

279- 30-A — 76-80  39th  street,  Brooklyn. 

280- 30- A — 15-25  Whitehall  street,  southeast  corner  of  S' 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  sti 

ards  and  appeals  of  a  public  hearing  under  the  provist 

of  the  building  zone  resolution,  Tuesday  morning,  July 

1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building: 

the  following  matters : 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopi 
January  28,  1930,  under  sections  7e  ' 
21  of  the  building  zone  resolution 
McCooey  &  Conroy,  applicants,  on- 
half  of  Parkway  Center  Building  C,| 
owner,  to  permit  in  a  business  dis 
the  erection  and  maintenance  0 
garage  for  the  storage  of  more  i 
five  (5)  motor  vehicles  (previo 
withdrawn)  ;  premises  822-838  East 
York  avenue,  south  side,  100  ft.  : 
of  Schenectady  avenue,  Brooklyn.  | 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  u( 
sections  7c  and  21  of  the  building  1 
resolution,  of  McCooey  &  Conroy, 
plicants,  on  behalf  of  Court  Sq 
Renting  and  Sales  Corp.,  owner,  to  f 
mit  the  extension,  from  an  unrestr:' 
district  into  a  business  district,  ( 
garage  for  the  storage  of  more  ; 
five  (5)  motor  vehicles;  premises  £ 
Boerum  place,  northeast  corner  ■ 
Pacific  street,  Brooklyn. 

cal.  no.  155-30-BZ — Application,  February  28,  1930,  ul 
section  21  of  the  building  zone  re: 
tion,  of  Rubenstein  &  Rosling,  a 
cants,  on  behalf  of  John  Siffe' 
owner,  to  permit  in  a  business  di$i 
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the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

l.  NO.  266-30-BZ — Application,  April  16,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  McGuinness,  applicant, 
on  behalf  of  Louis  Rosenzweig  and 
Morris  Rosenzweig,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  314-322  Dahill  road, 
southwest  corner  of  36th  street,  and 
3603-3607  loth  avenue,  Brooklyn. 

.  l.  no.  381-30-BZ — Application,  June  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  B.  Herts,  applicant,  on  behalf 
of  The  City  of  New  York,  Office  of 
the  President  of  the  Borough,  owner, 
to  permit  in  a  business  district  and,  also, 
a  “B”  area  district,  an  alteration  and 
the  erection  of  an  addition  to  a  public 
bath  building  and,  also,  the  omission 
of  the  rear  yard  required  under  the 
zone  resolution ;  premises  33-47  West 
134th  street,  Manhattan. 

l.  no.  260-24-BZ — Application,  February  19,  1924 ;  re¬ 
opened  June  10,  1930 — modification  of 
a  resolution  adopted  by  the  board  on 
May  6,  1924 — under  section  7a  of  the 
building  zone  resolution,  of  Frank  J. 
Schefcik,  applicant,  on  behalf  of  Sobol 
Holding  Corp.,  owner  (Sobel  Brothers, 
lessee),  to  permit  the  erection  of  an 
enclosure  for  grease  pits  (previously 
granted  by  the  board  for  a  gasoline  ser¬ 
vice  station,  also  parking  space  for  more 
than  five  (5)  motor  vehicles — residence 
district)  ;  premises  315-319  West  133rd 
street,  Manhattan. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


JULY  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

45-30- S — 236-238  Fifth  avenue,  Manhattan. 

51-30- S — 909-915  Faile  street  and  1166  Garrison  avenue, 
southwest  corner,  The  Bronx. 

23-30-S — 40  East  20th  street,  Manhattan. 

38-30-S — 605  East  187th  street,  The  Bronx. 

49-30-S — 28  East  22nd  street,  Manhattan. 

70-30-S — 133  West  28th  street,  Manhattan. 

73-30-S — 9  West  31st  street,  Manhattan. 

16-30-S — 1255-1261  Broadwav  880-882  Sixth  avenue  and 
57  West  31st  street,  Manhattan. 

16-30-S — 97-103  Horatio  street,  Manhattan. 

33-30-S — 82-90  Brown  place  and  491-497  East  132nd 
street,  northeast  corner,  The  Bronx. 

68-30-S — 3261-3275  Broadway,  600  West  132nd  street  and 
601  West  131st  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

14-30-SA — Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

20-30-SA — Victory  Oil  Burner,  approval  of. 

73-30-iSA — Gar  Wood  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  22,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

9-30-BZ. 

PPLICANT — Emil  Guterman,  for  Adam  Dietel,  owner. 


PREMISES — 222-14  95th  avenue  (Howell  avenue),  south 
side,  250  ft.  east  of  222nd  street,  Queens  Village, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  carpet  cleaning  plant. 

303- 30-BZ. 

APPLICANT — Homack  Construction  Corp.,  owner. 

PREMISES — 117-01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast  corner,  St. 
Albans,  Borough  of  Queens. 

APPLICAl  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

304- 30-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Katherine  Alberti, 
owner. 

PREMISES— 50  Downing  street  and  214-218  West  Houston 
street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


JULY  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

294-30- A — 247-253  West  19th  street,  Manhattan. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

452-30- A — 36-25  to  36-49  Newtown  Creek,  Long  Island 
City,  Borough  of  Queens. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  22, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  683-29-BZ — Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of  Richmond. 

cal.  no.  106-30-BZ — Application,  February  ll,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
bouevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

cal.  no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
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of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 


cal.  no.  201-30-BZ— Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
31st  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City, 
Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JULY  22,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  22, 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

cal.  no.  148-3D-BZ — Application,  February  26,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Joseph  Goldberg,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  southwest  corner 
of  Hylan  boulevard  and  Lincoln  avenue, 
Grant  City,  Borough  of  Richmond. 

cal.  no.  178-30-BZ— Application,  March  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Carroll,  applicant,  on  behalf 
of  Teresina  Grilli,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  31-33  Olive  place  and  2119-2123 
Atlantic  avenue,  northeast  corner, 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


SEPTEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administratwe  Orders. 

265-30-A — 225  Moore  street,  Long  Island  City,  Borough  o 
Queens. 

3 13-30- A — Southwest  corner  of  Palisade  avenue  and  Wes 
261st  street,  The  Bronx. 

342- 30- A — 146  Wooster  street,  Manhattan. 

343- 30-A — East  side  of  City  Island  avenue,  between  Bridg, 

and  Sutherland  avenues,  The  Bronx. 


SEPTEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

6-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

115-30-S — 410  Lafayette  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

263-30-S — 514-526  East  116th  street,  Manhattan 
332-30-S— 21-23  Grattan  street,  Brooklyn. 

149-30-S — 343-345  West  44th  street,  Manhattan. 

268- 30-S — 101-103  West  42nd  street  and  1101-1109  Sixth 

avenue,  northeast  corner,  Manhattan. 

269- 30-S— 735-739  East  9th  street,  Manhattan. 

349-30-S — 13-15  West  28th  street,  Manhattan. 


SEPTEMBER  16,  1930,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  123-30-BZ— Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion ;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  217-30-BZ— Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

HENRY  ,L.  CONNELL, 

T emporary  Chairman. 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

177-30- A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREB\  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
16,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  160-30-BZ — Application,  March  5,  1930,  under  sec- 
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tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station ;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

o.  259-30-BZ — Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 


resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution ; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


_ MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  l,  1930. 

ent:  Temporary  Chairman  Connell,  Commissioners 
d  and  Guilfoyle  and  Deputy  Chief  McElligott. 
j  minutes  of  the  regular  meeting  of  the  board  held  on 
y  morning,  June  24,  1930,  and  the  minutes  of  the 
I  meeting  of  the  board  held  on  Tuesday  afternoon, 
4,  1930,  were  approved  as  printed  in  Bulletin  No.  25, 


‘EALS  FROM  ADMINISTRATIVE  ORDERS. 
A. 

LLANT — iStaten  Island  Edison  Corp.,  owner. 

£CT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

IiSES  AFFECTED — 1175  Richmond  terrace,  Living¬ 
ston,  Borough  of  Richmond. 

ARANCBS— 

For  Appellant :  F.  D.  Campbell  and  E.  Lanlberson. 
:  For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

')N  OF  BOARD — iLaid  over  to  July  8,  1330,  at  10 
a.  m.,  on  request  of  appellant  to  take  matter  up 
with  fire  department. 

A. 

XANT — Tisdale  Lumber  Co.,  owner. 

XT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

ISBS  AFFECTED — East  side  of  Wardell  street  and 
East  River,  Long  Island  City,  Borough  of  Queens. 
\RANCES — 

For  Appellant :  Clinton  T.  Roe. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

I)N  OF  BOARD — Laid  over  to  July  8,  1930,  at  10 
a.  m.,  on  request  of  appellant’s  representative.  Final 
disposition. 

A. 

IXANT — Philip  J.  Sinnott,  for  Richfield  Oil  Corp., 

owner. 

[•CT — Request  for  preferential  hearing — re  Appeal 
L  from  a  decision  of  the  fire  commissioner. 
itSES  AFFECTED — 36-25  to  36-49  Newtown  Creek, 
j  Long  Island  City,  Borough  of  Queens. 
FRANCES— 

For  Appellant :  Philip  J.  Sinnott. 

I  N  OF  BOARD — Request  for  preferential  hearing 
f  granted  and  set  for  hearing  on  July  22,  1930,  at 

10  a.  m. 


THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . 0 

Absent  .  n 


164-30- A. 

APPELLANT — Thomas  Murcott,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 46-58  North  15th  street  and 
20-32  Wythe  avenue,  southwest  corner,  Brooklyn 

APPEARANCES— 

For  Appellant:  Thomas  Murcott,  Philip  G.  Tillion, 
C.  H.  McDowell  and  Frederick  E.  Jansen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . .  0 

Absent  .  *  0 

THE  RESOLUTION— 

(164-30-A) 

Whereas,  Thomas  Murcott,  owner,  filed,  March  7,  1930, 
an  appeal  from  a  decision  of  the  superintendent  of  buildings 
affecting  premises  46-58  North  15th  street  and  20-32  Wythe 
avenue,  southwest  corner,  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

This  building  is  not  a  fireproof  bldg,  and  exceeds 
10,000  square  feet  in  area;  therefore,  standpipe  system  is 
required  by  S.  581— 1-C  of  Building  Code.”; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  (36 
ft.  3  in.)  in  height,  115  ft.  by  120  ft.,  irregular  (approx¬ 
imately  13,000  sq.  ft.)  in  area;  OCCUPIED:  1st  story, 
manufacture  of  steel  products,  50  persons;  2nd  story,  bronze 
work,  40  persons ;  and 

Whereas,  appellant  proposes  to  provide  an  approved 
sprinkler  system  and,  in  view  of  this  installation,  requests 
the  omission  of  the  required  standpipe  system. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  a  2-inch  tap  shall  be 
made  to  the  existing  3-inch  house  supply  connection  to  city 
main  and  that  a  2j4-inch  standpipe  line  shall  be  installed 
in  both  stairway  enclosures,  cross-connected,  with  2^-inch 
outlets  on  each  floor,  with  100  ft.  of  hose  to  each  outlet, 
and  that  the  building  shall  be  not  increased  in  height  or 
area,  and  that  an  approved  sprinkler  system  be  installed  and 
maintained. 
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224-30- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Daniel  Richter,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 627-629  Broadway  and  196-198 
Mercer  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(224-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Daniel  Richter,  owner,  filed,  March  29,  1930,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  627-629  Broadway  and  196-198  Mercer  street,  Bor¬ 
ough  of  Mahnattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
15,  1930  (Order  No.  72375),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sections  580-581,  Ch.  5, 
Code  of  Ordinances,  and  Rule  91  of  the  Board  of 
Standards  and  Appeals.” ; 
and 

Whereas,  the  building  is  fireproof,  ten  stories  (148  ft. 
7)4  in.)  in  height,  50  ft.  1  in.  by  200  ft.  in  area;  OCCU¬ 
PIED  :  1st  story,  stores ;  upper  stories,  tenant  factories,  ap¬ 
proximately  45  persons  per  story;  EQUIPPED  with  a  two- 
source  sprinkler  system  with  gravity  and  pressure  tanks  and 
central  office  waterflow  alarm ;  there  being,  also,  installed 
a  standpipe  system  fed  from  a  4,300-gallon  steel  tank;  the 
bottom  of  the  tank  being  11  ft.  7  in.  above  one  outlet  and 
12  ft.  above  the  other  outlet  in  the  top  story;  and 

Whereas,  appellant  contends  that  if  the  tank  was  raised 
to  the  required  height  above  the  outlet  in  the  top  story,  the 
increase  in  pressure  would  be  slightly  over  three  pounds, 
and,  in  view  of  the  protection  afforded  by  the  sprinkler 
system  and,  also,  that  the  building  faces  on  two  street 
fronts,  requests  the  acceptance  of  existing  conditions  as  to 
the  location  of  the  standpipe  gravity  tank. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  two-source  wet  sprinkler  sys¬ 
tem,  with  central  office  waterflow  alarm  connection  to  fire 
department  be  maintained ;  that  said  sprinkler  system  shall  be 
satisfactory  to  the  fire  department ;  that  the  standpipe  sys¬ 
tem  shall  conform  with  the  rules  in  all  respects,  other  than 
the  height  of  tank  above  top  floor  outlets,  and  that  the  build¬ 
ing  shall  be  not  increased  in  height  or  area. 


BUILDING  ZONE  CASES. 

160-30-BZ. 

APPLICANT — James  J.  Millman,  for  Camen  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for.  the  storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

PREMISES  AFFECTED — 676-684  Warwick  street,  878- 
888  Livonia  avenue  and  719-729  New  Lots  avenue, 
Brooklyn. 


APPEARANCES— 

For  Applicant:  James  J.  Millman. 

For  Opposition:  Samuel  C.  Ashkenazy  and  Lot 
Ziff. 

ACTION  OF  BOARD — Laid  over  to  September  16,  19; 
at  2  p.  m.,  on  request  of  applicant. 


227-30-BZ. 

APPLICANT — G.  Medwin  Peek,  for  The  Cord  Meyer  C 
owner. 

SUBJECT — Application  (re  decision  of  the  superintende 
of  buildings),  under  sections  7g  and  21  of  i 
building  zone  resolution,  to  permit  the  erection,  in 
residence  district,  of  a  proposed  extension  to  ; 
existing  garage  for  the  storage  of  more  than  fi 
(5)  motor  vehicles  located  in  a  business  district 

PREMISES  AFFECTED— 88-01  to  88-19  Roosevelt  av 
nue,  north  side,  from  88th  to  89th  streets,  Elmhur;. 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  J.  Edward  Meyer. 

For  Opposition :  Edward  J.  Neary. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1930,  at 
a.  m.,  on  request  of  representative  for  opposition. 

259-30-BZ. 

APPLICANT — Frank  Paladino,  for  Gerosa  Paladino  Hoi 
ing  Corp.,  owner.  j 

SUBJECT — Application  (re  decision  of  the  superintende 
of  buildings),  under  sections  7e  and  21  of  tli 
building  zone  resolution,  to  permit  in  a  busine 
district  the  erection  and  maintenance  of  a  garaj 
for  the  storage  of  more  than  five  (5)  mot; 
vehicles  and,  also,  the  omission  of  the  rear  ya 
required  by  the  building  zone  resolution. 

PREMISES  AFFECTED — 2162-2238  Webster  avenue  an 
402-408  East  182nd  street,  southeast  corner,  T!i 
Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

For  Opposition:  Edward  Robinson,  Jr. 

ACTION  OF  BOARD — Laid  over  to  September  16,  19c 
at  2  p.  m.,  on  request  of  applicant. 


145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfel 
owner. 

SUBJECT — Application  (re  decision  of  the  superintende 
of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit  in  a  residence  district  the  ere 
tion  and  maintenance  of  a  residence  building,  tl! 
cellar  to  be  used  in  part  for  business  purposes. 

PREMISES  AFFECTED — .South  side  of  East  164th  stre< 
from  Walton  to  Gerard  avenues,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  writt<‘ 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


122-30-BZ. 

APPLICANT— George  J.  Lobenstein,  for  Margaret  Leonai 
and  Giovanna  Loschiavo,  owners. 

SUBJECT — Application  (re  decision  of  the  superintende: 
of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  gasoline  service  statio 

PREMISES  AFFECTED — Southwest  corner  of  Sherid: 
avenue  ( 163rd  avenue)  and  Jamaica  Bay  boulevai; 
(Woodhaven  avenue),  Shellbank  Basin,  Boroug 
of  Queens. 
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.PPEARANCES — 

For  Applicant:  Louis  H.  Pink,  Clifford  W.  Wentz 
and  Louis  Leonard. 

For  Opposition :  Louis  Jay  and  George  Andricos. 


.CTION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Deputy  Chief  Mc- 

Elligott .  3 

Absent  .  0 

HE  RESOLUTION— 

(122-30-BZ) 


Whereas,  George  J.  Lobenstein,  for  Margaret  Leonard 
d  Giovanna  Loschiavo,  owners,  filed,  February  17,  1930, 
i  application,  under  the  building  zone  resolution,  to  permit 
a  business  district  the  erection  and  maintenance  of  a 
isoline  service  station;  premises  southwest  corner  of  Sher- 
an  (163rd)  avenue  and  Jamaica  Bay  boulevard  (Wood- 
ven  avenue),  Shell  Bank  Basin,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
July  1,  1930,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
ne  resolution  show  that  Jamaica  Bay  boulevard  (Wood- 
wen  avenue)  is  in  a  business  district;  Sheridan  (163rd) 
enue  is  undetermined,  and  92nd  street  (Michigan  avenue) 
undetermined ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
xidered  January  28,  1930  (Plan  No.  429-1929),  reads: 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  the  zone  law,  see  article  2, 
section  4,  Building  Zone  Resolution.” ; 

;d 

Whereas,  the  premises  consist  of  a  plot  of  ground  96  ft. 
Is  in-  by  92  ft.  6j£  in.,  on  which  it  is  proposed  to  erect  an 
'ice,  20  ft.  by  15  ft.,  bury  four  550-gallon  tanks  and  erect 
:e  pumps  for  the  purpose  of  conducting  a  gasoline  service 
ntion  within  a  business  use  district;  and 
Whereas,  the  board  deems  that  applicant  did  not  substan¬ 
ce  his  basis  of  appeal  brought  under  section  21  of  the 
:'lding  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
's  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
thereby  is  denied. 


S7-30-BZ. 

’PLICANT — Richards,  Smyth  &  McGrath,  for  St. 
Albans-, Springfield  Corp.,  owner. 

:’BJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

EMISES  AFFECTED — Northeast  corner  of  Foch  boule¬ 
vard  and  Springfield  boulevard,  St.  Albans,  Bor¬ 


ough  of  Queens. 

!,PEARANCES — 

For  Applicant:  Edward  A.  Richards. 

!  TION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

■-E  RESOLUTION— 

(267-30-BZ) 


Whereas,  Richards,  Smyth  &  McGrath,  for  St.  Albans- 
>  ingfield  Corp.,  owner,  filed,  April  17,  1930,  an  application, 
er  the  building  zone  resolution,  to  permit  in  a  business 
rict  the  erection  and  maintenance  of  a  gasoline  service 
[  |on ;  premises  northeast  corner  of  Foch  boulevard  and 
ingfield  boulevard,  St.  Albans,  Borough  of  Queens ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
1?®.’  J.lI*y  ,L  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Foch  boulevard  is  in  a  business 
district;  Springfield  boulevard  is  in  a  business  district;  217th 
street  is  in  a  residence  district,  and  117th  road  is  in  a 
residence  district;  and 

\\  hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  12,  1930  (N.  B.  1633-30),  reads: 

1.  I  he  erection  or  creation  of  a  gasoline  service 
station  within  a  business  district  is  contrary  to  Article  2 
Section  4-a  46  of  the  Zone  Law.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Foch  boulevard  and  86.52  ft.  on 
Springfield  boulevard,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  25  ft.  by  30  ft.  in  area,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station  * 
and 

Whereas,  the  board  deems  that  section  7g  is  not  applicable 
for  a  gasoline  service  station  and  that  applicant  did  not 
substantiate  his  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution. 

,  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


746-29-BZ. 

APPLICANT— Charles  W.  Van  Keuren,  for  Leon  A. 
Zuckerman,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  in¬ 
stallation  and  maintenance  of  a  gasoline  service 
station. 


PREMISES  AFFEC  I  ED — 1993-1999  Eastchester  road  and 
1440-1442  Wilkinson  avenue,  southwest  corner,  The 
Bronx. 


APPEARANCES— 

For  Applicant:  Charles  W.  Van  Keuren. 
For  Opposition :  Edward  Gruneward. 
AC1ION  OF  BOARD — Application  denied. 
THE  VOTE  TO  GRANT— 


Affirmative  . 

Negative:  Temporary  Chairman  Connell,'  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  McElligott . . . 

Absent  . 


0 

4 

0 


THE  RESOLUTION— 

(746-29-BZ) 

V  hereas,  Charles  W.  Van  Keuren,  for  Leon  A.  Zucker- 
man  owner,  filed,  December  21,  1929,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  installation  and  maintenance  of  a  gasoline  service  sta¬ 
tion ;  premises  1993-1999  Eastchester  road  and  1440-1442 
Wilkinson  avenue,  southwest  corner,  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  1,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Stillwell  avenue,  west  side,  is  in 
a  business  district;  Stillwell  avenue,  east  side,  is  in  an 
unrestricted  district;  Eastchester  road,  west  side,  is  in  a 
business  district;  Eastchester  road,  east  side,  is  in  an  un- 
restircted  district,  and  Wilkinson  avenue  is  in  a  business  and 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  13,  1929  (N.  B.  811-29,  as  amended)’, 
reads : 

“1.  Erection  and  maintenance  of  a  gasoline  service 
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station  in  a  business  district  is  contrary  to  the  provisions 
of  the  Building  Zone  Resolution.”; 

and  _  .  .  , 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  37.79  ft.  on  Eastchester  road.  31.01  ft.  on 
Wilkinson  avenue  and  15  ft.  at  end,  on  which  it  is  proposed 
to  erect  an  office,  14  ft.  by  14  ft.  6  in.,  and  install  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1220-23-BZ. 

APPLICANT— Walter  D.  Wilkes,  for  Bennett  De  Beixe- 


don,  owner. 

SUBJECT— Application  for  reopening— extension  of  tem¬ 
porary  permit — re  Application  (order  of  the  fire 
commissioner),  under  section  7g  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  parking  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1090-1094  Gates  avenue.  Brook¬ 


lyn. 

APPEARANCES— 

For  Applicant:  Walter  D.  Wilkes. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  tem¬ 
porary  permit  extended. 

THE  VOTE’  TO  REOPEN  AND  EXTEND  TEMPO¬ 
RARY  PERMIT— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


4 

0 

0 


THE  RESOLUTION— 

(1220-23-BZ) 

Whereas,  Daniel  W.  Wilkes,  for  Bennett  De  Beixedon, 
owner,  filed,  October  25,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  maintenance  of  a  parking  space  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  1090-1094 
Gates  avenue,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  10, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gates  avenue  and  Broadway 
are  business  districts  and  Bushwick  avenue  is  a  residence 
district;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
16,  1923,  reads: 

“1.  Discontinue  the  storage  of  motor  vehicles  the 
fuel  storage  tanks  of  which  are  not  empty  in  the  un¬ 
enclosed  lots  *  *  ; 


and 

Whereas,  it  is  proposed  to  maintain  a  parking  space 
for  more  than  five  motor  vehicles  on  these  premises ;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  to  be  affected:  and 
Whereas,  this  application  was  granted  by  the  board  June 
10,  1924,  for  a  temporary  period  of  two  years,  and  June 
28,  1927,  and  June  5,  1928,  and  June  25,  1930,  for  a  tem¬ 
porary  period  of  one  year,  and  applicant  requests  an  exten¬ 
sion  of  the  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  a  temporary  permit  for  a 
period  of  one  year  from  July  1,  1930. 


47-28-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Adolph  Weg,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — Northeast  intersection  of  Bailey 
avenue  and  Bailey  place,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Samuel  Weinberger. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(47-28-BZ) 

Whereas,  John  J.  Dunnigan,  for  Adolph  Weg,  owner, 
filed,  January  18,  1928,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
northeast  intersection  of  Bailey  avenue  and  Bailey  place, 
Borough  of  The  Bronx ;  and  .  .  i 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  10,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bailey  avenue,  Bailey  place  and 
West  234th  street  are  all  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  18,  1928  (re  App.  N.  B.  2686-27),  reads:, 
“1.  Erection  of  building  and  maintenance  of  premises 
in  business  district  to  be  used  for  gasoline  selling  station 
is  contrary  to  provisions  of  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  157.5  ft.  on  Bailey  avenue,  123.52  ft.  on 
Bailey  place  and  a  distance  of  40.47  ft.  across  the  rear,  upon 
which  it  is  proposed  to  erect  a  one-story  office,  25  ft.  by  12 
ft.  in  area,  and  to  install  the  necessary  tanks  and  pumps  for 
a  gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  brought  under  section  21  of  the  building 
zone  resolution  in  that,  owing  to  the  irregular  shape  and 
contour  of  the  plot  and  the  steep  grade  on  Bailey  place,  the 
plot  would  be  hectically  unsuited  to  any  other  purpose  than 
that  of  a  gasoline  service  station;  and  _  i 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  10,  1928,  on  certain  conditions,  and  time  ex¬ 
tended  July  9,  1929,  and  present  owner  requests  a  further  ex- j 
tension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals,  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
building  erected  on  the  premises  shall  be  located  along  the 
northerly  boundary  line  of  the  plot ;  that  there  shall  be 
incorporated  at  the  souhtherly  end  of  the  plot  a  semi-circular 
concrete  platform  not  less  than  12  in.  above  the  mean 
grade  sidewalk  level;  that  anygasoline  pumps  installed 
shall  be  located  along  the  easterly  or  Baisley  place  property 
line  on  Bailey  avenue  grade;  that  a  concrete  curbing  not 
less  than  12  in.  in  height  above  the  grade  level  of.  Bailey 
avenue  shall  be  installed  and  not  more  than  two  driveways 
shall  be  installed  therein,  not  exceeding  a  width  of  10  ft. 
each ;  that  a  fence  of  substantial  construction  with  iron 
uprights  and  heavy  gauge  wire-  or  of  wrought-iron  con- 
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;  iction  shall  be  incorporated  along  the  Bailey  place  build- 
t  line,  not  less  than  6  ft.  6  in.  in  height;  that  there  shajl 
>  no  grease  racks  or  pit  service  incorporated  on  these 
i  mises ;  _  that  the  architect  shall  make  a  return  of  the 
luvnngs  in  accordance  with  the  foregoing  stipulations  for 
!  approval  of  this  board  before  submission  of  same  to 
I  building  superintendent  or  the  fire  department;  that  all 


permits  required  shall  be  obtained  within  six  months  from 
July  9,  1929,  and  any  work  involved  thereby  shall  be  com¬ 
pleted  within  thirty  days  from  July  9,  1930. 


Adjourned  1.30  p.  nr 


William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  1,  1930. 

■esent :  I  emporary  Chairman  Connell,  Commissioners 
and  and  Guilfoyle  and  Deputy  Chief  McElligott. 

PPEALS  FROM  ADMINISTRATIVE  ORDERS. 

30-A. 

PELL  ANT— Terminal  Warehouse  Co.,  owner. 

JJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

'  MISES  ^AFFECTED — 600-602  West  28th  street  and 
269-27o  11th  avenue,  southwest  corner,  Manhattan. 

-EARANCES— 

For  Appellant:  Harold  F.  Hopper. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ION  OF  BOARD — Laid  over  to  September  16,  1930, 


at  2  p.  m.,  on  request  of  appellant. 


10-A. 


’ELL ANT — Fiore  C.  Luongo,  owner. 

yECT  Appeal  from  a  decision  of  the  superintendent 


of  buildings. 

ISES  AFFECTED — 123  North  Portland  avenue, 
Brooklyn. 

EARANCES— 

;  For  Appellant :  A.  Luongo  and  W.  J.  D.  Didonato. 
For  Administration:  Inspector  Benjamin  Salzman 
of  bureau  of  buildings. 

ON  OF  BOARD — Appeal  withdrawn. 

VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . . . . .  4 

Negative  .  *  0 

Absent  .  0 


2ffi  193°,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises,  1<  84-1790  Broadway,  southeast  corner  of 
Vest  08th  street.  Borough  of  Manhattan;  and 

,  "F™*'***^  °f  the  fire  commissioner,  dated  March 

6,  1930  (Order  No.  71624-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot- 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  outlet 
m  the  highest  story.  Secs.  580-581,  Ch.  5,  Code  of 

Ordinances  &  Rule  91  of  the  Board  of  Standards  and 
Appeals.  ; 
and 

_  Whereas,  the  building  is  fireproof,  twenty-one  stories  (291 
tt.  in.)  in  height,  125  ft.  11^  in.  by  108  ft.  3/  jn 
irregular,  in  area;  OCCUPIED  for  office  purposes  not 
more  than  102  persons  on  a  story,  except  third  story,  with 
184  persons;  EQUIPPED  with  a  sprinkler  system,  also  a 
standpipe  system  fed  from  a  15,000-gallon  roof  tank  the 
bottom  of  which  is  14  ft.  7  in.  above  the  highest  outlet  at 
top  story;  the  roof  tank  is  also  connected  with  the  house 
supply  with  7,000  gallons  reserved  for  standpipe  lines;  and 
Whereas,  the  appellant  claims  the  building  is  provided 

olthua-L”eCesS^r,y,means  of  e&ress;  that  other  orders  against 
the  building  will  be  fully  complied  with;  furthermore,  the 
appellant  contends  that  the  amount  of  reserve  maintained  in 
roof  tank  for  standpipe  lines  is  double  the  legal  require¬ 
ment  and  the  existing  fire-extinguishing  equipment  is  ade¬ 
quate. 

.  Res°l~'ed,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  height  of  the  tank  above 
t  le  present  highest  outlet  which  is  indicated  on  the 
plans  as  14  7/10  ft.,  on  condition  that  the  standpipe  con¬ 
form  to  the  rules  in  all  other  respects;  that  in  the  present 
top  story  there  shall  -be  installed  sufficient  fire-fighting  ap¬ 
pliances  as  shall  be  directed  by  the  fire  commissioner;  that 
, e  'Present  top  story  shall  not  be  increased  in  area  and 
shall  be  confined  to  office  use  only. 


-A. 

[  LEANT — Lmited  States  Rubber  Co.,  owner. 
lECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

iHSES  AFFECTED — 1784-1790  Broadway,  southeast 
corner  of  West  58th  street,  Manhattan. 

■ARANCES— 

For  Appellant:  S.  J.  Rametta. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

-  BOARD— Appeal  granted  on  condition. 

"COTE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott . '  4 

Negative  . !  0 

Absent  .  0 

RESOLUTION— 

(215-30-A) 

’Reas,  United  States  Rubber  Co.,  owner,  filed,  March 


BUILDING  ZONE  CASES. 

952-28-BZ. 

APPLICANT— Richard  J.  Barry,  for  Karl  W  David 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  extension  in  area  of  a  wet  wash 
laundry  (previously  denied) 

PREMISES  AFFECTED— 94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Richmond  Hill’ 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  F.  Curtis. 

For  Opposition:  J.  J.  McCulloch  and  George  A 

_ _  Brown  for  superintendent  of  buildings 

ACTION  OF  BOARD — Laid  over  to  July  8,  1930,  at  10 
a.  m.,  for  applicant  to  file  plans,  etc. 


1 88-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner. 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  ot  the 
building  zone  resolution,  to  permit  the  extension, 
from  a  business  district  into  a  residence  district, 
of  a  proposed  business  use  (theatre). 

PREMISES  AFFECTED— 306  Steinway  avenue,  east  side, 
200  ft.  south  of  Jamaica  avenue,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES—  .  ^  ^  .  _  ,  0 

For  Applicant:  Michael  F.  Dee  and  Samuel  Sper- 

For  Opposition:  Bernard  J.  Ferguson  and  Joseph 
D.  Nunan,  Jr. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  ® 

Absent  .  ® 


182-30-BZ. 

APPLICANT— William  A.  Lacerenza,  for  Paras  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 8918-8932  Fourth  avenue,  north¬ 
west  corner  of  90th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Wall. 

For  Opposition :  Thilo  C.  Schulze. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

•  Negative  .  0 

Absent  .  ® 


118-30-BZ. 

APPLICANT— ,Sadye  Hydecker,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Northeast  corner  of  Allerton 
avenue  and  Eastchester  road,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Morris  Wagman. 

For  Opposition :  Ralph  E.  Freuidus  and  S.  Matlach. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(118-30-BZ) 

Whereas,  Sadye  Hydecker,  owner,  filed,  February  14, 

1930,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  northeast  corner  of 
Allerton  avenue  and  Eastchester  road,  Borough  of  The 

Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  1,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Allerton  avenue  is  in  a  business 


district;  Eastchester  road  is  in  a  business  district,  am 
Woodhull  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings  - 
rendered  January  29,  1930  (Application  N.  B.  1299-1929) 
reads :  , 

“1.  Erection  of  building  and  maintenance  of  premise 
in  business  district  for  occupancy  as  gasoline  service 
station  is  contrary  to  provisions  of  Building  Zon 
Resolution.” ; 

and  | 

Whereas,  the  premises  consist  of  a  plot  of  ground  50  ft 
by  100  ft.,  on  which  it  is  proposed  to  erect  an  office,  26  f 
6  in.  by  38  ft.,  irregular,  bury  five  550-gallon  tanks,  erec, 
five  pumps  and  two  grease  pits  for  the  purpose  of  con 
ducting  a  gasoline  service  station  within  a  business  us 
district ;  and 

Whereas,  the  board  deemed  that  applicant  failed  to  sut 
stantiate  his  basis  of  appeal  under  section  21  on  the  ground 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved ,  that  the  decision  of  the  superintendent  of  builc 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  t 
and  it  hereby  is  denied. 


165-30-BZ  . 

APPLICANT — William  Richter,  for  Mirdan  Realty  Cc 
owner. 

/SUBJECT— Application  (re  decision  of  the  superintends 
of  buildings),  under  sections  7a  and  21  of  tl 
building  zone  resolution,  to  permit  in  a  residence  u: 
and  “E”  area  district  the  erection  and  maintenani 
of  a  business  building  and,  also,  the  omission  c 
the  setback  from  the  building  line  as  required  ti 
the  building  zone  resolution.  J 

PREMISES  AFFECTED— 1602  Avenue  J  and  1001-KX 
East  16th  street,  southeast  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  Richter  and  Max  H.  Nev 
man. 

For  Opposition:  David  H.  M.  Weynberg.  > 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle . 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  Mc¬ 
Elligott  .  1 

Absent  . 

THE  RESOLUTION— 

(165-30-BZ)  j 

Whereas,  William  Richter,  for  Mirdan  Realty  Co.,  ownt, 
filed,  March  8,  1930,  an  application,  under  the  building  zo 
resolution,  to  permit  in  a  residence  use  and  “E”  area  d: 
trict  the  erection  and  maintenance  of  a  business  building  ar: 
also,  the  omission  of  the  setback  from  the  building  line 
required  by  the  building  zone  resolution ;  premises  1602  Av 
nue  J  and  1001-1009  East  16th  street,  southeast  corn*. 
Borough  of  Brooklyn;  and  _  , 

Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  board  of  standards  and  appeals,  at  its  regular  met 
ing,  July  1,  1930,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildi 
zone  resolution  show  that  Avenue  J,  east  of  East  if 
street,  is  in  an  “E”  area  district;  Avenue  J,  west  of  E: 
16th  street,  is  in  a  “C”  area  district;  East  16th  street,  e; 
side,  is  in  an  “E”  area  district;  East  16th  street,  w 
side,  is  in  a  “C”  area  district;  Avenue  J,  east  of  a  po 
100  ft.  east  of  East  15th  street,  is  in  a  residence  distru 
Avenue  J,  west  of  a  point  100  ft.  east  of  East  15th  stre 
is  in  a  business  district,  and  East  16th  street  is  in  a  re 
dence  district;  and  \ 

Whereas,  the  decision  of  the  superintendent  of  buildinj 
rendered  March  4,  1930  (Applic.  No.  2154-30),  reads: 
“1.  Proposition  contrary  to  Art.  II,  Sec.  3,  busirn 
use  in  a  residential  district. 

“2.  And  also  to  Art.  IV,  Sec.  15-d,  structure  to 
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built  without  a  setback  from  the  building  line,  as  re¬ 
quired  by  the  Zoning  Law  resolution  for  an  “E”  zone.” ; 

}1 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
:istruction,  two  stories  in  height,  with  a  frontage  of  20  ft. 
Avenue  J  and  76  ft.  2  in.  on  East  16th  street ;  to  be 
upied  as  a  business  building;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en- 
:  ed  to  relief  on  the  grounds  of  practical  difficulties  and 
lecessarv  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
;s  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
il  it  hereby  is  denied. 


APPROVAL  OF  PLANS. 


SUBJECT — Approval  of  plans  in  accordance  with  resolution 
adopted  by  the  board  under  date  of  April  1,  1930. 
PREMISES  AFFECTED — 8915  Myrtle  avenue  and  8248 
Woodhaven  boulevard,  northwest  corner,  Glendale, 
Borough  of  Queens. 

APPEARANCES— None. 


ACTION  OF  BOARD — Temporary  chairman  read  engi¬ 
neer’s  report ;  engineer’s  report  adopted  and  plans 
approved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
PLANS— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  o 


,  -29-BZ. 

"PLICANT — Hamill,  Weinberg  &  Munro,  for  Barnet  L. 
Davidson,  Barnet  Weiner,  Samuel  Levick  and  Louis 
Schacter,  owners. 


Adjourned  5.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 

PROPOSED  AMENDMENTS  TO  SPRINKLER  RULES 


I0TICE  IS  HEREBY  GIVEN  that  a  public  hearing 
d  be  held  by  the  board  of  standards  and  appeals  on 
'day,  July  11,  1930,  at  10  a.  m.,  Room  1013,  Municipal 
Mding,  on  proposed  amendments  to  Rule  52  of  Sprinkler 

tes. 

Matter  in  italics  is  new. 

[77-25-SR] 

'ule  52 a.  Motion  picture  studios. 

1)  Sprinkler  systems  required  in  motion  picture  studios 
17  comply  with  rule  2a  or  rule  2b. 

2)  The  spacings  of  sprinkler  heads  on  lines  and  betzveen 
is  shall  be  as  required  in  Rule  16  for  foisted  construction; 
:'?pt  that  in  dressing  rooms,  corridors  and  other  locations 
Posed  in  fireproof  partitions  and  not  containing  sound - 
nfing  materials  or  motion  picture  film,  the  spacing  may  be 
1  dard  for  the  existing  type  of  construction. 

3)  In  rooms  connected  with  the  studio  zvliere  motion 
'wire  film  is  handled  or  stored,  other  than  in  vaults  or 
:'nets,  sprinkler  heads  shall  be  so  spaced  that  a  y>-inch 
fnkler  shall  be  proznded  for  each  64  square  feet  of  floor 
l  e,  and  additional  sprinklers  shall  be  placed  under  benches 
i  racks  which  obstruct  the  distribution  from  sprinkler 
ds  at  the  ceiling. 

t)  In  studios  equipped  with  a  gridiron  or  its  equivalent 
rmatic  sprinklers  shall  be  placed  below  the  gridiron  as 


though  the  gridiron  were  a  floor,  in  addition  to  sprinklers 
installed  under  the  roof  or  ceiling  proper. 

(5)  In  studios  on  the  ground  floor  or  basement  levels, 
deluge  systems each  serving  sub-divisions  of  an  open  studio 
floor,  may  be  installed  ( under  the  gridiron  if  there  is  one) 
in  lieu  of  the  standpipe  equipment  required  for  the  studio 
floor.  Such  systems  shall  have  open  sprinkler  heads  with 
spacing  of  heads  on  lines  and  betzveen  lines  as  required  in 
Rule  16  for  Joisted  Construction.  No  sub-division  shall  re¬ 
quire  more  than  twenty  y2-inch  sprinkler  heads,  and  the  sys¬ 
tem  or  section  serving  each  sub-division  shall  have  a  man¬ 
ually  operated  quick-opening  control  valve  located  outside  of 
but  so  as  to  be  readily  accessible  for  operation  from  the 
studio  floor. 

(6)  Hollow  spaces  betzveen  zvalls  of  motion  picture  studio 
budding  and  inner  sound-proofing  zvalls  or  partitions  shall  be 
fully  protected  by  automatic  sprinklers  spaced  as  for  joisted 
construction  if  the  framing  or  the  sound-proofing  is  wholly 
or  in  part  of  combustible  materials. 

(7)  In  motion  picture  film  laboratories  and  in  motion  pic¬ 
ture  film  exchanges  and  depots  the  following  sprinkler  pro¬ 
tection  shall  be  proznded : 

All  rooms  in  which  film  is  handled  shall  be  equipped  zvitli 
automatic  sprinklers  in  the  ratio  of  one  head  to  at  least  each 
64  square  feet  with  heads  not  over  8  feet  apart  on  lines. 
This  provision  not  to  be  retroactive. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


dopted  by  the  Board  of  Standards  and  Appeals,  April 
>1920,  under  Cal.  No.  153-20-S. 

he  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
ation  shall  not  be  prohibited  when  used  in  accordance 
i  the  conditions  hereinafter  set  forth, 
he  hydrated  lime  shall  conform  with  the  standard 
'  ifications  for  this  material  which  have  been  adopted 
he  American  Society  for  Testing  Materials. 
ie  maximum  amount  of  hydrated  lime  which  may  be 
:  shall  conform  with  the  following  table,  all  weights 
'i  being  the  amount  of  lime  which  may  be  incorporated 
sach  ninety-five  pound  bag  of  Portland  cement: 


1-1J4-3  Mix,  t  nounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated,  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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City  of  New  York 
Board  of  Standards  and  Appeals 

MUNICIPAL  BUILDING 


Hon.  James  J.  Walker. 
Mayor,  New  York  City. 


July  8,  1930. 


Si r  * 

I  have  the  honor  to  submit  for  your  information  the  Second  Quarterly  report  of  the  Board  of  Standards  an 
Appeals,  for  the  cjuarter  ending  June  30,  1930,  which  is  set  forth  as  follows: 


CASES  FILED  AND  PENDING,  1930 


FILED  1930 

A 

BZ 

s 

SA 

SR 

M’L 

T’L 

GR.T’L 

JANUARY  . 

. .  30 

29 

15 

2 

0 

35 

in 

•  • 

Restored  . 

0 

8 

2 

0 

0 

0 

10 

121 

FEBRUARY  . 

. .  37 

21 

21 

0 

0 

42 

121 

•  • 

Restored  . 

1 

1 

4 

1 

0 

0 

7 

128 

MARCH  . 

. .  28 

28 

18 

3 

0 

37 

114 

117 

Restored  . 

0 

3 

0 

0 

0 

0 

3 

APRIL  . 

. .  30 

17 

20 

2 

0 

37 

•  106 

•  • 

Restored  . 

0 

1 

1 

1 

0 

0 

3 

109 

MAY  . 

. .  28 

10 

21 

6 

1 

24 

90 

•  • 

Restored  . 

0 

1 

0 

0 

1 

0 

2 

92 

JUNE  . 

.  .  55 

21 

15 

4 

0 

28 

123 

125 

Restored  . 

0 

1 

0 

0 

1 

0 

2 

TOTAL  . 

. .  209 

141 

117 

19 

3 

203 

692 

692 

PENDING,  1929.. 

. .  114 

163 

34 

81 

0 

0 

392 

392 

GRAND  TOTAL  . 

. .  323 

304 

151 

100 

3 

203 

1084 

1084 

DISPOSITION 

1930 

TANUARY  . 

. .  24 

42 

18 

1 

0 

35 

120 

•• 

FEBRUARY  . 

. .  24 

25 

12 

3 

0 

42 

106 

•  * 

MARCH  . 

. .  25 

30 

13 

5 

0 

37 

110 

336 

APRIL  . 

.  .  2ft 

55 

17 

6 

0 

37 

141 

•  • 

MAY  . 

. .  20 

27 

18 

4 

0 

24 

93 

•  • 

JUNE  . 

. .  16 

29 

12 

2 

1 

28 

88 

322 

TOTAL  . 

. .  135 

208 

90 

21 

1 

203 

658 

658 

PENDING 

JUNE  30.  1930.. 

. .  188 

96 

61 

79 

o 

0 

426 

426 

Code:  A — Appeals  from  Administrative  Orders.  BZ — Applications  under  Building  Zone  Resolution.  S  Petitions  for  Variations! 

Labor  Law.  SA — Petitions  for  Approval  of  Appliances.  SR — Petitions  for  Adoption  of  Rules.  M  L — Miscellaneous  Doci. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S; 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  Octol' 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issii 
subsequent  to  October  1,  1916,  a  report  shall  be  made  > 
the  superintendent  of  buildings  to  the  fire  commission 
stating  whether  the  work  done  complies  with  the  on 
of  the  State  Labor  Department,  with  the  order  of  the  i 
commissioner,  or  with  the  provisions  of  the  State  Lai 
Law,  as  the  case  may  be.  ; 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25 ;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  ■ 
Distribution  Division  of  the  City  Record  Office,  378  W  1 
Broadway.  Price,  30c ;  by  mail,  35c. 
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SUMMARY. 


DOCKET. 

'ascs  pending  December  31,  1929 . 

ases  filed  up  to  July  1,  1930 . 

estored  to  calendar . . 

Miscellaneous  Applications. 
equests  to  reopen . 

equests  to  amend . 

equests  for  modification . 

equests  to  rescind . 

equests  dor  extension  of  time . 

'quests  for  extension  of  permit . 

■quests  for  mechanical  installations . 

.■quests  for  approval  of  plans . 

Iministrative  requests . 

.quests  for  interpretation . 

Total  . 

Isposed  of . 


392 

462 

27 


110 

11 

14 

0 

43 

3 

0 


22 


0 

0 

1084 

658 


Withdrawn 
Dismissed 
Denied  . . . 
Granted  . . 


DISPOSITION  OF  CASES. 


Granted  on  condition . 

Appliances  approved . ’ ' 

Appliances  dismissed,  disapproved  or  withdrawn 
Rules  approved . 


Rules  disapproved  or  rescinded 


Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted .' .' .' .' .' . . . . ! 

Requests  for  modification  denied . .  .  .  .  . . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied _ !! 

Requests  for  extension  of  permit  granted. 
Requests  for  extension  of  permit  denied. ! 

Requests  to  install  granted . 

Requests  to  install  denied _ ‘  ‘  ‘  ’  ‘ 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  . 


101 

17 
108 

1 

206 

18 
3 
1 
0 


91 

16 

10 

1 

11 

3 

0 

0 

42 

1 

3 

0 

0 

0 

22 

0 

0 

0 

0 

3 

658 


(ses  pending  June  30,  1930 


MONEYS  RECEIVED 

£  _ _ _ _ _ 


Ascription  to  Bulletin  . 

APRIL 

MAY 
$  75.50 

JUNE 

$62.50 

1st.  QUAR. 
$365.00 

GR.  T’L. 

-ih  Sales . 

$675,50 

Total  Amount  (Paid  to  Chamberlain).. 

51.20 

23.20 

126.97 

238.62 

$126.70 

$85.70 

$491.97 

$914.12 

WILLIAM  J.  O’GORMAN,  Secretary. 


HENRY  L.  CONNELL,  Temporary  Chairman. 


_ _ RULES 

AMENDMENT  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


^>pted  by  the  board  of  standards  and  appeals  April  30,  1929. 
(281-22-SR) 

,  ule32.  PIPING,  FITTINGS  AND  VALVES.  Mate- 
1 5  of  Construction.  All  new  piping  for  standpipe  fire 
is  shall  be  of  genuine  full  weight  wrought  iron  or  steel 
1  properly  tested  by  the  manufacturer  to  withstand  the 
:ured  water  working  pressures.  All  pipes  shall  be  lap- 
led.  Where  working  pressures  are  in  excess  of  150  lbs. 
me  square  inch  extra  heavy  cast  iron  body  or  cast  steel 
aes,  malleable  iron  or  cast  steel  fittings  constructed  in 
■  rdance  with  the  specifications  of  the  American  Society  of 


Mechanical  Engineers,  able  to  withstand  the  required  water 
working  pressure  shall  be  provided.  The  standard  weight 
fittings  and  valves  may  be  used  where  the  pressure  is  not 
-ore  than  150  lbs.  per  sq.  in.  Fittings  in  horizontal  runs 
shall  have  long  turns.  All  underground  piping  shall  be  of 
extra  heavy  cast  iron  as  required  bv  Rule  15. 

The  water  working  pressure  on  piping,  valves  and  fittings 
shall  be  determined  by  the  total  head  of  water  plus  50  pounds 
at  the  top  floor  hose  outlet  plus  a  factor  of  safety  of  at 
least  50  per  cent.  Specifications  as  to  the  construction  and 
water  working  pressure  of  all  piping,  valves  and  fittings 
shall  be  marked  on  plans  filed  with  fire  commissioner. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929. 

Cases  filed  up  to  July  2,  1930 . 

Restored  to  calendar . 


392 

462 

27 


Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


112 

11 

14 

0 

44 

4 

0 

23 

0 

0 


DISPOSITION  OF  CASES. 


Withdrawn  .  10 

Dismissed  .  1 

Denied  .  11 

Granted  . 

Granted  on  condition .  20 

Appliances  approved  .  1 


Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 


Requests  to  reopen  granted .  9 

Requests  to  reopen  denied .  1 

Requests  to  amend  granted .  1' 

Requests  to  amend  denied . 

Requests  for  modification  granted .  1 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted .  4 

Requests  for  extension  of  time  denied . 


Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved .  2 

Plans  disapproved . 

Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . . 

Requests  withdrawn  or  dismissed . 


Total 

Disposed  of 


1089  Total 

675 


67 


Cases  pending  July  2,  1930 


414 


i 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failui 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a 
cases  promptly,  for  the  reason  that  the  pendency  of  a 
appeal  or  petition  ties  the  hands  of  the  administrative  ofl 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petitic 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tl 
appellant  or  petitioner  to  file  necessary  data,  or  by  ar 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a< 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plai 
and  data  required  by  law  are  supplied,  as  specified  on  tl 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 
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CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  July  8,  1930,  10  A.  M. 
Minutes  of  Regular  Meeting,  July  8,  1930,  2  P.  M. 
Minutes  of  Special  Meeting,  July  11,  1930,  10  A.  M. 
Rules  of  Procedure. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk's  Calendar,  Tuesdays,  at  2  p.  m'. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gines  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

n  T/1®  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  July  15  1930 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
f uesday,  July  22,  1930,  at  2  o’clock. 

1  lie  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  oi  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
piogiess,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  the*« 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  for  Week  Ending  July  9,  1930. 

Cal.  No.  Department.  Premises  Affected. 

478-30- A . F.D . South  side  of  177th  st.  &  Harlem 

-  River,  Bx.,  F-72552 

477-30- A . F.D . 188  Schofield  st.  (rear),  City 

-  Island,  Bx.,  F-73177 

476-30-S . F.D . 188  Schofield  st.  (rear),  City 

_ _  Island,  Bx.,  L.  D.  73176 

475-30-A . F.D . Southeast  corner  of  Wilbur  ave. 

&  Sunswick  st.,  L.  I.  C.,  Q., 

_  F-61940 

474-30- A . B.B.Bx...440  Westchester  ave.,  Bx., 

_  Viol.  596-30 

473-30- A . F.D . 1114  Liberty  ave.,  Bklyn., 

_ _  Order  52-A 

472-30- A . F.D . 2746  Myrtle  ave.,  Bklyn., 

_  Order  18- A 

471-30- A . F.D . 10-14  E.  12th  st.,  Man., 

_ _ _  F-75557 

470-30- A . F.D . 279-283  Broadway,  Man., 

_  L.  C.  57656 

469-30-BZ . B.B.Bx. .  .Southeast  corner  of  Waterbury 

ave.  &  Eastern  blvd.,  Bx., 

_  N.  B.  309-30 

468-30-BZ . B.B.M _ 66-68  W.  38th  st.,  Man., 

_  Viol.  39-30 

467-30- A . F.D . Foot  of  Hubbard  st.,  Marine 

-  Basin,  Bklyn.,  F-76550 

466-30-BZ . B.B.Q - 210-11  48th  ave.,  Bayside,  Q., 

_  N.  B.  2580-30 

465-30- A . F.D . 7725  New  Utrecht  ave.,  Bklyn., 

_  Order  8-A 

464-30- A . F.D . 433  Myrtle  ave.,  Bklyn., 

_ _  Order  36-A 

463-30-A . F.D . 40-42  Lawrence  st.,  Flushing,  Q., 

_ _  F-75670 

Restored  to  Calendar. 

695-29-BZ . B.B.Bx. .  .Southwest  corner  of  Wilkinson 

&  Westchester  aves.,  Bx., 

_  N.  B.  2283-28 

243-28-BZ . B.B.B _ 2489-2505  Atlantic  ave.,  Bklyn., 

_ _  Applic.  No.  1668-28 

64-30- A . F.D . 90th  st.  &  North  Beach,  Astoria, 

_  Q„  L.  C.  28732 


CODE. 

p  D . Fire  Department 

. Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings.  Queens 

B.B.R . Bureau  of  Buildings.  Richmond 

B  B.Bx . Bureau  of  Buildings.  Bronx 

T.H.D . Tenement  House  Department 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
ahheals  will  hold  no  meetings  during  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  will  be  held  on  Tuesday.  September  9,  1930,  at  10 


a.  m.,  and  that  the  next  Clerk’s  Calendar  Call  will  be  . 
on  the  same  day  and  date  at  2  p.  m. 

During  the  month  of  August  the  office  will  be  opei 
usual  for  the  filing  of  appeals,  applications  and  petitions, 
for  consultation  and  other  business.  The  hours  for  , 
sulfation  are  from  10  a.  m.  to  1  />.  m. — Saturdays  excel 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  15,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

837-28-BZ. 

APPLICANT — J.  Nelson  Cooper,  for  Hahn  Brothers  F 
Proof  Warehouse,  Inc.,  owner. 

PREMISES — 120  West  107th  street,  Manhattan. 

APPLICATION,  under  sections  7g  and  21  of  the  built 
zone  resolution, 

TO  PERMIT  in  a  one  and  one-half  times  height  disi 
and  “B”  area  district  the  erection  and  mainten; 
of  the  street  wall  of  a  building  in  excess  of 
height  permitted  under  the  zone  resolution  and,  i 
the  maintenance  of  a  rear  yard  of  less  area  1 
required  under  the  zone  resolution. 

285-30-BZ. 

APPLICANT — Harold  G.  Dangler,  for  Peter  F.  Re 
owner. 

PREMISES — 625-631  Bergen  street,  north  side,  115 
west  of  Vanderbilt  avenue,  Brooklyn. 

APPLICATION,  under  section  7e  of  the  building  s 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  garage  for  the  storage  of  more  t 
five  (5)  motor  vehicles. 


289-30-BZ. 

APPLICANT — Hugo  E.  Magnuson,  for  Mayer  Leaven 
owner. 

PREMISES — 3059-3071  Ocean  avenue,  northeast  cornel 
Voorhies  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  s 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  : 
residence  district,  the  erection  and  maintenance 
a  gasoline  service  station. 

299- 30-BZ. 

APPLICANT — Murray  Klein,  for  Nathan  Adelman,  ow 

PREMISES — 214  Humboldt  street,  east  side,  35  ft.  s< 
of  Scholes  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  : 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
tension  in  area  of  an  existing  poultry  slaug 
house. 

300- 30-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Louis  C.  B 
owner. 

PREMISES — 169  East  87th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  buih 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  < 
version  of  occupancy  of  an  existing  stable  for  r 
than  five  (5)  horses  to  a  garage  for  the  stoi 
of  more  than  five  (5)  motor  vehicles. 

319-30-BZ. 

APPLICANT— Theodore  R.  Ridder,  for  Louis  Rid 
owner. 


CALENDAR 


[1EMISES — 31-01  Newtown  avenue  and  28-25  3lst  street, 
northeast  corner,  Long  Island  City,  Borough  of 
Queens. 

'’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

f)  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


-30-BZ. 

1  PLICANT — McCooey  &  Conroy,  for  Consolidated  Asso¬ 
ciates,  Inc.,  owner. 

EMISES— Northwest  corner  of  Union  Turnpike  and 
Parsons  boulevard,  Jamaica,  Borough  of  Queens. 

'PLICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


;-30-BZ. 

lPLICANT— Samuel  Rosenblum,  for  Haas  Realty  Corp., 
owner. 

"EMISES — 2018-2032  Stillwell  avenue  and  2551-2561  86th 

[  street,  northwest  corner,  Brooklyn. 

PLICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JULY  15,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

[i-30-A— 583-587  Broadway  and  154  Mercer  street,  Man¬ 
hattan. 

i;-30-A — 528-560  East  118th  street  and  539-561  East 
117th  street,  Manhattan. 

! -30-A — 150-154  Kent  avenue,  Brooklyn. 

!  -30-A — 76-80  39th  street,  Brooklyn. 
i  -30-A— 15-25  Whitehall  street,  southeast  corner  of  Stone 
street,  Manhattan. 

Building  Zone  Applications. 

OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
'  and  appeals  of  a  public  hearing  under  the  provisions 
he  building  zone  resolution,  Tuesday  morning ,  July  15, 

1 '  0  clock,  in  Room  1013,  Municipal  Building,  on 

t  following  matters : 


tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

CAL.  NO.  266-30-BZ— Application,  April  16,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  McGuinness,  applicant, 
on  behalf  of  Louis  Rosenzweig  and 
Morris  Rosenzweig,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  314-322  Dahill  road 
southwest  corner  of  36th  street,  and 
3603-3607  15th  avenue,  Brooklyn. 

cal.  no.  381-30-BZ— -Application,  June  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  B.  Herts,  applicant,  on  behalf 
of  The  City  of  New  York,  Office  of 
the  President  of  the  Borough,  owner, 
t0  m  a  business  district  and,  also, 

a  “B”  area  district,  an  alteration  and 
the  erection  of  an  addition  to  a  public 
bath  building  and,  also,  the  omission 
of  the  rear  yard  required  under  the 
zone  resolution;  premises  33-47  West 
134th  street,  Manhattan. 

cal.  no.  260-24-BZ — Application,  February  19,  1924;  re¬ 
opened  June  10,  1930— modification  of 
a  resolution  adopted  by  the  board  on 
May .  6,  1924 — under  section  7a  of  the 
building  zone  resolution,  of  Frank  J. 
Schefcik,  applicant,  on  behalf  of  Sobol 
Holding  Corp.,  owner  (Sobel  Brothers, 
lessee),  to  permit  the  erection  of  an 
enclosure  for  grease  pits  (previously 
granted  by  the  board  for  a  gasoline  ser¬ 
vice  station,  also  parking  space  for  more 
than  five  (5)  motor  vehicles — residence 
district)  ;  premises  315-319  West  133rd 
street,  Manhattan. 


no.  76&-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side.  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 


cal.  no.  212-30-BZ— Application,  March  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Maximilian  Zipkes,  applicant,  on  be¬ 
half  of  West  95th  Street  Corp.,  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  use  in  the 
first  story  of  a  tenement  house;  premises 
38  Fort  Washington  avenue,  northeast 
corner  of  West  160th  street,  Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


i  no.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

no.  155-30-BZ— Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu- 


JULY  15,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S — 236-238  Fifth  avenue,  Manhattan. 

251-30- S — 909-915  Faile  street  and  1166  Garrison  avenue, 
southwest  corner,  The  Bronx. 

223-30-S — 40  East  20th  street,  Manhattan 
238-30-S— 605  East  187th  street,  The  Bronx. 

249-30-S — 28  East  22nd  street,  Manhattan. 

270-30-S — 133  West  28th  street,  Manhattan. 

273-30- S — 9  West  31st  street,  Manhattan. 

316-30-S — 1255-1261  Broadwav  880-882  Sixth  avenue  and 
57  West  31st  street,  Manhattan. 


603 


CALENDAR 


16-30-S — 97-103  Horatio  street,  Manhattan. 

233-30-S— 82-90  Brown  place  and  491-497  East  132nd 
street,  northeast  corner,  The  Bronx. 
168-30-S— 3261-3275  Broadway,  600  West  132nd  street  and 
601  West  131st  street,  Manhattan. 
Appliances  Submitted  for  Approval. 

314-30-SA — Leiman  Bros.  Fuel  Oil  Burner,  approval  of 
320-30- S A — Victory  Oil  Burner,  approval  of. 

373-30-S A — Gar  Wood  Oil  Burner,  approval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 
359-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
i or  Fire  Line,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  22,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

239-30-BZ. 

APPLICANT — Emil  Guterman,  for  Adam  Dietel,  owner. 

PREMISES — 222-14  95th  avenue  (Howell  avenue),  south 
side,  250  ft.  east  of  222nd  street,  Queens  Village, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  carpet  cleaning  plant. 

303- 30-BZ. 

APPLICANT — Homack  Construction  Corp.,  owner. 

PREMISES — 117-01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast  corner,  St. 
Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

304- 30-BZ. 

APPLICANT' — Edward  P.  Doyle,  for  Katherine  Alberti, 
owner. 

PREMISES — 50  Downing  street  and  214-218  West  Houston 
street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


JULY  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30- A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

294-30-A — 247-253  West  19th  street,  Manhattan. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

452-30- A — 36-25  to  36-49  Newtown  Creek,  Long  Island 
City,  Borough  of  Queens. 

230-30- A — 1175  Richmond  terrace,  Livingston,  Borough  of 
Richmond. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  22, 
1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  683-29-BZ — Application,  November  25,  1929,  under 


sections  7g  and  21  of  the  building  zo: 
resolution,  of  Wanda  Verplaetse,  app; 
cant,  on  behalf  of  Caroline  Rodgei 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  56  Sai 
lane,  southwest  corner  of  Hylan  boul 
vard,  Arrochar,  Borough  of  Richmor 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  und 
sections  7g  and  21  of  the  building  zo 
resolution,  of  William  Layton  Hall,  a 
plicant,  on  behalf  of  Mabel  Ha 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gas 
line  service  station;  premises  337  A 
butus  avenue,  northeast  corner  of  Hyl; 
bouevard,  Huguenot,  Borough  of  Ric 
mond. 

cal.  no.  161-30-BZ — Application,  March  6,  1930,  under  se 
tion  21  of  the  building  zone  resolutic 
of  James  M.  Murtha,  applicant,  on  t 
half  of  Elsie  E.  Parsons,  owner,  to  pe 
mit  in  a  business  district  the  erect! 
and  maintenance  of  a  gasoline  servi 
station ;  premises  southeast  corner 
Astoria  avenue  and  42nd  street,  Lo:i 
Island  City,  Borough  of  Queens. 

cal.  no.  201-30-BZ — Application,  March  19,  1930,  und; 

section  21  of  the  building  zone  resol 
tion,  of  Joseph  D.  Nunan,  Jr.,  applica: 
on  behalf  of  Harriet  Haber  and  W. 
Co.,  owners,  to  permit  in  a  business  d 
trict  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles  and,  also, 
gasoline  service  station ;  premises  28- 
31st  street  and  30-15  Newtown  aveni 
northwest  corner,  Long  Island  Ci 
Borough  of  Queens. 

cal.  no.  228-30-BZ — Application,  March  31,  1930,  under  s< 
tion  21  of  the  building  zone  resolutic 
of  Robert  C.  Weissmantel,  applicant  a 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of  a  mol 
vehicle  repair  shop ;  premises  89-93  13( 
street,  east  side,  60  ft.  south  of  8( 
avenue,  89th  avenue  (No.  1  Will* 
place),  south  side,  100  ft.  east  of  13( 
street,  Jamaica,  Borough  of  Queens. 

cal.  no.  235-30-BZ — Application,  April  2,  1930,  under  si 
tion  21  of  the  building  zone  resolut! 
of  John  J.  Dunnigan,  applicant,  on  1 
half  of  Lime  Investing  Co.,  Inc.,  own 
to  permit  in  a  residence  district,  extei 
ing  from  a  business  district,  the  er 
tion  and  maintenance  of  an  extensi 
to  a  business  building;  premises  nor 
east  corner  of  White  Plains  road  a 
East  223rd  street,  The  Bronx. 

cal.  no.  274-30-BZ— Application,  April  21,  1930,  under  s 
tions  7e  and  21  of  the  building  zone  r 
olution,  of  James  W.  Byrnes,  applica 
on  behalf  of  Ninety  Butler  Street  Coi 
owner,  to  permit  in  a  business  distr 
the  alteration  and  change  of  occupai 
from  a  garage  and  factory  building  t< 
garage  for  the  storage  of  more  tl 
five  (5)  motor  vehicles;  premises  86 
Butler  street,  south  side,  250  ft.  east 
Smith  street,  Brooklyn. 
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I.  no.  390-30-BZ— Application,  June  10,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Walter  C.  Martin,  applicant,  on  be¬ 
half  of  Board  of  Education,  City  of 
New  York,  owner,  to  permit  in  a  one 
and  one-half  times  height  district  the 
setting  back  of  the  face  of  a  tower 
from  the  street  line  to  a  less  distance 
than  required  under  the  zone  resolution ; 
premises  126-135  DeKalb  avenue,  1-59 
Fort  Greene  place  and  2-52  South  Elliott 
place  (south  side  of  DeKalb  avenue, 
from  Fort  Greene  place  to  South  Elliott 
place),,  Brooklyn. 

HENRY  E.  CONNELL, 
Temporary  Chairman. 


JULY  22,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

-30-A— 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

-30-A — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

Building  Zone  Applications. 

3TICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
and  appeals  of  a  public  hearing  under  the  provisions 
le  building  zone  resolution,  Tuesday  afternoon,  July  22, 
at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
ollowing  matters: 

no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 


sections  7a,  ig  and  21  of  the  building 
zone  resolution,  of  Charles  Forrester, 
applicant,  on  behalf  of  Mrs.  James 
Whelan,  owner,  to  permit  in  a  residence 
district  the  extension  in  area  of  an 
existing  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles \  premises 
3129-3131  Bailey  avenue,  west  side, 
206.09  ft.  south  of  West  233rd  street, 
I  he  Bronx. 

cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec- 
tion  21  of  the  building  zone  resolution, 
ot  John  J.  Dunnigan,  applicant,  on  be- 
halt  ot  Boro- Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 

J-  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu- 
pancy  of  the  first  story  from  residence 
1i°  oUliness  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairtnan. 


TUESDAY,  JULY  29,  1930,  AT  2  P.  M. 

323-30-BZ.  BUilii"9  Z°m  CaSCS ■ 

APPLICANT— William  F.  Doyle,  for  Irene  E  Moeller 
owner.  '  ’ 

PREMISES— 187-51  to  187-63  Hollis  avenue,  northwest 
corner  of  190th  street  (Seminole  avenue),  Hollis, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
tenance  of  a  gasoline  service  station. 


no.  148-30-BZ — Application,  February  26,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Joseph  Goldberg,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  southwest  corner 
of  Hylan  boulevard  and  Lincoln  avenue, 
Grant  City,  Borough  of  Richmond. 

o.  178-30-BZ — Application,  March  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Carroll,  applicant,  on  behalf 
of  Teresina  Grilli,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  31-33  Olive  place  and  2119-2123 
Atlantic  avenue,  northeast  corner, 
Brooklyn. 

:o.  693-29-BZ — Application,  December  2,  1929,  under 


APPLICANT— Christopher  McGrath,  for  Hilvid  Realty 
Gorp.,  owner. 

PREMISES— Southwest  corner  of  Wilkinson  avenue  and 

4PPT  TrATTn\fter  fenue’  -The  Bronx- 

APl-utA  I  ION,  under  sections  7g  and  21  of  the  building 

zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21). 

243-28-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Essanarr  Garage 
Corp.,  owner.  K 

PREMISES— 2489-2505  Atlantic  avenue  and  1790-1810  East 
New  York  avenue,  Brooklyn 

A.PPLICATION^  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
withdrawn)  *  gaS°lme  Service  station  (Previously 
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SEPTEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

265-30-A — 225  Moore  street,  Long  Island  City,  Borough  of 
Queens. 

3 13-30- A — Southwest  corner  of  Palisade  avenue  and  West 
261st  street,  The  Bronx. 

342- 30-A— 146  Wooster  street,  Manhattan. 

343- 30- A — East  side  of  City  Island  avenue,  between  Bridge 

and  Sutherland  avenues,  The  Bronx. 
250-30-A — 3240-3256  Bronx  boulevard,  southeast  corner  of 
Rosewood  street,  and  3251-3257  Barker  ave¬ 
nue,  The  Bronx. 

261-30-A— 433-439  East  8th  street,  Manhattan. 

295-30- A — 247-253  West  19th  street,  Manhattan. 

454-30-A — 2641-2645  Nostrand  avenue,  Brooklyn. 


SEPTEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

6-30-S— 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

115-30-S — 410  Lafayette  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

263-30-S — 514-526  East  116th  street,  Manhattan. 

332-30-S — 21-23  Grattan  street,  Brooklyn. 

149-30-S — 343-345  West  44th  street,  Manhattan. 

268- 30-S— 101-103  West  42nd  street  and  1101-1109  Sixth 

avenue,  northeast  corner,  Manhattan. 

269- 30-iS — 735-739  East  9th  street,  Manhattan. 

349-30-S — 13-15  West  28th  street,  Manhattan. 

296-30-S— 247-253  West  19th  street,  Manhattan. 

331-30-S — 144  East  74th  street  and  1031  Lexington  avenue, 

southeast  corner,  Manhattan. 


SEPTEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Ordci'S. 

317-30-A — 3  Park  Row  and  5  Ann  street,  Manhattan. 
324-30-A — 428-436  Greenwich  street,  Manhattan. 

334-30-A— 117-125  West  14th  street  and  118-128  West  15th 
street,  Manhattan. 

354-30-A — 535-545  East  79th  street  and  2-8  East  End  ave¬ 
nue,  northwest  corner,  Manhattan. 

358-30-A — 12-16  East  14th  street  and  7-13  East  13th  street, 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  123-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

CAL.  NO.  217-30-BZ— Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 


service  station;  premises  114-01  Merri 
boulevard,  Jamaica,  Borough  of  Quee 
HENRY  L.  CONNELL, 
Temporary  Chairman 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A— 600-602  West  28th  street  and  269-275  11th  a' 
nue,  southwest  corner,  Manhattan. 
690-29-A — 232-236  East  40th  street,  Manhattan. 
110-30-A — 43-49  West  22nd  street  and  56-62  West  21 
street,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  stre 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  4c*. 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  N 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  proviskt 
of  the  building  zone  resolution,  Tuesday  afternoon,  Septemr 
16,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Buildi), 
on  the  following  matters : 

cal.  no.  160-30-BZ — Application,  March  5,  1930,  under  s 
tions  7e  and  21  of  the  building  zc 
resolution,  of  James  J.  Millman,  app 
cant,  on  behalf  of  Camen  Holding  Coi, 
owner,  to  permit  in  a  business  distil 
the  erection  and  maintenance  of  a  gar; : 
for  the  storage  of  more  than  five  ( 
motor  vehicles  and,  also,  a  gasoline  s 
vice  station;  premises  676-684  Warw; 
street,  878-888  Livonia  avenue  and  7 
729  New  Lots  avenue,  Brooklyn. 

cal.  no.  259-30-BZ — Application,  April  11,  1930,  under  s 
tions  7e  and  21  of  the  building  z< 
resolution,  of  Frank  Paladino,  apj 
cant,  on  behalf  of  Gerosa  Palad 
Holding  Corp.,  owner,  to  permit  ir 
business  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage 
more  than  five  (5)  motor  vehicles  a 
also,  the  omission  of  the  rear  yard 
quired  by  the  building  zone  resolutk 
premises  2162-2238  Webster  avenue  ; 
402-408  East  182nd  street,  southe 
corner,  The  Bronx. 

cal.  no.  209-30-BZ — Application,  March  24,  1930,  un 
section  21  of  the  building  zone  resc' 
tion,  of  Malcolm  C.  Butler,  applic 
and  owner,  to  permit  in  a  business  < 
trict  the  erection  and  maintenance  o 
gasoline  service  station ;  premises  220 
Northern  boulevard,  northeast  corner 
220th  street,  Bayside,  Borough 
Queens. 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  un 
section  21  of  the  building  zone  resc 
tion,  of  Harry  Urquhart,  applicant, 
behalf  of  M.  H.  G.  Realty  Co 
owner,  to  permit,  partly  in  a  reside 
district  and  partly  in  a  business  » 
trict,  the  erection  and  maintenance  o 
garage  for  the  storage  of  more  £ 
five  (5)  motor  vehicles;  premises  so 
side  of  101st  avenue,  40  ft.  east  of  li 
street,  South  Ozone  Park,  Borough 
Queens. 
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<jc.  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 


MINUTES 


station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman, 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING.  377-30-A. 


TUESDAY  MORNING,  JULY  8,  1930. 

’resent:  Temporary  chairman  Connell,  Commissioners 
Hland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

?he  minutes  of  the  regular  meeting  of  the  board  held  on 
Iesday  morning,  July  1,  1930,  and  the  minutes  of  the  regu- 
:  meeting  of  the  board  held  on  Tuesday  afternoon,  July  1, 
l  0,  were  approved  as  printed  in  Bulletin  No.  27,  Vol.  XV. 

vPPEALS  FROM  ADMINISTRATIVE  ORDERS. 

i‘-29-A. 

^PELLANT — Canaday  Cooler  Co.,  for  Rees  &  Rees, 

owner. 

;BJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

’EMESES  AFFECTED — 232-236  East  40th  street,  Man¬ 
hattan. 

^PEARANCES — 

For  Appellant :  None. 

For  Administration:  Inspector  Meyers  of  fire  de¬ 
partment. 

\|TION  OF  BOARD — Laid  over  to  September  16,  1930, 
at  2  p.  m.,  pending  action  of  the  board  of  aldermen. 


APPELLANT  Thomas  A.  Keenan,  Jr.,  adjoining  owner, 
cnuTrr§a*nS^  Rubel  Coal  &  Ice  Corp.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  revocation  of  Permit  No.  11381-29 
issued  by  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 2641  Nostrand  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Edward  A.  Cole. 

For  Owner  of  Premises :  Abraham  C.  Weinfeld. 
For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . [  0 

Absent  .  q 


241-30-A. 

APPELLANT — Tisdale  Lumber  Co.,  lessee. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


,'-30- A. 

^PELLANT — Staten  Island  Edison  Corp.,  owner. 
iBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

’EMISES  AFFECTED — 1175  Richmond  terrace,  Living¬ 
ston,  Borough  of  Richmond. 
iPEAR  AN  CES — 

For  Appellant :  F.  D.  Campbell  and  E.  E.  Lamber- 
son. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

iTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  10 
a.  m.,  to  amend  plans. 


a  30-A. 

,  PELL  ANT — Henry  J.  Nurick,  for  Rubel  Corp.,  owner. 
’BJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  buildings — 
re  reinstatement  of  Permit  No.  11381-29  revoked  by 
the  superintendent  of  buildings. 

ZMISE.S  AFFECTED — 2641-2645  Nostrand  avenue, 
Brooklyn. 

PEARANCES— 

For  Appellant:  Abraham  C.  Weinfeld. 

For  Opposition :  Edward  A.  Cole. 

For  Administration :  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings. 

HON  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  September  9,  1930,  at 
10  a.  m. 

E  VOTE  TO  GRANT  PREFERENTIAL  HEAR- 

JG — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


PREMISES  AFFECTED — 200  ft.  north  of  Franklin  street, 
'between  Mill  street  and  East  River,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Clinton  T.  Roe  and  James  Tisdale. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott . .  4 


Negative  .  0 

Absent  .  q 


286-30-A. 

APPELLANT— Victor  Bark,  Jr.,  Inc.,  for  1619  Broadway, 
Inc.,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 207-213  West  49th  street  and 
1613-1623  Broadway,  Manhattan 

APPEARANCES— 

For  Appellant:  Victor  Bark,  Jr. 

For  Administration:  Inspector  Alexander  MePhee 
of  bureau  of  bu-ildings. 

ACTION  OF  BOARD — Appeal  denied 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott . 4 

Absent  .  n 

THE  RESOLUTION— 

(286-30-A) 

Whereas,  Victor  Bark,  Jr.,  Inc.,  for  Ruspyn  Corp., 

owner,  filed,  April  25,  1930,  an  appeal  from  a  decision  of 
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the  superintendent  of  buildings,  affecting  premises  207-213 
West  49th  street  and  1(513-1023  Broadway,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  13,  1930  (N.  B.  Applic.  No.  40-1930),  reads: 

“10.  Not  more  than  two  elevators  permitted  in  a 
shaft.  Sec.  373-13  Building  Code.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  ten  stories  and  pent  house  (127  ft.  0  in.)  in 
height,  125  ft.  5J4  in.  by  112  ft.  1  in.  in  area;  OCCU- 
P AN  CY :  retail  stores  and  offices,  70  persons  each  story ;  a 
bank  of  three  elevators  are  to  be  constructed  at  west  center 
part  of  building;  and 

Whereas,  the  appellant  proposes  to  install  the  three  ele¬ 
vators  in  one  shaft  without  separating  partitions;  further¬ 
more,  the  appellant  contends,  greater  safety  would  be  main¬ 
tained  without  separating  partitions  in  the  event  of  any 
car  stalling  it  would  be  possible  to  transfer  passengers  to  the 
adjacent  car  through  a  side  emergency  exit  door. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
it  hereby  is  denied. 


240-30- A. 

APPELLANT — Tisdale  Lumber  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— East  side  of  Wardell  street  and 
East  River,  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant:  Clinton  T.  Roe  and  James  Tisdale. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(240-30-A) 

Whereas,  Tisdale  Lumber  Co.,  owner,  filed,  April  4,  1930, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  east  side  of  Wardell  street  and  East  River,  Long 
Island  City,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  27,  1930  (Order  No.  61642-F),  reads: 

“1.  Provide  yard  hydrants,  etc.,  as  per  rule  85  of  the 
standpipe  rules  of  the  Board  of  Standards  and  Appeals. 
Sec.  581,  Art.  28,  Cha.  3,  Code  of  Ordinances.”; 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  327  ft.  on  9th  street, 
96  ft.  on  12th  street  and  416  ft.  along  the  East  River;  a 
total  area  of  approximately  80,000  sq.  ft. ;  OCCUPIED  as 
a  lumber  yard ;  10  persons ;  and 

Whereas,  appellant  contends  that  the  premises  is  acces¬ 
sible  to  fire  boats ;  that  there  are  city  fire  hydrants  in  the 
immediate  vicinity;  that  there  is  a  watchman  on  duty  at 
night,  and  that  water  tanks  and  buckets  have  been  distributed 
throughout  the  yard. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  lumber  pile  shall  be  within  20  ft. 
of  any  dwelling ;  that  aisle  space  as  shown  on  the  plans  sub¬ 
mitted  shall  be  maintained ;  that  a  watchman’s  clock  service 
system  covering  the  entire  property  shall  be  maintained; 
that  no  lumber  pile  shall  exceed  16  ft.  in  height,  and  that 
such  auxiliary  fire-fighting  appliances  as  shall  be  ordered  by 
the  fire  commissioner  shall  be  installed. 


242-30-A. 

APPELLANT — Tisdale  Lumber  Co.,  owner. 


SUBJECT — Appeal  from  an  order  and  a  decision  of  th 
fire  commissioner. 

PREMISES  AFFECTED — Proper  bounded  by  Orchar 
street,  Mill  street  and  Monson  street,  Long  Islan 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Clinton  T.  Roe  and  James  Tisdah 
For  Administration:  Inspector  Maher  of  fire  dc 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(242-30-A) 

Whereas,  Tisdale  Lumber  Co.,  owner,  filed,  April  4,  1931 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis 
sioner,  affecting  premises  property  bounded  by  Orchar 
street,  Mill  street  and  Monson  street,  Long  Island  Citj 
Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octc 
ber  23,  1929  (Order  No.  64664-F),  reads: 

“1.  Install  an  approved  standpipe  (yard  hydrant)  sy« 
tern  in  accordance  with  Rule  85  of  the  standpipe  rules  o 
the  Board  of  Standards  and  Appeals.  Sections  580-58 
Article  28,  Chapter  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendere 
April  1,  1930,  reads : 

“Re:  Orchard,  Mill  &  Monson  Sts.,  L.  I.  C. : 

“In  response  to  your  request,  I  regret  to  inform  yo 
that  the  Fire  Commissioner  will  not  rescind  any  orde 
and  reissue  the  same  order  so  that  you  may  make  you 
appeal  within  the  20  days  time  limit. 

“However,  I  have  been  informed  that  the  Bd.  of  Af 
peals  will  accept  a  letter  from  this  department  as  a  bas 
for  an  appeal  and  I  am  forwarding  this  letter  whic 
will  certify  to  the  fact  that  order  64664-F  was  issue 
against  the  above  premises  on  Oct.  23,  1929,  reading 
“  ‘Install  an  approved  standpipe  (yard  hydrant)  systei 
in  accordance  with  Rule  85  of  the  standpipe  rules  of  tl 
Bd.  of  Standards  and  Appeals.  Section  '580  &  58 
Article  28,  Chapter  5,  Code  of  Ordinances.’”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havin 
a  frontage  of  375  ft.  on  1st  street,  375  ft.  on  2nd  stre< 
and  200.23  ft.  on  26th  avenue,  a  total  area  of  approximate! 
75,000  sq.  ft.,  upon  which  are  located  several  lumber  pile 
separated  by  18-ft.  gangways,  running  through  from  strei 
to  street,  premises  being  occupied  as  a  lumber  yard,  20  pei 
sons ;  and 

Whereas,  appellant  contends  that  the  premises  is  locate 
within  250  ft.  of  a  dock  where  a  fire  boat  can  tie  up;  th: 
there  are  city  fire  hydrants  in  the  immediate  vicinity;  th: 
the  yard  faces  on  three  street  fronts  and  is  patroled  by 
watchman  at  night. 

Resolved,  that  the  order  and  decision  of  the  fire  commi: 
sioner  be  and  it  hereby  is  modified,  and  that  the  appeal  I 
and  it  hereby  is  granted  on  condition  that  the  aisle  space  £ 
shown  on  the  plans  submitted  shall  be  maintained  and  th: 
an  aisle  space  of  not  less  than  20  ft.  shall  be  maintaine 
around  the  three-story  (frame  building  on  the  Mill  street  froi 
of  the  property  at  the  southerly  end ;  that  a  watchman  an 
clock  system  covering  the  entire  yard  shall  be  maintaine< 
and  that  such  auxiliary  fire-fighting  appliances  as  the  fir 
department  designates  shall  be  installed,  and  that  no  lumtx 
pile  shall  exceed  a  height  of  16  ft. 

64-30-A. 

APPELLANT — Walter  E.  Hegeman,  for  New  York  A: 
Terminals,  Inc.,  owner. 

SUBJECT — Application  for  reopening — reconsideration,  pr( 
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viously  denied — re  Appeal  from  an  order  and  a  de¬ 
cision  of  the  fire  commissioner. 

•WIISES  AFFECTED — 90th  street  and  North  Beach, 
Astoria,  Borough  of  Queens 

I’EARANCES — 

For  Appellant:  Walter  E.  Hegeman. 

1  For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ION  OF  BOARD— Appeal  reopened  and  granted  on 

condition. 

;  VOTE  TO  REOPEN  AND  GRANT  ON  CONDI- 

iON- 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


'  Negative  .  0 

i  Absent  .  0 


t  RESOLUTION— 

(64-30-A) 

uereas,  W.  E.  Hegeman,  for  New  York  Air  Terminals, 
owner,  filed,  January  29,  1930,  an  appeal  from  an  orde'r 
l  decision  of  the  fire  commissioner,  affecting  premises 
street  and  North  Beach,  Astoria,  Borough  of  Queens; 

iereas,  the  decision  of  the  fire  commissioner,  rendered 
fmber  18.  1929  (Plan  No.  1696-29),  reads: 

“17.  Aqua  gasoline  system  was  approved  showing 
rom  one  to  five  tanks  of  550  gallons  capacity  each,  you 
n  your  application  and  on  plans  show  two  tanks  of 
‘.000  gallons  each,  which  is  contrary  to  said  approval, 
urther  the  plan  and  section  as  shown  of  system  is  not 
cgible  enough  to  warrant  comparison  with  the  approved 
lystems.  Sec.  20,  Ch.  10,  C.  of  O.”; 

-iereas,  the  order  of  the  fire  commissioner,  dated  Janu- 
,  1930  (Order  No.  28732-LD),  reads: 
i  “You  are  hereby  notified  that  an  inspection  of  the 
‘hove  premises,  used  as  (hangar  for  aeroplanes),  shows 
iat  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued: 

FORTHWITH 

“1.  Remove  all  gasoline  from  the  two  underground 
torage  tanks  (capacity  5,000  gallons  each),  and  per¬ 
manently  close  and  seal  the  inlet  and  the  outlet  openings 
f  said  tanks  for  the  reason  that  tanks  were  installed 
nd  covered  without  plans  and  specifications  being  filed 
rith  and  approved  by  the  Fire  Department.”; 

uereas,  the  premises  consist  of  a  plot  of  ground  ap- 
mately  140  acres  in  area;  bounded  on  the  north  by 
'ry  Bay,  on  the  east  by  Flushing  Bay,  on  the  south 
st  avenue  and  19th  avenue  and  on  the  west  by  88th 
t  upon  which  are  located  several  buildings  comprising 
■.orth  Beach  Air  Terminal  of  the  New  York  Air 
nals,  Inc.;  and 

Iereas,  the  two  gasoline  storage  tanks  in  question  are 
d  on  the  southwest  corner  of  the  plot  and  10  ft.  to 
est  of  the  hangar ;  each  being  26  ft.  2  in.  long  and  6  ft. 
meter  and  each  having  a  capacity  of  5,000  gallons; 
(ire  interconnected,  buried  3  ft.  6  in.  below  grade  and 
d  in  12  in.  of  concrete;  and 

ereas,  appellant  contends  that  during  the  installation 
storage  tanks  three  inspections  were  made  by  a  rep¬ 
ave  of  the  bureau  of  fire  prevention  covering  an  in- 
>n  of  the  concrete  foundations  for  the  tanks ;  an  in- 
>n  of  the  storage  tanks  and  the  testing  of  tanks  at 
:  pounds  hydrostatic  pressure  and  an  inspection  of  the 
of  the  tanks;  appellant  contends,  further,  that  the 
ystem  as  installed  is  identical  in  operation  to  that  ap- 
1  by  the  board  of  hazardous  trades  on  July  8,  1927 ; 

ereas,  this  appeal  was  denied  by  the  board  at  its  meet- 
fay  13,  1930,  and  reopened  on  the  basis  of  new  facts 

ted. 


Resolved ,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  capacity 
of  the  tanks,  limiting  the  tanks  to  two  5,000-gallon  tanks, 
on  condition  that  the  tanks  shall  be  buried  without  any  en¬ 
closure  whatsover  over  them ;  that  there  shall  be  no  building 
\\  ithin  50  ft.  of  the  tanks  other  than  the  present  hangar 
now  located  on  the  premises,  and  that  the  installation  shall 
comply  with  the  requirements  of  the  law  in  all  other  re¬ 
spects. 


BUILDING  ZONE  CASES. 

693-29-BZ. 

APPLICANT— Charles  Forrester,  -for  Mrs,  James  Whelan, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  extension  in  area  of  an  existing  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3129-3131  Bailey  avenue,  west 
side,  206.09  ft.  south  of  West  233rd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  O’Neill. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


209-30-BZ. 

APPLICANT — Malcolm  C.  Butler,  owner. 

.SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 220-01  Northern  boulevard, 
northeast  corner  of  220th  street,  Bayside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Malcolm  C.  Butler. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Laid  over  to  September  16,  1930, 
at  2  p.  m.,  on  request  of  applicant. 


695-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Hilvid  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening — reconsideration — 
previously  denied — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Wilkinson 
avenue  and  Westchester  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Christopher  C.  McGrath. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
Calendar  Call  July  29,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


154-30-BZ. 

APPLICANT — Rubinstein  &  Rosling,  for  Vandee  Building 
Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
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PREMISES  AFFECTED— Northwest  corner  of  Foch 
boulevard  and  Springfield  boulevard,  Queens  Hill 
Manor,  Borough  of  Queens. 

APPEARANCES—  _ 

For  Applicant:  George  Roslmg. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  * 

Negative  . 

Absent  . 


APPLICANT — iSamuel  Rosenblum,  for  Haas  Realty  Corp., 

SUBIECT _ Application  (re  decision  of  the  superintendent 

of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 2018-2032  Stillwell  avenue  and 
2351-2561  86th  street,  northwest  corner,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Uom- 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

APPLICANT — G.  Medwin  Peek,  for  The  Cord  Meyer  Co., 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  the  erection  in  a 
residence  district  of  a  proposed  extension  to  an 
existing  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles  located  in  a  business  district. 
PREMISES  AFFECTED— 88-01  to  88-19  Roosevelt  ave¬ 
nue,  north  side,  from  88th  to  89th  streets,  Elmhurst, 
Borough  of  Queens. 

APPEARANCES—  ,  , , 

For  Applicant :  G.  Medwin  Peek,  J.  Edward  Meyer, 
Frank  Allen,  David  W.  Kee  and  John  Reardon. 
For  Opposition:  Edward  J.  Neary  and  Thomas 
Guidera. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  . . 0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  ^ 

THE  RESOLUTION— 

(227-30-BZ) 

Whereas,  G.  Medwin  Peek,  for  The  Cord  Meyer  Co., 
owner,  filed,  March  31,  1930,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  the  erection  m  a  residence 
district  of  a  proposed  extension  to  an  existing  garage  for 
the  storage  of  more  than  five  motor  vehicles  located  in  a 
business  district;  premises  88-01  to  88-19  Roosevelt  avenue 
north  side,  from  88th  to  89th  streets,  Elmhurst,  Borough  of 

Queens ;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  its  regular .  meet¬ 
ing,  July  8,  1930,  fter  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Roosevelt  avenue  is  in  a  business 
district ;  88th  street  is  in  a  residence  district,  and  89th  street 
is  in  a  residence  district ;  and 


Whereas,  the  decision  of  the  superintendent  of  bui 
rendered  May  9,  1930  (Alt.  No.  993-1930),  reads: 

“1.  It  is  contrary  to  the  Zone  Law  to  enl; 
garage  located  wholly  within  a  business  distri 
extending  it  into  a  residence  district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
a  frontage  of  200  ft.  on  Roosevelt  avenue,  180  ft.  c 
street  and  180  ft.  on  89th  street;  on  the  southerly  ; 
of  the  plot  there  is  located  a  two-story  garage,  200 
100  ft.  in  area,  which  lies  in  the  business  use  district 
proposed  to  erect  a  two-story  fireproof  extension 
north  of  this  existing  garage ;  the  extension  to  be  200 
80  ft.  in  area  and  is  located  in  a  residence  district;  a 

Whereas,  the  board  deemed  that  the  applicant  has 
to  substantiate  his  basis  of  appeal  brought  under  sectic 
consents,  and  under  section  21 — practical  difficulty  a 
necessary  hardship,  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of 
ings  be  and  it  hereby  is  affirmed,  and  that  the  applica 
and  it  hereby  is  denied. 


264-30-BZ. 

APPLICANT — Ernest  Reiss,  owner. 

SUBJECT— Application  (re  decision  of  the  superin 
of  buildings),  under  section  21  of  the  buildir 
resolution,  to  permit  in  a  business  district  tl 
tion  and  maintenance  of  a  gasoline  service 
PREMISES  AFFECTED— Southwest  corner  of 
boulevard  and  Cross  Island  boulevard,  St. 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ernest  Reiss. 

For  Opposition:  Frederick  Weisbrod. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . 

Negative :  Temporary  Chairman  Connell,  ( 
missioners  Holland  and  Guilfoyle  and  De 

Chief  McElligott . 

Absent  . 

THE  RESOLUTION— 

(264-30-BZ) 

Whereas,  Ernest  Reiss,  owner,  filed,  April  15,  1 
application,  under  the  building  zone  resolution,  to  p< 
a  business  district  the  erection  and  maintenance  of  a 
service  station ;  premises  southwest  corner  of  Foch  be 
and  Cross  Island  boulevard,  St.  Albans,  Borough  of  < 
and 

Whereas,  a  public  hearing  was  held  on  this  ap] 
by  the  board  of  standards  and  appeals,  at  its  regula 
ing,  July  8,  1930,  after  due  notice  by  publication 
Bulletin  of  the  Board  of  Standards  and  Appeals; 

Whereas,  the  use  district  maps  accompanying  the 
zone  resolution  show  that  Foch  boulevard  is  in  a 
district ;  Cross  Island  boulevard  is  in  a  business  disti 
205th  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  b 
rendered  March  26,  1930  (Plan  No.  1059-30),  re: 
“1.  The  erection  of  a  gasoline  station  in  a 
district  is  contrary  to  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  groun< 
a  frontage  of  100  ft.  on  Foch  boulevard  and  100  ft.  < 
Island  boulevard,  upon  which  it  is  proposed  to  erec 
story  office  and  grease  pit  structure,  43  ft.  by  23  ft. 
and  to  install  the  necessary  tanks  and  pumps  for  a 
service  station ;  and 

Whereas,  the  board  deemed  that  applicant  has 
substantiate  his  basis  of  appeal  brought  under  secti< 
the  building  zone  resolution  on  the  ground  of  practi 
culties  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  < 
ings  be  and  it  hereby  is  affirmed,  and  that  the  apph< 
and  it  hereby  is  denied , 
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152-28-BZ. 

i  PPM  CANT— Richard  J.  Barry,  for  Karl  W.  David, 
owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  in  area  of  a  wet 
wash  laundry  (previously  denied). 

REMISES  AFFECTED — 94-18  112th  street,  west  side, 
150  ft.  south  of  Atlantic  avenue,  Richmond  Hill, 
Borough  of  Queens. 

.PPEARANCES — 

For  Applicant:  George  M.  Curtis,  Jr.,  William  J. 

Shannon,  Karl  W.  David  and  Richard  Bohm. 
For  Administration:  Samuel  T.  Sofleiss  of  health 
department  and  Frank  C.  Keller  of  bureau  of 


buildings,  Queens. 

For  Opposition :  James  J.  McCulloch. 

(CTION  OF  BOARD — Application  denied 
HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

HE  RESOLUTION— 

(952-28-BZ) 


Whereas,  Richard  J.  Barry,  for  Karl  W.  David,  owner, 
.ed,  December  13,  1928,  an  application,  under  the  building 
>ne  resolution,  to  permit  in  a  residence  district  the  altera- 
an  and  extension  in  area  of  a  wet  wash  laundry ;  premises 
El 8  112th  street,  west  side,  150  ft.  south  of  Atlantic  avenue, 
ichmond  Hill,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
r  the  board  of  standards  and  appeals,  at  its  regular  meet- 
g,  July  9,  1929,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
W  hereas.  the  use  district  maps  accompanying  the  building 
me  resolution  show  that  112th  and  111th  streets  are  in 
sidence  and  unrestricted  districts;  Atlantic  avenue  is  in 
i  unrestricted  district,  and  95th  avenue  is  in  a  residence 
strict ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
ited  December  6,  1928  (re  Order  No.  1350-28),  reads: 
“You  will  please  take  notice  that  there  exists  a 
violation  of  the  Building  Code  at  the  premises  herein¬ 
after  described  in  that  Sec.  3  Zone  resolutions.  Installing 
one  mangier  for  laundry  use  in  garage. 

“You  are  therefore  ordered  and  directed  by  me  to 
stop  all  work  in  connection  with  this  operation  until 
the  Law  has  'been  complied  with.” ; 
id 

Wr hereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  March  11,  1928  (Plan  No.  Alt.  949-29),  reads: 
“The  extension  of  a  wet  wash  laundry  in  a  residence 
district  is  contrary  to  the  Zone  Law.”; 

;.d 

j  Whereas,  the  existing  building  is  of  non-fireproof  con- 
ruction,  one  story  in  height,  with  a  frontage  of  37  ft.  2 
[.  and  a  depth  of  85  ft.;  occupied  as  a  wet  wash  laundry; 
e  original  one-story  building  was  erected  in  1907  for 
Jndry  use  and  has  been  added  to  at  different  times  and  en- 
"ged,  including  the  driveway  at  south  side  being  enclosed 
d  roofed  over  with  sheet  metal  construction  for  the 
eration  of  laundry  trucks;  it  is  proposed  to  maintain 
!e  use  of  the  entire  premises  for  laundry  purposes  within  a 
sidence  use  district ;  and 

Whereas,  the  board  under  date  of  July  9,  1929,  adopted 
;  following  resolution: 

“ Resolved ,  that  the  order  and  decision  of  the  superin¬ 
tendent  of  buildings  be  and  they  hereby  are  affirmed,  and 
the  application  be  and  it  hereby  is  denied.” ; 

d 

Whereas,  a  writ  of  certiorari  was  taken  to  review  this 
tion  of  the  board  and  the  matter  was  referred  back  to  the 
ard  by  Mr.  Justice  Byrne  for  further  hearing  and  deter¬ 


mination  on  a  new  state  of  facts,  and  Mr.  George  M.  Curtis, 
Jr.,  attorney  for  the  owner,  appeared  before  the  board  at  a 
public  hearing  held  July  8,  1930,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals 
and  presented  the  alleged  new  facts ;  and 

Whereas,  the  only  new  state  of  facts  advanced  by  appli- 
cant  at  tffis  hearing  was  that  a  plan  was  filed  and  approved 
in  the  building  department  for  the  original  building  on  these 
premises  in  1907 ;  and 

Whereas,  it  has  been  brought  out  in  the  testimony  that 
the  extension  was  built,  the  garage  was  built  and  the  garage 
used  as  a  mangier  room,  the  boiler  room  shifted  or  changed 
and  the  driveway  covered  without  plans  being  submitted  or 
approved  or  permit  granted. 

•  ^es°tved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied 


214-29-BZ. 


APPLICANT — Joseph  M.  Lonergan,  for  George  C.  Zeiner, 
owner. 

SUBJECT  Application  for  reopening — extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7a  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


PREMISES  AFFECTED — 112-118  Crown  street,  south 

APPEARANCES-  ^  °f  Brooklyn- 

For  Applicant :  Joseph  M.  Lonergan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  six  months  to  complete  work  from  date  of 
time  expiration  previously  given 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 4 

Negative  .  q 

Absent  .  q 


THE  RESOLUTION— 

(214-29-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  George  C.  Zeiner, 
owner,  filed,  April  1,  1929,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  112-118  Crown 
street,  south  side,  120  ft.  west  of  Bedford  avenue,  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  16,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bedford  avenue  is  in  a  business 
district;  Crown  street  is  in  a  business  district,  and  Mont¬ 
gomery  street  is  in  a  business  district ;  and 

w hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  25,  1929  (re  App.  No.  4314-1929),  reads: 

“Proposed  garage  for  more  than  five  cars  to  be 
located  in  a  business  use  district  is  contrary  to  Art.  II, 
Sec.  4-a  of  Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  and  basement  in  height,  with  a 
frontage  of  100  ft.  and  a  depth  of  131  ft.;  to  be  occupied 
as  a  public  garage;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  under  section  7e  of  the  building  zone  resolution  and, 
also,  under  section  21,  on  the  ground  of  practical  difficulty 
and  unnecessary  hardship ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  16,  1929,  on  certain  conditions,  and  applicant 
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requested  a  modification  of  the  time  limit  imposed,  all  permits 

having  been  obtained.  ,  ,  ,  .  «  „ 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout  its 
entire  height  and  shall  not  exceed  in  height  two  stories 
above  grade;  that  the  front  elevation  shall  be  of  attractive 
architectural  design,  finished  with  light-colored  face  brick , 
that  the  front  parapet  wall  shall  be  not  less  than  5  ft.  above 
the  level  of  the  roof  at  front  of  building;  that  the  sky¬ 
lights  installed  shall  be  glazed  with  plain  glass,  protected 
with  wire  guards  above  and  below ;  that  there  shall  be  no 
advertising  display  on  the  front  of  building,  other  than  one 
electric  projecting  sign,  indicating  the  name  and  title  of  the 
business  conducted  on  the  premises ;  that  no  portable  gaso¬ 
line  tanks  shall  be  operated  or  maintained ;  that  any  ascend¬ 
ing  ramp  installed  shall  be  set  back  not  less  than  10  ft. 
from  the  building  line  at  first  story  level ;  that  a  return  of 
design  in  accordance  with  foregoing  resolution  shall  be  made 
to  this  board  for  approval  before  submission  to  the  bureau 
of  buildings,  and  that  any  work  involved,  shall  be  com¬ 
pleted  within  six  months  from  the  date  of  this  action. 


179-28-BZ.  .  ,  .  ,  ,  T  ,  T 

APPLICANT— William  F.  Doyle,  substituted  for  John  J. 
Dunnigan,  for  May  Bloom,  owner. 

SUBJECT— Application  for  reopening— modification— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  the  extension  in  area  of  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 2504  Boston  Post  road,  north¬ 
east  corner  of  Mace  avenue,  The  Bronx. 


APPEARANCES—  „  ,  t  J  . 

For  Applicant:  Henry  H.  Salzberg  and  Alphus 

Maple. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 


tion  modified. 

THE  VOTE  TO  REOPEN 


AND  MODIFY  RESOLU- 


TION — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  McElligott .  4 

N  egative  .  ® 

Absent  .  ® 


THE  RESOLUTION— 

(179-28-BZ) 

Whereas,  John  J.  Dunnigan,  for  May  Bloom,  owner, 
filed,  February  29,  1928,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  extension 
in  area  of  an  existing  gasoline  service  station ;  premises  2504 
Boston  Post  road,  northeast  corner  of  Mace  avenue,  Bor¬ 
ough  of  The  Bronx ;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  25,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and  . 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is  in  a  business 
district;  Mace  avenue,  north  side,  east  of  Wallace  avenue, 
is  in  a  residence  district,  and  Mace  avenue,  south  side,  east 
of  a  point  100  ft.  east  of  Boston  road,  is  in  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  18,  1928  (re  N.  B.  309-28),  reads: 

“1.  Erection  and  maintenance  of  gasoline  service 
station  in  business  district  is  contrary  to  provisions  of 
Building  Zone  Resolution.” ; 
and 

Whereas,  the  existing  gasoline  service  station  has  a 
frontage  of  25  ft.  on  Boston  road,  17  ft.  on  Mace  avenue,- 
17  ft.  on  Wallace  avenue  and  a  depth  of  87.42  ft.;  the  plot 


on  which  it  is  proposed  to  erect  the  gas  station  under  con¬ 
sideration  is  gore  shaped,  having  a  frontage  of  85.32  ft. 
on  Boston  road,  122.15  ft.  on  Mace  avenue  and  a  distance 
of  87.42  ft.  across  the  rear;  it  is  proposed  to  erect  on  this 
plot  a  one-story  office,  16  ft.  by  12  ft.  in  area,  and  to  install 
the  necessary  pumps  and  tanks  for  a  gasoline  service  sta¬ 
tion  ;  and  - 

Whereas,  this  property  forms  a  substantial  part  of  a 
triangular  plot  or  block  lying  at  the  intersection  of  three 
highways  and  now  occupied  in  part  by  a  prohibited  use  in 
the  nature  of  a  gasoline  service  station,  the  board  deems 
that  development  for  conforming  use  is  unlikely  to  bring 
reasonable  return  and,  therefore,  that,  in  the  exercise  of  its  ( 
discretion,  applicant  should  have  relief  under  section  21  of 
the  building  zone  resolution  on  the  ground  of  practical 
difficulty  and  unnecessary  hardship ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its  ' 
meeting,  September  25,  1928,  and  owner,  through  his  agent, 
William  F.  Doyle,  requested  a  modification  of  the  condi¬ 
tions  imposed  as  to  grease  racks,  etc.,  and  an  extension  of 
time,  the  case  having  been  in  court  on  a  writ  of  certiorari, 
and  under  date  of  June  30,  1930,  the  attorney  for  the  owner 
requested  a  further  modification  as  to  vehicular  entrances. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  on  the  building  line  of  the  property  a 
concrete  curbing  not  less  than  12  in.  in  height  above  the 
fixed  curb,  except  at  two  driveways  on  Boston  Post  road  and 
two  on  Mace  avenue,  the  westerly  side  of  either  of  the  two 
westerly  driveways  shall  be  not  nearer  than  25  ft.  to  the 
intersection  of  the  building  line  on  Mace  avenue  and  Boston 
Post  road ;  that  said  driveways  shall  be  not  more  than  12 
ft.  wide  each ;  that  the  use,  operation  and  conduct  of  these 
premises  for  the  sale  of  gasoline  shall  be  limited  to  and 
within  the  property  line  exclusively ;  that  any  crankcase 
service  or  grease  racks  maintained  on  the  premises  shall  be 
operated  in  a  housed  and  roofed  structure  as  an  extension 
to  the  existing  office  building  and  to  be  finished  on  the 
exterior  with  the  same  material  as  to  color,  texture  and 
design  as  the  said  office  building ;  that  all  necessary  permits 
shall  be  obtained  within  six  months  and  the  work  completed 
within  eighteen  months  from  the  date  of  this  action. 


525-29-BZ. 

APPLICANT — Herbert  L.  McCann,  for  Mrs.  Mary  E.  Mc¬ 
Cann,  owner. 

SUBJECT — Application  for  reopening — interpretation  of 
resolution — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 973-975  DeKalb  avenue  and  112 
Lewis  avenue,  northwest  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Chester. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . ® 

Absent  .  0, 

THE  RESOLUTION—  i  . 

(525-29-BZ) 

Whereas,  Herbert  L.  McCann,  for  Mary  E.  McCann, 

owner,  filed,  August  15,  1929,  an  application,  under  the 

building  zone  resolution,  to  permit  in  a  business  district  the 

erection  and  maintenance  of  a  gasoline  service  station;  prem- 
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973-975  DeKalb  avenue  and  112  Lewis  avenue,  north- 
:  corner,  Borough  of  Brooklyn;  and 
'hereas,  a  public  hearing  was  held  on  this  application  by 
iboard  of  standards  and  appeals,  at  its  regular  meeting, 
rury  18,  1930,  after  due  notice  by  publication  in  the 
etin  of  the  Board  of  Standards  and  Appeals ;  and 
■  hereas,  the  use  district  maps  accompanying  the  building 
(resolution  show  that  DeKalb  avenue  is  in  a  business 
:  ict ;  Lewis  avenue  is  in  a  business  and  unrestricted  dis- 
I;  Pulaski  street  is  in  a  residence  and  business  district, 
Kosciusko  street  is  in  an  unrestircted  and  business  dis- 
[;  and 

'hereas,  the  decision  of  the  superintendent  of  buildings, 
ered  August  1,  1929  (App.  No.  21723-1929),  reads: 

“Proposed  establishment  of  a  gasoline  service  station 
in  a  business  district — not  permitted  by  Zone  Resolution, 
Art.  2,  Sec.  4-a,  Par.  46.  Therefore,  application  denied 
for  a  prohibited  use  in  a  business  district.” ; 

j hereas,  it  is  proposed  to  remove  all  buildings,  except  the 
(story  frame  dwelling  at  north  end  of  lot,  to  erect  a 
Ptory  store  building,  50  ft.  by  80  ft.,  triangular  in 
p»  bury  four  550-gallon  tanks  and  erect  four  pumps 
:  the  purpose  of  conducting  a  gasoline  service  station 
i  n  a  business  use  district ;  and 

hereas,  the  premises  under  appeal  comprise  a  plot  46 
•n  DeKalb  avenue  and  100  ft.  on  Lewis  avenue,  the 
it  ion  is  to  apply  to  the  46  ft.  on  DeKalb  avenue  and 
.  on  Lewis  avenue,  the  remaining  20  ft.  to  be  used  as  a 
firming  use;  and 

(hereas,  there  exists  directly  opposite  the  property  on 
alb  avenue  a  milk  station  for  which  there  is  now  in 
:  a  permit  for  the  stabling  of  186  horses ;  and 
(hereas,  this  application  was  granted  by  the  board  at  its 
■ng,  February  18,  1930,  on  certain  conditions,  and  ap- 
it,  through  his  architect,  requested  an  interpretation  of 
I  conditions  as  to  roof  finish. 

solved,  that  the  board  of  standards  and  appeals  does 
■y  wake  a  variation  in  the  application  of  the  use  de¬ 
regulations  of  the  building  zone  resolution,  and  that 
pplication  be  and  it  hereby  is  granted  on  coiidition  that 
shall  be  erected  along  the  building  line  of  Lewis 
ue  and  DeKalb  avenue  a  concrete  curbing  not  less  than 
i.  in  height  and  12  in.  in  width,  with  one  opening  on 
ilb  avenue  and  two  openings  on  Lewis  avenue,  not 
:  than  10  ft.  in  width  with  curb  cuts  directly  in  front 
id  openings  not  more  than  12  ft.  wide;  that  on  this 
ete  curbing,  except  at  the  openings,  there  shall  be 
ed  concrete  posts  not  less  than  12  in.  square,  nor  less 
'4  ft.  high,  spaced  not  more  than  10  ft.  on  centers,  to 
onnected  with  heavy  iron  chains,  or  in  lieu  thereof 
’ivy  iron  ornamental  picket  fence  not  less  than  4  ft. 
i  that  all  pumps  shall  be  located  at  least  10  ft.  back  of 
ailding  lines;  that  on  the  rear  of  the  property  on  which 
'variation  is  granted,  extending  in  a  triangular  shape 
Lewis  avenue  to  within  4  ft.  of  the  property  line  on 
Idb  avenue,  there  shall  be  erected  a  building,  divided 
3r  store  use  and  office  accessory  use  to  the  gasoline 
n;  that  all  advertising  shall  be  confined  to  the  illu- 
ing  globes  of  the  pumps  to  be  erected  on  the  premises, 
the  plate  glass  show  windows  or  frieze  of  the  store 
that  any  building  erected  on  the  premises  shall 
it  more  than  one  story  in  height,  of  architecturally  at- 
ve  masonry  construction,  with  flat  roof,  with  an  orna- 
1  cornice  in  mansard  effect  on  the  DeKalb  avenue  and 
1  avenue  frontages,  the  height  of  the  cornice  to  be  not 
han  3  ft.  above  roof  level  and  not  less  than  5  ft. 
finished  with  Spanish  tile  or  variegated  slate ;  that 
cessary  permits  required  shall  be  obtained  within  six 
is  and  any  work  involved  completed  within  one  year 
the  date  of  this  action. 


•-BZ. 

JCANT — McCooey  &  Conroy,  for  Mahland  Holding 
Co.,  Inc.,  owner. 


SUBJECT  Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings))  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

I  REMISES  AFFEC1  ED — 43-45  Empire  boulevard,  north¬ 
east  corner  of  Washington  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  LI.  McCooey,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(624-29-BZ) 

Whereas,  McCooey  &  Conroy,  for  Mahland  Holding  Co. 
Inc.  owner,  filed,  October  17,  1929.  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises  43-45  Empire  boulevard,  northeast  corner  of  Wash¬ 
ington  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  4,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
V  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Washington  avenue,  west  side, 
north  of  Empire  boulevard,  is  in  a  residence  district ;  Wash¬ 
ington  avenue,  west  side,  south  of  Empire  boulevard,  is  in 
business  district ;  Washington  avenue,  east  side,  south  of 
Sullivan  place,  is  in  a  business  district;  Washington  avenue, 
east  side,  north  of  Sullivan  place,  is  in  a  residence  district; 
Empire  boulevard,  north  side,  west  of  Washington  avenue, 
is  in  a  residence  district;  Empire  boulevard,  north  side! 
east  of  Washington  avenue,  is  in  a  business  district ;  Empire 
boulevard,  south  side,  is  in  a  business  district,  and  Franklin 
avenue  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  23,  1929  (App.  No.  14583-1929),  reads: 
“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II  Sec  4a  of 
Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  haying  a  frontage  of  92.2  ft.  on  Washington 
avenue,  36  ft.  6  in.  on  Empire  boulevard  and  116.1  ft.  on 
Franklin  avenue,  upon  which  it  is  proposed  to  erect  a  one- 
story  structure,  43  ft.  by  33  ft.,  irregular,  in  area,  to  be 
used  for  grease  pits,  office  and  auto  washing  and  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion;  and 

Whereas,  the  application  is  predicated  under  section  21 — 
hardship— in  that  the  applicant  claims  that  the  property  is 
■bounded  by  Washington  avenue  and  Franklin  avenue,  inter¬ 
secting  on  Empire  boulevard;  that  both  sides  of  Empire 
boulevard  for  a  distance  of  several  hundred  feet  east  and 
west  are  developed  with  non-conforming  uses,  excepting  the 
property,  under  appeal;  that  the  property  formed  by  the 
intersection  of  Empire  boulevard  and  Washington  avenue, 
the  northwest  corner,  is  used  as  the  fire  department  tele¬ 
graph  alarm  station ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  February  4,  1930,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  these  conditions  as  to  width 
and  location  of  driveways. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (thait 
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along  the  building  line  shall  be  erected  a  concrete  curbing 
not  less  than  12  in.  in  width  and  12  in.  high ;  that  there 
shall  be  not  more  than  two  openings  on  Franklin  avenue 
and  two  on  Washington  avenue,  to  be  not  more  than  12  ft. 
wide  each  in  the  clear,  with  curb  cuts  directly  in  front  of 
said  openings,  said  cuts  to  be  not  more  than  12  ft.  wide , 
that  the  southerly  side  of  the  southerly  entrance  on  the 
Franklin  avenue  and  Washington  avenue  fronts  shall  be 
located  not  less  than  10  ft.  distant  from  building  line  of 
Empire  boulevard;  that  there  shall  be  erected  on  this  con¬ 
crete  curbing  concrete  posts  not  less  than  12  in.  square  and 
not  less  than  4  ft.  high,  approximately  10  ft.  centers,  to  be 
connected  by  heavy  iron  chains,  forming  a  fence,  except  at 
the  openings  permitted,  or  in  lieu  thereof  an  iron  picket 
fence  not  less  than  4  ft.  in  height;  that  all  pumps  shall  be 
located  at  least  10  ft.  back  from  the  building  line;  that  all 
tanks  shall  be  located  within  close  proximity  to  building  line 
on  Franklin  avenue ;  that  any  buildings  erected  on  the  prem¬ 
ises  shall  be  not  more  than  one  story  in  height,  located  near 
the  northerly  property  line,  said  buildings  to  be  built  of 
attractive  masonry  construction  with  Spanish  tile  or  slate 
roof ;  that  any  appurtenant  work  for  the  operation  and 
maintenance  of  this  gasoline  station  shall  be  conducted  inside 
said  buildings;  that  there  shall  be  no  signs  or  advertising 
displayed,  other  than  on  the  globes  of  the  gasoline  pumps, 
and  that  all  permits  required  shall  be  obtained  within  six 
months  and  any  work  involved  to  be  completed  within  one 
year  from  the  "date  of  this  action. 


240-28-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Geraldine  Norton, 
owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7a  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 3502  Far  Rockaway  -boulevard, 
301  Beach  35th  street  and  3501  Amstel  boulevard, 
Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  one  month  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(240-28-BZ) 

Whereas,  McCooey  &  Conroy,  for  Geraldine  Norton, 
owner,  filed,  March  20,  1928,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station;  premises 
3502  Far  Rockaway  boulevard,  301  Beach  35th  street  and 
3501  Amstel  boulevard,  Edgemere,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
October  23,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Far  Rockaway  boulevard,  north 
side,  is  in  a  business  district ;  Far  Rockaway  boulevard, 
south  side,  is  in  an  unrestricted  district;  Amstel  boulevard 
is  in  a  business  district,  and  Beach  35th  street,  north  of 
Amstel  boulevard,  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  13,  1928  (N.  B.  1714-28),  reads 

“Contrary  to  the  Zone  Law.  Gasoline  service  station 
not  permitted  in  a  business  district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 


a  frontage  of  115.32  ft.  on  Amstel  boulevard,  32.62  it.  < 
Beach  35th  street  and  128.96  ft.  on  Far  Rockaway  boulevai 
upon  which  it  is  proposed  to  erect  a  one-story  office,  26 
by  17  ft.  6  in.  in  area,  and  to  install  the  necessary  tan 
and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  applicant  filed  substantial  consents  of  pro 
erty  owners  immediately  affected  in  support  of  his  applic 
tion,  and  the  board  deemed  that  denial  of  the  applicati< 
would  be  an  unnecessary  hardship  within  the  meaning 
section  21  of  the  building  zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at  ij 
meeting,  October  23,  1928,  on  certain  conditions,  and  app 
cant  requested  a  modification  of  the  time  limit  imposeij 
and 

Whereas,  the  completion  of  the  structure  has  been  d 
layed  by  reason  of  review  of  the  original  action  of  tl 
board  under  a  writ  of  certiorari;  and  • 

Whereas,  the  action  of  the  board  was  sustained ;  and 

Whereas,  the  applicant,  since  the  initial  grant,  asks  th 
the  wall  required  along  the  westerly  property  line  shall  i 
located  20  ft.  easterly  therefrom,  these  20  ft.  to  be  develops 
maintained,  occupied  and  restricted  to  conforming  use,  ai 
under  date  of  June  30,  1930,  requests  an  extension  of  tir 
to  complete  work. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution,  and  th 
the  application  be  and  it  hereby  is  granted  on  condition  th 
there  shall  be  constructed  at  a  point  not  less  than  20 
from  the  westerly  property  line  a  wall  of  approved  masonr 
finished  on  the  inside  or  exposed  surface  with  white  enarr 
brick,  trimmed  with  dark-colored  enamel  brick  laid  out 
panel  design,  coped  with  architectural  terra  cotta  or  natur 
stone  coping ;  that  there  shall  be  erected  along  the  buildii 
line  on  the  three  street  fronts  a  concrete  curbing,  n 
less  than  12  in.  in  height,  with  not  more  than  two  driv 
ways  from  Amstel  boulevard  and  Far  Rockaway  boulevar 
that  the  building  proposed  for  the  shelter  and  use  of  t 
patrons  and  operators  shall  not  exceed  in  height  one  sto 
above  grade  and  shall  be  of  octagonal  or  rectangular  pla 
finished  on  the  exterior  with  white  enamel  face  brick,  wi 
dark-colored  enamel  brick  trimming,  roofed  with  Spani 
tile,  all  substantially  in  accordance  with  the  design  present 
on  this  appeal ;  that  any  advertising  display  on  the  premis 
shall  be  restricted  to  a  panel  frieze  on  the  front  of  t 
building  and  along  the  wall  at  the  westerly  property  li 
and  to  the  glass  globes  of  the  gasoline  pumps;  that  t 
operation  and  service  of  these  pumps  shall  be  restricted 
and  conducted  wholly  within  the  property  line;  that  aij 
mechanical  or  operative  use  located  on  these  premises  i 
cidental  to  and  in  conjunction  with  the  business  conduct- 
on  the  premises  shall  be  housed  in  a  structure  of  approv 
masonry  of  the  same  design  and  finish  as  the  one-sto 
shelter  and  office  structure ;  that  the  work  involved  shall  f 
completed  within  thirty  days  from  this  date. 


APPROVAL  OF  PLANS. 

200-28-BZ. 

APPLICANT — Klein,  Kinsley  &  Klein,  for  Liebler  Bro 
Inc.,  owner. 

SUBJECT — Application  for  approval  of  plans  in  accordan 
with  resolution  adopted  by  the  board  May  6,  192 

PREMISES  AFFECTED— 218-224  West  230th  street,  T 
Bronx. 

ACTION  OF  BOARD — Temporary  chairman  read  en£ 
neer’s  report;  engineer’s  report  adopted  and  pla 
approved  in  accordance  therewith. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


Adjourned  3.45  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  8,  1930. 
lesent :  Temporary  Chairman  Connell,  Commissioners 
|md  and  Guilfoyle  and  Deputy  Chief  McElligott. 


f’PEALS  FROM  ADMINISTRATIVE  ORDERS. 

10- A. 

[ELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

IJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

ImISES  AFFECTED — 43-49  West  22nd  street  and 
56-62  West  23rd  street,  Manhattan. 

[EARANCES— 

I  For  Appellant:  J.  Burmeister. 

For  Administration :  Inspector  Meyers  of  fire  de¬ 
partment. 

■ION  OF  BOARD — Laid  over  to  September  16,  1930, 
at  2  p.  m.,  pending  action  by  board  of  aldermen. 


13- A. 

ELLANT — Edward  P.  Doyle,  for  Stuard  Hischman, 

owner. 

fJECT — Appeal  from  an  order  of  the  fire  commis- 
I  sioner. 

IMISES  AFFECTED — 10-44  45th  avenue,  Long  Island 
City,  Borough  of  Queens. 

[EARANCES— 

For  Appellant :  Martin  J.  Ort. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

|[ON  OF  BOARD — Laid  over  to  July  22,  1930,  at  2 
p.  m.,  on  written  request  of  appellant. 

A. 

ELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

rECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

vIISES  AFFECTED — 16-18  East  43rd  street  and  13 
East  42nd  street,  Manhattan. 

EARANCES — 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Meyers  of  fire  de¬ 
partment. 

ON  OF  BOARD — Laid  over  to  September  16,  1930, 
at  2  p.  m.,  pending  action  by  -board  of  aldermen. 


A. 

LLLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

ECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

-IISES  AFFECTED — 141  West  42nd  street  and  138- 
142  West  43rd  street,  Manhattan. 

EARANCES — 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ON  OF  BOARD — Laid  over  to  September  16,  1930, 
at  2  p.  m.,  pending  action  by  board  of  aldermen. 


-A. 

CLLANT — Bernard  J.  Gillroy,  for  One  Wall  Street 
Realty  Corp.,  owner. 

ECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

EJISES  AFFECTED — 1-7  Wall  street,  72-86  Broad- 
wray  and  1-11  New  street,  Manhattan. 

ECARANCES — 

For  Appellant :  Bernard  J.  Gilroy. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Laid  over  to  September  16,  1930, 
at  2  p.  m.,  subject  to  consultation  with  client. 

70-30- A. 

APPELLANT — Fox  Film  Corp.,  owner. 

SUBJEC 1 — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — S30-850  10th  avenue,  441-461 
West  55th  street  and  450-456  West  56th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  L.  M.  Weber. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  2 
p.  m.,  on  request  of  appellant’s  representative. 


BUILDING  ZONE  CASES. 

731-29-BZ. 

APPLICANT — Harry  Urquhart,  for  M.  H.  G.  Realty 
Corp.,  owner. 

SUBJEC  I — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — South  side  of  101st  avenue,  40 
ft.  east  of  121st  street,  South  Ozone  Park,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  O.  Weinberg. 

For  O  ppos  it  ion  :  N  one . 

ACTION  OF  BOARD — Laid  over  to  September  16,  1930, 
at  2  p.  m.,  on  request  of  applicant’s  representative. 


158-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Julius  Steinberg, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2637-2653  86th  street,  north¬ 
east  corner  of  Avenue  U,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Abraham  Raff. 

For  Opposition:  Oscar  Landman. 

ACTION  OF  BOARD — Laid  over  to  September  16,  1930, 
at  2  p.  m.,  on  request  of  applicant’s  representative. 


212-30-BZ. 

APPLICANT— Maximilian  Zipkes,  for  West  95th  Street 
Corp.,  owner. 

SUBJECT — Application  (re  orders  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  business  of  a  business  use  in  the 
first  story  of  a  tenement  house. 

PREMISES  AFFECTED — 38  Fort  Washington  avenue, 
northeast  corner  of  West  160th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Rosalie  Chabon. 

For  Opposition:  John  F.  Timmins,  Alma  R.  Latson, 
Jules  Goldstein,  Albert  E.  Freidman  and  David 
Gelwan. 

ACTION  OF  BOARD — Laid  over  to  July  15,  1930,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 
Peremptory. 


369-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Boro-Wide  Develop¬ 
ment  Corp.,  owner. 
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SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED— 2314-2328  Grand  concourse  and 
2317-2327  Ryer  avenue,  east  side  of  Grand  con¬ 
course,  147  ft.  north  of  East  183rd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Milton  Smith. 

ACTION  OF  BOARD— Laid  over  to  July  22,  1930,  at  2 
p.  m.,  pending  determination  by  board  of  aldermen. 


466-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grand  Boulevard  & 
Concourse  Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  from  residence 
to  business  (store)  purposes. 

PREMISES  AFFECTED— 1403  Grand  concourse  and  167- 
183  East  170th  street,  northwest  corner,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  July  22,  1930,  at  2 
p.  m.,  pending  determination  by  board  of  aldermen. 


243-28-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Essanarr  Garage 
Corp.,  owner. 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station  (previously  withdrawn). 

PREMISES  AFFECTED— 2489-2505  Atlantic  avenue, 
northeast  corner  of  East  New  York  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
Calendar  Call  July  29,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALENDAR 
CALL— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 


3-30-BZ. 

APPLICANT— Forrest  C.  Hirleman,  for  Ella  Boot 
owner. 

SUBJECT— Application  (re  decision  of  the  superintende 
of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit  in  a  residence  district  tl 
maintenance  of  a  restaurant. 

PREMISES  AFFECTED— 2261  Loring  place,  west  sic 
100  ft.  north  of  West  183rd  street,  The  Bronx. 
APPEARANCES—  .  1 

For  Applicant:  Forrest  C.  Hirleman. 

For  Opposition:  None.  ■  j 

•\CTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell.... 
Negative:  Commissioners  Holland  and  Guilfoyle 

and  Deputy  Chief  McElligott . 

Absent  . 

THE  RESOLUTION— 

(3-30-BZ) 

Whereas,  Forrest  C.  Hirleman,  for  Ella  Booth,  own< 
filed,  January  2,  1930,  an  application,  under  the  building  zo 
resolution,  to  permit  in  a  residence  district  the  maintenari 
of  a  restaurant;  premises  2261  Loring  place,  west  side,  1 
ft.  north  of  West  183rd  street,  Borough  of  The  Bronx;  a 
Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  board  of  standards  and  appeals,  at  its  regular  me 
ing,  July  8,  1930,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildi 
zone  resolution  show  that  Loring  place  is  in  a  reside: 
district;  West  183rd  street  is  in  a  residence  district,  a 
Fordham  road  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildin 
rendered  December  3,  1929,  reads : 

“A  certificate  of  occupancy  for  the  building  at  abc 
mentioned  location  for  use  as  a  restaurant  is  hert 
denied  as  the  location  is  within  a  residence  district,  a 
such  occupancy  would  be  in  violation  of  the  Zoni 
Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  frame  construed 
two  and  one-half  stories  in  height,  with  a  frontage  of 
ft.  and  a  depth  of  38  ft.,  irregular;  to  be  occupied  as 
restaurant  in  the  first  story  and  dwelling  above;  and 
Whereas,  the  board  deemed  that  applicant  has  failed 
substantiate  his  basis  of  appeal  under  section  21  of 
building  zone  resolution  on  the  ground  of  practical  di 
culties  and  unnecessary  hardship.  Ij 

Resolved,  that  the  decision  of  the  superintendent  of  bui 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
and  it  hereby  is  de)iied. 


Adjourned  5.10  p.  m. 

William  J.  O’Gorman,  Secretary 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  MORNING,  JULY  11,  1930. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

RULES. 

77-25-SR. 

PETITIONER — John  J.  Dorman,  fire  commissioner. 
SUBJECT — Amendment  to  Sprinkler  Rules. 


APPEARANCES— 

For  Administration:  Chief  Waldon  and  Inspei 
Maher  of  fire  department. 

ACTION  OF  BOARD — Laid  over  pending  action  of  bo 
of  aldermen  on  proposed  amendments  to  chapter 
of  the  code  of  ordinance  submitted  by  the  fire  c< 
missioner. 


Adjourned  12.00  m. 

William  J.  O’Gorman,  Secretary 
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RULES  OF  PROCEDURE  OF  BOARD  OF  STANDARDS  AND  APPEALS 

ADOPTED  FEBRUARY  15,  1927 


(89-27-SR) 

ARTICLE  I— PUBLIC  HEARING. 

1.  Regular  sessions  designated  as  public  hearings  of 
ne  Board  of  Standards  and  Appeals  shall  be  held  on 
uesday  of  each  week  at  10  A.  M.  and  2  P.  M. 

2.  Morning  sessions  shall  be  devoted  to  hearings  on 
ppeals  from  administrative  orders  and  applications  for 
iriation  .of  the  building  zone  resolution.  Afternoon 
:ssions,  in  general,  shall  be  given  over  to  hearings  on 
etitions  for  variation  of  the  labor  law  and  consideration 
f  rules.  Notice  shall  be  published  in  the  Bulletin  of  the 
oard  of  deviation  from  this  procedure. 

3.  Special  sessions  may  be  called  by  the  Chairman, 

•  at  the  request  of  four  members,  provided  that  notice 
,1  the  same  has  been  mailed  to  each  member  at  least 
venty-four  hours  before  the  time  set,  except  that  the 
inouncement  of  a  special  session  at  any  meeting  at 
hich  a  quorum  is  present  shall  be  sufficient  notice  of 
ich  meeting. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

8.  A  quorum  of  the  Board  of  Standards  and  Appeals 
tall  consist  of  four  members. 

6.  The  members  of  the  Board  shall  attend  the  meet- 
gs  in. person,  except  that  during  absence  or  disability 
substitute  may  act.  as  provided  by  law  under  section 
8  of  the  Charter  as  amended  by  Local  Law  No.  13. 
he  names  of  such  substitutes,  designated  by  the  Mayor, 
tall  have  been  previously  filed  with  the  chairman. 

ARTICLE  II— CASES  BEFORE  THE  BOARD. 

1.  Every  application  under  the  Building  Zone  Resolu- 
)n,  every  appeal  under  section  719  of  the  Charter  and 
ery  petition  under  section  718a,  subdivision  4,  of  the 
larter,  shall  be.  made  to  the  Board  on  the  forms  pro- 
led,  and  shall  include  the  data  required  in  such  forms. 

as  to  supply  all  information  necessary  for  a  clear 
'  derstanding  by  the  Board  and  its  staff.  Action  in 
•ch.  case  must  be  based  largely  on  the  information  so 
irnished.  The  statements  made  by  the  applicant,  apoel- 
ht  or  petitioner  and  the  determination  of  the  Board  in 
•ch  case  will  be  incorporated  in  a  resolution  formally 

•  opted  and  published  in  the  Bulletin  of  the  Board, 
'ficials  who  are  charged  with  the  enforcement  of  the 
Ivs,  ordinances  and  rules  relating  to  buildings  in  the 
•ty  of  New  York  will  be  bound  by  such  resolutions, 
id.  before  granting  permit  or  taking  any  other  affirma- 
!e  action,  should  see  that  there  are  no  misstatements 
i  to  facts  and  that  the  conditions  of  the  resolution  are 
served.  Any  administrative  official  discovering  any 
i ^statement  of  essential  information  is  requested  to 
tify  the  Board,  in  order  that  it  may  take  such  action 

i  the  circumstances  require.  All  approvals  shall  remain 
■  id  only  as  long  as  the  information  and  the  conditions 
which  the  resolution  was  based  are  maintained. 

1.  Any  communication  purporting  to  be  an  applica- 
n,  appeal  or  petition  shall  be  regarded  as  a  mere  notice 
intention  to  seek  relief  and  shall  be  of  no  force  or 
■*ct  until  it  is  made  in  the  form  required. 

••  Upon  receipt  of  any  such  communication,  the  writer 
nil  be  supplied  with  the  proper  forms  for  presenting 
application,  appeal  or  petition,  and  he  shall  be  re- 
j  red  to  file  the  proper  form  and  furnish  all  necessary 
a  within  twenty  days  of  the  date  of  the  order  or 
I  Ision  appealed  from. 


4.  .  I  he  duplicate  of  each  application,  appeal  or  petition 
required  by  this  article  shall  be  forwarded  promptly  to 
the  administrative  official  whose  order  is  involved  in 
such  case. 

5.  At  the  public  hearing  of  a  case  before  the  Board, 
the  applicant  shall  first  present  the  argument  in  support 
of.  the  case  and  those  in  objection  shall  follow.  To  main¬ 
tain  orderly  procedure,  each  side  shall  proceed  without 
interruption  by  the  other. 

6.  Every  person  before  the  rostrum  shall  abide  by 
the  order  and  direction  of  the  Chairman.  Discourtesy 
or  disorderly  or  contemptuous  conduct  shall  be  regarded 
as  a  breach  of  the  privileges  of  the  Board  and  shall  ba 
dealt  with  as.  the  Chairman  deems  proper.  Orders  to 
maintain  discipline  shall  be  carried  out  by  the  Sergeant- 
at-Arms. 

Subject  to  the  direction  of  the  Chairman,  the  Secretary 
shall  enforce  the  rules  of  the  Board  and  shall  direct  and 
supervise  the  Sergeant-at-Arms  in  maintaining  order  and 
decorum  in  the  hearing  room  and  lobbies  during  all  public 
hearings. 

.  7-  No  member  shall  proceed  to  debate,  discuss  an 
issue,  put  a  motion  or  offer  a  resolution  until  he  shall 
have  addressed  the  Chairman  and  have  been  recognized 
by  him.  While  the  Chairman  is  putting  a  motion  or 
offering  a  resolution,  or  during  the  progress  of  a  roll 
call,  no  member  shall  interrupt  or  leave  his  seat.  When 
a  motion  to  adjourn  is  carried,  the  members  of  the  Board 
shall  keep  their  seats  until  the  Chairman  declares  the 
meeting  adjourned. 

ARTICLE  III— THE  CALENDAR. 

1.  Each  case  filed  in  the  proper  form,  with  the  re¬ 
quired  data,  shall  be  numbered  serially,  irrespective  of 
whether  it  be  an  application,  appeal  or  petition.  These 
Calendar  numbers  shall  begin  anew  on  January  1st  of 
each  year,  and  shall  be  hyphenated  with  the  number 
of  the  year  and  the  initials  indicating  the  character  of 
the  case.  Thus  the  calendar  number  of  an  application 
under  the  .Building  Zone  Resolution  in  1926  shall  be 

210-26-BZ”;  an  appeal  from  an  order,  requirement,  deci¬ 
sion  or  determination  of  a  Superintendent  of  Buildings 
or  of  the  Fire  Commissioner,  “211-26-A,”  and  a  petition 
for  variation  of  the  Labor  Law  or  any  rule  or  standard 
adopted  thereunder,  “212-26-S.” 

2.  As  soon  as  a  case  receives  a  calendar  number,  it 
shall  be  placed  on  the  Docket.  Thereafter  the  appellant 
or  petitioner  shall  be  notified  of  the  date  his  case  will  be 
set  for  public  hearing.  In  building  zone  applications 
the  applicant  shall  be  notified  of  the  date  when  his  case 
will  be  reached  in  the  call  of  the  Clerk’s  Calendar. 

3.  The  Clerk’s  Call  Calendar  shall  be  called  each 
Tuesday  at  2  P.  M„  in  Room  1013,  Municipal  Building, 
Manhattan,  by  the  Chairman  or  the  Secretary,  and  a 
date,  for  the  public  hearing  of  each  application  for  varia¬ 
tion  of  the  Building  Zone  Resolution,  shall  then  be  set, 
which  shall  be  full  and  sufficient  notice  to  all  persons 
interested  in  such  case. 

4.  Thereafter  each  case  shall  be  listed,  by  calendar 
number  and  premises,  in  the  Hearing  Calendar  printed 
in  the  Bulletin  of  the  Board,  under  the  title  of  the 
respective  proceedings,  and  the  date  for  which  such  case 
has  been  set. 

ARTICLE  IV— DISPOSITION  OF  CASES. 

L  Every  decision  of  the  Board  on  any  cue  shall 
bs  by  resolution. 
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2.  The  final  disposition  of  any  application,  appeal  or 
petition  before  the  Board  shall  be  in  the  form  of  a  reso¬ 
lution  either  reversing,  varying  or  modifying  the  order, 
requirement,  decision  or  determination  appealed  from  and 
granting  the  application,  appeal  or  petition,  or  affirming 
the  order  and  denying  the  application,  appeal  or  petition. 
The  concurring  vote  of  four  members  shall  be  necessary 
to  a  decision.  If  a  resolution  fail  to  receive  four  votes 
in  favor  of  the  applicant,  appellant  or  petitioner,  the 
action  will  be  deemed  equivalent  to  a  denial,  and  a  reso¬ 
lution  denying  such  application,  appeal  or  petition  shall 
be  formally  entered  on  the  record,  unless  there  be  a 
member  absent  at  the  roll  call  and  the  vote  of  the 
absentee  added  to  the  number  of  votes  for  the  applicant 
appellant  or  petitioner  would  equal  four,  in  which  case 
the  matter  will  be  laid  over  for  reconsideration,  until  a 
final  determination  is  reached. 

3.  Any  applicant,  appellant  or  petitioner  may  with¬ 
draw  his  application,  appeal  or  petition  at  any  time  prior 
to  action  thereon,  with  the  consent  of  the  Board,  but  if  a 
motion  has  been  made,  and  is  pending,  either  to  grant 
or  to  dismiss,  such  motion  shall  have  precedence. 

4.  No  application,  appeal  or  petition  dismissed  or 
denied  can  be  considered  again  except  (1)  on  a  motion 
to  reconsider  the  vote,  or  (2)  on  a  request  for  a  re¬ 
hearing. 

5.  No  request  to  grant  a  rehearing  can  be  enter¬ 
tained  unless  new  evidence  is  submitted.  If,  on  motion 
of  a  member  of  the  Board,  adopted  by  four  affirmative 
votes,  the  request  for  a  rehearing  is  granted,  the  case 
shall  be  put  on  the  calendar  for  a  rehearing. 

In  all  cases,  the  request  for  a  rehearing  shall  be  in 
writing,  reciting  the  reasons  for  the  request,  and  shall 
be  duly  verified  and  accompanied  by  the  necessary  data 
and  diagrams.  Such  request  shall  be  filed  with  the  Chair¬ 
man,  who  shall  have  a  report  on  the  case  prepared  by 
the  engineers.  The  Chairman  may  then  set  a  date  when 
the  request  for  reopening  shall  be  submitted  to  the  Board, 
of  which  date  the  person  requesting  the  reopening  shall 
be  notified. 

If  the  Board  votes  to  reopen  a  case  affecting  a  build¬ 
ing  zone  application,  a  date  shall  be  set  for  the  “Calendar 
Call”  and  the  applicant  shall  be  required  to  notify  each 
of  the  property  owners  entitled  to  notice  of  the  applica¬ 
tion,  the  same  procedure  to  be  followed  as  in  an  original 
application. 

6.  The  Board  may.  on  tb®  motion  of  any  member, 
review  any  decision  that  it  has  made  and  may  reverse 
or  modify  such  decision,  but  no  such  review  shall  preju¬ 
dice  the  rights  of  any  person  who  has  in  good  faith  acted 
thereon  before  it  is  reversed  or  modified. 

ARTICLE  V— BUILDING  ZONE  APPLICATIONS. 

1.  No  application  for  a  variation  or  modification  of 
the  provisions  of  the  Building  Zone  Resolution  shall  be 
entertained  by  the  Board  except  in  a  specific  case,  and 
from  an  order,  requirement,  decision  or  determination 
made  by  any  Superintendent  of  Buildings,  the  Tenement 
House  Commissioner,  or  the  Fire  Commissioner,  on  the 
ground  that  the  proposed  plan  or  use  violates  the  Build¬ 
ing  Zone  Resolution. 

1.  No  such  application  shall  be  entertained  unless 
the  application  is  filed  within  twenty  days  from  the  date 
of  the  action  of  the  Superintendent  of  Buildings,  Tene¬ 
ment  House  Commissioner,  or  Fire  Commissioner. 

3.  Every  application  shall  be  made  in  duplicate  on 
Form  3BZ  and  shall  be  accompanied  by  all  the  data  re¬ 
quired  by  such  form,  and  shall  be  considered  subject 
to  such  rules  as  the  Board  has  adopted  or  may  adopt, 
under  Article  5,  Section  21,  of  the  Building  Zone  Reso¬ 
lution. 


4.  As  soon  as  any  application  is  completed  by  ( 

filing  of  the  data  required  in  Form  3BZ,  the  case  si  ] 
receive  a  calendar  number  and  shall  be  placed  on  ■ 
Clerk’s  Calendar,  and  the  applicant  shall  be  notifj 
by  the  Board  on  Form  6CC,  of  the  time  set  for  the  c| 
of  the  calendar,  which  shall  be  at  least  five  days  afr 
the  mailing  of  said  notice.  With  this  notice  the  applies 
shall  be  supplied  with  an  official  copy  of  Form  7N 
which  he  is  required  to  send  to  every  property  owif 
entitled  to  notice  of  the  application.  Within  three  d«i 
the  applicant  must  file  a  verified  statement  that  j 
has  so  notified  each  of  such  property  owners  either  i 
personal  service  or  by  registered  mail.  Not  less  thi 
fourteen  days’  notice  of  the  date  fixed  for  calendar  c] 
in  each  Building  Zone  application  shall  be  given  by  pi 
lication  in  the  Bulletin  of  the  Board.  ? 

5.  On  the  call  of  the  Clerk’s  Calendar  the  applic; I 
shall  appear  in  person,  or  by  agent  or  attorney,  al 
property  owners  affected  by  the  application  may  appi 
either  in  person  or  by  agent  or  attorney  and  pres< 
any  typewritten  and  verified  objections  they  may  he 
to  the  granting  of  the  application,  together  with  a  < 
scription  of  their  property  and  an  affidavit  of  ownersh 
Then  a  date  shall  be  set  for  a  public  hearing  on  t 
application  which  shall  be  not  less  than  fourteen  da 
thereafter.  Notice  of  said  hearing  shall  be  given  1 
publication  in  the  Bulletin  of  the  Board. 

6.  On  the  date  set  for  the  public  hearing,  the  app 
cant  shall  state  his  case,  then  the  opposition  shall 
heard,  and  the  applicant  shall  have  an  opportunity 
reply. 

7.  No  application  that  has  been  denied  after  a  pubi 
hearing  can  be  entertained  under  the  same  state  of  far 
or  basis  of  appeal,  unless  based  upon  a  new  decision 

a  superintendent  of  buildings  on  plans  which  materia 
change  the  aspects  of  the  case. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision 
determination  of  the  Superintendent  of  Buildings  or  t 
Fire  Commissioner  or  from  any  rule  or  regulation  relatii 
to  the  construction,  alteration,  structural  changes  i 
equipment,  occupancy  or  use  of  any  building  or  structui 
under  Section  719  of  the  Charter,  shall  be  entertain 
unless  such  appeal  is  filed  in  duplicate  on  Form  1 
with  all  the  data  required  in  such  form,  within  twen 
days  from  the  date  of  the  order  appealed  from. 

ARTICLE  VII — ^PETITIONS. 

1.  No  petition  for  variation  of  the  Labor  Law,  or 
any  rule  adopted  thereunder  affecting  the  constructs 
or  alteration  of  buildings,  exits  therefrom,  the  install 
tion  of  fixtures  or  apparatus  as  authorized  by  Sectii 
718-a,  subdivision  4  of  the  Charter,  shall  be  entertaim 
unless  it  is  made  in  duplicate  on  Form  2S,  with  all  t 
data  required  in  such  form,  within  twenty  days  from  t 
date  of  the  administrative  order  to  which  the  petitii 
refers. 

No  petition  for  approval  of  a  device,  material 
method  of  construction  shall  be  entertained  unless  it 
filed  in  duplicate  on  Form  4SA,  with  all  the  data  r 
quired  in  such  form. 

No  petition  for  the  adoption  or  amendment  of  Rul 
shall  be  entertained  unless  it  is  filed  in  duplicate  < 
Form  5SR,  with  all  the  data  required  in  such  form. 

ARTICLE  VIII— PETITIONS. 

1.  No  resolution  of  the  Board  of  Standards  ai 
Appeals  adopting  or  amending  any  rule  or  regulatu 
under  subdivision  2  or  3  of  section  718-a  of  the  Char' 
shall  be  »Honted  unless  such  proposed  rule  or  regulation  *h; 
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RULES 


he  been  published  in  the  Bulletin  of  the  Board  for  at 
I  st  ten  days  prior  to  a  public  hearing  thereon.  Four  af- 
t native  votes  of  the  Board  shall  be  necessary  for  the 
option  of  such  resolution. 

:.  Amendments  to  these  Rules  of  Procedure  may  be 
ide  by  the  Board  of  Standards  and  Appeals  at  any 
ular  meeting,  providing  notice  of  such  amendment 

i  been  given  to  each  member  of  the  Board  three  days 
or  to  such  meeting,  either  in  writing  or  by  publica- 

ii  in  the  Bulletin.  The  suspension  of  any  rule  of 
icedure  may  be  ordered  at  any  meeting  by  unanimous 
’:e. 

ARTICLE  IX— OTHER  RESOLUTIONS, 

i.  Every  resolution  of  the  Board  of  Standards  and 
ipeals  suggesting  changes  or  amendments  to  the  law 
ier  subdivision  5,  section  718-a  of  the  Charter  shall 
tuire  at  least  four  affirmative  votes  for  its  adoption. 

Every  resolution  not  otherwise  provided  for, 
rinary  motions  or  decisions  on  rules  of  order  shall 
wire  not  more  than  three  affimative  votes. 

ARTICLE  X— INSPECTIONS. 

In  any  case  in  which  the  Board  may  deem  it 
isssary,  an  inspection  of  the  premises  in  question  may 
ordered  bv  the  Board.  Such  inspection  shall  be  made 
'the  Chairman  and  by  two  or  more  members  desig- 
;:d  by  him,  and  they  shall  report  their  findings  to 
i  Board  in  writing. 

ARTICLE  XI— TESTS. 

In  any  case  in  which  the  Board  may  order  a  test 
liny  material  or  device,  the  test  shall  be  conducted 
:er  the  supervision  of  an  assistant  engineer,  in  the 
ence  of  the  Chairman  and  two  or  more  members 
:ointed  by  him.  and  the  result  of  such  test  shall  be 
>rted  to  the  Board  in  writing,  and  the  material  or 
ce  shall  not  have  the  approval  of  the  Board  unless 
report  be  favorable  and  adopted  by  four  affirmative 
|!S. 

ARTICLE  XII— RECORDS. 

All  applications,  appeals  and  petitions  shall  be  on 
required  forms,  and  all  communications,  reports, 
and  plans,  relative  to  any  matter  appearing  on  the 
ndar,  shall  be  on  sheets  approximately  8  in.  by  10J4 
n  size.  After  final  disposition,  they  shall  be  bound 
ome  suitable  manner.  These  records  shall  be  kept 
iling  cabinets  in  their  numerical  order,  in  such  a 
ner  that  they  are  accessible  to  the  public  at  all 
onable  hours,  as  prescribed  by  the  Charter  of  the 
of  New  York. 

An  index  indicating  locations  by  boroughs  shall 

:ept. 

All  reports  on  matters  coming  before  the  Board 
action  shall  be  duplicated  in  sufficient  numbers  to 
ish  a  copy  to  each  member.  The  original  shall  be 
with  the  records  in  each  case. 

ARTICLE  XIII— THE  BULLETIN. 

The  Bulletin  of  the  Board  of  Standards  and 
eals  shall  be  published  on  Tuesday  of  each  week, 
hall  contain: 

)  Directory  of  the  Board. 

)  Docket. 


(3)  Clerk’s  Calendar  Call. 

(4)  The  Hearing  Calendar. 

(5)  Notice  of  hearing  on  building  zone  applications 
and  on  proposed  rules  or  the  amendment  of  rules. 

(6)  An  abstract  of  the  minutes  of  each  meeting,  in¬ 
cluding  a  brief  statement  of  the  action  in  each  case, 
with  the  roll  call  thereon  and  the  full  text  of  the  reso¬ 
lutions  adopted. 

(7)  Rules  adopted. 

(8)  Such  other  information  as  may  be  of  value  to 
the  public  and  within  the  scope  of  the  work  of  the 
Board. 

ARTICLE  XV— OFFICERS. 

1.  The  Chairman  shall  preside  at  meetings.  The 
Chairman  may  designate  any  member  of  the  Board  to 
preside  and  perform  the  duties  of  the  Chair  at  public 
hearings. 

2.  The  Chairman,  subject  to  these  rules,  shall  decide 
all  points  of  order  or  procedure,  unless  otherwise  directed 
by  a  majority  of  the  Board  in  session  at  that  time. 

3.  The  Chairman  shall  designate  the  members  of  the 
Board  to  make  an  inspection,  and,  unless  otherwise 
directed  by  the  vote  of  four  members  of  the  Board,  shall 
appoint  any  committee  that  may  be  deemed  necessary. 

4.  The  Chairman  shall  report  at  each  meeting  on  all 
pertinent  official  transactions  that  do  not  otherwise 
come  to  the  attention  of  the  Board. 

5.  Administrative  authority  is  vested  solely  in  the 
Chairman  of  the  Board  who  shall,  subject  to  these  rules, 
transact  all  official  business  of  the  Board,  engage  the 
necessary  employees  and  direct  the  work  of  the  office. 

6..  Subject  to  these  rules  and  the  direction  of  the 
Chairman,  the  Secretary  shall  conduct  all  official  cor¬ 
respondence,  compile  the  required  records,  edit  the 
Bulletin,  maintain  the  necessary  files  and  indices,  and 
generally  supervise  the  clerical  work  of  the  office  force, 
maintaining  discipline  in  accordance  with  the  rules  of 
the  office  and  charter  provisions. 

7.  Subject  to  these  rules  and  the  direction  of  the 
Chairman,  the  Assistant  Engineers  shall  examine  and 
report  on  all  applications,  appeals  and  petitions;  pre¬ 
pare  all  proposed  rules  or  revised  rules  suggested  by 
outside  agencies,  with  report  on  the  reasons  and  neces¬ 
sity  for  same;  supervise  and  witness  the  tests  conducted 
under  the  auspices  of  the  Board,  and  assist  generally  in 
all  technical  matter  coming  before  the  Board. 

8.  The  Chief  Clerk  shall  keep  all  accounts,  keep  the 
hies  and  indices  in  proper  order  and  up  to  date,  and 
generally  assist  the  Secretary.  During  the  absence  or 
disability  of  the  Secretary,  the  Chief  Clerk  shall  act  in 
that  capacity. 

9.  A  complete  stenographic  record  of  the  trans¬ 
actions  at  public  meetings  shall  be  made  for  the  files, 
including  verbatim  reports  of  such  parts  as  may  be 
directed,  and  there  shall  be  prepared,  after  each  meeting 
and  in  time  for  the  next  publication  of  the  Bulletin,  the 
abstract  of  the  minutes  which  is  to  appear  in  such 
Bulletin. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


applicants,  under  the  building  zone  resolution,  desire 
:s  of  Form  7NO,  for  notices  to  property  owners,  such 
is  are  not  to  be  supplied  by  this  office, 
te  applicant  is  entitled  only  to  one  copy  of  form  7NO, 

irly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  July  9,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 

Cases  pending  July  9,  1930 . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . 

Dismissed  . 

Denied  . 

478  Granted  . 

Granted  on  condition . 

Appliances  approved  . 

30  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

120  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

11  Requests  to  amend  granted . 

Requests  to  amend  denied . 

17  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

46  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

4  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

24  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn.. 

0  Interpretations  . 

Requests  withdrawn  or  dismissed . 


1122  Total 
701 

421 


i 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  ! 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  e 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail ! 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  1 
cases  promptly,  for  the  reason  that  the  pendency  of  i 
appeal  or  petition  ties  the  hands  of  the  administrative  c- 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petit i 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  e 
appellant  or  petitioner  to  file  necessary  data,  or  by  <V 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  -! 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pU 
and  data  required  by  law  are  supplied,  as  specified  on  e 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BU- 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN » 


Name 


My  subscription  is  to  begin  with  the  issue  for 


Street 

P.O 


1930. 


'  £  V/ 
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Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503  Laws  of  1910 

and  the  Muncipal  Assembly,  Local  Law  No.  13,  of  1925. 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1001  to  1015,  Municipal  Building. 

New  York  City. 
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Subscription 
$2.50  a  year 


JULY  22,  1930  Single  Copies,  5  cents  ^Jo  29 

By  mail,  7  cents 


DIRECTORY 

♦ - - — - 

BOARD  OF  STANDARDS  AND  APPEALS 


HENRY  L.  CONNELL 
Temporary  Chairman 

James  P.  Holland  v 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 
Edward  V.  Barton,  Chief  Clerk. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin, 
^allof  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m 


All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


*1. 


% 


\' 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

person  desiring  to  consult  the  chairman  or  the  en- 
Owners,  pertaining  to  the  work  of  the  board,  will  be  seen 
^\y  only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 


ffice — Municipal  Building,  Rooms  1001  to  1015. 
jlephone — Worth  0184. 

ffice  Hours — 9  a.  m.  to  4  p.  m.  Saturdays  9  a.  m.  to 

12  noon. 

U  communications  should  be  addressed  to  the  chairman  of 

\he  board 


The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  July  22,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  July  29,  1930,  at  2  o’clock. 

The  Clerk's  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  July  15,  1930,  10  A.  M. 
Minutes  of  Regular  Meeting,  July  15,  1930,  2  P.  M. 
Smoking  in  Factories — Rules. 

Amendments  to  “Standpipe”-“Fireline”  Rules. 
Approved  Fuel  Oil  Burners. 

Reserve  Calendar. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  me're  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


Progress  Report. 
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HENRY  L.  CONNELL.  Temporary  Chairman. 


CALENDAR 


DOCKET. 


Nezv  Cases  Filed  up  to  July  16,  1930. 


Cal.  No. 

Department. 

Premises  Affected. 

500-30- A _ 

....F.D . 

.263-265  Court  st.,  Bklyn., 

Order  No.  28-A 

499-30- A _ 

....F.D . 

.798-802  Fulton  st.,  Bklyn., 

F-77101 

498-30-A _ 

....F.D . 

.496-506  Pacific  st.,  Bklyn., 

Applic.  263-30 

497-30-S . 

...F.D . 

.619-627  W.  54th  st.,  Man., 

N.  B.  90-30 

496-30-BZ . . . 

— B.B.Q. . . 

.Southeast  corner  of  182nd  pi.  & 
Jamaica  ave.,  Jamaica,  Q., 

N.  B.  1870-30 

495-30-A _ 

....F.D . 

.467-477  First  ave.,  Man., 

L.  C.  51387 

494-30-SA... 

....F.D . 

.Holtzer-Cabot  Type  P.C.  & 
Type  P  S.  Fire  Alarm  Sys¬ 
tems,  Appliance 

493-30- A _ 

....F.D . 

.217-223  E.  43rd  st.,  Man., 

C-50393 

492-30-S - 

....F.D . 

.10  E.  46th  st.,  Man., 

L.  D.  70620 

49 1-30- A - 

....F.D . 

.337  Grand  st.,  Bklyn., 

Order  No.  35-A 

490-30- A  - 

....F.D . 

.279  Graham  ave.,  Bklyn., 

Order  No.  24-A 

489-30-A _ 

....F.D . 

.17-19  W.  19th  st.,  Man., 

F-76693 

488-30-A _ 

...F.D . 

.30-11  Starr  ave.,  L.  I.  C.,  Q., 

L.  C.  23660 

487-30-A _ 

....F.D . 

.Southwest  corner  of  15th  st.  & 
Eighth  ave.,  Whitestone,  Q., 
Order  No.  19-A 

486-30- A _ 

....F.D . 

.869-871  Halsey  st.,  Bklyn., 

Order  No.  33-A 

485-30- A _ 

...F.D . 

.2812-2816  Mermaid  ave.,  Bklyn., 
Order  No.  22-A 

484-30- A _ 

....F.D . 

.535-545  E.  79th  st.,  Man., 

L.  C.  76903 

483-30- A _ 

....F.D . 

.72  Atlantic  ave.,  Bklyn., 

Order  No.  41-A 

4 82-30- A - 

....F.D . 

.395  Court  st.,  Bklyn., 

Order  No.  29-A 

481-30- A. . . . 

. F.D . 

.4705  Fifth  ave.,  Bklyn., 

Order  No.  42-A 

480-30-A _ 

. F.D . 

.4601  New  Utrecht  ave.,  Bklyn., 
Order  No.  34-A 

479-30-A . . . , 

. F.D . 

,  .292  Court  st.,  Bklyn., 

Order  No.  29-A 

CODE. 

F.D . 

H.D . 

B.B.B . 

...Bureau  of  Buildings,  Brooklyn 

B.B.M . 

..Bureau  of  Buildings.  Manhattan 

B.R.Q . 

. Bureau  of  Buildings,  Queens 

B.B.R . 

.Bureau  of  Buildings.  Richmond 

B  B  Bx . 

. Bureau  of  Buildings,  Bronx 

T  H.D . 

....Tenement  House  Department 

ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  d 
appeals  will  hold  no  meetings  during  the  month  of  Aug\ . 
The  next  regular  meeting  of  the  board  of  standards  d 
appeals  zvill  be  held  on  Tuesday,  September  9,  1930,  a.  o 
a.  m.,  and  that  the  next  Clerk’s  Calendar  Call  zvill  be  Id 
on  the  same  day  and  date  at  2  p.  m. 

During  the  month  of  August  the  office  zvill  be  opeiu 
usual  for  the  filing  of  appeals,  applications  and  petitions,  ;o 
for  consultation  and  other  business.  The  hours  for  u< 
sulfation  are  from  10  a.  m.  to  1  A  tn. — Saturdays  excel d, 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  22,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

239-30-BZ. 

APPLICANT — Emil  Guterman,  for  Adam  Dietel,  our 

PREMISES — 222-14  95th  avenue  (Howell  avenue),  s< tl 
side,  250  ft.  east  of  222nd  street,  Queens  Ville 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  residence  district  the  extension  in  a 
of  an  existing  carpet  cleaning  plant. 

303- 30-BZ. 

APPLICANT — Homack  Construction  Corp.,  owner. 

PREMISES — 117-01  Farmers  boulevard  and  189-14  I  cl 
boulevard  (Central  avenue),  southeast  corner,^ 
Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  n 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  nn 
tenance  of  a  gasoline  service  station. 

304- 30-BZ. 

APPLICANT' — Edward  P.  Doyle,  for  Katherine  Alt  t 
owner. 

PREMISES — '50  Downing  street  and  214-218  West  Hoio 
street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  builn 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  nir 
tenance  of  a  garage  for  the  storage  of  more  a 
five  (5)  motor  vehicles. 


JULY  22,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30- A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30- A — 386  Fulton  street  and  1-15  Smith  street,  soutla 
corner,  Brooklyn. 

294-30-A — 247-253  West  19th  street,  Manhattan. 
328-30-A — 2306  Decatur  street,  Brooklyn. 

452-30- A — 36-25  to  36-49  Newtown  Creek,  Long  Lr 
City,  Borough  of  Queens. 

230-30- A — 1175  Richmond  terrace,  Livingston,  Boroug  < 
Richmond. 

498-30-A— 496-506  Pacific  street,  59-75  Third  avenueir 
311-319  Dean  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  s» 
ards  and  appeals  of  a  public  hearing  under  the  provia 
of  the  building  zone  resolution,  Tuesday  morning,  Juli 
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[10,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

following  matters: 

no.  683-29-BZ— Application,  November  25,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  Wanda  Verplaetse,  appli¬ 
cant,  on  behalf  of  Caroline  Rodgers, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station:  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boule¬ 
vard,  Arrochar,  Borough  of 'Richmond. 

..  no.  106-30-BZ — Application,  February  ll,  1930,  under 
sections  7 g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
bouevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

no.  201-30-BZ — Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
31st  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City, 
Borough  of  Queens. 

‘  N0-  228-30-BZ — Application,  March  31,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Robert  C.  Weissmantel,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  motor 
vehicle  repair  shop;  premises  89-93  130th 
street,  east  side,  60  ft.  south  of  89th 
avenue,  89th  avenue  (No.  1  Willow 
place),  south  side,  100  ft.  east  of  130th 
street,  Jamaica,  Borough  of  Queens. 

no.  235-30-BZ— Application,  April  2,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Lime  Investing  Co.,  Inc.,  owner, 
to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  a  business  building;  premises  north¬ 
east  corner  of  White  Plains  road  and 
East  223rd  street,  The  Bronx. 

* 

no.  274-30-BZ  — Application,  April  21,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone  res¬ 
olution,  of  James  W.  Byrnes,  applicant, 
on  behalf  of  Ninety  Butler  Street  Corp., 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancv 


from  a  garage  and  factory  building  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  86-90 
Butler  street,  south  side,  250  ft.  east  of 
Smith  street,  Brooklyn. 

cal.  no.  390-30-BZ— Application,  June  10,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Walter  C.  Martin,  applicant,  on  be¬ 
half  of  Board  of  Education,  City  of 
New  York,  owner,  to  permit  in  a  one 
and  one-half  times  height  district  the 
setting  back  of  the  face  of  a  tower 
from  the.  street  line  to  a  less  distance 
than  required  under  the  zone  resolution ; 
premises  126-135  DeKalb  avenue,  1-59 
Fort  Greene  place  and  2-52  South  Elliott 
place  (south  side  of  DeKalb  avenue, 
from  Fort  Greene  place  to  South  Elliott 
place),  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairtnan. 


JULY  22,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

15 1-30-A— 10-44  45th  avenue,  Long  Island  City,  Borough 
of  Queens. 

70-30-A — 830-850  Tenth  avenue,  441-461  West  55th  street 
and  450-456  West  56th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon  July  22 
1930  at  2  o’clock,  in  Room  1013,  Municipal  Bui’lding,  on 
the  following  matters : 

cal.  no.  39-30-BZ— Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

cal.  no.  148-30-BZ — Application,  February  26,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Joseph  Goldberg,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  southwest  corner 
of  Hylan  boulevard  and  Lincoln  avenue, 
Grant  City,  Borough  of  Richmond. 

cal.  no.  178-30-BZ— Application,  March  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Carroll,  applicant,  on  behalf 
of  Teresina  Grilli,  owner,  to  permit  in 
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a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  31-33  Olive  place  and  2119-2123 
Atlantic  avenue,  northeast  corner, 
Brooklyn. 

cal  no.  693-29-BZ — Application,  December  2,  1929,  under 
sections  7a,  7g  and  21  of  the  building 
zone  resolution,  of  Charles  Forrester, 
applicant,  on  behalf  of  Mrs.  James 
Whelan,  owner,  to  permit  in  a  residence 
district  the  extension  in  area  of  an 
existing  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
3129-3131  Bailey  avenue,  west  side, 
206.09  ft.  south  of  West  233rd  street, 
The  Bronx. 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  266-30-BZ — Application,  April  16,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  McGuinness,  applicant, 
on  behalf  of  Louis  Rosenzweig  and 
Morris  Rosenzweig,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  314-322  Dahill  road, 
southwest  corner  of  36th  street,  and 
3603-3607  15th  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  29,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

323-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Irene  E.  Moeller, 
owner. 

PREMISES — 187-51  to  187-63  Hollis  avenue,  northwest 
corner  of  190th  street  (Seminole  avenue),  Hollis, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

695-29-BZ. 

APPLICANT— Christopher  McGrath,  for  Hilvid  Realty 
Corp.,  owner. 


—  W 

PREMISES— Southwest  corner  of  Wilkinson  avenue  ai 
Westchester  avenue,  The  Bronx. 

APPLICATION,  under  sections  7f  and  21  of  the  build:; 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma- 
tenance  of  a  gasoline  service  station  (previou- 
denied  under  section  21). 

243-2S-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Essanarr  Gar;: 
Corp.,  owner. 

PREMISES— 2489-2505  Atlantic  avenue  and  1790-1810  Efl 
New  York  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  z<e 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mz- 
tenance  of  a  gasoline  service  station  (previoiy 
withdrawn). 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

202-30-BZ. 

APPLICANT — Rodman  Richardson,  for  Porter  Holc'g 
Corp.,  owner. 

PREMISES — 220-06  Northern  boulevard  and  45-05  2th 
street,  southeast  corner,  Bayside,  Borough  n 
Queens. 

APPLICATION,  under  section  21  of  the  building  zie 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mu 
tenance  of  a  gasoline  service  station. 

247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karr, 
owner. 

PREMISES — 5202  19th  avenue,  southwest  corner  of  fjd 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  ;« 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exn- 
sion  in  area  and  conversion  of  occupancy  of  i< 
first  story  of  an  existing  dwelling  from  reside; 
to  business  use  (stores). 


SEPTEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
265-30-A — 225  Moore  street,  Long  Island  City,  Borougo 
Queens. 

313-30-A — Southwest  corner  of  Palisade  avenue  and  L*s 
261st  street,  The  Bronx. 

342- 30- A — 146  Wooster  street,  Manhattan. 

343- 30- A — East  side  of  City  Island  avenue,  between  Big 

and  Sutherland  avenues,  The  Bronx. 
250-30-A — 3240-3256  Bronx  boulevard,  southeast  corneo 
Rosewood  street,  and  3251-3257  Barker  re 
nue,  The  Bronx. 

261-30-A — 433-439  East  8th  street,  Manhattan. 

295-30- A — 247-253  West  19th  street,  Manhattan. 
454-30- A — 2641-2645  Nostrand  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  sfM 
ards  and  appeals  of  a  public  hearing  under  the  provi  n 
of  the  building  zone  resolution,  Tuesday  morning.  Septet 
9,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
the  following  matters: 

cal.  no.  837-28-BZ — Application,  October  30,  1928, 
sections  7g  and  21  of  the  building 
resolution,  of  J.  Nelson  Cooper, 
cant,  on  behalf  of  Hahn  Brothers  r< 
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proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  "B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution;  premises  120  West  107th  street, 
Manhattan. 

•  xo.  285-30-BZ — Application,  April  24,  1930,  under  sec¬ 

tion  7e  of  the  building  zone  resolution, 
of  Harold  G.  Dangler,  applicant,  on  be¬ 
half  of  Peter  F.  Reilly,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  625-631  Bergen  street,  north 
side,  115  ft.  west  of  Vanderbilt  avenue, 
Brooklyn. 

•  no.  299-30-BZ — Application,  April  29,  1930,  under  sec¬ 

tion  21  of  the  building  zone  resolution, 
of  Murray  Klein,  applicant,  on  behalf 
of  Nathan  Adelman,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  in  area  of  an  existing  poultry 
slaughter  house;  premises  214  Humboldt 
street,  east  side,  35  ft.  south  of  Scholes 
street,  Brooklyn. 

>  xo.  300-30-BZ — Application,  April  29,  1930,  under  sec¬ 

tions  7e  and  21  of  the  building  zone 
resolution,  of  Philip  J.  Sinnott,  appli¬ 
cant,  on  behalf  of  Louis  C.  Bock,  owner, 
to  permit  in  a  business  district  the 
alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  169 
East  87th  street,  Manhattan. 

>  xo.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 

tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 
HENRY  L.  CONNELL, 
Temporary  Chairman. 


SEPTEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

-30-S — 410  Lafayette  street,  Manhattan. 

-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

-30-S — 514-526  East  116th  street,  Manhattan. 

;  -30-S — 21-23  Grattan  street,  Brooklyn. 

-30-S — 343-345  West  44th  street,  Manhattan. 

:  -30-S — 101-103  West  42nd  street  and  1101-1109  Sixth 
avenue,  northeast  corner,  Manhattan. 

-30-S — 735-739  East  9th  street,  Manhattan. 

-30-S — 13-15  West  28th  street,  Manhattan. 

-30-S — 247-253  West  19th  street,  Manhattan. 

-30-S — 144  East  74th  street  and  1031  Lexington  avenue, 
southeast  corner,  Manhattan. 

Appliances  Submitted,  for  Approval. 

!-30-SA — Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 


446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap¬ 
proval  of. 


SEPTEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

3 17-30- A — 3  Park  Row  and  5  Ann  street,  Manhattan. 
324-30-A — 428-436  Greenwich  street,  Manhattan. 

334-30- A — 117-125  West  14th  street  and  118-128  West  15th 
358-30-A — 12-16  East  14th  street  and  7-13  East  13th  street, 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  123-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion ;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  289-30-BZ — Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hugo  E.  Magnuson,  applicant,  on  be¬ 
half  of  Mayer  Leaventon,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  3059-3071  Ocean 
avenue,  northeast  corner  of  Voorhies 
avenue,  Brooklyn. 

cal.  no.  319-30-BZ— -Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 
behalf  of  Louis  Ridder,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  31-01  Newtown  avenue 
and  28-25  31st  street,  northeast  corner, 
Long  Island  City,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 
690-29-A— 232-236  East  40th  street,  Manhattan. 

110-30- A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 


CALENDAR 


94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A— 1-7  Wall  street,  72-86  Broadway  and  1-11  New 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
16,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  160-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

cal.  no.  259-30-BZ — Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

cal.  no.  209-30-BZ — Application,  March  24,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

210-30-A— 47-65  West  42nd  street  and  1100  Sixth  avenu 
northeast  corner,  Manhattan. 

246-30- A — 125-135  Greene  street,  Brooklyn. 

252-30-A — 332-336  East  75th  street,  Manhattan. 
347-30-A — 23  East  20th  street,  Manhattan. 


SEPTEMBER  23,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

279-30-A — 76-80  39th  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Tuesday  afternoon,  Septemlf 
23,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters: 

cal.  no.  766-28-BZ — Application,  October  3,  1928 ;  reopen 
January  28,  1930,  under  sections  7e  a 
21  of  the  building  zone  resolution, 
McCooey  &  Conroy,  applicants,  on  1 
half  of  Parkway  Center  Building  Cor 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of 
garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles  (previou: 
withdrawn)  ;  premises  822-838  EastIL 
York  avenue,  south  side,  100  ft.  w 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  unc, 
sections  7c  and  21  of  the  building  ze 
resolution,  of  McCooey  &  Conroy,  j}| 
plicants,  on  behalf  of  Court  Squ;j 
Renting  and  Sales  Corp.,  owner,  to  p- 
mit  the  extension,  from  an  unrestricil 
district  into  a  business  district,  of  i 
garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles;  premises  83' 
Boerum  place,  northeast  corner 
Pacific  street,  Brooklyn. 

cal.  no.  155-30-BZ — Application,  February  28,  1930,  unc 
section  21  of  the  building  zone  reso- 
tion,  of  Rubenstein  &  Rosling,  app 
cants,  on  behalf  of  John  Sifferf, 
owner,  to  permit  in  a  business  distit 
the  erection  and  maintenance  of  a  ga- 
line  service  station;  premises  northwt 
corner  of  Rockaway  boulevard  ii 
114th  street,  Richmond  Hill,  Boron 
of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairmar, 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variatiotus. 

245-30-S — 236-238  Fifth  avenue,  Manhattan. 

251-30-S — 909-915  Faile  street  and  1166  Garrison  aver:. 

southwest  corner,  The  Bronx. 

233-30-S — 82-90  Brown  place  and  491-497  East  13 d 
street,  northeast  corner,  The  Bronx. 
244-30-S — 76-78  Madison  avenue  and  22  East  28th  str t. 

southwest  corner,  Manhattan. 

257-30-S— 120-126  West  36th  street,  111  West  35th  stift 
and  1333  Broadway,  Manhattan. 
327-30-S— 194-196  Palmetto  street,  Brooklyn. 

338-30- S — 42-48  East  20th  street,  Manhattan. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  15,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
olland  and  Guilt" oyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
uesday  morning,  July  8,  1930,  and  the  minutes  of  the  regu- 
r  meeting  of  the  board  held  on  Tuesday  afternoon,  July  8, 
i30,  also  the  minutes  of  the  special  meeting  of  the  board 
•Id  on  Friday  morning,  July  11,  1930,  were  approved  as 
inted  in  Bulletin  No.  28,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

‘9-30- A.  *  :ijLi4 

PPELLANT — Harper  A.  Holt,  for  Bush  Terminal  Co., 
owner. 

OBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED — 76-80  39th  street,  Brooklyn. 
PPEARANCES — 

For  Appellant :  A.  J.  Grossman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

iCTION  OF  BOARD — Laid  over  to  September  23,  1930, 
at  2  p.  m.,  on  request  of  applicant’s  representative. 
_ 

-30-A. 

PPELLANT — Dipoline  Manufacturing  Co.,  Inc.,  lessee. 
JBJECT — Application  for  reopening — restoration  to  cal¬ 
endar — re  Appeal  from  an  order  of  the  fire  com¬ 
missioner  (previously  denied). 

REMISES  AFFECTED — 19  Fulton  street,  Brooklyn. 
PPEARANCES— 

For  Appellant:  H.  B.  Silver. 

CTION  OF  BOARD — Application  for  reopening  with¬ 
drawn. 

HE  VOTE  TO  WITHDRAW  REQUEST  FOR  RE¬ 
OPENING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


8-30- A. 

PPELLANT — The  New  York  Times  Co.,  owner. 
JBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  fire  commissioner. 

REMISES  AFFECTED — 496-506  Pacific  street,  59-75 
Third  avenue  and  311-319  Dean  street,  Brooklyn. 
PPEARANCES— None. 

CTION  OF  BOARD — Chairman  read  request;  appeal  for 
preferential  hearing  granted  and  set  for  hearing  on 
July  22,  1930,  at  10  a.  m. 

HE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


:4-30-A. 

PPELLANT — Richard  Croker,  Jr.,  owner. 

-BJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

DEMISES  AFFECTED — 535-545  East  79th  street  and 
2-8  East  End  avenue,  northwest  corner,  Manhattan. 
■PPEARANCES— None. 

■-TION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 


275-30-A. 

APPELLANT — Frederick  L.  Green,  for  Phillipsdale  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 528-560  East  118th  street  and 
539-561  East  117th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Frederick  L.  Green  and  John  P. 
Walther. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  o 


THE  RESOLUTION— 

(275-30-A) 

Whereas,  Frederick  L.  Green,  for  Phillipsdale  Realty 
Corp.,  owner,  filed,  April  21,  1930,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
528-560  East  118th  street  and  539-561  East  117th  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
7,  1930  (Order  No.  71684-F),  reads: 

“1.  Install  standpipe  system  throughout  building  in 
accordance  with  the  Rules  of  the  Board  of  Standards  & 
Appeals.  Sections  580-581,  Article  28,  Chapter  5,  Code 
of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  16,  1930,  reads: 

“You  are  advised  that  this  department  is  without 
authority  to  hold  the  requirements  of  order  71684-F  in 
abeyance,  therefore  your  request  for  extension  of  twenty 
days  time  must  be  denied.” ; 
and 

Whereas,  the  .building  is  non-fi reproof,  one,  two,  three 
and  five  stories  (16  ft.  to  75  ft.  in  height),  325  ft.  frontage 
on  East  117th  street,  extending  through  the  block  200  ft.  10 
in.  with  375  ft.  frontage  on  East  118th  street;  OCCUPIED: 
cellar,  annealing,  27  persons ;  1st  story,  cleaning  and  drying, 
91  persons;  2nd  story,  wire  cutting,  61  persons;  3rd  story, 
rolling  and  cutting,  52  persons;  4th  story,  wire  springs,  65 
persons ;  5th  story,  tempering,  60  persons ;  and 

Whereas,  the  appellant  claims  the  premises  affected  by 
the  order  consist  of  a  group  of  four  adjoining  buildings, 
interconnected  by  doorways,  and  has  filed  plans  showing 
about  70,000  sq.  ft.  in  area  at  first  story,  about  30,000  sq.  ft. 
in  area  at  second  story  and  about  28,000  sq.  ft.  in  area 
at  each  story  above  the  second  story;  that  the  premises  are 
completely  protected  by  a  two-source  standard  automatic 
sprinkler  system;  furthermore,  the  appellant  proposes  to 
provide  a  2>2-gallon  foam  type  extinguisher  for  each  2,500 
sq.  ft.  floor  area. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


280-30-  A. 

APPELLANT — John  J.  Gilmartin,  for  Estate  of  Robert 
Goelet,  owner. 
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SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 15-25  Whitehall  street,  south¬ 
east  corner  of  Stone  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  „  „  _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  -I 

Negative  .  0 

Absent  .  ® 

THE  RESOLUTION— 

(280-30-A) 

Whereas,  John  J.  Gilmartin,  for  Estate  of  Robert  Goelet, 
owner,  tiled,  April  23,  1930,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  15-25  Whitehall  street, 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
22,  1930  (Order  No.  71251-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 

bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sections  580-581,  Ch.  5, 
Code  of  Ordinances  and  Rule  91  of  the  Board  of  Stand¬ 
ards  and  Appeals.”; 

and 

Whereas,  a  letter  of  the  fire  department,  dated  April  23, 

1930,  reads :  . 

“You  are  advised  that  this  Department  is  without 

power  to  waive  the  requirements  of  Section  580-581  of 
Chapter  5  of  the  Code  of  Ordinances  or  the  Rules  of  the 
Board  of  Standards  and  Appeals  and  your  request  for 
reconsideration  must  be  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  eight  stories  (95 
ft.)  in  height,  75  ft.  10  in.  frontage  on  Bridge  street,  121 
ft.  11  in.  frontage  on  Whitehall  street  and  90  ft.  10  in. 
frontage  on  Stone  street;  OCCUPIED  for  office  purposes, 
85  persons  each  story;  EQUIPPED  with  a  standpipe  sys¬ 
tem  consisting  of  two  rising  lines  fed  from  two  5,000-gallon 
house  supply  tanks  on  the  roof  and  provided  with  Siamese 
connections  on  each  street  front;  and 

Whereas,  the  appellant  claims  the  bottoms  of  the  roof 
tanks  are  16  ft.  6  in.  above  the  highest  hose  outlet  on  top 
story;  the  house  supply  pipes  are  connected  on  the  outside 
of  the  tanks  leaving  3,500  gallons  reserved  for  standpipe 
system;  furthermore,  the  appellant  contends  that  portable 
fire  extinguishers  are  provided  at  each  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  bottom  of  the  existing  tank  be 
not  less  than  16  ft.  6  in.  above  highest  outlet  on  top  story, 
and  that  the  standpipe  system  conform  with  the  rules  of 
the  board  of  standards  and  appeals  in  all  other  respects. 


262-30-A. 

APPELLANT — Brooklyn  Eastern  District  Terminal, 
lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 150-154  Kent  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant:  Henry  F.  Cochrane  and  Henry 
H.  Shepherd. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell, 
Commissioners  Holland  and  Guilfoyle 


and  Deputy  Chief  McElligott .  4 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION— 

(262-30-A) 

Whereas,  Brooklyn  Eastern  District  Terminal,  lesset 
filed,  April  15,  1930,  an  appeal  from  an  order  and  a  decisio: 
of  the  fire  commissioner,  affecting  premises  150-154  Ken 
avenue,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jun 
28,  1929  (Order  No.  59161-F),  reads: 

“1.  Install  an  approved  4"  standpipe  in  accordanc 
with  the  rules  of  the  Board  of  Standards  and  Appeal: 
Sec.  580-581,  Art.  28,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendere 
April  15,  1930,  reads: 

“Re :  150-154  Kent  Avenue,  Brooklyn. 

“In  response  to  your  request,  I  regret  to  inform  yo 
that  the  Fire  Commissioner  will  not  rescind  any  orde 
and  reissue  the  same  order  so  that  you  may  make  you- 
appeal  within  the  20  days  time  limit. 

“However,  I  have  been  informed  that  the  Board  c 
Standards  and  Appeals  will  accept  a  letter  from  th 
department  as  a  basis  for  an  appeal,  and  I  am  foi 
warding  this  letter  which  will  certify  to  the  fact  th; 
order  59161-F  was  issued  against  the  above  premises  c 
June  28,  1929,  reading: 

“  ‘Install  an  approved  4"  standpipe  in  accordance  wit 
the  rules  of  the  Board  of  Standards  and  Appeals.  Se 
580-581,  Art.  28,  Ch.  5,  Code  of  Ordinances.  *  *  *’ 

“NOTE:  In  connection  with  the  installation  of  chec 
valves  and  other  working  parts  of  standpipe  ar 
sprinkler  equipment,  this  department  shall  be  notified, 
writing  if  it  is  desired  to  permanently  cover  or  conce 
6uch  portions  of  the  work  in  order  that  the  same  m; 
be  examined  and  approved  and  no  work  permanent 
concealed  will  be  accepted  by  this  department  unle 
the  same  has  first  been  examined  and  approved 
writing. 

“NOTE:  One  set  of  preliminary  paper  plans  accor 
panied  by  application  and  specification  sheets  in  duplical 
showing  all  proposed  alterations  must  be  filed  with  ai 
approved  by  this  Department  before  the  above  woi 
may  be  commenced. 

“All  structural  changes  must  be  approved  by  t 
Bureau  of  Buildings. 

“Respectfully, 

“(Signed)  Wm.  H.  Swartwout, 
“Deputy  Chief, 

“Bureau  of  Fire  Prevention.” 

and 

Whereas,  the  building  is  non-fireproof,  one  story 
height,  62  ft.  4  in.  by  401  ft.  5  in.,  irregular,  approximate 
23,500  sq.  ft.  in  area;  separated  into  two  approximate 
equal  sections  by  a  12-inch  brick  wall,  with  two  openin 
therein  protected  on  each  side  of  the  wall  by  steel  rolli: 
doors ;  OCCUPIED  as  a  railroad  freight  station,  20  pe 
sous ;  and 

Whereas,  appellant  proposes  to  close  up  one  of  the  ope 
ings  in  the  12-inch  brick  partition  wall  and  to  replace  o 
of  the  rolling  steel  doors,  at  the  remaining  opening,  w: 
an  automatic  fire  door. 

Resolved,  that  the  order  of  the  fire  commissioner  be  a 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted  on  condition  that  one  of  the  openings  in  the  12-in. 
partition  shall  be  built  up  with  masonry  and  that  the  i 
maining  opening  shall  be  equipped  on  one  side  with  a  rolli 
steel  door,  satisfactory  to  the  fire  department,  and  w:i 
an  automatic  fireproof  door  on  the  other  side,  and  th 
the  building  shall  not  be  increased  in  height  or  area. 


248-30-A. 

APPELLANT — Henry  G.  Schackno,  for  Estate  f 
Louis  Ettlinger,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  comm- 
sioner. 
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’REMISES  AFFECTED— 583-587  Broadway  and  154 
Mercer  street,  Manhattan. 
iPPEARANCES — 

Eor  Appellant:  H.  P.  Goode  and  Walter  Swan¬ 
son. 

For  Administration:  Inspector  Maher  of  fire 
department. 

CTION  OF  BOARD — Appeal  granted  on  condition 

HE  VOTE— 

Affirmative:  Temporary  Chairman  Connell, 
Commissioners  Holland  and  Gnilfoyle 


and  Deputy  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 

(248-30-A) 


l  Whereas,  Henry  G.  Schackno,  for  Estate  of  Louis  Ett- 
liger,  owner,  filed,  April  5,  1930,  an  appeal  from  orders 
the  fire  commissioner,  affecting  premises  583-587  Broad¬ 
band  154  Mercer  street,  Borough  of  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  Feb- 
jiary  20,  1930,  read : 

I  “Order  No.  70S93-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
}  outlet  in  the  highest  story.  Secs.  580-581,  Ch.  5,  Code 
of  Ordinances,  and  Rule  91  of  the  Board  of  Standards 
and  Appeals.” ; 

[d 

.  "Order  No.  70894-F: 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  rules  of  the  Board  of  Standards 
and  Appeals  and  comply  with  the  following  orders : 
f  “(a)  Arrange  the  house  water  supply  pipe  so  that 
i  the  same  will  connect  with  the  tank  on  the  outside  there- 
;  of  above  the  3500  gallon  mark  only. 

“(b)  Provide  an  emergency  drain  for  standpipe  tank, 

«  not  less  than  4  inches  in  diameter  connected  directly  to 
•  the  bottom  of  the  tank  or  to  the  standpipe  supply  line 
above  the  roof  and  terminating  not  less  than  30  inches 
i  uor  more  than  4  feet  above  the  roof  in  a  horizontal 
run.  Emergency  drain  shall  be  provided  with  a  4  inch 
quick  opening  gate  valve  located  in  a  readily  accessible 
position  not  more  than  four  feet  above  the  roof. 

“(c)  Provide  approved  pressure  reducing  valves,  or 
pressure  reducers  to  reduce  the  pressure  to  not  more 
than  50  pounds  per  square  inch  at  standpipe  outlets  all 
stories.”; 
d 

Whereas,  the  building  is  fireproof,  twelve  stories  (156 
I*  '"height-  53  ft.  4 */2  in.  by  200  ft.  4  in.  in  area; 
WAJPIED  :  1st  story,  vacant  at  present;  upper  stories, 

ImTTD  fact°rie-s’  aPPr?ximately  25  persons  per  story; 
JLIPPLD  with  a  sprinkler  system  supplied  from  a  gravity 
«k  and  a  pressure  tank  having  a  combined  capacity  of 
!000  gallons ;  there  being,  also,  installed  a  standpipe  "sys- 
i  fed  from  a  2,000-gallon  gravity  tank  located  approx- 
•ately  11  ft.  above  the  outlet  in  the  top  story;  this  tank 
’ng  also  the  source  of  the  house  supply;  and 
Vhereas,  appellant  contends  that  the  building  faces  on 
-  street  fronts;  that  pressure  reducing  valves  will  be 
tolled;  that  there  is  a  IJ^-inch  emergency  drain  (equipped 
'h  a  quick-opening  gate,  valve)  located  at  the  bottom  of 
|  gravity  tank,  and  in  view  of  the  protection  afforded  by 
sprinkler  system,  requests  the  acceptance  of  existing 
iaitions  as  to  the  standpipe  system, 
faro/xv-iff,  that  the  orders  of  the  fire  commissioner  be  and 
y  hereby  are  modified,  and  the  appeal  be  and  it  herebv  is 
\nted  as  to  Item  1  of  Order  No.  70893-F,  and  Item  A  of 
nu  N°  70894-F«  on  condition  that  the  standpipe  tank 
,  '  a  reserve  of  1,500  gallons  for  the  standpipe  line; 

the  building  shall  be  equipped  with  an  approved  sprinkler 
’em :  that  an  automatic  pumn  shall  be  installed  to  supply 
ndp'pc  line-  acceptable  to  the  fire  department,  which 
'”P  shall  be  kept  in  good  working  order ;  that  the  system 


shall  comply  with  the  standpipe  rules  of  the  board  of  stand- 
urds  and  appeals  in  all  other  respects,  and  that  the  order 
oi  the  fire  commissioner,  Order  No.  70894-F,  Items  B  and  C, 
be  affirmed,  and  the  appeal  as  to  these  items  be  denied. 


BUILDING  ZONE  CASES. 


766-28-BZ. 


APPLICAN  1  —  McCooey  &  Conroy,  for  Parkway  Cen¬ 
ter  Building  Corp.,  owner. 

SUBJECI  Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7(e)  and  21  of 
the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five 
nr.  r-  wrinr.  motor  vehicles  (previously  withdrawn). 
PREMISES  AFFECTED — 822-838  East  New  York 


avenue,  south  side,  100  ft.  west  of  Schenectady 
avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  E.  R.  Wolff. 

ACTION  OI-  BOARD — Laid  over  to  September  23, 
1930,  at  2  p.  m.,  on  request  of  representative  for 
attorney  in  opposition.  Final  disposition. 


38-30-BZ. 

APPLICANT  McCooey  &  Conroy,  for  Court  Square 
Renting  &  Sales  Corp.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintend¬ 
ent  of  buildings),  under  sections  7(c)  and  21  of 
the  building  zone  resolution,  to  permit  the  ex¬ 
tension  from  an  unrestricted  district  into  a 
business  district  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 83-97  Boerum  place,  north¬ 
east  corner  of  Pacific  street,  Brooklyn.  ’ 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  Max  Lieberman. 

ACTION  OF  BOARD — Laid  over  to  September  23, 
1930,  at  2  p.  m.,  on  request  of  applicant’s  rep¬ 
resentative.  Final  disposition. 


155-30-BZ. 

APPLICANT — John  Sifferlen,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend¬ 
ent  of  buildings)  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Rock- 
away  boulevard  and  114th  street,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  Rosling. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  23, 
1930,  at  2  p.  m.,  on  request  of  applicant’s  repre¬ 
sentative.  Final  disposition. 


266-30-BZ. 

APPLICANT— William  F.  McGuinness,  for  Louis  Rosen- 
zweig  and  Morris  Rosenzweig,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 314-322  Dahill  road,  southwest 
corner  of  36th  street,  and  3603-3607  15th  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  McGuinness. 

For  Opposition :  Nathan  Hendom. 
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ACTION  OF  BOARD — Laid  over  to  July  22,  1930,  at  2 
p.  m.,  on  request  of  applicant  to  obtain  consents. 

Final  disposition. 

321-28-BZ 

APPLICANT— White  &  Case,  for  The  New  York  Trust 

Co.,  owner.  . 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district,  extending  from  a  business  district,  the  erec¬ 
tion  and  maintenance  of  an  office  building. 
PREMISES  AFFECTED— 24-26  East  40th  street  and  277 
Madison  avenue,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland"  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  ® 

Absent  .  ® 


467-29-BZ.  .  . 

APPLICANT— Bennett  &  Koeppel,  for  Luigina  Ciaccio, 

owner. 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion.  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  residence  buildings  with  store 
occupancy  on  the  first  story. 

PREMISES  AFFECTED— 1701  77th  street  and  7613-7623 
17th  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  Befler. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  to  reopen  and  modify 
denied. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative  .  ^ 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 


212-30-BZ. 

APPLICANT— Maximilian  Zipkes.  for  West  95th  Street 
Corp.,  owner. 

SUBJECT— Application  (re  orders  of  the  tenement  house 
commissioner),  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  business  use  in  the  first  story 
of  a  tenement  house. 

PREMISES  AFFECTED— 38  Fort  Washington  avenue, 
northeast  corner  of  West  160th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Harold  Korzenik. 

For  Opposition:  Saul  R.  Fine,  Albert  R.  Latson,  Jr., 
Jules  Goldstein,  Solomon  Semos  and  David 


Gelwan. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(212-30-BZ) 


Whereas,  Maximilian  Zipkes,  for  West  95th  Street  Corp., 
owner,  filed,  March  25,  1930,  an  application,  under  the  build¬ 
ing  zcne  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  business  use  in  the  first  story  of  a  tene¬ 


ment  house ;  premises  38  Fort  Washington  avenue,  northe; 
corner  of  West  160th  street,  Borough  of  Manhattan;  a 
Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  board  of  standards  and  appeals,  at  its  regular  me' 
ing,  July  15,  1930,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build: 
zone  resolution  show  that  Fort  Washington  avenue  is  in 
residence  district;  West  160th  street  is  in  a  residence  d 
trict;  West  161st  street  is  in  a  residence  district,  a 
Broadway  is  in  a  business  district;  and  *  , 

W hereas,  the  order  of  the  tenement  house  commission 
dated  January  21,  1930,  reads: 

“1.  Discontinue  the  use  of  the  1st  story  front  soi 
apartment  as  a  dressmaking  establishment  and  the 
story  front  north  apartment  as  a  tailor  shop.  Si 
occupancy  is  prohibited  by  the  Building  Zone  Reso 
tion.” ; 

and 

Whereas,  the  order  of  the  tenement  house  commission 
dated  March  12,  1930,  reads : 

“2.  In  violation  of  Article  2,  Section  2  and  3  of 
Building  Zone  Resolution  as  adopted  July  25,  1916,  a 
amended  Oct.  3rd,  1924,  in  that : 

“The  apartment  second  from  south  at  front,  on 
first  story  is  being  occupied  as  a  dressmaking  establi 
ment. 

“Such  occupancy  is  prohibited  and  you  are  herev 
directed  to  discontinue  such  use  and  occupancy  for 
with.” ; 

and  I  j 

Whereas,  the  existing  building  is  of  non-fireproof  c 
struction,  six  stories  in  height,  with  a  frontage  of  102 
2-54  in.  and  a  depth  of  92  ft.;  occupied  as  a  tenement  houi 
it  is  proposed  to  install  and  maintain  business  uses  in 
first  story ;  and 

Whereas,  the  board  deemed  that  applicant  was  not 
titled  to  relief  under  section  21  on  the  grounds  of  pract 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  orders  of  the  tenement  house  comr 
sioner  be  and  they  hereby  are  affirmed,  and  the  applica 
be  and  it  hereby  is  denied. 


381-30-BZ. 

APPLICANT — Henry  B.  Herts,  for  City  of  New  Y 
Office  of  the  President  of  the  Borough  of  M 
hattan,  owner. 

SUBJECT — Application  (re  decision  of  the  superinten< 
of  buildings),  under  section  21  of  the  building  / 
resolution,  to  permit  in  a  “B”  area  district 
alteration  and  the  erection  of  an  addition  to  a  pi 
bath  building  with  the  omission  of  the  rear  } 
required  under  the  zone  resolution. 
PREMISES  AFFECTED— 33-47  West  134th  street,  * 
hattan. 

APPEARANCES— 

For  Applicant :  Henry  B.  Herts. 

For  Opposition:  Pope  B.  Billops  (objection  v 
drawn  at  hearing). 

ACTION  OF  BOARD — Application  granted  on  condi 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell.  Com 
missioners  Holland  and  Guilfoyle  and  Deput 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(381-30-BZ) 

Whereas,  Henry  B.  Herts,  for  City  of  New  York,  C 
of  the  President  of  the  Borough  of  Manhattan,  owner, 
June  6,  1930,  an  application,  under  the  building  zone  re 
tion.  to  permit  in  a  “B”  area  district  an  alteration  am 
erection  of  an  addition  to  a  public  bath  building  witl 
■omission  of  the  rear  yard  required  under  the  zone  re 


MINUTES 


Ion;  premises  33-47  West  134th  street,  Borough  of  Man- 

ittan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
,  the  board  of  standards  and  appeals,  at  its  regular  meet- 
g,  July  15,  1930,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  building 
me  resolution  show  that  West  134th  street,  West  135th 
reet,  Lenox  avenue  and  Fifth  avenue  are  in  business  use 
id  “B”  area  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  May  21,  1930  (Alt.  No.  795-30),  reads: 

“Provide  a  lawful  rear  yard.”; 

id 

Whereas,  the  existing  building  is  of  fireproof  construe  - 
>n,  four  stories  in  height,  with  a  frontage  of  75  ft.  and 
depth  of  99  ft.  11  in.;  occupied  as  a  public  bath  building; 
is  propossed  to  erect  a  one-story  extension,  50  ft.  by  99 
.  1 1  in.  and  38  ft.  10  in.  in  height,  to  occupy  the  entire  area 
the  lot,  for  the  purpose  of  constructing  a  swimming  pool 
be  used  in  conjunction  with  the  existing  public  bath  build  - 
g  within  a  business  district  and  a  “B”  area  district;  the 
<ne  resolution  requires  a  rear  yard  to  start  at  a  point  23 
.  above  curb  level ; *and 

Whereas,  at  the  public  hearing  the  counsel  for  objectors 
ated  that  they  would  withdraw  their  objection;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled  to 
'lief  under  section  21  of  the  building  zone  resolution  in 
at  to  provide  the  rear  yard  above  the  23  ft.  level  would 
rve  no  useful  purpose  and  would  detract  from  the  public 
e  for  which  the  building  is  designed,  and  that  public 
el  fare  is  conserved  by  granting  this  variation. 

Resolved,  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  application  of  the  use  dis- 
ict  regulations  of  the  building  zone  resolution,  and  that 
[e  application  be  and  it  hereby  is  granted,  in  so  far  as  it 
Fects  the  rear  yard,  permitting  the  extension  to  a  height 
38  ft.  10  in.,  instead  of  23  ft.,  as  allowed  under  the 
tiling  law,  on  condition  that  the  requirements  of  the  zoning 
w  shall  be  complied  with  in  all  other  respects,  and  that 
(1  permits  required  shall  be  obtained  within  six  months  and 
iy  work  involved  shall  be  completed  within  one  year  from 
ie  date  of  this  action. 


0-28-BZ. 

PPLICANT — Benjamin  Driesler,  Jr.,  for  Realty  Asso¬ 
ciates,  owner. 

OBJECT — Application  for  reopening — extension  of  time 
to  procure  permits— re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

REMISES  AFFECTED — 130-138  Brighton  Beach  ave¬ 
nue,  south  side,  110.8  ft.  west  of  Calm  street,  Brook¬ 
lyn. 

PPEARANCES — 

For  Applicant :  Charles  L.  Craig. 

For  Opposition :  None. 

CTION  OF  BOARD— Application  reopened  and  time 
extended  to  obtain  permits  and  complete  work. 

HE  VOTE  Tp  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


(660-28-BZ) 

Whereas,  Benjamin  Driesler,  Jr.,  for  Realty  Associates, 
viler,  filed,  August  9,  1928,  an  application,  under  the  build- 
g  zone  resolution,  to  permit  in  a  business  district  the  erec- 
>n  and  maintenance  of  a  garage  for  the  storage  of  more 
ian  five  motor  vehicles;  premises  130-138  Brighton  Beach 


avenue,  south  side,  110.8  ft.  west  of  Calm  street,  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  27,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show'  that  Brighton  Beach  avenue,  Parkway 
court  (Calm  street),  railroad  right-of-way  and  East  2nd 
street  are  in  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  25,  1928  (re  Applic.  No.  11237-28),  reads: 
^  ‘‘Proposition  contrary  to  the  Zone  Resolution  Art.  II, 
Sec.  4  a,  Subdivision  15.  The  erection  of  a  garage 
for  more  than  five  motor  vehicles  in  a  business  dis¬ 
trict.”; 

and 

Whereas,'  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  three  stories  and  basement  in  height,  with  a  front¬ 
age  of  107.46  ft.  on  Brighton  Beach  avenue,  100  ft.  on 
Parkway  court  and  95.69  ft.  on  railroad  right-of-w'ay ;  to 
be  occupied  as  a  garage  for  the  storage  of  more  than  five 
motor  vehicles ;  and 

Whereas,  applicant  has  based  his  appeal  under  sections  7g 
and  21  of  the  building  zone  resolution  and  has  filed  82.2 
per  cent  consents  of  an  area  deemed  affected  and  fixed  by 
this  board,  the  board  deems  that  applicant  is  entitled  to 
relief ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  November  27,  1928,  on  certain  conditions,  and  ap¬ 
plicant  requested  an  extension  of  time  limit  imposed,  and 
under  date  of  February  18,  1930,  and  July  15,  1930,  requests 
a  further  extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  co'ndition  that 
the  structure  shall  be  erected  fireproof  throughout ;  that  the 
facade  shall  be  constructed  substantially  in  accordance  with 
the  elevation  design  filed  in  this  application  and  shall  be  fin¬ 
ished  with  face  brick  and  architectural  terra  cotta  or  natural 
stone  trimming ;  that  a  return  of  the  finished  drawings  shall 
be  made  to  this  board  for  approval  before  submission  to  the 
superintendent  of  buildings;  chat  all  permits  required  shall 
be  obtained  within  nine  months  and  ill  work  involved  thereby 
completed  within  eighteen  months  from  August  18,  1930. 


395-28-BZ. 

APPLICANT — William  F.  Doyle,  for  Weis  Buck  Garage 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
in  which  to  obtain  permits  and  complete  work — re 
Application  (decisions  of  the  fire  commissioner  and 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 1139  Prospect  avenue  and  153 
Terrace  place,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Martin  Ort. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 4 

Negative  .  q 

Absent  .  o 

THE  RESOLUTION— 

(395-28-BZ) 

Whereas,  William  F.  Doyle,  for  Weis  Buck  Garage  Co., 

Tnc.,  owner,  filed,  April  25,  1928,  an  application,  under  the 

building  zone  resolution,  to  permit  in  a  business  district  the 
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erection  and  maintenance  of  a  gasoline  service  station; 
premises  1139  Prospect  avenue  and  153  Terrace  place,  north¬ 
east  corner,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  November  20,  192S,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Prospect  avenue  is  in  a  business 
district;  Terrace  place  is  in  a  residence  district,  and  Eleventh 
avenue  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  24,  1928  (re  Plan  No.  1049-28),  reads: 

“1.  A  gasoline  station  may  not  be  permitted  at  this 
location  as  it  is  situated  in  a  business  zone.  Sec.  4, 
Building  Zone  Resolution.  Appeal  may  be  taken  to 
the  Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  14,  1928  (App.  No.  19270-28),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art. 
II,  Sec.  4-a,  subdivision  46. 

“The  installation  of  a  gasoline  service  station  in  a 
business  district.” ; 

and 

Whereas,  it  is  proposed  to  bury  three  550-gallon  tanks, 
erect  three  pumps  and  enclose  the  premises  by  a  brick  wall 
on  all  sides,  and  with  arched  driveway  entrances  on  the 
street  fronts  for  the  purpose  of  conducting  a  gasoline  service 
station  within  a  business  district;  and 

Whereas,  the  board  deems  applicant  is  entitled  to  relief 
under  section  21  of  the  building  zone  resolution  and  that 
denial  of  the  variation  would  devolve  a  hardship  upon  him; 
and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  November  20,  1928,  on  certain  conditions,  and  ap¬ 
plicant  requests  a  modification  of  these  conditions  and  an 
extension  of  time  and  now  requests  a  further  extension  of 
time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  alteration  of  the  front  of  the  present  garage 
on  Prospect  avenue  so  as  to  permit  the  conduct  and  opera- 
ion  of  a  gasoline  service  station,  on  condition  that  any 
openings,  exits  or  entrances  to  the  proposed  gasoline  selling 
station  shall  be  not  less  than  25  ft.  north  of  the  northerly 
building  line  of  Terrace  place;  that  a  12-inch  concrete  curb 
shall  be  erected  along  the  building  line  on  Prospect  avenue 
for  full  length  of  space  to  be  occupied  by  gas  station  with 
two  openings  to  the  gasoline  service  portion  of  the  premises ; 
that  no  portable  tanks  shall  be  operated  outside  the  building 
line  of  premises;  that  no  grease  racks  shall  be  installed  or 
maintained  or  any  crankcase  service  allowed  on  the  gasoline 
service  portion  of  these  premises ;  that  all  permits  required 
shall  be  obtained  within  six  months  and  all  work  involved 
thereby  completed  within  six  months  from  the  date  of  this 
action — June  11,  1930. 


260-24-BZ. 

APPLICANT — Sobol  Bros.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7a  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  in¬ 
stallation  and  maintenance  of  a  gas  selling  station, 
also  for  parking  space  for  more  than  five  (5)  motor 
vehicles.  (Reopened  for  modification.) 

PREMISES  AFFECTED— 315-319  West  133rd  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  Schefcik. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  < 

Negative  .  (. 

Absent  . ■ .  ( 

THE  RESOLUTION— 

(260-24-BZ) 

Whereas,  John  De  Hart,  for  Bruch  Holding  Corp. 
owner,  filed,  February  19,  1924,  an  application,  under  tin 
building  zone  resolution,  to  permit  in  a  residence  district  tb< 
installation  and  maintenance  of  a  gas  selling  station,  also  : 
parking  space  for  more  than  five  (5)  motor  vehicles;  preni 
ises  315-319  West  133rd  street.  Borough  of  Manhattan;  am 

Whereas,  a  public  hearing  was  held  on  this  application  b; 
the  board  of  appeals  at  its  regular  meeting.  May  6,  1921 
after  due  notice  by  publication  in  the  Bulletin  of  the  Boan 
of  Standards  and  Appeals;  and 

W iiereas,  this  application  was  granted  by  the  board  at  sai< 
meeting,  the  following  resolution  being  adopted: 

“Resolved,  that  the  board  of  appeals  does  hereby  mak 
a  variation  in  the  application  of  the  use  district  regula 
tions  of  the  building  zone  resolution,  and  that  the  ap 
plication  be  and  it  hereby  is  granted  on  condition  tha 
the  plot  shall  be 'developed  and  the  building  erectei 
strictly  in  accordance  with  the  plan  and  design  submitte< 
in  this  appeal,  both  as  to  layout  and  material,  and  th< 
building  shall  not  exceed  one  story  in  height;  that  then 
shall  be  no  public  garage  maintained  or  operated  on  th< 
premises ;  that  the  gasoline  storage  tank  shall  be  built  a 
the  front  of  the  proposed  structure,  at  the  St.  Nichola 
avenue  building  line;  that  the  architect  shall  make  : 
return  to  this  'board  of  the  final  working  drawings  be 
fore  submitting  them  to  the  superintendent  of  buildings 
and  the  return  shall  describe  the  material  finish  o 
facades  to  be  used  ; 

“Resolved ,  further,  that  all  permits  necessary  for  th< 
prosecution  of  the  work  shall  be  obtained  within  nim, 
months  and  the  building  completed  within  eighteei 
months  from  the  date  of  this  action.” 
and 

Whereas,  the  present  owner,  Sobol  Bros.,  through  thei 
architect,  Frank  J.  Schefcik,  requested  a  reopening  of  thi| 
application  for  a  modification  of  the  resolution  to  permit  tb 
rearrangement  of  the  grease  pits  in  a  new  structure  to  hi 
erected  on  the  site ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatiof 
by  the  board  of  standards  and  appeals,  at  its  regular  meet 
ing,  July  15,  1930,  after  due  notice  by  publication  in  tlv 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  buildin; 
zone  resolution  show  that  West  133rd  street  is  partly  in  ; 
residence  and  partly  in  a  business  district,  and  St.  Nichola 
avenue  is  in  a  residence  district;  and  j 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  14,  1930  (App.  No.  110-1930),  reads: 

“1.  Relocation  and  enclosing  of  grease  pits  as  show 
on  plans  filed  is  contrary  to  Board  of  Appeals  Resolution 
of  Cal.  260  of  24  BZ.”; 
and 

Whereas,  it  is  proposed  to  alter  the  existing  gas  station 
by  erecting  an  enclosure  in  rear  for  grease  pits  and  remov 
present  grease  pits ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  t 
relief  under  section  21  on  the  grounds  of  practical  difficult; 
and  unnecessary  hardship. 

Resolved ,  that  the  board  of  standards  and  appeals  doc 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  regulations  of  the  building  zone  resolution,  and  tha] 
the  application  be  and  it  hereby  is  granted,  permitting  th 
removal  of  grease  racks  at  the  southerly  end  of  the  propert; 
to  the  southeasterly  corner  of  property,  on  condition  tha 
they  shall  be  housed  in  masonry  structure  of  glazed  bricl 
with  four  driveway  openings ;  the  structure  to  be  erected 
within  the  property  lines  as  originally  shown  on  plans  filed 
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jt  the  roof  and  architectural  feature  of  this  structure 
.11  be  similar  in  construction  and  design  to  existing  build- 
|s  now  on  the  premises;  that  a  return  of  drawings  shall 
i  made  to  this  board  before  submission  to  the  building 
lerintendent  for  approval,  and  that  all  permits  shall  be 
lained  within  six  months  and  any  work  involved  shall  be 
upleted  within  nine  months  from  the  date  of  this  action. 


-28-  BZ. 

iPUCANT — Brutus  Gundlach,  for  Nash  Queens  Motor 
Corp.,  owner. 

IBJECT — Application  for  reopening — extension  of  time 
to  obtain  permits— re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7a,  7c 
and  7e  of  the  building  zone  resolution,  to  permit, 
partly  in  a  business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles 
and  the  installation  of  a  gasoline  service  station. 
'RMISES  AFFECTED— 153-20  to  153-30  Hillside  ave¬ 
nue,  south  side,  136  ft.  3 y4  in.  west  of  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 
1PEARANCES — 

For  Applicant:  Brutus  Gundlach  and  Colley  E.  Wil¬ 
liams. 

For  Opposition :  None. 

jTION  OF  BOARD — Application  reopened  and  time  ex- 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

IR  RESOLUTION— 


(819-28-BZ) 

'hereas,  Brutus  Gundlach,  for  Nash  Queens  Motor 
jp.,  owner,  filed,  October  26,  1928,  an  application,  under 
building  zone  resolution,  to  permit,  partly  in  a  business 
"ict  and  partly  in  a  residence  district,  the  erection  and 
.  iterance  of  a  garage  for  the  storage  of  more  than  five 
Pr  vehicles  and  the  installation  of  a  gasoline  service 
£on;  premises  153-20  to  153-30  Hillside  avenue,  south 
i  136  ft.  3J4  in.  west  of  Parsons  boulevard,  Jamaica, 
nigh  of  Queens  ;  and 

hereas,  a  public  hearing  was  held  on  this  application 
he  board  of  standards  and  appeals,  at  its  regular  meet- 
!:  March  26,  1929,  after  due  notice  by  publication  in  the 
retin  of  the  Board  of  Standards  and  Appeals ;  and 
hereas,  the  use  district  maps  accompanying  the  building 
j  resolution  show  that  Hillside  avenue  and  Parsons 
fevard  are  in  a  business  district  and  88th  (Willett) 
me  and  153rd  (Ray)  street  are  in  a  residence  district; 

hereas,  the  decision  of  the  superintendent  of  buildings, 
lered  August  20,  1928  (re  N.  B.  Plan  No.  7127-28), 

;s : 

.  Garage  and  gas  station  in  a  business  and  residence 
district  contrary  to  the  Zoning  Ordinance.” ; 

hereas,  the  proposed  building  is  to  be  of  fireproof 
9 ruction,  four  stories  in  height,  with  a  frontage  of  125 
nd  a  depth  of  180  ft.  2  in.;  to  be  occupied  as  a  garage 
'gasoline  service  station;  and 

hereas,  documentary  proof  has  been  submitted  as  to 


the  existence  of  a  public  garage  on  the  same  street  and  be¬ 
tween  the  same  intersecting  streets  prior  to  and  continu¬ 
ously  since  the  enactment  of  the  zoning  resolution,  substan¬ 
tiating  section  7,  subdivision  e;  and 
Whereas,  the  board  deems  that  the  proposed  structure 
m  substitution  of  existing  structures  on  the  premises  would 
be  a  substantial  structural  improvement ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  26,  1929,  on  certain  conditions,  and  applicant 
requests  a  modification  of  the  time  limit  imposed  and  an 
extension  of  time  and  now  requests  a  further  extension. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout;  that 
it  shall  not  exceed  a  height  of  four  stories  above  grade; 
that  the  building  wall  on  street  front  shall  be  carried  up 
flush  at  building  line  from  street  grade  level,  prohibiting 
t  ie  gasoline  service  station  arcade  proposed  in  this  appeal; 
that  there  shall  be  established  and  maintained  at  second 
story  floor  level  a  legal  rear  yard  of  not  less  than  10  ft.  in 
depth  for  the  entire  width  of  the  premises ;  that  the  rear 
wall  on  first  story  and  the  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  any  openings 
m  the  rear  wall  above  the  second  story  floor  level  shall  be 
equipped  with  approved  fixed  sash,  glazed  with  wire  glass, 
with  not  more  than  one  ventilator  to  each  sash  (upper  and 
lower)  in  each  opening;  that  the  front  elevation  shall  be 
finished  substa.ntia.lly  in  accordance  with  the  drawing's  sub- 
mitted,  of  natural  stone  or  light-colored  face  brick  of 
attractive  architectural  design ;  that  there  shall  be  no  portable 
gas  tanks  operated  and  maintained  outside  the  building  line 
of  these  premises ;  that  there  shall  be  no  signs  exposed  or 
advertising  displayed  on  the  front  of  the  'building,  other 
than  one  projecting  electric  sign,  indicating  the  name  and 
title  of  business  conducted  on  the  premises,  or  flat  wall 
signs  incorporated  in  the  frieze  of  the  first  story;  that  a 
return  oi  the  drawings  shall  be  submitted  to  this  .board  for 
approval  before  submission  to  the  bureau  of  buildings,  and 
that  all  permits  required  shall  be  obtained  within  six  months 
and  any  work  involved  thereby  shall  be  completed  within 
one  year  from  July  7,  1930. 


AREA  FIXED. 

(399-30-BZ) 

I  he  temporary  chairman  presented  and  read  a  communica¬ 
tion  from  William  Richter,  requesting  the  board  to  fix  an 
area  deemed  affected,  for  notification  and  within  which  to 
obtain  consents  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
2808-2818  86th  street,  southeast  corner  of  West  8th  street 
Borough  of  Brooklyn. 

The  following  area  was  approved : 

Both  sides  of  86th  street  from  a  point  200  ft.  north¬ 
west  of  West  8th  street  to  a  point  400  ft.  southeast  of 
proposed  site;  both  sides  of  West  8th  street  from  a 
point  200  ft.  north  of  86th  street  to  a  point  400  ft. 
south  of  proposed  site;  both  sides  of  Avenue  W  from 
a  point  100  ft.  west  of  West  8th  street  to  86th  street; 
also  both  sides  of  West  7th  street  from  Avenue  W  to 
a  point  100  ft.  north  of  86th  street. 


Adjourned  1.30  p.  m. 

\\  illiam  J.  O’Gorman,  S ecretcirv. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


applicants,  under  the  building  zone  resolution,  desire 
;‘S  of  Form  7NO,  for  notices  to  property  owners,  such 
•is  are  not  to  be  supplied  by  this  office. 
ie  applicant  is  entitled  only  to  one  copy  of  form  7NO, 
1  erly  filled  out. 


.  If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  15,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


THE  VOTE  TO  ACCEPT  PETITION—  J 

Affirmative :  Temporary  Chairman  Connell.  Coir 
missioners  Holland  and  Guilfoyle  and  Deput 

Chief  McElligott . 

Negative  . 

Absent  . 


PETITIONS  FOR  VARIATIONS. 


1338-27-S.  „  _ 

PETITIONER— William  F.  Doyle,  for  Shaw  &  San 


245-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Castilla  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 23G-238  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  September  30,  1930. 

at  2  p.  m.,  to  file  letter  from  superintendent  of 
buildings. 

■ —  ■  ■■  $ 

251-30-S. 

PETITIONER— Henry  S.  Lion,  for  Miller  &  Sacks, 
owners. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 909-915  Faile  street  and  1100 
Garrison  avenue,  southwest  corner,  The  Bronx. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  September  30,  1930, 
at  2  p.  m.,  on  written  request. 

233-30-S. 

PETITIONER— Frederick  W.  Mayes,  for  B.  H.  Janssen, 
owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 82-90  Brown  place  and  491-497 
East  132nd  street,  northeast  corner,  The  Bronx. 


owners. 

SUBJECT — Application  for  reopening — modificatioi 
Variation  of  the  labor  law  as  cited  in  orders  o 
fire  commissioner. 

PREMISES  AFFECTED— 1985-1993  Jerome  avenue, 
Bronx. 

APPEARANCES— 

For  Petitioner :  Martin  J.  Ort. 

For  Administration :  Inspector  Maher  of  fir< 
partment.  i 

ACTION  OF  BOARD— Request  for  reopening  denie 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative :  Commissioners  Holland  and  Gu 

foyle  . . . 

Negative:  Temporary  Chairman  Connell  ai 

Deputy  Chief  McElligott . 

Absent  . 


16-30-S. 

PETITIONER— Philip  J.  Sinnott,  for  Peter  J.  Car 
Sons,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  an 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 97-103  Horatio  street,  M* 
tan.  B 

APPEARANCES— 

For  Petitioner:  Philip  J.  Sinnott. 

For  Administration :  Inspector  Maher  of  fir 
partment. 

ACTION  OF  BOARD — Petition  withdrawn  after 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Temporary  Chairman  Connell.  Co 
missioners  Holland  and  Guilfoyle  and  Dept 

Chief  McElligott . . 

Negative  . 

Absent  . 


APPEARANCES—  - 

For  Petitioner:  Frederick  W.  Mayes.  316-30-S. 

For  Administration:  Inspector  Maher  of  fire  de-  PETITIONER— 'Croker  National  Fire  Prevention 


partment. 

ACTION  OF  BOARD— Laid  over  to  September  30,  1930, 
at  2  p.  m.,  on  request  of  petitioner. 


395-25-S. 

PETITIONER— Samuel  Rosenblum,  for  Freheit  Publishing 
Co.,  owner. 

SUBJECT — Application  for  reopening— modification— re 
Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 30'  Union  square,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  J.  Jessor. 

ACTION  OF  BOARD— Request  for  reopening  withdrawn. 


325-30- S. 

PETITIONER — American  Press  Association,  owner. 

SUBJECT — Acceptance — re  Variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 225  West  39th  street.  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Louis  P.  Eisner. 

ACTION  OF  BOARD — Petition  accepted  and  placed  on 
docket. 


.neering  Co.,  for  William  S.  Dempsey  Realt} 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1255-1261  Broadway,  8 
Sixth  avenue  and  57  West  31st  street,  Man' 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fi 
partment. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Temporary  Chairman  Connell.  G 
missioners  Holland  and  Guilfoyle  and  Dep’ 

Chief  McElligott . 

Negative  . 

Absent  . J 


270-30-S.  I 

PETITIONER — Croker  National  Fire  Prevention 
neering  Co.,  for  Oscar  Bairns,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  at 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 133  West  28th  street, 
tan. 
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IEARANCES— None. 

I  ION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

;  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 


0-S. 

ITIONER — Glidden  Buick  Corp.,  owner. 

JECT — V  ariation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

MISES  AFFECTED — 3261-3275  Broadway,  600  West 
132nd  street  and  601  West  131st  street,  Manhattan. 

IEARANCES— 

For  Petitioner :  George  V.  Martin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ION  OF  BOARD — Petition  denied. 

:  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell  and 


Commissioner  Holland .  2 

Negative:  Commissioner  Guilfoyle  and  Deputy 

Chief  McElligott .  2 

Absent  .  0 

:  RESOLUTION— 

(168-30-S) 


hereas  Glidden  Buick  Corp.,  owner,  filed,  March  10, 
a  petition  for  a  variation  from  the  requirements  of  the 
law,  as  cited  in  an  order  and  a  decision  of  the  fire 
lissioner,  affecting  premises  3261-3275  Broadway,  600 
:  132nd  street  and  601  West  131st  street,  Borough  of 
lattan ;  and 

hereas,  the  order  of  the  fire  commissioner  (Order  No. 
i-LF)  reads: 

“3.  Remove  all  partitions  not  built  of  incombustible 
naterial  as  per  Sections  263  and  270  of  the  Labor 
Law.” ; 

Ihereas,  the  building  is  fireproof,  four  stories  in  height, 
t.  by  100  ft.  in  area;  OCCUPIED:  cellar,  storage  of 
and  offices,  10  persons;  1st  story,  office  and  showroom, 
arsons ;  3rd,  4th  and  5th  stories,  motor  vehicle  repair 
i  approximately  25  persons  per  story ;  EQUIPPED 
:  a  fire  alarm  signal  system ;  means  of  EGRESS  :  two 
i  or  fireproof  stairways,  extending  from  the  first  story 
e  roof ;  there  are  wooden  partitions  in  the  cellar,  first 
fourth  stories ;  and 

hereas,  petitioner  contends  that  there  are  no  com¬ 
mie  partitions  in  that  portion  of  the  building  used  for 
ry  purposes;  that  the  front  portion  of  the  first  story  is 
:  as  an  automobile  showroom  in  which  are  located  those 
lions  of  wood ;  that  in  the  rear  portion  of  the  first 
there  are  wooden  partitions  around  the  executive  office, 
further  contends  that  the  labor  law  does  not  require  a 
ing  under  four  stories  in  height  to  be  fireproof. 
solved,  that  the  order  of  the  fire  commissioner  be  and 
reby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
I  d. 

lo-S. 

'ITIONER — G.  Harry  Madigan,  for  Anthony  Yaconetti 
and  Maria  Grazia,  owners,  and  Pasquale  Egidio, 
lessee. 

JECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  health  commissioner. 

MISES  AFFECTED — 605  East  187th  street,  The 
Bronx. 

EARANCES— 

For  Petitioner :  G.  Harry  Madigan. 

ION  OF  BOARD — Petition  denied, 
i:  VOTE  TO  OR  A  NT- 

Affirmative  .  0 


Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Absent  .  o 

THE  RESOLUTION— 


(238-30-S) 

Whereas,  G.  Harry  Madigan,  for  Anthony  Yaconetti  and 
Maria  Grazia  De  Fiore,  owners,  filed,  April  3,  1930,  a  peti¬ 
tion  for  a  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  a  decision  of  the  health  commissioner,  affecting 
premises  605  East  187th  street,  Borough  of  The  Bronx; 
and 

Whereas,  the  decision  of  the  health  commissioner,  ren¬ 
dered  February  18,  1930,  reads : 

“At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  the  City  of  New  York,  held  on 
Feb.  18,  1930,  your  application  for  a  Sanitary  certificate 
for  a  cellar  bakery  at  605  East  187th  St.  in  the  Bor¬ 
ough  of  Bronx  was  denied.” ; 

and 

Whereas,  the  building  is  frame,  one,  two  and  three  stories 
in  height,  20  ft.  4  in.  by  83.76  ft.  in  area;  OCCUPIED: 
basement  of  center  section,  cellar  bakery,  3  persons;  re¬ 
mainder  of  building  used  as  stores  and  dwellings ;  and 

Whereas,  the  existing  bakery  is  8  ft.  3  in.  in  height  from 
floor  to  ceiling ;  the  bakery  is  ventilated  by  one  window, 
24  in.  by  28  in.  in  area,  opening  on  rear  yard,  and,  also,  by 
means  of  doors  leading  to  yard  and  to  street ;  and 

Whereas,  petitioner  contends  that  the  building  was  erected 
in  1910  and  that  it  has  been  used  continuously  since  that 
time  as  a  cellar  bakery ;  that  the  present  tenant  has  occupied 
the  premises  for  the  last  three  years,  having  leased  the 
premises  in  good  faith  and  understanding  that  a  sanitary 
certificate  had  been  issued;  that  when  the  petitioner  realized 
that  such  certificate  had  not  been  issued,  immediate  applica¬ 
tion  for  same  was  made,  and  contends,  further,  that  having 
built  up  a  good  business,  hardship  would  result  if  not  per¬ 
mitted  to  continue  the  occupancy  of  the  premises  as  at 
present. 

Resolved,  that  the  decision  of  the  health  commissioner  be 
and  it  hereby  is  affirmed,  and  that  the  petition  be  and  it 
hereby  is  denied. 


273-30-S. 

PETITIONER — Cross  &  Brown  Co.,  for  Eccles  Building 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 9  West  31st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner':  D.  F.  Lehnert,  A.  J.  Courtney  and 
R.  G.  Reilly. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 


(273-30-S) 

Whereas,  Cross  &  Brown  Co,  for  Eccles  Building  Corp.. 
owner,  filed,  April  21,  1930.  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  9  West  31st  street. 
Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  June 
18,  1929  (Order  No.  58225-LD),  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  building 
by  constructing  a  fireproof  passageway  with  an  unob¬ 
structed  width  of  at  least  3'  throughout,  leading  to  the 
street,  adequately  lighted  at  all  times  during  working 
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hours,  or  by  means  of  providing  access  to  an  open  area 
having  communication  with  the  street,  as  per  Section  2T3 
of  the  Labor  Law.”; 

Whereas,  the  building  is  non-fi reproof,  seven  stories  (80 
ft.)  in  height,  25  ft.  by  94  ft.  9  in.  in  area  at  first  story 
and  25  ft.  by  88  ft.  9  in.  in  area  above ;  OCCUPIED : 
cellar,  kitchen,  15  persons;  1st  story,  restaurant,  75  persons; 
upper  stories,  manufacture  of  dresses,  embroidery  and  novel¬ 
ties,  25  persons  each  story;  EQUIPPED  with  a  fire  alarm 
signal  system;  EXITS:  an  interior  wooden  stairway,  ex¬ 
tending  from  the  first  story  to  roof,  enclosed  in  fire-resisting 
partitions,  with  fireproof  doors  at  openings ;  a  fire  escape  on 
the  rear  of  the  building,  having  fireproof  openings  along  the 
course  thereof,  extending  .from  the  ground  level  to  the  roof, 
with  EGRESS  from  the  termination  of  the  fire  escape 
through  doorway  in  brick  wall  to  adjoining  yard  at  west ; 
ROOFS  of  adjoining  buildings:  20  ft.  lower  at  east  and 
west ;  and 

Whereas,  the  petitioner  claims  there  is  an  additional 
means  of  egress  from  rear  fire  escapes  at  second  story  level 
by  a  bridge  connecting  with  the  rear  fire  escape  of  the 
adjoining  building  at  west,  thence  down  an  iron  stairway 
to  adjoining  yard  and  through  the  first  story  to  the  street ; 
that  permission  has  been  granted  by  adjoining  owner  to  use 
his  premises  for  exit  purposes  in  case  of  fire;  furthermore, 
the  petitioner  contends  the  present  means  of  egress  from 
rear  fire  escapes  was  accepted  by  the  superintendent  of  build¬ 
ings  as  a  second  means  of  exit  under  Alteration  Application 
No.  3286  of  1905. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  there  shall  be  no  obstructions  at  the  foot  of  the 
fire  escape  in  the  rear  of  No.  9,  to  give  free  access  at  the 
foot  of  said  fire  escape  to  the  yards  of  Nos.  11  and  13  West 
31st  street;  that  a  letter  of  consent  shall  be  filed  with  the 
fire  commissioner  from  the  owners  of  the  adjoining  property, 
Nos.  11  and  13  West  31st  street,  granting  permission  to 
egress  through  said  yards ;  that  the  gateways  between  the 
yards  of  Nos.  11,  13  and  15  shall  remain  open  at  all  times; 
that  the  occupancy  shall  be  limited  to  the  legal  capacity  of 
the  interior  stairs ;  that  the  building  shall  be  not  increased  in 
height  or  area,  and  that  the  exits  shall  comply  in  all  other 
respects  with  the  labor  law  and  the  rules  of  the  board  of 
standards  and  appeals. 

223-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Cortland  H.  Young,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 40  East  20th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(223-30-S) 

Whereas.  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Cortland  H.  Young,  owner,  filed,  March  29,  1930, 
a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  40  East  20th  street,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  21,  1929  (Order  No.  68055-1, D),  reads: 

”1.  Arrange  fire  escape  at  rear  of  building  serving  as 


a  requisite  means  of  egress  so  that  same  will  con 
to  the  Rules  of  the  Board  of  Standards  and  Ap] 

“Defects  are  as  follows : 

“1.  No  safe  egress  from  termination  of  fire  escaj 
street.” ; 

Whereas,  the  decision  of  the  fire  commissioner,  ren< 
March  19,  1930,  reads : 

“This  will  reply  to  your  letter  of  March  11,  193 
which  you  state  you  have  been  retained  by  the  ov 
to  petition  the  Board  of  Standards  and  Appeals  i 
variation  of  the  Labor  Law  in  connection  with  < 
No.  68055-LD,  but  the  Board  has  refused  to  accep 
case  due  to  the  fact  that  more  than  twenty  days 
elapsed  since  the  issuance  of  the  order  and  wouli 
quest  the  rescindment  and  reissuance  of  same  at  a 
date. 

“You  are  advised  that  your  request  to  rescind  < 
No.  68055-LD  and  reissue  same  is  denied.”; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stori 
height,  25  ft.  by  87  ft.  in  area  at  first  story  and  25  f 
82  ft.  in  area  above;  OCCUPIED:  cellar,  boiler  room 
storage,  1  person ;  1st  story,  vacant  at  present  only ;: 
story,  salesroom  of  hats,  4  persons ;  3rd  story,  vaca 
present  only ;  4th  story,  manufacture  of  window  shad' 
persons ;  5th  story,  vacant  at  present  only ;  6th  story,  v; 
at  present  only;  7th  story,  manufacture  of  ladies’  neck: 
25  persons;  EQUIPPED  with  a  fire  alarm  signal  sy:<; 
EXITS:  an  interior  steel  strings  and  risers,  slate  i 
stairway,  extending  from  the  first  story  to  top  story 
closed  in  fire-resisting  partitions,  with  fireproof  doo 
openings ;  a  fire  escape  on  the  rear  of  the  building,  hi 
fireproof  openings  along  the  course  thereof,  extending 
the  roof  to  the  second  story  balcony,  with  EGRESS  : 
the  termination  of  the  fire  escape  by  means  of  conned 
to  the  adjoining  buildings  to  the  east  and  to  the  s< 
ROOFS  of  adjoining  buildings:  two  stories  higher;  am 

Whereas,  petitioner  contends  that  this  fire  escapei 
erected  as  the  result  of  a  labor  department  order  (> 
1848)  which  called  for  additional  exit  from  each  ston 
this  building  remote  from  the  existing  exit,  the  wor 
now  existing  having  been  done  at  that  time  and  the 
dismissed  as  complied  with  on  February  8,  1927,  am 
quests  the  acceptance  of  existing  conditions  as  to  the  e: 
from  the  termination  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals! 
hereby  make  a  variation  in  the  requirements  of  the 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
dition  that  the  present  egress  from  the  termination  o 
fire  escape  at  the  second  story  level  to  Nos.  42-48  East1 
street  and  Nos.  43-45  East  19th  street  shall  be  mainta; 
that  the  building  shall  be  not  increased  in  height  or 
and  that  the  occupancy  shall  be  limited  to  the  legal  cap 
of  the  interior  stairs.  I 


249-30-S.  51 

PETITIONER — 'Croker  National  Fire  Prevention  | 
neering  Co.,  for  Guardian  Life  Insurance  Con 
,  of  America,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  < 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 28  East  22nd  street,  Ma 
tan. 

APPEARANCES—  1 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fin 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Cor 
missioners  Holland  and  Guilfoyle  and  Depu 

Chief  McElligott . 

Negative  . 

Absent  . 
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RESOLUTION— 

(249-30-S) 

HEREAS,  Croker  National  Fire  Prevention  Engineering 

J°r^,  jartlian.  Life  Insurance  Company  of  America,  Inc. 
Kr,  filed,  April  7,  1930,  a  petition  for  a  variation  from 
requirements  of  the  labor  law  as  cited  in  an  order  of 
‘ire  commissioner,  affecting  premises  28  East  22nd  street 
ugh  of  Manhattan;  and 

Jhereas,  the  order  of  the  fire  commissioner,  dated  March 
1930  (Order  No.  72516-LD),  reads; 

|  “2.  Arrange  the  exterior  screened  stairway  on  the 
rear  of  building  and  the  openings  leading  thereto  so  that 
anie  are  in  compliance  with  the  provisions  of  Sec.  268 
*  *  ,  ^'abor  Law,  or  carry  out  a  proper  alternative 
lethod  of  complying  with  the  requirements  of  Section 
>71  ot  the  Labor  Law. 

‘‘Among  the  defects  noted  are  the  following: 

|  “(c)  No  fireproof  passage  to  street.”; 

hekf.as,  the  building  is  fireproof,  nine  stories  in  height 
t.  by  84  ft.  9  in.  in  area;  OGCUPIED :  cellar,  boiler 
l  and  storage,  1  person;  1st  story,  store,  3  persons;  2nd 
'»  lamP  mounting,  6  persons;  3rd  story,  jobbers  of  yarn, 
rsons;  4th  story,  making  metal  picture  frames,  20  per- 
;  5th  story,  vacant  at  present  only ;  6th  story,  manu¬ 
al  lather  cases,  8  persons;  7th  story,  manufacture 
>t  holders,  2  persons:  8th  story,  manufacture  of  labels, 
srsons ;  9th  story,  manufacture  of  ladies’  neckwear  25 
>ns;  EQUIPPED  with  a  fire  alarm  signal  system; 
lb:  an  interior  steel  strings  and  risers,  slate  tread 
vay,  extending  from  the  first  story  to  roof,  enclosed 
eproof  partitions,  with  fireproof  doors  at  openings;  an 
*°r  screened  stairway  on  the  rear  of  the  building,  hav- 
lreproof  openings  along  the  course  thereof,  extending 
the  roof  to  the  first  story,  terminating  directly  at  the 
level  of  the  premises  adjoining  to  the  east;  ROOFS 
(joining  buildings:  to  west,  same  level;  to  east  four 
s  lower;  and 

iereas,  petitioner  contends  that  the  exterior  iron  stair- 
was  erected  in  1916  on  an  order  of  the  labor  depart- 
wjnch  called  for  additional  means  of  exit  from  each 
of  the  building,  plans  being  filed  with  the  bureau 
Hidings  (Alteration  No.  2651-1915),  work  completed 
ismissed  as  complied  with  by  the  labor  department  as 
hoto  1273,  dated  May  28,  1916,  and  contends,  further, 
:gress  from  the  adjoining,  open  yards  to  the  east  may 
d  through  the  three  adjoining  buildings  to  street. 
olved  that  the  board  of  standards  and  appeals  does 
/  make  a  variation  in  the  requirements  of  the  labor 
Mid  that  the  petition  foe  and  it  hereby  is  granted,  only 
as  it  affects  the  egress  from  the  termination  of  the 
>cape,  on  condition  that  the  three  yards  adjoining  the 
>es  to  the  east  into  which  the  fire  escapes  lead  shall 
}  open  without  fence;  that  egress  from  these  yards 
be  had  through  the  wood  doors,  glass  panels,  of  the 
premises  known  as  Nos.  30.  32  and  34  East  22nd  street ; 
letter  shall  be  filed  with  the  fire  commissioner  of  con- 
>  this  egress  from  the  adjoining  property  owner  to  the 
.hat  the  occupancy  shall  be  limited  to  the  legal  capacity 
interior  stairs,  and  that  the  building  shall  be  not  in- 
i  in  height  or  area. 


-S. 

TIONER — Croker  National  Fire  Prevention  Engi- 
Co.,  /or  K.  L.  M.  I.  Realty  Corp.,  owner. 
-Application  for  reopening — modification — re 
Variation  of  the  labor  law  as  cited  in  an  order  of 
the  fire  commissioner. 

I.ISES  AFFECTED — 2598-2604  Atlantic  avenue  and 
88  Sheffield  avenue,  Brooklyn 
ARANCES— 

I  For  Petitioner:  Edward  H.  Le  Vine. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION^OF^BOARD— Petition  reopened  and  resolution 

1HE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chiet  McElligott .  4 

Negative  . !...... .  o 

Absent  . 

THE  RESOLUTION—  .  0 

w  „  (400-29-S) 

hereas  Croker  National  Fire  Prevention  Engineering 

S;:>  l0!  V*  M-  1  R«lty  Corp.,  «w*r,  filed,  June  13 

th,~  10[  j*  .^nation  frora  the  requirements  of 

’  aS  Clted  U1  an  °rder  of  the  fire  commissioner, 
affecting  premises  2o98-2604  Atlantic  avenue  and  88  Shef¬ 
field  avenue,  Borough  of  Brooklyn ;  and 

9fi  lile  °Ser  °f  the  Tfire  commissioner,  dated  March 

26,  1928  (Order  No.  34502-LD),  reads: 

“1.  Provide  two  required  means  of  exit  from  all 
stories  and  cellar  remote  from  each  other  in  accordance 
ai^  with  the  requirements  of  Sec.  ,270  of  the  Labor  Law.”  • 

Whereas  the  building  is  L-shaped,  non-fireproof,  one 
Story  a„d  two  stones  (on  the  Atlantic  avenue  front)  in 
eight  having  a  frontage  of  75  ft.  8  in.  on  Atlantic  avenue, 
7?  /u  b,hefheld  avenue  and  a  distance  of  150  ft  across 

walL°OrernP^epri  •  Sepnrate  V.  tWO  Sections  iby  a  cross 
t  ’  /A  CUPIED.  cellar,  boiler  room,  no  occupants;  1st 

tor>  (Atlantic  avenue  section),  bakery,  5  persons;  (Shef¬ 
field  avenue  front),  manufacture  of  ice  boxes,  10  persons- 
“!ld  story>  press  manufacturer,  30  persons;  EXITS  •  an  in¬ 
terior  wooden  stairway,  extending  from  the  first  to  second 
story,  enclosed  in  metal-covered  wood  stud  partitions,  with 
fireproof  doors  at  openings ;  and 

Whereas,  petitioner  contends  that  the  boiler  room  is  en¬ 
closed  in  fireproof  walls  and  ceiling  and  that  the  entrance 

^rfi  V\fr°,m  the  °UtSlde  of  the  building;  as  to  exits  from 
the  first  story  proposes  to  provide  a  doorway  in  the  partition 
wall  beween  the  two  sections  of  the  building,  and  as  to  the 
second  story  proposes  to  provide  at  the  second  story  front 
oi  the  building  a  standard  45-degree  fire  escape,  with  fire- 
proot  casement  door  at  second  story,  and  counterbalanced 
stairway  leading  to  street;  and 

Whereas,  the  order  as  now  in  force  affects  but  the  first 
and  second  stones;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  November  26,  1929,  on  certain  conditions,  and  peti- 
loner  requests  a  modification  of  these  conditions  as  to  egress 
from  rear  of  first  story. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  provided  at  the  rear  of  the  At¬ 
lantic  avenue  section  a  scuttle  and  a  ladder  to  the  roof  at  the 
rear  ot  the  bakery,  located  in  a  fireproof  enclosure,  with 
reproof  self-closing  doors  to  the  openings,  with  egress 
from  roof  leading  directly  to  the  nif  of  the  oneXrv 
budding  in  the  rear  of  the  premises  under  appeal,  facing  on 
Sheffield  avenue,  then  over  said  roof  to  the  building  line  on 
Sheffield  avenue,  thence  by  drop  ladder  in  guides  to  the 
street;  this .  variation  to  be  granted  only  so  long  as  the 
building  facing  on  Sheffield  avenue,  the  premises  under  ap¬ 
peal,  are  in  the  same  ownership,  and  granted,  as  to  the  second 
story,  on  condition  that  there  shall  be  provided  at  the  westerly 
corner  of  the  premises  an  iron  balcony  at  floor  level  with 
fireproof  door  and  counterbalanced  stairway  to  the  street 
in  addition  to  the  interior  stairway,  and  that' a  door  opening 
shall  be  provided  at  the  rear  of  the  two-storv  structure 

cfanu°llt  t0  the  r0of  of  the  one-story  building  leading  to 
Sheffield  avenue,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area  and  that  the  occupancy  shall 
remain  substantially  unchanged. 

796-28-S. 

PETI1 IONER  Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Foot  Form  Shoe  Shop,  Inc. 
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SUBJECT — Application  for  reopening— modification  re 

Variation  of  the  labor  law  as  cited  in  an  order  ot 
the  fire  commissioner. 

PREMISES  AFFECTED— 13  West  39th  street,  Manhat¬ 


tan. 


APPEARANCES—  ^  tt 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 


modified.  _ 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  ® 

Absent!  .  1 


THE  RESOLUTION— 

(7-96-28-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Foot  Form  Shoe  Shop,  Inc.,  filed,  October  17,  1928, 
a  petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  13  West  39th  street,  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 

June  30,  1928,  reads:  .  .  ,  .... 

“1.  Arrange  the  fire  escape  on  the  rear  of  the  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  compliance 
with  the  provisions  of  Sections  273  and  274  of  the  Labor 
Law  and  the  rules  of  the  Board  of  Standards  and 
Appeals,  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  Section  271  of  the 
Labor  Law. 

“(d)  No  fireproof  passageway  provided  to  street  at 
lowest  termination  of  fire  escape.  ’ ; 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  22  ft.  by  98  ft.  2  in.  in  area  at  first  story,  22  ft.  by 
93  ft.  2  in.  in  area  on  the  second  story  and  22  ft.  by  45  ft. 
in  area  above;  OCCUPIED:  1st  story,  retail  shoe  store, 
2nd  story,  salesroom  for  gowns,  3  persons;  3rd  story,  show¬ 
room  for  men’s  clothes,  3  persons ;  4th  story,  embroidering 
hats,  5  persons;  5th  story,  dressmaking,  5  persons4, 
EQUIPPED  with  a  fire  alarm  signal  system;  EXITS:  an 
interior  wood  stairway,  extending  from  the  first  story  to 
roof,  enclosed  in  fire-retarding  partitions,  with  fireproof 
doors  at  openings ;  a  fire  escape  on  the  rear  of  the  building, 
having  fireproof  openings  along  the  course  thereof,  extend¬ 
ing  from  the  main  roof  to  the  roof  of  the  second  story  ex¬ 
tension,  across  extension  roof  to  iron  stairway  leading  to 
the  roof  over  the  basement  of  the  premises  to  the  north, 
with  EGRESS  from  this  roof  by  means  of  three  windows 
leading  into  the  first  story  of  the  building  (to  the  north)  ; 
there  being,  also,  an  iron  ladder  leading  from  the  basement 
roof  down  to  the  yard  at  basement  level,  thence  through 
door  leading  into  basement ;  ROOFS  of  adjoining  buildings : 
to  west,  ten  stories  higher;  to  east,  seven  stories  higher; 
and 

Whereas,  petitioner  contends  that  a  similar  order  was 
issued  by  the  fire  department  in  1917,  and  after  certain  work 
had  been  done  the  order  was  dismissed  as  complied  with 
in  a  letter  from  the  bureau  of  buildings;  petitioner,  in 
view  of  the  light  occupancy  of  the  premises,  requests  the 
acceptance  of  the  existing  means  of  egress  from  the  ter¬ 
mination  of  the  fire  escape ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  January  29,  1929,  with  certain  statements  in  the 
preamble  as  to  occupancy  and  petitioner,  requests  that  the 
permitted  occupancy  be  based  on  the  capacity  of  the  interior 
stairs. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  egress  from  the  termination  of  the 


fire  escape,  on  condition  that  an  iron  stairs  be  provided  fro 
the  lowest  balcony  to  the  roof  of  the  first  story  extensi 
of  the  building  immediately  to  the  rear,  with  egress  frq 
the  roof  through  double  hung  windows  of  the  buildi 
on  40th  street,  and  on  condition  that  petitioner  shall  file  w: 
the  fire  department  an  affidavit  of  consent  of  adjoini4 
property  owner  for  use  of  his  property  for  egress  ir<| 
the  termination  of  the  fire  escape;  that  the  maximum  numb 
of  persons  above  the  first  story  shall  not  exceed  fifty, I 
not  more  than  twenty-eight  to  any  one  story,  on  conditil 
that  the  present  exits,  fire  alarm  system  and  fire  drills  sh|j 
be  maintained  and  that  the  building  shall  not  be  increased  t 
height  or  area.  HI 


420-28-S. 

PETITIONER— Edgar  C.  Ruwe  Realty  Corp.,  owner.  , 
SUBJECT— Application  for  reopening— extension  of  tim<J 
re  Variation  of  the  labor  law  as  cited  in  orders  i 
the  fire  commissioner. 

PREMISES  AFFECTED— 68-72  Washington  street  a| 
44  West  street,  Manhattan.  IJ 

APPEARANCES— 

For  Petitioner:  Charles  J.  McChesney. 
ACTION  OF  BOARD — Petition  reopened  and  time  <. 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME- 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . . 

Negative  . 1 

Absent)  . 

THE  RESOLUTION— 

(420-28-S) 

Whereas,  Edgar  C.  Rowe  Realty  Corp.,  owner,  fi  1 
May  3,  1928,  a  petition  for  a  variation  from  the  requill 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  co 
missioner,  affecting  premises  68-72  Washington  street  ;C 
44  West  street.  Borough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dal 
January  26,  1928,  read: 

“Order  No.  32017-LD :  _  I 

“2.  Remove  all  partitions  not  built  of  incomibust  i 
material  as  per  Sections  263  and  270  of  the  La>: 
Law.” ; 

and 

“Order  No.  32448-F,  dated  February  6,  1928 :  1  I 

“1.  Install  an  adequate  interior  electric  fire  al;l 
system  in  accordance  with  the  Rules  of  the  Boardr 
Standards  and  Appeals  and  the  enclosed  approved  > 

u 

and 

“An  inspection  of  the  premises  44  West  Street  < 
68-72  Washington  St.,  Borough  of  Manhattan,  shy 
that  a  fire  drill  should  be  established  and  maintain 
therein  according  to  the  requirements  of  Section  27£>i 
the  Labor  Law.  The  Labor  Law  specifically  chan 
the  Fire  Commissioner  with  the  duty  of  enforcing  ► 
provisions  of  the  law,  as  to  fire  drills.  _  | 

“This  law  also  holds  the  owner  of  such  premises  f 
sponsible  for  the  proper  supervision  and  mainten;: 
of  fire  drills.  It  is  therefore  your  duty  to  orgal 
and  maintain  a  fire  drill  in  the  above  premises  in  : 
cordance  with  the  rules  and  regulations  of  the  Boaro 
Standards  and  Appeals. 

“A  record  of  such  drills,  including  the  name  f 
number  of  each  certified  drill  conductor  engaged 
conducting  each  drill,  the  date  of  each  drill  and  > 
number  of  persons  taking  part  in  each  drill  shall! 
transmitted  by  you  or  your  representative  to  this  ojj 
semi-annually.  ^Rl 

“All  forms  necessary  will  be  furnished  to  your  autl” 
ized  representative  when  he  calls  at  this  office  fcl 
Certificate  of  Fitness  as  drill  conductor.”; 

and 
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•JThereas,  the  building  is  fireproof,  cellar  and  six  stories 
height,  fronting  24  ft.  6^  in.  on  West  street,  extending 
'!  "■  0  through  the  block,  with  a  frontage  of  74  ft 
.  in.  on  Washington  street;  OCCUPIED:  cellar,  paper 
rage,  no  occupants;  1st  story,  storage  and  shipping  rooms 
ersons;  2nd  story,  printing,  16  persons;  3rd  story,  vacant’ 
story,  stationery  supplies.  18  persons;  5th  story,  office 

I  laboratory,  24  persons;  6th  story,  printing,  26  persons; 

I I  M  two  interior  fireproof  stairways,  extending  from 
hrst  story  to  top  story  (the  easterly  stairways  extending 

the  roof),  enclosed  m  fireproof  partitions,  with  fireproof 
,rs  at  openings;  and 

Vhereas,  the  petitioner  claims  that  there  are  no  com- 
tible  partitions  on  the  second  and  third  stories ;  that  the 
liliood  of  a  tire  would  be  very  remote  in  a  building  of 
type  ;  the  expense  of  tearing  down  all  wooden  partitions 
the  installation  of  a  fire  alarm  system  would  be  a  great 
.ship :  furthermore,  the  petitioner  contends  that  a  final 
lhcate  ot  occupancy  was  issued  to  the  owner  in  December 
926;  and 

/hereas,  the  petitioner  has  substantially  complied  with 
order  now  m  force  and  proposes  to  comply  in  toto  sub- 
.to  the  vacation  of  _  the  existing  tenant  factory  occu- 
:ies  and  seeks  sufficient  time  in  co-operation  with  his 
nts  pending  the  expiration  of  the  leases  or  convenience 
emaming  tenants,  and  now  requests  an  extension  of  this 
:  hmit  to  remove  partitions. 

e solved,  that  the  board  of  standards  and  appeals  does 
-  make  a  variation  in  the  requirements  of  the  labor 
\  ?nd  that  Order  No.  32017-LD,  in  so  far  as  it  afFects 
itions  in  the  fourth  story,  be  held  in  abeyance  for  a 
od  not  extending  beyond  September  9,  1930,  on  condition 
the  remainder  of  the  order  be  complied  with. 
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APPLIANCES  SUBMITTED  FOR  APPROVAL. 
10-SA. 

nlrfETR~Euell  &  for  Leiman  Bros.,  owners. 

‘•F  ARANCES-  r°S‘  FUCl  011  BUrner’  approval  of- 
For  Petitioner:  George  R.  Euell 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ION  OF  BOARD— Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 

0-SA. 

ITIONER—New  Tork  Fuel  Oil  Engineering  Co.,  for 
International  Burners  Corp.,  owner. 

E^RAT^CES^  ^  Burner,  approval  of. 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ION  OF  BOARD— Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 

3-SA. 

TFrTX^~wr  Wood  Engineering  Co.,  owner. 

EAR  4NCES^  °°^  0,1  Burner’  of- 

For  Petitioner:  W.  C.  Robertson. 

For  Administration:  Inpsector  Maher  of  fire  de¬ 
partment. 

ION  OF  BOARD— Petition  placed  on  Reserve  Cal- 
,  endar  pending  test  and  report  of  fire  department. 

)-SA. 

?L9,NEc.R-The  Scranton  Pump  Co.,  owner. 

'  t0n  Steam  Pumps,  approval  of. 

iARANCES — 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACT  ION  OF  BOARD— Petition  placed  on  Reserve  Cal¬ 
endar  pending  test. 

359-30-SA. 

ER— Conran  Standpipe  Co.,  Inc.,  owner. 

S  U  BJ  EC  I  —Conran  Hydraulic  Emergency  Control  Valve 
tor  hire  Line,  approval  of. 

APPEARANCES— 

For  Petitioner:  William  F.  Conran. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Cal¬ 
endar  pending  test. 

163-29-SA. 

Dwight  Marfield,  owner. 

bL  BJ  EC  I  Braden  Engineering  Inc.  Storm  King  Oil 
Burner,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . . .  "  . .  n 

Absent  .  0 

510-29-SA. 

PETITIONER-Sears,  Roebuck  &  Co.,  owner. 

Ip?4aVaTcVs-L™.  Bun,er' approval  of- 

ACTION  OF  BOARD— Report  accepted;  appliance  ap- 
porved  in  accordance  therewith. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . 

Absent  .  y 

THE  RESOLUTION— 

(510-29-SA) 

ioon  HKRKAS’  Sears,  Roebuck  &  Co.,  owner,  filed,  August  1 
.-J,  a  petition  with  the  board  of  standards  and  appeals  for 
approval  of  device  known  as  the  Hercules  Oil  Burner ;  and 
W  hereas,  this  device  was  submitted  to  the  fire  depart- 
ment  for  test  and  report,  and  the  report  of  the  acting  chief 
f  the  bureau  ot  fire  prevention  dated  July  14,  1930,  recom¬ 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Hercules  Oil  Burner 
tor  use  in  domestic  and  commercial  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board 
°r  standards  and  appeals  and  in  conformity  with  the  report 
ot  the  chief  of  the  bureau  of  fire  prevention. 

322-30-SA 

PETITIONER— Braden  Engineering,  Inc.,  for  Aurisy  Oil 
Burner  Co.,  Inc.,  owner. 

SUBJECT-Braden  Automatic  Fuel  Oil  Burner,  approval 
APPEARANCES— 

For  Petitioner:  Harry  Aurisv 
ACTION^OF  BOARD— Report  accepted;  appliance  ap- 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION-  . 

(322-30-SA) 

Whereas,  Braden  Engineering  Co.,  for  Aurisy  Oil  Burner 
Co.,  Inc.,  owner,  filed,  May  9,  1930,  a  petition  with  the 
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board  of  standards  and  appeals  for  approval  of  device 
known  as  the  Braden  Automatic  Fuel  Oil  Burner;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  acting  chief  of 
the  bureau  of  fire  prevention  dated  July  14,  1930,  recom¬ 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Braden  Automatic 
Fuel  Oil  Burner  for  use  in  domestic  and  commercial  mj 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  in  con¬ 
formity  with  the  report  of  the  chief  of  the  bureau  of  fire 
prevention. 

603-29-SA.  T  ,  .  ,  r  , 

PETITIONER— Salvatore  S.  Millo,  for  Industrial  labor¬ 
atories,  owner. 

SUBJECT— Electromatic  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD— Report  accepted;  appliance  ap¬ 
proved.  „ 

THE  VOTE  TO  APPROVE  APPLIANCE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(603-29-SA) 

Whereas,  Salvatore  S.  Millo,  for  Industrial  Laboratories, 
owner,  filed,  October  8,  1929,  a  petition  with  the  -board  of 
standards  and  appeals  for  approval  of  device  known  as  the 
Electromatic  Oil  Burner ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  acting  chief  of 
the  bureau  of  fire  prevention  dated  July  15,  1930,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Electromatic  Oil 
Burner  for  use  in  domestic  and  commercial  installations 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  in  conformity  with  the 
report  of  the  chief  of  the  bureau  of  fire  prevention. 

593-29-SA. 

PETITIONER — Preferred  Oil  Burners,  Inc.,  owner. 
SUBJECT— Hart  Automatic  Fuel  Oil  Burner,  Model  Series 
“DO,”  approval  of. 

APPEARANCES— 

For  Petitioner:  W.  H.  H.  Rittenhouse. 

ACTION  OF  BOARD — Report  accepted;  appliance  ap¬ 
proved. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(595-29-SA) 

Whereas,  Preferred  Oil  Burner,  Inc.,  owner,  filed,  Octo¬ 
ber  2,  1929,  a  petition  with  the  board  of  standards  and 

appeals  for  approval  of  device  known  as  the  Hart  Auto¬ 
matic  Oil  Burner,  Model  Series  “DO”;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  acting  chief  of  the 
■bureau  of  fire  prevention  dated  July  15,  1930,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Hart  Automatic  Fuel 


Oil  Burner,  Model  Series  "DO”  for  use  in  domestic  ai 
commercial  installations  when  installed  in  accordance  wi 
the  fuel  oil  rules  of  the  board  of  standards  and  appeals  ai 
in  conformity  with  the  report  of  the  chief  of  the  bure; 
of  fire  prevention. 


713-29-SA.  tt  £ 

PETITIONER— David  Kaufman,  for  Super  Oil  Heater  C 


owner.  ■ 

SUBJECT— Super  Automatic  Oil  Heater,  approval  of.  ^ 
APPEARANCES— 

For  Petitioner:  David  Kaufman. 

ACTION  OF  BOARD— Report  accepted;  appliance 
proved  in  accordance  therewith. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent;  . 

THE  RESOLUTION— 

(715-29-SA)  ■ 

Whereas,  David  Kaufman,  for  Super  Oil  Heater  C 
owner,  filed,  December  7,  1929,  a  petition  with  the  board 
standards  and  appeals  for  approval  of  device  known  as 
Super  Automatic  Oil  Heater,  Model  SSH;  and 
Whereas,  this  device  was  submitted  to  the  fire  depar 
for  test  and  report,  and  the  report  of  the  chief  of 
bureau  of  fire  prevention  dated  July  14,  1930,  recom~ 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals 
hereby  appi'ove  the  device  known  as  the  Super  Auto 
Oil  Heater,  Model  SSH,  for  use  in  domestic  and  con. 
cial  installations  when  installed  in  accordance  with  the  fi 
oil  rules  of  the  board  of  standards  and  appeals  and  in 
formity  with  the  report  of  the  chief  of  the  bureau  of 
prevention. 


: 

' 


209-29-SA. 

PETITIONER — John  Simmons  Co.,  owner. 
SUBJECT— A  Diamond  S  2^-Inch  Angle  Globe  W; 

Hose  Valve,  150  lbs.  pressure,  approval  of. 
APPEARANCES— 

For  Petitioner:  Lynwood  Bradley. 

ACTION  OF  BOARD — Report  accepted;  appliance 
proved  in  accordance  therewith. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(209-29-SA)  .9 

Whereas,  John  Simmons  Co.,  owner,  filed,  March 
1929,  a  petition  with  the  -board  of  standards  and  api 
for  approval  of  device  known  as  A  Diamond  S  2j£- 
Angle  Globe  Water  Hose  Valve,  150  lbs.  pressure;  and  . 

W hereas,  this  device  was  tested  by  a  committee  of 
board,  and  a  report  of  the  engineer  of  the  board  and 
representative  of  the  fire  department  recommend  the 
proval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals 
hereb'-  approve  the  device  known  as  the  A  Diamond  S 
Inch  Angle  Water  Hose  Valve  for  a  Type  A  Valve, 
lbs.  water  working  pressure,  when  installed  in  accord- 
with  the  rules  of  the  board  of  standards  and  appeals  and 
conformity  with  the  report.  H 

-  B 

Adjourned  7.00  p.  m. 


William  J.  O’Gorman,  Secretar 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  V 
Broadway.  Price,  $1.25;  by  mail,  $1.35.  Broadway.  Price,  30c;  by  mail,  35c. 
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RULES 


SMOKING  IN  FACTORIES. 


| 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

fLE  1.  PERMIT. 

a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
ited  cigar  or  cigarette  in  any  factory  as  defined  in 
:icle  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
tion  of  a  factory,  within  the  City  of  New  York,  except 
such  protected  portions  or  special  classes  of  occupancies 
are  specified  in  Rule  2  of  these  rules,  and  then  only 
:r  the  issuance  of  a  permit  by  the  fire  commissioner, 
t  shall  be  the  joint  and  several  duty  of  the  owner  and 
the  lessee  or  lessees  of  the  building  containing  such  fac- 
'  or  factories  to  cause  to  be  posted  in  each  and  every 
ance  hall,  stairhall  or  room  throughout  the  building,  as 
I  as  in  every  elevator-car,  in  English,  and  also  in  such 
:r  language  or  languages  as  the  fire  commissioner  shall 
ct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
ation. 

o)  Application.  Application  for  such  permit  shall 
tmade  only  by  the  owner  of  the  building  on  suitable 
k  forms  to  be  furnished  by  the  fire  commissioner. 

:)  Time  Limit.  Such  permit  shall  be  for  a  definite 
od,  not  exceeding  one  year,  and  shall  not  be  renewed 
i  expiration  until  a  reinspection  of  the  premises  for 
eh  it  is  issued  has  been  made  for  the  purpose  of  de- 
fiining  whether  existing  conditions  warrant  a  renewal. 

1)  Conditions.  The  permit  shall  state  the  conditions 
•r  which,  the  hours  between  which,  and  the  place  or 
es  in  such  factory  where  smoking  may  be  permitted, 
this  permit  shall  be  framed  and  kept  posted  in  a 
picuous  place  in  the  factory. 

■)  Revocation.  Violation  of  any  of  the  conditions 
ified  in  the  permit,  in  addition  to  incurring  such  pen- 
s  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
e  for  the  revocation  of  such  permit  by  the  fire  com¬ 
moner,  and  he  shall  not  again  issue  a  permit  for  the 
;  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
fiom  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion: 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  'e- 
ceotacles. 


AMENDMENT  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


>ted  by  the  board  of  standards  and  appeals  June  13,  1930. 
(281-22-SR) 

:le  3.  STANDPIPE-FIRE  LINE  CERTIFICATE, 
e  shall  be  an  engineer,  superintendent  or  other 
>n  in  charge  of  the  standpipe-fire  line  system  in  all 
ings  exceeding  eighty-five  feet  in  height  who  shall  be 
tered,  and  submit  to  an  examination  in  the  Fire  Depart- 
,  Upon  evidence  of  fitness  to  properly  operate  and  main- 
:he  standpipe  system  he  shall  be  granted  a  Certificate  to 
effect.  The  certificate  shall  contain  the  full  name  and 
all  photograph  of  the  holder. 

y  and  night  service  shall  be  maintained  in  all  buildings 
ding  250  ft.  in  height  in  which  there  is  a  fire  pump, 
eatre  buildings  provided  with  fire  pumps  shall  have  at 
one  certified  operator  on  duty  during  every  perform- 
Buildings  of  large  areas,  industrial  plants,  amuse- 
parks,  etc.,  shall  have  at  least  one  certified  operator  on 
when  deemed  necessary  by  the  fire  commissioner. 

le  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
and  other  auxiliary  fire  appliances  shall  be  kept 
rfect  working  order,  and  at  least  once  a  month  the 


person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  bv  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30'davs 
by  the  person  holding  the  certificate  of  fitness 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
htty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe  This  test  to  be  applied  to  the  standpipe  and 
httings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  1  hese  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 
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APPROVED  APPLIANCES 


Name  of  Burner 


Calendar  No. 


♦A.  B.  C.  Oil  Burner .  1295-24-SA 

♦A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

♦Aetna  Automatic  Oil  Burner .  1547-23-SA  . 

♦Aladdin  Oil  Burner .  298-26-SA 

♦Alexander  Oil  Burner .  65-28-SA 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

♦Arcoil  Heat  Machine .  632-26-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner..  45-21-SA 
♦Baker  Automatic  House  Heating  Burner....  1323-22-SA 

♦Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-22-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

♦Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

♦Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

♦Berggren  Oil  Burner .  764-26-SA 

Best  Calorex  Burner .  1464-21-SA 

♦Bettendorf  Oil  Burner .  731-28-SA 

Burnwell  Mechanical  Burner .  957-22-S-- 

♦Caloroil  Burner — Type  AA .  1361-24-SA 

♦Carborundum  Burner .  571-29-SA 

♦Carter-Korth  .  54-30-S A 

♦Century  Oil  Burner .  1'57-28-SA 

♦Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

♦Combustion  Fuel  Oil  Burner .  1105-22-SA 

♦Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

♦Commonwealth  Oil  Burner .  848-28-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Crescent  Oil  Burner .  222-28-SA 

♦Crown  Oil  Burner,  Type  XA .  42G-29-SA 

♦Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

♦Dahl  Vaporizing  Oil  Burner .  915-28-SA 

♦Dist-o-matic  Oil  Burner .  663-28-SA 

♦Doherty  Oil  Burner .  943-28-SA 

♦Eisler  Automatic  Oil  Burner .  481-27-SA 

♦Electrol  Automatic  Oil  Burner .  259-25-SA 

Enco  Burner .  1414-23-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

♦Espo  Oil  Gas  Burner .  1431-23-SA 

♦Faultless  Oil  Burner .  493-24-SA 

Fess  Turbine  Burner .  26-22-SA 


Fluid  Heat  Domestic  Fuel  Oil  Burner,  Type 

O .  1094-27-SA 

♦Foster  Oil  Burner .  715-26-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

♦Franklin  Domestic  Oil  Burner .  560-26-SA 

♦Fuelo  Oil  Burner .  47-30-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

♦Gill  Oil  Burner .  1231-23-SA 

♦Goodspeed  Automatic  Oil  Burner .  957-27-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

♦Gulf  Oil  Burner .  382-26-SA 

Hammel  Oil  Burner .  1278-21-SA 

♦Hardinge  Oil  Burner  and  Pump  Set .  813-25-SA 

♦Hart  Automatic  Oil  Burner .  1162-24-SA 

Hauclc  Venturi  Low  Pressure  Oil  Burner -  88-27-SA 

♦Heatiator  Oil  Burner .  1346-23-SA 

Holbv  Oil  Burner .  328-27-SA 

♦Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

♦Homer  Domestic  Oil  Burner .  1211-25-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

♦Improved  Kres-Kno  Oil  Burner .  591-29-SA 

♦International  Oil  Burner . • .  1305-24-SA 

♦Johnson  Improved  Rotary  Fuel  Oil  Burner..  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

*K.  F.  C.  Oil  Burner .  846-25-SA 

♦Kleen  Heet  Oil  Burner .  62-24-SA 

•Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Liberty  Automatic  Heater .  129-28-SA 

Llentz  Oil  Burner . .  i55-20-SA 


*  Used  mainly  in  domestic  installations. 


Name  of  Burner 


Calendar  N 


Mahrvel  Low  Pressure  Burner .  859-26-S 

Marr  Oil  Heat  Machine .  765-26-S 

Maxon  Oil  Burner  (New  Style) .  1036-22-S 

♦May  Oil  Burner .  68-24-S 

♦Mayflower  Oil  Burner .  124-29-S 

♦Mcllvane  .  544-29-S 

♦Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-S 

♦Merco  Oil  Burner .  637-29-S 

♦Model  “G”  Nokol  Burner .  801-28-S 

♦Morrissey  Oil  Burner .  673-27-S 

Morse  Conical  Type  Steam  Atomizing  Burner  938-25-S 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  .  939-25-S 

Morse  Fuel  Oil  Burner .  820-23-S 

♦Moussette  Oil  Burner .  887-26-S 

National  Airoil  High  Pressure  Burner .  185-29-S 

National  Airoil  Low  Pressure  Burner .  186-29-S 

♦National  Rotary  Oil  Burner .  836-25-S 

♦New  Process  Oil  Burner .  1071-27-S 

Noiseless  Nokol  Model  G  Oil  Burner .  80d-28-S 

♦Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-S 

♦Nokol  Automatic  Heater .  1078-24-S 

North  American  Low  Pressure  Oil  Burner..  792-28-S 

♦Nu-Way  Oil  Burner .  773-28-S 

*Orr  Fuel  Oil  Burner .  113-28-S 

•Paramount  Oil  Burner .  1193-25-S 

♦Pascoe  Oil  Burner  and  Pump  Set .  1029-26-S 

Peabody-Fisher  Wide  Range  Mechanical  Oil 

♦Petro  Domestic  Burner .  161-28-S 

Petro  Mechanical  Burner  and  Air  Register..  735-24-S 

♦Petro  Burner,  Model  0 .  78-28-S 

♦Piatt  Oil  Burning  Water  Heater .  737-29-S 

♦Pioneer  Automatic  Oil  Burner .  1259-27-S 

Burner  . 644-21-S 

•Powerlight  Oilheat  Burner . ’. . . .  628-23-S 

Quinn  Oil  Burning  Equipment .  867-21-S 

♦Rayfield  Oil  Burner .  504-28-S 

Ray  Rotary  Fuel  Oil .  504-23-S 

♦Re-Ly-On  Oil  Burner .  745-28-S 

♦Remington  Oil  Burner .  891-28-S 

♦Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  687-28-S 

♦Rickard  Oil  Burner .  1011-27-S 

Rockwell  Fuel  Oil  Burner .  341-21-S 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-S 

♦Richmond  Gravity  Fuel  Oil  Burner .  1193-22-S 

♦Schulse  Home  Oil  Burner .  1487-23-S 

♦Security  Oil  Burner .  58-28-S 

♦Silent  Automatic  Oil  Burner .  458-28-S 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-S 
♦Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-S 

Steam  Oil  Burner .  183-22-S 

♦Stroud-in-the-Door  Burner .  129-27-S- 

♦Stuhler  Oil  Burner .  618-27-S 

♦Summerheat  Oil  Burner .  581-2B-S 

♦Sundstrand  Automatic  Oil  Burner .  7!5!5-2G-S! 

♦Sunflower  Model  S-l  Oil  Burner .  657-29-S 

Surface  Combustion  Low  Pressure  Burner..  92-23-S 
♦Sword  Automatic  Oil  Burner .  981-25-S 


♦Tabor  Automatic  Oil  Heaer,  Type  “D” .  778-28-S 

Tate- Jones  Fuel  Oil  Burner,  “L”  Type .  1284-24-S 

Tate-Jones  No.  6  Oil  Burner .  1444-23-S 

♦Timken  Oil  Burner,  Model  20 .  287-28-S 

♦Timken  Rotary  Oil  Burner .  297-29-S 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-S 

Todd  Rotary  Fuel  Oil  Burner .  454-25-S 

Todd  Steam  Atomizing  Fuel  Oil  Burner -  123-23-S 

♦Torridheat  Oil  Burner .  83-28-S 

♦Uni-Lec-Tric  Oil  Burner .  498-29-S 

♦United  States  Oil  Burner .  620-28-S 

♦Universal  Fuel  Oil  Burner .  8-24-S 

♦Vesta  Oil  Burner .  451-26-S 

♦Volcano  Automatic  Oil  Burner .  556-29-S 

♦Wavne  Oil  Burner  Pump  and  Fan  Set .  1155-25-SI 

♦Williams  Oil-o-matic  Fuel  Oil  Burner  and  I 

Williams  Oil-o-matic,  Jr .  918-22-S. 

•Winslow  Industrial  Burner .  19-25-S 

York  Automatic  Oil  Btjrner,,, .  44-f#*5l 


642 


! 


CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  A pplications. 

.1/29-27-A— 39  Fifth  avenue,  Manhattan. 

■030-27-A— 13-16  Central  Park  West,  Manhattan. 

331-2<-A — 20-28  West  72nd  street,  Manhattan. 

[J32-27-A — 242-248  West  76th  street,  Manhattan. 

374-29-A  11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

jilO-22-S A — Crocker  Gas  Valve,  approval  of. 

; 99-22- S A — Kennell  Gas  Cut-Off  Valve,  approval  of. 

,73-22-SA — Anti-Syphon  Valve,  approval  of. 

:30-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sy»- 
tems,  approval  of. 

49-22-S  A — Coen  Oil  Burner,  approval  of. 

■57-23-S A — Collin  Patent  Automatic  Gas  Cut-Off  Valve. 

|  approval  of. 

;24-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
;25-23- S A — Packless  Gas  Shut-Off  Valve,  approval  of. 
'J7-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
32-23- S  A — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

75  23-SA — Win,  E.  Toelle  Manual  &  Automatic  Ga* 

I 

Shut-Off  Valve,  approval  of. 

'  9-23-SA— Heil  Standard  200  Gal  Truck  Tank,  approval 
of. 

7-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
3-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

5-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

■2-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

B-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
3-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

2-24-S A — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

5-84-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

1-24-SA — Milnes  Oil  Burner,  approval  of. 

I^24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of 
1-24-SA — Salvo  Fire  Extinguisher,  approval  of. 

‘-24-SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
'-24-SA — Smolensky  Check  Valve,  approval  of. 

-25-SA — Amdyco  Foam  Fire  Extinguisher,  approval  of. 
-25-SA  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-25-SA — Koerting  Gear  Pump,  approval  of. 

; -25-SA — Palmer  Gravity  Lock,  approval  of. 

-26-SA — Signal  Weatherproof  Bells,  approval  of. 

-26-SA — Kork-n-Seal,  approval  of. 


39. -26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA— Protectoseal  Cover,  approval  of. 

890-26-SA— Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 

187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 

328-2. -SA  Holby  Oil  Burner,  approval  of. 

537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 

814-2. -SA  Elkhart  Flush  Type  Siamese,  approval  of 

955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 

977-27 -SA—Romec  Rotary  Pump,  approval  of. 

1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

5 1 1-28- S  A  Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

.65-28-SA — Keuka  Oil  Burner,  anproval  of. 

058-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA  Safe-Way  Outlet  Pressure  Reducing  Valve 
approval  of. 

163-29-SA— Braden  Engineering,  Inc.,  Storm  King  Oil 
Burner,  approval  of. 

210-29-SA  A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  hose  Valve,  aprpoval  of. 

380  29-SA— Kennedy  2^-Inch  Hose  Outlet  Valve  Tvoe 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

5 35-29- S A  Croker  2^-Inch  Pressure  Reducing  Valve  ap¬ 
proval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve  ap¬ 
proval  of.  ’ 

322-30-SA— Braden  Automatic  Fuel  Oil  Burner,  approval 
of. 

231- 30-SA—  Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA— Scranton  Steam  Pumps,  approval  of. 

314-30-SA  Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

3'20-30-S A— Victory  Oil  Burner,  approval  of. 

359-30-SA  'Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

373-30-SA — Gar  Wood  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record . 
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DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  July  16,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 

Cases  pending  July  16,  1930 . 


392 

500 


30 


131 

11 

21 

0 

50 

4 

0 

24 

0 

0 

1163 

744 

419 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved . . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted - .. . 

Administrative  requests  denied  or  withdrawn.. 

Interpretations  ...j . . .. . 

Requests  withdrawn  or  dismissed . 

Total  . 


= 


i 

1 

C 

4 

1 

( 


i 


I 


B 


l 


dz 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  oil 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  oil 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fa 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear 

Fifth,  That  the  business  of  the  board  is  to  dispose  oi 
cases  promptly,  for  the  reason  that  the  pendency  o 
appeal  or  petition  ties  the  hands  of  the  administrative 
cial  in  enforcing  his  order;  therefore,  no  appeal,  or  pel 
will  be  allowed  to  be  hung  up  by  reason  of  failure  o-:' 
appellant  or  petitioner  to  file  necessary  data,  or  by  i 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  ba 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers, 
and  data  required  by  law  are  supplied,  as  specified  oi 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  Bl 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETI 

Name . 

Street . 

P.O . 


My  subscription  is  to  begin  with  the  issue  for 
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DIRECTORY 

BOARD  OF  STANDARD^/^fl)  APPEALS 

HENRY  L.  CONNEL t/Y  q*. 
Temporary  Chairman  ^  III 

James  P.  Holland  ° 

John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


Op  -  PUBLIC  HEARINGS 

'4^U€sdays.  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in' this  Bulletin. 

Call  °f  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

MmihaUa  rin^S  ^  hdd  Room  1013>  MuniciPal  Building 


fice— Municipal  Building,  Rooms  1001  to  1015. 

.kphone — Worth  0184. 

ncE  Hours — 9  a.  m.  to  4  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

I  communications  should  be  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gmers  pertainmg  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

R  T,h.!  Clerk's  Calendar  consists  of  applications  under  the 
>ui  ding  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  (be)  called  in  Room  1013,  Tuesday,  July  29,  193K> 

definite0  day '  At  ^  ^  CaSe  is  Set  for  hearinS  on  a 

I  he  next  subsequent  Call  of  the  Calendar  will  be  on 
1  itesday,  September  9,  1930,  at  2  o’clock. 

Ihe  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  oi  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days.  .  s 


CONTENTS 


his  issue  of  the  Bulletin  contains,  in  the  order  given— 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  July  22,  1930,  10  A.  M. 

Minutes  of  Regular  Meeting,  July  22,  1930,  2  P.  M. 
Smoking  in  Factories — Rules. 

Approved  Fireline  Hose  Valves. 

Interior  Fire  Alarm  Rules. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official.' 

.  ny  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  theie 
directions. 


HENR\  L.  CONNELL.  Temporary  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  July  23,  1930. 

Cal.  No.  Department.  Premises  Affected. 

509-30-SA . F.D . Enco  Mechanical  Oil  Burner, 

_  Appliance 

508-30-S  . F.D . 251-53  W.  39th  st.,  Man., 

'  L.  D.  77249 

507-30-BZ . B.B.Q _ 79-01  Conduit  blvd.,  Jamaica,  Q., 

N.  B.  3357-30 

506-30-A . F.D . Foot  of  E.  28th  st.,  East  River, 

_ _  Man.,  L.  C.  60373 

505-30- A . F.D . 4299  Boston  Post  rd.,  Bx., 

_ _  Applic.  1549-30 

504-30-BZ . B.B.B _ 443-447  Madison  st.,  Bklyn., 

_  Applic.  8263-30 

503-30-S . F.D . 307-315  St.  Marks  ave.,  Bklyn., 

_  l_.  D.  69435,  69436  &  69437 

502-30- A . F.D . 307-315  St.  Marks  ave.,  Bklyn., 

F-69434 

501-30-S . F.D . 9501-9525  149th  st.,  Jamaica,  Q., 

_ 1’’  L.  D.  75001 

Restored  to  Calendar. 

188-30-BZ . B.B.Q _ 306  Steinway  ave.,  L.  I.  C.,  Q., 

_  N.  B.  527-30 

300-28-BZ . B.B.Q....  109-57  to  109-65  206th  st.,  south¬ 

east  corner  of  Hollis  ave., 

_ _  Bellaire,  Q.,  N.  B.  7542-27 

135-28-BZ . B.B.M.... 236-240  W.  50th  st.,  Man., 

_ _  Zoning  Viol.  No.  2-28 


CODE. 


p  £ . Fire  Department 

H  D.  . .  .  .  .  .  .  . . Health  Department 

13  3  B . Bureau  of  Buildings,  Brooklyn 

(3  p  . Bureau  of  Buildings,  Manhattan 

B  B  q . Bureau  of  Buildings,  Queens 

B  J3  R . Bureau  of  Buildings,  Richmond 

13  J3  bx . Bureau  of  Buildings,  Bronx 

p  pj  £) . Tenement  House  Department 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  will  hold  no  meetings  during  the  month  of  August 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  will  be  held  on  Tuesday,  September  9,  1930  at  10 
a.  m.,  and  that  the  next  Clerk’s  Calendar  Call  will  be  held 
on  the  same  day  and  date  at  2  p.  m. 

During  the  month  of  August  the  office  null  be  open  as 
usual  for  the  filing  of  appeals ,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  are  from  10  a.  m.  to  1  *.  m.— Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JULY  29,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

323-30-BZ. 

APPLICANT— William  F.  Doyle,  for  Irene  E.  Moeller, 
owner. 

PREMISES _ 187-51  to  187-63  Hollis  avenue,  northwest 

"corner  of  190th  street  (Seminole  avenue),  Hollis, 
Bomugh  of  Queens. 


APPLICATION,  under  section  21  of  the  building  2* 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mi 
tenance  of  a  gasoline  service  station. 

695-29-BZ. 

APPLICANT— Christopher  McGrath,  for  Hilvid  Ret 
Corp.,  owner.  | 

PREMISES— Southwest  corner  of  Wilkinson  avenue  i 
Westchester  avenue,  The  Bronx. 
APPLICATION,  under  sections  7f  and  21  of  the  built i 
zone  resolution,  j 

TO  PERMIT  in  a  business  district  the  erection  and  rnr 
tenance  of  a  gasoline  service  station  (previo.l 
denied  under  section  21). 

303-30-BZ.  .  I 

APPLICANT — Homack  Construction  Corp.,  owner.  ■ 
PREMISES — 117-01  Farmers  boulevard  and  189-14  Ic 
boulevard  (Central  avenue),  southeast  corner,  5 
Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  :r 
resolution,  f 

TO  PERMIT  in  a  business  district  the  erection  and  in 
tenance  of  a  gasoline  service  station. 

243-28-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Essanarr  Gaj 
Corp.,  owner.  J 

PREMISES— 2489-2505  Atlantic  avenue  and  1790-1810  * 
New  York  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  i 
resolution,  •  \ 

TO  PERMIT  in  a  business  district  the  erection  and  nil 
tenance  of  a  gasoline  service  station  (prevks 
withdrawn). 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  9,  1930,  AT  2  P.  N 

Building  Zone  Cases.  w! 

202-30-BZ. 

APPLICANT— Rodman  Richardson,  for  Porter  Ho  i 
Corp.,  owner.  lj 

PREMISES — 220-06  Northern  boulevard  and  45-05  0 
street,  southeast  corner,  Bayside,  Boroughii 
Queens.  ■  I 

APPLICATION,  under  section  21  of  the  building  p 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ri 
tenance  of  a  gasoline  service  station. 

247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Ka> 
owner.  [ 

PREMISES — 5202  19th  avenue,  southwest  corner  of  2 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  C 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  e< 
sion  in  area  and  conversion  of  occupancy  o  l 
first  story  of  an  existing  dwelling  from  resiu 
to  business  use  (stores). 

188-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner. 

PREMISES — 306  Steinway  avenue,  east  side,  200  ft.  ' 
of  Jamaica  avenue,  Long  Island  City,  Boit 
of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  but 
zone  resolution,  , 

TO  PERMIT  the  extension,  from  a  business  district 
a  residence  district,  of  a  proposed  busines 
(theatre)  (previously  withdrawn). 
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0-28-BZ. 

PPLICANT— W.  Rossiter  Redmond,  for  Tilles  &  Haves 
Inc.,  owner,  and  Morris  Liebson,  lessee. 

REMISES— 109-57  to  109-65  206th  street,  southeast  corner 

nmir°LS  ave,nue-  Bellaire,  Borough  of  Queens. 

PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

)  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied). 

Li-28-BZ. 

*  PLICA N  r  Michael  Kalmowitz,  lessee,  for  Allied  Hotel 
Construction  Co.,  owner. 

236-240  West  50th  street,  Manhattan. 

PLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

i>  PERMIT  in  a  business  district  an  automobile  parking 
space  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecution). 


L.  no.  299-30-BZ— Application,  April  29,  1930,  under  sec- 

building  zone  resolution, 
°)  Jfurray  Klein,  applicant,  on  behalf 
of  Nathan  Adelman,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  in  area  of  an  existing  poultry 
slaughter  house;  premises  214  Humboldt 
street,  east  side,  35  ft.  south  of  Scholes 
street,  Brooklyn. 

cal.  no.  300-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Philip  J.  Sinnott,  appli¬ 
cant,  on  behalf  of  Louis  C.  Bock,  owner, 
to  permit  in  a  business  district  the 
alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than 
nve  (5)  motor  vehicles;  premises  169 
East  87th  street,  Manhattan. 


SEPTEMBER  9,  1930,  10  A.  M. 


Appeals  from  Administrative  Orders. 

5-30-A— 225  Moore  street,  Long  Island  City,  Borough  of 
Queens. 

3-30- A  Southwest  corner  of  Palisade  avenue  and  West 
261st  street,  The  Bronx. 

3-30- A — 146  Wooster  street,  Manhattan. 

3-30-A— East  side  of  City  Island  avenue,  between  Bridge 
and  Sutherland  avenues,  The  Bronx. 

1-30-A— 3240-3256  Bronx  boulevard,  southeast  corner  of 
Rosewood  street,  and  3251-3257  Barker  ave¬ 
nue,  The  Bronx. 

-30- A  433-439  East  8th  street,  Manhattan. 

-30- A— 247-253  West  19th  street,  Manhattan. 

!l^~247'253  ^Vest  *9th  street,  Manhattan 

-30- A  4299  Boston  Post  road,  The  Bronx. 

-30- A  2641-2645  Nostrand  avenue,  Brooklyn. 


Building  Zone  Applications. 

IS  HEREBY  GIVEN  by  the  board  of  stam 
w  ,d,a/peals  of  a  Pub.lic  hearing  under  the  provisior 
nb“  7  ,z?ne,  resolution,  Tuesday  morning,  Septembe 
30,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  o 

tollowing  matters: 


N0-  837-28-BZ— Application,  October  30,  1928,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  J.  Nelson  Cooper,  appli¬ 
cant,  on  behalf  of  Hahn  Brothers  Fire¬ 
proof  Warehouse,  Inc.,  owner,  to  permit 
in.  a  °ne  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution;  premises  120  West  107th  street 
Manhattan. 


no.  285-30-BZ— Application,  April  24,  1930,  under  s« 

tlf>ILr7e  building  zone  resolutii 

of  Harold  G.  Dangler,  applicant,  on  1 
half  of  Peter  F.  Reilly,  owner,  to  perr 
in  a  business  district  the  erection  a 
maintenance  of  a  garage  for  the  stora 
of  more  than  five  (5)  motor  vehicle 
premises  625-631  Bergen  street,  not 
side,  115  ft.  west  of  Vanderbilt  aveni 
Brooklyn. 


tAL.  no.  239-30-BZ— Application,  April  4,  1930,  under  sec- 
tion  21  of  the  building  zone  resolution, 
°  Tj  German,  applicant,  on  behalf 
ot  Adam  Dietel,  owner,  to  permit  in  a 
residence  district  the  extension  in  area 
of  an  existing  carpet  cleaning  plant  • 
premises  222-14  95th  avenue  (Howell 
avenue) ,  south  side,  250  ft.  east  of  222nd 
street,  Queens  Village,  Borough  of 
Queens. 

cal.  no.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  50  Downing 
street  and  214-218  West  Houston  street 
Manhattan. 


cal.  no.  321-30-BZ— Application,  May  9,  1930,  under  sec- 

2!  °f  the  building  zone  resolution, 

n  u7rr°^v  &  Conroy,  applicants,  on 
Denali  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 


CAL.  NO. 


201-30-BZ — Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu- 

tl0n/  uf  fr°S  rPT  D‘  Nunan’>  Jr->  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 

Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
hve  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
3 1st  street  and  30-15  Newtown  avenue 
northwest  corner.  Long  Island  City,’ 
Borough  of  Queens. 


HENRY  L.  CONNELL, 

T emporary  Chairman. 


SEPTEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

6-30-S— 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 
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115-30-S — 410  Lafayette  street,  Manhattan 
181-30-S— 1789-1791  Jerome  avenue,  The  Bronx. 

263-30-S — 514-526  East  116th  street,  Manhattan. 

332-30-S— 21-23  Grattan  street,  Brooklyn. 

149-30-S— 343-345  West  44th  street.  Manhattan. 

268- 30-S _ 101-103  West  42nd  street  and  1101-1109  Sixth 

avenue,  northeast  corner,  Manhattan. 

269- 30-S— 735-739  East  9th  street,  Manhattan. 

349-30-S— 13-15  West  28th  street,  Manhattan. 

296-30-S— 247-253  West  19th  street,  Manhattan. 

331-30-S _ 144  East  74th  street  and  1031  Lexington  avenue, 

southeast  corner,  Manhattan. 

Appliances  Submitted  for  Approval. 

291-30-SA — Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of.  _  t>  . 

446-30-SA — Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap¬ 
proval  of.  _ 

372-30-SA — International  Mechanical  Draft  Oil  Burner,  ap- 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  16,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

350-30-BZ. 

APPLICANT — Henry  Wolf,  for  Hotel  Statler  Co.,  Inc., 
owner. 

PREMISES — 223-227  West  33rd  street.  Manhattan. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  _  , 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

317-30-A _ 3  Park  Row  and  5  Ann  street,  Manhattan. 

324-30-A — 428-436  Greenwich  street,  Manhattan. 

334-30-A _ 117-125  West  14th  street  and  118-128  West  15th 

358-30- A _ 12-16  East  14th  street  and  7-13  East  13th  street, 

Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  123-30-BZ— Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  289-30  BZ  Application,  April  25,  1930.  under  sec¬ 


tion  21  of  the  building  zone  resoluti , 
of  Hugo  E.  Magnuson,  applicant,  on  . 
half  of  Mayer  Leaventon,  owner,  5 
permit,  partly  in  a  business  district  ;i 
partly  in  a  residence  district,  the  er- 
tion  and  maintenance  of  a  gasoline  si- 
vice  station;  premises  3059-3071  Ocn 
avenue,  northeast  corner  of  Voorls 
avenue,  Brooklyn. 

cal.  no.  319-30-BZ — Application,  May  9,  1930,  under  ;.j 
tion  21  of  the  building  zone  resolut  i 
of  Theodore  R.  Ridder,  applicant,  r 
behalf  of  Louis  Ridder,  owner,  to  p 
mit  in  a  business  district  the  ereck 
and  maintenance  of  a  gasoline  sen 
station;  premises  31-01  Newtown  aven 
and  28-25  31st  street,  northeast  corr 
Long  Island  City,  Borough  of  Ques 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  ur: 

sections  7g  and  21  of  the  building  21 
resolution,  of  William  Layton  Hall,  ] 
plicant,  on  behalf  of  Mabel  L[ 
owner,  to  permit  in  a  business  disk 
the  erection  and  maintenance  of  a  g: 
line  service  station ;  premises  337  r 
butus  avenue,  northeast  corner  of  Hi 
boulevard,  Huguenot,  Borough  of  El 
mond. 

cal.  no.  274-30-BZ — Application,  April  21,  1930,  under  < 
tions  7e  and  21  of  the  building  zone  ! 
olution,  of  James  W.  Byrnes,  applin 
on  behalf  of  Ninety  Butler  Street  Cf 
owner,  to  permit  in  a  business  disi 
the  alteration  and  change  of  occup  c 
from  a  garage  and  factory  building  1 
garage  for  the  storage  of  more  s 
five  (5)  motor  vehicles;  premises  Si 
Butler  street,  south  side,  250  ft.  ea;< 
Smith  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairmt 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A— 600-602  West  28th  street  and  269-275  11th  v 
nue,  southwest  corner,  Manhattan, 
690-29-A — 232-236  East  40th  street,  Manhattan. 
110-30-A— 43-49  West  22nd  street  and  56-62  West  1 
street,  Manhattan. 

94- 30- A — 16-18  East  43rd  street  and  13  East  42nd  s: 

Manhattan. 

95- 30-A— 141  West  42nd  street  and  138-142  West  5 

street,  Manhattan.  t 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  ( 
street,  Manhattan.  j 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  si 
ards  and  appeals  of  a  public  hearing  under  the  prov< 
of  the  building  zone  resolution,  Tuesday  afternoon,  Sefttl 
16,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Bui  1 
on  the  following  matters : 

cal.  no.  160-30-BZ — Application,  March  5,  1930,  undeU 
tions  7e  and  21  of  the  building  < 
resolution,  of  James  J.  Millman,  1 
cant,  on  behalf  of  Camen  Holding  << 
owner,  to  permit  in  a  business  di 
the  erection  and  maintenance  of  a  gi 
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for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

no.  259-30-BZ— Application,  April  ll,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution; 
premises  2 162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

.  no.  209-30-BZ— Application,  March  24,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 


no.  731-29-BZ— Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 


no.  158-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


30- A — 

30-A 
30-A 
30-A 
30-A 


30-A 

30-A 

30-A 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

•47-65  West  42nd  street  and  1100  Sixth  avenue 
northeast  corner,  Manhattan. 

-125-135  Greene  street,  Brooklyn. 

-332-336  East  75th  street,  Manhattan. 

-23  East  20th  street,  Manhattan. 

-120-126  West  36th  street,  111  West  35th  stree 
and  1333  Broadway,  Manhattan. 

. — 30-32  West  21st  street,  Manhattan. 

.-3-9  Beekman  street  and  119-137  Nassau  street 
southwest  corner,  Manhattan. 

— 42-48  East  20th  street,  Manhattan. 


»  - „  a'u‘u',  ivicuuiiiiian. 

139-30-A— 181  Broadway,  Manhattan. 

20  ^est  38th  street>  Manhattan. 

104-30-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

o^iLr-l^15  °f  a  PuI?lic  hearinS  under  the  provisions 
2'  ?QeooU  •°,ne,re-0lu^0n’  Tuesday  afternoon,  September 

te  following  milters 1013>  MunidpaI  Building’  °n 


cal.  no.  766-28-BZ— -Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
MoCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  ior  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  3S-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
nve  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

CAL.  NO.  155-30-BZ— Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 


cal.  no.  3016-27 


*  *  ’  '  .  ,  >  -L'j'jyj,  unuer  sec¬ 

tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

Application,  September  16,  1927  •  re¬ 
opened  March  11,  1930,  under  sections 
ig  and  21  of  the  building  zone  resolu- 
hon,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
m  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied);  premises 
southeast  corner  of  Walker  boulevard 

R’  hndrbndge  aVCnUe’  Borou&h  of 


SEPTEMBER  23,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 
'!0-A— 76-80  39th  street,  Brooklyn. 


n-,  V  7  ,  J;  ,40>  under  sec- 
tion  21  of  the  building  zone  resolution, 

J-  DV!V?lga5?  applicant,  on  be¬ 
half  of  Boro- Wide  Development  Corp 
owner,  to  permit  in  a  residence  district 
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the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  46C-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


SEPTEMBER  30,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
361-30- A — 170-194  Avenue  X,  Brooklyn. 


368- 30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  stree 

Brooklyn. 

369- 30-A — 27-33  West  23rd  street  and  8-12  West  24t 

street,  Manhattan. 

3S4-30-A — 11-22  to  11-28  44th  road,  Long  Island  Cit; 
Borough  of  Queens. 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S — 236-238  Fifth  avenue,  Manhattan. 

251-30-S — 909-915  Faile  street  and  1166  Garrison  avenu 
southwest  corner,  The  Bronx. 

233-30-S — 82-90  Brown  place  and  491-497  East  132r 
street,  northeast  corner,  The  Bronx. 
244-30-S — 76-78  Madison  avenue  and  22  East  28th  stree 
southwest  corner,  Manhattan. 

257-30-S— 120-126  West  36th  street,  111  West  35th  stre 
and  1333  Broadway,  Manhattan. 

327-30-S — 194-196  Palmetto  street,  Brooklyn. 

338-30-S — 42-48  East  20th  street,  Manhattan. 

281-30-S — 247-249  Pearl  street,  Manhattan. 

292-30-S — 221-227  Fourth  avenue  and  105-111  East  181 
street,  northeast  corner,  Manhattan. 
310-30-S — 239-243  Fourth  avenue,  Manhattan. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  22,  1930. _ 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  July  15,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  duesday  afternoon, 
July  15,  1930,  were  approved  as  printed  in  Bulletin  No.  29, 
Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

138-30-A. 

APPELLANT— J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 383  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  September  23,  1930, 
at  2  p.  m.,  pending  final  determination  of  the  board 
of  aldermen. 


139-30- A. 

APPELLANT— J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 181  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  September  23,  1930, 
at  2  p.  m.,  pending  final  determination  of  the  board 
of  aldermen. 


140-30- A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  C< 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commi 
sioner. 

PREMISES  AFFECTED — 20  West  38th  street,  Manha 
tan. 

APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  d 
partment. 

ACTION  OF  BOARD — Laid  over  to  September  23,  193 
at  2  p.  m.,  pending  final  determination  of  the  boa 
of  aldermen. 


104-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  C1 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  comnr 
sioner. 

PREMISES  AFFECTED — 386  Fulton  street  and  1-' 
Smith  street,  southeast  corner,  Brooklyn. 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  t 
partment.  j 

ACTION  OF  BOARD — Laid  over  to  September  23,  19: 
at  2  p.  m.,  pending  final  determination  of  the  boa 
of  aldermen. 


328-30-A. 

APPELLANT — Donald  R.  Baldwin,  for  The  Great  Atlan 
&  Pacific  Tea  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  comm 
sioner. 

PREMISES  AFFECTED — 2306  Decatur  street,  BrookE 
APPEARANCES— 

For  Appellant :  Donald  R.  Baldwin. 

For  Administration :  Inspector  Meyer  of  fire  ( 
partment. 
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ACTION  OF  BOARD— Laid  over  to  September  23,  1930, 
at  2  p.  m.,  pending  final  determination  of  the  board 
of  aldermen. 


505-30-A. 

APPELLANT — Town  &  Country  Oil  Corp.,  owner. 
SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 4299  Boston  Post  road,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Albert  Carrean. 

ACTION  OF  BOARD — Request  ifor  preferential  hearing 
granted  and  set  for  Tuesday  morning,  September  9, 
1930,  at  10  o’clock. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . !!!!!!  0 

Absent  . 0 

’94-30-A. 

\PPELLAN  I  Albert  J.  Appell,  for  Revel  Realty  &  Secu¬ 
rities  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

r’REMISES  AFFECTED — 247-253  West  19th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution;  reopened,  restored  to  calendar  and  set  for 
hearing  September  9,  1930,  at  10  a.  m 

'HE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . .  4 

Negative  .  0 

Absent  .  0 

'HE  VOTE  TO  REOPEN  AND  RESTORE*  TO  CAL¬ 
ENDAR — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott .  4 

Negative  .  j  0 

Absent  . 0 

18-30-A. 

PPELLANT — New  York  Times  Co.,  owner. 

UBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED — 196-506  Pacific  street,  59-75 
.  Third  avenue  and  311-319  Dean  street,  Brooklyn. 

PPEARANCES— 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  denied 
HE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  . ’  ' .  q 

HE  RESOLUTION— 

(498-30-A) 

Whereas,  New  York  Times  Co.,  owner,  filed,  July  14, 

30,  an  appeal  from  a  decision  of  the  fire  commissioner 
ecting  premises  496-506  Pacific  street,  59-75  Third  ave- 
e  and  311-319  Dean  street,  Borough  of  Brooklyn;  and 


V  hereas,  the  decision  of  the  fire  commissioner,  rendered 
June  23,  1930  (Plan  No.  263-30),  reads: 

“6.  Provide  a  gravity  tank  of  not  less  than  3500  gal¬ 
lons  capacity  elevated  at  least  20'  above  roof  for  stand¬ 
pipe  fire  line  purposes  with  all  necessary  appurtenances 
as^per  rules.  Note:  Pressure  tank  not  permitted. 

“7.  Support,  construction  and  location  of  tank  for 
standpipe  fire  line  to  be  in  accordance  with  section  428, 
Ch.  5,  C.  of  O. 

‘‘8.  Show  on  elevation  and  plan  the  O.  S.  &  Y.  gate 
valves  on  each  side  of  check  valve  in  horizontal  run 
located  within  stairway  enclosure  as  per  rule  25. 

21.  Fill  in  item  6  on  standpipe  application  sheet  and 
have  application  sheet  and  plans  agree  ”  * 
and 

Whereas,  the  proposed  building  is  to  be  fireproof,  sub- 
cellar,  cellar  and  four  stories  in  height,  200  ft.  by  80  ft 
about  16,000  sq.  ft.  in  area;  OCCUPANCY:  newspaper 
printing  plant;  cellar,  pressroom,  80  persons;  1st  and  2nd 
stories,  offices,  10  persons  each  story;  3rd  and  4th  stories 
storage,  no  occupancy ;  and 

Whereas,  in  lieu  of  providing  a  standpipe  gravity  tank 
the  appellant  proposes  to  provide  a  4-inch  connection  from 
the  street  main  (41  pounds  pressure)  direct  to  the  standpipe 
fines,  also  to  provide  a  12,000-gallon  reserve  tank  in  the 
sub-cellar,  connected  with  an  automatic  electric  fire  pump 
of  500  gallons  per  minute  capacity,  regulated  to  start  when 
the  pressure  at  any  standpipe  outlet  falls  below  25  pounds ; 
furthermore,  the  appellant  contends  the  building  will  be 
equipped  with  a  two-source  automatic  sprinkler  system  and 
all  required  apparatus  for  fire  protection;  and 

Whereas,  the  board  deemed  that  a  modification  of  law 
should  not  be  granted  on  a  building  in  the  course  of  con¬ 
struction  where  no  question  of  ability  to  meet  necessary 
structural  and  legal  requirements  were  involved. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
demed. 


452-30-A. 


APPELLANT— Philip  J.  Sinnott,  for  Richfield  Oil  Corp 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED— 36-25  to  36-49  Newtown  Creek 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 


For  Appellant :  Philip  J.  Sinnott  and  Frank  Glanz 
For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— 
THE  VOTE— 


Appeal  granted 


on  condition. 


Affirmative :  Temporary  Chairman  Connell,  -Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott .  4 

Negative  . 0 

Absent  .  q 

THE  RESOLUTION— 

(452-30-A) 

Whereas,  Philip  J.  Sinnott,  for  Richfield  Oil  Corp 
owner,  filed,  June  24,  1930,  an  appeal  from  a  decision  of  the 
hre  commissioner,  affecting  premises  36-25  to  36-49  Newtown 
’  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  17,  1930  (Plan  No.  1703-30),  reads: 

“2.  All  storage  tanks  comprising  or  forming  a  part 
of  an  oil  storage  plant  shall  be  buried  so  that  the  tops 
thereof  shall  be  at  least  two  feet  below  grade  level 
Sec.  Ill,  subdiv.  5,  of  Art.  8,  Ch.  10,  C  of  O”- 
and  ‘  ’ 

Whereas,  the  premises  consist  of  a  plot  of  ground  260  ft 
by  325  ft.  to  351  ft.,  irregular,  in  area,  upon  which  is 
erected  a  two-story  office,  twenty-six  tanks  partly  buried 
for  the  storage  of  614,000  gallons  of  gasoline;  OCCUPIFD 
as  a  gasoline  storage  plant;  and 
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Whereas,  the  appellant  proposes  to  erect  a  pump  and 
boiler  house,  to  install  eight  15, 000-gallon  lubricating  oil 
tanks,  partly  buried,  and  extending  6  it.  above  grade,  located 
148  ft.  from  existing  underground  gasoline  tanks;  to  erect 
a  one-story  non-fireproof  building,  30  ft.  by  69  ft.,  for  the 
storage  of  30,000  gallons  of  lubricating  oil,  and  two  3,000- 
gallon  compounding  kettles  for  the  purpose  of  heating  the  oil 
by  steam  to  180  degrees  Fahrenheit,  located  at  a  distance  of 
50  ft.  from  the  existing  gasoline  underground  tanks,  the 
proposed  lubricating  oil  storage  to  be  operated  in  conjunction 
with  the  existing  gasoline  storage  plant;  furthermore,  the 
appellant  contends  that  any  portable  fire-fighting  equip¬ 
ment  required  by  the  fire  commissioner  will  be  provided; 

and  . 

Whereas,  an  appeal  on  these  premises  was  granted  by  the 
board  on  October  11,  1927,  and  the  time  limit  having  ex¬ 
pired,  and  no  work  having  been  done,  this  appeal  voids 

itself.  .  . 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal,  Cal.  No.  452-30-A,  be 
and  it  hereby  is  granted  on  condition  that  the  requirements 
of  Cal.  No.  853-27-A  be  complied  with,  except  that  the 
building  to  be  erected  on  the  premises  shall  be  constructed 
fireproof,  other  than  the  roof ;  the  partition  wall  between  the 
gasoline  drum-filling  room  and  mixing  room  shall  be  of 
masonry  construction,  unpierced,  carried  3  ft.  above  the  top 
of  the  roof  level,  and  a  return  of  the  drawings  shall  be 
made  to  this  board  before  submission  to  the  superintendent 
of  buildings  for  approval;  that  all  permits  shall  be  obtained 
within  six  months  and  work  completed  within  one  year. 


230-30-A. 

APPELLANT— State  Island  Edison  Corp.,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES— 1175  Richmond  terrace,  Livingston,  Borough 
of  Richmond. 

APPEARANCES— 

For  Appellant:  F.  D.  Campbell  and  E.  E.  Lamber- 
son. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(230-30-A) 

Whereas,  Staten  Island  Edison  Corp.,  owner,  filed,  March 
31,  1930,  an  appeal  from  orders  and  a  decision  of  the  fire 
commissioner,  affecting  premises  1175  Richmond  terrace, 
Livingston,  Borough  of  Richmond;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
28,  1930  (Order  No.  45159-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch  extending  from  cellar  to  roof  in  boiler 
room  and  engine  room,  with  necessary  check  valves  and 
2 )4  inch  regulation  Fire  Department  outlets  on  each 
story  (including  basements,  cellars  and  roofs)  placed 
within  main  stairway  enclosure.  Each  outlet  to  be  pro¬ 
vided  with  sufficient  feet  of  2)4  inch  standard  hose 
attached  thereto,  etc”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  12,  1930,  reads : 

“Staten  Island  Edison  Corp., 

“John  H.  Pardee,  Pres., 

“33  Liberty  Street, 

“Manhattan. 

“Re:  Premises:  1175  Richmond  Terrace,  Borough  of 
“Richmond,  S.  I. 


“Gentlemen : 

“This  will  reply  to  your  request  for  reconsideration 
of  our  decision  contained  in  our  letter  of  July  15th,  1929, 
to  Bertram  G.  Eadie  of  30  Bay  Street,  St.  George,  Staten 
Island. 

“It  is  our  conclusion  that  the  order  must  be  complied 
with. 


“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION, 
“By  (signed)  Peter  C.  Spence,  Chief.” 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
9,  1930  (Plan  No.  2023-30),  reads: 

“1.  Extend  2)4"  fire  line  system  to  cover  entire  floor 
area  of  premises  on  all  stories  (portion  of  floor  area 
designated  as  Electric  Generator  and  high  tension  busses 
not  covered). 

“An  appeal  may  be  made  to  the  Board  of  Standards 
and  Appeals.” ; 

and 

Whereas,  the  south  section  being  approximately  23,000 
sq.  ft.,  the  northwest  section  being  approximately  8,000  sq. 
ft.  and  the  northeast  section  being  approximately  8,000  sq. 
ft.  in  area;  OCCUPIED  as  an  electric  generating  plant,  20 
persons ;  and 

Whereas,  the  appellant  contends  that  the  building  is  pro¬ 
tected  with  a  standpipe  system,  excepting  a  certain  section 
of  the  turbine  room,  where  great  danger  would  result  if 
water  was  accidentally  directed  on  the  high-voltage  buses, 
and,  in  lieu  of  the  required  addition  to  the  standpipe  system 
in  this  part  of  the  building,  appellant  has  provided  chemical 
means  of  extinguishing  electrical  fires. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  2)4-inch 
hose  outlets  in  the  electric  generating  room,  on  condition  that 
chemical  fire  extinguishers  and  fire-fighting  appliances,  both 
as  to  number  and  suitability  satisfactory  to  the  fire  depart¬ 
ment,  shall  be  installed  in  this  room,  and  that  the  premises 
otherwise  be  equipped  with  a  standpipe  system  conforming 
to  the  law  now  in  force,  and  that  the  room  on  which  the 
variation  is  granted  shall  be  not  increased  in  height  or  area. 


648-29-A. 

APPELLANT — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  General  Bronze  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification — re 
Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 480-494  Hancock  street  and  34- 
19  to  34-41  10th  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

ACTION  OF  BOARD — Request  to  reopen  denied — action 
reconsidered,  case  reopened  and  resolution  modified. 


THE  VOTE  TO  REOPEN— 

Affirmative  .  C 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  C 


THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  C 

Absent  .  £ 


THE  RESOLUTION— 

(648-29-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  General  Bronze  Corp.,  owner,  filed,  November  4, 
1929,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  480-494  Hancock  street  and  34-19  to  34-41 
10th  street,  Long  Island  City,  Borough  of  Queens;  and 


652 


MINUTES 


Whereas,  the  order  of  the  fire  commissioner,  dated  March 

■  2,  1928  (Order  No.  34264-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
|  diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces- 
1  sary  check  valves  and  2l/2  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cellars 
and  roofs),  placed  within  main  stairway  enclosures. 
|  Each  outlet  to  be  provided  with  sufficient  feet  oi  2 1/2  inch 
standard  hose  attached  thereto.”; 
nd 

■  Whereas,  the  premises  consist  of  a  plot  of  ground  having 
frontage  of  250  ft.  2l/2  in.  on  Hancock  street,  350  ft.  2J4 

h.  on  Boulevard  and  a  depth  of  185  ft.  3^  in.,  upon  which 
rre  located  three  non-fireproof,  interconnected  buildings; 
building  No.  1  being  two  stories  in  height,  having  a  front¬ 
ed  of  125  ft.  on  Hancock  street,  99  ft.  8  in.  on  Boulevard 
fnd  a  depth  of  185  ft.,  an  area  of  approximately  14,000 
q.  ft.;  Building  No.  2  being  one  story  in  height,  20o’  ft.  5  in. 
y  85  ft.  3  in.,  irregular,  approximately  15,000  sq.  ft.  in 
lrea ;  Building  No.  3  is  one  story  in  height,  125  ft.  1  in.  by 
'00  ft.,  irregular,  approximately  13,000  sq.  ft.  in  area;  a 
btal  area  of  aproximately  42,000  sq.  ft. ;  OCCUPIED  by 
ne  concern  for  the  manufacture  of  ornamental  bronze  and 
•on  work;  384  persons  in  entire  premises;  there  being  a 
iarage  located  in  the  basement  story  of  Building  No.  2 ; 
fnd 

I  Whereas,  appellant  contends  that  the  premises  are 
Quipped  throughout  with  a  sprinkler  system  which  is  fed 
rom  the  city  mains;  that  no  single  area  exceeds  15,000. 
p.  ft.;  that  the  occupancy  is  non-hazardous,  and  that  fire 
ticket  tanks  and  fire  extinguishers  are  distributed  through- 
iiit  the  premises;  and 

I  Whereas,  the  order  is  predicated  on  the  combined  area 
■f  the  building  on  the  premises,  subdivided  as  they  are  by 
rails  of  approved  masonry,  no  single  unit  of  which,  with 
ie  exception  of  the  two-story  office  building,  comes  within 
he  requirements  as  to  standpipe  equipment;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
•leeting,  January  28,  1930,  on  certain  conditions,  and  ap- 
dllant  requested  a  modification  of  these  conditions  as  to 
'ea  involved,  an  additional  one-story  building,  5,000  sq.  ft. 
i  area,  having  been  incorporated  with  Building  No.  1  by  the 
(“moval  of  partition  wall. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
|  Hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
• anted  on  condition  that  all  horizontal  openings  between 
ny  areas  exceeding  15,000  sq.  ft.  shall  be  protected  with 
fi  approved  self-closing  fireproof  door,  and  that  the  existing 
iproved  two-source  wet  sprinkler  system  shall  be  main- 
ined,  except  that  Building  No.  1  and  the  addition  thereto 
:  5,000  sq.  ft.  be  equipped  with  a  standpipe  system  con¬ 
ducted  in  accordance  with  the  building  code  and  the  rules 
;  the  board  of  standards  and  appeals,  and  that  the  building 
'  not  further  increased  in  height  or  area,  and  the  use 
id  occupancy  remain  substantially  unchanged. 


BUILDING  ZONE  CASES. 

;'6-30-BZ. 

BPLICANT — William  Layton  Hall,  for  Mabel  Hall, 
owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

REMISES  AFFECTED — 337  Arbutus  avenue,  northeast 
corner  of  Hylan  boulevard,  Huguenot,  Borough  of 
Richmond. 

PPEAR  ANCF.S— None. 

iCTION  OF  BOARD — Laid  over  to  September  16,  1930,  at 
10  a.  m.,  on  written  request. 


161-30-BZ. 

APPLICANT — James  M.  Murtha,  for  Elsie  E.  Parsons, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Astoria 
avenue  and  42nd  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  M.  Murtha. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  23,  1930,  at 
2  p.  m.,  pending  inspection  by  committee  of  the 
board. 


201-30-BZ. 

APPLICANT — Joseph  D.  Nur.an,  Jr.,  for  Harriet  Haber 
and  W.  B.  Company,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station. 

PREMISES  AFFECTED — 28-12  31st  street  and  30-15  New¬ 
town  avenue,  northwest  corner,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Thomas  F.  Cavasino  and  Joseph  D. 
Nunan,  Jr. 

For  Opposition:  Max  Tirschwell  and  A.  Vaughan. 
ACTION  OF  BOARD — Laid  over  to  September  9,  1930,  at 
10  a.  m.,  on  request  of  attorney  in  opposition.  Final 
disposition. 


274-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Ninety  Butler  Street 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of.  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  alteration  and  change  of  occupancy  from 
a  garage  and  factory  building  to  a  gaarge  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 86-90  Butler  street,  south  side, 
250  ft.  east  of  Smith  street,  Brooklyn 
APPEARANCES— 

For  Applicant:  James  W.  Byrnes  and  A.  Wertkin. 
For  Opposition :  H.  Klein. 

ACTION  OF  BOARD — Laid  over  to  September  16,  1930,  at 
10  a.  m.,  to  amend  papers,  etc. 


272-30-BZ. 

APPLICANT— Irving  M.  Fenichel,  for  Israel  Greenberg, 
owner. 

SUBJECT — Request  for  acceptance — re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 440-446  Utica  avenue,  south¬ 
west  corner  of  Empire  boulevard,  Brooklyn 
APPEARANCES— 

For  Applicant :  Joseph  A.  Gavigan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  accepted  subject  to 
usual  procedure. 

THE  VOTE  TO  ACCEPT  APPLICATION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 
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47-28-BZ. 

APPLICANT— P.  Gregory  Stadler,  substituted  for  John  J. 
Dunnigan,  for  Adolph  Weg,  owner. 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northeast  intersection  of  Bailey 
avenue  and  Bailey  place,  The  Bronx. 

APPEARANCES— 

For  Applicant:  P.  Gregory  Stadler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Guilfoyle  and  Deputy 


Chief  McElligott .  2 

Negative:  Temporary  Chairman  Connell  and 

Commissioner  Holland .  2 

Absent  .  0 


188-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner. 
SUBJECT — Application  for  reopening — restoration  to  cal¬ 
endar — re  Apnlication  (decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  the  extension, 
from  a  business  district  into  a  residence  district,  of 
a  proposed  business  use  (theatre)  (previously  with¬ 
drawn)  . 

PREMISES  AFFECTED — 306  Steinway  avenue,  east  side, 
200  ft.  south  of  Jamaica  avenue,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Sperling  and  Albert  J. 
Burns. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  restored  to  calendar 
and  set  for  calendar  call  Tuesday,  September  9,  1930, 
at  2  p.  m. 

THE  VOTE  TO  RESTORE  TO  CALENDAR  AND  SET 
FOR  CALENDAR  CALL— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


300-28-BZ. 

APPLICANT — Edward  F.  Fox,  for  Tilles  &  Haves,  Inc., 
owner. 

SUBJECT — Application  for  reopening — reconsideration — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  denied). 

PREMISES  AFFECTED — 109-57  to  109-63  206th  street, 
southeast  corner  of  Hollis  avenue,  Bellaire,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  W.  R.  Redmond. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  Tuesday,  September  9,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CAL¬ 
ENDAR  CALL— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  0 


135-28-BZ. 

APPLICANT — Jacob  L.  Diamond,  for  Michael  Kalmowii 
lessee. 

SUBJECT — Application  for  reopening — restoration  to  ca 
endar,  under  section  e,  previously  denied — re  Appl 
cation  (order  of  the  fire  commissioner  and  decisi< . 
of  the  superintendent  of  buildings),  under  sectioi 
7g  and  21  of  the  building  zone  resolution,  to  perrr 
in  a  business  district  the  maintenance  of  an  open-a 
garage  for  the  storage  of  more  than  five  mot< 
vehicles  on  the  premises. 

PREMISES  AFFECTED— 236-240  West  50th  street,  Mai 
hattan. 

APPEARANCES— 

For  Applicant:  Jacob  L.  Diamond. 

For  Opposition :  Bernard  Schiller. 

ACTION  OF  BOARD — Application  reopened  and  set  f< 
calendar  call  Tuesday,  September  9,  1930,  at  2  p.  i 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALENDA 
CALL— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


228-30-BZ. 

APPLICANT — Robert  C.  Weissmantel,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendei 
of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit  in  a  business  district  the  ere' 
tion  and  maintenance  of  a  motor  vehicle  repa 
shop. 

PREMISES  AFFECTED — 89-93  130th  street,  east  side,  ( 
ft.  south  of  89th  avenue,  89th  avenue  (No.  1  Willo 
place),  south  side,  100  ft.  east  of  130th  street,  J; 
maica,  Borough  of  Queens. 

APPEARANCES—  1  j 

For  Applicant:  None. 

For  Opposition:  George  A.  Lindsay. 

ACTION  OF  BOARD— Application  withdrawn  on  writfi 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


683-29-BZ. 

APPLICANT — Wanda  Verplaetse,  for  Caroline  Rodger 
owner. 

SUBJECT — Application  (re  decision  of  the  superintend^ 
of  buildings),  under  sections  7g  and  21  of  the  buib 1 
ing  zone  resolution,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  gasoline  servii 
station. 

PREMISES  AFFECTED— 56  Sand  lane,  southwest  corn, 
of  Hylan  boulevard,  Arrochar,  Borough  of  Riel 
mond. 

APPEARANCES— 

For  Applicant :  Caroline  Rodgers  and  C.  J.  Rodger 
For  Opposition  :  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Guilfoyle  and  Deputy 

Chief  McElligott . . . 

Negative:  Temporary  Chairman  Connell  and 

Commissioner  Holland .  : 

Absent . 

THE  RESOLUTION— 

(683-29-BZ) 

Whereas,  Wanda  Verplaetse,  for  Caroline  Rodgers,  owns 
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j,  December  25,  1929,  an  application,  under  the  building 
e  resolution,  to  permit  in  a  business  district  the  erection 
maintenance  of  a  gasoline  service  station ;  premises  56 
id  lane,  southwest  corner  of  Hylan  boulevard,  Arrochar, 
•ough  of  Richmond ;  and 

\  hereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
,  July  22,  1930,  after  due  notice  by  publication  in  the 
letin  of  the  Board  of  Standards  and  Appeals  ;  and 
Vhereas,  the  use  district  maps  accompanying  the  building 
e  resolution  show  that  Sand  lane  is  in  residence  and  busi- 
>  districts;  Hylan  boulevard  and  Fingerboard  road  are  in 
•usiness  district,  and  Major  avenue  is  in  residence  and 
iness  districts ;  and 

V'uereas,  the  decision  of  the  superintendent  of  buildings, 
dered  November  21,  1929  (App.  N.  B.  Plan  No.  1840-29), 
(is : 

“Your  application.  New  Building  Plan  No.  1840/29, 
filed  November  20th  for  the  erection  of  a  gasoline  selling 
station  at  the  junction  of  Sand  Lane  and  Hylan  Boule¬ 
vard,  Arrochar,  Borough  of  Richmond,  is  hereby  disap¬ 
proved  for  the  reason  that  it  is  contrary  to  the  Zoning 
i  Resolution  to  erect  a  gasoline  selling  station  in  a  “BUSI- 

i  NESS  Zone.” ; 

1 

hereas,  the  premises  consist  of  a  corner  lot,  upon  which 
Irected  two  frame  buildings  used  for  residence  purposes; 
5  proposed  to  erect  an  office,  20  <ft.  by  20  ft.,  bury  three 
-gallon  tanks  and  erect  three  pumps  for  the  purpose  of 
ducting  a  gasoline  service  station  within  a  business  use 
rict ;  and 

/hereas,  the  board  deemed  that  the  application  could  not 
considered  under  section  7g,  which  applies  to  garages 
' ;  and 

/hereas,  the  board  deemed  that  applicant  was  not  entitled 
elief  under  section  21  on  the  grounds  of  practical  difficulty 
unnecessary  hardship. 

csolvcd,  that  the  decision  of  the  superintendent  of  ibuild- 
i  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
it  hereby  is  denied. 

_ 

i-30-BZ. 

PLICANT — Walter  C.  Martin,  for  Board  of  Education, 
City  of  New  York,  owner. 

EJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  one  and  one-half  times 
height  district  the  setting  back  of  the  face  of  a  tower 
from  the  street  line  to  a  less  distance  than  required 
under  the  zone  resolution. 

EMISES  AFFECTED — 126-135  DeKalb  avenue,  1-59 
Fort  Greene  place  and  2-52  South  Elliott  place,  south 
side  of  DeKalb  avenue,  from  Fort  Greene  place  to 
South  Elliott  place,  Brooklyn. 

PEARANCES— 

For  Applicant:  Clarence  E.  Dobbin  and  Charles 
Tilgner. 

For  Opposition  :  None. 

TION  OF  BOARD — Application  granted  on  condition. 
E  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

E  RESOLUTION— 


(390-30-BZ) 

^hereas,  Walter  C.  Martin,  for  Board  of  Education,  City 
Mew  York,  owner,  filed,  June  17,  1930,  an  application, 
it  the  building  zone  resolution,  to  permit  in  a  one  and 
half  times  height  district  the  setting  back  of  the  face 
■  tower  from  the  street  line  a  distance  of  less  than  re¬ 
led  under  the  zone  resolution;  premises  126-135  DeKalb 
ue,  1-59  Fort  Greene  place  and  2-52  South  Elliott  place, 


south  side  of  DeKalb  avenue,  from  Fort  Greene  place  to 
South  Elliott  place,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  22,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  building  zone 
resolution  show  that  DeKalb  avenue,  South  Elliott  place  and 
Fort  Greene  place  are  all  in  a  one  and  one-half  times  height 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  3,  1930  (App.  No.  6298-30),  reads: 

“App.  No.  6298-30: 

“Set  back  for  tower  insufficient  as  required  by  Sec.  9, 
par.  d  of  Art.  3  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  eleven  stories  in  height,  with  a  frontage  of  514  ft. 
and  a  depth  of  190  ft. ;  to  be  occupied  as  a  school,  with  a 
tower  over  the  main  entrance  facing  Fort  Greene  place,  the 
face  of  the  tower  to  set  back  4  ft.  8  in.  from  the  street  line, 
instead  of  an  8  ft.  6  in.  setback,  starting  at  a  point  173  ft. 
6  in.  above  curb  level  required  under  the  zone  resolution 
within  a  one  and  one-half  times  height  district;  and 
W hereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship  and  that  the  public  welfare  would 
be  conserved. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  height  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  permitting  the  tower 
setback  of  4  ft.  8  in.,  according  to  plans  filed  in  this  appli¬ 
cation,  instead  of  8  fit.  6  in.,  as  required,  on  condition  that 
the  building  zone  resolution  shall  be  complied  with  in  all 
other  respects. 


235-30-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Lime  Investing  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  ex¬ 
tending  from  a  business  district,  the  erection  and 
maintenance  of  an  extension  to  a  business  building. 
PREMISES  AFFECTED — Northeast  corner  of  White 
Plains  road  and  East  223rd  street,  The  Bronx 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

Fori  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  g 

Absent  .  g 


THE  RESOLUTION— 

(235-30-BZ) 

Whereas,  John  J.  Dunnigan,  for  Lime  Investing  Co.,  Inc., 
owner,  filed,  April  2,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  erection  and  maintenance  of  an 
extension  to  a  business  building;  premises  northeast  corner 
of  White  Plains  road  and  East  223rd  street,  Borough  of 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  22,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  White  Plains  road  is  in  a  business 
district ;  East  223rd  street  is  in  a  residence  district,  and  East 
224th  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  31,  1930  (Alt.  108-30),  reads: 
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“1.  Proposed  extension  of  a  business  building  into 
a  residence  district  is  contrary  to  the  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-hreproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  114  ft. 
\\yA  in.  and  a  depth  of  76  ft.  3%  in.;  occupied  as  a  business 
building;  it  is  proposed  to  erect  a  one-story  extension  at 
east  side,  which  will  extend  30  ft.  5%  in.  into  the  residence 
district,  a  driveway  to  be  maintained  in  the  residence  dis¬ 
trict  leading  from  East  223rd  street  to  that  part  of  pro¬ 
posed  new  exension  at  rear  of  interior  stores;  and 

Whereas,  this  application  is  supported  by  the  consents 
of  practically  every  property  owner  on  East  223rd  street, 
east  of  White  Plains  road,  and  there  are  no  filed  objec¬ 
tions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  as  to  the  exten¬ 
sion,  under  section  7,  subdivision  c,  and  section  21  for  busi¬ 
ness  purposes  on  the  first  floor  only,  on  condition  that  this 
portion  of  the  premises  in  the  residence  district  shall  be  con¬ 
fined  to  mercantile  stores  or  shops  or  executive  offices,  pro¬ 
hibiting  delicatessen  shops,  meat  markets  or  butcher  shops; 
that  there  shall  be  no  merchandise  displayed  outside  of  the 
building  line  in  the  residence  portion  of  the  premises ;  that  there 
shall  be  no  advertising  signs  displayed  in  the  residence  por¬ 
tion  of  the  premises,  except  fixed  letters  on  the  plate  glass 
show  windows  of  the  store  front;  that  there  shall  be  no 
roof  signs  erected  in  the  residence  portion  of  the  premises ; 
that  the  driveway  proposed  on  the  easterly  side  of  the  prop¬ 
erty  in  the  residence  district  shall  be  covered ;  there  shall  be 
erected  an  ornamental  iron  picket  fence  and  gate,  not  less 
than  10  ft.  high,  at  the  entrance  on  the  building  line;  that 
the  easterly  wall  of  the  rear  portion  in  the  residence  dis¬ 
trict  shall  be  continued  to  the  building  line;  that  a  return 
of  the  drawings  shall  be  submitted  to  this  board  for  ap¬ 
proval  before  submission  to  the  superintendent  of  buildings; 
that  all  permits  required  shall  be  obtained  within  six  months 
and  any  work  involved  thereby  completed  within  one  year 
from  the  date  of  this  action. 


718-28-BZ. 

APPLICANT — Herbert  A.  Mossier,  substituted  for  Philip 
J.  Sinnott,  for  Elizabeth  Schindler,  owner. 

SURJECT — -Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  alteration, 
extension  and  change  of  occupancy  of  a  building 
occupied  as  stores  and,  also,  a  gasoline  service 
station  to  a  building  used  throughout  as  stores. 

PREMISES — 1534-1540  Grand  concourse,  east  side,  267.11 
ft.  south  of  Mount  Eden  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Herbert  A.  Mossier. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(718-28-BZ) 

Whereas,  Philip  J.  Sinnott,  substituted  for  Lang  &  Rosen¬ 
berg,  for  Elizabeth  Schindler,  owner,  filed,  September  7, 
1928,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  alteration,  extension  and 


change  of  occupancy  of  a  building  occupied  as  stores  am 
also,  as  a  gasoline  service  station  to  a  building  used  througl 
out  as  stores;  premises  1534-1540  Grand  concourse,  ea 
side,  267.11  ft.  south  of  Mount  Eden  avenue,  Borough  c 
The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  t 
the  board  of  standards  and  appeals,  at  its  regular  meetini 
February  19,  1929,  after  due  notice  by  publication  in  tl 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  buildir 
zone  resolution  show  that  Grand  concourse.  East  172r 
street  and  Sheridan  avenue  are  all  in  a  residence  distric 
and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  August  1,  1928  (re  Alt.  App.  428-28),  reads: 

“Extension  of  business  building  in  a  residence  zor 
is  contrary  to  the  provisions  of  the  zone  resolution.’ 

and 

W hereas,  the  premises  consist  of  an  irregular  shape; 
plot  of  ground  having  a  frontage  of  108  ft.  and  a  depth  < 
100  ft.,  upon  which  is  located  a  gasoline  service  static 
and  two  stores ;  it  is  proposed  to  demolish  the  structui! 
now  on  the  plot  and  to  erect  thereon  a  one-story,  non-fin] 
proof  structure,  108  ft.  by  63.44  ft.  in  area;  to  be  occupie' 
as  nine  stores ;  and 

Whereas,  the  application  is  for  permission  to  demolis 
the  present  structure  and  erect  a  building  for  business  u: 
(stores)  ;  and 

Whereas,  the  board  deems  that  applicant  substantiate 
his  basis  of  appeal  under  section  21  on  the  ground  of  hare 
ship  and  that  the  proposed  use  will  be  less  objectionab' 
than  existing  condition ;  and 

Whereas,  this  application  was  -ranted  by  the  board  at  i 
meeting,  February  19,  1929,  on  certain  conditions,  and  preset 
owner,  through  his  attorney,  requests  permission  to  erect 
conforming  use  above  the  business  use  granted. 

Resolved,  that  the  board  of  standards  and  appeals  do< 
hereby  make  a  variation  in  the  application  of  the  use  di: 
trict  regulations  of  the  building  zone  resolution,  and  th: 
the  application  be  and  it  hereby  is  granted  on  condition  th; 
the  use  of  the  premises  in  the  first  story  on  the  Grand  coi 
course  front  for  a  depth  of  not  over  68.44  ft.  shall  be  dt 
voted  to  executive  offices  or  stores  of  mercantile  type,  pr<] 
habiting  delicatessen,  fish  and  meat  shops ;  that  no  advei; 
tising  or  signs  shall  be  allowed  on  the  premises,  other  tha 
that  on  the  plate  glass  show  windows  on  store  fronts;  th; 
no  merchandise  shall  be  displayed  outside  the  building  line 
that  any  structure  erected  above  the  first  story  shall  be  r< 
stricted  to  conforming  residential  use;  that  the  front  of  tl'l 
building  shall  be  built  of  attractive  architectural  design,  ah 
that  all  permits  shall  be  obtained  within  nine  months  an] 
any  work  involved  shall  be  completed  within  eighteen  month 
from  the  date  of  this  action. 


289-29-BZ.  i  I 

APPLICANT — Raphael  A.  Egan,  for  Edward  R.  Whitting! 
ham,  owner. 

SUBJECT — Application  for  reopening — extension  of  tirrj 
to  obtain  permits  and  complete  work — re  Applicatio1 
(decision  of  the  superintendent  of  buildings),  unde 
sections  7g  and  21  of  the  building  zone  resolutioi 
to  permit  in  a  residence  district  the  alteration  an] 
change  of  occupancy  of  the  first  story  from  resident 
to  business  purposes. 

PREMISES  AFFECTED— 21  Fifth  avenue  and  2  East  9 
street,  southeast  corner,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  time  e:i 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  J 

Negative  . 

Absent  . 
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E  RESOLUTION— 

(289-29-BZ) 

hereas,  Raphael  A.  Egan,  for  Edward  R.  Whittingham, 
;cr,  filed,  April  20,  1929,  an  application,  under  the  building 
j  resolution,  to  permit  in  a  residence  district  the  altera- 
[  and  change  of  occupancy  of  the  first  story  from  resi¬ 
de  to  business  purposes;  premises  21  Fifth  avenue  and  2 
;  9th  street,  southeast  corner,  Borough  of  Manhattan ; 

!’ HEREAS,  a  public  hearing  was  held  on  this  application 
he  board  of  standards  and  appeals,  at  its  regular  meet- 
j  June  4,  1929,  after  due  notice  by  publication  in  the 
ictin  of  the  Board  of  Standards  and  Appeals;  and 
bereas,  the  use  district  maps  accompanying  the  building 
>  resolution  show  that  9th  street,  Fifth  avenue  and  8th 
pt  are  all  in  a  residence  district;  and 
‘  UERKAS,  the  decision  of  the  superintendent  of  buildings, 
:.ered  April  11,  1929  (re  Alt.  App.  No.  667-1929),  reads: 

“1.  The  location  of  a  business  in  a  residence  district 
is  unlawful.  Zoning  Resolution,  Art.  II.”; 

■  . 

|  here  as,  the  existing  building  is  of  non-fireproof  con¬ 
ation,  four  stories  in  height,  with  a  frontage  of  26  ft. 
fi  depth  of  100  ft.;  occupied  as  a  dwelling;  it  is  proposed 
ter  the  two  lower  stories  of  this  building  into  one  story 
i  mezzanine  for  occupancy  as  a  bank;  and 
|  hereas,  the  board  deems  that  the  application  is  justified 
:r  section  719  of  the  charter  and  the  board  is  authorized 
ljust  in  order  that  substantial  justice  shall  be  done  as 
•ided  in  section  21  of  the  building  zone  resolution,  and 
(question  of  an  inconspicuous  non-conforming  use  was 
Plished  in  the  case  of  Anderson  vs.  Walsh;  and 
.hereas,  this  application  was  granted  by  the  board  at  its 
.ing,  June  4,  1929,  on  certain  conditions,  and  the  owner, 
ugh  his  architect,  requests  an  extension  of  time,  the 
.cr  having  been  before  the  court  on  a  writ  of  certiorari. 
.-solved,  that  the  board  of  standards  and  appeals  does 
:)y  make  a  variation  in  the  application  of  the  use  de¬ 
regulations  of  the  building  zone  resolution,  only  so  far 
affects  the  street  grade  and  basement,  and  that  the 
'cation  be  and  it  hereby  is  granted  on  condition  that  tne 
osed  variation  shall  be  restricted  to  the  first  floor  and 
ment  of  these  premises;  that  the  use,  conduct  and  opera- 
>of  the  premises  shall  be  restricted  to  a  national  -bank 
(trust  company  chartered  by  the  United  States  Govern- 
b  to  be  tenanted  and  conducted  by  the  Washington 
I  re  National  Bank  of  New  York ;  that  the  remainder  o-f 
premises  above  the  first  story  shall  be  restricted  to  con- 
1  >ng  residential  area  use  and  occupancy ;  that  the  finished 
s  n  shall  be  restricted  substantial^  to  drawings  of  facade 
lifted  in  this  appeal;  that  there  shall  be  no  signs  dis- 
*d  on  the  premises,  other  than  one  metal  wall  panel 
:ed  at  the  front  pier  of  the  premises  on  Fifth  avenue 
(9th  street;  that  all  permits  required  shall  be  obtained 
tn  six  months  and  any  work  involved  shall  be  completed 
<n  one  year  from  the  date  of  this  action — July  22,  1930, 
tthat  architect  shall  make  a  return  of  the  drawings  for 
!  >val  to  this  board  before  submission  to  the  superintendent 
uildings. 

M  _ 

>BZ. 

&LICANT — John  W.  Clancy,  for  Intershire  Investors, 

Inc.,  owner. 

jJECT  -Application  for  reopening — interpretation  and 
modification — re  Application  (decision  of  the  fire 
commissioner),  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  selling  sta- 
1  tion. 

*MISES  AFFECTED — Southwest  corner  of  Gunhill 
road  and  Boston  road,  The  Bronx 

-earances— 

For  Applicant:  Joseph  D.  Nunan,  Jr. 

For  Opposition :  None. 
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AC  1  ION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1-27-BZ) 

Whereas,  John  W.  Clancy,  for  Intershire  Investors,  Inc., 
owner,  filed,  January  3,  1927,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  selling  station; 
premises  southwest  corner  of  Gunhill  road  and  Boston  road, 
Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  15,  1927,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Boston  road,  Gunhill  road 
and  Yates  avenue  are  in  business  districts;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  11,  1926  (App.  No.  3942-26),  reads: 

“1.  A  gasoline  service  station  may  not  be  permitted 
in  a  business  district.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  plot  of 
ground  having  a  frontage  of  135.91  ft.  on  Gunhill  road, 
183.36  ft.  on  Yates  avenue  and  184.19  ft.  on  Boston  road, 
upon  which  it  is  proposed  to  erect  a  gasoline  selling  station 
consisting  of  a  one-story  office  and  the  necessary  tanks  and 
pumps  for  a  complete  installation;  and 
Whereas,  owing  to  the  location  of  the  property  under 
appeal,  the  board  deemed  that  applicant  was  entitled  to  at 
least  temporary  relief  under  section  7,  subdivision  f,  of  the 
building  zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  15,  1927,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  imposed, 
which  request  was  granted  July  26,  1927,  and  now  requests 
a  further  extension,  and  present  owner,  under  date  of  July 
7,  1939,  requested  a  modification  as  to  grease  rack. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  temporary 
period  of  two  years,  on  condition  that  the  vehicular  run¬ 
way  on  the  plot  shall  be  set  back  from  the  street  front 
not  less  than  25  ft. ;  that  a  structure,  restricted  to  one  story 
in  height,  shall  be  erected  on  the  property,  and  it  shall  be  of 
pedestal  design  with  free-standing  columns  or  pilasters,  fin¬ 
ished  with  face  brick  and  architectural  terra  cotta  or  stone 
trimmings ;  that  any  signs  or  advertising  shall  -be  restricted 
to  the  illuminated  lamps  of  the  pumps  and  the  frieze  of 
the  structure  erected  on  this  plot;  that  a  grease  crankcase 
service  to  be  housed  in  a  suitable  masonry  structure,  15  ft. 
by  20  ft.  in  area,  to  be  of  the  same  masonry  and  archi¬ 
tectural  construction  as  the  office  now  on  the  property,  with 
opening  on  the  front  of  the  building  only,  to  permit  the 
entrance  and  exit  of  cars,  may  be  erected  on  the  premises; 
that  there  shall  be  no  repair  shop  permitted  on  the  prem¬ 
ises,  and  that  this  action  is  predicated  under  section  7,  sub¬ 
division  f,  of  the  building  zone  resolution  and  not  considered 
under  section  21 ;  that  all  permits  necessary  for  the  prosecu¬ 
tion  of  the  work  shall  be  obtained  within  three  months  and  the 
work  completed  within  six  months  from  the  date  of  this 
action — July  22,  1930. 


24-30-BZ. 

APPLICANT — James  McKillop,  for  Samuel  Kooperman, 
owner. 


- 


jm 


MINUTES 


SU  BJ  ECT — Application  for  reopening— modification— re 

Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  Tb  and  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  alteration  and  change 
of  occupancy  in  part  of  basement  from  residence  to 
business  purposes. 

PRKMISKS  AFFECTED  —22 3  Ross  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  McKillop. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


shall  be  equipped  with  metal  show  window  constructic 
glazed  with  %-'mch  polished  plate  glass ;  that  any  adve 
tising  exposed  shall  be  restricted  to  fixed  letters  on  the  pla 
•'lass  show  windows  of  the  street  front  or  the  fiieze  of  t 
show  window  construction ;  that  there  shall  be  no  mercha 
dise  exposed  or  displayed  outside  the  building  line  of  the 
premises ;  that  all  permits  required  shall  be  obtained  with 
ninety  days  and  all  work  involved  thereby  completed  with 
six  months  from  the  date  of  this  action. 


642-29-BZ.  U  I 

APPLICANT— McCooey  &  Conroy,  for  Pari  Assets  C, 
Inc.,  owner.  M| 

SUBJECT— Application  for  reopening— modification— re  A 
plication  (decision  of  the  superintendent  of  buil 
ings),  under  section  21  of  the  building  zone  ret 
lution,  to  permit  in  a  business  district  the  erecti 
and  maintenance  of  a  gasoline  service  station,  i 
PREMISES  AFFECTED— 149-159  East  98th  street,  norl 
east  corner  of  Union  street,  Brooklyn. 


THE  RESOLUTION— 

(24-30-BZ) 

Whereas,  James  McKillop,  for  Samuel  Kooperman, 
owner,  filed,  January  13,  1930,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the  alteration  and  change 
of  occupancy  in  part  of  first  story  from  residence  to  busi¬ 
ness  purposes ;  premises  223  Ross  street,  Borough  of  Brook¬ 
lyn:  and  .  .. 

'  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  22,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ross  street  is  in  a  residence 
district ;  Division  avenue  is  in  a  business  district ;  Marcy 
avenue  is  in  a  business  district,  and  Lee  avenue  is  in  a  busi¬ 
ness  district;  and  _ 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  3,  1930  (Applic.  No.  17186-1929),  reads. 

“1.  Proposition  as  to  alteration  and  change  in  occu¬ 
pancy  of  present  building  located  in  a  district  which  is 
partially  residence  and  business.  Present  occupancy  be¬ 
ing  strictly  residence,  contrary  to  Building  Zone  Resolu¬ 
tion,  Article  2,  Section  6,  Paragraph  1  to  4.  Therefore 
application  is  denied.” ; 

and 

Whereas,  the  existing  building  is  of  frame  construction, 
three  stories  in  height,  with  a  frontage  of  22  ft.  and  a  depth 
of  33  ft.;  to  be  occupied  as  business  use  in  the  first  story 
and  residence  above ;  and  . 

Whereas,  the  property  involved  is  wholly  within  the  busi- 
ness  use  area,  other  than  the  triangular  gore.  12  ft.  by  12  ft., 
at  the  westerly  end  of  the  street  front;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision  b, 
of  the  building  zone  resolution,  the  board  is  empowered  to 
grant  a  variation  under  such  circumstances;  and 

Whereas,  the  board  deems  that  a  denial  of  the  application 
would  be  arbitrary  discrimination  and  that  practical  difficulty 
and  unnecessary  hardship  would  devolve  upon  the  owner  as 
within  the  meaning  of  section  21  of  the  building  zone  resolu¬ 
tion  ;  and  . 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  April  22.  1930,  on  certain  conditions,  and  applicant 
requested  a  modification  of  these  conditions  as  to  number  of 
stores  permitted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  first  story  of  this  building,  on  condition  that  the 
business  use  of  the  first  story  shall  be  confined  to  business  or 
store  use  and  occupancy,  permitting  more  than  one  store, 
specifically  prohibiting  the  conduct  of  a  meat  market,  fish 
market  or  delicatessen  store;  that  the  first  story,  street  front, 


APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resoluti,i 

modified 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOl’ 
q'lON —  JM 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 1 

Negative  . ' 

Absent  . ' 

THE  RESOLUTION— 

(642-29-BZ) 

Whereas,  McCooey  &  Conroy,  for  Pari  Assets  Co.,  It, 
owner,  filed,  October  31,  1929,  an  application,  under  i 

building  zone  resolution,  to  permit  in  a  business  distit 
the  erection  and  maintenance  of  a  gasoline  service  statu ; 
premises  149-159  East  98th  street,  northeast  corner  of  Uni 
street,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  y 
the  board  of  standards  and  appeals,  at  its  regular  meeti,, 
February  4,  1930,  after  due  notice  by  publication  in  e 
Bulletin” of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use’district  maps  accompanying  the  build? 
zone  resolution  show  that  East  98th  street  is  in  a  busirs 
district;  Union  street  is  in  a  business  and  residence  <- 
trict;  Blake  avenue  is  in  a  business  and  residence  distr:, 
and  Winthrop  street  is  in  a  business  and  residence  <■- 

trict;  and  .  ,  ,  ....  , 

Whereas,  the  decision  of  the  superintendent  of  bulletin, 

rendered  August  21,  1929  (Applic.  No.  12464-1929),  reads 
“Proposition  is  contrary  to  Art.  II,  Sec.  4  (46)  •t 
the  Building  Zone  Resolution— the  erection  of  a  gaso  e 
service  station  in  a  business  use  district.”; 

and  ,  ,  „ . 

Whereas,  it  is  proposed  to  erect  an  office,  12  ft.  by  1 1  ■ 
bury  four  559-gallon  tanks  and  erect  five  pumps  for  »< 
purpose  of  conducting  a  gasoline  service  station  withi  2 
business  use  district  on  a  triangular  plot  with  a  .  front J 
of  85  ft.  on  Union  street  and  97  ft.  4 y2  in.  on  East  .j* 
street  *  cLnd 

Whereas,  no  objection  was  filed,  and  the  applicant  *• 
filed  consents  of  the  property  owners  immediately  affecU 

Whereas,  the  board  deemed,  in  view  of  the  surrouncf 
non-conforming  uses,  the  applicant  has  substantiated  >■ 
basis  of  appeal  under  section  21  and _  is  entitled  to  re. 
on  the  grounds  of  unnecessary  hardship  and  practical  ci 

culties ;  and  .  . 

Whereas,  this  application  was  granted  by  the  board  ai 
meeting,  February  4,  1930,  on  certain  conditions,  and  Rf 
cant  requested  a  modification  of  these  conditions  as  to  op 
ings. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  application  of  the  use  district 
^illations  of  the  building  zone  resolution,  and  that  the 
plication  be  and  it  hereby  is  granted  on  condition  that 
,*re  shall  he  erected  along  the  building  line  on  East  98th 
ieet  and  Union  street  a  concrete  curbing  not  less  than  12 
:  in  height  and  12  in.  in  width;  that  there  shall  be  but  two 
lenings  in  this  curb  on  East  98th  street,  each  opening  not 
i  exceed  12  ft.  in  width,  and  two  on  Union  street,  12  ft.  in 
flth,  with  curb  cuts  directly  in  front,  not  exceeding  13  ft. 
width;  that  all  pumps  shall  set  back  at  least  10  ft.  from 
ilding  line;  that  no  portable  gasoline  tanks  shall  be  oper- 
:  d  or  maintained  on  the  premises ;  that  any  building  erected 
the  premises  shall  be  confined  to  an  office,  one  story  in 
ght,  not  more  than  12  ft.  by  12  ft.  in  area,  built  of  at- 
ctive  masonry  with  Spanish  tile  or  slate  roof;  that  all 
•ertising  signs  or  display  shall  be  confined  to  the  globes 
the  pumps  or  a  flat  wall  sign  on  the  frieze  of  the  office: 
t  there  shall  be  erected  on  top  of  concrete  curbing  built 
mg  the  building  line  concrete  posts  not  less  than  12  in. 
•are.  spaced  not  more  than  10  ft.  apart,  connected  with 
ivy  link  chains,  not  less  than  3  ft.  6  in.  in  height,  or  in 
i  thereof  an  iron  picket  fence  not  less  than  3  ft.  6  in. 
h,  and  that  all  permits  shall  be  obtained  within  six  months 
I  any  work  involved  shall  be  completed  within  one  year 
m  the  date  of  this  action. 


-29-BZ. 

PLICAE T — Max  Posner,  substituted  for  George  Stern, 
'  for  Moline  Construction  Co.,  owner. 

BJECT  Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  Tg  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station  (previously 
denied  under  section  21). 

PAUSES  AFFECTED — 113-26  Farmers  boulevard. 
South  Hollis,  Borough  of  Queens 
PEARANCES— 

For  Applicant:  Max  Posner. 

For  Opposition :  None. 

iTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

E  VOTE  TO  REOPEN  AND  MODIFY  RESOLU- 

ION — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott . . . '  4 

Negative  . 0 

Absent  .  ’ '  q 

E  RESOLUTION— 

(261-29-BZ) 

HBREas,  George  Stern,  for  Moline  Construction  Co., 
er,  filed,  April  16,  1929.  an  application,  under  the  building 
■  resolution,  to  permit  in  a  business  district  the  erection 
maintenance  of  a  gasoline  service  station  (previously 
ed  under  section  21);  premises  113-26  Farmers  boule- 
6.  south  Hollis;  Borough  of  Queens;  and 
hereas.  a  public  hearing  was  held  on  this  application  by 
•ward  of  standards  and  appeals,  at  its  regular  meeting 
-•uary  11  1930.  after  due  notice  by  publication  in  the 
.n  'the  Board  of  Standards  and  Appeals;  and 
HERF.AS,  the  use  district  maps  accompanying  the  building 
■resolution  show  that  Farmers  boulevard  (avenue)  is 
business  district;  Murdock  avenue  and  113th  road,  west 
farmers  boulevard,  are  in  a  business  district,  and  113th 
.  east  of  Farmers  boulevard,  is  in  a  residence  district; 


hereas,  the  decision  of  the  superintendent  of  buildini 
AE,nl  5’  1929  B-  1934-29),  reads: 

1.  The  erection  of  a  gasoline  service  station  in 
business  district  is  contrary  to  the  zoning  regulatiot 
Plans  not  further  examined.”; 


hereas,  the  premises  consist  of  a  plot  of  ground  having 


a,  frontage  of  55  ft.  on  Murdock  avenue  and  202  ft.  on 
Farmers  boulevard,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  20  ft.  by  20  ft.  in  area,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  upon  the  application  of  the  theory  of  section 
<g  of  the  building  zone  resolution,  the  applicant  has  filed 
more  than  80  per  cent  consents  of  property  owners  within 
an  area  deemed  affected  and  fixed  by  this  board;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  February  1,  1930,  on  certain  conditions,  and  owner, 
through  his  attorney,  Max  Posner,  requests  a  modification 
of  these  conditions  as  to  size  of  office  owing  to  restrictions 
in  the  deed  to  the  property. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  anolication  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  building  line  of  Farmers 
boulevard  and  Murdock  avenue  a  concrete  curbing  not  less 
than  12  in.  high  and  12  in.  deep,  with  but  two  openings  on 
Farmers  boulevard,  each  opening  to  be  not  more  than  10  ft. 
wide,  having  curb  cuts  directly  in  front  not  more  than  12 
ft.  in  width;  side  of  any  opening  nearest  to  Murdock  ave¬ 
nue  to  be  not  less  than  40  ft.  distant  therefrom;  that  all 
pumps  shall  be  located  at  least  10  ft.  from  the  building 
line ;  that  there  shall  be  erected  on  the  concrete  curbing, 
except  at  the  two  openings,  concrete  posts,  not  less  than  4 
ft.  in  height  and  12  in.  in  least  dimension,  spaced  about  10 
ft.  apart,  which  shall  be  connected  with  heavy  iron  chains 
forming  a  fence  or  in  lieu  thereof  a  heavy'  ornamental  iron 
picket  fence  not  less  than  4  ft.  high;  that  any  advertising 
shall  be  confined  to  the  illuminated  globes  of  the  gasoline 
pumps ;  that  there  shall  be  erected  on  the  premises  a  two- 
story  building,  not  over  30  ft.  by  30  ft.  in  area,  constructed 
of  approved  masonry  of  attractive  architectural  design,  with 
variegated  slate  or  Spanish  tile  roof ;  the  top  story  to  be 
devoted  to  conforming  use;  no  portable  gas  tanks  shall  be 
operated  or  maintained  on  premises;  that  all  permits  required 
shall  be  obtained  within  six  months  and  all  work  involved 
thereby  completed  within  one  year  from  the  date  of  this 
action. 


334-29-BZ. 

APPLICANT — Walter  H.  Volckening,  for  Famous  Red  Ash 
Coal  Co.,  lessee. 

SUBJECT  -Application  for  reopening — modification  and  ex¬ 
tension  of  time — re  Application  (decision  of  the 
superintendent  of  builidngs),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  extension  and  addition  to  an  existing 
"se — CO£d  pockets  and  business  building 

PREMISES  AFFECTED — 1876-1878  50th  street,  south 
side,  100  ft.  west  of  19th  avenue,  and  1853-1877  51st 
street,  north  side,  100  ft.  west  of  19th  avenue 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Walter  H.  Volckening  and  Henrv 
Birmingham. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
modified. 

THE  vote  to  reopen  AND  MODIFY  RESOLU- 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Denutv 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION—  . 


(334-29-BZ) 

Whereas,  Walter  H.  Volckening,  for  Famous  Red  Ash 
Coal  Co.,  lessee  (21-year  lease),  filed,  May  15,  1929,  an 
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application,  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  extension  and  addition  to  an  existing 
use — coal  pockets  and  business  building;  premises  1876-1878 
50th  street,  south  side,  100  ft.  west  of  19th  avenue,  and  1853- 
1877  51st  street,  north  side,  100  ft.  west  of  19th  avenue, 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  23,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  19th  avenue  is  in  a  residence  dis¬ 
trict;  50th  street  is  in  a  residence  district,  and  51st  street 
is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  11,  1929  (re  App.  No.  2562-1929),  reads; 

“1.  Application  to  extend  business  building  now  lo¬ 
cated  within  ‘residence  districts’  and  to  add  two  coal 
pockets  is  contrary  to  Art.  II,  Sec.  6a  of  Zoning 
Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with  a 
frontage  of  211.45  ft.  on  51st  street,  46.15  ft.  on  50th  street 
and  260  ft.  along  the  Long  Island  Railroad,  on  which  is 
located  the  plant  of  the  Famous  Red  Ash  Coal  Co.,  con¬ 
sisting  of  four  coal  pockets,  an  office,  screen,  etc. ;  it  is 
proposed  to  provide  a  new  coal  screen  and  storage  bin  and 
to  extend  the  existing  office  building  and  raise  building  to 
grade ;  and 

Whereas,  the  business  existed  prior  to  the  amended 
change  in  the  district  from  unrestricted  to  residence  use 
area ;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  sections  7a  and  21  on  the  grounds  of  un¬ 
necessary  hardship  and  practical  difficulties ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  23,  1929,  on  certain  conditions,  and  applicant 
requests  a  modification  of  these  conditions  as  to  location  of 
bin  and  an  extension  of  time  to  complete  work  and  obtain 
permits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  permitting  the 
extension  and  raising  of  the  office  floor  of  the  existing 
building  up  to  the  new  fixed  street  grade  and  erection  of 
screen  and  storage  bin  substantially  in  accordance  with 
plans  filed  in  this  application.  Drawing  No.  1808-D  of  the 
Nicholson  Company,  on  condition  that  there  shall  be  not 
more  than  one  vehicular  entrance  on  the  50th  street  front; 
that  all  coal  stored  and  maintained  on  the  premises  shall 
be  maintained  in  an  enclosed  structure ;  that  any  conveyor 
or  coal  buckets  shall  be  enclosed;  that  the  entire  premises 
otherwise  unoccupied  shall  be  surfaced  with  finished  con¬ 
crete  throughout ;  that  the  premises  shall  be  enclosed  on  the 
51st  street  building  line  with  a  fence  not  less  than  7  ft.  in 
height  with  a  lattice  top  of  not  less  than  18  in.  in  height; 
that  there  shall  be  no  additional  coal  pockets,  other  than 
shown  on  plans,  erected  or  operated ;  that  there  shall  be  no 
advertising  displayed  on  street  fronts,  other  than  one  metal 
flat  wall  sign  at  the  office  entrance  on  the  50th  street  front; 
that  a  wall  of  approved  masonry  not  less  than  8  ft.  in  height 
shall  be  built  along  the  southerly  property  line  from  50th 
to  51st  street,  coped  with  terra  cotta  or  natural  stone,  and 
that  all  permits  shall  be  obtained  within  three  months  and 
any  work  involved  shall  be  completed  within  one  year  from 
the  date  of  this  action— July  22,  1930. 


145-26-BZ. 

APPLICANT — William  F.  Doyle,  for  Garden  Investing  Co., 
Inc.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 


*  I 

4 

.« 


•  r. 


resolution,  to  permit  in  a  residence  district  t  fl 
maintenance  of  a  garage  for  the  storage  of  m<  ■ 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 52-54  West  67th  street,  Ma  I 
hattan  . 

APPEARANCES— 

For  Applicant :  Malcolm  Sumner. 

For  Opposition:  None.  |  il 

ACTION  OF  BOARD — Application  reopened  and  time  t  I 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME—  ;  ij 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy  ( 

Chief  McElligott .  | 

Negative  . 

Absent  .  ,3 

THE  RESOLUTION— 

( 146-25-BZ) 


Whereas,  William  F.  Doyle,  for  Garden  Investing  Coi 
pany,  Inc.,  owner,  filed,  February  19,  1926,  an  applicatic 
under  the  building  zone  resolution,  to  permit  in  a  residen 
district  the  maintenance  of  a  garage  for  the  storage  of  mo 
than  five  (5)  motor  vehicles;  premises  52-54  West  67 
street.  Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  applicati- 
by  the  board  of  standards  and  appeals,  at  its  regular  me( 
ing,  May  25,  1926,  after  due  notice  by  publication  in  t 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buil‘ 
ing  zone  resolution  show  that  West  67th  street  is  in  a  re; 
dence  district,  and  that  Columbus  avenue  and  West  66 
street  are  both  in  business  districts ;  and 


Whereas,  the  order  of  the  superintendent  of  -building 
rendered  December  1,  1925,  reads : 

“TO — George  D.  Grundy,  Lessee.  ?  | 

45  West  57th  Street, 

New  York  City. 

“You  are  hereby  notified  that  the  building  situated  <  I 
the  front  of  the  lot  on  the  south  side  of  West  67 
Street,  commencing  about  200  feet  from  the  southea 
corner  of  Columbus  Avenue  and  West  67th  Street,  b 
ing  a  cellar,  3-story  non-fireproof  building,  about  a 
feet  front,  50  feet  rear,  55  feet  deep  and  50  feet 
height  and  occupied  as  a  public  garage  and  known  ;  (i 
Number  52-54  West  67th  Street  and  located  in  a  re? 
dence  district,  the  Borough  of  Manhattan,  in  the  Ci 
of  New  York,  does  not  conform  to  Section  3  of  tl 
Building  Zone  Resolution,  of  the  Board  of  Estima' 
and  Apportionment  adopted  July  25th,  1916,  in  the  n 
spects  noted  below : 

“In  that  of  occupying  the  cellar,  1st,  2nd  and  3r 
stories  as  a  public  garage,  contrary  to  certificate  of  o< 
cupancy  2064  and  Building  Zone  Resolution. 

“You  are  hereby  directed  to  discontinue  use,  in  cotd 
pliance  with  the  requirements  of  the  Building  Zone  Resd 
lution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  cor‘ 
struction,  three  stories  and  cellar  in  height,  with  a  front 
age  of  50  ft.  and  a  depth  of  95  ft. ;  to  be  occupied  as  ' 
garage  for  the  storage  of  more  than  five  motor  vehicles' 


Whereas,  these  premises  were  operated  as  a  public  ga1 
rage  under  permit  from  the  superintendent  of  buildings  an- 
under  permit  issued  by  the  fire  department,  and  between  th  . 
years  1919  and  1924  the  upper  portion  was  used  for  busi 
ness  purposes  in  conjunction  with  the  abutting  business  oc 
cupancy  at  the  rear ;  and  II 

Whereas,  the  board  deems  that  applicant  is  entitled  t 
relief  under  section  21  of  the  building  zone  resolution  oi| 
the  ground  of  practical  difficulties  and  unnecessary  hard 
ship:  and  X  1 

V  hereas,  this  application  was  granted  by  the  board  at  it 
meeting,  May  25,  1926,  on  certain  conditions,  and  owner 
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±  'Ugh  his  attorney,  requests  an  extension  of  time,  the 
liter  having  been  before  the  court  on  a  writ  of  certiorari. 

esolved.  that  the  board  of  standards  and  appeals  does 
it  by  make  a  variation  in  the  application  of  the  use  dis- 
r  regulations  of  the  building  zone  resolution,  and  that 
h  application  be  and  it  hereby  is  granted,  to  restore  the  use 
>ihe  premises  as  a  public  garage,  on  condition  that  there 
;hl  be  no  horizontal  connection  with  the  building  to  the 
e  on  66th  street ;  that  the  structure  shall  not  be  increased 
n  eight,  area  or  dimensions ;  that  the  building  shall  be  fire- 
erded  throughout  in  accordance  with  the  rules  of  the 
h  d  of  standards  and  appeals ;  that  the  entire  premises 
h  be  equipped  with  a  wet  snrinklcr  system,  with  direct 
election  to  the  city  main;  that  not  more  than  one  tank 
>f  ot  exceeding  550  gallons  of  gasoline  shall  be  stored  on 
h  premises,  and  that  same  shall  be  located  at  the  street 
r  t,  westerly  end  of  the  building ;  that  all  permits  required 
h  be  obtained  within  three  months  and  any  work  entailed 
i  by  shall  be  completed  within  six  months  from  the  date 
f  his  action — July  22,  1930. 


1 J9-BZ. 

f’LICANT — William  F.  Doyle,  for  Michael  W.  Tierney 
and  Joseph  J.  Slater,  owners. 

EJECT — Application  for  reopening — extension  of  time — 
re  _  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  exten¬ 
sion  of  an  existing  gasoline  service  station. 
IMISES  AFFECTED— 527  East  233rd  street,  north¬ 
west  corner  of  Webster  avenue,  The  Bronx 

I'EARANCES— 

For  Applicant :  M.  J.  Ort. 

For  Opposition:  None. 

CION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

K  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . 0 

Absent  .  0 

F  RESOLUTION— 

U 

(417-29-BZ) 

Pereas.  William  F.  Doyle,  for  Michael  W.  Tierney  and 
s  h  T.  Slater,  owners,  filed,  June  18,  1928,  an  application, 
c  the  building  zone  resolution,  to  permit  in  a  business 
ilct  the  extension  of  an  existing  gasoline  service  station; 

;  ses  527  East  233rd  street,  northwest  corner  of  Webster 
eie,  Borough  of  The  Bronx;  and 

lilEREAS,  a  public  hearing  was  held  on  this  application  by 
:  oard  of  standards  and  appeals,  at  its  regular  meeting, 

*  nber  3,  1929,  after  due  notice  by  publication  in  the 
jtin  of  the  Board  of  Standards  and  Appeals;  and 
»  iereas,  the  use  district  maps  accompanying  the  building 
i  resolution  show  that  Peters  place,  west  side,  is  in  an 
■  tricted  district;  Peters  place,  east  side,  and  Webster 
!'e.  west  side,  are  in  a  business  district;  Webster  avenue, 

I  side, .  north  of  a  point  100  ft.  north  of  East  223rd 
;  is  in  a  residence  district;  East  223rd  street,  east  of 
: ter  avenue,  is  in  a  business  district;  East  233rd  street, 

J  of  Webster  avenue,  south  side,  is  in  a  residence  dis- 
East  233rd  street,  west  of  Webster  avenue,  north 


side,  is  in  a  business  district  between  Webster  avenue  and 
Peters  place  and  unrestricted  district  west  of  Peters  place  ■ 
and  ’ 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  10,  1929  (re  App.  Alt.  278-29),  reads: 

.  T  .  Erection  or  extension  of  gasoline  service  station 
in  business  district  is  contrary  to  provisions  of  Building 
Zone  Resolution.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  191.96  ft.  on  Webster  avenue,  75.83  ft.  on 
East  233rd  street  and  191.44  ft.  on  Peters  place;  on  the 
southwest  corner  of  the  plot  there  is  an  existing  gasoline 
service  station  (approximately  80  ft.  by  50  ft.  in  area)  ; 
it  is  proposed  to  install  additional  tanks,  pumps  and  grease 
pits,  a  one-story  office,  approximately  50  ft.  by  35  ft.  in 
area,  and,  also,  one-car  garages  and  an  auto  laundry,  and 
to  occupy  entire  premises  as  a  gasoline  service  station- 
and 

Whereas,  the  board  is  empowered,  under  the  provisions 
of  section  t  a,  to  grant  a  variation  for  the  extension  of  an 
industrial  use,  and  there  now  exists  on  the  premises  in 
question  a  gasoline  service  station  and  stone  monument 
works ;  and 

Whereas,  the  applicant  has  the  consent  of  all  property 
owners  affected  directly  to  the  south  of  premises  in  ques¬ 
tion;  and 

Whereas,  the  premises  is  situated  directly  opposite  an  un¬ 
restricted  district  on  the  same  street  front  and  the  char¬ 
acter  of  the  neighborhood  is  such,  being  surrounded  by  non- 
conforming  uses,  that  practical  difficulty  and  unnecessary 
hardship  would  devolve  upon  the  applicant  as  within  the 
meaning  of  section  21  of  the  building  zone  resolution;  and 

W  hereas,  this  application  was  granted  by  the  board  at  its 
meeting,  December  3,  1929,  on  certain  conditions,  and  appli¬ 
cant  requests  an  extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  apnlication  of  the  use  dis-' 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  along  the  street  fronts  at  building 
line  a  concrete  curbing  not  less  than  12  in.  above  grade  and 
12  in.  in  breadth,  and  that  no  gasoline  pump  shall  be  located 
within  10  ft.  of  the  building  line  on  either  street  front- 
that  the  building  proposed  to  be  erected  on  the  corner  of 
233rd  street  and  Webster  avenue  shall  be  finished  on  the 
exterior  on  all  sides  with  light-colored  face  brick,  with  hip 
roof  in  Spanish  tile  or  variegated  slate ;  that  all  advertising 
shall  be  restricted  to  the  plate  glass  show  windows  on  the 
street  fronts  and  to  the  illuminating  globes  of  the  gas 
pumps ;  that  the  grease  rack  structure,  as  indicated  on  the 
plans  filed,  shall  be  enclosed  in  walls  of  approved  masonry 
with  open,  arched  front ;  that  the  garage  occupancy  shall  be 

ricted  to  not  more  than  five  automobiles  in  single  unit 
division^;  that  there  shall  be  not  more  than  two  vehicular 
entrances  on  the  Webster  avenue  front,  neither  of  which 
shall  exceed  a  width  of  10  ft.  in  the  clear,  and  not  more 
than  one  vehicular  opening  on  the  233rd  street  front-  that 
all  permits  required  shall  be  obtained  within  three  months 
from  July  22,  1930,  and  all  work  involved  thereby  completed 
within  one  year  from  December  3,  1929. 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 

•  “  ~ - 


i  applicants,  under  the  building  zone  resolution,  desire 
j  of  Form  7NO,  for  notices  to  property  owners,  such 
i  are  not  to  be  supplied  by  this  office. 

••  applicant  is  entitled  only  to  one  copy  of  form  7NO 

•ly  filled  out. 


.  ^  ^.e  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  Manhattan  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  22,  1930. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

151-30-A. 

APPELLANT — Edward  P.  Doyle,  for  Stuard  Hirschman, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 10-44  45th  avenue,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative .  0 

Absent  .  0 


70- 30- A. 

APPELLANT — Fox  Film  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 830-850  10th  avenue,  441-461 
West  55th  street  and  450-456  West  56th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  Louis  M.  Weber. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment  . 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

N  egative  .  0 

Absent  .  0 


BUILDING  ZONE  CASES. 

39-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Charles  Bennett, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
•  resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 483-503  Fenimore  street,  north 
side,  100  ft.  west  of  Brooklyn  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  Harry  B.  Siegel. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


1016-27-BZ. 

APPLICANT — Bertram  G.  Eadie,  substituted  for  Arthur 
B.  Daub,  for  Max  Daub,  owner. 

SUBJECT — Application  (re  decision  of  the  fire  commis¬ 
sioner),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied). 


PREMISES  AFFECTED— Southeast  corner  of  Walk  ! 
boulevard  and  Outerbridge  avenue,  Borough  of  Ric  i 
mond. 

APPEARANCES— 

For  Applicant :  Thomas  Nunley. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  23.  1930, ; 

2  p.  m.,  on  request  of  applicant’s  representative.. 


369-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Boro-Wide  Develo  < 
ment  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintende:  : 
of  buildings),  under  section  21  of  the  building  zot 
resolution,  to  permit  in  a  residence  district  the  ere 
tion  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED — 2314-2328  Grand  concourse  ar 
2317-2327  Ryer  avenue,  east  side  of  Grand  concours 
147  ft.  north  of  East  183rd  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Milton  Smith. 

ACTION  OF  BOARD — Laid  over  to  September  23,  193 
at  2  p.  m.,  on  written  request  of  applicant. 


466-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grand  Boulevard 
Concourse  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintends 
of  buildings),  under  section  21  of  the  building  zor 
resolution,  to  permit  in  a  residence  district,  e> 
tending  from  a  business  district,  the  alteration  an 
change  of  occupancy  of  the  first  story  from  res' 
dence  to  business  (store)  purposes. 

PREMISES  AFFECTED — 1403  Grand  concourse,  167-18 
East  170th  street,  northwest  corner,  The  Bronx.  • 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  23,  1930,  «j| 
2  p.  m.,  on  written  request  of  applicant. 

148-30-BZ. 

APPLICANT— William  F.  Doyle,  for  Joseph  Goldberi 
owner. 

SUBJECT — Application  (re  decision  of  the  superintende:1 

of  buildings),  under  section  21  of  the  building  zor i) 
resolution,  to  permit  in  a  business  district  the  ere< 
tion  and  maintenance  of  a  gasoline  service  statioi 

PREMISES  AFFECTED— Southwest  corner  of  Hyla 
boulevard  and  Lincoln  avenue,  Grant  City,  Boroug 
of  Richmond. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition :  Bertram  Lechtenberg. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW—  > 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


178-30-BZ. 

APPLICANT — John  J.  Carroll,  for  Teresina  Grilli,  ownei 
SUBJECT — Application  (re  decision  of  the  superintenden 
of  buildings),  under  section  21  of  the  building  zon 
resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  statior! 
PREMISES  AFFECTED— 31-33  Olive  place  and  2119-212 
Atlantic  avenue,  northeast  corner,  Brooklyn. 
APPEARANCES—  .  j 

For  Applicant:  John  T.  Carroll,  Joseph  A.  Esquire 
and  Samuel  Grilli. 

For  Opposition :  E.  J.  Keefe  and  S.  A.  Halprin. 
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CTION  OF  BOARD — Application  laid  over  for  full  vote 
of  board. 

HE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil- 


foyle  and  Deputy  Chief  McElligott .  3 

Negative:  Temporary  Chairman  Connell .  1 

Absent  .  n 


6-30-BZ. 

PPLICANT — W  illiam  F.  McGuinness,  for  Louis  Rosen- 
zweig  and  Morris  Rosenzweig,  owners. 

JBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

irxfToco  aI1iT.1ili!^enance  a  SasoPne  service  station. 

DEMISES  AFFECTED— 314-322  Dahill  road,  southwest 
corner  of  36th  street,  and  3603-3607  13th  avenue 
Brooklyn. 

5PEARANCES — 

For  Applicant :  None. 

For  Opposition :  Nathan  Hendon. 

TION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

IE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputv 

Chief  McElligott .  '  4 

Negative  . . .  0 

Absent  .  .  n 


IE  RESOLUTION— 

(266-30-BZ) 

Vheiieas,  William  F.  McGuinness,  for  Louis  Rosenzweig 
Morris  Rosenzweig,  owners,  filed,  April  16,  1930,  an 
hcation  under  the  building  zone  resolution,  to  permit  in 
jsmess  district  the  erection  and  maintenance  of  a  gasoline 
nee  station;  premises  314-322  Dahill  road,  southwest 
ler  of  36th  street,  and  3603-3607  15th  avenue,  Borough 
Brooklyn;  and 

Whereas,  at  a  public  hearing  held  on  July  15,  1930  no 
■esentative  for  the  applicant  appeared. 
esolved  that  the  application  be  and  it  hereby  is  dismissed 
lack  of  prosecution. 


29-BZ. 

PLICANT— Charles  Forrester,  for  Mrs.  James  Whelan, 
owner. 

3JECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  extension  in  area  of  an  existing  garage 

'ktcco^1*!  more  than  five  (5)  motor  vehicles. 

-MISES  AFFECTED — 3129-3131  Bailey  avenue,  west 
side,  206.09  ft.  south  of  West  233rd  street  The 
Bronx. 

^EARANCES — 

For  Applicant :  James  M.  O’Neill,  Charles  Forrester 
and  Edward  J.  Gallagher. 

For  Opposition:  Mary  A.  Venterola. 

?VOTEF  B0ARD— Application  granted  on  condition. 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputv 

Chief  McElligott . 

Negative  . 

Absent  . 


7-  RESOLUTION— 

(693-29-BZ) 


hereas,  Charles  Forrester,  for  Mrs.  James  Whelan, 
r,  filed,  December  2,  1929,  an  application,  under  the 
mg  zone  resolution,  to  permit  in  a  residence  district  the 
ision  in  area  of  an  existing  garage  for  the  storage  of 


more  than  five  motor  vehicles;  premises  3129-3131  Bailey 
avenue  west  side,  206.09  ft.  south  of  West  233rd  street,  Bor¬ 
ough  of  The  Bronx;  and 

\\  hereas,  a  public  hearing  was  held  on  this  application 
b>  the  board  of  standards  and  appeals,  at  its  regular  meet- 
“'S-  Jub’  22,  1930,  after  due  notice  by  publication  in  the 
ln  ^le  ^oar<J  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bailey  avenue,  west  side,  from  a 
point  100  ft.  north  of  231st  street  to  a  point  100  ft.  south 
of  233rd  street,  is  in  a  residence  district;  Albany  cresent 
west  side,  from  a  point  100  ft.  north  of  231st  street  to  a 
point  100  ft.  south  of  233rd  street,  is  in  a  residence  dis¬ 
trict;  231st  street,  west  of  Bailey  avenue,  is  in  a  business 
district,  233rd  street,  west  of  Bailey  avenue,  is  in  a  business 
district;  Bailey  avenue,  north  of  a  point  100  ft.  south  of 
233rd  street,  is  in  a  business  district;  Bailey  avenue,  east 
side,  from  Summit  place  to  a  point  100  ft.  south  of  233rd 
street  is  in  a  residence  district,  and  Bailey  avenue,  east 
side,  from  Summit  place  to  a  point  100  ft.  south  of  231st 
street,  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  13,  1929  (App.  Alt.  182-29),  reads: 

E  Proposed  extension  of  a  public  garage  which  ex¬ 
tends  into  a  residence  district  is  contrary  to  Building 
Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50.02  ft.  on  Bailey  avenue,  a  distance  of  125.54 
ft.  along  the  south  lot  line  and  85.75  ft.  along  the  north  lot 
line;  the  northeast  portion  of  this  plot,  40  ft.  by  25  ft  in 
area,  is  occupied  in  part  by  a  frame  dwelling;  it  is  pro¬ 
posed  to  demolish  this  frame  dwelling  and  to  extend  the 
existing  garage  so  as  to'  cover  the  entire  plot ;  and 
Whereas,  the  board  is  empowered,  under  the  provisions 
of  section  7a  of  the  building  zone  resolution,  to  grant  a 
variation  under  such  circumstances  as  have  been  set  forth- 
and  ’ 

Whereas,  the  application  is  supported  by  the  consents  of 
the  majority  of  the  affected  property  owners ;  and 
.  Whereas,  the  application  is  for  the  extension  of  an  exist¬ 
ing  garage,  and  the  board  deems  a  denial  of  same  would 
be  an  unnecessary  hardship  and  devolve  practical  difficulties 
upon  the  applicant  as  within  the  meaning  of  section  21  of 
the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  partition  walls  now  separating  the  dwelling  house  from 
the  garage  shall  be  torn  down  and  the  old  garage  and  the 
new  structure  shall  be  one  structure  not  exceeding  one  story 
in  height  and  not  extending  beyond  the  lot  line  shown  on 
the  plans  filed  m  this  appeal;  that  the  building  shall  be  of 
attractive  architectural  design,  faced  with  native  stone  or 
ai  chitectural  terra  cotta  with  natural  stone  rim ;  there  shall 
be  no  advertising  signs  displayed,  other  than  one  pro¬ 
jecting  electric  sign,  indicating  the  name  and  nature  of  the 
business  conducted  on  the  premises ;  that  no  gasoline  pumps 
shall  be  maintained  or  operated  outside  the  building  line  • 
that  all  permits  required  shall  be  obtained  within  six  months 
and  all  work  involved  completed  within  eighteen  months 
from  the  date  of  this  action ;  that  a  return  of  the  drawings 
shall  be  made  to  this  board  for  approval  before  submission 
to  the  superintendent  of  buildings. 


APPROVAL  OF  PLANS. 

483-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Golran  Realty  Corp 
owner.  1  ” 

SUBJECT — Approval  of  plans  in  accordance  with  the  resolu¬ 
tion  adopted  by  the  'board  under  date  of  Tanuarv 

91  lOQO  ^  J 
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PREMISES  AFFECTED — Southwest  corner  of  Brady  ave¬ 
nue  and  White  Plains  avenue,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  accepted  and  approved  on 
condition  that  the  openings  to  the  grease  pits  and 
laundry  are  arched  openings  instead  of  one  complete 
opening  across  the  whole  building. 

THE  VOTE  TO  ACCEPT  AND  APPROVE  PLANS— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 


missioners  Holland  and  Guilioyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


Adjourned  5.00  p.  m. 


William  J.  O’Gorman,  Sccreta 


RULES 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 


RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  shall 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  commissioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


FACTORIES. 

RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  ci 
cigarettes,  or  smoking  tobacco,  when  necessary  for 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampli 
testing  and  experimental  purposes  is  carried 

(2)  Such  smoking  is  conducted  in  a 
provided  especially  for  that  purpose,  separa 
from  the  rest  of  the  building  by  fireproof  r 
fire-resisting  partitions,  with  all  openings  ther 
protected  by  self-closing  fire  doors,  and,  fur 
unless  the  building  is  of  fireproof  constru 
or  equipped  with  an  approved  automatic  spri 
system,  the  floor  and  ceiling  of  such  room  s 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflamma 
waste  materials  are  deposited  in  fireproof 
ceptacies. 

(b)  Factories  devoted  entirely  to  one  of  the  folio 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  constrt 
tion: 

(2)  Such  chemical  fire  extinguishers  as  t 
fire  commissioner  may  direct  are  installed; 

(3)  Ali  waste  paper  and  other  inflammat 
waste  materials  are  deposited  in  fireproof 
ceotacles. 


APPLIANCES 


APPROVED  FIRE  LINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 

Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

John  Simmons  Co .  209-29-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSUR 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-S 

W.  D.  Allen  Mfg.  Company .  1151-27-S 

Walworth  Company .  900-27-S 

Jenkins  Brothers .  780-28-S 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-S 

Fairbanks  Company .  268-29- 
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:ULES  FOR  INTERIOR  FIRE  ALARM  SIGNAL  SYSTEMS,  ADOPTED  BY  THE  BOARD  OF 
STANDARDS  AND  APPEALS,  SEPTEMBER  27,  1917,  AS  AMENDED  DECEMBER  6,  1917,  AND 
FEBRUARY  7,  1918. 


Rule  1.  Sending  Stations.  Except  as  hereinafter 
icrwise  provided,  there  shall  be  at  least  one  fire  alarm 
iding  station  in  each  story  of  any  building  requiring  a 
mual  fire  alarm  signal  system,  located  in  a  natural  path 
escape  from  fire  at  a  readily  accessible  point  designated 
the  fire  commissioner,  which  always  shall  be  kept  clear. 
Iditional  sending  stations  shall  be  installed  so  that  no 
int  on  any  floor  shall  be  more  than  one  hundred  feet 
;tant  from  the  nearest  sending  station  in  that  story.  Such 
.tions  shall  be  so  located  and  constructed  that  whoever 
covers  a  fire  can  cause  an  alarm  to  be  sounded  im- 
diately  by  operating  the  station. 

In  factory  buildings,  as  defined  in  the  labor  law,  not 
seeding  five  stories  in  height  and  2,500  square  feet  in 
:a  in  any  story  above  the  first  in  which  not  more  than 
ty  persons  are  employed  at  any  time  above  the  first 
ry  and  in  which  closed  circuit  fire  alarm  systems  are 
tailed,  the  number  of  sending  station  may  be  reduced 
th  the  approval  of  the  fire  commissioner  when  the  oc- 
)ancy  is  not  especially  hazardous  and  the  arrangement 
exit  facilities  is  such  as  to  permit  the  alarm  box  or 
ices  to  be  located  in  the  main  exit  path  from  the  build- 

Rule  2.  Signaling  Devices.  There  shall  be  installed 
each  story  of  any  building  requiring  a  manual  fire  alarm 
nal  system  one  or  more  signaling  or  alarm  devices 
ced  at  accessible  points,  with  the  lowest  part  at  least 
ht  feet  above  the  floor  where  practicable.  They  shall 
;  be  placed  on  the  extrior  of  a  buildieng  except  by 
icial  written  permission  of  the  fire  commissioner. 

5uch  devices  may  consist  of  bells,  gongs,  whistles,  or 
•ns,  or  other  approved  devices,  and  shall  be  of  the 
ne  type  throughout  any  one  installation.  Permission 
y  be  granted  to  install  special  signaling  devices  in  a 
•ticular  section  of  a  factory  plant  differing  from  the 
rices  in  other  sections,  where  necessary  for  audibility  and 
;ctiveness. 

Rule  3.  Classification.  For  the  purpose  of  the  fire 
rm  rules,  interior  manual  fire  alarm  signal  systems  shall 
classified  with  respect  to  operation  and  use,  as :  me¬ 
trical  systems,  non-coded  closed  circuit  systems  and  coded 
sed  circuit  systems. 

Rule  4.  Mechanical  System.  Mechanical  fire  alarm 
nal  systems  are  systems  consisting  of  signaling  devices, 
rated  mechanically,  automatically,  manually  or  by  open 
ctric  circuits.  When  mechanically  operated,  the 

chanism  shall  be  enclosed  in  substantial  cabinets;  shall 
of  metal  thoroughly  protected  against  corrosion  and 
ury  and  all  mechanical  parts  shall  be  designed  to  have 
Factor  of  safety  of  not  less  than  ten,  based  upon  the 
ximum  stress  to  which  any  part  of  the  mechanism  may 
subjected.  When  pull  wires  or  chains  are  used  they 
11  be  enclosed  in  rigid  conduits,  and  all  pulleys,  springs, 
nks,  expansion  joints,  and  other  vital  parts  of  the 
tern  shal  be  placed  in  readily  accessible  positions  for 
pection.  The  pull  required  at  any  sending  station  to 
rate  the  system  shall  not  exceed  twenty-five  pounds, 
iule  5.  Non-Coded  Closed  Circuit  Systems.  Non- 
ed  closed  circuit  fire  alarm  signal  systems  are  systems 
situting  of  sending  stations  and  signaling  devices,  oper- 
d  on  supervised  closed  electric  circuits  which  send  con- 
ious  or  non-coded  signals. 

Vhen  such  systems  are  installed  in  buildings,  the  sig- 
ing  devices  shall  be  capable  of  giving  a  signal  consisting 
not  less  than  forty  taps  or  blows,  or  an  alarm  of  at 
>t  four  minutes’  duration,  either  continuous  or  inter¬ 
tent.  for  one  to  one-and-a-half  seconds,  at  intervals  of 
less  than  one-half  nor  more  than  one  second. 


Rule  6.  Coded  Closed  Circuit  Systems.  Coded  closed 
circuit  fire  alarm  signal  systems  are  systems  consisting 
of  sending  stations  and  signaling  devices,  operated  on 
supervised  closed  electric  circuits,  which  send  round  of 
coded  signals  to  indicate  the  floor  or  portion  of  the  same 
from  which  the  alarm  was  sent. 

When  coded  systems  are  installed  in  buildings,  the  code 
numbers  to  be  used  shall  be  designated  by  the  fire  com¬ 
missioner  and  shall  be  sounded  at  least  four  times  for  each 
operation  of  an  alarm  box. 

Rule  7.  Five-Story  Factories.  In  factory  buildings, 
as  defined  in  the  labor  law,  not  exceeding  five  stories  in 
height  nor  2,500  square  feet  in  area  in  any  story  above 
the  first,  occupied  by  not  more  than  one  tenant,  in  which 
not  more  than  one  hundred  persons  are  employed  at  any 
time  above  the  first  story,  or  occupied  as  a  tenant  factory 
in  which  not  more  than  fifty  persons  are  employed  at  any 
time  above  the  first  story,  the  fire  commissioner  shall 
accept  either  mechanical,  non-coded  closed  circuit  or  coded 
closed  circuit  fire  alarm  signal  systems.  (Amended  Feb¬ 
ruary  7,  1918.) 

Rule  8.  Six-Storv  Factories.  In  non-fireproof  fac¬ 
tory  buildings,  as  defined  in  the  labor  law,  not  exceeding 
six  stories  in  height  nor  5,000  square  feet  in  area  in  any 
story  above  the  first,  occupied  by  not  more  than  one 
tenant,  in  which  not  more  than  one  hundred  and  fifty 
persons  are  employed  at  any  time  above  the  first  story, 
or  occupied  as  a  tenant  factory  in  which  not  more  than  one 
hundred  persons  are  employed  at  any  time  above  the  first 
story,  the  fire  commissioner  shall  accept  either  non-coded 
or  coded  closed  circuit  fire  alarm  signal  systems. 

In  non-fireproof  factory  buildings,  as  defined  in  the  labor 
law.  exceeding  six  stories  in  height  or  5,000  square  feet  in 
area  in  anv  story  above  the  first,  the  fire  commissioner  shall 
accept  coded  closed  circuit  fire  alarm  signal  systems. 

Rule  9.  Eight-Story  Factories.  In  fireproof  fac¬ 
tory  buildings,  as  defined  in  the  labor  law,  not  exceeding 
eight  stories  in  height  nor  5.000  square  feet  in  area  in  any 
story  above  the  first,  in  which  not  more  than  one  hundred 
and  fi f tv  persons  are  employed  at  any  time  above  the  first 
story,  the  fire  commissioner  shall  accept  either  non-coded 
or  coded  closed  circuit  fire  alarm  signal  systems. 

In  fireproof  factory  buildings,  as  defined  in  the  labor 
law,  exceeding  eight  stories  in  height  or  5.000  square  feet 
in  area  in  any  story  above  the  first,  the  fire  commissioner 
shall  accept  coded  closed  circuit  fire  alarm  signal  systems. 

"Rrie  10  Sub-Divided  Buildings.  Where  a  building  is 
sub-divided  bv  fire  walls,  each  section  shall  be  deemed  a 
separate  building  for  the  purpose  of  fire  alarm  signal  sys¬ 
tem  installations.  One  control  board  mav  be  used,  if  so 
arranged  as  to  operate  the  signaling  devices  in  each  sec¬ 
tion  of  the  building  independently. 

Rule  11.  Mixed  Occupancv.  In  buildings  requiring 
fire  alarm  signal  systems,  of  which  parts  are  occupied  bv 
other  than  factory  tenants,  and  in  which  the  conditions  of 
construction  and  occupancy  warrant  the  establishment  of 
a  local  fire  brigade,  the  fire  commissioner  shall  accept  dual 
operation  systems. 

When  dual  operation  systems  are  installed,  they  shall 
be  so  designed  that  the  operation  of  anv  station  shall 
cause  the  sounding  of  the  signal  only  on  the  signaling  de¬ 
vices  located  in  the  engine  room,  basement  or  other  places 
in  the  building  where  the  members  of  the  fire  brigade 
work  or  assemble.  Approved  means  shall  be  provided  at 
each  station,  so  arranged  that  a  subsequent  operation  of  any 
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station  shall  cause  the  sounding  of  the  signals  on  all  the 
gongs  throughout  the  building.  Such  systems  shall  be  of 
the  coded  closed  circuit  type. 

Rule  12.  Existing  Installations.  Fire  alarm  signal 
systems  heretofore  installed  in  buildings  in  the  City  of  New 
York  and  approved  in  writing  by  the  fire  commissioner  shall 
be  accepted  as  long  as  they  are  maintained. 

Rule  13.  Sources  of  Electrical  Energy.  Sources  of 
electrical  energy  used  in  operating  fire  alarm  signal  sys¬ 
tems  shall  be :  electric  light  and  power  systems,  storage  bat¬ 
teries  and  primary  batteries.  Such  sources  of  energy  shall 
be  used  under  conditions  and  limitations  specified  by  the 
board  of  standards  and  appeals. 

In  electric  fire  alarm  signal  systems  one  source  of  energy 
shall  be  connected  to  the  system  at  all  times.  All  auxiliary 
sources  of  energy  shall  be  so  arranged  and  controlled  by 
automatic  switch  that  when  the  primary  source  of  energy 
fails,  the  second  source  will  be  automatically  connected  to 
the  fire  alarm  signal  system. 

Rule  14.  Isolated  Plants.  Energy  from  isolated  elec¬ 
tric  light  or  power  plants  may  be  used  for  fire  alarm  signal 
systems  only  when  there  is  more  than  one  generating  unit 
and  the  plant  is  always  in  operation  when  the  building  is 
occupied.  When  only  one  generator  unit  is  employed,  the 
source  of  energy  shall  be  supplemented  by  storage  battery 
or  other  auxiliary  service. 

Rule  15.  Public  Service.  When  the  energy  for  a  fire 
alarm  signal  system  is  supplied  by  a  public  service  light 
or  power  system,  connection  shall  be  made  on  the  street 
side  of  the  service  switch,  except  that  permission  shall  be 
given  by  the  fire  commissioner  to  connect  on  the  house 
side  of  the  meter  in  new  buildings,  when  all  electric  wiring 
and  appliances  in  the  building  have  been  approved  by  the 
administrative  authorities  having  jurisdiction.  When  a 
house  side  connection  is  made  in  existing  buildings, .  a  cer¬ 
tificate  shall  be  furnished  from  an  accepted  authority  cer¬ 
tifying  that  all  electric  wiring  and  appliances  in  the  build¬ 
ing  are  properly  installed  and  in  good  condition.  The 
fire  alarm  cutout  in  house-side  connections  shall  be  the 
first  connection  on  the  house  side  of  and  as  near  as  pos¬ 
sible  to  the  meter,  and  shall  be  enclosed  in  a  locked  or 
sealed  metal  cabinet. 

For  connection  to  outdoor  overhead  service  lines  special 
permission  in  writing  from  the  fire  commissioner  shall  be 
necessary. 

Rule  16.  Storage  Batteries.  When  a  storage  bat¬ 
tery  equipment  is  used  as  the  sole  source  of  energy  for 
a  fire  alarm  signal  system,  the  storage  batteries  shall  be 
provided  in  duplicate.  Such  installations  shall  be  equipped 
with  a  switchboard  or  panel  of  approved  material  on 
which  are  mounted  volt  meters,  ammeters,  circuit  breakers, 
fuses,  resistances,  switches,  starting  devices  for  motors,  field 
rheostats  for  generator  and  other  apparatus  required  for 
charging  and  operating  the  batteries. 

Rule  17.  Primary  Batteries.  When  primary  batteries 
are  used  to  supply  the  energy  for  the  fire  alarm  signal  sys¬ 
tems,  the  batteries  shall  be  ample  in  size  to  satisfactorily 
operate  the  system. 

When  such  batteries  supply  the  energy  for  open  circuit 
systems,  there  shall  be  provided  two  sets  of  cells  connected 
in  multiple-series,  having  not  less  than  six  cells  in  each 
series,  coupled  together  by  means  of  approved  battery 
connectors. 

When  caustic  soda  batteries  are  employed  approved  heat 
resisting  jars  shall  be  used  and  at  least  one  transparent 
jar  shall  be  provided  in  each  series  for  the  purpose  of 
observing  the  condition  of  the  elements. 

Rule  18.  Acceptance  Test.  Upon  completion  of  a 
fire  alarm  signal  system  and  as  a  condition  of  acceptance, 
a  test  of  the  entire  installation  shall  be  made  under  the 
direction  of  the  fire  commissioner.  All  electrical  systems 
shall  show  an  insulation  resistance  of  not  less  than  ten 
megohms. 

The  owner  or  contractor  shall  furnish  all  the  necessary 
tools,  instruments  and  labor,  to  conduct  this  test  when  re¬ 
quired  by  the  fire  commissioner. 


Rule  19.  Daily  and  Monthly  Test.  In  factory  bul 
ings,  as  defined  in  the  labor  law,  every  fire  alarm  sj* 
tem  shall  be  tested  each  morning  immediately  after  i< 
hour  of  starting  work  in  the  building  to  make  sure  Ui 
the  system  is  maintained  in  an  operative  condition,  c 
such  system  shall  be  used  for  any  other  purpose,  exol 
that  daily  dismissal  signals  may  be  given  if  authorized  y 
the  fire  commissioner.  The  use  of  the  system  for  e 
drill  purposes  may  be  considered  a  test  of  those  parts  i 
the  system  actually  used.  Each  sending  station  shall  i< 
tested  at  least  once  every  month.  All  apparatus  requirg 
winding  shall  be  rewound  after  each  operation  and  lot 
in  normal  condition. 

A  complete  record  shall  be  kept  of  the  monthly  ti  s 
and  of  all  fire  drills,  which  record  shall  be  subject  to  - 
spection  by  the  fire  commissioner. 

Rule  20.  Maintenance.  Interior  fire  alarm  systc  s 
shall  be  maintained  in  operating  condition  at  all  tins, 
unless  the  buildings  are  vacated  for  a  period  longer  t!]n 
one  week.  If  the  system  becomes  inoperative  at  ;y 
time,  it  shall  be  the  duty  of  the  owner  or  the  persons  de;  - 
nated  by  him  to  be  in  charge  of  the  system  to  notify  11 
the  occupants  of  the  building  and  to  take  immediate  st  s 
to  have  the  system  restored  to  working  order.  If,  for  ;y 
reason,  it  becomes  necessary  to  disconnect  the  source  f 
energy  or  the  operating  medium  of  any  system,  the  owr 
or  other  responsible  person  shall  notify  the  fire  commissior 
at  least  forty-eight  hours  in  advance  of  such  disconnectii, 
stating  the  reason  therefor. 

Rule  21.  Alarm  Boxes.  In  fire  alarm  signal  systes 
the  metal  case  enclosing  exposed  or  surface  alarm  bo  s 
shall  be  of  cast  iron  and  drilled  to  receive  the  condi* 
When  exposed  to  moisture  the  box  shall  be  enclosed  it  a 
suitable  weather-proof  outer  shell.  In  new  buildings,  - 
proved  back-boxes  imbedded  in  the  wall  may  be  used  ti 
the  conduit  shall  be  properly  secured  by  lock  nuts  «'d 
bushings.  All  current-carrying  parts  shall  be  insula! 
from  parts  of  opposite  or  lower  polarities  with  appro1-! 
insulating  material. 

All  pull  box  cases  shall  be  fitted  with  a  glass  pa  1 
or  a  door  to  protect  the  pull  lever  against  accidental  - 
jury.  Such  door  shall  have  a  handle  rigidly  secured  the- 
on  and  be  so  constructed  as  to  open  readily.  The  wordt 
“In  case  of  fire  open  door  and  pull  down  lever  as  far  ; 
it  will  go,”  or  equivalent  instructions,  shall  appear  i 
the  door. 

All  break-glass  type  fire  alarm  boxes  shall  be  provicl 
with  suitable  hammers  on  chains  attached  to  or  near  -e 
boxes  with  which  the  glass  can  readily  be  broken,  J 
break-glass  boxes  shall  have  lettered  on  the  fronts 
words,  “Fire  Alarm — In  case  of  fire  break  glass”  a! 
such  additional  instructions  as  may  be  necessary  to  sendi 
an  alarm.  j] 

On  open  circuit  systems,  alarm  boxes  shall  have  scrapg 
type  contacts  with  surfaces  ample  in  size  and  mechanil 
strength  and  of  sufficient  capacity  to  carry  the  maxima 
current  which  may  flow  for  at  least  one  hour  without  a- 
preciable  heating. 

On  closed  circuit  systems,  contact  points  operated  ' 
a  break  wheel  and  contact  points  on  testing  devices  shl 
be  of  the  scraping  type.  Such  contact  points  shall  be.  - 
cured  in  a  substantial  manner  to  phosphor  bronze  sprir; 
and  be  so  constructed  as  to  positively  break  a  circt 
carrying  one-tenth  amperes  at  250  volts  under  actual  woi- 
ing  conditions.  Lever  boxes  shall  be  so  designed  as  > 
automatically  wind  when  the  lever  is  pulled  for  alar: 
Boxes  requiring  glass  replacements  shall  be  so  arranpl 
that  replacements  cannot  be  made  until  the  mechanism  ' 
reset  for  another  alarm.  .  .  j 

Rule  22.  Station  Testing  Devices.  When  electrnl 
operated  fire  alarm  systems  are  installed,  at  least  cs 
station  in  each  system  shall  be  provided  with  an  auxilia' 
switch  or  other  device  to  test  the  signaling  devices,  local! 
in  one  of  the  alarm  boxes  or  mounted  on  the  control  boa- 
In  closed  circuit  systems,  such  testing  device  shall  be 
ranged  to  make  the  test  without  operating  the  break  whl 
of  the  box. 
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Provision  shall  also  be  made  for  a  silent  test  of  closed 
rcuit  fire  alarm  box  mechanisms  without  operating  the 
rnaling  devices.  Such  device  shall  be  designed  to^  pre- 
nt  any  persons  except  those  in  authority  from  operating 
e  same  and  to  prevent  the  possibility  of  the  box  being 
(it  inoperative  after  the  test. 

Rule  23.  Supervising  Current.  When  closed  circuit 
e  alarm  systems  are  used,  a  small  current  flow  to  con- 
:intly  supervise  each  circuit  shall  be  maintained.  A  miliam- 
fiter,  or  other  approved  current  indicator  shall  be  provided 
;d  so  connected  as  to  indicate  the  supervising  current. 
Such  supervising  circuit  shall  be  provided  with  a  trouble 
111  arranged  to  ring  continuously  in  case  of  any  disar¬ 
mament  of  the  system.  The  trouble  bell  shall  be  placed 
i  the  engine  room  or  other  approved  location,  free  from 
nisture,  dust  and  possibility  of  mechanical  injury,  under 
iquent  view  and  in  audible  range  of  some  responsible  per- 
fi  in  the  building  and  shall  be  connected  to  the  electric 
Iht  or  power  service  in  the  building.  Permission  may  be 
cmted  by  the  fire  commissioner  to  conect  the  trouble  bell 
t  a  battery  of  at  least  four  cells  of  approved  type 
Rule  24.  Protection  of  Sending  and  Signaling  De- 
i  es.  In  fire  alarm  signal  S3rstems  all  moving  parts  of 
;  ding  stations  and  signaling  devices  shall  be  enclosed  in 
i^tal  casings,  made  dust-proof  and  damp-proof  when  neces- 
;,y.  and  clearly  marked  with  instructions  for  use. 

Vhenever  necessary,  hammer  rods  of  gongs  shall  be  suit- 
i.y  protected  against  mechanical  injury  or  derangement 

■  the  use. of  a  guard  or  other  suitable  means.  If  subject 

■  mechanical  injury,  the  entire  device  shall  also  be  en- 
:=ed  in  a  protecting  case  made  of  approved  wire  netting 
'  perforated  metal.  All  casings  shall  be  insulated  from 
rent-carrying  parts,  but  shall  be  grounded  to  the  conduit 
r  electrically-driven  systems. 

Jul.e  25.  Electric  Apparatus.  In  electricallv  oper- 
;1  interior  fire  alarm  signal  systems,  not  more  than 
\nty  alarm  boxes  nor  more  than  fourteen  gongs  shall 
r  placed  on  one  circuit.  All  electrically  actuated  ap- 
■;atus  shall  be  so  designed  and  constructed  that  it  will 
jrate  satisfactorily  at  a  current  flow  of  25  per  cent  above 
i below  the  normal  operating  current.  In  battery  sys- 
?s,  the  normal  operating  current  shall  be  indicated  on  all 
eys  and  gongs. 

iagnet  windings  shall  be  impregnated  with  an  insulat- 
i  moisture-repelling  compound  or  shall  be  of  enameled 

r  » 

11  connections  shall  be  properly  protected,  securely  made 
r  where  subject  to  motion,  shall  be  approved  flexible  wire, 
inding  posts  shall  be  of  such  a  character  that  wire  is 
e  between  two  flat  surfaces. 

djustments  must  be  of  such  a  character  that  they  can 

securely  locked. 

ontact  points  shall  be  ample  in  area,  not  only  to  take 
i  of  the  current  used  in  operation,  but  to  insure  long 
fand  shall  be  of  pure  silver,  platinum,  or  other  approved 

i  trial. 

he  armatures  of  all  relays  shall  primarily  depend  on 
”ity  for  their  operation,  but  this  action  may  be  as- 
sd  by  springs  when  approved  by  the  fire  commissioner, 
ule  26.  Control  Boards.  All  relays,  current  indi- 
"S*  resistances,  time  limit  devices,  and  other  apparatus 
m  connection  with  the  operation  and  supervision  of 
td  circuit  fire  alarm  signal  systems  shall  be  properly 
cnted  on  a  panel  of  approved  material,  in  a  metal  cabinet 
«ided  with  lock  and  key.  The  control  board  shall  be 
ced  in  a  place  subject  to  the  least  vibration,  free  from 
fture,  inflammable  gases,  dust  and  mechanical  injury, 
•under  frequent  view  of  a  responsible  occupant  of  the 
ing  delegated  by  the  owner  to  be  in  charge. 

de  .27.  Battery  Cabinets.  All  batteries  for  fire 
signal  systems  shall  be  placed  in  substantial  pro- 
;ig  cabinets  thoroughly  ventilated,  elevated  not  less  than 
•nor  more  than  five  feet  above  the  floor,  and  located  in 
dry  and  cool  places  where  the  temperature  will  not 
5s  than  40  nor  more  than  100  degrees  Fahrenheit.  Main 
fry  cabinets  shall  be  so  constructed  that  the  condition  of 


the  elements  may  be  observed  without  disturbing  the  cells 
Meta  battery  cabinets  shall  be  constructed  of  sheet  iron 
or  steel,  not  less  than  No.  14  U.  S.  Gauge  in  thickness, 
properly  reinforced  by  angle  irons,  with  self-closing  doors 
provided  with  lock  and  key  and  wood  shelves  not  less  than 
seven-eighths  of  an  inch  thick,  properly  fastened  and  se¬ 
cured  to  prevent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  coats  of  asphaltum 
compound,  each  coat  to  be  thoroughly  dry  before  the 
next  is  applied,  or  with  baked  enamed.  Where  dry  cells 
aie  housed  in  metal  battery  cabinets,  the  supports  shall 
be  so  constructed  as  to  prevent  the  cartons  from  coming 

othe?  Ct  W'th  tHe  metal  °f  the  cabinet  and  with  each 

Wood  battery  cabinets  shall  be  constructed  of  the  first 
grade  of  kiln  dried  wood  not  less  than  seven-eighths  of 
an  inch  thick  and  shall  be  provided  with  self-closing  door 
and  approved  lock.  The  shelves  shall  be  not  less  than 
seven-eighths  of  an  inch  thick  properly  fastened  and  se¬ 
cured  to  prevent,  sagging.  The  cabinet  shall  be  of  sub¬ 
stantial  construction,  painted  on  the  interior  with  three 
coats  of  asphaltum  compound  and  on  the  exterior  with 
three  coats  of  lead  paint  or  two  coats  of  varnish  Where 
dry  cells  are  housed  in  wood  battery  cabinets,  the  supports 
shall  be  so  constructed  as  to  prevent  the  cartons  from 
coming  in  contact  with  each  other. 

Rule  28.  Attachment  to  Walls.  All  material  and 
devices  used  in  .fire  alarm  signal  systems  shall  be  rigidly 
in  position  and  when  attached  to  masonry  walls 
sha  1  be  fastened  by  through  bolts,  metal  expansion  shields 
0ru£gg  e  b°  tS'  Wooden  P^gs  shall  not  be  used 
Wnen  the  fire  alarm  apparatus  is  mounted  upon  a  back 
card,  such  back  board  shall  be  not  less  than  seven-eighths 
of  an  inch  thick,  filled  with  a  non-absorptive  compound 
with  an  air  space  of  at  least  one-quarter  of  an  inch  behind 
tne  back  board  for  the  free  circulation  of  air 
Rule  29  Painting  of  Equipment.  All  enclosing  cases 
for  fire  alarm  apparartus  shall  be  finished  in  red  except 
where  special  permission  is  given  by  the  fire  commissioner 
to  deviate  from  this  requirement. 

Rule  30.  Wiring.  Except  as  may  be  otherwise  spe¬ 
cifically.  prescribed  by  the  board  of  standards  and  appeals 
the  wiring  shall  conform  to  the  requirements  of  Chapter  9 
of  the.  Code  of  Ordinances  for  light  and  power  installations. 
Conduits  shall  contain  only  conductors  used  in  the  fire  alarm 
system.  All  conductors  shall  be  run  in  approved  rigid  iron 
conduit.  Armored  cable  may  only  be  used  by  special  ap¬ 
proval  of.  the  fire  commissioner.  When  special  care  is 
taken  to  insure  the  wires  against  injury,  four  wires  mav 
be  placed  in  half-inch  rigid  iron  conduits.  Splices  shall  be 
permitted  only  where  absolutely  necessary  .  Conductors  shall 
consist  of  not  less  than  No.  14  B.  &  S.  gauge  Conner  wire 
having  rubber  insulation  wall  not  less  than  3/64  inches  thick! 

Where  necessary  to  assure  reliable  service,  connections 
of  conductors  to  terminals  or  binding  posts  shall  be  sol¬ 
dered.  .The  use  of  a  blow  torch  for  soldering  connections 
to  terminals  shall  not  be  permitted. 

Where  wires  pass  underground  from  one  building  to 
another,  they  shall  be  enclosed  in  conduits  and  shall  be 
lead  encased  Wires  between  buildings,  when  not  run  in 
conduit,  shall  be  at  least  equivalent  in  conductivity  and 
tensile  strength  to  No.  8  B.  &  S.  gauge  copper  wire  for 
box  and  signaling  circuits  and  shall  be  supported  at  least 
every  seventy-five  feet  on  approved  glass  insulators  and 
brackets.  As  far  as  possible  they  shall  be  run  under 
rather  than  over,  electric  light  or  power  wires. 

Rule  31.  Sprinklered  Buildings,  Sources  of  Water 
Supply.  In  the  enforcement  of  the  provisions  of  §83-a, 
labor  law,  with  respect  to  fire  alarm  signal  systems  and 
hre  drills,  automatic  sprinkler  systems  shall  be' deemed  to 
have .  two  adequate  sources  of  water  supply  within  the 
meaning  of  said  section,  if  the  system  is  a  two-source  sys¬ 
tem  as  defined  in  the  Rules  of  the  Board  of  Standards 
and  Appeals  for  Fire  Extinguishing  Appliances,  or  when 
the  system  is  equipped  with  and  supplied  by  either  a 
gravity  tank  or  a  pressure  tank  and  a  fire  department  con¬ 
nection.  (Amendment,  Dec.  6,  1917.) 
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PROGRESS  REPORT  1 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  July  23,  1930 .  509 

Restored  to  calendar .  33 

Miscellaneous  Applications. 

Requests  to  reopen .  146 

Requests  to  amend .  11 

Requests  for  modification .  30 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  53 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  25 

Administrative  requests .  0 

Requests  for  interpretation .  o 

Total  .  1203 

Disposed  of .  784 

Cases  pending  July  23,  1930 .  419 


= 

DISPOSITION  OF  CASES. 

Withdrawn  .  I 

Dismissed .  1 

Denied  . ■ 

Granted  . 

Granted  on  condition . 

Appliances  approved .  ' 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  1 

Requests  to  reopen  denied .  j 

Requests  to  amend  granted .  3 

Requests  to  amend  denied . 

Requests  for  modification  granted .  | 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . . 

Requests  for  extension  of  time  granted .  5 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted .  1 

Requests  for  extension  of  permit  denied .  | 

Requests  to  install  granted .  | 

Requests  to  install  denied . , .  | 

Plans  approved .  a 

Plans  disapproved .  j 

Administrative  requests  granted .  1 

Administrative  requests  denied  or  withdrawn .  1 

Interpretations  .  j 

Requests  withdrawn  or  dismissed .  j 

Total  . 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  < 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  ( 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fai  ( 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of II 
cases  promptly,  for  the  reason  that  the  pendency  of  n 
appeal  or  petition  ties  the  hands  of  the  administrative  <• 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  peti  1 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  e 
appellant  or  petitioner  to  file  necessary  data,  or  by  f 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  - 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pll 
and  data  required  by  law  are  supplied,  as  specified  on  ! 
blank  appeal,  application  or  petition  forms. 
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Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary, 

Edward  V.  Barton,  Chief  Clerk. 
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/  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Corrections. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  September  9,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  16,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  then 
directions. 
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HENRY  L.  CONNELL,  Temporary  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  July  29,  1930. 

Cal.  No.  Department.  Premises  Affected. 

518-30-BZ . B.B.M _ 15  Barrow  st.,  Man., 

-  Viol.  2622-29 

517-30-BZ . B.B.Bx. . .  1385  Franklin  ave.,  Bx., 

_  N.  B.  442-30 

516-30-A . F.D . 1125  Grand  concourse,  Bx., 

_  L.  C.  43563 

515-30-BZ . B.B.Q _ 129-15  Jamaica  ave.,  Richmond 

-  Hill,  Q.,  N.  B.  3852-30 

514-30-S . F.D . 665  Fifth  ave.,  Man., 

L.  D.  70017,  76466,  76477, 

_  76478  &  76471 

5 13-30- A . F.D . Foot  of  Patterson  &  Compton 

aves.  &  Pugsleys  Creek,  Bx., 

_  F-76255 

5 12-30- A . B.B.M _ 136  W.  42nd  st.,  Man., 

-  Viol.  3276-30 

511-30-S . F.D . 261  Pearl  st.,  Man., 

-  L.  D.  77374  &  77375 

510-30-BZ . B.B.M... .102  W.  144th  st.,  Man., 

-  Alt.  889-30 


CODE. 

F.D . Fire  Department* 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

0  B.Bx .  . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  soil!  hold  no  meetings  during  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  will  be  held  on  Tuesday,  September  9,  1930,  at  10 
a.  m . ,  and  that  the  next  Clerk’s  Calendar  Call  rvill  be  held 
on  the  same  day  and  date  at  2  p.  m. 

During  the  month  of  August  the  office  will  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  arc  from  10  a.  m.  to  1  A  m. — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

TUESDAY,  SEPTEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

202-30-  RZ. 

APPLICANT — Rodman  Richardson,  for  Porter  Holding 
Corp.,  owner. 

PREMISES — 220-06  Northern  boulevard  and  45-05  220th 
street,  southeast  corner,  Bayside,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station, 

247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karper, 
owner. 


PREMISES — 5202  19th  avenue,  southwest  corner  oi 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration, 
sion  in  area  and  conversion  of  occupancy  < 
first  story  of  an  existing  dwelling  from  res 
to  business  use  (stores). 

188-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner.. 

PREMISES — 306  Steinway  avenue,  east  side,  200  ft. 
of  Jamaica  avenue,  Long  Island  City,  Be 
of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  bi 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  distrii 
a  residence  district,  of  a  proposed  busine: 
(theatre)  (previously  withdrawn). 

300-28-BZ.  I 

APPLICANT — W.  Rossiter  Redmond,  for  Tilles  &  ! 
Inc.,  owner,  and  Morris  Liebson,  lessee. 

PREMISES — 109-57  to  109-65  206th  street,  southeast 
of  Hollis  avenue,  Bellaire,  Borough  of  Qu< 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and 
tenance  of  a  gasoline  service  station  (pre1 
denied). 

135-28-BZ. 

APPLICANT — Michael  Kalmowitz,  lessee,  for  Allied 
Construction  Co.,  owner. 

PREMISES— 236-240  West  50th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  bi 
zone  resolution, 

TO  PERMIT  in  a  business  district  an  automobile  p 
space  for  more  than  five  (5)  motor  vehicles 
viously  dismissed  for  lack  of  prosecution). 


SEPTEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
265-30- A — 225  Moore  street,  Long  Island  City,  Boro' 
Queens. 

313-30-A — Southwest  corner  of  Palisade  avenue  and 
261st  street,  The  Bronx. 

342- 30-A — 146  Wooster  street,  Manhattan. 

343- 30-A — East  side  of  City  Island  avenue,  between 

and  Sutherland  avenues,  The  Bronx 
250-30-A — 3240-3256  Bronx  boulevard,  southeast  cori 
Rosewood  street,  and  3251-3257  Barki 
nue,  The  Bronx. 

261-30-A — 433-439  East  8th  street,  Manhattan. 
295-30- A — 247-253  West  19th  street,  Manhattan.  j 
294-30- A — 247-253  West  19th  street,  Manhattan. 
505-30-A — 4299  Boston  Post  road,  The  Bronx. 
454-30- A — 2641-2645  Nostrand  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of 
ards  and  appeals  of  a  public  hearing  under  the  pro 
of  the  building  zone  resolution,  Tuesday  morning,  Sep 
9,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Buildi 
the  following  matters : 

cal.  no.  837-28-BZ — Application,  October  30,  1928,  ' 
sections  7g  and  21  of  the  buildin 
resolution,  of  J.  Nelson  Cooper, 
cant,  on  behalf  of  Hahn  Brothers 
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proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution;  premises  120  West  107th  street, 
Manhattan. 

ro.  285-30-BZ— Application,  April  24,  1930,  under  sec¬ 
tion  7e  of  the  building  zone  resolution, 
of  Harold  G.  Dangler,  applicant,  on  be¬ 
half  of  Peter  F.  Reilly,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  625-631  Bergen  street,  north 
side,  115  ft.  west  of  Vanderbilt  avenue, 
Brooklyn. 


tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  201-30-BZ— Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
31st  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City' 
Borough  of  Queens. 


o.  299-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Murray  Klein,  applicant,  on  behalf 
of  Nathan  Adelman,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  in  area  of  an  existing  poultry 
slaughter  house;  premises  214  Humboldt 
street,  east  side,  35  ft.  south  of  Scholes 
street,  Brooklyn. 

o.  300-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Philip  J.  Sinnott,  appli¬ 
cant,  on  behalf  of  Louis  C.  Bock,  owner, 
to  permit  in  a  business  district  the 
alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  169 
East  87th  street,  Manhattan. 

x  239-30- BZ— -Application,  April  4,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Adam  Dietel,  owner,  to  permit  in  a 
residence  district  the  extension  in  area 
of  an  existing  carpet  cleaning  plant; 
premises  222-14  95th  avenue  (Howell 
avenue),  south  side,  250  ft.  east  of  222nd 
street,  Queens  Village,  Borough  of 
Queens. 


HENRY  L.  CONNELL, 
Temporary  Chairman. 


SEPTEMBER  9,  1930,  2  P.  M. 


6-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

1 15-30- S — 410  Lafayette  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx 
263-30-S— 514-526  East  116th  street,  Manhattan.’ 

332-30-S — 21-23  Grattan  street,  Brooklyn. 

343-343  West  44th  street,  Manhattan. 

268- 30-S — 101-103  West  42nd  street  and  1101-1109  Sixth 

-,n  avenue,  northeast  corner,  Manhattan. 

269- 30-S— 735-739  East  9th  street,  Manhattan. 

349-30-S — 13-15  West  28th  street,  Manhattan. 

296-30-S  247-253  West  19th  street,  Manhattan. 

331-30- S— 144  East  74th  street  and  1031  Lexington  avenue, 
southeast  corner,  Manhattan. 


Appliances  Submitted  for  Approval. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A  ap¬ 
proval  of.  ’ 

372-30-SA— International  Mechanical  Draft  Oil  Burner  ap¬ 
proval  of.  ’ 


).  304-30-BZ— Application,  May  l,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street 
Manhattan. 

.  303-30- BZ— Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  117-  , 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

321-30-BZ— Application,  May  9,  1930,  under  sec- 
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Building  Zone  Cases. 

350-30-BZ. 

APPLICANT— Henry  Wolf,  for  Hotel  Statler  Co.,  Inc 
owner. 

AS?^AE^\2T3’227,West  33rd  street-  Manhattan. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

387-30-BZ. 

PREMISES  1  3nfirlIRtn  SHary’  f°r  John,  H‘  HamiI1>  owner. 
PRE.M1SES— 3086  Hull  avenue,  east  side,  100  ft.  south  of 

East  204th  street,  The  Bronx. 

APPLICATION,  under  sections  7a  and  21  of  the  buildine 

zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 
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388-30-BZ. 

APPLICANT— Thomas  P.  Mackay,  for  Felix  Nolan  and 
Margaret  Nolan,  owners. 

PREMISES— 756-758  Alabama  avenue  and  455-465  Linden 
boulevard,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

396-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Isidor  Schraub  and 
Celia.  Silverman,  owners. 

PREMISES— 6504-6506  Woodside  avenue  and  4201-4205 
65th  street,  southeast  corner,  Woodside,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

317-30-A — 3  Park  Row  and  5  Ann  street,  Manhattan. 
324-30-A — 428-436  Greenwich  street,  Manhattan. 

334-30-A — 117-125  West  14th  street  and  118-128  West  15th 
358-30-A — 12-16  East  14th  street  and  7-13  East  13th  street, 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o'clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  123-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  289-30-BZ — Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hugo  E.  Magnuson,  applicant,  on  be¬ 
half  of  Mayer  Leaventon,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  3059-3071  Ocean 
avenue,  northeast  corner  of  Voorhies 
avenue,  Brooklyn. 

cal.  no.  319-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 


behalf  of  Louis  Ridder,  owner,  to  i 
mit  in  a  business  district  the  erect 
and  maintenance  of  a  gasoline  sen 
station;  premises  31-01  Newtown  ave 
and  28-25  31st  street,  northeast  cori 
Long  Island  City,  Borough  of  Que 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  un 
sections  7g  and  21  of  the  building  z 
resolution,  of  William  Layton  Hall, 
plicant,  on  behalf  of  Mabel  K. 
owner,  to  permit  in  a  business  dist 
the  erection  and  maintenance  of  a  g; 
line  service  station;  premises  337 
butus  avenue,  northeast  corner  of  H;i 
boulevard,  Huguenot,  Borough  of  R 
mond. 

cal.  no.  274-30-BZ — Application,  April  21,  1930,  under 
tions  7e  and  21  of  the  building  zone 
olution,  of  James  W.  Byrnes,  applic 
on  behalf  of  Ninety  Butler  Street  C( 
owner,  to  permit  in  a  business  disl 
.  the  alteration  and  change  of  occupx 

from  a  garage  and  factory  building 
garage  for  the  storage  of  more  1 
five  (5)  motor  vehicles;  premises  8 
Butler  street,  south  side,  250  ft.  eas 
Smith  street,  Brooklyn. 

cal.  no.  323-30-BZ — Application,  May  9,  1930,  under 
tion  21  of  the  building  zone  resolu 
of  William  F.  Doyle,  applicant,  on 
half  of  Irene  E.  Moeller,  owner 
permit  in  a  business  district  the  ere< 
and  maintenance  of  a  gasoline  set 
station;  premises  187-51  to  187-63  H 
avenue,  northwest  corner  of  190th  s 
(Seminole  avenue),  Hollis,  Boroug 
Queens. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  u 
sections  7f  and  21  of  the  building 
resolution,  of  Christopher  McGrath 
plicant,  on  behalf  of  Hilvid  R 
Corp.,  owner,  to  permit  in  a  bus 
district  the  erection  and  maintenam 
a  gasoline  service  station  (previ< 
denied  under  section  21)  ;  prex 
southwest  corner  of  Wilkinson  a\ 
and  Westchester  avenue,  The  Bron 

HENRY  L.  CONNELL 

Temporary  Chairm 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A— 600-602  West  28th  street  and  269-275  11th 
nue,  southwest  corner,  Manhattan. 
690-29-A— 232-236  East  40th  street,  Manhattan. 
110-30-A — 43-49  West  22nd  street  and  56-62  West 
street,  Manhattan. 

94- 30-A— 16-18  East  43rd  street  and  13  East  42nd  s 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  s 
ards  and  appeals  of  a  public  hearing  under  the  prov 
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lie  building  zone  resolution,  Tuesday  afternoon,  September 
11930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
ihe  following  matters: 

!  NO.  160-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

:  no.  259-30-BZ — Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution ; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

I  no.  209-30-BZ — Application,  March  24,  1930,  under 
l  section  21  of  the  building  zone  resolu¬ 

tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 

no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis- 
i  trict,  the  erection  and  maintenance  of  a 

garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

. 

,no.  158-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward.  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
irESDAY,  SEPTEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

)-BZ. 

i  JCANT — Max  Siegel  and  George  H.  Levy,  for  Gabriel 
Adler,  lessee  (21-year  lease). 

\HSES — 2434-2440  Creston  avenue,  east  side,  65.14  ft. 
south  of  East  188th  street,  The  Bronx. 


AE  PLICA  1  ION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERM1 1,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  building  (stores). 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

210-30-A — 47-65  West  42nd  street  and  1100  Sixth  avenue, 
northeast  corner,  Manhattan. 

246-30- A — 125-135  Greene  street,  Brooklyn. 

252-30- A — 332-336  East  75th  street,  Manhattan. 

347-30-A — 23  East  20th  street,  Manhattan. 

258-30-A — 120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

305-30- A — 30-32  West  21st  street,  Manhattan. 

309-30-A— 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

339-30-A — 42-48  East  20th  street,  Manhattan. 

Building  Zone  Application. 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
23,  1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter: 

cal.  no.  243-28-BZ — Application,  March  21,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Essanarr  Garage  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


SEPTEMBER  23,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

279-30-A— 76-80  39th  street,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
23,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
MoCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap- 
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plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  155-30-BZ — Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

cal.  no.  1G1-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 


cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  set 
tion  21  of  the  building  zone  resolutioi 
of  John  J.  Dunnigan,  applicant,  on  be 
half  of  Grand  Boulevard  and  Concours 
Co.,  owner,  to  permit  in  a  residenc 
district,  extending  from  a  business  dis 
trict,  the  alteration  and  change  of  occu 
pancy  of  the  first  story  from  residenc 
to  business  (store)  purposes;  premise 
1403  Grand  concourse  and  167-183  Eas 
170  th  street,  northwest  corner,  Th 
Bronx. 

HENRY  L.  CONNELL,  . 

Temporary  Chairman. 


SEPTEMBER  30,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

361-30-A — 170-194  Avenue  X,  Brooklyn. 

36S-30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  street 
Brooklyn. 

369-30-A — 27-33  West  23rd  street  and  8-12  West  24tl 
street,  Manhattan. 

384-30- A — 11-22  to  11-28  44th  road,  Long  Island  City 
Borough  of  Queens. 

237-30-A— 2-18  Milford  street  and  3156-3166  Atlantic  ave^ 
nue,  southwest  corner,  Brooklyn. 


cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro- Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S — 236-238  Fifth  avenue,  Manhattan. 

251-30-S — 909-915  Faile  street  and  1166  Garrison  avenue 
southwest  corner,  The  Bronx. 

233-30-S — 82-90  Brown  place  and  491-497  East  132nc 
street,  northeast  corner,  The  Bronx. 

244-30-S — 76-78  Madison  avenue  and  22  East  28th  street, 
southwest  corner,  Manhattan. 

257-30-S — 120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

327-30-S — 194-196  Palmetto  street,  Brooklyn. 

33S-30-S — 42-48  East  20th  street,  Manhattan. 

281-30-S — 247-249  Pearl  street,  Manhattan. 

292-30-S — 221-227  Fourth  avenue  and  105-111  East  18th 
street,  northeast  corner,  Manhattan. 

310-30-S — 239-243  Fourth  avenue,  Manhattan. 

284-30-S — 775  Sixth  avenue  and  101  West  26th  street, 
northwest  corner,  Manhattan. 

341-30-S — 100-106  Sixth  avenue,  17-39  Watts  street  and 
27-39  Thompson  street,  Manhattan. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  July  15,  1930,  as  they  appeared  in 
Bulletin  No.  29,  Vol.  15,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(395-28-BZ) 

Whereas,  William  F.  Doyle,  for  Weis  Buck  Garage  Co., 
Inc.,  owner,  filed,  April  25,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station; 
premises  1139  Prospect  avenue  and  153  Terrace  place,  north¬ 
east  corner,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 


*  Correction — Words  “date  of  this  action”  omitted  in  last 
two  lities. 


ing,  November  20,  1928,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Prospect  avenue  is  in  a  business' 
district ;  Terrace  place  is  in  a  residence  district,  and  Eleventh, 
avenue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  24,  1928  (re  Plan  No.  1049-28),  reads: 

“1.  A  gasoline  station  may  not  be  permitted  at  this 
location  as  it  is  situated  in  a  business  zone.  Sec.  4, 
Building  Zone  Resolution.  Appeal  may  be  taken  to 
the  Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  14,  1928  (App.  No.  19270-28),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art. 
II,  Sec.  4-a,  subdivision  46. 

“The  installation  of  a  gasoline  service  station  in  a 
business  district.” ; 
and 
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MINUTES 


Whereas,  it  is  proposed  to  bury  three  550-gallon  tanks, 
rect  three  pumps  and  enclose  the  premises  by  a  brick  wall 
n  all  sides,  and  with  arched  driveway  entrances  on  the 
■treet  fronts  for  the  puprose  of  conducting  a  gasoline  service 
tation  within  a  business  district;  and 

Whereas,  the  board  deems  applicant  is  entitled  to  relief 
nder  section  21  of  the  building  zone  resolution  and  that 
enial  of  the  variation  would  devolve  a  hardship  upon  him ; 

nd 

|  Whereas,  this  application  was  granted  by  the  board  at  its 
leeting,  November  20,  1928,  on  certain  conditions,  and  ap- 
licant  requests  a  modification  of  these  conditions  and  an 
xtension  of  time  and  now  requests  a  further  extension  of 

me. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  dis¬ 


trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  aitccts  the  alteration  of  the  front  of  the  present  garage 
on  Prospect  avenue  so  as  to  permit  the  conduct  and  opera¬ 
tion  of  a  gasoline  service  station,  on  condition  that  any 
openings,  exits  or  entrances  to  the  proposed  gasoline  selling 
station  shall  be  not  less  than  25  ft.  north  of  the  northerly 
building  line  of  Terrace  place;  that  a  12-inch  concrete  curb 
shall  be  erected  along  the  building  line  on  Prospect  avenue 
for  full  length  of  space  to  be  occupied  by  gas  station  with 
two  openings  to  the  gasoline  service  portion  of  the  premises ; 
that  no  portable  tanks  shall  be  operated  outside  the  building 
line  of  premises ;  that  no  grease  racks  shall  be  installed  or 
maintained  or  any  crankcase  service  allowed  on  the  gasoline 
service  portion  of  these  premises;  that  all  permits  required 
shall  be  obtained  within  six  months  and  all  work  involved 
thereby  completed  within  six  months  from  June  11,  1930. 


MINUTES 


|  ^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
id  appeals  held  Tuesday,  July  22,  1930,  as  they  appeared 
Bulletin  No.  30,  Vol.  XV,  are  hereby  corrected  to  read 

follows : 

7-29-BZ. 

PPLICANT — William  F.  Doyle,  for  Michael  W.  Tierney 
and  Joseph  J.  Slater,  owners. 

(JBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  exten¬ 
sion  of  an  existing  gasoline  service  station. 
REMISES  AFFECTED — 527  East  233rd  street,  north¬ 
west  corner  of  Webster  avenue,  The  Bronx 

PPEARANCES — 

For  Applicant:  M.  J.  Ort. 

For  Opposition:  None. 

CTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 

(417-29-BZ) 

Whereas.  William  F.  Doyle,  for  Michael  W.  Tierney  and 
,;eph  T.  Slater,  owners,  filed,  June  18,  1928.  an  application, 
tder  the  building  zone  resolution,  to  permit  in  a  business 
c  tr>ct  the  extension  of  an  existing  gasoline  service  station ; 
pmises  527  East  233rd  street,  northwest  corner  of  Webster 
^nue,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
t  board  of  standards  and  appeals,  at  its  regular  meeting, 
Jcember  3,  1929,  after  due  notice  by  publication  in  the 
'  lletin  of  the  Board  of  Standards  and  Appeals ;  and 
.Vhereas,  the  use  district  maps  accompanying  the  building 
'■ie  resolution  show  that  Peters  place,  west  side,  is  in  an 
restricted  district;  Peters  place,  east  side,  and  Webster 
‘nue,  west  side,  are  in  a  business  district;  Webster  avenue, 
side,  north  of  a  point  100  ft.  north  of  East  233rd 
;  :et,  is  in  a  residence  district ;  East  233rd  street,  east  of 
^bster  avenue,  is  in  a  business  district;  East  233rd  street, 

’’t  of  Webster  avenue,  south  side,  is  in  a  residence  dis- 
•U.  East  233rd  street,  west  of  Webster  avenue,  north 
is  in  a  business  district  between  Webster  avenue  and 
:  ers  place  and  unrestricted  district  west  of  Peters  place; 

)  W  *  ^\W 

Vhereas,  the  decision  of  the  superintendent  of  buildings, 
■dered  June  10,  1929  (re  App.  Alt.  278-29),  reads: 

Correction— “22Zrd”  changed  to  "233 rd”  in  lines  15  and 

of  resolution. 
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and 


1.  Erection  or  extension  of  gasoline  service  station 
in  business  district  is  contrary  to  provisions  of  Building 
Zone  Resolution.”; 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  191.96  ft.  on  Webster  avenue,  75.83  ft  on 
East  233rd  street  and  191.44  ft.  on  Peters  place;  on  the 
southwest  corner  of  the  plot  there  is  an  existing  gasoline 
service  station  (approximately  80  ft.  by  50  ft.  in  area)  • 
it  is  proposed  to  install  additional  tanks,  pumps  and  grease 
pits,  a  one-story  office,  approximately  50  ft.  by  35  ft.  in 
area,  and,  also,  one-car  garages  and  an  auto  laundry,  and 
tOdOccupy  entire  premises  as  a  gasoline  service  station; 

Whereas  the  board  is  empowered,  under  the  provisions 
pt  section  ,a,  to  grant  a  variation  for  the  extension  of  an 
industrial  use,  and  there,  now  exists  on  the  premises  in 

works'0  and  g3S°  lne  service  station  and  stone  monument 

Whereas,  the  applicant  has  the  consent  of  all  propertv 

tTonCTandffeCted  t0  the  S°Uth  °f  premises  in  ques- 

Whereas,  the  premises  is  situated  directly  opposite  an  un- 

acter1Cnf d+bdlSir-ClK°np ^  .same,street  fr°nt  and  the  char¬ 
acter  of  the  neighborhood  is  such,  being  surrounded  by  non- 

r  T’/?  Practical  difficu,ty  and  ^necessary 

hardship  would  devolve  upon  the  applicant  as  within  the 

meaning  of  section  21  of  the  building  zone  resolution;  and 
V\  hereas,  this  application  was  granted  bv  the  board  at  its 
meeting.  December  3,  1929,  on  certain  conditions,  and  appli¬ 
cant  requests  an  extension  of  time.  1 1 

bJ?fh°lVedi,  tHat  th?  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  apHication  of  the  use  dis- 

rict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  along  the  street  fronts  at  building 
line  a  concrete  curbing  not  less  than  12  in.  above  grade  and 

within’^  L  of  Th  gr°line  pump  shaI1  be  ^ated 

2  L  K  'M  he  buildmS  bne  on  either  street  front; 

ooorrl  ;tri'  d,n^  w°P°rd  tC  be  erected  on  the  corner  of 
-33rd  street  and  Webster  avenue  shall  be  finished  on  the 

exterior  on  all  sides  with  light-colored  face  brick,  with  hip 

Tit  TSl>a™?h  fde  or  variegated  slate;  that  all  advertising 

f  Ct1  \°  th,e  p?ate  *Iass  show  windows  on  the 
t.eet  fronts  and  to  the  illuminating  globes  of  the  e-as 

pumps;  that  the  grease  rack  structure,  as  indicated  on  the 
plans  filed,  shall  be  enclosed  in  walls  of  approved  masonrv, 
with  open,  arched  front:  that  the  garage  occupancv  shall  be 
restricted  to  not  more  than  five  automobiles  in  single  unit 
division^;  that  there  shall  be  not  more  than  two  vehicular 
entrances  on  the  Webster  avenue  front,  neither  of  which 
•shall  exceed  a  width  of  10  ft.  in  the  clear,  and  not  more 
than  one  vehicular  opening  on  the  233rd  street  front  •  that 
all  permits  required  shall  be  obtained  within  three  months 
from  July  22.  1930.  and  all  work  involved  therebvwmp^eted 
within  one  year  from  December  3,  1929. 


.  * 

«  *  ^ 

•jr  ' 


PROGRESS  REPORT 


.  --.r'*  1  'V 

:  ‘  DOCKET. 

Cases  pending  December  31,  1929. 


Cases  filed  up  to  July  30,  1930 


Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 

Cases  pending  July  30,  1930 . 


DISPOSITION  OF  CASES. 


392  Withdrawn  .  l 

Dismissed . 

Denied  .  l: 

518  Granted  . 

Granted  on  condition .  2f 

Appliances  approved . 


33  Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

146  Requests  to  reopen  granted .  l; 

Requests  to  reopen  denied .  ; 

11  Requests  to  amend  granted . 

Requests  to  amend  denied . 

30  Requests  for  modification  granted .  | 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

53  Requests  for  extension  of  time  granted .  { 

Requests  for  extension  of  time  denied . 

4  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

25  Plans  approved .  ! 

Plans  disapproved . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

0  Interpretations  . 

Requests  withdrawn  or  dismissed . 

1212  Total  .  7 

784 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


B 

offices  of  the  board  and  of  the  further  publication  of  1 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  t! 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  i 
cases  promptly,  for  the  reason  that  the  pendency  of  i 
appeal  or  petition  ties  the  hands  of  the  administrative  of 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petiti* 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  t 
appellant  or  petitioner  to  file  necessary  data,  or  by  a: 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pla 
and  data  required  by  law  are  supplied,  as  specified  on  t 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  \ 

Name. . 

Street 

P.O 

My  subscription  is  to  begin  wit  h  the  issue  for 
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AUGUST  12,  1930  sin|Ie  cTef- 5  cents  No.  32 
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DIRECTORY 

- 1 - 

BOARD  OF  STANDARDS  AND 

HENRY  L.  CONNELL 
Temporary  Chairman 


the  UBRMW  of 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

SpwiaicKpftings  as  published  in  this  Bulletin. 
APPEALS  AUG  }  ©  s  Calendar,  1  uesdays,  at  2  p.  m. 

M  All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


Manhattan. 

university  of  ILLINOIS 

W  UnTTDO 


HOURS  FOR  CONSULTATION 


James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 
Edward  V.  Barton,  Chief  Clerk. 


fice— Municipal  Building,  Rooms  1001  to  1015. 
lephone — Worth  0184. 

fice  Hours — 9  a.  m.  to  4  p.  m.  Saturdays  9  a.  m.  to 

12  noon. 

1  communications  should  be  addressed  to  the  chairman  of 

the  board 


10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  September  9,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  16,  1930,  at  2  o’clock. 

The  Clerk's  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 

rhis  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  then 
directions. 
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HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

A lew  Cases  Filed  up  to  August  6,  1930. 

Cal.  No.  Department.  Premises  Affected. 

528-30-S . F.D . 247-253  Water  st.,  Bklyn., 

-  L.  D.  75766 

527-30-S.  .F.D.  &  B.B.Bx.  .2000  Bronx  st.,  Bx., 

-  L.  D.  77081  &  Viol.  1156-30 

526-30-A . F.D . 162-166  N.  16th  st.,  Bklyn., 

-  Order  No.  32- A 

525-30- A . F.D . 289  9th  st.,  Bklyn., 

-  Order  No.  30-A 

524-30-A . F.D . South  side  of  Dune  st.,  between 

Edgemere  &  Seagirt  aves., 

-  Edgemere,  Q.,  L.  C.  35114 

523-30-A . F.D . 247-253  Water  st.,  Bklyn., 

-  F-757t)8  &  F-75769 

522-30-BZ . B.B.B....166  Kane  st.,  Bklyn., 

-  Alt.  9032-30 

521-30-S . F.D . 33-35  W.  46th  st.,  Man., 

-  L.  D.  71606,  71607  &  71608 

520-30-S . F.D . 108  W.  11th  st.,  Man., 

-  L.  D.  75156 

519-30-A . F.D . 374-380  Second  ave.,  Man., 

-  F-77458 


CODE. 

F-D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  will  hold  no  meetings  during  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  will  be  held  on  Tuesday,  September  9,  1930,  at  10 
a.  m.,  and  that  the  next  Clerk’s  Calendar  Call  will  be  held 
on  the  same  day  and  date  at  2  p.  m. 

During  the  month  of  August  the  office  will  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  are  from  10  a.  m.  to  1  A  m. — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

202-30-BZ. 

APPLICANT — Rodman  Richardson,  for  Porter  Holding 
Corp.,  owner. 

PREMISES — 220-06  Northern  boulevard  and  45-05  220th 
street,  southeast  corner,  Bayside,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

247-30-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Helen  Karper, 
owner. 


PREMISES — 5202  19th  avenue,  southwest  corner  of  ,3 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  buildings 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  'I 
sion  in  area  and  conversion  of  occupancy  i  t 
first  story  of  an  existing  dwelling  from  res?n 
to  business  use  (stores). 

188-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner,  j 

PREMISES — 306- Steinway  avenue,  east  side,  200  ft.  u 
of  Jamaica  avenue,  Long  Island  City,  Bcui 
of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  bulii 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  district 
a  residence  district,  of  a  proposed  busines  11 
(theatre)  (previously  withdrawn). 

300-28-BZ. 

APPLICANT — W.  Rossiter  Redmond,  for  Tilles  &  Ivi 
Inc.,  owner,  and  Morris  Liebson,  lessee. 

PREMISES— 109-57  to  109-65  206th  street,  southeast  <n 
of  Hollis  avenue,  Bellaire,  Borough  of  QuesJ 

APPLICATION,  under  section  21  of  the  building  0 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ii 
tenance  of  a  gasoline  service  station  (prevjj 
denied). 

135-28-BZ. 

APPLICANT — Michael  Kalmowitz,  lessee,  for  Allied  ol 
Construction  Co.,  owner. 

PREMISES — 236-240  West  50th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  bulii 
zone  resolution, 

TO  PERMIT  in  a  business  district  an  automobile  paii 
space  for  more  than  five  (5)  motor  vehicles  >r 
viously  dismissed  for  lack  of  prosecution). 


SEPTEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 
265-30-A — 225  Moore  street,  Long  Island  City,  Borou;  ( 
Queens. 

313-30- A — Southwest  corner  of  Palisade  avenue  and  ’« 
261st  street,  The  Bronx. 

342- 30-A — 146  Wooster  street,  Manhattan. 

343- 30-A — East  side  of  City  Island  avenue,  between  B| 

and  Sutherland  avenues,  The  Bronx. 
250-30-A — 3240-3256  Bronx  boulevard,  southeast  corn  < 
Rosewood  street,  and  3251-3257  Barkerv 
nue,  The  Bronx. 

26 1-30- A — 433-439  East  8th  street,  Manhattan. 
295-30-A — 247-253  West  19th  street,  Manhattan. 
294-30-A — 247-253  West  19th  street,  Manhattan. 
505-30- A — 4299  Boston  Post  road,  The  Bronx. 
454-30-A — 2641-2645  Nostrand  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  si< 
ards  and  appeals  of  a  public  hearing  under  the  provbt 
of  the  building  zone  resolution,  Tuesday  morning,  Septebi 
9,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Buildin;  c 
the  following  matters : 

cal.  no.  837-28-BZ — Application,  October  30,  1928, 

sections  7g  and  21  of  the  building  * 
resolution,  of  J.  Nelson  Cooper, 
cant,  on  behalf  of  Hahn  Brothers  « 
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proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution;  premises  120  West  107th  street, 
Manhattan. 

285-30-BZ— Application,  April  24,  1930,  under  sec¬ 
tion  7e  of  the  building  zone  resolution, 
of  Harold  G.  Dangler,  applicant,  on  be¬ 
half  of  Peter  F.  Reilly,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  625-631  Bergen  street,  north 
side,  115  ft.  west  of  Vanderbilt  avenue, 
Brooklyn. 

299- 30-BZ — Application,  April  29,  1930,  under  sec¬ 

tion  21  of  the  building  zone  resolution, 
of  Murray  Klein,  applicant,  on  behalf 
of  Nathan  Adelman,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  in  area  of  an  existing  poultry 
slaughter  house;  premises  214  Humboldt 
street,  east  side,  35  ft.  south  of  Scholes 
street,  Brooklyn. 

300- 30-BZ— Application,  April  29,  1930,  under  sec¬ 

tions  7e  and  21  of  the  building  zone 
resolution,  of  Philip  J.  Sinnott,  appli¬ 
cant,  on  behalf  of  Louis  C.  Bock,  owner, 
to  permit  in  a  business  district  the 
alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  169 
East  87th  street,  Manhattan. 

239-30-BZ— Application,  April  4,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Adam  Dietel,  owner,  to  permit  in  a 
residence  district  the  extension  in  area 
of  an  existing  carpet  cleaning  plant; 
premises  222-14  95th  avenue  (Howell 
avenue),  south  side,  250  ft.  east  of  222nd 
street,  Queens  Village,  Borough  of 
Queens. 


tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  201-30-BZ— Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
31st  street  and  30-15  Newtown  avenue 
northwest  corner,  Long  Island'  City,’ 
Borough  of  Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


SEPTEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

6-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

115-30-S — 410  Lafayette  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx 
263-3°-S— 514-526  East  116th  street,  Manhattan.' 

332-30-S — 21-23  Grattan  street,  Brooklyn. 

149-30-S  343-345  West  44th  street,  Manhattan. 

268- 30-iS — 101-103  West  42nd  street  and  1101-1109  Sixth 

avenue,  northeast  corner,  Manhattan. 

269- 30-iS — 735-739  East  9th  street,  Manhattan. 

849-30-S — 13-15  West  28th  street,  Manhattan. 

296-30-S — 247-253  West  19th  street,  Manhattan. 

331-30-S— 144  East  74th  street  and  1031  Lexington  avenue, 

southeast  corner,  Manhattan. 

Appliances  Submitted  for  Approval. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A  ap¬ 
proval  of.  ’ 

372-30-SA— International  Mechanical  Draft  Oil  Burner  ap¬ 
proval  of.  ’ 


304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

303-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  117- 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

.  321-30-BZ— Application,  May  9,  1930,  under  sec 


TUESDAY,  SEPTEMBER  16,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

350-30-BZ. 

APPLICANT— Henry  Wolf,  for  Hotel  Statler  Co.,  Inc 
owner.  ’’ 

REMISES— 223-227  West  33rd  street,  Manhattan. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

387-30-BZ. 

P  RE  MI  S  F  S  T  w?Hain  Shafy’  f°r  J°hn,  H‘  HamiI1>  owner- 
1  REMISES— 3086  Hull  avenue,  east  side,  100  ft.  south  of 

East  204th  street,  The  Bronx. 

APPLICATION,  under  sections  7a  and  21  of  the  building 

zone  resolution,  s 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 


679 


CALENDAR 


388-30-BZ. 

APPLICANT— Thomas  P.  Mackay,  for  Felix  Nolan  and 
Margaret  Nolan,  owners. 

PREMISES — 756-758  Alabama  avenue  and  455-465  Linden 
boulevard,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

396-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Isidor  Schraub  and 
Celia  Silverman,  owners. 

PREMISES— 6504-6506  Woodside  avenue  and  4201-4205 
65th  street,  southeast  corner,  Woodside,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

317-30- A — 3  Park  Row  and  5  Ann  street,  Manhattan. 
324-30-A — 128-436  Greenwich  street,  Manhattan. 

334-30-A — 117-125  West  14th  street  and  118-128  West  15th 
358-30- A — 12-16  East  14th  street  and  7-13  East  13th  street, 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  123-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  289-30-BZ — Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hugo  E.  Magnuson,  applicant,  on  be¬ 
half  of  Mayer  Leaventon,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  3059-3071  Ocean 
avenue,  northeast  corner  of  Voorhies 
avenue,  Brooklyn. 

cal.  no.  319-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 


behalf  of  Louis  Ridder,  owner,  to  per 
mit  in  a  business  district  the  erectio 
and  maintenance  of  a  gasoline  servic 
station;  premises  31-01  Newtown  avenu 
and  28-25  31st  street,  northeast  come: 
Long  Island  City,  Borough  of  Queen: 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  unde 
sections  7g  and  21  of  the  building  zon 
resolution,  of  William  Layton  Hall,  ai 
plicant,  on  behalf  of  Mabel  Hal 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gas< 
line  service  station;  premises  337  Ai 
butus  avenue,  northeast  corner  of  Hyla 
boulevard,  Huguenot,  Borough  of  Riel 
mond. 

cal.  no.  274-30-BZ — Application,  April  21,  1930,  under  se< 
tions  7e  and  21  of  the  building  zone  re: 
olution,  of  James  W.  Byrnes,  applican 
on  behalf  of  Ninety  Butler  Street  Corj 
owner,  to  permit  in  a  business  distri< 
the  alteration  and  change  of  occupant 
from  a  garage  and  factory  building  to 
garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles ;  premises  86-5 
Butler  street,  south  side,  250  ft.  east  < 
Smith  street,  Brooklyn. 

cal.  no.  323-30-BZ — Application,  May  9,  1930,  under  se 
tion  21  of  the  building  zone  resolutio 
of  William  F.  Doyle,  applicant,  on  b 
half  of  Irene  E.  Moeller,  owner, 
permit  in  a  business  district  the  erectit 
and  maintenance  of  a  gasoline  servi 
station;  premises  187-51  to  187-63  Holl 
avenue,  northwest  corner  of  190th  stre 
(Seminole  avenue),  Hollis,  Borough  < 
Queens. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  und 
sections  7f  and  21  of  the  building  zo 
resolution,  of  Christopher  McGrath,  a 
plicant,  on  behalf  of  Hilvid  Real 
Corp.,  owner,  to  permit  in  a  busine 
district  the  erection  and  maintenance 
a  gasoline  service  station  (previous 
denied  under  section  21)  ;  premis 
southwest  corner  of  Wilkinson  aven 
and  Westchester  avenue,  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman, 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A— 600-602  West  28th  street  and  269-275  11th  ai 
nue,  southwest  corner,  Manhattan. 
690-29-A — 232-236  East  40th  street,  Manhattan. 
110-30-A— 43-49  West  22nd  street  and  56-62  West  S£  ■ 
street,  Manhattan. 

94- 30- A — 16-18  East  43rd  street  and  13  East  42nd  stre . 

Manhattan. 

95- 30-A— 141  West  42nd  street  and  138-142  West  4M 

street,  Manhattan. 

150-30- A— 1-7  Wall  street,  72-86  Broadway  and  1-11  N' 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
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{ the  building  zone  resolution,  Tuesday  afternoon,  September 

6,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 

n  the  following  matters : 

al.  no.  160-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

al.  no.  259-30-BZ — Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution ; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

al.  no.  209-30-BZ — Application,  March  24,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 

al.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

:al.  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

392-30-BZ. 

APPLICANT — Max  Siegel  and  George  H.  Levy,  for  Gabriel 
Adler,  lessee  (21-year  lease). 

PREMISES — 2434-2440  Creston  avenue,  east  side,  65.14  ft. 
south  of  East  188th  street,  The  Bronx. 


APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  building  (stores). 

166-30-BZ. 

APPLICANT — Nagle  Garages,  Inc.,  lessee,  for  Postal  Bond 
&  Mortgage  Co.,  Inc.,  owner. 

PREMISES — 50  Nagle  avenue,  Manhattan. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  and  residence  use  district  the 
erection  and  maintenance,  for  a  temporary  period  of 
two  (2)  years,  of  forty-five  (45)  individual  garages, 
space  rented  to  persons  not  residing  on  the  premises. 

277-30-BZ. 

APPLICANT — Peter  Reilly,  for  Mary  A.  Reilly,  owner. 

PREMISES — East  side  of  Farmers  avenue,  51.36  ft.  north 
of  Everitt  avenue,  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

318-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Maurice  Greenberg, 
owner. 

PREMISES — 441-451  89th  street  and  8814-8824  Fifth  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

210-30-A — 47-65  West  42nd  street  and  1100  Sixth  avenue, 
northeast  corner,  Manhattan. 

246-30-A — 125-135  Greene  street,  Brooklyn. 

252-30- A — 332-336  East  75th  street,  Manhattan. 

347-30-A — 23  East  20th  street,  Manhattan. 

258-30-A — 120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

305-30-A — 30-32  West  21st  street,  Manhattan. 

309-30-A — 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

339-30-A — 42-48  East  20th  street,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
23,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  243-28-BZ — Application,  March  21,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Essanarr  Garage  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


681 


CALENDAR 


SEPTEMBER  23,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

279-30-A— 76-80  39th  street,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30- A — 181  Broadway,  Manhattan. 

140- 30- A— 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
23,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  155-30-BZ — Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

cal.  no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25 ;  by  mail,  $1.35. 


maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied) ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond.  4  J 

cal.  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be-J 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East. 
170th  street,  northwest  corner,  The 
Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


SEPTEMBER  30,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

361-30-A— 170-194  Avenue  X,  Brooklyn. 

368- 30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  street, 

Brooklyn. 

369- 30-A — 27-33  West  23rd  street  and  8-12  West  24th 

street,  Manhattan.  , 

384-30-A — 11-22  to  11-28  44th  road,  Long  Island  City.  J 
Borough  of  Queens. 

237-30- A — 2-18  Milford  street  and  3156-3166  Atlantic  ave¬ 
nue,  southwest  corner,  Brooklyn. 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S— 236-238  Fifth  avenue,  Manhattan. 

251-30-S — 909-915  Faile  street  and  1166  Garrison  avenue 
southwest  corner,  The  Bronx. 

233-30-S — 82-90  Brown  place  and  491-497  East  132nc 
street,  northeast  corner,  The  Bronx. 

244-30-S — 76-78  Madison  avenue  and  22  East  28th  street 
southwest  corner,  Manhattan.  J 

257-30-S— 120-126  West  36th  street,  111  West  35th  stree' 
and  1333  Broadway,  Manhattan. 

327-30-S — 194-196  Palmetto  street,  Brooklyn. 

338-30-S — 42-48  East  20th  street,  Manhattan. 

281-30-S— 247-249  Pearl  street,  Manhattan. 

292-30-S — 221-221  Fourth  avenue  and  105-111  East  18tl 
street,  northeast  corner,  Manhattan. 

310-30-S — 239-243  Fourth  avenue,  Manhattan. 

284-30-S — 775  Sixth  avenue  and  101  West  26th  street 
northwest  corner,  Manhattan. 

341-30-S — 100-106  Sixth  avenue,  17-39  Watts  street  an< 
27-39  Thompson  street,  Manhattan. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  th 
Distribution  Division  of  the  City  Record  Office,  378  Wes 
Broadway.  Price,  30c;  by  mail,  35c.  *  I 


RESERVE  CALENDAR 

BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 


U29-27-A — 39  Fifth  avenue,  Manhattan. 

030-27-A — 13-16  Central  Park  West,  Manhattan. 

03 1-27- A — 20-28  West  72nd  street,  Manhattan. 

032-27-A — 242-248  West  76th  street,  Manhattan. 

3/4-29-A  11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

ilO-22-SA — Crocker  Gas  Valve,  approval  of. 

:99-22-SA— Kennell  Gas  Cut-Off  Valve,  approval  of. 

73-22-SA — Anti-Syphon  Valve,  approval  of. 

130-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

49-22-SA — Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

24- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

27-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

S2-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut-Off  Valve,  approval  of. 

T9-23-SA — Heil  Standard  200  Ga!.  Truck  Tank,  approval 

of. 

•7-23-S  A — “Automatic”  Deluge  Valve,  approval  of. 
3-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

:5-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

‘2-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

!8-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

10- 23-SA  — Apex  Gas  Cut-Off  Valve,  approval  of. 

2-24-S A — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

15-24-SA — Wills  Automatic  Ga?  Shut-Off  Valve,  approval 

of. 

V24-SA — Milnes  Oil  Burner,  approval  of. 

I*^24-S A — Decker  Oxohvdrogen  Oil  Burner,  approval  of 

1 1- 24- S A — Salvo  Fire  Extinguisher,  approval  of. 

H-24  S A  — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

it-24-SA — Smolensky  Check  Valve,  approval  of. 

i -25-SA  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

-25-SA — Koerting  Gear  Pump,  approval  of. 

-25-SA  —  Palmer  Gravity  Lock,  approval  of. 


353-26-SA— Signal  Weatherproof  Bells,  approval  of. 
364-26-SA — Kork-n-Seal,  approval  of. 

39 /-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA  Protectoseal  Cover,  approval  of. 

890-26- S A  Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 

187-27-SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-S A— Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA  Elkhart  Flush  Type  Siamese,  approval  of 

955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 

977-27 -S A  Romec  Rotary  Pump,  approval  of. 

1162-27-S A— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 
765-28-SA — Keuka  Oil  Burner,  approval  of. 

9 5 8-28- S A  N.  D.  T.  Fire  Gong  Control  Panels,  approval 

42-29-SA  Safe-Way  Outlet  Pressure  Reducing  Valve 
approval  of. 

3 80-29  - S A  Kennedy  2^-Inch  Hose  Outlet  Valve  Type 
A,  approval  of.  ’ 

42I-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

53o-29-S A  Croker  2J^-Inch  Pressure  Reducing  Valve  ap¬ 
proval  of.  ’ 

19o-30-SA— Simplex  Water  Pressure  Reducing  Valve  ap¬ 
proval  of.  ’  F 

231- 30-SA  Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out- 

Jet  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-fnch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA  Scranton  Steam  Pumps,  approval  of. 

3 14-30- S A  Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

320-30-SA — Victory  Oil  Burner,  approval  of. 

3.) 9 -30- S A  Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

373-30-SA — Gar  Wood  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com - 
iinttee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . . 

Cases  filed  up  to  August  6,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installation? . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  R>r  interpretation . . . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . 

Dismissed . 

Denied  . 

528  Granted  . 

Granted  on  condition . 

Appliances  approved . . 

33  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

146  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

11  Requests  to  amend  granted . 

Requests  to  amend  denied . 

30  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

53  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

4  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

25  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn.. 

0  Interpretations  . ...... . 

Requests  withdrawn  or  dismissed . 


115 

18 

124 

1 

225 

24 
4 
1 
0 

120 

20 

10 

1 

23 

6 

0 

0 

52 

1 

4 

0 

0 

0 

25 
0 
0 
0 
0 
7 


Total  .. 
Disposed  of 


1222  Total 

784 


Cases  pending  August  6,  1930 


438 


784 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan* 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  atjtafp  m 

Special  meetings  as  publisTfedf/^this  Bulletin. 

Call  °f  Clerks  Calendar,  Tuesday  <3  Mt,  2  p.  m. 

All  hearings  are  held  in  Room  1013,  'Mu/flcipal  Building 
Manhattan.  ^ 

HOU^fc^gB  CONSUIifeEION 

10  ATM/ty  I  P.  M. 

Any  person  desiring  to  consurrtl/rf /chairman  or  the  en- 
gniers  pertaining  to  the  work  of  tod  will  be  seen 

only  between  the  hours  of  ten  in  the  nKmShg  and  one  in 
the  afternoon — Saturdays  excepted. 


fice — Municipal  Building,  Rooms  1001  to  1015. 

Ilephone — Worth  0184. 

.fice  Hours — 9  a.  m.  to  4  p.  m.  Saturdays  9  a.  m.  to 

12  noon. 

communications  should  be  addressed  to  the  chairman  of 
the  board 

CONTENTS 

his  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Smoking  in  Factory  Rules. 

Amendment  to  Standpipe-“Fireline”  Rules. 

Progress  Report. 


CA1_,L,  OF  CLERK’S  CALENDAR 

n  T.h.e  CIerk's  Calendar  consists  of  applications  under  the 
uncling  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  wd1  be  called  in  Room  1013,  Tuesday,  September  9,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day.  & 

1  he  next  subsequent  Call  of  the  Calendar  will  be  on 
1  uesday,  September  16,  1930,  at  2  o’clock. 


Ihe  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  oi  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
ie  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL.  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  August  13,  1930. 

Cal.  No.  Department.  Premises  Affected. 

538-30-S . B.B.B _ 1526-1536  62nd  st.,  Bklyn., 

-  Applic.  8403-30 

537-30-A . B.B.M _ 1446-1450  Broadway,  Man., 

-  N.  B.  82-30 

536-30-A . B.B.M _ 1410  Broadway,  Man., 

_ _  N.  B.  27-30 

535-30- A . F.D . 203-209  W.  146th  st.,  Man., 

-  F-69859 

534-30-BZ . B.B.B _ 24-26  College  pi.,  Bklyn., 

-  Applic.  364-30 

533-30-A . F.D . 135-137  Driggs  ave.,  Bklyn., 

-  Order  No.  47- A 

532-30-S . F.D . 203-209  W.  146th  st.,  Man., 

-  L.  D.  69860  &  L.  D.  69861 

531-30- A . F.D . 6502  18th  ave.,  Bklyn., 

-  Order  No.  66-A 

530-30-A . F.D . 4112  13th  ave.,  Bklyn., 

-  Order  No.  65-A 

529-30- A . F.D . 611-621  Broadway,  Man., 

-  F-74291 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  will  hold  no  meetings  during  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  zvill  be  held  on  Tuesday,  September  9,  1930,  at  10 
a.  m.,  and  that  the  next  Clerk’s  Calendar  Call  zvill  be  held 
on  the  same  day  and  date  at  2  p.  m. 

During  the  month  of  August  the  office  zvill  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  are  from  10  a.  m.  to  1  h.  m. — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

TUESDAY,  SEPTEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

202-30-BZ. 

APPLICANT — Rodman  Richardson,  for  Porter  Holding 
Corp.,  owner. 

PREMISES — 220-06  Northern  boulevard  and  45-05  220th 
street,  southeast  corner,  Bayside,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karper, 
owner. 


PREMISES — 5202  19th  avenue,  southwest  corner  of  52m 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zom 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  extern 
sion  in  area  and  conversion  of  occupancy  of  thi 
first  story  of  an  existing  dwelling  from  resident 
to  business  use  (stores). 

188-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner. 

PREMISES — 306  Steinway  avenue,  east  side,  200  ft.  soutl 
of  Jamaica  avenue,  Long  Island  City,  Borougl 
of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  buildinj 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  district  inti 
a  residence  district,  of  a  proposed  business  us 
(theatre)  (previously  withdrawn). 

300-28-BZ. 

APPLICANT — W.  Rossiter  Redmond,  for  Tilles  &  Haves 
Inc.,  owner,  and  Morris  Liebson,  lessee. 

PREMISES — 109-57  to  109-65  206th  street,  southeast  come 
of  Hollis  avenue,  Bellaire,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station  (previousl 
denied). 

135-28-BZ. 

APPLICANT — Michael  Kalmowitz,  lessee,  for  Allied  Hot< 
Construction  Co.,  owner. 

PREMISES— 236-240  West  50th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  buildin 
zone  resolution, 

TO  PERMIT  in  a  business  district  an  automobile  parkin 
space  for  more  than  five  (5)  motor  vehicles  (pr( 
viously  dismissed  for  lack  of  prosecution). 


SEPTEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

265-30-A — 225  Moore  street,  Long  Island  City,  Borough  c 
Queens. 

3 13-30- A — Southwest  corner  of  Palisade  avenue  and  We 
261st  street,  The  Bronx. 

342- 30- A — 146  Wooster  street,  Manhattan. 

343- 30-A — East  side  of  City  Island  avenue,  between  Bridg 

and  Sutherland  avenues,  The  Bronx. 
250-30-A — 3240-3256  Bronx  boulevard,  southeast  corner  < 
Rosewood  street,  and  3251-3257  Barker  av 
nue,  The  Bronx. 

261-30-A — 433-439  East  8th  street,  Manhattan. 

295-30-A — 247-253  West  19th  street,  Manhattan. 

294-30- A — 247-253  West  19th  street,  Manhattan. 
505-30-A — 4299  Boston  Post  road,  The  Bronx. 

454-30-A — 2641-2645  Nostrand  avenue,  Brooklyn. 

Building  Zone  Applications.  I 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stair 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning,  Septemb 
9,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  < 
the  following  matters: 

cal.  no.  837-28-BZ — Application,  October  30,  1928,  und 
sections  7 g  and  21  of  the  building  zo 
resolution,  of  J.  Nelson  Cooper,  app 
cant,  on  behalf  of  Hahn  Brothers  Fir 
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proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution  ;  premises  120  West  107th  street, 
Manhattan. 

KL.  no.  285-30- BZ— Application,  April  24,  1930,  under  sec¬ 
tion  7e  of  the  building  zone  resolution, 
of  Harold  G.  Dangler,  applicant,  on  be¬ 
half  of  Peter  F.  Reilly,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  625-631  Bergen  street,  north 
side,  115  ft.  west  of  Vanderbilt  avenue, 
Brooklyn. 

.L.  no.  299-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Murray  Klein,  applicant,  on  behalf 
of  Nathan  Adelman,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  in  area  of  an  existing  poultry 
slaughter  house;  premises  214  Humboldt 
street,  east  side,  35  ft.  south  of  Scholes 
street,  Brooklyn. 

(L.  no.  300-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Philip  J.  Sinnott,  appli¬ 
cant,  on  behalf  of  Louis  C.  Bock,  owner, 
to  permit  in  a  business  district  the 
alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  169 
East  87th  street,  Manhattan. 

:l.  no.  239-30-BZ— Application,  April  4,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Adam  Dietel,  owner,  to  permit  in  a 
residence  district  the  extension  in  area 
of  an  existing  carpet  cleaning  plant; 
premises  222-14  95th  avenue  (Howell 
avenue),  south  side,  250  ft.  east  of  222nd 
street,  Queens  Village,  Borough  of 
Queens. 


t'onjl  of  the  building  zone  resolution, 
U  1  ™.cCoroey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 


cal.  no.  201-30-BZ— Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu- 
tmn,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
hve  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
^SVS*ree^  an^  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City,’ 
Borough  of  Queens. 


HENRY  L.  CONNELL, 

T emporary  Chairman. 


SEPTEMBER  9,  1930,  2  P.  M. 


6-30 

115-30- 

181-30- 

263-30- 

332-30- 

149-30- 

268- 30 

269- 30- 
349-30- 
296-30- 
331-30 


S  2 o-2 7  West  56th  street  and  24-26  West  67th 
street,  Manhattan. 

e — 4-°  Lafayette  street>  Manhattan. 

'S  1789-1791  Jerome  avenue,  The  Bronx 
-S— 514-526  East  116th  street,  Manhattan.’ 

21-23  Grattan  street,  Brooklyn. 

■S  343-345  West  44th  street,  Manhattan. 

■ib  101-103  West  42nd  street  and  1101-1109  Sixth 
avenue,  northeast  corner,  Manhattan. 

S'  735-739  East  9th  street,  Manhattan. 

S — 13-15  West  28th  street,  Manhattan. 

S— 247-253  West  19th  street,  Manhattan, 
b  144  East  <4th  street  and  1031  Lexington  avenue, 
southeast  corner,  Manhattan. 


Appliances  Submitted,  for  Approval. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner  ap¬ 
proval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A  ap¬ 
proval  of.  ’ 

372-30-SA— International  Mechanical  Draft  Oil  Burner  ap¬ 
proval  of.  ’ 


no.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  50  Downing 
street  and  214-218  West  Houston  street 
Manhattan. 

no.  303-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  117- 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

NO.  321-30-BZ— Application,  May  9,  1930,  under  sec- 


OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  16,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

350-30-BZ. 

APPLICANT— Henry  Wolf,  for  Hotel  Statler  Co.,  Inc 
owner.  ’  * 

PREMISES— 223-227  West  33rd  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

387-30-BZ. 

PREMISEST^HaTl  SHary’  f°r  J°h",  H'  HamilI«  owner. 

PRLMISES— 3086  HuntavSue.Beas,xS,de,  100  £,.  south  of 

APPLICATION  under  sections  7a  and  21  of  the  building 
zone  resolution,  s 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 
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388-30-BZ. 

APPLICANT— Thomas  P.  Mackay,  for  Felix  Nolan  and 
Margaret  Nolan,  owners.  . 

PREMISES— 756-758  Alabama  avenue  and  455-465  Linden 
boulevard,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

396-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Isidor  Schraub  and 
Celia  Silverman,  owners. 

PREMISES— 6504-6506  Woodside  avenue  and  4201-4205 
65th  street,  southeast  corner,  Woodside,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

3 17-30- A — 3  Park  Row  and  5  Ann  street,  Manhattan. 

324-30-A — 428-436  Greenwich  street,  Manhattan. 

334-30-A — 117-125  West  14th  street  and  118-128  West  15th 

358-30-A — 12-16  East  14th  street  and  7-13  East  13th  street, 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  123-30-BZ— Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  289-30-BZ — Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hugo  E.  Magnuson,  applicant,  on  be¬ 
half  of  Mayer  Leaventon,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  3059-3071  Ocean 
avenue,  northeast  corner  of  Voorhies 
avenue,  Brooklyn. 

cal.  no.  319-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 


behalf  of  Louis  Ridder,  owner,  to  i' 
mit  in  a  business  district  the  erect 
and  maintenance  of  a  gasoline  sen 
station;  premises  31-01  Newtown  ave 
and  28-25  31st  street,  northeast  cori 
Long  Island  City,  Borough  of  Queu 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  un; 

sections  7g  and  21  of  the  building  z 
resolution,  of  William  Layton  Hall,  t 
plicant,  on  behalf  of  Mabel  H 
owner,  to  permit  in  a  business  dist 
the  erection  and  maintenance  of  a  g;> 
line  service  station;  premises  337  : 
butus  avenue,  northeast  corner  of  H; 
boulevard,  Huguenot,  Borough  of  Ri 
mond. 

cal.  no.  274-30-BZ— Application,  April  21,  1930,  under 
tions  7e  and  21  of  the  building  zone 
olution,  of  James  W.  Byrnes,  applici 
on  behalf  of  Ninety  Butler  Street  C(u 
owner,  to  permit  in  a  business  disia 
the  alteration  and  change  of  occup<i 
from  a  garage  and  factory  building  1 
garage  for  the  storage  of  more  ij 
five  (5)  motor  vehicles;  premises  8)| 
Butler  street,  south  side,  250  ft.  eas 
Smith  street,  Brooklyn. 

cal.  no.  323-30-BZ — Application,  May  9,  1930,  under  q 
tion  21  of  the  building  zone  resolu 
of  William  F.  Doyle,  applicant,  on' 
half  of  Irene  E.  Moeller,  owner 
permit  in  a  business  district  the  ere< 
and  maintenance  of  a  gasoline  sen 
station;  premises  187-51  to  187-63  HI 
avenue,  northwest  corner  of  190th  s  i 
(Seminole  avenue),  Hollis,  BorougJ 
Queens. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  u 
sections  7f  and  21  of  the  building  I 
resolution,  of  Christopher  McGrath  4 
plicant,  on  behalf  of  Hilvid  R Ij 
Corp.,  owner,  to  permit  in  a  bus  a 
district  the  erection  and  maintenamj 
a  gasoline  service  station  (previ<| 
denied  under  section  21)  ;  pren 
southwest  corner  of  Wilkinson  a\l 
and  Westchester  avenue,  The  Bron 

HENRY  L.  CONNELL 

Temporary  Cliairm 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A — 600-602  West  28th  street  and  269-275  11th 
nue,  southwest  corner,  Manhattan. 
690-29-A — 232-236  East  40th  street,  Manhattan. 
110-30-A — 43-49  West  22nd  street  and  56-62  West 
street,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  s! 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West 

street,  Manhattan. 

150-30- A — 1-7  Wall  street,  72-86  Broadway  and  1-11  jj 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ii 
ards  and  appeals  of  a  public  hearing  under  the  prov 


i 
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rthe  building  zone  resolution,  Tuesday  afternoon,  September 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters : 

-  no.  160-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-8S8  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

.  no.  259-30-BZ — Application,  April  ll,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 


A1  PLICA  1  ION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMI I ,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  building  (stores). 


166-30-BZ. 

APPLICANT  Nagle  Garages,  Inc.,  lessee,  for  Postal  Bond 
&  Mortgage  Co.,  Inc.,  owner. 

PREMISES — 50  Nagle  avenue,  Manhattan. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  and  residence  use  district  the 
erection  and  maintenance,  for  a  temporary  period  of 
two  (2)  years,  of  forty-five  (45)  individual  garages, 
space  rented  to  persons  not  residing  on  the  premises. 


;  i  i  -ou-oz.. 


Do?A<rIT(^4oTTI'Pete^  Reilly’  for  Mary  A.  Reilly,  owner. 

r'Kh.MiSEb — East  side  of  Farmers  avenue,  51.36  ft.  north 

ATDDTTr!™?1  avenue,  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


318-30-BZ. 


.  no.  209-30-BZ — Application,  March  24,  1930,  under 
;  section  21  of  the  building  zone  resolu¬ 

tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
|  Queens. 


APPLICANT— Edward  L.  Kelly,  for  Maurice  Greenberg, 
owner. 

PREMISES — 441-451  89th  street  and  8814-8824  Fifth  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


i  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

i 

n  no.  158-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
t  northeast  corner  of  Avenue  U,  Brook¬ 

lyn. 

HENRY  L.  CONNELL, 

|  Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
UESDAY,  SEPTEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

:J0-BZ. 

:  LIC  A  NT — Max  Siegel  and  George  H.  Levy,  for  Gabriel 
Adler,  lessee  (21-year  lease). 

^MISES — 2434-2440  Creston  avenue,  east  side,  65.14  ft. 
south  of  East  188th  street,  The  Bronx. 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

210-30- A — 47-65  West  42nd  street  and  1100  Sixth  avenue, 
northeast  corner,  Manhattan. 

246-30- A — 125-135  Greene  street,  Brooklyn. 

252-30-A— 332-336  East  75th  street,  Manhattan. 

347-30-A — 23  East  20th  street,  Manhattan. 

258-30-A— 120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

305-30-A — 30-32  West  21st  street,  Manhattan. 

309-30-A — 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

339-30-A — 42-48  East  20th  street,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and .  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  September 
23,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  243-28-BZ— Application,  March  21,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Essanarr  Garage  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  2489-2505  Atlantic  avenue  and 
1  <90-1810  East  New  York  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 
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maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied) ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 


SEPTEMBER  23,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

279-30-A— 76-80  39th  street,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
23,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
MoCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  155-30-BZ — Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

cal.  no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927 ;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 


cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec-, 
tion  21  of  the  building  zone  resolution,' 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

CAL.  NO.  466-29-BZ— Application,  July  12,  1929,  under  sec-. 

tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu-1 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  Easl 
170th  street,  northwest  corner,  The 
Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman,  i 


SEPTEMBER  30,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

361-30- A — 170-194  Avenue  X,  Brooklyn. 

368- 30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  street 

Brooklyn.  . 

369- 30-A — 27-33  West  23rd  street  and  8-12  West  24tl, 

street,  Manhattan. 

384-30-A— 11-22  to  11-28  44th  road,  Long  Island  City 
Borough  of  Queens. 

237-30-A— 2-18  Milford  street  and  3156-3166  Atlantic  ave 
nue,  southwest  corner,  Brooklyn. 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S — 236-238  Fifth  avenue,  Manhattan. 

251-30-S — 909-915  Faile  street  and  1166  Garrison  avenue 
southwest  corner,  The  Bronx. 

233-30-S — 82-90  Brown  place  and  491-497  East  132n< 
street,  northeast  corner,  The  Bronx. 

244-30-S — 76-78  Madison  avenue  and  22  East  28th  street 
southwest  corner,  Manhattan. 

257-30-S— 120-126  West  36th  street,  111  West  35th  stree 
and  1333  Broadway,  Manhattan. 

327-30-S — 194-196  Palmetto  street,  Brooklyn.  : 

338-30-S — 42-48  East  20th  street,  Manhattan. 

281-30-S — 247-249  Pearl  street,  Manhattan. 

292-30-S — 221-221  Fourth  avenue  and  105-111  East  18tl 
street,  northeast  corner,  Manhattan. 

310-30-S — 239-243  Fourth  avenue,  Manhattan. 

284-30-S — 775  Sixth  avenue  and  101  West  26th  street 
northwest  corner,  Manhattan. 

341-30-S — 100-106  Sixth  avenue,  17-39  Watts  street  an 
27-39  Thompson  street,  Manhattan. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25 ;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  th 
Distribution  Division  of  the  City  Record  Office,  378  Wes 
Broadway  Price,  30c;  by  mail,  35c. 
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SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

>ULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
ghted  cigar  or  cigarette  in  any  factory  as  defined  in 
irticle  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
ortion  of  a  factory,  within  the  City  of  New  York,  except 
i  such  protected  portions  or  special  classes  of  occupancies 
s  are  specified  in  Rule  2  of  these  rules,  and  then  only 
fter  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
f  the  lessee  or  lessees  of  the  building  containing  such  fac- 
>ry  or  factories  to  cause  to  be  posted  in  each  and  every 
itrance  hall,  stairhall  or  room  throughout  the  building,  as 
-ell  as  in  every  elevator-car,  in  English,  and  also  in  such 
her  language  or  languages  as  the  fire  commissioner  shall 
irect,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
olation. 

(b)  Application.  Application  for  such  permit  shall 
*  made  only  by  the  owner  of  the  building  on  suitable 
ank  forms  to  be  furnished  by  the  fire  commissioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
:riod,  not  exceeding  one  year,  and  shall  not  be  renewed 
:>on  expiration  until  a  reinspection  of  the  premises  for 
hich  it  is  issued  has  been  made  for  the  purpose  of  de- 
rmining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
ider  which,  the  hours  between  which,  and  the  place  or 
aces  in  such  factory  where  smoking  may  be  permitted, 
id  this  permit  shall  be  framed  and  kept  posted  in  a 
mspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
'ecified  in  the  permit,  in  addition  to  incurring  such  pen- 
ties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
.use  for  the  revocation  of  such  permit  by  the  fire  com- 
issioner,  and  he  shall  not  again  issue  a  permit  for  the 
me  premises  until  at  least  one  year  has  elapsed. 


FACTORIES. 

RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing ; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion: 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re- 
ceotacles. 


RULES 


AMENDMENT  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


lopted  by  the  board  of  standards  and  appeals  June  13,  11)30. 

(281-22-SR) 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE, 
tere  shall  be  an  engineer,  superintendent  or  other 
;rson  in  charge  of  the  standpipe-fire  line  system  in  all 
Hidings  exceeding  eighty-five  feet  in  height  who  shall  be 
igistered,  and  submit  to  an  examination  in  the  Fire  Depart- 
l;nt.  Upon  evidence  of  fitness  to  properly  operate  and  main- 
I  n  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
Ht  effect.  The  certificate  shall  contain  the  full  name  and 
Ismail  photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
seeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 
Theatre  buildings  provided  with  fire  pumps  shall  have  at 
1st  one  certified  operator  on  duty  during  every  perform- 
tce.  Buildings  of  large  areas,  industrial  plants,  amuse- 
t:nt  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
ity  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
■>ls  and  other  auxiliary  fire  appliances  shall  be  kept 
1  perfect  working  order,  and  at  least  once  a  month  the 


person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  bv  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  3o'days 
by  the  person  holding  the  certificate  of  fitness 
He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

i  •  !!,  stancJP|Pe  equipment  in  buildings  exceeding  85  ft  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
hut  at  least  once  every  two  years,  to  a  pressure  test  of 
fifty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929. 


DISPOSITION  OF  CASES. 


392 


Cases  filed  up  to  August  13,  1930. 


538 


Restored  to  calendar . 


33 


Miscellaneous  Applications. 
Requests  to  reopen . 


Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installation?. 

Requests  for  approval  of  plans . 

Administrative  requests . . 

Requests  for  interpretation . . . . . . 


146 

11 

30 

0 

53 

4 

0 

25 

0 

0 


Withdrawn  .  11! 

Dismissed .  II 

Denied  .  1£ 

Granted  . 

Granted  on  condition .  22 

Appliances  approved . _ .  2* 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  12i 

Requests  to  reopen  denied .  21 

Requests  to  amend  granted .  H 

Requests  to  amend  denied . 

Requests  for  modification  granted .  2: 

Requests  for  modification  denied . 

Requests  to  rescind  granted .  I 

Requests  to  rescind  denied .  1 

Requests  for  extension  of  time  granted .  5' 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved .  2 

Plans  disapproved . 

Administrative  requests  granted - .. . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . .  •• . 

Requests  withdrawn  or  dismissed . 


Total  . . 
Disposed  of. 


1232 

784 


Total 


78 


Cases  pending  August  13,  1930. 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result 


Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  .of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failui, 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a 
cases  promptly,  for  the  reason  that  the  pendency  of  t 
appeal  or  petition  ties  the  hands  of  the  administrative  ofl 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petitic 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tl 
appellant  or  petitioner  to  file  necessary  data,  or  by  at 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pla 
and  data  required  by  law  are  supplied,  as  specified  on  tl 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN' 


Name. . . 
Street . 
P.O. 


My  subscription  is  to  begin  wit  h  the  issue  for. 
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BOARD  OF  STANDARDS  AND  APPEALS 

HENRY  L.  CONNELL 
Temporary  Chairman 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


THE  LIBRARY 


James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk,  Q  2  9  1930 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
pertaining  to  the  work  of  the  board,  will  be  seen 
nlyilfctweeri  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
UNIVERSITY  OF  Z°ne  Resolution,  and  its  object  is  to  give  inter- 


Office— Municipal  Building,  Rooms  1001  to  1015. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  4  p.  m.  Saturdays  9  a.  m.  to 

12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


ed  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday ,  September  9,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  16,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 


Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 
Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

Nezv  Cases  Filed  for  Week  Ending  August  20,  1930... 
Cal.  No.  Department.  Premises  Affected. 

548-30-BZ . B.B.B _ 1344-1372  Remsen  ave.,  Bklyn., 

-  Applic.  8526-30 

547-30-S . B.B.M. .  ..358-372  W.  31st  st.,  Man., 

-  N.  B.  136-30 

546-30-A . F.D . Block  bounded  by  W.  252nd  st., 

W.  253rd  st.,  Albany  Post  rd. 
&  Fieldston  rd.,  Bx., 

-  F-77415 

545-30-BZ . B.B.B _ 1922  Kings  highway,  Bklyn., 

-  Applic.  2289-30 

544-30-BZ . B.B.B. ..  .3621  Snyder  ave.,  Bklyn., 

-  Applic.  7897-30 

543-30-BZ . B.B.Q _ 4860  45th  st.,  Woodside,  Q., 

-  Alt.  1049-30 

542-30-A . B.B.R _ East  side  of  Targee  st.,  from 

Naples  to  Venice  sts.,  Con- 

-  cord,  Rich.,  Applic.  1468-29 

541-30-A . F.D . 90  Nassau  ave.,  Bklyn., 

- -  Order  25-A 

540-30-BZ . B.B.Bx. .  .Southeast  corner  of  147th  st.  & 

Southern  blvd.,  Bx., 

-  N.  B.  591-30 

539-30- A . F.D . 215  W.  57th  st.,  Man., 

-  F-77573 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  zvill  hold  no  meetings  during  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  zvill  be  held  on  Tuesday,  September  9,  1930,  at  10 
a.  m„  and  that  the  next  Clerk’s  Calendar  Call  zvill  be  held 
on  the  same  day  and  date  at  2  p.  m. 

During  the  month  of  August  the  office  zvill  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  are  from  10  a.  m.  to  1  h.  in. — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

202-30-BZ. 

APPLICANT — Rodman  Richardson,  for  Porter  Holding 
Corp.,  owner. 

PREMISES — 220-06  Northern  boulevard  and  45-05  220th 
street,  southeast  corner,  Bayside,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karper, 
owner. 


PREMISES — 5202  19th  avenue,  southwest  corner  of  52n< 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exten 
sion  in  area  and  conversion  of  occupancy  of  th 
first  story  of  an  existing  dwelling  from  residenc 
to  business  use  (stores). 

188-30-BZ. 

APPLICANT — Red  Brick  Realty  Co.,  Inc.,  owner. 

PREMISES — 306  Steinway  avenue,  east  side,  200  ft.  sout: 
of  Jamaica  avenue,  Long  Island  City,  Boroug! 
of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  buildin; 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  district  int 
a  residence  district,  of  a  proposed  business  us 
(theatre)  (previously  withdrawn). 

300-28-BZ. 

APPLICANT — W.  Rossiter  Redmond,  for  Tilles  &  Have; 
Inc.,  owner,  and  Morris  Liebson,  lessee. 

PREMISES — 109-57  to  109-65  206th  street,  southeast  corne 
of  Hollis  avenue,  Bellaire,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station  (previousl 
denied). 

135-28-BZ. 

APPLICANT — Michael  Kalmowitz,  lessee,  for  Allied  Hot< 
Construction  Co.,  owner. 

PREMISES— 236-240  West  50th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  buildin 
zone  resolution, 

TO  PERMIT  in  a  business  district  an  automobile  parkin 
space  for  more  than  five  (5)  motor  vehicles  (pre 
viously  dismissed  for  lack  of  prosecution). 


SEPTEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

265-30-A — 225  Moore  street,  Long  Island  City,  Borough  c 
Queens. 

313-30-A — Southwest  corner  of  Palisade  avenue  and  We: 
261st  street,  The  Bronx. 

342- 30-A — 146  Wooster  street,  Manhattan. 

343- 30-A — East  side  of  City  Island  avenue,  between  Bridg 

and  Sutherland  avenues,  The  Bronx. 
250-30- A — 3240-3256  Bronx  boulevard,  southeast  corner  o 
Rosewood  street,  and  3251-3257  Barker  av< 
nue,  The  Bronx. 

261-30-A — 433-439  East  8th  street,  Manhattan. 

295-30-A — 247-253  West  19th  street,  Manhattan. 
294-30-A — 247-253  West  19th  street,  Manhattan. 
505-30-A — 4299  Boston  Post  road,  The  Bronx. 

454-30-A — 2641-2645  Nostrand  avenue,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provisior 
of  the  building  zone  resolution,  Tuesday  morning,  Septembt 
9,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  o 
the  following  matters : 

cal.  no.  837-28-BZ — Application,  October  30,  1928,  und( 
sections  7g  and  21  of  the  building  zor 
resolution,  of  J.  Nelson  Cooper,  ap_pl 
cant,  on  behalf  of  Hahn  Brothers  Fir» 
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proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution  ;  premises  120  West  107th  street, 
Manhattan. 

vl.  no.  285-30-BZ — Application,  April  24,  1930,  under  sec¬ 
tion  7e  of  the  building  zone  resolution, 
of  Harold  G.  Dangler,  applicant,  on  be¬ 
half  of  Peter  F.  Reilly,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  625-631  Bergen  street,  north 
side,  115  ft.  west  of  Vanderbilt  avenue, 
Brooklyn. 

>l.  no.  299-30-BZ — Application,  April  29,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Murray  Klein,  applicant,  on  behalf 
of  Nathan  Adelman,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  in  area  of  an  existing  poultry 
slaughter  house;  premises  214  Humboldt 
street,  east  side,  35  ft.  south  of  Scholes 
street,  Brooklyn. 

.L.  no.  300-30-BZ — Application,  April  29,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Philip  J.  Sinnott,  appli¬ 
cant,  on  behalf  of  Louis  C.  Bock,  owner, 
to  permit  in  a  business  district  the 
alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  169 
East  87th  street,  Manhattan. 

l.  no.  239-30-BZ — Application,  April  4,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Adam  Dietel,  owner,  to  permit  in  a 
residence  district  the  extension  in  area 
of  an  existing  carpet  cleaning  plant; 
premises  222-14  95th  avenue  (Howell 
avenue),  south  side,  250  ft.  east  of  222nd 
street,  Queens  Village,  Borough  of 
Queens. 

'L.  no.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

:l.  no.  303-30-BZ1— -Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  117- 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

■  u  no.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 


tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

CAL.  NO.  201-30-BZ— Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station ;  premises  28-12 
31st  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City, 
Borough  of  'Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


SEPTEMBER  9,  1930,  2  P.  M. 


retitions  for  Variations. 

6-30-S  25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

115-30-S — 410  Lafayette  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

263-30-S  514-526  East  116th  street,  Manhattan. 

332-30-S — 21-23  Grattan  street,  Brooklyn. 

149-30-S — 343-345  West  44th  street,  Manhattan. 

268- 30-S — 101-103  West  42nd  street  and  1101-1109  Sixth 

avenue,  northeast  corner,  Manhattan. 

269- 30-iS— 735-739  East  9th  street,  Manhattan. 

349-30- S — 13-15  West  28th  street,  Manhattan. 

296-30-S  247-253  West  19th  street,  Manhattan. 

331-30-S  144  East  74th  street  and  1031  Lexington  avenue, 

southeast  corner,  Manhattan. 


Appliances  Submitted  for  Approval. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap 
proval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap 
proval  of. 

372-30-SA— International  Mechanical  Draft  Oil  Burner,  ap 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  16,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

350-30-BZ. 

APPLICANT— Henry  Wolf,  for  Hotel  Statler  Co.,  Inc 
owner. 

PREMISES— 223-227  West  33rd  street,  Manhattan. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

387-30-BZ. 

PREMICSEST7n^ilH  ' ?!  Shary’  f°r  J°h'nJ  R  Hami"'  owner' 
PREMISES— 3086  Hull  avenue,  east  side,  100  ft  south  of 

East  204th  street,  The  Bronx. 

APPLICATION,  under  sections  7a  and  21  of  the  building 

zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 
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388-30-BZ. 

APPLICANT— Thomas  P.  Mackay,  for  Felix  Nolan  and 
Margaret  Nolan,  owners. 

PREMISES— 756-758  Alabama  avenue  and  455-465  Linden 
boulevard,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

396-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Isidor  Schraub  and 
Celia  Silverman,  owners. 

PREMISES— 6504-6506  Woodside  avenue  and  4201-4205 
65th  street,  southeast  corner,  Woodside,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

317-30- A — 3  Park  Row  and  5  Ann  street,  Manhattan. 
324-30-A — 128-436  Greenwich  street,  Manhattan. 

334-30- A — 117-125  West  14th  street  and  118-128  West  15th 
358-30-A — 12-16  East  14th  street  and  7-13  East  13th  street, 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  123-30-BZ — Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  289-30-BZ — Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hugo  E.  Magnuson,  applicant,  on  be¬ 
half  of  Mayer  Leaventon,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  3059-3071  Ocean 
avenue,  northeast  corner  of  Voorhies 
avenue,  Brooklyn. 

CAL.  no.  319-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 


behalf  of  Louis  Ridder,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  31-01  Newtown  avenue 
and  28-25  31st  street,  northeast  corner, 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

cal.  no.  274-30-BZ — Application,  April  21,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone  res¬ 
olution,  of  James  W.  Byrnes,  applicant, 
on  behalf  of  Ninety  Butler  Street  Corp., 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
from  a  garage  and  factory  building  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  86-90 
Butler  street,  south  side,  250  ft.  east  of 
Smith  street,  Brooklyn. 

cal  no.  323-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Irene  E.  Moeller,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  187-51  to  187-63  Hollis 
avenue,  northwest  corner  of  190th  street 
(Seminole  avenue),  Hollis,  Borough  of 
Queens. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Christopher  McGrath,  ap¬ 
plicant,  on  behalf  of  Hilvid  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously 
denied  under  section  21)  ;  premises 
southwest  corner  of  Wilkinson  avenue 
and  Westchester  avenue,  The  Bronx. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A— 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

690-29-A — 232-236  East  40th  street,  Manhattan. 

110-30-A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provision* 
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ie  building  zone  resolution,  Tuesday  afternoon,  September 
,1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
che  following  matters : 

,  no.  160-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
.  729  New  Lots  avenue,  Brooklyn. 

no.  259-30-BZ — Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
i  business  district  the  erection  and  main¬ 

tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution ; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

i  no.  209-30-BZ — Application,  March  24,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 

no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  'be¬ 
half  •of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
ITESDAY,  SEPTEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

0-BZ. 

-JCANT — Max  Siegel  and  George  H.  Levy,  for  Gabriel 
Adler,  lessee  (21-year  lease). 

MISES — 2434-2440  Creston  avenue,  east  side,  65.14  ft. 
south  of  East  188th  street,  The  Bronx. 


APPLICA  1  ION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

IO  PERM  1 1 ,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  building  (stores). 

166-30-BZ. 

APPLICAN  I — Nagle  Garages,  Inc.,  lessee,  for  Postal  Bond 
&  Mortgage  Co.,  Inc.,  owner. 

PREMISES — 50  Nagle  avenue,  Manhattan. 

APPLICA  1  ION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  and  residence  use  district  the 
erection  and  maintenance,  for  a  temporary  period  of 
two  (2)  years,  of  forty-five  (45)  individual  garages, 
space  rented  to  persons  not  residing  on  the  premises. 

277-30-BZ. 

APPLICANT— Peter  Reilly,  for  Mary  A.  Reilly,  owner. 

PREMISES — East  side  of  Farmers  avenue,  51.36  ft.  north 
of  Everitt  avenue,  St..  Albans,  Borough  of  Queens. 

APPLICA1  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

318-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Maurice  Greenberg, 
owner. 

PREMISES — 441-451  89th  street  and  8814-8824  Fifth  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

210-30-A — 47-65  West  42nd  street  and  1100  Sixth  avenue, 
northeast  corner,  Manhattan. 

246-30- A — 125-135  Greene  street,  Brooklyn. 

252-30- A — 332-336  East  75th  street,  Manhattan. 

347-30-A — 23  East  20th  street,  Manhattan. 

258-30-A— 120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

305-30-A — 30-32  West  21st  street,  Manhattan. 

309-30-A — 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

339-30-A — 42-48  East  20th  street,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
23,  1930,  at  10  o’clock,  in  Room  1013,  Municipal'  Building,  on 
the  following  matter : 

cal.  no.  243-28-BZ — Application,  March  21,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  o f  Essanarr  Garage  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 
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SEPTEMBER  23,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

279-30-A— 76-80  39th  street,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30- A _ 386  Fulton  street  and  1-15  Smith  street,  southeast 

corner,  Brooklyn. 

328-30-A— 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
23,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal  no  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal  no.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal  no.  155-30-BZ— Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

cal.  no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  1016-27-BZ— Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25 ;  by  mail,  $1.35. 


maintenance  of  a  gasoline  service  sta 
tion  (previously  denied) ;  premist 
southeast  corner  of  Walker  boulevar 
and  Outerbridge  avenue,  Borough  c 
Richmond. 

CAL.  no.  369-29-BZ— Application,  May  28,  1929,  under  set 
tion  21  of  the  building  zone  resolution 
of  John  J.  Dunnigan,  applicant,  on  be 
half  of  Boro-Wide  Development  Corp 
owner,  to  permit  in  a  residence  distrii 
the  erection  and  maintenance  of  a  bus 
ness  building;  premises  2314-2328  Gran 
concourse,  east  side,  147  ft.  north  c 
East  183rd  street,  and  2317-2327  Ry< 
avenue,  The  Bronx. 

CAL.  NO.  466-29-BZ — Application,  July  12,  1929,  under  set 
tion  21  of  the  building  zone  resolutio; 
of  John  J.  Dunnigan,  applicant,  on  bi 
half  of  Grand  Boulevard  and  Concour: 
Co.,  owner,  to  permit  in  a  resident 
district,  extending  from  a  business  di 
trict,  the  alteration  and  change  of  occt 
pancy  of  the  first  story  from  resident 
to  business  (store)  purposes;  premist 
1403  Grand  concourse  and  167-183  Ea 
170th  street,  northwest  corner,  T1 
Bronx. 

HENRY  L.  CONNELL,  ! 

T emporary  Chairman. 


SEPTEMBER  30,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders.  ; 

361-30-A — 170-194  Avenue  X,  Brooklyn. 

36S-30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  stret 
Brooklyn. 

369-30-A — 27-33  West  23rd  street  and  8-12  West  24 
street,  Manhattan.  : 

384-30-A— 11-22  to  11-28  44th  road,  Long  Island  Cit 
Borough  of  Queens. 

237-30-A — 2-18  Milford  street  and  3156-3166  Atlantic  av 
nue,  southwest  corner,  Brooklyn. 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S — 236-238  Fifth  Avenue,  Manhattan. 

251-30-S — 909-915  Faile  street  and  1166  Garrison  aveni 
southwest  corner,  The  Bronx. 

233-30-S — 82-90  Brown  place  and  491-497  East  132 
street,  northeast  corner,  The  Bronx. 

244-30-S — 76-78  Madison  avenue  and  22  East  28th  stre ' 
southwest  corner,  Manhattan.  j 

257-30-S — 120-126  West  36th  street,  111  West  35th  str< 
and  1333  Broadway,  Manhattan. 

327-30-S — 194-196  Palmetto  street,  Brooklyn. 

338-30-S— 42-48  East  20th  street,  Manhattan. 

281-30-S — 247-249  Pearl  street,  Manhattan. 

292-30-S — 221-227  Fourth  avenue  and  105-111  East  IE 
street,  northeast  corner,  Manhattan. 

310-30-S — 239-243  Fourth  avenue,  Manhattan. 

284-30-S — 775  Sixth  avenue  and  101  West  26th  stre 
northwest  corner,  Manhattan. 

341-30-S — 100-106  Sixth  avenue,  17-39  Watts  street  a 
27-39  Thompson  street,  Manhattan. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  t; 
Distribution  Division  of  the  City  Record  Office,  378 
Broadway.  Price,  30c;  by  mail,  35c. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

>29-27- A — 39  Fifth  avenue,  Manhattan. 

)30-27-A — 13-16  Central  Park  West,  Manhattan. 

131-27-A — 20-28  West  72nd  street,  Manhattan. 

(32-27-A — 242-248  West  76th  street,  Manhattan. 

174-29- A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

10-22-SA — Crocker  Gas  Valve,  approval  of. 

99-22-SA — Kennell  Gas  Cut-OfI  Valve,  approval  of. 

73  22-SA — Anti-Syphon  Valve,  approval  of. 

30-22-S  A — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

49-22-S  A — Coen  Oil  Burner,  approval  of. 

57-23-SA  — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

24- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

27-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

75  23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut-Off  Valve,  approval  of. 

79-23-SA— Heil  Standard  200  Gal.  Truck  Tank,  approval 

of. 

(7-23-SA— “Automatic”  Deluge  Valve,  approval  of. 
13-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

25-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 

of. 

■(2-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

US-23-S A—  Ludlow  Gas  Cut-Off  Valve,  approval  of 

1iO-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

)2-24-SA—  Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

(5-84-SA— Wills  Automatic  Ga?  Shut-Off  Valve,  approval 

of. 

1  6-24-SA— Milnes  Oil  Burner,  approval  of. 

12-24-S A— Decker  Oxohydrogen  Oil  Burner,  approval  of 

1  6-24-SA— Salvo  Fire  Extinguisher,  approval  of. 

1'9-24-SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1 10-24- S A — Smolensky  Check  Valve,  approval  of. 

1'3-85-SA  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

1'4-25-SA — Koerting  Gear  Pump,  approval  of. 

1  6-25-S A  —Palmer  Gravity  Lock,  approval  of. 


333-26-SA — Signal  Weatherproof  Bells,  approval  of. 

364-26-SA — Kork-n-Seal,  approval  of. 

397-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA — Wilbur  Extinguisher,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 

955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 

977-27-SA — Romec  Rotary  Pump,  approval  of. 

1162-27-SA — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-S A — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA — Kennedy  2J4-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-S A — Croker  2(4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 3.0-SA — Pratt  &  Cady  Class  “A”  2j4-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 

3 1 4-30- S A — Leiman  Rros.  Fuel  Oil  Burner,  approval  of. 

320-30-SA — Victory  Oil  Burner,  approval  of. 

359-30- S A — 'Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

373-30-SA — Gar  Wood  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  ivill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  August  20,  1930 .  548 

Restored  to  calendar .  33 

Miscellaneous  Applications. 

Requests  to  reopen .  146 

Requests  to  amend .  H 

Requests  for  modification .  30 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  53 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  25 

Administrative  requests .  0 

Requests  for  interpretation . .  . . . . .  0 

Total  .  1242 

Disposed  of .  784 

Cases  pending  August  20,  1930 .  458 


DISPOSITION  OF  CASES. 

Withdrawn  .  l 

Dismissed . 

Denied  .  l: 

Granted  . 

Granted  on  condition .  2:  • 

Appliances  approved . 

Appliances  dismissed,  disapproved  or  withdrawn .  | 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  l: 

Requests  to  reopen  denied .  * 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved .  :l 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

'  - 

Total  .  7 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 


Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  t 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  t 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative  ol 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petiti 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  t 
appellant  or  petitioner  to  file  necessary  data,  or  by  a 
other  method  of  delay.  •  . 

Sixth,  That  no  appeal,  application  or  petition  will  be  i 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pla 
and  data  required  by  law  are  supplied,  as  specified  on  t 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS,  , 

Room  1001,  Municipal  Building, 

New  York  City.  '  j] 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUj 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN 

Name . 

Street . 

P.O . 

My  subscription  is  to  begin  with  the  issue  for . 
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BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503  Laws  of  1918 

and  the  Muncipal  Assembly,  Local  Law  No.  13,  of  1925.  ’ 

Published  weekly  by  the  Board  of  Standards  and  Appeals  atfei  office.  Rooms  1001  to  1015,  Municipal  Building, 


ol.  XV 


Subscription 
$2.50  a  year 


SEPTEMBER  2,  1930 


Single  Copies,  5  cents 
By  mail,  7  cents 


No.  35 


DIRECTORY 

♦ - - 

BOARD  OF  STANDARDS  AND  APPEALS 

HENRY  L.  CONNELL 
Temporary  Chairman 

James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


fice— Municipal  Building,  Rooms  1001  to  1015. 

Ilephone — Worth  0184. 

fice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 

12  noon. 

■  communications  should  be  addressed  to  the  chairman  of 

the  board 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gines  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

T.  j®  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  September  9,  l93o' 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  16,  1930,  at  2  o’clock. 

Ihe  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 

'his  issue  of  the  Bulletin  contains,  in  the  order  given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Smoking  in  Factory  Rules. 

Amendment  to  Standpipe-“Fireline”  Rules. 

Progress  Report 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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CALENDAR 


docket. 

Nezv  Cases  Filed  for  Week  Ending  August  27,  1930. 

Cal.  No.  Department.  Premises  Affected. 

558-30-BZ . B.B.Bx. .  .1835  Sedgwick  ave.,  Bx., 

"  '  '  N.  B.  80-30 

557-30-BZ . B.B.Q....  172-02  125th  ave.,  Jamaica,  Q., 

_ _ _  N.  B.  1439-30 

556-30-, S . F.D . 31  E.  17th  st.,  Man., 

L.  D.  77552 

555-30- A . F.D . 31  E.  17th  st.,  Man, 

_  F-77555  &  F-77556 

554-30-S . F.D . 56  W.  31st  st,  Man, 

_  L.  D.  76668 

553-30-A  . F.D . 603-635  W.  132nd  st,  Man, 

E.  C.  61006 


PREMISES— 5202  19th  avenue,  southwest  corner  of  52m 
street,  Brooklyn.  ,  ,  .  .... 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exten 
sion  in  area  and  conversion  of  occupancy  of  th 
first  story  of  an  existing  dwelling  from  residenc 
to  business  use  (stores). 

188-30-BZ. 

APPLICANT— Red  Brick  Realty  Co,  Inc,  owner. 

PREMISES— 306  Steinway  avenue,  east  side,  200  ft.  sout 
of  Jamaica  avenue,  Long  Island  City,  Boroug 

of  Queens.  .  .  .... 

APPLICATION,  under  sections  7c  and  21  of  the  bundin 
zone  resolution,  .  .... 

TO  PERMIT  the  extension,  from  a  business  district  int 
a  residence  district,  of  a  proposed  business  u< 
(theatre)  (previously  withdrawn). 


552-30-S . F.D . 40-42  W.  17th  st,  Man, 

_  L.  D.  75789 

551-30-BZ . B.B.M . . .  .288  Elizabeth  st,  Man, 

_  Alt.  1759-29 

550-30-S . F.D . 120  W.  20th  st,  Man, 

_  L.  D.  75645  &  L.  D.  75646 

549-30-BZ . B.B.Q _ Northwest  corner  of  Springfield 

blvd.  &  Hempstead  ave. 
Queens  Village,  Q, 

_ _  N.  B.  4346-30 


F.D - 

H.D. . . 
B.B.B.. 
B.B.M. 
B.B.Q. 

b.b.r. 

B  B.Bx 
T.H.D. 


CODE. 

. Fire  Department 

. . Health  Department 

...Bureau  of  Buildings,  Brooklyn 
..Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

.Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

....Tenement  House  Department 


300-28-BZ.  ■ 

APPLICANT— W.  Rossiter  Redmond,  for  Tilles  &  Have 
Inc,  owner,  and  Morris  Liebson,  lessee. 

PREMISES— 109-57  to  109-65  206th  street,  southeast  corm 
of  Hollis  avenue,  Bellaire,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  man 
tenance  of  a  gasoline  service  station  (previous 
denied). 

135-28-BZ. 

APPLICANT — Michael  Kalmowitz,  lessee,  for  Allied  Hoi 
Construction  Co,  owner. 

PREMISES— 236-240  West  50th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  buildn 
zone  resolution, 

TO  PERMIT  in  a  business  district  an  automobile  parkt 
space  for  more  than  five  (5)  motor  vehicles  (pi 
viously  dismissed  for  lack  of  prosecution). 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  will  hold  no  meetings  during  the  month  of  August 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  will  'be  held  on  Tuesday,  September  9,  1930  at  10 
a.  m„  and  that  the  next  Clerk’s  Calendar  Call  will  be  held 

on  the  same  day  and  date  at  2  p.  m.  _ 

During  the  month  of  August  the  office  will  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  are  from  10  a.  m.  to  1  A  m. — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

202-30-BZ.  ,  TT  ... 

APPLICANT— Rodman  Richardson,  for  Porter  Holding 
Corp,  owner. 

PREMISES — 220-06  Northern  boulevard  and  45-05  220th 
street,  southeast  corner,  Bayside,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


247-30-BZ. 

APPLICANT— Philip  J.  Sinnott, 
owner. 


for  Helen  Karper, 


SEPTEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

265-30-A — 225  Moore  street,  Long  Island  City,  Borough 
Queens. 

313-30-A — Southwest  corner  of  Palisade  avenue  and  Wt 
261st  street,  The  Bronx. 

342- 30- A — 146  Wooster  street,  Manhattan.  , 

343- 30-A — East  side  of  City  Island  avenue,  between  Bri<: 

and  Sutherland  avenues,  The  Bronx. 

250-30-A — 3240-3256  Bronx  boulevard,  southeast  corner  ( 
Rosewood  street,  and  3251-3257  Barker  a - 
nue,  The  Bronx. 

261-30-A— 433-439  East  8th  street,  Manhattan. 
295-30-A— 247-253  West  19th  street,  Manhattan. 
294-30-A— 247-253  West  19th  street.  Manhattan. 

505-30- A — 4299  Boston  Post  road,  The  Bronx. 

454-30-A — 2641-2645  Nostrand  avenue,  Brooklyn. 

Building  Zone  A p plications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stal- 
ards  and  appeals  of  a  public  hearing  under  the  provisiiJ 
of  the  building  zone  resolution,  Tuesday  morning,  Septett  r 
9,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,'1 
the  following  matters : 

cal.  no.  837-28-BZ — Application,  October  30,  1928,  ut'f 
sections  7g  and  21  of  the  building  J'* 
resolution,  of  J.  Nelson  Cooper,  aj>' 
cant,  on  behalf  of  Hahn  Brotheri  J* 
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proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution;  premises  120  West  107th  street, 
Manhattan. 

kl.  no.  2S5-30-BZ— Application,  April  24,  1930,  under  sec¬ 
tion  7e  of  the  building  zone  resolution, 
of  Harold  G.  Dangler,  applicant,  on  be¬ 
half  of  Peter  F.  Reilly,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  625-631  Bergen  street,  north 
side,  115  ft.  west  of  Vanderbilt  avenue, 
Brooklyn. 

il.  no.  299-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Murray  Klein,  applicant,  on  behalf 
of  Nathan  Adelman,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  in  area  of  an  existing  poultry 
slaughter  house;  premises  214  Humboldt 
street,  east  side,  35  ft.  south  of  Scholes 
street,  Brooklyn. 

lL-  N0-  300-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Philip  J.  Sinnott,  appli¬ 
cant,  on  behalf  of  Louis  C.  Bock,  owner, 
to  permit  in  a  business  district  the 
alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  169 
East  87th  street,  Manhattan. 

L.  no.  239-30-BZ— Application,  April  4,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Adam  Dietel,  owner,  to  permit  in  a 
residence  district  the  extension  in  area 
of  an  existing  carpet  cleaning  plant; 
premises  222-14  95th  avenue  (Howell 
avenue),  south  side,  250  ft.  east  of  222nd 
street,  Queens  Village,  Borough  of 
Queens. 


V'0*  building  zone  resolution, 
of  McCo°ey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 


-wiuuuii,  iviarcn  iy,  1930,  under 
section  21  of  the  building  zone  resolu- 

tl0n>0LfI0se,pl!  D-  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
hve  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
3lst  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City,’ 
Borough  of  Queens. 


HENRY  L.  CONNELL, 

Temporary  Chairman. 


SEPTEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

8-30-S— 25-27  West  56th  street  and  24-23  West  57th 
street,  Manhattan. 

115-30-S — 410  Lafayette  street,  Manhattan. 

1789'1791  Jerome  avenue,  The  Bronx. 

EaSt  U6th  street>  Manhattan. 

332-30-S — 21-23  Grattan  street,  Brooklyn. 

icQ  on'c-343"345  West  44th  street.  Manhattan. 

268-30-iS  101-103  West  42nd  street  and  1101-1109  Sixth 

on  O  avenue,  northeast  corner,  Manhattan. 

o^n"o°"i^735'739  East  9th  street>  Manhattan. 

349-30-S — 13-15  West  28th  street,  Manhattan. 

247_253  West  19th  street,  Manhattan. 

331-30-S— 144  East  74th  street  and  1031  Lexington  avenue 
southeast  corner,  Manhattan. 

Appliances  Submitted  for  Approval. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner  ap¬ 
proval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A  ap¬ 
proval  of.  ’  v 

372-30-SA— International  Mechanical  Draft  Oil  Burner  ap¬ 
proval  of.  ’  v 


<L.  no.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

no.  303-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  117- 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

no.  321-30-BZ— Application,  May  9,  1930,  under  sec- 


CADL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  16,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

350-30-BZ. 

APPLICANT— Henry  Wolf,  for  Hotel  Statler  Co  Inc 
owner.  ’  ’ 

APprVrATTnNT3'227^WeSt  33rd  street’  Manhattan. 
APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

387-30-BZ. 

PREMISEST^Ha,ll  SHary’  f°r  J°hn  H-  HamiII>  owner- 
pRCMI|ES-3086  Hull  avenue,  «*«de.  10C  f,  south  of 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution,  8 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 
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388-30-BZ 

APPLICANT— Thomas  P.  Mackay,  for  Felix  Nolan  and 
Margaret  Nolan,  owners.  T  •  H 

PREMISES — 756-758  Alabama  avenue  and  4ao-46o  unaen 
boulevard,  northwest  corner,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  residence  district  the  erection  and  main- 
~  tpnanrp  of  a  easoline  service  station. 


396-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Isidor  Schraub  and 
Celia  Silverman,  owners. 

PREMISES— 6504-6506  Woodside  avenue  and  42 01-42 0o 
65th  street,  southeast  corner,  Woodside,  Borough 

of  Queens.  ,  ,  ,  .... 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  ,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  16,  1930,  10  A.  M. 


Appeals  from  Administrative  Orders. 

317-30-A _ 3  Park  Row  and  5  Ann  street,  Manhattan. 

324-30-A— 428-436  Greenwich  street,  Manhattan 

334-30- A _ 117-125  West  14th  street  and  118-128  West  15th 

358-30-A _ 12-16  East  14th  street  and  7-13  East  13th  street, 

Manhattan. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  ^visions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


cal  no  123-30-BZ— Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 


behalf  of  Louis  Ridder,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  31-01  Newtown  avenue 
and  28-25  31st  street,  northeast  corner, 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  106-30-BZ— Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

cal  no.  274-30-BZ — Application,  April  21,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone  res¬ 
olution,  of  James  W.  Byrnes,  applicant, 
on  behalf  of  Ninety  Butler  Street  Corp., 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
from  a  garage  and  factory  building  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  86-90 
Butler  street,  south  side,  250  ft.  east  of 
Smith  street,  Brooklyn. 

cal.  no.  323-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Irene  E.  Moeller,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  187-51  to  187-63  Hollis 
avenue,  northwest  corner  of  190th  street 
(Seminole  avenue),  Hollis,  Borough  oi 
Queens. 

cal  no.  695-29-BZ— Application,  December  3,  1929,  undei 
sections  7f  and  21  of  the  building  zorn 
resolution,  of  Christopher  McGrath,  ap 
plicant,  on  behalf  of  Hilvid  Realt; 
Corp.,  owner,  to  permit  in  a  busines 
district  the  erection  and  maintenance  o 
a  gasoline  service  station  (previous! 
denied  under  section  21) ;  premise 
southwest  corner  of  Wilkinson  avenu 
and  Westchester  avenue,  The  Bronx. 


cal  no  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

cal  no.  289-30-BZ — Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hugo  E.  Magnuson,  applicant,  on  be¬ 
half  of  Mayer  Leaventon,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  3059-3071  Ocean 
avenue,  northeast  corner  of  Voorhies 
avenue,  Brooklyn. 

cal.  no.  319-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 


HENRY  L.  CONNELL, 

Temporary  Chairman. 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A— 600-602  West  28th  street  and  269-275  11th  av 
nue,  southwest  corner,  Manhattan. 
690-29-A— 232-236  East  40th  street,  Manhattan. 
110-30-A — 43-49  West  22nd  street  and  56-62  West  23i 
street,  Manhattan. 

94- 30- A — 16-18  East  43rd  street  and  13  East  42nd  strei 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43 

street,  Manhattan. 

150-30- A — 1-7  Wall  street,  72-86  Broadway  and  1-11  N< 
street,  Manhattan. 

1 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisic 
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I  he  building  zone  resolution,  Tuesday  afternoon,  September 
i  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
.the  following  matters: 

l  no.  160-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station ;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

i  no.  259-30-BZ — Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

.  no.  209-30-BZ — Application,  March  24,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 

no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

:  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  .of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
JESDAY,  SEPTEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

!  0-BZ. 

'LICANT — Max  Siegel  and  George  H.  Levy,  for  Gabriel 
Adler,  lessee  (21-year  lease). 

;MISES — 2434-2440  Creston  avenue,  east  side,  65.14  ft. 
south  of  East  188th  street,  The  Bronx. 


APPLICA  1  ION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

1  O  PER  MI  1 ,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  building  (stores). 

166-30-BZ. 

APPLICAN  T — Nagle  Garages,  Inc.,  lessee,  for  Postal  Bond 
&  Mortgage  Co.,  Inc.,  owner. 

PREMISES — 50  Nagle  avenue,  Manhattan. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  and  residence  use  district  the 
erection  and  maintenance,  for  a  temporary  period  of 
two  (2)  years,  of  forty-five  (45)  individual  garages, 
space  rented  to  persons  not  residing  on  the  premises. 

277-30-BZ. 

APPLICANT — Peter  Reilly,  for  Mary  A.  Reilly,  owner. 

PREMISES — East  side  of  Farmers  avenue,  51.36  ft.  north 
of  Everitt  avenue,  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

318-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Maurice  Greenberg, 
owner. 

PREMISES — 441-451  89th  street  and  8814-8824  Fifth  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

210-30-A — 47-65  West  42nd  street  and  1100  Sixth  avenue, 
northeast  corner,  Manhattan. 

246-30-A — 125-135  Greene  street,  Brooklyn. 

252-30-A — 332-336  East  75th  street,  Manhattan. 

347-30-A — 23  East  20th  street,  Manhattan. 

258-30-A — 120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

305-30-A — 30-32  West  21st  street,  Manhattan. 

309-30-A — 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

339-30-A — 42-48  East  20th  street,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  September 
23,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

CAL.  NO.  243-28-BZ— Application,  March  21,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Essanarr  Garage  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 
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SEPTEMBER  23,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

279-30-A— 76-80  39th  street,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
23,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal  no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  155-30-BZ— Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

cal.  no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25 ;  by  mail,  $1.35. 


maintenance  of  a  gasoline  service  sta 
tion  (previously  denied) ;  premise 
southeast  corner  of  Walker  boulevar 
and  Outerbridge  avenue,  Borough  o 
Richmond. 

cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  sec 
tion  21  of  the  building  zone  resolutioi, 
of  John  J.  Dunnigan,  applicant,  on  be 
half  of  Boro- Wide  Development  Corp 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  bus:- 
ness  building;  premises  2314-2328  Gran 
concourse,  east  side,  147  ft.  north  o 
East  183rd  street,  and  2317-2327  Rye 
avenue,  The  Bronx.  ijj 

CAL.  NO.  466-29-BZ— Application,  July  12,  1929,  under  see 
tion  21  of  the  building  zone  resolutioi 
of  John  J.  Dunnigan,  applicant,  on  b< 
half  of  Grand  Boulevard  and  Concoun, 
Co.,  owner,  to  permit  in  a  resident! 
district,  extending  from  a  business  di: 
trict,  the  alteration  and  change  of  occi( 
pancy  of  the  first  story  from  resident1 
to  business  (store)  purposes;  premise 
1403  Grand  concourse  and  167-183  Ea.' 
170th  street,  northwest  corner,  T1 
Bronx. 

HENRY  L.  CONNELL, 

T emporary  Chairman,  i 


SEPTEMBER  30,  1930,  10  A.  M.  J 

Appeals  from  Administrative  Orders. 

361-30-A — 170-194  Avenue  X,  Brooklyn. 

368- 30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  stree 

Brooklyn.  * 

369- 30-A — 27-33  West  23rd  street  and  8-12  West  24 

street,  Manhattan. 

384-30-A— 11-22  to  11-28  44th  road,  Long  Island  Cit 
Borough  of  Queens. 

237-30-A— 2-18  Milford  street  and  3156-3166  Atlantic  av 
nue,  southwest  corner,  Brooklyn. 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S— 236-238  Fifth  avenue,  Manhattan. 

251-30-S — 909-915  Faile  street  and  1166  Garrison  avem 
southwest  corner,  The  Bronx. 

233-30-S — 82-90  Brown  place  and  491-497  East  132) 
street,  northeast  corner,  The  Bronx. 

244-30-S — 76-78  Madison  avenue  and  22  East  28th  stre< 
southwest  corner,  Manhattan. 

257-30-S — 120-126  West  36th  street,  111  West  35th  stre 
and  1333  Broadway,  Manhattan. 

327-30-S — 194-196  Palmetto  street,  Brooklyn. 

338-30-S — 42-48  East  20th  street,  Manhattan.  > 

281-30-S — 247-249  Pearl  street,  Manhattan. 

292-30-S — 221-227  Fourth  avenue  and  105-111  East  18 
street,  northeast  corner,  Manhattan. 

310-30-S — 239-243  Fourth  avenue,  Manhattan. 

284-30-S — 775  Sixth  avenue  and  101  West  26th  stre 
northwest  corner,  Manhattan. 

341-30-S — 100-106  Sixth  avenue,  17-39  Watts  street  aij 
27-39  Thompson  street,  Manhattan. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  t 
Distribution  Division  of  the  City  Record  Office,  378  W< 
Broadway.  Price,  30c;  by  mail,  35c. 
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RULES 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

IJLE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
Ihted  cigar  or  cigarette  in  any  factory  as  defined  in 
/tide  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
I rtion  of  a  factory,  within  the  City  of  New  York,  except 
i  such  protected  portions  or  special  classes  of  occupancies 
i  are  specified  in  Rule  2  of  these  rules,  and  then  only 
{ter  the  issuance  of  a  permit  by  the  fire  commissioner. 
It  shall  be  the  joint  and  several  duty  of  the  owner  and 
(  the  lessee  or  lessees  of  the  building  containing  such  fae¬ 
ry  or  factories  to  cause  to  be  posted  in  each  and  every 
ctrance  hall,  stairhall  or  room  throughout  the  building,  as 
rll  as  in  every  elevator-car,  in  English,  and  also  in  such 
der  language  or  languages  as  the  fire  commissioner  shall 
<  ect,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
olation. 

(b)  Application.  Application  for  such  permit  shall 
1  made  only  by  the  owner  of  the  building  on  suitable 
Ink  forms  to  be  furnished  by  the  fire  comm>'«<sioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
jriod,  not  exceeding  one  year,  and  shall  not  be  renewed 
ion  expiration  until  a  reinspection  of  the  premises  for 
ulch  it  is  issued  has  been  made  for  the  purpose  of  de- 
trmining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
ider  which,  the  hours  between  which,  and  the  place  or 
pees  in  such  factory  where  smoking  may  be  permitted, 
tl  this  permit  shall  be  framed  and  kept  posted  in  a 
nspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
s?cified  in  the  permit,  in  addition  to  incurring  such  pen- 
ties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
use  for  the  revocation  of  such  permit  by  the  fire  com- 
issioner,  and  he  shall  not  again  issue  a  permit  for  the 
me  premises  until  at  least  one  year  has  elapsed. 


FACTORIES. 

RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  : 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re- 
centacles. 


AMENDMENT  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


/opted  by  the  board  of  standards  and  appeals  June  13,  1930. 

(281-22-SR) 

Jule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE, 
lere  shall  be  an  engineer,  superintendent  or  other 
fson  in  charge  of  the  standpipe-fire  line  system  in  all 
tidings  exceeding  eighty-five  feet  in  height  who  shall  be 
r;istered,  and  submit  to  an  examination  in  the  Fire  Depart- 
nnt.  Upon  evidence  of  fitness  to  properly  operate  and  main- 
t-n  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
f  t  effect.  The  certificate  shall  contain  the  full  name  and 
i  mall  photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
ereeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
1'st  one  certified  operator  on  duty  during  every  perform- 
a:e.  Buildings  of  large  areas,  industrial  plants,  amuse- 
nnt  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
d:y  when  deemed  necessary  by  the  fire  commissioner. 

*ule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
f  Is  and  other  auxiliary  fire  appliances  shall  be  kept 
k  perfect  working  order,  and  at  least  once  a  month  the 


person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
pci  feet  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30’days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
hfty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the.  standpipe.  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk  who 
shall  notify  the  Fire  Department  at  least  forty-eight ’hours 
prior  to  the  time  of  conducting  the  test. 
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DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  Filed  up  to  August  27,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installation? . 

Requests  for  approval  of  plans . . 

Administrative  requests . 

Requests  for  interpretation . . . . .  . . 

Total  . 

Disposed  of . . . 


DISPOSITION  OF  CASES. 


392  Withdrawn  .  1 

Dismissed . 

Denied  .  H 

558  Granted  . . . 

Granted  on  condition .  2 

Appliances  approved . . 


33  Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

146  Requests  to  reopen  granted . . . —  1 

Requests  to  reopen  denied . 

11  Requests  to  amend  granted . 

Requests  to  amend  denied . 

30  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

53  Requests  for  extension  of  time  granted . . 

Requests  for  extension  of  time  denied . 

4  Requests  for  extension  of  permit  granted . V 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

25  Plans  approved . 

Plans  disapproved . - . 

0  Administrative  requests  granted - ; . 

Administrative  requests  denied  or  withdrawn . 

0  Interpretations  . .  . .  . . 

Requests  withdrawn  or  dismissed . 

1252  Total  .  '» 

784 


Cases  pending  August  27,  1930 


468 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  : 
calendars  in  the  daily  press.  ;• 

Fourth,  That  no  one  is  entitled  to  written  notice  of  ! 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fails 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  1 
cases  promptly,  for  the  reason  that  the  pendency  of  i 
appeal  or  petition  ties  the  hands  of  the  administrative  .<  • 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petiU 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  « 
appellant  or  petitioner  to  file  necessary  data,  or  by  1 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  y 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pli 
and  data  required  by  law  are  supplied,  as  specified  on  e 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  Blj 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN 

Name . 

Street . 1 

P.O . 1 

My  subscription  is  to  begin  with  the  issue  for . * .  1930. 
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BOARD  OF  STANDARDS  AND  APPEALS 

HENRY  L.  CONNELL 
Temporary  Chairman 

James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 

Edward  V.  Barton,  Chief  Clerk. 


fFiCE — Municipal  Building,  Rooms  1001  to  1015. 
llephone — Worth  0184. 

•fice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 

12  noon. 

7  communications  should  be  addressed  to  the  chairman  of 

the  board 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  Ml 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  wifi  be  called  in  Room  1013,  Tuesday,  September  9,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  16,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 

| 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  the*e 
directions. 
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HENRY  L.  CONNELL,  Temporary  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  for  Week  Ending  September  3,  1930. 
Cal.  No.  Department.  Premises  Affected. 

568-30-SA . F.D . Tuthill  Fuel  Oil  Pump,  Model 

_ _  L,  Appliance 

567-30-A . F.D . 422-430  E.  53rd  st.,  Man., 

_  F-73366  &  Decision 

566-30-BZ . B.B.Q - 220-04  Jamaica  ave.,  Queens 

Village,  Q., 

___ _  N.  B.  4410-30 

565-30- A . F.D . 13-15  W.  20th  st.,  Man., 

_  F-77456  &  Decision 

564-30-A . F.D . 2-8  Varick  st.,  Man., 

_  L.  C.  60800 

563-30-SA . F.D . Shepard  Oil  Burner, 

-  Appliance 

562-30-S . F.D . 719  Hart  st.,  Bklyn., 

L.  D.  76676,  L.  D.  76677  & 

-  Decision 

561-30-BZ . B.B.Q... .  4833-4847  40th  st.,  L.  I.  G,  Q., 

-  Viol.  783-30  &  Viol.  782-30 

560-30-BZ . B'B.M _ 22  Clarkson  st.,  Man., 

- -  N.  B.  69-30 

559-30-A . F.D . Dahill  rd.,  opposite  Avenue  I 

(1924-1942  49th  st.,  Bklyn.), 
-  F-77490  &  Decision 


CODE. 

P.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

0  B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  will  hold  no  meetings  during  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  zvill  be  held  on  Tuesday,  September  9,  1930,  at  10 
a,  in.,  and  that  the  next  Clerk’s  Calendar  Call  will  be  held 
on  the  same  day  and  date  at  2  p.  in. 

During  the  month  of  August  the  office  zvill  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  are  from  10  a.  m.  to  1  A  in. — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

202-30-BZ. 

APPLICANT — Rodman  Richardson,  for  Porter  Holding 
Corp.,  owner. 

PREMISES — 220-06  Northern  boulevard  and  45-05  220th 
street,  southeast  corner,  Bayside,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karper, 
owner. 


PREMISES — 5202  19th  avenue,  southwest  corner  of  52r 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  extei 
sion  in  area  and  conversion  of  occupancy  of  tl 
first  story  of  an  existing  dwelling  from  resides 
to  business  use  (stores). 

188-30-BZ. 

APPLICANT— Red  Brick  Realty  Co.,  Inc.,  owner. 

PREMISES — 306  Steinway  avenue,  east  side,  200  ft.  sou 
of  Jamaica  avenue,  Long  Island  City,  Borouf 
of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  buildii 
zone  resolution, 

TO  PERMIT  the  extension,  from  a  business  district  in 
a  residence  district,  of  a  proposed  business  u 
(theatre)  (previously  withdrawn). 

300-28-BZ. 

APPLICANT — W.  Rossiter  Redmond,  for  Tilles  &  Hav< 
Inc.,  owner,  and  Morris  Liebson,  lessee. 

PREMISES — 109-57  to  109-65  206th  street,  southeast  corn 
of  Hollis  avenue,  Bellaire,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station  (previous 
denied). 

135-28-BZ. 

APPLICANT — Michael  Kalmowitz,  lessee,  for  Allied  Ho 
Construction  Co.,  owner. 

PREMISES— 236-240  West  50th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  buildi 
zone  resolution, 

TO  PERMIT  in  a  business  district  an  automobile  parki 
space  for  more  than  five  (5)  motor  vehicles  (pi 
viously  dismissed  for  lack  of  prosecution). 


SEPTEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

265-30-A — -225  Moore  street,  Long  Island  City,  Borough 
Queens. 

313-30-A — Southwest  corner  of  Palisade  avenue  and  W 
261st  street,  The  Bronx. 

342- 30- A — 146  Wooster  street,  Manhattan. 

343- 30-A — East  side  of  City  Island  avenue,  between  Brie 

and  Sutherland  avenues,  The  Bronx. 
250-30-A — 3240-3256  Bronx  boulevard,  southeast  corner 
Rosewood  street,  and  3251-3257  Barker  a 
nue,  The  Bronx. 

261-30-A — 433-439  East  8th  street,  Manhattan. 
295-30-A— 247-253  West  19th  street,  Manhattan. 
294-30-A— 247-253  West  19th  street,  Manhattan. 
505-30-A — 4299  Boston  Post  road,  The  Bronx. 

454-30- A — 2641-2645  Nostrand  avenue,  Brooklyn. 

Building  Zone  Applications.  A 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisid 
of  the  building  zone  resolution,  Tuesday  morning,  Septem  ' 
9,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building.  ' 
the  following  matters : 

cal.  no.  837-28-BZ — Application,  October  30,  1928,  un^ 
sections  7g  and  21  of  the  building  z<: 
resolution,  of  J.  Nelson  Cooper,  apj * 
cant,  on  behalf  of  Hahn  Brothers  Fi- 


CALENDAR 


NO. 


proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution;  premises  120  West  107th  street, 
Manhattan. 

285-30-BZ— Application,  April  24,  1930,  under  sec¬ 
tion  7e  of  the  building  zone  resolution, 
of  Harold  G.  Dangler,  applicant,  on  be¬ 
half  of  Peter  F.  Reilly,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  625-631  Bergen  street,  north 
side,  115  ft.  west  of  Vanderbilt  avenue, 
Brooklyn. 


l‘on  2 1  _.°f  the  building  zone  resolution, 
K  U  ,oey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 


cal.  no.  20 1-30-BZ— Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
te,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis- 
tnct  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
hve  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
31st  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City, 
Borough  of  Queens. 


no.  299-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Murray  Klein,  applicant,  on  behalf 
of  Nathan  Adelman,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  in  area  of  an  existing  poultry 
slaughter  house;  premises  214  Humboldt 
street,  east  side,  35  ft.  south  of  Scholes 
street,  Brooklyn. 

no.  300-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Philip  J.  Sinnott,  appli¬ 
cant,  on  behalf  of  Louis  C.  Bock,  owner, 
to  permit  in  a  business  district  the 
alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  169 
East  87th  street,  Manhattan. 

no.  239-30-BZ— Application,  April  4,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Adam  Dietel,  owner,  to  permit  in  a 
residence  district  the  extension  in  area 
of  an  existing  carpet  cleaning  plant; 
premises  222-14  95th  avenue  (Howell 
avenue),  south  side,  250  ft.  east  of  222nd 
street,  Queens  Village,  Borough  of 
Queens. 


HENRY  L.  CONNELL, 

T emporary  Chairman. 


SEPTEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

6-30-S— 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

— 410  street,  Manhattan. 

iS‘S‘t”lI!9«I9tJerome  avenue’  The  Bronx- 

aq3  Qn'o  S  tfc  EaSt  116th  street>  Manhattan. 

??n'on'§~21'23  Grattan  street,  Brooklyn. 

268~an  West  44th  street-  Manhattan. 

268-30-iS  101-103  West  42nd  street  and  1101-1109  Sixth 

269  an  q  ,0*  ® Qve”uet  northeast  corner,  Manhattan. 

a 4 9 " a n  q  1  a  - 3  wEaS  *  9uh  street’  Manhattan. 

S49-30  S  13-la  West  28th  street,  Manhattan 

aauanl-KIIr53  Wes*  19th  stl4et’  Manhattan. 

44  East  74th  street  and  1031  Lexington  avenue, 
southeast  corner,  Manhattan. 

Appliances  Submitted  for  Approval. 

291-30-SA  Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P  A  ao- 
proval  of.  '  '*  v 

372-30-SA— International  Mechanical  Draft  Oil  Burner  ao 
proval  of.  ’ 


no.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 


no.  303-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  117- 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

no.  321-30-BZ— Application,  May  9,  1930,  under  sec- 


TUESDAY,  SEPTEMBER  16,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

350-30-BZ. 

APPLICANT  Henry  Wolf,  for  Hotel  Statler  Co  Inc 
owner.  ’  ’ 

A  p prVr  F TTHM3'227^ WeSt  33rd  street’  Manhattan. 

U  veslIS^n,  SeCtl°n  21  °f  thC  building  zonc 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

387-30-BZ. 

PREMISEST30^ilH  1 n  Shary’  f°r  John  H‘  Hamill>  owner- 

isUoZ  S«taVThee'BrolS'd'’  I0°  SOMh  °f 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution,  8 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 


711 
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388-30-BZ. 

APPLICANT— Thomas  P.  Mackay,  for  Felix  Nolan  and 
Margaret  Nolan,  owners.  . 

PREMISES— 756-758  Alabama  avenue  and  455-465  Linden 
boulevard,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

396-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Isidor  Schraub  and 
Celia  Silverman,  owners. 

PREMISES— 6504-6506  Woodside  avenue  and  4201-4205 
65th  street,  southeast  corner,  Woodside,  Borough 
of  Queens.  ..... 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

3 17-30- A — 3  Park  Rowr  and  5  Ann  street,  Manhattan. 

324-30-A — 428-436  Greenwich  street,  Manhattan. 

334-30-A — 117-125  West  14th  street  and  118-128  West  15th 

358-30-A — 12-16  East  14th  street  and  7-13  East  13th  street, 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

CAL.  NO.  123-30-BZ— Application,  February  18,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Albermarle  Heights  Building 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  sta¬ 
tion;  premises  703-729  Gravesend  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas 
avenue,  Brooklyn. 

cal.  no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  289-30-BZ — Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hugo  E.  Magnuson,  applicant,  on  be¬ 
half  of  Mayer  Leaventon,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  3059-3071  Ocean 
avenue,  northeast  corner  of  Voorhies 
avenue,  Brooklyn. 

cal.  no.  319-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 


behalf  of  Louis  Ridder,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  31-01  Newtown  avenue 
and  28-25  31st  street,  northeast  corner,  i 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

cal.  no.  274-30-BZ — Application,  April  21,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone  res¬ 
olution,  of  James  W.  Byrnes,  applicant 
on  behalf  of  Ninety  Butler  Street  Corp. 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupanc) 
from  a  garage  and  factory  building  to  a 
garage  for  the  storage  of  more  thar 
five  (5)  motor  vehicles;  premises  86-91 
Butler  street,  south  side,  250  ft.  east  o: 
Smith  street,  Brooklyn. 

cal.  no.  323-30-BZ — Application,  May  9,  1930,  under  sec 
tion  21  of  the  building  zone  resolution 
of  William  F.  Doyle,  applicant,  on  be 
half  of  Irene  E.  Moeller,  owner,  t 
permit  in  a  business  district  the  erectio: 
and  maintenance  of  a  gasoline  servic 
station;  premises  187-51  to  187-63  Holli 
avenue,  northwest  corner  of  190th  stret 
(Seminole  avenue),  Hollis,  Borough  o 
Queens. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  unde 
sections  7f  and  21  of  the  building  zor 
resolution,  of  Christopher  McGrath,  a; 
plicant,  on  behalf  of  Hilvid  Realt 
Corp.,  owner,  to  permit  in  a  busine: 
district  the  erection  and  maintenance  c 
a  gasoline  service  station  (previous! 
denied  under  section  21)  ;  premis< 
southwest  corner  of  Wilkinson  avem 
and  Westchester  avenue,  The  Bronx. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30- A — 600-602  West  28th  street  and  269-275  11th  av 
nue,  southwest  corner,  Manhattan. 
690-29-A — 232-236  East  40th  street,  Manhattan. 

110-30- A — 43-49  West  22nd  street  and  56-62  West  23 
street,  Manhattan. 

94- 30- A — 16-18  East  43rd  street  and  13  East  42nd  stre 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  N< 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  proriak1 
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:  he  building  zone  resolution,  Tuesday  afternoon,  September 
i  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
i the  following  matters: 

no.  160-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

,.  no.  259-30-BZ — Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution ; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

t.  no.  209-30-BZ — Application,  March  24,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 

..  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

k  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
'UESDAY,  SEPTEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

i-30-BZ. 

‘PLICANT — Max  Siegel  and  George  H.  Levy,  for  Gabriel 
Adler,  lessee  (21-year  lease). 

3EMISES — 2434-2440  Creston  avenue,  east  side,  65.14  ft. 
south  of  East  188th  street,  The  Bronx. 


APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

IO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  building  (stores). 

166-30-BZ. 

APPLICANT — Nagle  Garages,  Inc.,  lessee,  for  Postal  Bond 
&  Mortgage  Co.,  Inc.,  owner. 

PREMISES — 50  Nagle  avenue,  Manhattan. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  and  residence  use  district  the 
erection  and  maintenance,  for  a  temporary  period  of 
two  (2)  years,  of  forty-five  (45)  individual  garages, 
space  rented  to  persons  not  residing  on  the  premises. 

277-30-BZ. 

APPLICANT — Peter  Reilly,  for  Mary  A.  Reilly,  owner. 

PREMISES — East  side  of  Farmers  avenue,  51.36  ft.  north 
of  Everitt  avenue,  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

318-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Maurice  Greenberg, 
owner. 

PREMISES — 441-451  89th  street  and  8814-8824  Fifth  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

210-30-A — 47-65  West  42nd  street  and  1100  Sixth  avenue, 
northeast  corner,  Manhattan. 

246-30-A — 125-135  Greene  street,  Brooklyn. 

252-30-A — 332-336  East  75th  street,  Manhattan. 

347-30-A — 23  East  20th  street,  Manhattan. 

258-30-A — 120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

305-30- A — 30-32  West  21st  street,  Manhattan. 

309-30-A — 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

339-30-A — 42-48  East  20th  street,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
23,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  243-28-BZ — Application,  March  21,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Essanarr  Garage  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 
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SEPTEMBER  23,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

279-30-A— 76-80  39th  street,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A— 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
23,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

c\l  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal  no.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  155-30-BZ — Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

CAL.  NO.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  1016-27-BZ — Application,  September  16,  1927 ;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


maintenance  of  a  gasoline  service  st 
tion  (previously  denied) ;  premis 
southeast  corner  of  Walker  bouleva 
and  Outerbridge  avenue,  Borough 
Richmond.  J  1 

cal.  no.  369-29-BZ— Application,  May  28,  1929,  under  s( 
tion  21  of  the  building  zone  resolutk 
of  John  J.  Dunnigan,  applicant,  on  t 
half  of  Boro-Wide  Development  Cor 
owner,  to  permit  in  a  residence  distr 
the  erection  and  maintenance  of  a  bu 
ness  building;  premises  2314-2328  Gra. 
concourse,  east  side,  147  ft.  north 
East  183rd  street,  and  2317-2327  Ry 
avenue,  The  Bronx. 

cal.  no.  466-29-BZ — Application,  July  12,  1929,  under  s<; 

tion  21  of  the  building  zone  resolutb, 
of  John  J.  Dunnigan,  applicant,  on  I- 
half  of  Grand  Boulevard  and  Concou  : 
Co.,  owner,  to  permit  in  a  residei: 
district,  extending  from  a  business  d- 
trict,  the  alteration  and  change  of  oo- 
pancy  of  the  first  story  from  residei: 
to  business  (store)  purposes;  premis 
1403  Grand  concourse  and  167-183  Et 
170th  street,  northwest  corner,  J: 
Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman ; 


SEPTEMBER  30,  1930,  10  A.  M. 

» 

Appeals  from  Administrative  Orders. 

361-30-A— 170-194  Avenue  X,  Brooklyn. 

368- 30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  strij 

Brooklyn. 

369- 30-A — 27-33  West  23rd  street  and  8-12  West  2t 

street,  Manhattan.  5 

384-30-A— 11-22  to  11-28  44th  road,  Long  Island  C' 
Borough  of  Queens. 

237-30-A — 2-18  Milford  street  and  3156-3166  Atlantic  a- 
nue,  southwest  corner,  Brooklyn.  j 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S — 236-238  Fifth  avenue,  Manhattan. 

251-30-S— 909-915  Faile  street  and  1166  Garrison  avei: 

southwest  corner,  The  Bronx.  , 

233-30-S — 82-90  Brown  place  and  491-497  East  13* 
street,  northeast  corner,  The  Bronx. 
244-30-S — 76-78  Madison  avenue  and  22  East  28th  strl 
southwest  corner,  Manhattan. 

257-30-S — 120-126  West  36th  street,  111  West  35th  st:! 

and  1333  Broadway,  Manhattan. 
327-30-S — 194-196  Palmetto  street,  Brooklyn. 

338-30-S— 42-48  East  20th  street,  Manhattan. 

281-30-S— 247-249  Pearl  street,  Manhattan.  j 

292-30-S — 221-227  Fourth  avenue  and  105-111  East  : 

street,  northeast  corner,  Manhattan.  j 
310-30-S — 239-243  Fourth  avenue,  Manhattan. 

284-30- S — 775  Sixth  avenue  and  101  West  26th  str: 

northwest  corner,  Manhattan. 

341-30-S — 100-106  Sixth  avenue,  17-39  Watts  street  i 
27-39  Thompson  street,  Manhattan. 

u 

ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  i 
Distribution  Division  of  the  City  Record  Office,  378  Vs 
Broadway.  Price,  30c;  by  mail,  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

J9-27-A — 39  Fifth  avenue,  Manhattan. 
il)-27-A — 13-16  Central  Park  West,  Manhattan. 

11- 27-A — 20-28  West  72nd  street,  Manhattan. 

12- 27-A — 242-248  West  76th  street,  Manhattan. 

i'4-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

0-22-SA— Crocker  Gas  Valve,  approval  of. 

19-22-SA — Ivennell  Gas  Cut-Off  Valve,  approval  of. 

'3-22-SA — Anti-Syphon  Valve,  approval  of. 

S0-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sy»- 
tems,  approval  of. 

9-22-SA — Coen  Oil  Burner,  approval  of. 

■7-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valv«, 
approval  of. 

:4-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
!5-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

7-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

2- 23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 

proval  of. 

5-23-S  A — Wm.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut-Off  Valve,  approval  of. 

9-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 

of. 

7- 23-SA— “Automatic”  Deluge  Valve,  approval  of. 

3- 23-SA— Automatic  Gas  Shut-Off,  approval  of. 

5- 23-S  A — Tilman- White  Gas  Cut-Off  Valve,  approval 

of. 

2-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

6- 23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 

0-23-SA  — Apex  Gas  Cut-Off  Valve,  approval  of. 

2-24-SA— Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

5- 34-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

6- 24- S A — Milnes  Oil  Burner,  approval  of. 

2- 24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of 

8- 24-SA— Salvo  Fire  Extinguisher,  approval  of. 

9- 24  SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of 
0-24-SA — Smolensky  Check  Valve,  approval  of. 

3- 25-SA  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

4- 25-SA — Koerting  Gear  Pump,  approval  of. 

6-25-SA  —  Palmer  Gravity  Lock,  approval  of. 


353-26-SA — Signal  Weatherproof  Bells,  approval  of. 

364-26-SA — Kork-n-Seal,  approval  of. 

397-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA — Wilbur  Extinguisher,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 

977-27-SA — Romec  Rotary  Pump,  approval  of. 

1162-27-SA — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve  Type 
“A,”  approval  of. 

42I-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-S A — Croker  2^2-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA — Pratt  &  Cady  Class  “A”  2J4-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 

314-30-SA — Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

320-30-SA — Victory  Oil  Burner,  approval  of. 

3.j9-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

373-30-SA — Gar  Wood  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  September  3,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . . 

Administrative  requests . 

Requests  for  interpretation . . . 

Total  . 

Disposed  of . 

Cases  pending  September  3,  1930 . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . 

Dismissed . 

Denied  . 

568  Granted  . . . 

Granted  on  condition . 

Appliances  approved . . . 

33  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

146  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

11  Requests  to  amend  granted . 

Requests  to  amend  denied . 

30  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

53  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

4  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

25  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted - ; . 

Administrative  requests  denied  or  withdrawn.. 

0  Interpretations  . ...... . 

Requests  withdrawn  or  dismissed . 

1262  Total  . 

784 


478 


i 

i 

5; 

t 


2 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failui 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a 
cases  promptly,  for  the  reason  that  the  pendency  of  ? 
appeal  or  petition  ties  the  hands  of  the  administrative  off 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitic 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tl 
appellant  or  petitioner  to  file  necessary  data,  or  by  at 
other  method  of  delay.  , 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plat; 
and  data  required  by  law  are  supplied,  as  specified  on  tl 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN! 

Name. . 

Street 

P.O 

My  subscription  is  to  begin  with  the  issue  for . 
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lis  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  September  9,  1930, 
10  A.  M. 

Minutes  of  Regular  Meeting,  September  9,  1930, 

2  P.  M. 

Smoking  in  Factories,  Rules. 

Reporting  Structural  Alterations, 
ieserve  Calendar. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan.  B 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gines,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

n  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  September  16,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  23,  1930,  at  2  o’clock. 

I  he  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


HENRY  L.  CONNELL.  Temporary  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  for  Week  Ending  September  10,  1930. 
Cal.  No.  Department.  Premises  Affected. 

586-30-BZ  . F.D . 2301-2305  Broadway,  L.  I.  C., 

_ _ _ _  Q.f  N.  B.  1311-30 

585-30-S  ...F.D . 220-224  W.  42nd  St.,  Man., 

_ _  '  L.  D.  77941 

584-30-S  ..FD . 108-110  W.  25th  st.,  Man., 

_ L.  D.  76266 

583-30- A  . F.D . 46-58  Pineapple  st.,  Bklyn., 

_ '  L.  C.  35482 

5 82-30- A . F.D . 1415-17-19  Utica  ave.,  Bklyn., 

_ _  D.  F.  76564  &  Decision 

581-30-A . F.D . 142  Fifth  ave.,  Man., 

_  F-73706  &  Decision 

580-30- A. . F.D . 363-373  Rider  ave.,  Bx., 

F-51169 

579-30-A . F.D . 364-370  Canal  pi.,  Bx., 

_ _  F-77944 

578-30-A . F.D . Pier  foot  of  N.  5th  st.,  Bklyn., 

_ ’ ’ ' '  F-68563  &  F-68564 

577-30-A . F.D . Pier  foot  of  N.  4th  st.,  Bklyn., 

_  F-67662  &  F-67663 

576-30-S . F.D . 282-286  Seventh  ave.,  Man., 

_  Alt.  1562-30 

575-30-BZ . B.B.B.... 497-501  Bergen  st.,  Bklyn., 

_  Applic.  9884-30 

574-30-BZ . B.B.B . . .  .2247  Pitkin  ave.,  Bklyn., 

_ _  Applic.  10210-30 

573-30- A . B.B.M _ 80  Grove  st.,  Man., 

_  Cert,  of  Occupancy  No.  16318 

5 72-30- A . B.B.B.... 852-858  56th  st.,  Bklyn., 

_ _ _  Cert,  of  Occupancy  No.  2243 

571-30-BZ . B.B.B _ 769  St.  Marks  ave.,  Bklyn., 

_  Applic.  11007-30 

570-30-S . F.D . 309-321  W.  66th  st.,  Man., 

L.  D.  71840,  L.  D.  71841  & 
_  •  Decision 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  16,  1930,  AT  2  P.  I 

Building  Zone  Cases. 

350-30-BZ.  • 

APPLICANT — Henry  Wolf,  for  Hotel  Statler  Co.,  c 
owner. 

PREMISES — 223-227  West  33rd  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  n 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  nr 
tenance  of  a  gasoline  service  station. 

387- 30-BZ. 

APPLICANT — William  Shary,  for  John  H.  Hamill,  ovs 

PREMISES — 3086  Hull  avenue,  east  side,  100  ft.  soutc 
East  204th  street,  The  Bronx. 

APPLICATION,  under  sections  7a  and  21  of  the  builn 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  nr 
tenance  of  a  business  building  (stores). 

388- 30-BZ. 

APPLICANT — Thomas  P.  Mackay,  for  Felix  Nolan  n 
Margaret  Nolan,  owners. 

PREMISES — 756-758  Alabama  avenue  and  455-465  Lie 
boulevard,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  >r 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  rii 
tenance  of  a  gasoline  service  station. 

396-30-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Isidor  Schraul  r 
Celia  Silverman,  owners. 

PREMISES — 6504-6506  Woodside  avenue  and  420111 
65th  street,  southeast  corner,  Woodside,  Borj 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  >i 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  i  i: 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  16,  1930,  10  A.  M. 


569-30-BZ . B.B.B _ 2923  Snyder  ave.,  Bklyn., 

_  Applic.  8936-30 

Restored  to  Calendar. 

190-30-BZ . B.B.Bx... 41-45  Elliot  pi.,  Bx., 

_  Alt.  77-30 

705-29-BZ . B.B.Bx... 825  E.  175th  st.,  Bx., 

_  N.  B.  1376-29 

673-29-S . F.D . 345-353  Seventh  ave.,  Man., 

_ 1  L.  D.  65407  &  65408 

650-29-S . B.B.B _ 1573-75  Gravesend  ave.,  Bklyn., 

_  Applic.  16018-29 


F.D . 

H.D . 

B.B.B.... 
B.B.M... . 

B.B.Q - 

B.B.R - 

B  B.Bx. . . 
T  H.D. . . 


CODE. 

. Fire  Department 

. Health  Department 

. Bureau  of  Buildings,  Brooklyn 

_ Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

....Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


Appeals  from  Administrative  Orders. 
317-30-A — 3  Park  Row  and  5  Ann  street,  Manhattan. 
324-30-A — 428-436  Greenwich  street,  Manhattan, 
334-30-A— 117-125  West  14th  street  and  118-128  West5 
358-30- A — 12-16  East  14th  street  and  7-13  East  13th  st 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  an 
ards  and  appeals  of  a  public  hearing  under  the  provO 
of  the  building  zone  resolution,  Tuesday  morning,  Sefttl 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Buildir 
the  following  matters : 

cal.  no.  123-30-BZ — Application,  February  18,  1930,  < 
section  21  of  the  building  zone  r> 
tion,  of  William  F.  Doyle,  applica, 
behalf  of  Albermarle  Heights  Buli 
Corp.,  owner,  to  permit  in  a  but 
district  the  erection  and  maintenar! 
a  garage  for  the  storage  of  mortl 
five  (5)  motor  vehicles  and,  als< 
installation  of  a  gasoline  service 
tion;  premises  703-729  Gravesend 
nue,  east  side,  240  ft.  north  of  I*1 
avenue,  Brooklyn. 
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-  ho.  317-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

.  no.  289-30-BZ— Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hugo  E.  Magnuson,  applicant,  on  be¬ 
half  of  Mayer  Leaventon,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  3059-3071  Ocean 
avenue,  northeast  corner  of  Voorhies 
avenue,  Brooklyn. 

no.  319-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 
behalf  of  Louis  Ridder,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  31-01  Newtown  avenue 
and  28-25  31st  street,  northeast  corner, 
Long  Island  City,  Borough  of  Queens. 

no.  iub-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

no.  274-30-BZ— Application,  April  21,  1930,  under  sec¬ 
tions  ic  and  21  of  the  building  zone  res¬ 
olution,  of  James  W.  Byrnes,  applicant 
on  behalf  of  Ninety  Butler  Street  Corp.| 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
from  a  garage  and  factory  building  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  86-90 
Butler  street,  south  side,  250  ft.  east  of 
Smith  street,  Brooklyn. 

no.  323-30-BZ— Application,  May  9,  1930,  under  sec- 

building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Irene  E.  Moeller,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  187-51  to  187-63  Hollis 
avenue,  northwest  corner  of  190th  street 
(Seminole  avenue),  Hollis,  Borough  of 
Queens. 

no.  695-29-BZ— Application,  December  3,  1929,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Christopher  McGrath,  ap¬ 
plicant,  on  behalf  of  Hilvid  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously 
denied  under  section  21);  premises 
southwest  comer  of  Wilkinson  avenue 
and  Westchester  avenue,  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


SEPTEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A— 600-602  West  28th  street  and  269-275  llth  ave- 
nue,  southwest  corner,  Manhattan. 

6J0-29-A  232-236  East  40th  street,  Manhattan 
110-30-A— 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30-A— 16-18  East  43rd  street  and  13  East  42nd  street 

Manhattan. 

95- 30-A— 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A— 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

Building  Z.one  Applications. 

iNOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
,  appeals  of  a  public  hearing  under  the  provision* 

°  z0,nf  rfs0!ution-  Tuesday  afternoon,  September 

16,  *l93°;  iV  2.  oclock-  111  Room  1013,  Municipal  Building, 
on  the  following  matters: 


cal.  no.  160-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

CAL.  NO.  259-30-BZ— Application,  April  11,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Frank  Paladino,  appli¬ 
cant,  on  behalf  of  Gerosa  Paladino 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution; 
premises  2162-2238  Webster  avenue  and 
402-408  East  182nd  street,  southeast 
corner,  The  Bronx. 

cal.  no.  300-30-BZ— Application,  April  29,  1930,  under  sec¬ 
tions  ie  and  21  of  the  building  zone 
resolution,  of  Philip  J.  Sinnott,  appli¬ 
cant,  on  behalf  of  Louis  C.  Bock,  owner, 
to  permit  in  a  business  district  the 
alteration  and  conversion  of  occupancy 
of  an  exsiting  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  169 
East  87th  street,  Manhattan. 

cal.  no.  209-30-BZ— Application,  March  24,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Malcolm  C.  Butler,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  220-01 
Northern  boulevard,  northeast  corner  of 
220th  street,  Bayside,  Borough  of 
Queens. 


cal.  no.  731-29-BZ— Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis- 


719 


CALENDAR 


trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  158-30-BZ — Application,  March  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  Julius  Steinberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  2637-2653  86th  street, 
northeast  corner  of  Avenue  U,  Brook¬ 
lyn. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

392-30-BZ. 

APPLICANT— Max  Siegel  and  George  H.  Levy,  for  Gabriel 
Adler,  lessee  (21-year  lease). 

PREMISES — 2434-2440  Creston  avenue,  east  side,  65.14  ft. 
south  of  East  188th  street,  The  Bronx. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  building  (stores). 

166-30-BZ. 

APPLICANT — Nagle  Garages,  Inc.,  lessee,  for  Postal  Bond 
&  Mortgage  Co.,  Inc.,  owner. 

PREMISES — 50  Nagle  avenue,  Manhattan. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  and  residence  use  district  the 
erection  and  maintenance,  for  a  temporary  period  of 
two  (2)  years,  of  forty-five  (45)  individual  garages, 
space  rented  to  persons  not  residing  on  the  premises. 

277-30-BZ. 

APPLICANT — Peter  Reilly,  for  Mary  A.  Reilly,  owner. 

PREMISES — East  side  of  Farmers  avenue,  51.36  ft.  north 
of  Everitt  avenue,  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

318-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Maurice  Greenberg, 
owner. 

PREMISES — 441-451  89th  street  and  8814-8824  Fifth  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karper, 

owner. 

PREMISES — 5202  19th  avenue,  southwest  corner  of  52nd 
street,  Brooklyn. 


APPLICATION,  under  section  21  of  the  building  g 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  e  a 
sion  in  area  and  conversion  of  occupancy  old 
first  story  of  an  existing  dwelling  from  resiex 
to  business  use  (stores). 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

210-30-A — 47-65  West  42nd  street  and  1100  Sixth  av  u 
northeast  corner,  Manhattan. 

246-30-A — 125-135  Greene  street,  Brooklyn. 

252-30- A — 332-336  East  75th  street,  Manhattan. 
347-30-A — 23  East  20th  street,  Manhattan. 

258-30-A— 120-126  West  36th  street,  111  West  35th  e 
and  1333  Broadway,  Manhattan. 
305-30-A— 30-32  West  21st  street,  Manhattan. 

309-30-A — 3-9  Beekman  street  and  119-137  Nassau  so 
southwest  corner,  Manhattan. 

339-30-A — 42-48  East  20th  street,  Manhattan. 

265-30- A — 225  Moore  street,  Long  Island  City,  Borou 
Queens. 

313-30-A — Southwest  corner  of  Palisade  avenue  and  t 
261st  street,  The  Bronx. 

342- 30-A — 146  Wooster  street,  Manhattan. 

343- 30- A — East  side  of  City  Island  avenue,  between  Id 

and  Sutherland  avenues,  The  Bronx. 
250-30- A — 3240-3256  Bronx  boulevard,  southeast  corn 
Rosewood  street,  and  3251-3257  Barkom 
nue,  The  Bronx. 

261-30-A — 433-439  East  8th  street,  Manhattan. 
295-30-A — 247-253  West  19th  street,  Manhattan. 
294-30- A — 247-253  West  19th  street,  Manhattan. 
505-30- A — 4299  Boston  Post  road,  The  Bronx. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  r 
ards  and  appeals  of  a  public  hearing  under  the  prove 
of  the  building  zone  resolution,  Tuesday  morning,  Septil 
23,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Buildii, 
the  following  matter : 

cal.  no.  243-28-BZ — Application,  March  21,  1928,  unde  S' 
tion  21  of  the  building  zone  reso  i< 
of  McCooey  &  Conroy,  applican 
behalf  of  Essanarr  Garage  Corp.,  er 
to  permit  in  a  business  district  ther 
tion  and  maintenance  of  a  gasolirs 
vice  station  (previously  withdrrr 
premises  2489-2505  Atlantic  aveni  i 
1790-1810  East  New  York  an 
Brooklyn. 

HENRY  L.  CONNEL: 
Temporary  Chairtn 


SEPTEMBER  23,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

279-30-A— 76-80  39th  street,  Brooklyn. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  sou< 

corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  a 
ards  and  appeals  of  a  public  hearing  under  the  pro;i 
of  the  building  zone  resolution,  Tuesday  afternoon,  Sep  * 
23,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Buildi :, 
the  following  matters: 
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no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

no.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

no.  155-30-BZ — Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

no.  161-30-BZ — Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be¬ 
half  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

no.  1016-27-BZ — Application,  September  16,  1927 ;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

no.  369-29-BZ— Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

no.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 


trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  30,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

398-30-BZ. 

APPLICANT  Robert  D.  Kohn,  for  R.  H.  Macy  &  Co., 
Inc.  (long-term  lease),  lessee. 

PREMISES — 1317-1329  Broadway,  149-167  West  34th 
street,  441-459  Seventh  avenue  and  148-166  West 
35th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  two  times  height  district  the  erection 
and  maintenance  of  the  street  wall  in  excess  of  the 
height  permitted  under  the  zone  resolution. 

450-30-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 2411-2429  Tratman  avenue,  north  side,  95  ft. 
4  in.  west  of  Rowland  avenue,  The  Bronx. 

APPLICATION,  under  section  7d  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  extension  of  an 
existing  telephone  building. 

456- 30-BZ. 

APPLICANT— P.  Gregory  Stadler,  for  Mrs.  Lillie  M. 
Scheele,  owner. 

PREMISES — 2349  Andrews  avenue,  southwest  corner  of 
Fordham  road,  The  Bronx. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  alteration  and  change  of  occu¬ 
pancy  from  residence  to  business  use. 

457- 30-iBZ. 

APPLICANT — Frank  Caraccia,  owner. 

PREMISES— Southwest  corner  of  Hylan  boulevard  and 

Annrrit™116’  Annadale,  Borough  of  Richmond. 

APPL1CA1  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

135-28-BZ. 

APPLICANT— 'Michael  Kalmowitz,  lessee,  for  Allied  Hotel 
Construction  Co.,  owner. 

PREMISES  236-240  West  50th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  an  automobile  parking 
space  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecution). 

190-30-BZ. 

APPLICANT— Charles  Joseph,  for  Louis  Singer,  et  al. 
owners. 

PREMISES— 41-45  Elliot  place,  northwest  corner  of  Walton 
avenue.  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  apartment  house  with  stores  on  the 
first  story. 
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705-29-BZ. 

APPLICANT— Ryan,  Lyttle  &  Rodgers,  substituted  for 
William  F.  Doyle,  for  County  Holding  Co.,  owner. 

PREMISES— 825  East  175th  street,  northwest  corner  of 
Marmion  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (previously  with¬ 
drawn). 


SEPTEMBER  30,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

361-30- A — 170-194  Avenue  X,  Brooklyn. 

368- 30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  street, 

Brooklyn. 

369- 30-A — 27-33  West  23rd  street  and  8-12  West  24th 

street,  Manhattan. 

384-30-A— 11-22  to  11-28  44th  road,  Long  Island  City, 
Borough  of  Queens. 

237-30-A — 2-18  Milford  street  and  3156-3166  Atlantic  ave¬ 
nue,  southwest  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
30,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  837-28-BZ — Application,  October  30,  1928,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  J.  Nelson  Cooper,  appli¬ 
cant,  on  behalf  of  Hahn  Brothers  Fire¬ 
proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution;  premises  120  West  107th  street, 
Manhattan. 

cal.  no.  201-30-BZ — Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
31st  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  188-30-BZ — Application,  March  15,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Red  Brick  Realty'  Co., 
Inc.,  applicant  and  owner,  to  permit  the 
extension,  from  a  business  district  into 

a  residence  district,  of  a  proposed  busi¬ 
ness  use  (theatre)  (previously  with¬ 
drawn)  ;  premises  306  Steinway  avenue, 
east  side,  200  ft.  south  of  Jamaica  ave¬ 
nue,  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  202-30-BZ — Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rodman  Richardson,  applicant, 
on  behalf  of  Porter  Holding  Corp., 


- —  sal 

owner,  to  permit  in  a  business  disti 
the  erection  and  maintenance  of  a  ga 
line  service  station ;  premises  220 , 
Northern  boulevard  and  45-05  22i 
street,  southeast  corner,  Bayside,  F 
ough  of  Queens. 

cal.  no.  300-28-BZ — Application,  April  3,  1928,  under  s 
tion  21  of  the  building  zone  resoluti 
of  W.  Rossiter  Redmond,  applicant, 
behalf  of  Tilles  &  Haves,  Inc.,  owr 
and  Morris  Liebson,  lessee,  to  permit 
a  business  district  the  erection  and  ma 
tenance  of  a  gasoline  service  stat 
(previously  denied)  ;  premises  109-57 
109-65  206th  street,  southeast  corner 
Hollis  avenue,  Bellaire,  Borough 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S — 236-238  Fifth  avenue,  Manhattan. 

251-30-S — 909-915  Faile  street  and  1166  Garrison  aver 
southwest  corner,  The  Bronx. 

233-30-S — 82-90  Brown  place  and  491-497  East  13! 

street,  northeast  corner,  The  Bronx. 

244-30-S — 76-78  Madison  avenue  and  22  East  28th  str. 
southwest  corner,  Manhattan. 

257-30-S— 120-126  West  36th  street,  111  West  35th  str: 
and  1333  Broadway,  Manhattan. 

327-30-S — 194-196  Palmetto  street,  Brooklyn. 

338-30-S — 42-48  East  20th  street,  Manhattan. 

381-30-S — 247-249  Pearl  street,  Manhattan. 

292-30-S — 221-227  Fourth  avenue  and  105-111  East  1 
street,  northeast  corner,  Manhattan.  , 

310-30-S — 239-243  Fourth  avenue,  Manhattan. 

284-30-S — 775  Sixth  avenue  and  101  West  26th  stn, 
northwest  corner,  Manhattan. 

341-30-S— -100-106  Sixth  avenue,  17-39  Watts  street  si 
27-39  Thompson  street,  Manhattan. 

538-30-S— 1526-1536  62nd  street  and  1523-1537  63rd  str, 
Brooklyn. 

Appliances  Submitted  for  Approval. 

367-30-SA — Kreager  Oil  Burner,  approval  of. 

394-30-SA — The  Oronoque  Oil  Burner,  approval  of. 


OCTOBER  7,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

14-30-A — 1288-1290  Myrtle  avenue,  Brooklyn. 
77-30-A — 1190  Fifth  avenue,  Manhattan. 

207-30-A — 252  West  93rd  street,  Manhattan. 

278-30-A — 43-45  West  34th  street  and  64  West  35th  str 
Manhattan. 

290-30-A — 43-65  Stewart  avenue,  Brooklyn. 

326-30- A — 21-24  State  street,  southeast  corner  of  Brii 
street,  Manhattan. 

330-30-A — 1072-1092  Atlantic  avenue,  Brooklyn. 


OCTOBER  7,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  sta- 
ards  and  appeals  of  a  public  hearing  under  the  provisii 
of  the  building  zone  resolution,  Tuesday  afternoon,  OctO 
7,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,1 
the  following  matters : 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  ur« 
section  21  of  the  building  zone  res' 
tion,  of  McCooey  &  Conroy,  applies1 
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on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

no.  303-30-BZ — Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  117- 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

[.  no.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  14,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

;.-30-A — 16-20  West  32nd  street,  Manhattan. 

;)-30-A— 605-607  West  49th  street,  600-624  West  50th 
street  and  691-699  11th  avenue,  Manhattan. 
-30- A — 71-73  Murray  street,  Manhattan. 

-30-A — 127  Beekman  street,  Manhattan. 

‘-30-A — 425-435  East  24th  street,  Manhattan. 

-30-A — 783-785  Broadway,  southwest  corner  of  East 
10th  street,  Manhattan. 


OCTOBER  14,  1930,  2  P.  M. 

Petitions  for  Variations. 

-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

-30-S — 410  Lafayette  street,  Manhattan. 

-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

-30-S — 735-739  East  9th  street,  Manhattan. 

-29- S — 1573-1575  Gravesend  avenue,  Brooklyn. 

-29-S — 345-353  Seventh  avenue,  Manhattan. 

: -30-S — 225  West  39th  street,  Manhattan. 

-30-S — 33-43  East  33rd  street,  Manhattan. 

-30-S — 100-116  King  street,  341-361  Hudson  street  and 
91-109  Charlton  street,  Manhattan. 

-30-S — 40  East  12th  street,  Manhattan. 

-30-S — 110  West  14th  street,  Manhattan, 
l -30-S — 26  West  47th  street,  Manhattan. 

-30-S — 151-153  West  19th  street,  Manhattan. 

:-30-S — 64  Nassau  street,  Manhattan. 

-30-S — 16-20  West  32nd  street,  Manhattan. 


OCTOBER  21,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

30-A — Pier  No.  2,  Erie  Basin,  Foot  of  Columbia  street, 
Brooklyn. 

!-30-A — 7725  New  Utrecht  avenue,  northwest  corner  of 
78th  street,  Brooklyn. 


401- 30-A — 18-16  21st  drive, 

Queens. 

402- 30-A — 18-18  21st  drive, 

Queens. 

403- 30-A — 18-22  21st  drive, 

Queens. 

404- 30-A — 18-24  21st  drive, 

Queens. 

405- 30-A — 18-26  21st  drive, 

Queens. 

406- 30-A— 18-28  21st  drive, 

Queens. 

407- 30-A — 18-32  21st  drive, 

Queens. 

408- 30-A — 18-36  21st  drive, 

Queens. 

409- 30-A — 18-38  21st  drive, 

Queens. 

4 10- 30- A— 18-40  21st  drive, 

Queens. 

411- 30-A — 18-44  21st  drive, 

Queens. 

412- 30-A — 18-46  21st  drive, 

Queens. 

413- 30-A — 18-48  21st  drive, 

Queens. 

414- 30-A — 18-52  21st  drive, 

Queens. 


Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 


OCTOBER  21,  1930,  2  P.  M. 

Building  Zo)ie  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
r  fuv  .fP.P^l5  of  a  Public  hearing  under  the  provisions 
o  the  building  zone  resolution,  Tuesday  afternoon,  October 

■J1’  2  o  clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matter: 

cal.  no.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
'Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  28,  1930,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  morning,  October 
28,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building  on 
the  following  matter: 


U  4  ? 


—application,  .November  20,  1929;  re- 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu- 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district,’ 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied) ;  premises 
162  West  75th  street,  Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  9,  1930. 
Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElhgott 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  July  22,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
July  22,  1930,  were  approved  as  printed  in  bulletin  Mo.  30, 

Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

265-30-A.  .  .  w  „  -  • 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Rubin  Brothers  Manufacturing  Co., 

owner.  ,  ...  ,  ,, 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 

fire  commissioner. 

PREMISES  AFFECTED— 225  Moore  street,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  September  23,  1930, 
at  10  a.  m.,  so  that  report  may  be  submitted  by 
representative  of  the  fire  department. 


APPELLANT— Patrick  J.  Murray,  for  Association  for  the 
Benefit  of  Colored  Children. 

SUBJECT — Appeal  from  an  order  and  decisions  of  the  fire 
commissioner. 

PREMISES  AFFECTED— Southwest  corner  of  Palisade 
avenue  and  West  261st  street,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  September  23,  1930, 
at  10  a.  m.,  so  that  report  may  be  submitted  by 
representative  of  the  fire  department. 


342-30-A.  .  _  . 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Endiel  Realty  &  Development  Corp., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 146  Wooster  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  September  23,  1930, 
at  10  a.  m.,  so  that  report  may  be  submitted  by 
representative  of  the  fire  department. 


343-30-A.  ^  . 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Estate  of  Rose  Freund,  owner.  _ 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— East  side  of  City  Island  ave¬ 
nue,  between  Bridge  and  Sutherland  avenues,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  September  23,  1930, 
at  10  a.  m.,  so  that  report  may  be  submitted  by 
representative  of  the  fire  department. 


250-30-A. 

APPELLANT— William  F.  Doyle,  for  General  Baking 
Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 3240-3256  Bronx  boulevard, 
southeast  corner  of  Rosewood  street,  and  3251-3257 
Barker  avenue,  The  Bronx. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Laid  over  to  September  23,  19 
at  10  a.  m.,  so  that  report  may  be  submitted 
representative  of  the  fire  department. 


261-30- A. 

APPELLANT — F.  W.  Kirch,  for  Kirch-Marsh  Co.,  less. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  •; 
fire  commissioner. 

PREMISES  AFFECTED — 433-439  East  8th  street,  M; 
hattan. 

APPEARANCES— 

For  Appellant:  F.  W.  Kirch. 

ACTION  OF  BOARD — Laid  over  to  September  23,  19, 
at  10  a.  m.,  so  that  report  may  be  submitted 
representative  of  the  fire  department. 


295-30-A.  ■( 

APPELLANT— Albert  J.  Appell,  for  Revel  Realty  &  Se- 
rities  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  : 
fire  commissioner. 

PREMISES  AFFECTED— 247-253  West  19th  street,  M 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  23,  If,' 
at  10  a.  m.,  so  that  report  may  be  submitted  , 
representative  of  the  fire  department. 


294-30-A. 

APPELLANT — Albert  J.  Appell,  for  Revel  Realty  &  Se 
rities  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  comr 
sioner. 

PREMISES  AFFECTED — 247-253  West  19th  street,  M 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  23,  1\ 
at  10  a.  m.,  so  that  report  may  be  submitted ; 
representative  of  the  fire  department. 


505-30-A. 

APPELLANT — Town  &  Country  Oil  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  comi; 
sioner. 

PREMISES  AFFECTED — 4299  Boston  Post  road,  i 
Bronx. 

APPEARANCES— 

For  Appellant:  Alfred  Carreau. 

ACTION  OF  BOARD — Laid  over  to  September  23,  1,1 
at  10  a.  m.,  so  that  report  may  be  submitted) 
representative  of  the  fire  department. 


454-30-A. 

APPELLANT — Henry  J.  Nurick,  for  Rubel  Corp.,  ow 
SUBJECT — Appeal  from  a  decision  of  the  superintend 
of  buildings — re  reinstatement  of  Permit  No.  11  ■ 
29  revoked  by  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 2641-2645  Nostrand  ave: 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Abraham  C.  Kleinfeld  and  Henri 
Nurick. 

For  Opposition :  M.  J.  Wohl,  Edward  A.  Kole 
Dr.  S.  S.  Markell. 

For  Administration:  Assistant  Engineer  Benj: 
Salzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  laid  over  for  full  vot: 
•board. 

THE  VOTE  TO  GRANT  AND  REINSTATE  P 
MIT- 

Affirmative:  Temporary  Chairman  Connell  an 

Commissioners  Holland  and  Guilfoyle . 

Negative:  Deputy  Chief  McElligott . 

Absent  . 
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46-30-A. 

APPELLANT  Ferdinand  Savignano,  for  Domenico 
D  Aversa,  owner. 

iUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

’REMISES  AFFECTED— 1413  69th  street,  Brooklyn 
APPEARANCES— None.  }  ' 

iCTIOX  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Guilfoyle  and  Holland  and  Deputy 

Chief  McElligott .  4 

Negative  . 0 

Absent  . 0 

i4-30-A. 

PPELLANT  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Consolidated  Dairy  Products  Co 
owner. 

OBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

(REMISES  AFFECTED  11-22  to  11-28  44th  road,  Long 
Island  City,  Borough  of  Queens 
PPEARANCES— None. 

CTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 
Chief  McElligott . . .  '  4 

Negative  . . .*.'!!!!!.'!!!!!!  0 

Absent  . ’  .  q 


304-30-BZ. 

APPLICANT  Edward  P.  Doyle,  for  Katherine  Alberti, 
owner.  ’ 

SUBJECT— Application  (re  decision  of  the  superintendent 
ot  bmldmgs),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
tor  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 50  Downing  street  and  214-218 

A  PPEA  RANCES-T"  S,reet’  Manhatl“- 
Eor  Applicant :  Edward  P.  Doyle. 

For  Opposition:  Martin  Burkelman,  M.  L  Wolf 

a  rvrTA»  an<^  Peter  A.  Brandt. 

ACTION  OF  BOARD— Laid  over  to  October  21,  1930,  at 
2  p.  m.,  for  final  disposition,  on  request  of  objectors’ 
representative. 


303-30-BZ. 

q/t p  tC N T~"Uomack  Construction  Corp.,  owner. 

o  U  hij  EC  1  —Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

ppcu-Toco ai?^™a™^T!,ance  of"  a  &as°line  service  station. 

EMISES  AFFECTED — 117-01  Farmers  boulevard  and 
189-14  Foch  boulevard  (Central  avenue),  southeast 

APPEARANCE^— AIbanS’  B°rOUgh  of  Queens- 

For  Applicant:  Albert  J.  Burns. 

For  Opposition :  Theodore  C.  Kratter  and  Irving 
Lurid. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  request  of  applicant.  Final  disposition. 


BUILDING  ZONE  -CASES. 


fr-28-BZ. 

■DPLICANT— J.  Nelson  Cooper,  for  Hahn  Brothers  Fire¬ 
proof  Warehouse,  Inc.,  owner. 

.EJECT— -Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  one  and  one- 
half  times  height  district  and  “B’’  area  district  the 
erection  and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permitted  under 
the  zone  resolution  and,  also,  the  maintenance  of  a 
Tear  yard  of  less  area  than  required  under  the 
zone  resolution. 

DEMISES  AFFECTED — 120  West  107th  street,  Man¬ 
hattan. 

“PEARANCES— 

For  Applicant:  Paul  P.  Brennan. 

:  Eor  Opposition:  Edward  J.  Prest. 

\TION  OF  BOARD — Laid  over  to  September  30,  1930, 
at  10  a.  m.,  on  request  of  applicant’s  representative. 

1-30-BZ. 

1 PLICANT — Philip  J.  Sinnott,  for  Louis  C.  Bock, 
owner. 

(BJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 
■building  zone  resolution,  to  permit  in  a  business 
district  the  alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five  (5)  horses 
to  a  garage  for  the  storage  of  more  than  five  (0) 
motor  vehicles. 

iMlSES  AFFECTED— 169  East  87th  street,  Manhat¬ 
tan. 

AEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

I'or  Opposition:  George  Monahan. 

LTON  OF  BOARD— Laid  over  to  September  16,  1930, 
at  2  p.  m.,  on  request  of  objector’s  representative. 


32 1-30-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Consolidated  Asso¬ 
ciates,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

v  v  t:  ^  f  r  o  a  gas°Ene  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Union 
turnpike  and  Parsons  boulevard,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  P.  Brennan. 

For  Opposition:  Frank  Klein. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


201-30-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Harriet  Haber 
ana  W.  B.  Co.,  owners. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station. 

PREMISES  AFFECTED — 28-12  31st  street  and  30-15 
Newtown  avenue,  northwest  corner,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

Eor  Applicant:  Joseph  D.  Nunan,  Jr. 

For  Opposition:  Irving  Rollins,  Athelstan  Vaughan 
and  Harry  Greenberg. 

ACTION  OF  BOARD — Laid  over  to  September  30,  1930, 
for  inspection  and  report  of  board. 


190-30-BZ. 

APPLICANT— Charles  Joseph,  for  Louis  Singer,  et  al„ 
owners. 

SUBJECT— Application  for  reopening — restoration  to  Cal¬ 
endar— re  Application  (decision  of  the  superin- 
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tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  an  apartment 
house  with  stores  on  the  first  story  (previously 
dismissed  in  error). 

PREMISES  AFFECTED — 41-45  Elliot  place,  northwest 
corner  of  Walton  avenue,  The  Bronx. 


APPEARANCES— 

For  Applicant:  Mylton  Vernoff. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
Calendar  -Call  September  30,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 


ENDAR— 

Affirmative:  Temporary  Chairman  Connell,  Lom- 
miseinner';  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott 

Negative  . 

Absent  . 


4 

0 

0 


705-29-BZ. 

APPLICANT— Herbert  J.  Ryan,  substituted  for  William  F. 
Doyle,  for  County  Holding  Co.,  owner. 

SUBJECT— Application  for  reopening  —  reconsideration 
under  new  state  of  facts— re  Application  (decision 
of  the  superintendent  of  buildings),  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  erection  and  maintenance  of  a 
business  building. 

PREMISES  AFFECTED— 825  East  175th  street,  north¬ 
west  corner  of  Marmion  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
Calendar  Call  September  30,  1930,  at  2  p.  m. 
THE  VOTE  TO  REOPEN  AND  RESTORE  TO  -CAL¬ 
ENDAR—  „  „  _ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

N  egative  .  0 

Absent  .  0 


299-30-BZ. 

APPLICANT— Murray  Klein,  for  Nathan  Adelman,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  extension  in  area  of  an  existing  poultry 
slaughter  house. 

PREMISES  AFFECTED— 214  Humboldt  street,  east  side, 
35  ft.  south  of  Scholes  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Murray  Klein  and  Carl  Adelman. 
For  Opposition:  Fred  Hertan  and  H.  Bregstein. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil¬ 
foyle  .  2 

Negative:  Temporary  Chairman  Connell  and 

Deputy  Chief  McElligott .  2 

Absent  .  0 

THE  RESOLUTION— 

(299-30-BZ) 

Whereas,  Murray  Klein,  for  Nathan  Adelman,  owner, 
filed,  April  29,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alteration  and 
extension  in  area  of  an  existing  poultry  slaughter  house ; 
premises  214  Humboldt  street,  east  side,  35  ft.  south  of 
Scholes  street,  Borough  of  Brooklyn ;  and 
Wherf^as,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting. 


September  9,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Humboldt  street,  Scholes  street 
and  Meserole  street  are  in  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, - 
rendered  April  28,  1930  (Applic.  No.  4086-1930),  reads: 

“1.  Proposed  alteration  to  existing  poultry  slaughter, 
house  in  business  district  exceeds  50%  value  of  existing 
structure  and  proposed  extension  o-f  prohibited  use  in' 
business  district  is  contrary  to  Art.  II,  Sec.  6(a)  Zoning 
Resolution  and  is  hereby  denied.” ; 

and 

Whereas,  the  existing  building  is  of  frame  construction.1 
one  story  in  height,  with  a  frontage  of  47  ft.  and  a  depth 
of  25  ft.;  occupied  as  a  slaughter  house;  it  is  proposed  to 
remove  this  structure  and  replace  with  a  new  brick  structure 
and  to  erect  an  extension  18  ft.  by  25  ft. ;  and 

Whereas,  the  -board  deemed  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  bo 
and  it  hereby  is  denied. 


239-30-BZ. 

APPLICANT — Emil  Guterman,  for  Adam  Dietel,  owner 
SUBJECT — Application  (re  decision  of  the  superintendeni 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  tx 
tension  in  area  of  an  existing  carpet  cleaning  plant 
PREMISES  AFFECTED— 222-14  95th  avenue  (Howel 
avenue),  south  side,*  259  ft.  east  of  222nd  street 
Queens  •  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Emil  Guterman  and  Conrad  Braun 
For  Opposition:  James  F.  Fanning. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  ‘ 


N  egative  .  < 

Absent  .  < 


THE  RESOLUTION— 

(239-30-BZ) 

Whereas,  Emil  Guterman,  for  Adam  Dietel,  owner,  filed 
April  4,  1930,  an  application,  under  the  building  zone  resolu 
lion,  to  permit  in  a  residence  use  district  and  “C”  area  dis 
trict  the  extension  in  area  of  an  existing  carpet  cleaning 
plant;  premises  222-14  95th  avenue  (Howell  avenue),  soutl 
■side,  250  ft.  east  of  222nd  street,  Queens  Village,  Borougl 
of  Queens  ;  and  j 

Whereas,  a  public  hearing  was  held  on  this  application  b; 
the  board  of  standards  and  appeals,  at  its  regular  meeting1 
September  9,  1930,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  district  maps  accompanying  the  building 
zone  resolution  show  that  95th  avenue,  north  side,  east  o. 
a  point  100  ft.  east  of  Jamaica  avenue,  is  in  a  resident 
district ;  95th  avenue,  south  side,  222nd  street  to  224tl 
street,  is  in  a  residence  district ;  95th  avenue,  south  sid< 
east  of  224th  street,  is  in  an  unrestricted  district;  96tl 
avenue  is  in  a  business  district,  and  the  entire  section  is  in 
C”  area  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  building1 
rendered  May  20,  1930  (re  Plan  No.  Alt.  961-1930),  reads 
“1.  The  extension  of  a  business  use  (carpet  clean injj 
plant)  in  a  residence  district  is  contrary  to  Art.  2,  Secj 
tion  6  of  the  Zone  Resolution.” ;  j 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con 
struction,  one  story  in  height,  with  a  frontage  of  40  ft.  an 
a  depth  of  80  ft.  1  in. ;  -occupied  as  a  carpet  cleaning  plant 
it  is  proposed  to  extend  the  building  at  the  rear  to  the  lo: 
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ie,  the  extension  being  40  ft.  by  16  ft.  10  in.  in  area;  the 
tire  premises  to  be  occupied  for  a  carpet  cleaning  plant ;  no 
ar  yard  to  be  provided ;  and 

Whereas,  the  application  is  for  the  extension  of  an 
isting  business  use,  the  board  deems  that  applicant  is 
rtitled  to  relief  under  section  7a  and  section  21  of  the 
ilding  zone  resolution. 

.Resolved,  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  application  of  the  use  and 
■.ea  district  regulations  of  the  building  zone  resolution,  and 
-at  the  application  be  and  it  hereby  is  granted  on  condition 
iat  the  proposed  extension  shall  be  limited  to  an  area  of 
ft.  10  in.  deep  by  40  ft.  wide  in  the  rear  of  the  present 
'ilding;  that  the  rear  and  gable  walls  and  roof  shall  be 
pierced  throughout  their  entire  height  and  length;  that 
e  building  shall  be  constructed  of  the  same  material  as 
e  present  building  now  on  the  premises  and  shall  be 
nited  to  one  story  in  height ;  that  any  permits  required 
all  be  obtained  within  six  months  and  all  work  completed 
■thin  one  year  from  the  date  of  this  action. 


:5-30-BZ. 

PPLICANT — Harold  G.  Dangler,  for  Peter  F.  Reilly, 
owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

DEMISES  AFFECTED — 625-631  Bergen  street,  north 
side.  115  ft.  west  of  Vanderbilt  avenue,  Brooklyn. 
PPEARANCES — 

For  Applicant:  Harold  G.  Dangler  and  Peter  F. 
Reilly. 

For  Opposition :  None. 

~TION  OF  BOARD — Application  granted  on  condition. 

HE  VOTE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


(285-30-BZ) 

Whereas,  Harold  G.  Dangler,  for  Peter  F.  Reilly,  owner, 
rd,  April  24,  1930,  an  application,  under  the  building  zone 
notation,  to  permit  in  a  business  district  the  erection  and 
nintenance  of  a  garage  for  the  storage  of  more  than  five 
utor  vehicles;  premises  625-631  Bergen  street,  north  side, 
5  ft.  west  of  Vanderbilt  avenue,  Borough  of  Brooklyn; 

Whereas,  a  public  hearing  was  held  on  this  application  by 
k  board  of  standards  and  appeals,  at  its  regular  meeting, 
;Ptember  9,  1930,  fter  due  notice  by  publication  in  the 
illetin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
:ne  resoultion  show  that  Bergen  street  is  in  a  business 
ctrict ;  Vanderbilt  avenue  is  in  a  business  district:  Dean 
reet  is  in  an  unrestricted  and  residence  district,  and  Carlton 
;enue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  April  8,  1930  (re  Applic.  No.  3614-1930),  reads: 
“Erection  of  a  storage  garage  for  more  than  five 
cars  in  a  business  use  district  is  contrary  to  Art.  2,  Sec. 
4a  (15)  of  the  Building  Zone  Resolution,  and  is  there¬ 
fore  denied.”; 

Ed 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
instruction,  one  story  in  height,  with  a  frontage  of  85  ft. 
•in.  and  a  depth  of  110  ft.;  to  be  occupied  as  a  garage 
r  the  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  the  board  deems  that  applicant  substantiated 
'■  appeal,  brought  under  section  7e  of  the  building  zone 
notation,  in  that  the  'board  granted  a  permit  for  a  two- 
!>ry  garage,  under  section  7e,  in  the  same  street,  and  in 


view  of  the  fact  that  there  are  mostly  garages  and  factory 
buildings  within  the  same  block  as  the  site  under  appeal. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  be  one  story  in  height  and  erected 
fireproof  throughout  and  that  the  front  elevation  shall  be  fin¬ 
ished  with  face  brick  or  architectural  terra  cotta  with  stone 
trim;  that  no  portable  gasoline  tanks  shall  be  operated  or 
maintained  outside  the  building  line;  that  there  shall  be  no 
advertising  of  any  nature  displayed,  other  than  one  projecting 
electric  sign,  indicating  the  name  and  nature  of  the  business 
conducted  therein;  there  shall  be  no  motor  vehicle  repairing 
done  on  the  premises,  other  than  minor  repairs  to  the  cars 
garaged  on  the  premises ;  that  any  skylights  constructed 
shall  be  kept  at  least  20  ft.  from  the  rear  wall;  the  rear 
and  gable  walls  shall  be  unpierced  throughout  their  entire 
height  and  length;  that  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  all  work  involved  thereby 
completed  within  one  year  from  the  date  of  this  action. 


289-29-BZ. 

APPLICANT — Raphael  A.  Egan,  for  Edward  R.  Whit- 
tingham,  owner. 

SUBJECT — Application  for  reopening — rescindment  of  ac¬ 
tion  of  July  22,  1930 — re  Application  (decision  of 
the  superintendent  of  buildings),  under  sections  7g 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  alteration  and  change 
of  occupancy  of  the  first  story  from  residence  to 
business  purposes. 

PREMISES  AFFECTED— 21  Fifth  avenue  and  2  East 
9th  street,  southeast  corner,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  action 
of  board  of  July  22,  1930,  rescinded,  the  matter 
being  improperly  before  the  board. 

THE  VOTE  TO  REOPEN  AND  RESCIND  PREVIOUS 
ACTION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 


(289-29-BZ) 

Whereas,  Raphael  A.  Egan,  for  Edward  R.  Whittingham, 
owner,  filed,  April  26,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  the  first  story  from  resi¬ 
dence  to  business  purposes;  premises  21  Fifth  avenue  and  2 
East  9th  street,  southeast  corner,  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  4,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  9th  street,  Fifth  avenue  and  8th 
street  are  all  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  11,  1929  (re  Alt.  App.  No.  667-1929),  reads; 

“1.  The  location  of  a  business  in  a  residence  district 
is  unlawful.  Zoning  Resolution,  Art.  II.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  four  stories  in  height,  with  a  frontage  of  26  ft. 
and  a  depth  of  100  ft.;  occupied  as  a  dwelling;  it  is  proposed 
to  alter  the  two  lower  stories  of  this  building  into  one  story 
and  mezzanine  for  occupancy  as  a  bank ;  and 

Whereas,  the  board  deems  that  the  application  is  justified 
under  section  719  of  the  charter  and  the  board  is  authorized 
to  adjust  in  order  that  substantial  justice  shall  be  done  as 
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provided  in  section  21  of  the  building  zone  resolution,  and 
the  question  of  an  inconspicuous  non-conforming  use  was 
established  in  the  case  of  Anderson  vs.  Walsh ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  June  4,  1929,  on  certain  condition,  and  the  board, 
through  error,  granted  an  extension  of  time  July  22,  1930, 
there  being  no  request  therefor. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  only  so  far 
as  it  affects  the  street  grade  and  basement,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
proposed  variation  shall  be  restricted  to  the  first  floor  and 
basement  of  these  premises ;  that  the  use,  conduct  and  opera¬ 
tion  of  the  premises  shall  'be  restricted  to  a  national  bank 
and  trust  company  chartered  by  the  United  States  Govern¬ 
ment  to  be  tenanted  and  conducted  by  the  Washington 
Square  National  Bank  of  New  York;  that  the  remainder  of 
the  premises  above  the  first  story  shall  be  restricted  to  con¬ 
forming  residential  area  use  and  occupancy  ;  that  the  finished 
design  shall  be  restricted  substantially  to  drawings  of  facade 
submitted  in  this  appeal;  that  there  shall  be  no  signs  dis¬ 
played  on  the  premises,  other  than  one  metal  wall  panel 
located  at  the  front  pier  of  the  premises  on  Fifth  avenue 
and  9th  street ;  that  all  permits  required  shall  be  obtained 
within  six  months  and  any  work  involved  shall  be  completed 
within  one  year  from  June  4,  1929,  and  that  architect  shall 
make  a  return  of  the  drawings  for  approval  to  this  'board 
before  submission  to  the  superintendent  of  buildings. 

Resolved,  further,  that  the  action  of  the  board  of  July  22, 
1939,  granting  an  extension  of  time  be  and  it  hereby  is 
rescinded,  and  that  the  resolution  as  of  June  4,  1929,  be  and 
it  hereby  is  affirmed. 


33-29-BZ. 

APPLICANT— Edward  L.  Kelly,  for  Flushing  Terrace 
Corp.,  owner. 

SUBJECT— Application  for  reopening— extension  of  time  to 
obtain  permits  and  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  7g  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 160-26  Willetts  Point  'boule¬ 
vard,  southeast  corner  of  20th  avenue,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Abram  Raff. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

TPIE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  ® 

THE  RESOLUTION— 

(33-29-BZ) 

Whereas,  Edward  L.  Kelly,  for  Flushing  Terrace  Corp., 
owner,  filed,  January  17,  1929,  an  application,  under  the 

building  zone  resolution,  to  permit  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline  service  station ; 

premises  160-26  Willetts  Point  boulevard,  southeast  corner 
of  20th  avenue,  Whitestone,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  1,  1929,  fter  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Willetts  Point  boulevard  is  in  a 
business  district ;  20th  avenue  is  in  a  business  and  residence 
district;  Carll  lane  is  in  a  business  district,  and  29th  road 
is  in  a  residence  district;  and 


Whereas,  the  decision  of  the  superintendent  of  building 
rendered  January  3,  1929  (re  Plan  No.  N.  B.  11173-1928 
reads : 

“The  creation  of  a  gasoline  station  in  a  business  di 
trict  is  contrary  to  Zone  Law.”; 

and 

Whereas,  it  is  proposed  to  erect  an  office,  20  ft.  by  ; 
ft.,  bury  four  550-gallon  tanks  and  erect  four  pumps  f« 
the  purpose  of  conducting  a  gasoline  service  station  with 
a  business  use  district ;  and 

Whereas,  applicant,  in  substantiation  of  section  7g  of  tl 
building  zone  resolution  has  filed  more  than  80  per  ce 
consents  of  property  owners  within  an  area  fixed  by  tl- 
board  and  deemed  affected;  and 

Whereas,  the  board  deems  that  applicant  is  entitled 
relief  under  section  21  of  the  building  zone  resolution;  ai 
Whereas,  this  application  was  granted  by  the  board  at  i. 
meeting,  October  1,  1929,  on  certain  conditions,  and  app 
cant  requests  a  modification  of  the  time  limit  imposed  ai 
an  extension  of  time  to  obtain  permits  and  complete  wor 
Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  application  of  the  use  di 
trict  regulations  of  the  building  zone  resolution,  and  th 
the  application  be  and  it  hereby  is  granted  on  condition  th, 
at  the  easterly  and  westerly  building  line  there  shall 
erected  a  brick  wall,  not  less  than  8  ft.  in  height,  fao 
with  enamel  brick  on  the  pronerty  side  and  coped  wi 
architectural  terra  cotta  or  natural  stone  trimming ;  that  t 
building  to  be  erected  on  the  premises  for  use  as  an  ofli 
shall  be  of  masonry  construction,  faced  with  enamel  bri- 
and  with  Spanish  tile  roof ;  that  there  shall  be  erect 
along  the  building  line  on  the  street  fronts  a  concrete  cu 
not  less  than  12  in.  in  height  with  one  opening  on  Ca 
lane  and  one  opening  on  Willetts  Point  boulevard,  each 
which  shall  be  not  more  than  10  ft.  wide  and  shall  ha 
curb  cuts  immediately  in  front  of  the  openings  which  sh; 
be  not  more  than  10  ft.  wide;  that  all  pumps  shall 
located  at  least  10  ft.  back  from  the  building  line;  that  ai 
advertising  displayed  shall  be  restricted  to  the  glass  glob 
on  the  gasoline  pumps,  and  that  any  permits  required  sh; 
be  obtained  within  six  months  and  all  work  completed  with; 
one  year  from  the  date  of  this  action — September  9,  19c 

280-29-BZ. 

APPLICANT — .Hugo  E.  Magnuson,  for  Anthony  Sido 
owner. 

SUBJECT — Application  for  reopening — extension  of  tit 
to  obtain  permits  and  complete  work — re  Applic, 
tion  (decision  of  the  superintendent  of  buildings 
under  section  21  of  the  building  zone  resolution, 
permit  in  a  business  district  the  erection  and  mai. 
tenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1712-1718  81st  street,  southwt 
corner  of  New  Utrecht  avenue,  Brooklyn.  i 

APPEARANCES— 

For  Applicant:  Hugo  Magnuson. 

For  Opposition :  None.  _  *  j 

ACTION  OF  BOARD — Application  reopened  and  time  e 
tended  to  obtain  permits  and  complete  work. 
THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  .  1 

Absent  . f 

THE  RESOLUTION—  1 

(280-29-BZ) 

Whereas,  Hugo  E.  Magnuson,  for  Anthony  Side, 

owner,  filed.  April  24,  1929,  an  application,  under  the  build; 
zone  resolution,  ot  permit  in  a  business  district  the  erecti 
and  maintenance  of  a  gasoline  service  station;  premis 
1712-1718  81st  street,  southwest  corner  of  New  UtreO 

avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
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he  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  24,  1929,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  New  Utrecht  avenue  is  in  a  busi- 
less  district;  17th  avenue  is  in  a  business  district,  and  81st 
treet  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  April  11,  1929  (re  App.  No.  1693),  reads: 

“Proposed  gasoline  station  repair  shop  and  automobile 
laundry  to  be  located  in  a  business  use  district  is  con¬ 
trary  to  Art.  II,  Sec.  4a  of  Zone  Resolution.”; 
nd 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
frontage  of  62  ft.  7 1/2  in.  on  81st  street,  57  ft.  4j4  in. 
In  New  Utrecht  avenue,  on  which  it  is  proposed  to  erect 
one-story  building.  35  ft.  by  50  ft.,  for  auto  laundry  and 
:pair  shop  and  to  install  grease  pits,  tanks  and  pumps  for 
gasoline  service  station ;  and 

Whereas,  the  board,  in  acting  on  similar  application  on 
le  same  street  front,  has  granted  similar  variation;  and 
Whereas,  the  board,  in  view  of  the  surrounding  circum- 
ances  and  conditions  of  the  immediate  locality  thus  af- 
?cted  and,  moreover,  the  application  being  supported  by 
venty-two  consents  of  property  owners  within  the  area 
nmediately  affected,  the  board  believes  that  this  application 
omes  within  the  purview  of  section  21,  unnecessary  hard- 
lip  and  practical  difficulties;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
leeting,  September  24,  1929,  on  certain  conditions,  and  ap- 
icant  requested  a  modification  of  the  time  limit  imposed 
id  an  extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  dis- 
ict  regulations  of  the  building  zone  resolution,  and  that 
le  application  be  and  it  hereby  is  granted  on  condition  that 
icre  shall  be  erected  along  the  westerly  and  southerly  lot 
I  tie  of  the  property  a  wall  of  approved  masonry  not  less 
tan  8  ft.  in  height ;  that  the  proposed  one-story  building 
be  used  as  office  and  for  mechanical  operation  incidental 
the  conduct  of  the  gasoline  station  shall  be  restricted  in 
fight  to  one  story  above  grade ;  that  the  open  grease  pit, 
indicated  on  the  plans,  is  prohibited ;  that  any  mechanical 
>eration  of  the  plant  incidental  to  the  conduct  of  the 
isiness  maintained  on  the  premises  shall  be  housed  at  the 
nthwesterly  corner  of  the  premises,  enclosed  in  building 
approved  masonry  with  open  archways  at  the  front  facing 
e  lot ;  that  no  portable  gasoline  tanks  shall  be  operated 
maintained  on  the  premises ;  that  the  exterior  of  the 
lilding  and  the  interior  face  of  the  wall  enclosing  the  lot 
all  be  faced  with  light-colored  face  brick  with  archi- 
ctural  terra  cotta  or  natural  stone  trimmings ;  that  the 
soline  pumps  shall  be  set  back  from  the  building  line 
>t  less  than  10  ft. ;  that  there  shall  be  not  more  than  two 
hicular  entrances,  one  located  on  the  81st  street  front 
d  one  on  the  New  Utrecht  avenue  front,  within  the  south- 
Ty  28  ft.  portion  of  the  New  Utrecht  avenue  front;  that 
e  entrances  shall  be  not  more  than  10  ft.  in  the  clear; 


that  curb  cuts  shall  be  located  directly  in  front  of  said 
entrances;  that  on  the  building  line  of  the  premises,  other 
than  the  entrances,  there  shall  be  erected  an  ornamental 
open  iron  railing  not  less  than  6  ft.  6  in.  in  height  with 
imposts  at  the  entrances  of  masonry  piers  or  ornamental 
iron ;  that  the  architect  shall  make  a  return  of  the  draw¬ 
ings  to  this  board  for  approval  in  accordance  with  the 
foregoing  conditions  before  submission  to  the  bureau  of 
buildings  for  consideration;  that  any  advertising  displayed 
<»n  the  premises  shall  be  restricted  to  the  illuminated  glass 
globes  of  the  gasoline  pumps  or  flat  wall  signs  on  the  one- 
story  structure;  that  all  permits  required  shall  be  obtained 
within  six  months  and  all  work  involved  shall  be  completed 
within  one  year  from  the  date  of  this  action— September 
9,  1930. 


APPROVAL  OF  PLANS. 

452-30-A. 

APPELLANT  Philip  J.  Sinnott,  for  Richfield  Oil  Corp , 
owner. 

SUBJECT  Application  for  approval  of  plans  in  accord¬ 
ance  with  resolution  of  board  adopted  under  date 
of  July  22,  1930. 

PREMISES  AFFECTED — 36-25  to  36-49  Newtown  Creek, 
Long  Island  City,  Borough  of  Queens 
APPEARANCES-None. 

ACTION  OF  BOARD— Temporary  chairman  read  engi¬ 
neers  report;  engineer’s  report  adopted  and  plans 
approved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
PLANS — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deoutv 

Chief  McElligott .  '  4 

Negative  .  .  g 

Absent  .  .  g 

260-24-BZ. 

APPLICANT — Sobol  Bros.,  owner. 

SUBJECT  Application  for  approval  of  plans  in  accord¬ 
ance  with  resolution  adopted  by  the  board  on  Tulv 
15,  1930 

PREMISES  AFFECTED— 315-319  West  133rd  street 
Manhattan. 

APPEARANCES—  None. 

ACTION  OF  BOARD — Temporary  chairman  read  engi¬ 
neer’s  report;  engineer’s  report  adopted  and  plans 
approved  in  accordance  therewith 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
PLANS—  v^ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott . . .  '  4 

Negative  . '  . .  0 

Absent  .  .  q 

Adjourned  3.15  p.  m. 

William  J.  O  Gorman,  Secretary. 


APPLIANCES 


APPROVED  FIRE  LINE  HOSE  VALVES 

YPE  A— 150  LBS.  WATER  WORKING  PRESSURE  TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
lay  be  installed  on  all  4-inch  and  6-inch  systems  and 

on  uppermost  stories  on  8-inch  systems  May  be  installed  on  all  standpipe  systems 


l.irbanks  Company . 

1  alworth  Company . 

■  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc 

'oker  National  Fire  Prev.  Eng.  Co - 

hn  Simmons  Co . 

Iikins  Brothers . 

D.  Allen  Mfg.  Co . 


81-20-SA 

899-27-SA 

1307-27-SA 

304-28-SA 

209-29-SA 

779-28-SA 

890-28-SA 


New  York  Brass  Foundry  Co.  (Stillbech) _ 

W.  D.  Allen  Mfg.  Company . 

Walworth  Company . 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co . 

Fairbanks  Company . 


53-21-SA 

1151-27-SA 

900-27-SA 

780-28-SA 

970-28-SA 

268-29-SA 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  9,  1930. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McEUigott. 


PETITIONS  FOR  VARIATIONS. 

6-30-S. 

PETITIONER— William  F.  Doyle,  substituted  for  Buch- 
man  &  Kahn,  for  25-27  West  56th  Street  Co.,  Inc., 
owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 25-27  West  56th  street  and  24- 
26  West  57th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1930,  at 
2  p.  m.,  on  written  request  of  petitioner. 


115-30-S. 

PETITIONER — Joseph  D.  Nunan,  for  Estate  of  Charles 
G.  Thompson,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 410  Lafayette  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Joseph  D.  Nunan  and  T.  A.  Taylor. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1930,  at 
2  p.  m.,  for  further  consideration. 


181-30-S 

PETITIONER— William  F.  Doyle,  for  Joseph  Sobel, 
owner. 

SUBJECT — Variation  of  the  labor  law.  as  cited  in  an 
order  of  the  fire  commissioner  and  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED — 1789-1791  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1930,  at 
2  p.  m.,  on  written  request  of  petitioner. 


269-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Wm.  P.  Youngs  &  Bros.,  Inc.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 735-739  East  9th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1930,  at 
2  p.  m„  awaiting  further  information  from  the  fire 
department. 


673-29-S. 

PETITIONER — John  H.  Knubel,  for  Clemons  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied — re  Variation  of  the  labor  law,  as 
cited  in  orders  of  the  fire  commissioner. 


PREMISES  AFFECTED— 345-353  Seventh  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Louis  W.  Osterweis. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  October  14,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McEUigott .  4 

Negative  .  0 

Absent  .  0 


650-29-S. 

PETITIONER — Samuel  Gardstein,  for  Max  Levine,  owner.  $ 

SUBJECT — Application  for  reopening — modification — re 

Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 1573-1575  Gravesend  avenue, 
Brooklyn. 

APPEARANCES—  _  !  , 

For  Petitioner :  Samuel  Gardstein.  ‘  i 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  October  14,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McEUigott .  4 

Negative  .  u 

Absent  .  0 


149-30-S. 

PETITIONER — Fox  Film  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner.  ! 

PREMISES  AFFECTED— 343-345  West  44th  street,  Man-  ' 
hattan. 

APPEARANCES—  _  1 

For  Petitioner :  Louis  M.  Weber. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McEUigott .  4 

Negative  .  0 

Absent  .  0 


268-30-S. 

PETITIONER — Edward  P.  Doyle,  for  Unity  Fee  Co., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 101-103  West  42nd  street  and 
1101-1109  Sixth  avenue,  northeast  corner,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Edward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  ' .  1 

ACTION  OF  BOARD — Petition  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com-  j 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McEUigott .  4 

Negative  .  0 

Absent  .  0 


331-30-S. 

PETITIONER — Solomon  Sufrin,  for  144  East  74th  Street 
Corp.,  owner. 
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SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 144  East  74th  street  and  1031 
Lexington  avenue,  southeast  corner,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Solomon  Sufrin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  0 


420-28-S. 

PETITIONER — Edgar  C.  Ruvve  Realty  Corp.,  owner. 
SUBJECT — Application  for  reopening — dismissal — re  Varia¬ 
tion  of  the  labor  law,  as  cited  in  orders  of  the  fire 

commissioner. 

PREMISES  AFFECTED — 68-72  Washington  street  and  44 
West  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  dismissed 
THE  VOTE  Tp  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott . 4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


Whereas,  the  above-mentioned  realty  company,  owner, 
has  complied  with  the  orders  of  the  fire  commissioner. 
Resolved,  that  the  petition  be  and  it  hereby  is  dismissed. 


263-30-S. 

PETITIONER — Henry  J.  Nurick,  for  Rubel  Corp.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 514-526  East  116th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Henry  J.  Nurick. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 


(263-30-S) 

Whereas,  Henry  J.  Nurick,  for  Rubel  Corp.,  owner, 
filed, _  April  15,  1030,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  514-526  East 
116th  street,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  26,  1930  (Alt.  Applic.  No.  552-1930),  reads: 

“1.  At  least  two  means  of  exit  should  be  maintained, 
as  per  Sec.  270  Labor  Law.” ; 
and 

Whereas,  the  building  is  fireproof,  two  stories  in  height, 
174  ft.  by  82  ft.,  irregular,  in  area  at  first  story  and  97  ft. 
by  82  ft.  in  area  above;  OCCUPIED  for  the  manufacture 
and  storage  of  ice:  1st  story,  1  person;  2nd  story,  1  person; 
FXITS :  an  interior  fireproof  stairway,  extending  from  the 
first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
fireproof  doors  at  openings;  ROOFS  of  adjoining  build¬ 
ings — none ;  and 

Whereas,  petitioner  proposes  to  provide,  at  the  easterly 
t>art  of  the  second  story,  a  fire  escape  balcony  with  drop 
adder  in  guides  leading  to  street. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  interior  stairway,  located  at  the  westerly 
end  of  the  building,  116th  street  front,  shall  be  enclosed  in 
fireproof  material  with  self-closing  fireproof  doors  at  the 
openings ;  that  there  shall  be  erected  on  the  easterly  end 
of  the  building,  116th  street  front,  at  floor  level,  second 
story,  a  labor  law  balcony  with  drop  ladder  in  guides  to 
the  street  and  with  self-closing  fireproof  door  opening  out; 
that  the  building  shall  not  be  increased  in  height  or  area, 
and  that  the  requirements  of  the  labor  law  shall  be  com¬ 
plied  with  in  all  other  respects. 


296-30-S 

PETITIONER— Albert  J.  Appell,  for  Revel  Realty  & 
Securities  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 247-253  West  19th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Albert  J.  Appell. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  q 

THE  RESOLUTION— 

(296-30-S) 

Whereas,  Albert  J.  Appell,  for  Revel  Realty  &  Securities 
Co.,  owner,  filed,  April  29,  1930,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
247-253  West  19th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  14,  1930  (Order  No.  70608-LD),  reads: 

”1.  Arrange  exit  door  to  street  from  west  stairway  to 
open  outwardly,  as  per  Section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  17,  1930,  reads : 

“This  will  reply  to  your  three  letters  of  April  3rd, 
1930,  in  which  you  request  reconsideration  of  item  1  of 
order  70606-F,  item  1  of  order  70608-LD  and  order 
70604-F. 

“You  are  advised  that  this  department  is  without 
authority  to  vary  from  the  requirements  as  embodied  in 
these  orders  and  items,  therefore  your  request  is 
denied.” ; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
79  ft.  2  in.  by  107  ft.,  irregular,  in  area;  OCCUPIED: 
cellar,  film  laboratory,  11  persons;  1st  story,  film  company 
office,  15  persons ;  2nd  story,  temporary  storage  of  films  for 
export,  8  persons ;  3rd  story,  temporary  storage  of  films  for 
export,  7  persons ;  4th  story,  perfumery  manufacture,  6 
persons;  5th  story,  vacant  at  present;  6th  story,  perfumery 
manufacture,  14  persons;  7th  story,  paper  treating,  6  per¬ 
sons;  8th  story,  manufacture  of  watch  cases,  18  persons; 
9th  story,  manufacture  of  machinery,  20  persons;  10th  story, 
vacant  at  present;  roof  penthouse  occupied  by  superin¬ 
tendent;  EQUIPPED  with  a  sprinkler  system;  EXITS: 
two  interior  fireproof  stairways,  extending  from  the  first 
story  to  roof,  enclosed  in  fireproof  partitions,  with  metal- 
covered  wood  doors  at  openings ;  an  exterior  iron  stairway 
on  the  rear  of  the  building,  having  fireproof  openings 
along  the  course  thereof,  extending  from  the  roof  to  the 
first  story  mezzanine  level,  with  EGRESS  from  the  termi¬ 
nation  of  the  fire  escape  by  means  of  fireproof  passageway, 
at  mezzanine  level,  connecting  to  main  stairway ;  and 
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Whereas,  petitioner  contends  that  the  doors  in  question 
open  inwardly  upon  a  corridor  leading  to  the  freight  elevator 
and,  also,  the  west  stairway ;  that  these  doors,  9  ft.  4  in. 
wide  by  10  ft.  8  in.  high,  are  open  at  all  times  during 
business  hours,  and  contends,  further,  that  there  is  provided 
in  one  of  these  doors  a  pass  door  23J-2  in.  wide  by  5  ft.  9  in. 
high,  which  opens  outwardly,  and  requests  the  acceptance  of 
existing  conditions. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  affirmed,  and  the  petition  be  and  it 
hereby  is  denied. 


349-30-S. 

PETITIONER— John  J.  Gilmartin,  for  Robert  Hoe  Estate 
Co.,  Inc.,  et  al.,  owners. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 13-15  West  2Sth  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  d 

THE  RESOLUTION— 

(349-30-S) 

Whereas,  John  J.  Gilmartin,  for  Robert  Hoe  Estate  Co., 
Inc.,  et  al.,  owners,  filed,  iMay  23,  1930,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  orders  and  a  decision,  of  the  fire  commissioner,  affecting 
premises  13-15  West  28th  street,  Borough  of  Manhattan; 

and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 

March  31,  1930,  read : 

“Order  No.  73022-LD: 

“2.  Provide  continuous  safe  and  unobstructed  passage¬ 
ways  at  least  3'  wide  throughout  their  length,  leading 
directly  to  both  required  means  of  exit  by  cutting  a 
door  at  least  3'  wide  through  the  dividing  partition  on 
the  10th  story;  said  doors  shall  not  be  locked,  bolted  or 
fastened  during  working  hours,  as  per  Section  272  of 
the  Labor  Law.” ; 

and 

“Order  No.  73023-LD: 

“1.  Arrange  the  exterior  screened  iron  stairway  at 
rear  of  building  so  that  same  will  conform  to  Section 
268  of  the  Labor  Law.  Defects  noted: 

“3.  No  independent  passageway  from  stairway  to 
street  provided.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  21,  1930,  reads: 

“This  will  reply  to  your  letter  of  May  13th,  1930,  in 
which  you  state  you  have  been  retained  by  the  owner 
to  file  an  appeal  on  violation  73022-LD,  item  2  and  73023- 
LD,  item  3,  with  the  Board  of  Standards  and  Appeals 
and  in  view  of  the  fact  that  the  matter  is  a  few  days 
over  the  twenty  days  allotted  to  file  such  appeal,  request 
that  you  be  given  a  letter  which  would  enable  you  to 
file  an  appeal  at  this  time. 

“You  are  advised  that  it  is  our  conclusion  that  your 
request  must  be  denied.” ; 
and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
50  ft.  by  98  ft.  9  in.  in  area  at  first  story  and  50  ft.  by  86 
ft.  3  in.  in  area  above;  OCCUPIED  as  a  factory  building; 
not  more  than  42  persons  to  a  story;  the  10th  story  floor 
area  has  been  divided  into  two  floor  areas  by  a  cross  parti¬ 


tion,  leaving  the  front  floor  area  with  only  one  immediate 
means  of  egress;  EQUIPPED  with  a  fire  alarm  signal  sys¬ 
tem;  EXITS:  an  interior  fireproof  stairway,  extending 
from  the  first  story  to  roof,  enclosed  in  fireproof  partitions, 
with  fireproof  doors  at  openings;  an  exterior  screened  iron 
stairway  on  the  rear  of  the  building,  having  fireproof 
openings  along  the  course  thereof,  extending  from  the  first 
story  mezzanine  floor,  with  egress  from  the  foot  through 
a  fireproof  passageway  leading  to  the  interior  stairhall, 
thence  through  the  main  entrance  hall  to  street ;  ROOFS 
of  adjoining  buildings :  five  stories  lower  at  west ;  six 
stories  lower  at  east ;  and 

Whereas,  the  petitioner  claims,  as  to  Order  No.  73022, 
that  there  is  only  one  floor  area  (10th  story,  front)  affected, 
by  the  order ;  in  addition  to  the  interior  stairs  as  an  exit 
the  occupants  may  gain  access  to  the  exterior  screened 
stairway  at  rear  by  passing  through  public  hall  on  10th 
story ;  as  to  Order  No.  73023,  that  the  present  means  of 
egress  were  constructed  in  accordance  with  approved  plans 
and  accepted  by  the  departments  having  jurisdiction  at  the 
time  of  erection  of  the  building  in  1895. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  73023-LD,  Item  1,  on  condition  that  the  occu¬ 
pancy  shall  be  limited  to  the  capacity  of  the  primary  means 
of  egress,  and  that  the  exit  from  the  termination  of  the 
outside  screened  stairway  shall  be  by  fireproof  passage  to 
the  main  corridor  leading  directly  to  the  street;  that  the 
requirements  of  the  labor  law  shall  be  complied  with  in  all 
other  respects,  and  that  the  petition  as  to  Order  No.  7  3022 
be  and  it  hereby  is  denied. 


332-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  National  Mirror  Works,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 21-23  Grattan  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition.  j 

THE  VOTE—  I  3 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  C 

Absent  .  ( 

THE  RESOLUTION— 


(332-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  National  Mirror  Works,  Inc.,  owner,  filed,  Ma\ 
16,  1930,  a  petition  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  and  a  decision  oi 
the  fire  commissioner,  affecting  premises  21-23  Grattar 
street,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  29,  1929,  reads : 

“Order  No.  64985-LD:. 

“1.  Extend  the  interior  stairway  to  the  roof  (Build1 
ing  No.  23)  as  per  Section  272  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  at  rear  of  building  serving 
as  a  required  means  of  egress  so  that  same  will  con 
form  to  the  rules  of  the  Board  of  Standards  anc 
Appeals.  Defects  noted  as  follows:  -  J 

“c.  No  safe  egress  from  termination  of  fire  escape.” 
and 

Whereas,  the  decision  of  the  fire  commissioner,  renderec 
May  8,  1930,  reads : 

“In  reply  to  yours  of  May  5th,  relative  to  a  rescind 
ment  of  order  64986-LD  and  the  reissuance  of  same  s< 
that  you  may  make  your  appeal  within  the  20  days’  timt 
limit,  I  regret  to  inform  you  that  the  Fire  Commis 
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sioncr  will  not  rescind  any  order  and  reissue  same  for 
!  that  purpose.” ; 

ind 

I  Whereas,  the  building  is  of  brick  and  frame  construc¬ 
tion,  two  stories  in  height,  50  ft.  by  109  ft.  10  in.  in  area 
■at  first  story  and  50  ft.  by  95  ft.  and  36  ft.  3  in.  in  area 
above;  OCCUPIED:  1st  story,  manufacture  of  mirrors, 
12  persons;  2nd  story,  manufacture  of  ladies’  blouses,  30 
persons;  EXITS:  two  interior  wooden  stairways,  extending 
from  the  first  story  to  second  story  (open  at  second  story 
of  westerly  section),  enclosed  in  wood  stud  partitions, 
covered  on  both  sides  with  sheet  metal,  with  fireproof  doors 
it  openings ;  a  fire  escape  on  the  rear  of  easterly  section 
>f  the  building,  having  non-fireproof  openings  along  the 
bourse  thereof,  extending  from  the  first  story  to  the  second 
story,  with  no  legal  means  of  egress  to  the  street ;  ROOFS 
of  adjoining  buildings:  same  level  at  west;  one  story 
ower  at  east;  and 

Whereas,  in  lieu  of  complying  with  Item  1,  the  petitioner 
broposes  to  extend  the  rear  fire  escapes  to  roof,  to  provide 
fireproof  openings  along  the  course  thereof,  also  to  provide 
i  double-rung  iron  ladder  in  top  story  stair  hall  leading 
* o  roof  scuttle;  as  to  Item  2(c),  the  petitioner  proposes  to 
provide  a  door  in  fence  leading  to  yard  adjoining  at  north, 
,vith  egress  through  open  yard  to  plain  glass  windows  at 
"ear  of  premises  facing  Harrison  place;  furthermore,  the 
petitioner  contends  the  premises  in  question  consists  of  two 
idjoining  buildings  connected  on  first  story  by  one  opening 
>rotected  on  each  side  with  standard  fire  doors. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  requirements  of  the  labor 
aw,  and  that  the  petition,  as  to  Item  2,  Order  No.  64985-LD, 
>e  and  it  hereby  is  granted,  only  so  far  as  it  affects  the 
■gress  from  the  termination  of  the  fire  escape,  which  shall  be 
hrough  an  opening  in  the  fence  to  the  rear,  with  egress  to 
he  yard  in  the  rear  of  premises  24  Harrison  place,  and 
hat  a  letter  of  consent  shall  be  filed  with  the  fire  depart- 
•nent  from  the  owner  of  24  Harrison  place,  and  as  to  Item 
,  Order  No.  64985-LD,  that  the  order  of  the  fire  com- 
nissioner  is  affirmed,  and  the  petition  as  to  this  item  is 
' enied . 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
91-30-SA. 

PETITIONER — Dempsey  Furnace  Co.,  Inc.,  owner. 
SUBJECT — Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

APPEARANCES — 

For  Petitioner:  H.  B.  Dempsey. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


46-30-SA. 

’ETITIONER — Simplex  Oil  Heating  Corp.,  for  Bunting 
Iron  Works,  owner. 

UBJECT — Simplex  Domestic  Oil  Burner,  type  P.A.,  ap¬ 
proval  of. 

APPEARANCES — None. 

.CTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


72-30-SA. 

ETITIONER — Charles  W.  Russell,  for  International 
Heating  Co.,  owner. 

UBJECT — International  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

PPEARANCES— None. 

CTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


15-29-SA. 

ETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  owner. 

UBJECT — Croker  2J^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood  and  J.  Jacobs. 
For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — After  discussion,  petition  laid  over 
to  October  14,  1930,  at  2  p.  m.,  for  further  con¬ 
sideration. 


1146-24-SA. 

PETITIONER— M.  J.  Conrady. 

SUBJECT — Salvo  Fire  Extinguisher,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

Whereas,  the  above-mentioned  petitioner  has  failed  to 
furnish  the  board  with  the  necessary  information  for  a 
proper  consideration  of  his  petition. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


320-30-SA. 

PETITIONER — New  York  Fuel  Oil  Engineering  Co.,  for 
International  Burners  Corp.,  owner. 

SUBJECT — Victory  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  © 

Absent  .  o 

THE  RESOLUTION— 

(320-30-SA) 

Whereas,  New  York  Fuel  Oil  Engineering  Co.,  for 
International  Burners  Corp.,  owner,  filed,  May  9,  1930, 
a  petition  with  the  board  of  standards  and  appeals  for 

approval  of  device  known  as  the  Victory  Oil  Burner ;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  acting  chief  of 
the  bureau  of  fire  prevention  dated  July  29,  1930,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Victory  Oil  Burner 
for  use  in  domestic  and  commercial  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  in  conformity  with  the  report 
of  the  acting  chief  of  the  bureau  of  fire  prevention. 

373-30-S A. 

PETITIONER — Car  Wood  Engineering  Co.,  owner. 
SUBTECT — Gar  Wood  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner:  Walter  C.  Robertson. 

ACTION  OF  BOARD — Petition  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(373-30-SA) 

Whereas,  Gar  Wood  Engineering  Co.,  owner,  filed,  June 
4,  1930,  a  petition  with  the  board  of  standards  and  appeals 
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for  approval  of  device  known  as  the  Gar  Wood  Oil  Burner; 
and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  acting  chief  of  the 
bureau  of  fire  prevention  dated  July  29,  1930,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Gar  Wood  Oil 


Burner  for  use  in  domestic  and  commercial  installatior 
when  installed  in  accordance  with  the  fuel  oil  rules  of  th 
board  of  standards  and  appeals  and  in  conformity  with  th 
report  of  the  acting  chief  of  the  bureau  of  fire  preventioi 


Adjourned  6.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

RULE  l.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factofy,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  shall 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  comm>e«ioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in: — 

(a)  Factories  engaged  in  the  manufacture  of  cigars 
cigarettes,  or  smoking  tobacco,  when  necessary  for  th< 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling 
testing  and  experimental  purposes  is  carried  on 

(2)  Such  smoking  is  conducted  in  a  roon 
provided  especially  for  that  purpose,  separatee 
from  the  rest  of  the  building  by  fireproof  oi 
fire-resisting  partitions,  with  all  openings  thereii 
protected  by  self-closing  fire  doors,  and,  further 
unless  the  building  is  of  fireproof  constructior 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  firt 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing ;  '  , 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case:  ft 

(1)  The  building  is  not  of  wooden  construc¬ 
tion: 

(2)  Such  chemical  fire  extinguishers  as  th* 
fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re- 
ceotacles, 


RULES 


REPORTING  S1RLCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be, 
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BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

129- 27-A — 39  Fifth  avenue,  Manhattan. 

I 

130- 27-A — 13-16  Central  Park  West,  Manhattan. 

131- 27-A — 20-28  West  72nd  street,  Manhattan. 

U2-27-A — 242-248  West  76th  street,  Manhattan. 

574-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

H0-22-SA— Crocker  Gas  Valve,  approval  of. 

99-22- S A — Kennel  1  Gas  Cut-Off  Valve,  approval  of. 

73-22-SA — Anti-Syphon  Valve,  approval  of. 

130-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sy»- 
tems,  approval  of. 

U49-22-SA — Coen  Oil  Burner,  approval  of. 

57-23-S A— Collin  Patent  Automatic  Gas  Cut-Off  Valv*, 
approval  of. 

■  24-23-S  A — Master  Gas  Shut-Off  Valve,  approval  of. 

25-23-S A — Packless  Gas  Shut-Off  Valve,  approval  of. 

27-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

',32-23- S A — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

175-23-S A — Wm.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut-Off  Valve,  approval  of. 

J79-23-SA  —  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

197-23-SA— “Automatic”  Deluge  Valve,  approval  of. 

43-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

.25-23-S A — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

52- 23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 

lyn  Co.) 

45- 23-S  A— Ludlow  Gas  Cut-Off  Valve,  approval  of. 

50-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

<92-24-S  A — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

55-24-S  A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

•16-24-S A — Milnes  Oil  Burner,  approval  of. 

42^24-S A — Decker  Oxohydrogen  Oil  Burner,  approval  of 
59-24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
00-24-S  A — Smolensky  Check  Valve,  approval  of. 

63- 25- S A  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

64- 25-S A — Koerting  Gear  Pump,  approval  of. 

46- 25-S A — Palmer  Gravity  Lock,  approval  of. 

53- 26-SA — Signal  Weatherproof  Bells,  approval  of. 


364-26-SA — Kork-n-Seal,  approval  of. 

397-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

1 10-27- S A — Wilbur  Extinguisher,  approval  of. 

18<-2«-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 

955-2 4 -SA — Cooks  Automatic  Oil  Burner,  approval  of. 

977-27-SA — Romec  Rotary  Pump,  approval  of. 

1162-27 -S A— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  Anti-Syphon 

Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

958-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-S A— Kennedy  2^-Inch  Hose  Outlet  Valve  Type 
A,  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-SA — Croker  21'2-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA—  Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA— Scranton  Steam  Pumps,  approval  of. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

3 14-30- S A — Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

359-30- S A — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

372-30-SA — International  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

446-30-SA — Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap¬ 
proval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


735 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  September  10,  1930 .  586 

Restored  to  calendar .  37 

Miscellaneous  Applications. 

Requests  to  reopen .  152 

Requests  to  amend .  H 

Requests  for  modification .  30 

Requests  to  rescind .  1 

Requests  for  extension  of  time .  55 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  27 

Administrative  requests .  0 

Requests  for  interpretation . . .  0 

Total  .  1295 

Disposed  of .  811 

Cases  pending  September  10,  1930 .  484 


DISPOSITION  OF  CASES. 

Withdrawn  .  123 

Dismissed  .  18 

Denied .  126 

Granted  .  1 

Granted  on  condition .  23(1; 

Appliances  approved .  26 

Appliances  dismissed,  disapproved  or  withdrawn....  5 

Rules  approved .  11 

Rules  disapproved  or  rescinded .  C 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  126 

Requests  to  reopen  denied .  2d 

Requests  to  amend  granted .  1C 

Requests  to  amend  denied .  1 

Requests  for  modification  granted .  23 

Requests  for  modification  denied .  ( 

Requests  to  rescind  granted .  1 

Requests  to  rescind  denied .  C 

Requests  for  extension  of  time  granted .  51 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  (! 

Requests  for  extension  of  permit  denied .  ( 

Requests  to  install  granted .  ( 

Requests  to  install  denied .  ( 

Plans  approved .  21 

Plans  disapproved .  ( 

Administrative  requests  granted . .  ( 

Administrative  requests  denied  or  withdrawn .  ( 

Interpretations  .  ( 

Requests  withdrawn  or  dismissed .  1 

Total  .  81 ; 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th* 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th* 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failur* 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  al 
cases  promptly,  for  the  reason  that  the  pendency  of  ai 
appeal  or  petition  ties  the  hands  of  the  administrative  offi 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitioh 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th 
appellant  or  petitioner  to  file  necessary  data,  or  by  an: 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan 
and  data  required  by  law  are  supplied,  as  specified  on  th 
blank  appeal,  application  or  petition  forms.  , 
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HOURS  FOR  CONSULTATION 
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Any  person  desiring  to  consult  the  chairman  or  the  en- 
gmers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  September  16,  1930, 
10  A.  M. 

Minutes  of  Regular  Meeting,  September  16,  1930, 
2  P.  M. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 


CALL  OF  CLERK’S  CALENDAR 

The  Cms  Calendar  consists  of  applications  under  the 
Building  Zonc^iiesolution,  and  its  object  is  to  give  inter¬ 
ested  property  opportunity  to  file  objections,  if  any, 

and  wilK-be  called  nr  £99103  1013,  Tuesday,  September  2 3,  1930, 
at  2  o'eipy§  At  this  can  &v^h  case  is  set  for  hearing  on  a 
6^gfinite  day.  g  >  * 

next  siibsiyfeent  Call  of  the  Calendar  will  be  on 
1  ucJdtiyf September 4$  1930,  at  2  o’clock. 

The  Clerk’f  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days.  '*•*' 

"A? _ 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  then 
directions. 

HENRY  L.  CONNELL.  Temporary  Chairman. 
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DOCKET. 


New  Cases  Filed  for  Week  Ending  September  17,  1930. 
Cal.  No.  Department.  Premises  Affected. 

599-30- A . F.D . 9  Van  Brunt  st.,  Bklyn., 

_  F-73400 

598-30- A . F.D . 1039-1057  38th  st.,  Bklyn., 

_  F-71847 

597-30- A . F.D . 1034-1058  38th  st.,  Bklyn., 

_  F-73073 

596-30-A . B.B.Q - 1152  Nielson  ave.,  Far  Rock- 

away,  Q., 

_ _  Decision  Re.  4014-29 

595-30-BZ . B.B.B _ 2476-2488  Coney  Island  ave., 

_  Bklyn.,  Applic.  9794-1930 

594-30-BZ . B.B.M. .  ..202-218  E.  55th  st.,  Man., 

_ _  Decision — Cert,  of  Occupancy 

593-30-BZ . B.B.Q _ 219-02  to  219-12  Horace  Hard¬ 

ing  blvd.,  Bayside,  Q., 

_ _  N.  B.  1121-1930 

592-30-A . B.B.M _ 273-277  Madison  ave.,  Man., 

_ _  N.  B.  174-1930 

591-30-BZ . B.B.Q _ Northwest  corner  of  Queens 

blvd.  &  39th  pi.  (Brogan  st.), 
L.  I.  C.,  Q., 

_  N.  B.  5065-30 

590-30-BZ . B.B.B _ 4117-4129  New  Utrecht  ave., 

_  Bklyn.,  Applic.  8630-1930 

589-30- A . F.D . 127-129  Water  st,  Man., 

_  F-77673  &  Decision 

588-30-S . F.D . 127-129  Water  st.,  Man., 

_  L.  D.  77672  &  Decision 

587-30-SA . F.D . Sun  Flower  Oil  Burner,  “Model 

_  S-2,”  Appliance 

Restored  to  Calendar 

268-28-BZ . B.B.B _ 878-886  Gravesend  ave.,  Bklyn., 

_  Applic.  3437-1928 


CODE. 

(7  D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

392-30-BZ. 

APPLICANT — Max  Siegel  and  George  H.  Levy,  for  Gabriel 
Adler,  lessee  (21-year  lease). 

PREMISES — 2434-2440  Creston  avenue,  east  side,  65.14  ft. 
south  of  East  188th  street,  The  Bronx. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  building  (stores). 


166-30-BZ. 

APPLICANT — Nagle  Garages,  Inc.,  lessee,  for  Postal  Bone 
&  Mortgage  Co.,  Inc.,  owner. 

PREMISES — 50  Nagle  avenue,  Manhattan. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  and  residence  use  district  th< 
erection  and  maintenance,  for  a  temporary  period  ol 
two  (2)  years,  of  forty-five  (45)  individual  garages 
space  rented  to  persons  not  residing  on  the  premises 

277-30-BZ. 

APPLICANT — Peter  Reilly,  for  Mary  A.  Reilly,  owner. 

PREMISES — East  side  of  Farmers  avenue,  51.36  ft.  nortl 
of  Everitt  avenue,  St.  Albans,  Borough  of  Queens 

APPLICATION,  under  section  21  of  the  building  zom 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  s 
residence  district,  the  erection  and  maintenance  of  s 
gasoline  service  station. 

318-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Maurice  Greenberg 
owner. 

PREMISES— 441-451  89th  street  and  8814-8824  Fifth  ave¬ 
nue,  northwest  corner,  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  ar, 
unrestricted  district,  the  erection  and  maintenance, 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karper. 
owner. 

PREMISES — 5202  19th  avenue,  southwest  corner  of  52nd 
street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone- 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration,  exten¬ 
sion  in  area  and  conversion  of  occupancy  of  the 
first  story  of  an  existing  dwelling  from  residence 
to  business  use  (stores). 


SEPTEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

210-30- A — 47-65  West  42nd  street  and  1100  Sixth  avenue 
northeast  corner,  Manhattan. 

246-30-A — 125-135  Greene  street,  Brooklyn. 

252-30-A — 332-336  East  75th  street,  Manhattan. 

347-30-A — 23  East  20th  street,  Manhattan. 

258-30-A — 120-126  West  36th  street,  111  West  35th  streel 
and  1333  Broadway,  Manhattan. 
305-30-A— 30-32  West  21st  street,  Manhattan. 

309-30-A — 3-9  Beekman  street  and  119-137  Nassau  street 
southwest  corner,  Manhattan. 

339-30-A — 42-48  East  20th  street,  Manhattan. 

265-30-A — 225  Moore  street,  Long  Island  City,  Borough  ol 
Queens. 

313-30-A — Southwest  corner  of  Palisade  avenue  and  Wesl 
261st  street,  The  Bronx. 

342- 30-A — 146  Wooster  street,  Manhattan. 

343- 30-A — East  side  of  City  Island  avenue,  between  Bridgf 

and  Sutherland  avenues,  The  Bronx. 
250-30-A — 3240-3256  Bronx  boulevard,  southeast  corner  ol 
Rosewood  street,  and  3251-3257  Barker  ave¬ 
nue.  The  Bronx. 

261-30- A — 433-439  East  8th  street,  Manhattan. 

295-30-A— 247-253  West  19th  street,  Manhattan. 
294-30-A — 247-253  West  19th  street,  Manhattan. 

505-30- A — 4299  Boston  Post  road,  The  Bronx. 


738 


CALENDAR 


Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
s  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  September 
:  1930,  at  10  o’clock,  in  Room  1013,  Municipal' Building,  on 

•  following  matter: 

,,  no.  243-28-BZ— Application,  March  21,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Essanarr  Garage  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


'•  no.  161-30-BZ— Application,  March  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  M.  Murtha,  applicant,  on  be- 
b^lf  of  Elsie  E.  Parsons,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Astoria  avenue  and  42nd  street,  Long 
Island  City,  Borough  of  Queens. 

..  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 


SEPTEMBER  23,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

:  -30-A — 76-80  39th  street,  Brooklyn. 

-30-A — 383  Fifth  avenue,  Manhattan. 

-30-A — 181  Broadway,  Manhattan. 

-30-A — 20  West  38th  street,  Manhattan. 

-30-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

:-30-A — 2306  Decatur  street,  Brooklyn. 

Building  Zone  Applications. 

.OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
(  and  appeals  of  a  public  hearing  under  the  provisions 
ie  building  zone  resolution,  Tuesday  afternoon,  September 
,930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
:  ollowing  matters : 

:  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to.  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

i  no.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

no.  155-30-BZ— Application.  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 


cal.  no.  369-29-BZ— -Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

CAL.  NO.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  .  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  30,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

398-30-BZ. 

APPLICANT— Robert  D.  Kohn,  for  R.  H.  Macy  &  Co., 
Inc.  (long-term  lease),  lessee. 

PREMISES— 1317-1329  Broadway,  149-167  West  34th 
street,  441-459  Seventh  avenue  and  148-166  West 
35th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  two  times  height  district  the  erection 
and  maintenance  of  the  street  wall  in  excess  of  the 
height  permitted  under  the  zone  resolution. 

450-30-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 2411-2429  Tratman  avenue,  north  side,  95  ft. 
4  in.  west  of  Rowland  avenue,  The  Bronx. 

APPLICATION,  under  section  7d  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  extension  of  an 
existing  telephone  building. 
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456- 30-BZ. 

APPLICANT— P.  Gregory  Stadler,  for  Mrs.  Lillie  M. 
Scheele,  owner. 

PREMISES— 2349  Andrews  avenue,  southwest  corner  of 
Fordham  road,  The  Bronx. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  alteration  and  change  of  occu¬ 
pancy  from  residence  to  business  use. 

457- 30-BZ. 

APPLICANT— Frank  Caraccia,  owner. 

PREMISES— Southwest  corner  of  Hylan  boulevard  and 
Barclay  avenue,  Annadale,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

135-28-BZ. 

APPLICANT — Michael  Kalmowitz,  lessee,  for  Allied  Hotel 
Construction  Co.,  owner. 

PREMISES— 236-240  West  50th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  an  automobile  parking 
space  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecution). 

190-30-BZ. 

APPLICANT— Charles  Joseph,  for  Louis  Singer,  et  al., 
owners. 

PREMISES — 41-45  Elliot  place,  northwest  corner  of  Walton 
avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  apartment  house  with  stores  on  the 
first  story. 

705-29-BZ, 

APPLICANT — Ryan,  Lyttle  &  Rodgers,  substituted  for 
William  F.  Doyle,  for  County  Holding  Co.,  owner. 

PREMISES — 825  East  175th  street,  northwest  corner  of 
Marmion  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (previously  with¬ 
drawn). 


SEPTEMBER  30,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

361-30-A — 170-194  Avenue  X,  Brooklyn. 

368- 30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  street, 

Brooklyn. 

369- 30- A — 27-33  West  23rd  street  and  8-12  West  24th 

street,  Manhattan. 

384-30-A — 11-22  to  11-28  44th  road,  Long  Island  City, 
Borough  of  Queens. 

237-30-A— 2-18  Milford  street  and  3156-3166  Atlantic  ave¬ 
nue,  southwest  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
30,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  837-28-BZ — Application,  October  30,  1928,  under 
sections  7g  and  21  of  the  building  zone 


resolution,  of  J.  Nelson  Cooper,  aj 
cant,  on  behalf  of  Hahn  Brothers  I 
proof  Warehouse,  Inc.,  owner,  to  pe: 
in  a  one  and  one-half  times  height 
trict  and  “B”  area  district  the  era 
and  maintenance  of  the  street  wall 
building  in  excess  of  the  height  per 
ted  under  the  zone  resolution  and, 
the  maintenance  of  a  rear  yard  of 
area  than  required  under  the  zone 
olution;  premises  120  West  107th  st 
Manhattan. 

cal.  no.  201-30-BZ — Application,  March  19,  1930,  u 
section  21  of  the  building  zone  re 
tion,  of  Joseph  D.  Nunan,  Jr.,  appli 
on  behalf  of  Harriet  Haber  and  V 
Co.,  owners,  to  permit  in  a  business 
trict  the  erection  and  maintenance 
garage  for  the  storage  of  more 
five  (5)  motor  vehicles  and,  als 
gasoline  service  station ;  premises  * 
31st  street  and  30-15  Newtown  ay 
northwest  corner,  Long  Island 
Borough  of  Queens. 

cal.  no.  188-30-BZ — Application,  March  15,  1930,  i 
sections  7c  and  21  of  the  building 
resolution,  of  Red  Brick  Realty 
Inc.,  applicant  and  owner,  to  permi 
extension,  from  a  business  district 
a  residence  district,  of  a  proposed 
ness  use  (theatre)  (previously  j'i 
drawn)  ;  premises  306  Steinway  av 
east  side,  200  ft.  south  of  Jamaica 
nue,  Long  Island  City,  Borougl 
Queens. 

cal.  no.  202-30-BZ — Application,  March  19,  1930,  i. 

section  21  of  the  building  zone  re 
tion,  of  Rodman  Richardson,  appl, 
on  behalf  of  Porter  Holding  ( 
owner,  to  permit  in  a  business  di’ 
the  erection  and  maintenance  of  a 
line  service  station ;  premises  2 
Northern  boulevard  and  45-05 
street,  southeast  corner,  Bayside, 
ough  of  Queens. 

cal.  no.  300-28-BZ — Application,  April  3,  1928,  undei 
tion  21  of  the  building  zone  resol 
of  W.  Rossiter  Redmond,  applicaf 
behalf  of  Tilles  &  Haves,  Inc.,  o 
and  Morris  Liebson,  lessee,  to  peri 
a  business  district  the  erection  and 
tenance  of  a  gasoline  service  s 
(previously  denied)  ;  premises  109 
109-65  206th  street,  southeast  corr 
Hollis  avenue,  Bellaire,  Boroug 
Queens. 

cal.  no.  350-30-BZ — Application,  May  23,  3  930,  unde:! 

tion  21  of  the  building  zone  resol': 
of  Henry  Wolf,  applicant,  on  beb 
Hotel  Statler  Co.,  Inc.,  owner,  t<; 
mit  in  a  retail  district  the  erectio 
maintenance  of  a  gasoline  servic: 
tion;  premises  223-227  West  33rd 
Manhattan. 

cal.  no.  387-30-BZ — Application,  June  30,  1930,  unde: 

tions  7a  and  21  of  the  building! 
resolution,  of  William  Shary,  app.j 
on  behalf  of  John  H.  Hamill,  owl] 
permit,  in  a  residence  district  the! 
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tion  and  maintenance  of  a  business 
■building  (stores)  ;  premises  3080  Hull 
avenue,  east  side,  100  ft.  south  of  East 
204th  street,  The  Bronx. 

..  no.  388-30-BZ — Application,  June  10,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Thomas  P.  Mackay,  applicant,  on 
behalf  of  Felix  Nolan  and  Margaret 
Nolan,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  756- 
758  Alabama  avenue  and  455-465  Linden 
boulevard,  northwest  corner,  Brooklyn. 

j..  no.  396-30-BZ — Application,  June  14,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Isidor  Schraub  and  Celia 
Silverman,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  6504-6506  Woodside  avenue 
and  4201-4205  65th  street,  southeast  cor¬ 
ner,  Woodside,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


I  REMISES  16-22  Park  avenue  and  74  Navy  street,  south¬ 
west  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMI  r  in  a  business  district  the  erection  and  main¬ 
tenance  of  ten  (10)  one-car  garages  and,  also,  the 
installation  of  a  gasoline  service  station. 

340-30-BZ. 

APPLICANT — William  Shary,  for  Florence  V.  Harwin, 
owner. 

PREMISES — 1853  Boston  road  and  943  East  176th  street, 
northwest  corner,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

375-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  John  M.  Fox, 
owner. 

PREMISES— 622  Herkimer  street,  south  side,  25  ft.  east 
of  Schenectady  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occu¬ 
pancy  from  a  paint  shop  to  a  motor  vehicle  repair 
shop. 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

5-30-S — 236-238  Fifth  avenue,  Manhattan. 

1- 30-S — 909-915  Faile  street  and  1166  Garrison  avenue, 

southwest  corner,  The  Bronx. 

13-30-S — 82-90  Brown  place  and  491-497  East  132nd 
street,  northeast  corner,  The  Bronx. 
4-30-S — 76-78  Madison  avenue  and  22  East  28th  street, 
southwest  corner,  Manhattan. 

7-30-S— 120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

17-30-S — 194-196  Palmetto  street,  Brooklyn. 

■,8-30-S — 42-48  East  20th  street,  Manhattan. 

11-30-S — 247-249  Pearl  street,  Manhattan. 

2- 30-S — 221-227  Fourth  avenue  and  105-111  East  18th 

street,  northeast  corner,  Manhattan. 

0-30-S — 239-243  Fourth  avenue,  Manhattan. 

54-30- S — 775  Sixth  avenue  and  101  West  26th  street, 
northwest  corner,  Manhattan. 

'.il-30-S — 100-106  Sixth  avenue,  17-39  Watts  street  and 
27-39  Thompson  street,  Manhattan. 
;8-30-S— 1526-1536  62nd  street  and  1523-1537  63rd  street, 
Brooklyn. 

Appliances  Submitted  for  Approval. 

17-30-SA — Kreager  Oil  Burner,  approval  of. 

•4-30-S A — The  Oronoque  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  7,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

H-30-BZ. 

•  ’PLICANT — Euell  &  Euell,  for  Benjamin  Kaplan, 
owner. 

DEMISES — 228-232  Evergreen  avenue,  west  side,  65  ft. 
north  of  Hart  street,  Brooklyn. 

‘’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

I)  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house. 

13-30-BZ. 

i3PLICANT— Louis  E.  Drago,  for  Carnela  Esposito, 
owner. 


393-30-BZ. 

APPLICANT— The  New  York  Central  Railroad  Co., 
owner. 

PREMISES  127-135  Marble  Hill  avenue  (Kingsbridge 
avenue)  and  175-181  West  228th  street,  Manhat¬ 
tan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
building  to  be  occupied  as  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles 

268-28-BZ.  '  ^ 

APPLICANT— William  Richter,  for  Henry  C.  Behrens, 
■owner. 

PREMISES — 878-886  Gravesend  avenue,  west  side,  100  ft. 
south  of  Avenue  F,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously  denied). 


OCTOBER  7,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

14-30-A — 1288-1290  Myrtle  avenue,  Brooklyn. 

77-30-A — 1190  Fifth  avenue,  Manhattan. 

207-30- A — 252  West  93rd  street,  Manhattan. 

278-30- A — 43-45  West  34th  street  and  64  West  35th  street, 
Manhattan. 

290-30-A — 43-65  Stewart  avenue,  Brooklyn. 

326-30-A— 21-24  State  street,  southeast  corner  of  Bridge 
street,  Manhattan. 

330-30-A — 1072-1092  Atlantic  avenue,  Brooklyn. 

592-30-A — 273-277  Madison  avenue  and  22-26  East  40th 
street,  southeast  corner,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  October 
7,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter: 

CAL.  NO.  1 1 8-29 -BZ— Application,  February  25,  1929,  under 
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sections  6,  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns,  ap¬ 
plicant,  substituted  for  William  F. 
Doyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied — remitted  to 
the  board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  7,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

334-30-A — 117-125  West  14th  street  and  118-128  West  15th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
7,  1930,  at  2  o'clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  39-30-iBZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  MeCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  303-30-BZ — Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  117- 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

cal.  no.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  MoCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  323-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Irene  E.  Moeller,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  187-51  to  187-63  Hollis 
avenue,  northwest  corner  of  190th  street 
(Seminole  avenue),  Hollis,  Borough  of 
Queens. 

cal.  no.  605-29-BZ — Application,  December  3,  1929,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Christopher  McGrath,  ap¬ 
plicant,  on  behalf  of  Hilvid  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
.  a  gasoline  service  station  (previously 
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denied  under  section  21) ;  premise 
southwest  corner  of  Wilkinson  aveni 
and  Westchester  avenue,  The  Bronx 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


OCTOBER  14,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

345-30- A — 16-20  West  32nd  street,  Manhattan. 

8 60- 30- A— 605-607  West  49th  street,  600-624  West  50i 
street  and  691-699  11th  avenue,  Manhatta 
364-30- A — 71-73  Murray  street,  Manhattan. 

391-30-A — 127  Beekman  street,  'Manhattan. 

445-30- A — 425-435  East  24th  street,  Manhattan. 
455-30-A — 783-785  Broadway,  southwest  corner  of  Ea 
10th  street,  Manhattan. 


OCTOBER  14,  1930,  2  P.  M. 

Petitions  for  Variations. 

6-30-S— 25-27  West  56th  street  and  24-26  West  57i 
street,  Manhattan. 

115-30-S — 410  Lafayette  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 
269-30-S — 735-739  East  9th  street,  Manhattan. 

650-29-S — 1573-1575  Gravesend  avenue,  Brooklyn. 
673-29-S — 345-353  Seventh  avenue,  Manhattan. 

325-30-S — 225  West  39th  street,  Manhattan. 

352-30-S — 33-43  East  33rd  street,  Manhattan. 

357-30-S — 100-116  King  street,  341-361  Hudson  street  ai 
91-109  Charlton  street,  Manhattan. 
376-30-S — 40  East  12th  street,  Manhattan. 

378-30-S — 110  West  14th  street,  Manhattan. 

302-30-S — 26  West  47th  street,  Manhattan. 

306-30-S— 151-153  West  19th  street,  Manhattan. 
311-30-S — 64  Nassau  street,  Manhattan. 

344-30-S — 16-20  West  32nd  street,  Manhattan. 


OCTOBER  21,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

462-30-A — Pier  No.  2,  Erie  Basin,  Foot  of  Columbia  stre< 
Brooklyn. 

465-30- A — 7725  New  Utrecht  avenue,  northwest  corner  < 
78th  street,  Brooklyn. 


401- 30-A— 18-16  21st  drive, 

Queens. 

402- 30-A— 18-18  21st  drive, 

Queens. 

403- 30-A— 18-22  21st  drive, 

Queens. 

404- 30-A— 18-24  21st  drive, 

Queens. 

405- 30-A— 18-26  21st  drive, 

Queens. 

406- 30- A— 18-28  21st  drive, 

Queens. 

407- 30-A— 18-32  21st  drive, 

Queens. 

408- 30-A— 18-36  21st  drive, 

Queens. 

409- 30-A— -18-38  21st  drive, 

Queens. 

410- 30-A— 18-40  21st  drive, 

Queens. 

411- 30-A— 18-44  21st  drive, 

Queens. 

412- 30-A— 18-46  21st  drive, 

Queens. 

413- 30- A— -18-48  21st  drive, 

Queens. 


Long  Island  City,  Borough  « 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
Long  Island  City,  Borough 
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414-30-A — 18-52  21st  drive,  Long  Island  City,  Borough  of 
Queens. 


OCTOBER  21,  1930,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
21,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

•ZAL.  NO.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

;al.  no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

al.  no.  3 19-30- BZ— Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 
behalf  of  Louis  Ridder,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  31-01  Newtown  avenue 
and  28-25  3 1st  street,  northeast  corner, 
Long  Island  City,  Borough  of  Queens. 

al.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

al.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairfnan. 


OCTOBER  28,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

324-30-A — 428-436  Greenwich  street,  Manhattan. 

282-30-A — 1413  Fifth  avenue,  Manhattan. 

470-30-A — 279-283  Broadway  and  57  Reade  street,  Man¬ 
hattan. 


4(5-30- A — Southeast  corner  of  Wilbur  avenue  and  Suns- 
wick  street,  Long  Island  City,  Borough  of 
Queens. 

477-30-A — Rear  of  188  Schofield  street,  City  Island,  The 
Bronx. 

4‘8-30-A — South  side  of  West  177th  street  and  Harlem 
River,  The  Bronx. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
28,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

CAL.  NO.  679-29-BZ — Application,  November  20,  1929;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  28,  1930,  2  P.  M. 

Petitions  for  Variations. 

371-30-S — 305-313  East  47th  street,  Manhattan. 

397-30-S— 981  Morris  Park  avenue,  northeast  corner  of 
Radcliff  avenue,  The  Bronx. 

415-30-S — 42  West  15th  street,  Manhattan. 

441- 30-S — 66-68  Hope  street,  Brooklyn. 

442- 30-S — 41  East  21st  street,  Manhattan 

448- 30-S— 2595-2597  Third  avenue,  The  Bronx. 

449- 30-S— 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 

ough  of  Queens. 

459-30-S — 25-33  West  45th  street,  Manhattan. 


NOVEMBER  5,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

177-30-A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

110-30-A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  No¬ 
vember  5,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matter : 

cal.  no.  160-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 

.  ..  Temporary  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  16,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  September  9,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  luesday  afternoon, 
September  9,  1930,  were  approved  as  printed  in  Bulletin  No. 
37,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

324-30-A. 

APPELLANT — Meyer  &  Lange,  owners. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 428-436  Greenwich  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Rudolph  Becker. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  28,  1930,  at 
10  a.  m.,  pending  action  by  'board  of  aldermen. 


334-30-A. 

APPELLANT — Armory  Board,  for  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 117-125  West  14th  street  and 
118-128  West  15th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Lawrence  Meehan. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  7,  1930,  at 
2  p.  m.,  for  further  consideration. 


592-30-A. 

APPELLANT — Carter,  Ledyard  &  Milburn,  for  Joseph  F. 

Stillman,  Charles  L.  Riker  and  De  Lancey  Nicoll,, 
adjoining  owners,  against  277  Madison  Avenue 
Corp.,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  buildings — 
re  Revocation  of  Permit  N.  B.  174-30  issued  by  the 
superintendent  of  buildings. 

PREMISES  AFFECTED — 273-277  Madison  avenue  and 
22-26  East  40th  street,  southeast  corner,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  F.  H.  Van  Houten  and  John  Fox. 
ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  appeal  set  for  hearing  October  7,  1930, 
at  10  a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


467-30-A. 

APPELLANT — Marine  Basin  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 

sioner. 

PREMISES  AFFECTED — Marine  Basin,  foot  of  Hubbard 
street,  Brooklyn. 

A  P  PE  AR  A  NCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


358-30-A.  «  | 

APPELLANT — Croker  National  Fire  Prevention  Eng 
neering  Co.,  for  F.  W.  Woolworth  Co.,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commi< 
sioner. 

PREMISES  AFFECTED — 12-16  East  14th  street  and  7- 
East  13th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  . 

Negative  . 

Absent  .  > 

THE  RESOLUTION— 

(358-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineerii 
Co.,  for  F.  W.  Woolworth  Co.,  lessee,  filed,  May  27,  193 
an  appeal  from  an  order  of  the  fire  commissioner,  affectii 
premises  12-16  East  14th  street  and  7-13  East  13th  strei 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  M: 
6,  1930,  reads  :  B 

“l.  Install  a  standpipe  system  not  less  than  4" 
diameter  as  per  Sections  580-581,  Chapter  5,  Code  i 
Ordinances  and  the  rules  of  the  Board  of  Standar 
and  Appeals.”;  !  , 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  ( 
ft.)  in  height,  75  ft.  by  206  ft.  6  in.,  about  15,400  sq.  : 
in  area  at  first  story  and  9,900  sq.  ft.  in  area  abov 
OCCUPIED:  cellar,  boiler  room  and  kitchen,  18  person 
1st  story  and  mezzanine  floor,  store  and  cafeteria,  125  pe 
sons;  2nd  story,  clothing  sales  floor,  25  persons;  3rd  stoi 
stock,  20  persons ;  4th  story,  manufacture  of  clothing, 
persons;  5th  story,  manufacture  of  clothing,  50  person- 
and 

Whereas,  the  appellant  claims  the  building  is  equipp 
with  an  interior  fire  alarm  system,  an  approved  two-sour 
sprinkler  system  fed  from  two  6,000-gallon-  pressure  tan 
and  a  15,000-gallon  gravity  tank;  furthermore,  the  appella 
contends  the  building  faces  upon  two  streets  and  provid 
with  adequate  exits. 

Resolved,  that  the  order  of  the  fire  commissioner  be  ai 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted  on  condition  that  the  entire  building  shall  be  equipp 
with  an  approved  two-source  wet  sprinkler  system  with  ce 
tral  office  supervision ;  and  an  interior  fire  alarm  system  a: 
supervised  watchmen’s  service  maintained  on  the  first  sto 
and  cellar,  and  that  the  building  shall  not  be  increased 
height  or  area.  \ 


317-30-A. 

APPELLANT — John  J.  Gilmartin,  for  Ann-Row  Real 
Corp.,  owner.  |  J 

SUBJECT — Appeal  from  an  order  of  the  fire  comma; 
sioner. 

PREMISES  AFFECTED — 3  Park  Row  and  5  Ann  stre' 
Manhattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 
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'^TION  OF  BOARD — Appeal  granted  on  condition. 
;IE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


(317-30-A) 

Vherras,  John  J.  Gilmartin,  for  Ann-Row  Realty  Corp., 
iner,  fried,  May  8,  1930,  an  appeal  from  an  order  of  the 
i:  commisioner,  affecting  premises  3  Park  Row  and  5  Ann 
eet,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 

■  1930  (Order  No.  74901-F),  reads: 

|  “1.  Remove  cross  connection  of  the  standpipe  line  in 

cellar  to  15  Park  Row  and  provide  a  tank  on  roof  of 
at  least  3,500  gallons  capacity  for  the  standpipe  system, 
said  tank  to  be  so  elevated  that  the  bottom  will  be  not 
t  less  than  20'  above  the  outlet  in  the  highest  story. 

■  Secs.  580-581,  Ch.  5,  Code  of  Ordinances  and  Rules  of 
i  the  Board  of  Standards  and  Appeals.”; 

Vhereas,  the  building  is  irregular  in  area,  is  fireproof, 
ht  stories  (104  ft.)  in  height,  having  a  frontage  of  25 
ion  Park  Row,  12  ft.  1  in.  on  Ann  street  and  a  distance 
62  ft.  along  the  north  lot  line;  OCCUPIED  as  an  office 
■Iding,  50  persons  per  story ;  and 

Vhereas,  appellant  contends  that  the  present  standpipe 
;tem  and  its  supply  has  been  in  the  building  since  the  date 
tits  erection  (1905)  ;  that  the  supply  is  provided  from  a 
000-gallon  gravity  tank  on  the  roof  of  the  thirty-story 
tiding  to  the  north  which  has  a  6-inch  riser  with  a  4-inch 
rss-connection  taken  from  the  bottom  of  the  standpipe 
Item  and  crossed  over  into  the  eight-story  building  in 
istion ;  said  building  is  equipped  with  a  4-inch  riser  and 
-inch  connection  on  each  floor  with  sufficient  amount  of 
-inch  hose  to  cover  every  square  foot  of  floor  surface; 
iddition,  there  are  three  Siamese  connections,  one  on  Ann 
•et  and  two  on  Park  Row,  all  connected  into  the  standpipe 
tern  in  both  buildings  and  provided  with  proper  checks 
valves. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
lereby  is  modified ,  and  the  appeal  be  and  it  hereby  is 
nted,  only  as  long  as  the  two  buildings  remain  in  single 
lership,  on  condition  that  the  3-inch  section  of  the  cross- 
meeting  line  shall  not  exceed  approximately  15  ft.  in 
?th  between  the  eight-story  building  and  the  thirty-story 
ding,  and  that  the  standpipe  system  in  the  eight-story 
l-ding  shall  conform  with  the  rules  in  all  other  respects. 

- - 

BUILDING  ZONE  CASES. 

•30- BZ. 

PLICANT — William  F.  Doyle,  for  Albemarle  Heights 
Building  Corp.,  owner. 

BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

EMISES  AFFECTED — 703-729  Gravesend  avenue,  east 
side,  240  ft.  north  of  Ditmas  avenue,  Brooklyn. 
PEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  A.  H.  Rosenfeld,  Charles  Breitbart 
and  Isidor  Buxbaum. 

TION  OF  BOARD — Laid  over  on  request  of  appli¬ 
cant’s  representative;  no  date  set. 

30-BZ. 

.PLICANT— Sidney  Reynolds,  for  Goldstein  &  Halpert, 
owners. 


SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  .  AFFECTED — 114-01  Merrick  boulevard, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Frank  Hartman,  Henry  F.  Oechler 
and  Charles  Goetz. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1930,  at 
2  p.  m.  No  appearances  for  applicant. 


319-30-BZ. 

APPLICANT — Theodore  R.  Ridder,  for  Louis  Ridder, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 31-01  Newtown  avenue  and  28- 
25  31st  street,  northeast  corner,  Long  Island  City, 
.Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Flanagan. 

For  Opposition:  A.  Vaughn  and  Edward  A.  Cole¬ 
man. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1930,  at 
2  p.  m.,  on  request  of  applicant. 


323-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Irene  E.  Moeller, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 187-51  to  187-63  Hollis  avenue, 
northwest  corner  of  190th  street  (Seminole  avenue), 
Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition.  John  G.  Duane,  Margaret  L.  Carl 
and  Sarah  A.  Farrell. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


695-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Hilvid  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21). 

PREMISES  AFFECTED — Southwest  corner  of  Wilkinson 
avenue  and  Westchester  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Gertrude  T.  Teig. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.  No  appearances  for  applicant. 


268-28-BZ. 

APPLICANT — William  Richter,  for  Henry  C.  Behrens, 
owner. 

SUBJECT — Application  for  reopening — reconsideration— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
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more  than  five  (5)  motor  vehicles  (previously 
denied). 

PREMISES  AFFECTED— 878-886  Gravesend  avenue,  west 
side,  100  ft.  south  of  Avenue  F,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  Richter. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  October  7,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


289-30-BZ. 

APPLICANT — Hugo  E.  Magnuson,  for  Mayer  Leaventon, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 3059-3071  Ocean  avenue,  north¬ 
east  corner  of  Voorhies  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Stephen  O’Brien,  John  D.  Arm¬ 
strong  and  B.  Lefkowitz. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


106-30-BZ. 

APPLICANT — William  Layton  Hall,  for  Mabel  Hall, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 337  Arbutus  avenue,  northeast 
corner  of  Hylan  boulevard,  Huguenot,  Borough  of 
Richmond. 

APPEARANCES — 

For  Applicant:  Theodore  Hall. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  October  21,  1930,  at 
2  p.  m.,  for  full  vote  of  'board. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 


foyle  and  Deputy  Chief  McElligott .  3 

Negative:  Temporary  Chairman  Connell .  1 

Absent  .  0 


274-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Ninety  Butler  Street 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  alteration  and  change  of  occupancy  from 
a  garage  and  factory  building  to  a  garage  for  the 
storage  of  more  than  five  (a)  motor  vehicles. 

PREMISES  AFFECTED— 86-90  Butler  street,  south  side, 
250  ft.  east  of  Smith  street,  Brooklyn. 


APPEARANCES— 

For  Applicant :  James  W.  Byrnes. 

For  Bureau  of  Buildings,  Brooklyn :  Process  Server 
Martin  O’Donnell. 

For  Opposition:  H.  Klein,  Miss  Dienberg  and  A. 
Sarrano. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  q 

THE  RESOLUTION— 

(274-30-BZ) 

Whereas,  James  W.  Byrnes,  for  Ninety  Butler  Street 
Corp.,  owner,  filed,  April  21,  1930,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy  from  a  garage  and 
factory  building  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  86-90  Butler  street,  south 
side,  250  ft.  east  of  Smith  street,  Borough  of  Brooklyn; 

and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  16,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Butler  street  is  in  a  business, 
residence  and  unrestricted  district ;  Douglass  street  is  in  a 
business,  residence  and  unrestricted  district;  Baltic  street 
is  in  a  business  and  unrestricted  district;  Smith  street 
is  in  a  business  district,  and  Hoyt  street  is  in  a  business 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  16,  1930  (re  Applic.  4087-1930),  reads: 

“1.  Proposed  alteration  to  existing  three  story  brick 
garage  and  factory  building  to  extend  public  garage  use 
to  entire  building  by  structurally  altering  same,  is  con¬ 
trary  to  Art.  II,  Sec.  6,  subdiv.  (a)  of  Zoning  Resolu¬ 
tions  and  is  hereby  denied.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  75  ft. 
and  a  depth  of  100  ft.;  the  existing  building  is;  occupied  in 
accordance  with  certificates  of  occupancy,  public  garage  and 
garage  for  five  motor  vehicles  on  first  story,  light  manu¬ 
facturing  on  second  and  third  stories;  it  is  proposed  to 
construct  a  new  elevator  shaft  in  place  of  the  old  existing 
shaft,  to  concrete  the  upper  floors  and  fireproof  ceilings 
and  columns  in  accordance  with  the  rules  of  the  board; 
the  entire  premises  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  and  had  failed  to  substantiate  his  basis  of 
appeal  under  sections  7a,  7e  and  21. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby. is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


214-29 -BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  George  C.  Zeiner, 
owner. 

SUBJECT — Application  for  reopening — modification — re 

Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7a  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 112-118  Crown  street,  south 
side,  120  ft.  west  of  Bedford  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Stanley  Bogart. 

For  Opposition;  None. 
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(1’ION  OF  BOARD— Application  reopened  and  resolution 
modified  after  reconsideration. 

[Z  VOTE  TO  REOPEN  AND  MODIFY  RESOLUT¬ 
ION— 

Affirmative  .  q 

Negative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott .  '  4 

Absent  .  0 

12  VOTE  TO  RECONSIDER— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 4 

Negative  . 0 

Absent  .  n 

E  VOTE  TO  REOPEN  AND  MODIFY  RESOLUT¬ 
ION — 

;  Affirmative :  Temporary  Chairman  Connell,  Com¬ 

missioners  Holland  and  Guilfoyle  and  Deputy 

■  Chief  McElligott . . .  4 

Negative  . 0 

I  Absent  .  0 

RESOLUTION— 

(214-29-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  George  C.  Zeiner 
r,  filed,  April  1,  1929,  an  application,  under  the  build- 
;zone  resolution,  to  permit  in  a  business  district  the 
•ion  and  maintenance  of  a  garage  for  the  storage  of 
n  than  five  motor  vehicles;  premises  112-118  Crown 
south  side,  120  ft.  west  of  Bedford  avenue,  Borough 
rooklyn;  and 

iIhereas  a  public  hearing  was  held  on  this  application 
le  board  of  standards  and  appeals,  at  its  regular  meet- 
'  July  16,  1929,  after  due  notice  by  publication  in  the 
tin  ot  the  Board  of  Standards  and  Appeals;  and 
whereas,  the  use  district  maps  accompanying  the  building 
1  resolution  show  that  Bedford  avenue  is  in  a  business 
Jet;  Crown  street  is  in  a  business  district,  and  Mont- 
'ry  street  is  in  a  business  district;  and 
Pereas,  the  decision  of  the  superintendent  of  buildings 
1  red  March  25,  1929  (re  App.  No.  4314-1929),  reads: 

Proposed  garage  for  more  than  five  cars  to  be 
ocated  in  a  business  use  district  is  contrary  to  Art.  II, 
pec,  4-a  of  Zone  Resolution.”; 

Pereas,  the  proposed  building  is  to  be  of  non-fireproof 
iruction,  one  story  and  basement  in  height,  with  a 
age  of  100  ft.  and  a  depth  of  131  ft.;  to  be  occupied 


from  the  building  line  at  first  story  level;  that  a  return  of 
design  m  accordance  with  foregoing  resolution  shall  be  made 
to  this  board  for  approval  before  submission  to  the  bureau 
of  buildings,  and  that  any  work  involved  shall  be  com- 
pleted  within  six  months  from  the  date  of  this  action. 


.public  garage;  and 
iereas,  the  board  deemed  that  applicant  was  entitled 
tief  under  section  7e  of  the  building  zone  resolution  and, 
;  under  section  21,  on  the  ground  of  practical  difficulty 
.  nnecessary  hardship ;  and 

’iereas,  this  application  was  granted  by  the  board  at  its 
■ug.  July  16,  1929,  on  certain  conditions,  and  applicant 
isted  a  modification  of  the  time  limit  imposed,  all  permits 
g  been  obtained,  and  now  requests  a  modification  as  to 
of  building. 

Solved,  that  the  board  of  standards  and  appeals  does 
<y  make  a  variation  in  the  application  of  the  use  de¬ 
regulations  of  the  building  zone  resolution,  and  that 
iphcation  be  and  it  hereby  is  granted  on  condition  that 
uilding  shall  be  constructed  fireproof  throughout  its 
1  height  and  shall  not  exceed  in  height  one  story 
grade;  that  the  front  elevation  shall  be  of  attractive 
ectural  design,  finished  ■with  light-colored  face  brick ; 
he  front  parapet  wall  shall  be  not  less  than  5  ft.  above 
■  .  The  roof  at  front  of  building;  that  the  sky- 
j  installed  shall  be  glazed  with  plain  glass,  protected 
'wire  guards  above  and  below;  that  there  shall  be  no 
'fising  display  on  the  front  of  building,  other  than  one 
;'c  projecting  sign,  indicating  the  name  and  title  of  the 
'■ss  conducted  on  the  premises ;  that  no  portable  gaso- 
inks  shall  be  operated  or  maintained ;  that  any  ascend- 
amP  installed  shall  be  set  back  not  less  than  10  ft. 


47-28-BZ. 

APPLICANT — P.  Gregory  Stadler,  substituted  for  John  J. 

cTTnTcv-M',nn/!g;u?:  f<?r  Ado,Ph  Weg,  owner. 
oUBJELi  Application  .  for  reopening — modification — re 

Application  (decision  of  the  superintendent  of  build- 
mgs),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Northeast  intersection  of  Bailey 
avenue  and  Bailey  place,  The  'Bronx. 
APPEARANCES— 

For  Applicant :  Edwin  H.  Snackenberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

the  vote  to  reopen  and  MODIFY  RESOLU- 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott . #  4 

Negative  . !!..!!!!  0 

Absent  .  q 

THE  RESOLUTION— 

(47-28-BZ) 

Whereas,  John  J.  Dunnigan,  for  Adolph  Weg,  owner, 
filed,  January  18,  1928,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
northeast  intersection  of  Bailey  avenue  and  Bailey  place, 
Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  10,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bailey  avenue,  Bailey  place  and 
West  234th  street  are  all  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  18,  1928  (re  App.  N.  B.  2686-27),  reads: 

‘‘1.  _  Erection  of  building  and  maintenance  of  premises 
in  business  district  to  be  used  for  gasoline  selling  station 
is  contrary  to  provisions  of  Building  Zone  Resolu¬ 
tion.”  ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  157.5  ft.  on  Bailey  avenue,  123.52  ft.  on 
Bailey  place  and  a  distance  of  40.47  ft.  across  the  rear,  upon 
which  it  is  proposed  to  erect  a  one-story  office,  25  ft.  by  12 
ft.  in  area,  and  Jo  install  the  necessary  tanks  and  pumps  for 
a  gasoline  service  station ;  and 
Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  brought  under  section  21  of  the  building 
zone  resolution  in  that,  owing  to  the  irregular  shape  and 
contour  of  the  plot  and  the  steep  grade  on  Bailey  place,  the 
plot  would  be  practically  unsuited  to  any  other  purpose  than 
that  of  a  gasoline  service  station;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  10,  1928,  on  certain  conditions,  and  time  ex¬ 
tended  July  9,  1929,  and  present  owner  requests  a  further  ex¬ 
tension  of  time,  and  now  requests  permission  to  install 
crankcase  service. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
building  erected  on  the  premises  shall  be  located  along  the 
northerly  boundary  line  of  the  plot;  that  there  shall  be 
incorporated  at  the  southerly  end  of  the  plot  a  semi-circular 
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concrete  platform  not  less  than  12  in.  above  the  mean 
grade  sidewalk  level;  that  any  gasoline  pumps  installed 
shall  be  located  along  the  easterly  or  Bailey  place  property 
line  on  Bailey  avenue  grade;  that  a  concrete  curbing  not 
less  than  12  in.  in  height  above  the  grade  level  of  Bailey 
avenue  shall  be  installed  and  not  more  than  two  driveways 
shall  be  installed  therein,  not  exceeding  a  width  of  10  it. 
each-  that  a  fence  of  substantial  construction  with  iron 
uprights  and  heavy  gauge  wire  or  of  wrought-iron  con¬ 
struction  shall  tie  incorporated  along  the  Bailey  place  build¬ 
ing  line,  not  less  than  6  ft.  6  in.  in  height ;  that  any  crank¬ 
case  grease  racks  or  pit  service  incorporated  on  these 
premises  shall  be  limited  to  one  car,  enclosed  m  a  proper 
housing  with  open  driveway  maintained  at  all  times,  that 
the  architect  shall  make  a  return  of  the  drawings  in  ac¬ 
cordance  with  the  foregoing  stipulations  for  the  approval 
of  this  board  before  submission  of  same  to  the  building 
superintendent  or  the  fire  department;  that  all  permits 
required  shall  be  obtained  within  six  months  from  July  9 
1929,  and  any  work  involved  thereby  shall  be  completed 
within  thirty  days  from  July  9,  1930. 

491-27-BZ. 

APPLICANT — Francis  H.  McGoldrick,  owner. . 

SUBTECT — Application  for  reopening — modification— -re 
Application  (decision  of  the  superintendent  of  build¬ 
ings).  under  sections  7e  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 773-793  East  New  York  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Gottesman. 

For  Opposition :  None.  , 

ACTION  OF  BOARD — Application  reopened  and  resolution 

THE  VOTE*T'b  REOPEN  AND  MODIFY  resolu¬ 
tion _  _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  * 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(491-27-BZ) 

Whereas,  Francis  M.  McGoldrick,  owner,  filed,  May  5, 
1927  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  773-793  East  New  York  avenue,  Borough  ot 

Brooklyn;  and  .  .  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 

the  board  of  standards  and  appeals,  at  its  special  meeting, 
November  18,  1927,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  New  York  avenue,  Lefferts 
avenue  and  Troy  avenue  are  in  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  25,  1927  (App.  No.  7336- 192 < ) ,  reads. 

“Proposition  contrary  to  the  Zone  Resolution,  Art.  11, 

Section  4a,  15. 

“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  in  a  business  district.  ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  180  ft. 
and  a  depth  of  90  ft. ;  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under’  sections  7e  and  21  of  the  building  zone  resolu¬ 
tion;  and  ,  ,  , 

Whereas,  this  application  was  granted  by  the  board  at 


its  meeting,  November  18,  1927,  on  certain  conditions,  a 
applicant  requested  a  modification  of  these  conditions  as 
ventilators,  and  present  owner  now  requests  a  furtl 
modification  as  to  ventilators. 

Resolved,  that  the  board  of  standards  and  appeals  d< 
herebv  moke  o  vonotion  in  the  application  of  the  use  distr 
regulations  of  the  building  zone  resolution,  and  that  the  ; 
plication  be  and  it  hereby  is  grcmied  on  condition  that  1. 
structure  shall  be  limited'  in  height  to  a  two-story  buildi • 
above  grade  and  shall  be  constructed  fireproof  througho-1. 
that  the  gable  walls  and  rear  wall,  first  story,  shall  be  ij 
pierced  throughout  their  entire  height  and  length;  that 
rear  yard  shall  be  provided  at  the  level  of  the  second  t- 
of  beams  of  not  less  than  10  ft.  in  depth  for  the  ent1 
width  of  the  property ;  that  the  offset  in  the  rear  shall  ■ 
equipped  throughout  with  flat  skylights,  glazed  with  wi 
glass ;  that  wall  ventilators  rigidly  fixed  to  the  rear  wall 
the  second  story  shall  be  not  less  than  8  ft.  in  length, 
more  than  16  ft.  8  in,  apart,  for  the  full  width  of  the  pr 
erty ;  that  any  windows  on  the  second  story  rear  shall 
glazed  with  translucent  wire  glass  and  each  sash  shall 
equipped  with  not  less  than  one  ventilator ,  that  the  fr  i 
elevation  shall  be  finished  substantially  in  accordance  v, 
the  design  filed  in  this  appeal,  of  suggested  gothic  des 
and  the  material  of  the  front  shall  be  of  light  glazed  arc 
tectural  terra  cotta,  other  than  the  plate  glass  show  winde 
and  the  window  openings  of  the  front,  which  shall  be  s 
m-iMVWl  cnKs+antiallv  in  accordance  with  the  design  submit 


divided  substantially  in  accordance  with  the  design  submit 
on  this  appeal ;  that  there  shall  be  no  roof  sign  erected, 
any  advertising  display  on  the  front  of  the  building  si 
be  restricted  to  flat  wall  lettering  and  there  shall  be  no  si 
on  the  front  of  the  building  other  than  one  fixed  elec 
projecting  sign;  that  any  gasoline  storage  equipment 
stalled  shall  be  located  at  the  front  of  the  building  and  1 
less  than  40  ft.  from  the  westerly  line  of  the  propet 
that  all  necessary  permits  shall  be  obtained  within  i 
months  and  the  work  involved  completed  within  one  } 
from  the  date  of  this  action. 


190-29-BZ. 


APPLICANT— McCooey  &  Conroy,  substituted  for  H( 
C.  Brucker,  for  Faw  Realty  Co.,  Inc.,  owner. 

SUBJECT— Application  for  reopening— extension  of  ii 
to  obtain  permits  and  complete  work — re  Appl 
tion  (decision  of  the  superintendent  of  buildin; 
under  section  21  of  the  building  zone,  resolution 
permit  in  a  business  district  the  erection  and  m 
tenance  of  a  garage  for  the  storage  of  more  t 
five  (5)  motor  vehicles. 


PREMISES  AFFECTED— 1927  Hancock  street,  s<l 
side,  100  ft.  west  of  Seneca  avenue,  Ridgew 
Borough  of  Queens. 

APPEARANCES—  . 

For  Applicant:  Thomas  Lyons  and  William 

Fluhr. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME- 
Affirmative :  Temporary  Chairman  Connell,  Com 
missioners  Holland  and  Guilfoyle  and  Deput 

Chief  McElligott . ' 

Negative  . 

Absent  . ' 


THE  RESOLUTION— 

(190-29-BZ) 


Whereas,  McCooey  &  Conroy,  substituted  for  Henr 
Brucker,  for  Faw  Realty  Co.,  Inc.,  owner,  filed,  M 
22,  1929,  an  application,  under  the  building  zone  resolt. 
to  permit  in  a  business  district  the  erection  and  mainterJ 
of  a  garage  for  the  storage  of  more  than  five  (5)  n: 
vehicles;  premises  1927  Hancock  street,  south  side,  10 
west  of  Seneca  avenue,  Ridgewood,  Borough  of  Qu<: 
and 
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Vhereas,  a  public  hearing  was  held  on  this  application  by 
1  board  of  standards  and  appeals,  at  its  regular  meeting, 
jv«ntber  12,  1929,  after  due  notice  by  publication  in  the 
Uetin  of  the  Board  of  Standards  and  Appeals;  and 
V' hereas,  die  use  district  maps  accompanying  the  building 
(e  resolution  show  that  Hancock  street  is  in  a  business 
. rict ;  Seneca  avenue  is  in  a  business  district;  Cypress 
’.nue  is  in  a  business  district,  and  Weirfield  street  is  in  a 
(ness  district;  and 

v'hereas,  the  decision  of  the  superintendent  of  buildings, 
tiered  February  27,  1929  (re  Plan  No.  N.  B.  837-29), 

iis: 

“The  erection  of  a  public  garage  in  a  business  district 
is  contrary  to  the  Zone  Law.” ; 

, 'hereas,  the  proposed  building  is  to  be  of  non-fireproof 
;;truction,  two  stories  in  height,  with  a  frontage  of  91 
:and  a  depth  of  100  ft.  in.;  to  be  occupied  as  a 
nge  for  the  storage  of  more  than  five  motor  vehicles ; 

■ 

r  hereas,  the  applicant  claims  support  under  section  7, 
division  e,  of  the  building  zone  resolution,  in  that  the 
rd  granted  a  variation  for  a  garage  upon  the  property 
iting  the  site  in  question,  which  application  was  predi- 
id  upon  the  rules  of  exception,  particularly  section  7, 
division  e,  of  the  building  zone  resolution ;  and 
’hereas,  the  board  deems  that  applicant  is  entitled  to 
|:£  under  section  21  of  the  building  zone  resolution  and 
i  a  denial  of  the  application  would  be  arbitrary  dis- 
,iination  against  the  applicant;  and 
[hereas,  this  application  was  granted  by  the  board  at  its 
fing,  November  12,  1929,  on  certain  conditions,  and  the 
fleet,  Henry  C.  Brucker,  requests  a  modification  of 
time  limit  imposed  and  an  extension  of  time  to  obtain 
fits  and  complete  work. 

:solved ,  that  the  board  of  standards  and  appeals  does 
■by  make  a  variation  in  the  application  of  the  use  dis- 
i  regulations  of  the  building  zone  resolution,  and  that 
application  be  and  it  hereby  is  granted  on  condition  that 
(building  shall  be  constructed  fireproof  throughout;  that 
lall  be  restricted  in  height  to  two  stories  above  grade : 

;  the  gable  walls  throughout  and  the  rear  wall  of  the 
'»  story  shall  be  unpierced;  that  a  rear  yard  of  not  less 
«  10  ft.  in  depth  for  the  entire  width  of  the  premises 
}  be  established  and  maintained  at  the  second  story  floor 
i ;  that  fixed  louvre  ventilators  shall  be  incorporated  in 
eroof  of  the  first  story  extension  at  second  floor  grade; 
i  the  front  elevation  shall  be  finished  in  architectural 
pi  cotta  or  face  brick  of  light  color  with  natural  stone 
rchitectural  terra  cotta  trimming,  and  that  the  parapet 
)  on  the  front  shall  be  not  less  than  6  ft.  in  height  above 
roof  grade ;  that  any  ramp  incorporated  shall  be  located 
ie  southerly  end  of  the  building ;  that  any  windows  in- 
lorated  in  the  rear  second  story  shall  be  provided  with 
dess  than  one  pivoted  ventilator  to  each  sash  and  not 
i  than  six  skylights,  as  indicated  in  the  plans,  shall  be 
slled  in  the  roof,  glazed  with  plain  glass  with  wire 
;ds  above  and  below ;  that  the  vehicular  opening  to  the 
t)  shall  not  exceed  a  width  of  9  ft.  6  in.  in  the  clear ; 

)  the  architect  shall  make  a  return  of  the  drawings  to 
t  board  for  approval  in  accordance  with  the  foregoing 
jlations  before  submitting  same  to  the  superintendent  of 
iings;  that  any  permits  required  shall  be  obtained  within 
i  months  and  all  work  completed  within  eighteen  months 
3  the  date  of  this  action — September  16,  1930. 


::9-bz. 

:’LICANT — Henry  C.  Brucker,  for  Victory  Park  Sites 
Realty  Co.,  Inc.,  owner. 

.  JECT — Application  for  reopening — extension  of  time 
to  procure  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 


PREMISES  AFFECTED — 137-30  Queens  boulevard  and 
137-27  Barret  street,  Briarwood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Thomas  Lyons  and  H.  R.  Russak. 
For  Opposition:  None. 

AC  I  ION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . q 

Absent  .  y 

THE  RESOLUTION— 

(G30-29-BZ) 

Whereas,  Henry  C.  Brucker,  for  Victory  Park  Sites 
Realty  Co.,  Inc.,  owner,  filed,  October  22,  1929,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit,  partly  in 
a  business  district  and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline  service  station ; 
premises  137-30  Queens  boulevard  and  137-27  Barret  street, 
southwest  corner,  Briarwood,  Borough  of  Queens;  and 
W hereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  28,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
district  ;  Barret  street  is  in  a  residence  district,  and  Hutton 
street  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  4,  1929  (Plan  No.  N.  B.  6742-29),  reads: 

.“1;  The  erection  of  a  gasoline  service  station  partly 
within  a  business  district  and  partly  within  a  residence 
district  is  contrary  to  both  section  4,  subdivision  A  (46) 
and  Section  3  of  the  Zone  Law.  Not  further  con¬ 
sidered.”  ; 
and 

Whereas,  it  is  proposed  to  erect  an  office,  30  ft.  by  20  ft., 
bury  five  550-gallon  tanks,  erect  eight  pumps  and  four 
grease  racks  for  the  purpose  of  conducting  a  gasoline  service 
station  on  a  triangular  plot  with  a  frontage  of  232.85  ft.  on 
Queens  boulevard  and  285  ft.  on  Barret  street  with  100  ft. 
in  a  business  district  and  185  ft.  in  a  residence  district; 
and 

Whereas,  it  is  proposed  to  erect,  maintain  and  operate  a 
gasoline  service  station  on  these  premises ;  and 

Whereas,  the  applicant,  under  the  principle  of  section  7, 
subdivision  g,  has  filed  100  per  cent  consents  of  an  area 
fixed  by  the  board  and  deemed  affected ;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  January  28,  1930,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  imposed 
and  an  extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  entire  westerly  property  line 
a  picket  iron  fence  not  less  than  6  ft.  in  height;  that  there 
shall  be  erected  along  the  Queens  boulevard  and  Barret 
street  building  line  a  concrete  curbing  not  less  than  12  in. 
above  grade  and  12  in.  in  depth ;  that  there  shall  be  provided 
on  top  of  the  curb  masonry  posts  of  finished  material  not 
less  than  12  in.  square  and  not  less  than  6  ft.  apart,  other 
than  the  vehicular  entrances,  the  said  posts  to  be  connected 
with  ornamental  fixed  iron  chain  or  ornamental  iron  railing; 
that  there  shall  be  no  vehicular  entrance  within  25  ft.  of  the 
corner  formed  bv  the  intersection  of  Queens  boulevard  with 
Barret  street ;  that  there  shall  be  not  more  than  two  vehicular 
entrances  on  Queens  boulevard  and  not  more  than  three  exit 
openings  on  Barret  street  front;  that  no  gasoline  pumps 
shall  be  erected  within  10  ft.  of  the  building  line;  that  the 
proposed  one-story  structure,  as  indicated  on  the  plans, 


749 


MINUTES 


approximately  20  ft.  by  30  ft.,  shall  be  finished  on-  the 
exterior  with  white  enamel  brick  or  natural  stone,  substan¬ 
tially  in  accordance  wTith  the  design  tiled  in  this  appeal ; 
that  the  proposed  pits  for  crankcase  service  shall  be  housed 
in  a  structure  not  more  than  one  story  in  height,  enclosed 
on  three  sides,  the  open  side  facing  the  property-  to  be 
arched,  the  design  to  be  in  accord  with  the  one-story 
building  erected  for  shelter  and  operation  of  the  premises, 
that  any  advertising  shall  be  restricted  to  the  glass  globes 
of  the  gasoline  pumps ;  that  the  architect  shall  make  a  re¬ 
turn  of  the  drawings  in  accordance  with  the  foregoing  con¬ 
ditions  to  this  board  for  approval  before  submission  to  the 
building  department ;  that  all  permits  required  shall  be  ob¬ 
tained  within  three  months  and  that  any  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action 
September  16,  1930. 


108-28-BZ. 

APPLICANT— John  J.  Dunnigan,  for  4510  Broadway 
Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  procure  building  permits  and  complete  work— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7e  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1550  Jerome  avenue,  east  side, 
241.79  ft.  south  of  Mount  Eden  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  C.  William  Garfield. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(108-28-BZ) 

Whereas,  John  J.  Dunnigan,  for  4510  Broadway  Corp., 
owner,  filed,  February  2,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  premises  1550  Jerome  avenue, 
Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  November  20,  1928,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue  is  in  a  business 
district ;  Mt.  Eden  avenue,  east  of  a  point  100  ft.  west  of 
Jerome  avenue,  is  in  a  business  district;  Mt.  Eden  avenue, 
west  of  a  point  100  ft.  west  of  Jerome  avenue,  is  in  an 
unrestricted  district ;  Goble  place,  west  of  a  point  100  ft. 
west  of  Jerome  avenue,  is  in  an  unrestricted  district,  and 
Townsend  avenue  is  in  a  residence  use  and  “B”  area  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  1,  1928  (re  N.  B.  177-1928),  reads: 

“1.  Erection  of  garage  for  storage  of  more  than  five 
motor  vehicles  in  business  district  is  contrary  to  pro¬ 
visions  of  Building  Zone  Resolution. 

“2.  Rear  yard  must  be  provided  behind  second  story 
to  comply  with  requirements  of  Building  Zone  Resolu¬ 
tion.”  ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  102 
ft.  5 y2  in.  and  a  depth  of  105  ft.,  irregular;  to  be  occupied 
as  a  garage  for  the  storage  of  more  than  five  motor  vehicles ; 


the  building  to  occupy  the  entire  area  of  the  lot  on  first  d 
second  stories ;  and 

Whereas,  applicant  has  filed  with  the  board  document y 
evidence  in  support  of  section  7e  to  the  effect  that  a  per  t 
has  been  in  force  for  the  conduct  of  a  stable  on  the  exist  5 
premises ;  and 

Whereas,  the  surrounding  neighborhood  is  almost  entiiy 
occupied  by  non-conforming  uses  permitted  since  the  passe 
of  the  building  zone  resolution,  and  the  board  deems  tha  t 
would  be  a  hardship  under  section  21  of  the  building  ze 
resolution  to  deny  the  application;  and 

Whereas,  the  original  application  was  granted  Novemr 
20,  1928,  on  condition;  reopened  May  14,  1929,  for  the  p- 
pose  of  amendment  so  as  to  include  an  additional  area  c- 
sisting  of  a  triangular  lot  adjoining  on  the  north;  and 

Whereas,  the  decision  of  the  superintendent  of  buildii ;, 
rendered  May  28,  1929  (re  amendment  to  N.  B.  177-19S , 
reads : 

“1.  Erection  of  proposed  garage  for  storage  of  m-e 
than  five  motor  vehicles  in  business  district  is  contry 
to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  applicant  contends  that  the  triangular  pe 
of  land  to  be  added  has  no  frontage  on  the  street  d 
could  not  be  used  for  any  other  purpose;  and 

Whereas,  this  application  was  granted  by  the  board  al  s 
meeting,  June  18,  1929,  on  certain  conditions,  and  o\\  r 
requests  a  modification  of  the  time  limit  imposed  andn 
extension  of  time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  board  of  standards  and  appeals  os 
hereby  make  a  variation  in  the  application  of  the  use  > 
trict  regulations  of  the  building  zone  resolution,  and  it 
the  application  be  and  it  hereby  is  granted,  as  to  Item  Nil, 
of  decision  of  February  1,  1928,  and  May  28,  1929,  n 
condition  that  the  building  shall  be  constructed  firepof 
throughout ;  that  the  front  elevation  shall  be  of  face  b:l 
and  architectural  terra  cotta  with  stone  trimming;  that  w 
rear  and  gable  walls  shall  be  unpierced  throughout  t  ii 
entire  height  and  length;  that  no  portable  gasoline  teb 
shall  be  maintained  or  operated  outside  the  building  1?,; 
that  the  foot  of  the  ramp  leading  to  the  second  story  shaU 
set  back  10  ft.  from  the  building  line;  that  all  permits  i- 
quired  shall  be  obtained  within  six  months  and  all  vl 
completed  within  one  year  from  the  date  of  this  ac  n 
and  granted,  as  to  Item  No.  2,  of  decision  of  Februar  1 
1928,  regarding  the  rear  yard,  on  co)uiition  that  the  builuf 
shall  be  not  more  than  two  stories  in  height  above  gr  e 


APPROVAL  OF  PLANS. 

190-29-BZ. 

APPLICANT — McCooey  &  Conroy,  substituted  for  Hr; 
C.  Brucker,  for  Faw  Realty  Co.,  Inc.,  owner. 

SUBJECT — Approval  of  plans  in  accordance  with  rest 
tion  adopted  by  the  board  November  12,  1929.. 

PREMISES  AFFECTED— 1927  Hancock  street,  Ri-s 
wood,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Temporary  chairman  read  ref 
of  engineer;  report  of  engineer  adopted  and  pn 
approved  in  accordance  therewith.  ^ 

THE  VOTE  TO  ADOPT  REPORT  AND  APPRC 1 
PLANS—  _  (■ 

Affirmative:  Temporary  Chairman  Connell,  Com 
missioners  Holland  and  Guilfoyle  and  Deput 

Chief  McElligott . 

Negative  . 

Absent  . 


235-30-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Lime  Investing  5 
Inc.,  owner. 

SUBJECT — Approval  of  plans  in  accordance  with  the  ! 
olution  adopted  by  the  board  July  22,  1930, 
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.REMISES  AFFECTED— Northeast  corner  of  White 
Plains  road  and  East  223rd  street,  The  Bronx 
PPEARANCES— None. 

CTION  OF  BOARD— Temporary  chairman  read  report 
of  engineer;  report  of  engineer  adopted  and  plans 
approved  in  accordance  therewith. 

HE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 

PLANS— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


3-29-BZ. 

PPLICANT— Charles  Forrester,  for  Mrs.  James  Whelan, 

owner. 

OBJECT— Approval  of  plans  in  accordance  with  the  res¬ 
olution  adopted  by  the  board  July  22,  1930. 
DEMISES  AFFECTED — 3129-3131  Bailey  avenue,  west 
side,  206.09  ft.  south  of  West  233rd  street,  The 

Bronx. 

PPEARANCES— None. 

7TI0N  OF  BOARD— Temporary  chairman  read  report 
of  engineer;  report  of  engineer  adopted  and  plans 
approved  in  accordance  therewith. 


THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . . . . .  4 

Negative  . .  o 

Absent  .  . 


AREA  FIXED. 

(351-30-BZ) 

chairman  presented  and  read  a  communication  from 
william  A.  Lacerenza,  requesting  the  board  to  fix  an  area 
deemed  .  affected  and  within  which  to  obtain  consents  to 
permit  in  a  business  district  the  erection  and  maintenance 
a  garage  for  the  storage  of  more  than  five  motor 
vehicles ,  premises  205  Rockaway  avenue,  southeast  corner 
of  Pacific  street,  Borough  of  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Pacific  street  from  a  point  200  ft.  west 
of  Rockaway  avenue  to  a  point  400  ft.  east  of  proposed 
garage ;  both  sides  of  Rockaway  avenue  from  a  point 
200  ft.  north  of  Pacific  street  to  a  point  400  ft.  south 
of  premises  in  question;  also  the  north  side  of  Dean 
street  if  ram  Rockaway  avenue  to  a  point  125  ft.  east  of 
Rockaway  avenue. 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  16,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
blland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

ir-30-A. 

-PPELLANT — Terminal  Warehouse  Co.,  owner. 
1JBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED — 600-602  West  28th  street  and 
269-275  11th  avenue,  southwest  corner,  Manhattan. 

PPEARANCES — 

For  Appellant :  H.  F.  Hopper. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

iPTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  pending  action  by  the  board  of  aldermen. 


D-30-A. 

PPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 

owner. 

EBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED— 43-49  West  22nd  street  and  56- 
62  West  23rd  street,  Manhattan. 

PPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

PTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  pending  action  by  the  board  of  aldermen. 

S30-A. 

PPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 

lessee. 


SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 16-18  East  43rd  street  and  13 
East  42nd  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  pending  action  by  the  board  of  aldermen. 


95-30-A. 

APPELLANT— J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 141  West  42nd  street  and  138- 
142  West  43rd  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  pending  action  by  the  board  of  aldermen. 


150-30-A. 

APPELLANT — Bernard  J.  Gillroy,  for  One  Wall  Street 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1-7  Wall  street,  72-86  Broad¬ 
way  and  1-11  New  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Bernard  J.  Gillroy  and  William 
Conran. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD — Laid  over  to  November  o,  1930, 
at  2  p.  m.,  pending  hearing  on  amendment  to  stand¬ 
pipe  rules. 


690-29-A.  .  „ 

APPELLANT — Canaday  Cooler  Co.,  for  Rees  &  Rees, 


APPEARANCES—  . 

For  Applicant :  Aaaron  O.  Weinberg. 

For  Opposition :  Anthony  B.  Bernard. 
ACTION  OF  BOARD— Laid  over  to  October  21,  1930,  | 
2  p.  m.,  on  request  of  applicant’s  representau 
Final  disposition. 


owner.  • 

SUBJECT — Appeal  from  an  order  of  the  fire  commis- 

PREMISES  AFFECTED— 232-236  East  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  ot  hre  de¬ 
partment.  .  .  .  .  r 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  ot 

prosecution. 

THE  VOTE  TO  DISMISS—  .  ..  „ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  * 

Negative  .  n 

Absent  . 

THE  RESOLUTION— 

(690-29-A) 

Whereas,  Canaday  Cooler  Co.,  for  Rees  &  Rees,  owner, 

filed,  November  29,  1929,  an  appeal  from  *"°r<£r  ° 
fire  commissioner,  affecting  premises  232--3G  East  40th 
street,  Borough  of  Manhattan;  and  .  .  ,  ,  ,  c 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  24,  1929  (Order  No.  52324-LC),  reads:  _ 

“Before  permit  can  be  issued  for  your  refrigerating 

plant,  the  following  must  be  done: 

“1.  Cut  off  all  elevator  shafts  leading  into  refrig¬ 
erating  machinery  rooms,  as  per  Section  220-1- (A)  o 
Chapter  10.”; 

“whereas,  the  building  is.  non-Sreproof,  six  stories  in 
height  40  ft.  by  135  ft.  9J4  m.  in  area; . OCCUPIED  as  a 
dry  cleaning  establishment;  57  persons  in  entire  premises, 

^Whereas  there  are  water  coolers  (in  the  open  loft)  dis¬ 
tributed  throughout  the  building;  the  size  of  the  refrigerating 
units  being  17  in.  by  14  in.  by  28  in  in  height  and  the  re¬ 
frigerant  being  three  (3)  pounds  of  sulphur  dioxide ,  tli 
elevator  doors  being  tin-clad  swinging  doors,  5  ft.  by  7  tt.  in 

ciT6cL  *  cind  • 

Whereas,  appellant  contends  that  the  floor  area  and  win¬ 
dow  ventilation  of  the  various  stories  of  the  building  is 
such  that  should  the  entire  contents  of  any  cooler  be  liberated 
it  would  not  be  of  sufficient  strength  to  seriously  affect  any 
of  the  occupants;  and 

Whereas,  appellant  failed  to  appear  when  case  was  called, 
although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


BUILDING  ZONE  CASES. 


731-29-BZ. 

APPLICANT — Harry  Urquhart,  for  M.  H.  G.  Realty 
Corp.,  owner.  .  .  •  ,  .  ,  , 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the _ building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— South  side  of  101st  avenue,  40 
ft.  east  of  121st  street,  South  Ozone  Park,  Borough 
of  Queens. 


160-30-BZ. 

APPLICANT— James  J.  Millman,  for  Camen  Hokj 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintend 
of  buildings),  under  sections  7e  and  21  of  the  bil 
ing  zone  resolution,  to  permit  in  a  business  disic 
the  erection  and  maintenance  of  a  garage  for  i 
storage  of  more  than  five  (5)  motor  vehicles  c 
also,  a  gasoline  service  station. 

PREMISES  AFFECTED— 676-684  Warwick  street,  8 
888  Livonia  avenue  and  719-729  New  Lots  avtu 
Brooklyn. 

APPEARANCES—  ,  J 

For  Applicant:  Arthur  M,  Shorwitz  and  Jame1, 
Millman. 

For  Opposition:  Samuel  C.  Ashkenazy. 

ACTION  OF  BOARD— Laid  over  to  November  5,  193  : 

2  p.  m.,  for  inspection  and  report  by  a  cornnt 
of  board. 


259-30-BZ.  .  1 

APPLICANT— Frank  Paladino,  for  Gerosa  Paladino  li 
ing  Corp.,  owner.  .  1 

SUBJECT— Application  (re  decision  of  the  superinte:< 
of  buildings),  under  sections  7e  and  21  olt 
building  zone  resolution,  to  permit  in  a  bus< 
district  the  erection  and  maintenance  of  a  ga 
for  the  storage  of  more  than  five  (5)  motoj 
hides  and,  also,  the  omission  of  the  rear  yar  i 
quired  by  the  building  zone  resolution.  J 

PREMISES  AFFECTED— 2162-2238  Webster  avenud 
402-408  East  182nd  street,  southeast  corner,^ 
Bronx.  | 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Edward  Robinson,  Jr. 
ACTION  OF  BOARD — Application  withdrawn  on  wt 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Co- 
missioners  Holland  and  Guilfoyle  and  Depp 

Chief  McElligott . . 

Negative  . . 

Absent  . ’* 


209-30-BZ.  1 

APPLICANT— Malcolm  C.  Butler,  owner. 
SUBJECT— Application  (re  decision  of  the  superintl 
of  buildings),  under  section  21  of  the  buildinfl 
resolution,  to  permit  in  a  business  district  theS 
tion  and  maintenance  of  a  gasoline  service  si 
PREMISES  AFFECTED— 220-01  Northern  bou'l 
northeast  corner  of  220th  street,  Bay  side,  B<c 
of  Queens. 

APPEARANCES—  ^  J  ,,  , 

For  Applicant:  Emil  Gutterman  and  Malccn 

Butler. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  withdrawn.  L 
THE  VOTE  TO  WITHDRAW—  ] 

Affirmative:  Temporary  Chairman  Connell,  Gi 
missioners  Holland  and  Guilfoyle  and  Dept; 

Chief  McElligott . |j 

Negative  . * 

Absent  . 
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-30-BZ. 

PLICANT — Edward  L.  Kelly,  for  Julius  Steinberg, 

owner. 

BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
EMISES  AFFECTED— 2637-2633  86th  street,  north¬ 
east  corner  of  Avenue  U,  Brooklyn. 

PEARANCES— 

For  Applicant :  Edward  L.  Kelly  and  Abraham 
Schoenfeld. 

For  Opposition :  Oscar  L.  Landman  and  Meyer  B. 


Goldstein. 

TION  OF  BOARD — Application  denied. 

;E  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  Mc- 

Elligott  .  3 

Absent  .  0 

IE  RESOLUTION— 

(158-30-BZ) 


Vhereas,  Edward  L.  Kelly,  for  Julius  Steinberg,  owner, 
J,  March  5,  1930,  an  application,  under  the  building  zone 
olution,  to  permit  in  a  business  district  the  erection  and 
intenance  of  a  gasoline  service  station ;  premises  2637- 
3  86th  street,  northeast  corner  of  Avenue  U,  Borough 
Brooklyn ;  and 

Vhereas,  a  public  hearing  was  held  on  this  application  by 
board  of  standards  and  appeals,  at  its  regular  meeting, 
>tember  16,  1930,  after  due  notice  by  publication  in  the 
letin  of  the  Board  of  Standards  and  Appeals ;  and 
Vhereas,  the  use  district  maps  accompanying  the  building 
e  resolution  show  that  86th  street  is  in  a  business  dis- 
t;  Avenue  U  is  in  a  business  district;  West  13th  street, 
th  of  a  point  100  ft.  north  of  86th  street,  is  in  a  residence 
:rict ;  West  13th  street,  south  of  a  point  100  ft.  south  of 
enue  U,  is  in  a  residence  district;  West  12th  street,  north 
a  point  100  ft.  north  of  86th  street,  is  in  a  residence 
:rict,  and  West  12th  street,  south  of  a  point  100  ft.  south 
Avenue  U,  is  in  a  residence  district;  and 
Vhereas,  the  decision  of  the  superintendent  of  buildings, 
dered  February  20,  1930  (re  App.  No.  1725-30),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sec.  4a  of 
Zone  Resolution.” ; 
i 

Vhereas,  the  premises  consist  of  an  irregular  shaped  plot 
ground  having  a  frontage  of  137  ft.  6*4  in.  on  86th 
:et,  22  ft.  in.  on  Avenue  U  and  a  distance  of  100 
along  the  east  lot  line,  upon  which  it  is  proposed  to  erect 
>ne-story  brick  office,  20  ft.  by  20  ft.  in  area,  several 
ase  pits  and  the  necessary  tanks  and  pumps  for  a  gaso- 
:  service  station;  and 

Vhereas,  the  board  deems  that  applicant  has  failed  to 
stantiate  his  basis  of  appeal  brought  under  section  21 
the  building  zone  resolution — practical  difficulties  and 

lecessary  hardship. 

lesolved,  that  the  decision  of  the  superintendent  of  build¬ 
's  be  and  it  hereby  is  affirmed,  and  that  the  application 
and  it  hereby  is  denied. 


-30-BZ. 

'PLICANT — Philip  J.  Sinnott,  for  Louis  C.  Bock, 
owner. 

BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the 


BUILDING  CODE  ON  SALE, 
iopies  of  the  Building  Code  are  now  on  sale  at  the 
tribution  Division  of  the  City  Record  Office,  378  West 
>adway.  Price,  $1.25 ;  by  mail,  $1.35. 


building  zone  resolution,  to  permit  in  a  business 
district  the  alteration  and  conversion  of  occupancy 
of  an  existing  stable  for  more  than  five  (5)  horses 
to  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 169  East  87th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  . „ . .  0 

Absent  .  o 

THE  RESOLUTION— 


(300-30-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Louis  C.  Bock,  owner, 
filed,  April  29,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alteration  and 
conversion  of  occupancy  of  an  existing  stable  for  more  than 
five  (5)  horses  to  a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  169  East  87th  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  'board  of  standards  and  appeals,  at  its  regular  meeting, 
September  16,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  87th  street  is  in  a  business 
district ;  Lexington  avenue  is  in  a  business  district,  and 
Third  avenue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  15,  1930  (re  App.  No.  610-1930),  reads: 

“Disapproved  April  15th,  1930,  with  the  following 
objections : 

“2.  Proposed  alteration  is  contrary  to  the  provisions 
of  section  6  A  of  the  Zoning  Resolution.” ; 

and 

Whereas,  the  existing  building  is  to  be  altered  to  fire¬ 
proof  construction,  it  is  five  stories  and  basement  in  height, 
with  a  frontage  of  45  ft.  and  a  depth  of  97  ft.  2 *4  in., 
occupied  as  a  stable,  and  is  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  board  deems  that  applicant  has  supported 
his  application  under  section  7,  subdivision  e,  and  section  21 
of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  he  constructed  fireproof  throughout ;  that  the 
ifront  of  the  building  shall  be  finished  in  face  brick  or  archi¬ 
tectural  terra  cotta  with  stone  trimming ;  that  any  advertis¬ 
ing  displayed  shall  be  confined  to  one  projecting  electric  sign 
indicating  the  name  and  nature  of  the  business  conducted 
on  the  premises ;  that  there  shall  be  no  portable  gasoline 
tanks  operated  or  maintained  outside  of  the  building  line ; 
that  the  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length :  that  all  permits  required  shall  be 
obtained  within  six  months  and  any  work  involved  completed 
within  one  year  from  the  date  of  this  action. 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman.  Secretary. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  30c;  by  mail,  35c. 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Oil  Burner .  348-28-SA 

Crescent  Oil  Burner .  222-29-SA 

Crown  Oil  Burner,  Type  XA .  42R-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-2R-SA 

Dist-o-matic  Oil  Burner .  RR3-28-SA 

Doherty  Oil  Burner .  943-2R-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Electrol  Automatic  Oil  Burner .  259-25-SA 

Electromatic  Oil  Burner .  603-29-SA 

Espo  Oil  Gas  Burner . 1431-23-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Foster  Oil  Burner .  715-2R-SA 

Franklin  Domestic  Oil  Burner .  5R0-2R-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Gulf  Oil  Burner .  382-2R-SA 

Hardinge  Oil  Burner  and  Pump  Set .  813-25-SA 

Hart  Automatic  Oil  Burner .  11R2-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Heatiator  Oil  Burner .  134R-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Holby  Type  A  Fuel  Oil  Burner .  R88-29-SA 

Homer  Domestic  Oil  Burner. .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Potarv  Fuel  Oil  Burner _  93R-22-SA 

Joyce  Oil  Burner .  852-2R-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 


Name  of  Burner  Calendar  No 

Kleen  Heet  Oil  Burner .  R2-24-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Model  “G”  Nokol  Burner .  801-28-SA: 

Morrissey  Oil  Burner .  673-27-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Process  Oil  Burner .  1071-27-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Heater .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Pascoe  Oil  Burner  and  Pump  Set .  1029-26-SA 

Petro  Domestic  Burner .  161-2R-SA 

Petro  Burner,  Model  O .  78-28-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA- 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  R28-23-SA 

Rayfield  Oil  Burner .  504-26-SA' 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  RR7-28-SA 

Rickard  Oil  Burner .  1011-27-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  56-28-SA: 

Silent  Automatic  Oil  Burner .  458-26-SA 

Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-SA 

Stroud-in-the-Door  Burner .  129-27-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA  : 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Torridheat  Oil  Burner .  63-28-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  R20-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor}'  Oil  Burner .  320-30-SA 

Volcano  Automatic  Oil  Burner .  55R-29-SA 

Wayne  Oil  Burner  Pump  and  Fan  Set .  1155-25-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-SA 

Winslow  Industrial  Burner, .  19-25-SA 
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board  of  standards  and  appeals. 

Administrative  Applications. 

,)-27-A — 39  Fifth  avenue,  Manhattan. 

1  27-A — 13-16  Central  Park  West,  Manhattan. 

_27-A— 20-28  West  72nd  street,  Manhattan. 

i!-27-A— 242-248  West  76th  street,  Manhattan. 

4-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

1-22-SA— Crocker  Gas  Valve,  approval  of. 

-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

22- SA — Anti-Syphon  Valve,  approval  of. 

: -22-SA — Thermostats  for  Automatic  Fire  Alarm  Sy»- 
tems,  approval  of. 

-22-SA — Coen  Oil  Burner,  approval  of. 

-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

i, -23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga« 
Shut-Off  Valve,  approval  of. 

-23-SA— Heil  Standard  200  Gal.  Truck  Tank,  approval 

of. 

-23-SA— “Automatic”  Deluge  Valve,  approval  of. 

23- SA — Automatic  Gas  Shut-Off,  approval  of. 

-23-SA— Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

23- SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

24- SA — Hollzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

-24-SA — Milnes  Oil  Burner,  approval  of. 

-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 

24-SA  — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

'-24-SA  — Smolensky  Check  Valve,  approval  of. 

'-25-SA  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er.  approval  of. 

'-25-SA — Koertine  Gear  Pump,  approval  of. 

-25-S  A — Palmer  Gravity  Lock,  approval  of. 

-26  S A  —  Signal  Weatherproof  Bells,  approval  of. 


364-26-SA — Kork-n-Seal,  approval  of. 

397-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-S A— Wilbur  Extinguisher,  approval  of. 

187-2i-SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-2 i-S A  Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA  Elkhart  Flush  Type  Siamese,  approval  of 

955-27-SA— Cook's  Automatic  Oil  Burner,  approval  of. 

9i7-27-SA — Romec  Rotary  Pump,  approval  of. 

1162-27-SA  Allens  Recessed  Fire  Department  Standpipp 
Siamese  Connection,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

958-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA— Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

42 1-29- S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-SA- — Croker  2^2-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA— Pratt  &  Cady  Class  “A”  2^ -Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2J4-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA— Scranton  Steam  Pumps,  approval  of. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

314-30-SA — Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

359-30- S A — 'Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

372-30-SA— Internationa!  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap¬ 
proval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  fending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  IV hereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  am, 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929. 


Cases  filed  up  to  September  17,  1930 .  599 

Restored  to  calendar .  38 

Miscellaneous  Applications. 

Requests  to  reopen .  159 

Requests  to  amend .  11 

Requests  for  modification .  34 

Requests  to  rescind .  1 

Requests  for  extension  of  time .  58 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  30 

Administrative  requests .  0 

Requests  for  interpretation . .  0 

Total  .  1326 

Disposed  of .  838 

Cases  pending  September  17,  1930 .  488 


DISPOSITION  OF  CASES. 


Withdrawn  . 

Dismissed  . 

Denied  .  1 

Granted  . 

Granted  on  condition .  2 

Appliances  approved . 


Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  l 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  . ; .  S 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  1 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  I 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  faili 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative  o 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petiti 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  tf 
appellant  or  petitioner  to  file  necessary  data,  or  by  a 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  i 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pty 
and  data  required  by  law  are  supplied,  as  specified  on  " 
blank  appeal,  application  or  petition  forms. 
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$2.50  a  year 


SEPTEMBER  30,  1930  Single  Copies,  5  cents  0Q 

By  mail,  7  cents 


DIRECTORY 

- «. - 

BOARD  OF  STANDARDS  AND  APPEALS 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  ni. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HENRY  L.  CONNELL 
Temporary  Chairman 

James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 
Edward  V.  Barton,  Chief  Clerk. 


HOURS  FOR  CONSULTATION 
UBRARV  nr  *°  A’  M-  to  1  R  M- 

Any  persob;'deTMfTg  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to'  the  work  of  the  board,  will  be  seen 
!/  {Q&y  between  the  hours  of  ten  in  the  morning  and  one  in 
Mrie  aftei-ntfiQr^Saturdays  excepted. 


iftjpmdtyp^Saturdays  excepted 

UNiv^uy  of  , 


jice— Municipal  Building,  Rooms  1001  to  1015. 

.ephone — Worth  0184. 

■ice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 

12  noon. 

communications  should  be  addressed  to  the  chairman  of 
the  board 


CALL  OF  CLERK’S  CALENDAR 

The  Cleric  s  Crtbendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday ,  September  30,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  October  7,  1930,  at  2  o’clock. 

I  he  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 

'his  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  September  23,  1930, 
10  A.  M. 

Minutes  of  Regular  Meeting,  September  23,  1930, 

2  P.  M. 

Reporting  Structural  Alterations,  Rules. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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HENRY  I..  CONNELL.  Temporary  Chairman. 


CALENDAR 


DOCKET. 


New  Cases  Filed  for  Week  Ending  September  24,  1930. 


Cal.  No. 

Department. 

Premises  Affected. 

603-30-BZ . . 

. B.B.B. . . 

.172-174  Woodbine  st.,  Bklyn., 

N.  B.  11769-1930 

604-30-S - 

. B.B.M... 

.154  W.  37th  st.,  Man., 

N.  B.  134-1930 

603-30-A . . . 

. F.D . 

.Southwest  corner  of  Northern 
blvd.  &  101st  st.,  Corona,  Q., 
Order  No.  15-A 

602-30-S _ 

_ B.B.M... 

.515-517  Madison  ave.,  Man., 

N.  B.  153-1930 

601-30-BZ . . 

. B.B.Q. . . 

.Northwest  corner  of  120th  ave. 
&  Sutphin  blvd.,  Jamaica,  Q., 
N.  B.  249-1930 

600-30-SA . . 

. F.D . 

.Silent  Glow  Oil  Burner,  Model 
G,  Appliance 

Restored  to  Calendar. 

330-28-BZ . . 

. T.H.D. . . 

.Northwest  corner  of  Sedgwick 
ave.  &  Van  Cortlandt  ave., 
Bx.,  Decision 

CODE. 


|T.D . Fire  Department 

H  D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B  B.Q . Bureau  of  Buildings.  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

r.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  SEPTEMBER  30,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

398-30-BZ. 

APPLICANT— Robert  D.  Kohn,  for  R.  H.  Macy  &  Co., 
Inc.  (long-term  lease),  lessee. 

PREMISES— 1317-1329  Broadway,  149-167  West  34th 
street,  441-459  Seventh  avenue  and  148-166  West 
35th  street,  Manhattan. 

APPLICATION,  undep  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  two  times  height  district  the  erection 
and  maintenance  of  the  street  wall  in  excess  of  the 
height  permitted  under  the  zone  resolution. 

450-30-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 2411-2429  Tratman  avenue,  north  side,  95  ft 
4  in.  west  of  Rowland  avenue,  The  Bronx. 

APPLICATION,  under  section  7d  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  extension  of  an 
existing  telephone  building. 

456-30-BZ. 

APPLICANT — P.  Gregory  Stadler,  for  Mrs.  Lillie  M. 
Scheele.  owner. 

PREMISES — 2349  Andrews  avenue,  southwest  corner  of 
Fordham  road.  The  Bronx. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 


TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  alteration  and  change  of  occu¬ 
pancy  from  residence  to  business  use. 

457-30-BZ. 

APPLICANT— Frank  Caraccia,  owner. 

PREMISES — Southwest  corner  of  Hylan  boulevard  and 
Barclay  avenue,  Annadale,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

135-28-BZ. 

APPLICANT — ‘Michael  Kalmowitz,  lessee,  for  Allied  Hotel 
Construction  Co.,  owner. 

PREMISES — 236-240  West  50th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  an  automobile  parking 
space  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  dismissed  for  lack  of  prosecution). 

190-30-BZ. 

APPLICANT — -Charles  Joseph,  for  Louis  Singer,  et  al., 
owners. 

PREMISES — 41-45  Elliot  place,  northwest  corner  of  Walton 
avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  apartment  house  with  stores  on  the 
first  story. 

705-29-BZ. 

APPLICANT— Ryan,  Lyttle  &  Rodgers,  substituted  for 
William  F.  Doyle,  for  County  Holding  Co.,  owner. 

PREMISES — 825  East  175th  street,  northwest  corner  of 
Marmion  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (previously  with¬ 
drawn). 


SEPTEMBER  30,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

361-30-A — 170-194  Avenue  X,  Brooklyn. 

368- 30-A — Pier  No.  3,  Erie  Basin,  Foot  of  Columbia  street, 

Brooklyn. 

369- 30-A — 27-33  West  23rd  street  and  8-12  West  24th 

street,  Manhattan. 

237-30-A—  2-18  Milford  street  and  3156-3166  Atlantic  ave¬ 
nue,  southwest  corner,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  September 
30,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  or 
the  following  matters : 

cal.  no.  837-28-BZ — Application,  October  30,  1928,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  J.  Nelson  Cooper,  appli¬ 
cant,  on  behalf  of  Hahn  Brothers  Fire¬ 
proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erectior 
and  maintenance  of  the  street  wall  of  i 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also 
the  maintenance  of  a  rear  yard  of  less 
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area  than  required  under  the  zone  res¬ 
olution;  premises  120  West  107th  street, 
Manhattan. 

;L.  no.  201-30-BZ — Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  Harriet  Haber  and  W.  B. 
Co.,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  28-12 
31st  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City, 
Borough  of  Queens. 

1.  no.  188-30-BZ — Application,  March  15,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Red  Brick  Realty  Co., 
Inc.,  applicant  and  owner,  to  permit  the 
extension,  from  a  business  district  into 
a  residence  district,  of  a  proposed  busi¬ 
ness  use  (theatre)  (previously  with¬ 
drawn)  ;  premises  306  Steinway  avenue, 
east  side,  200  ft.  south  of  Jamaica  ave¬ 
nue,  Long  Island  City,  Borough  of 
Queens. 

U  no.  369-29-BZ — Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 

1 

-.  no.  202-30-BZ — Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rodman  Richardson,  applicant, 
on  behalf  of  Porter  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  220-06 
Northern  boulevard  and  45-05  220th 
street,  southeast  corner,  Bayside,  Bor¬ 
ough  of  Queens. 

NO-  300-28-BZ— Application,  April  3,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  W.  Rossiter  Redmond,  applicant,  on 
behalf  of  Tilles  &  Haves,  Inc.,  owner, 
and  Morris  Liebson,  lessee,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied)  ;  premises  109-57  to 
109-65  206th  street,  southeast  comer  of 
Hollis  avenue,  Bellaire,  Borough  of 
Queens. 

:•  no.  350-30-BZ— Application,  May  23,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  Wolf,  applicant,  on  behalf  of 
Hotel  Statler  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  retail  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  223-227  West  33rd  street, 
Manhattan. 

1  no.  387-30-BZ  — Application,  June  10,  1930,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 


resolution,  of  William  Shary,  applicant, 
on  behalf  of  John  H.  Hamill,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business 
building  (stores)  ;  premises  3086  Hull 
avenue,  east  side,  100  ft.  south  of  East 
204th  street.  The  Bronx. 

CAL.  NO.  388-30-BZ — Application,  June  10,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Thomas  P.  Mackay,  applicant,  on 
behalf  of  Felix  Nolan  and  Margaret 
Nolan,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  756- 
758  Alabama  avenue  and  455-465  Linden 
boulevard,  northwest  corner,  Brooklyn. 

cal.  no.  396-30-BZ — Application,  June  14,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Isidor  Schraub  and  Celia 
Silverman,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station; 
premises  6504-6506  Woodside  avenue 
and  4201-4205  65th  street,  southeast  cor¬ 
ner,  Woodside,  Borough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


SEPTEMBER  30,  1930,  2  P.  M. 

Petitions  for  Variations. 

245-30-S — 236-238  Fifth  avenue,  Manhattan. 

251-30-S — 909-915  Faile  street  and  1166  Garrison  avenue, 
southwest  corner,  The  Bronx. 

233-30-S— 82-90  Brown  place  and  491-497  East  132nd 
street,  northeast  corner,  The  Bronx. 

244-30-S — 76-78  Madison  avenue  and  22  East  28th  street, 
southwest  corner,  Manhattan. 

257-30-S — 120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

327-30-S — 194-196  Palmetto  street,  Brooklyn. 

338-30-S — 42-48  East  20th  street,  Manhattan. 

281-30-S — 247-249  Pearl  street,  Manhattan. 

292-30-S — 221-227  Fourth  avenue  and  105-111  East  18th 
street,  northeast  corner,  Manhattan. 

310-30-S — 239-243  Fourth  avenue,  Manhattan. 

284-30-S — 775  Sixth  avenue  and  101  West  26th  street, 
northwest  corner,  Manhattan. 

341-30-S — 100-106  Sixth  avenue,  17-39  Watts  street  and 
27-39  Thompson  street,  Manhattan. 

538-30-S — 1526-1536  62nd  street  and  1523-1537  63rd  street, 
Brooklyn. 

Appliances  Submitted  for  Approval. 

367-30-SA — Kreager  Oil  Burner,  approval  of. 

394-30-SA — The  Oronoque  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  7,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

218-30-BZ. 

APPLICANT — Euell  &  Euell,  for  Benjamin  Kaplan, 
owner. 

PREMISES — 228-232  Evergreen  avenue,  west  side,  65  ft. 

north  of  Hart  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house. 

288-30-BZ 

APPLICANT — Louis  E.  Drago,  for  Carnela  Esposito, 
owner. 

PREMISES — 16-22  Park  avenue  and  74  Navy  street,  south¬ 
west  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  ten  (10)  one-car  garages  and,  also,  the 
installation  of  a  gasoline  service  station. 

340-30-BZ. 

APPLICANT — William  Shary,  for  Florence  V.  Harwin, 
owner. 

PREMISES — 1853  Boston  road  and  943  East  176th  street, 
northwest  corner,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

375-30-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  John  M.  Fox, 
owner. 

PREMISES— 622  Herkimer  street,  south  side,  25  ft.  east 
of  Schenectady  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occu¬ 
pancy  from  a  paint  shop  to  a  motor  vehicle  repair 
shop. 

393-30-BZ. 

APPLICANT — The  New  York  Central  Railroad  Co., 
owner. 

PREMISES — 127-135  Marble  Hill  avenue  (Kingsbridge 
avenue)  and  175-181  West  228th  street,  Manhat¬ 
tan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
building  to  be  occupied  as  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

268-28-BZ. 

APPLICANT — William  Richter,  for  Henry  C.  Behrens, 
owner. 

PREMISES — 878-886  Gravesend  avenue,  west  side,  160  ft. 
south  of  Avenue  F,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously  denied). 


OCTOBER  7,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

14-30- A — 1288-1290  Myrtle  avenue,  Brooklyn. 

77-30-A — 1190  Fifth  avenue,  Manhattan. 

207-30-A — 252  West  93rd  street,  Manhattan. 

278-30- A — 43-45  West  34th  street  and  64  West  35th  street, 
Manhattan. 

290-30-A — 43-65  Stewart  avenue,  Brooklyn. 

326-30- A — 21-24  State  street,  southeast  corner  of  Bridge 
street,  Manhattan. 

330-30-A— 1072-1092  Atlantic  avenue,  Brooklyn. 

592-30- A — 273-277  Madison  avenue  and  22-26  East  40th 
street,  southeast  corner,  Manhattan. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Tuesday  morning,  Octob 
7,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  < 
the  following  matters: 

cal.  no.  118-29-BZ — Application,  February  25,  1929,  und 
sections  6,  7a  and  21  of  the  buildii 
zone  resolution,  of  David  J.  Comyr 
applicant,  substituted  for  William 
Doyle,  on  behalf  of  All  White  W 
Wash  Laundry  Co.,  Inc.,  owner,  to  pe 
mit  in  a  residence  district  the  alterath 
and  extension  of  an  existing  laund 
building  (previously  denied — remitted 
the  board  for  reconsideration  by  ord 
of  court)  ;  premises  46  West  98th  stre< 
Manhattan. 

cal.  no.  155-30-BZ — Application,  February  28,  1930,  und 
section  21  of  the  building  zone  resol 
tion,  of  Rubenstein  &  Rosling,  app 
cants,  on  behalf  of  John  Sifferlc 
owner,  to  permit  in  a  business  distri. 
the  erection  and  maintenance  of  a  gas 
line  service  station ;  premises  northwc 
corner  of  Rockaway  boulevard  ai 
114th  street,  Richmond  Hill,  Borouj 
of  Queens.  jH  i 

cal.  no.  166-30-BZ — Application,  March  8,  1930,  under  sej 
tion  7<f  of  the  building  zone  resolutic 
of  Nagle  Garages,  Inc.,  applicant  ai: 
lessee,  on  behalf  of  Postal  Bond 
Mortgage  Co.,  owner,  to  permit  in 
business  and  residence  use  district  t 
erection  and  maintenance,  for  a  tei 
porary  period  of  two  years,  of  fort 
five  (45)  individual  garages,  spa 
rented  to  persons  not  residing  on  t 
premises;  premises  50  Nagle  aveni 
Manhattan. 

cal.  no.  277-30-BZ — Application,  April  22,  1930,  under  sc 
tion  21  of  the  building  zone  resolutic 
of  Peter  Reilly,  applicant,  on  behalf  ' 
Mary  A.  Reilly,  owner,  to  permit,  part 
in  a  business  district  and  partly  in 
residence  district,  the  erection  and  mai 
tenance  of  a  gasoline  service  static 
premises  east  side  of  Farmers  aveni 
51.36  ft.  north  of  Everitt  avenue,  1 
Albans,  Borough  of  Queens. 

cal.  no.  318-30-BZ — Application,  May  9,  1930,  under  sc 
tions  7c  and  21  of  the  building  zo 
resolution,  of  Edward  L.  Kelly,  app 
cant,  on  behalf  of  Maurice  Greenbei 
owner,  to  permit,  partly  in  a  businc 
district  and  partly  in  an  unrestrict 
district,  the  erection  and  maintenar 
of  a  garage  for  the  storage  of  me 
than  five  (5)  motor  vehicles;  premi< 
441-451  89th  street  and  8814-8824  Fif 
avenue,  northwest  corner,  Brooklyn 

cal.  no.  392-30-BZ — Application.  June  11,  1930,  under  s< 
tions  7b  and  21  of  the  building  zo 
resolution,  of  Max  Siegel  and  Geor 
H.  Levy,  applicants,  on  behalf 
Gabriel  Adler,  lessee  (21  -year  lease), 
permit,  partly  in  a  business  district  a 
partly  in  a  residence  district,  the  er< 
tion  and  rpairitenanoe  of  a  business  bur 
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ing  (stores)  ;  premises  2434-2440  Cres- 
ton  avenue,  east  side,  65.14  ft.  south  of 
East  188th  street,  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  7,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

-47-65  West  42nd  street  and  1100  Sixth  avenue, 
northeast  corner,  Manhattan. 

-125-135  Greene  street,  Brooklyn. 

-332-336  East  75th  street,  Manhattan. 

-23  East  20th  street,  Manhattan. 

-120-126  West  36th  street,  111  West  35th  street 
and  1333  Broadway,  Manhattan. 

-30-32  West  21st  street,  Manhattan. 

-42-48  East  20th  street,  Manhattan. 

-225  Moore  street,  Long  Island  City,  Borough  of 
Queens. 

-146  Wooster  street,  Manhattan. 

-East  side  of  City  Island  avenue,  between  Bridge 
and  Sutherland  avenues,  The  Bronx. 
-433-439  East  8th  street,  Manhattan. 

-117-125  West  14th  street  and  118-128  West  15th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ls  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  T uesday  afternoon,  October 
1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
following  matters : 


10-30-A- 

J6-30-A- 
62-30-A- 
17-30-A- 
58-30- A- 

15-30-A- 

{9-30-A- 

55-30-A- 

12- 30-A- 

13- 30-A- 

l‘>l-30-A- 

U-30-A- 


corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  323-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Irene  E.  Moeller,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  187-51  to  187-63  Hollis 
avenue,  northwest  corner  of  190th  street 
(Seminole  avenue),  Hollis,  Borough  of 
Queens. 

cal.  no.  695-29-BZ — Application,  December  3,  1929,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Christopher  McGrath,  ap¬ 
plicant,  on  behalf  of  Hilvid  Realty 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously 
denied  under  section  21)  ;  premises 
southwest  corner  of  Wilkinson  avenue 
and  Westchester  avenue,  The  Bronx.  ' 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  14,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 


272-30-BZ. 


..  no.  39-30^BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

'..  no.  303-30-BZ — Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  117- 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

.  no.  466-29-BZ — Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 

j  to  business  (store)  purposes;  premises 

1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

.  no.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 


APPLICANT— Irving  M.  Fenichel,  for  Israel  Greenberg 
owner. 

PREMISES— 440-446  Utica  avenue,  southwest  corner  of 
Empire  boulevard,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

453-30-BZ. 

APPLICANT  Lauritz  Lauritzen,  for  Industrial  Home  for 
the  Blind,  owner. 

PREMISES— 510-520  Gates  avenue,  south  side,  80  ft.  west 
of  Tompkins  avenue,  Brooklyn. 

APPLICATION,  under  section  7a  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
an  addition  to  a  factory  building. 

466-30-BZ. 

APPLICANT— T.  J.  McLaughlin’s  Sons,  owners. 

PREMISES — 210-11  48th  avenue  and  210-12  47th  avenue 
Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  into  a  busi¬ 
ness  district,  the  erection  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

468-30-BZ. 

APPLICANT— Millans  Realty  Corp.  (lessee),  for  Philip 
Rhinelander  and  Philip  Rhinelander  2nd,  owners. 

PREMISES — 66-68  West  38th  street,  south  side,  100  ft. 
east  of  Sixth  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  retail  district  the  maintenance  of  more 
than  five  per  cent  (5%)  of  the  total  floor  space 
for  manufacturing  purposes. 
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26-30-BZ. 

APPLICANT— Fred  Zuccaro  and  Tom  Bellino,  for  A.  Gior¬ 
dano,  owner. 

PREMISES— West  side  of  Hickory  avenue,  207.32  it. 
north  of  Old  Town  road,  South  Beach,  Borough 
of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house. 


cal.  no.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 


330-28-BZ. 

APPLICANT— William  F.  Doyle,  for  Golran  Realty  Corp., 
owner. 

PREMISES— Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  tenement  house  with  stores  on  the  first 
story  (.reopened  for  a  modification  of  the  resolu¬ 
tion — previously  granted) . 

380-30-BZ. 

APPLICANT— Joseph  B.  Lynch,  for  Watben  Realty  Co., 
Inc.,  owner. 

PREMISES— Southeast  corner  of  Webster  avenue  and  East 
168th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

551-30-BZ. 

APPLICANT— Talley  &  Lamb,  for  Maria  Livoti,  owner. 

PREMISES— 288  Elizabeth  street,  east  side,  95.5^6  ft.  north 
of  East  Houston  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
poultry  slaughter  house. 


OCTOBER  14,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

345-30-A — 16-20  West  32nd  street,  Manhattan. 

860-30- A — 605-607  West  49th  street,  600-624  West  50th 
street  and  691-699  11th  avenue,  Manhattan. 

364-30-A — 71-73  Murray  street,  Manhattan. 

391-30-A — 127  Beekman  street,  'Manhattan. 

445-30-A — 425-435  East  24th  street,  Manhattan. 

455-30-A — 783-785  Broadway,  southwest  corner  of  East 
10th  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
14,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 


cal.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  14,  1930,  2  P.  M. 

Petitions  for  Variation. 

6-30-S — 25-27  West  56th  street  and  24-26  West  37th 
street,  Manhattan. 

115-30-S— 410  Lafayette  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 
269-30-S — 735-739  East  9th  street,  Manhattan. 

650-29-S — 1573-1575  Gravesend  avenue,  Brooklyn. 
673-29-S — 345-353  Seventh  avenue,  Manhattan. 

325-30-S — 225  West  39th  street,  Manhattan. 

352-30- S — 33-43  East  33rd  street,  Manhattan. 

357-30-S — 100-116  King  street,  341-361  Hudson  street  and 
91-109  Charlton  street,  Manhattan. 
376-30-S — 40  East  12th  street,  Manhattan. 

378-30-S — 110  West  14th  street,  Manhattan. 

302-30-S — 26  West  47th  street,  Manhattan. 

306-30-S— 151-153  West  19th  street,  Manhattan. 
311-30-S— 64  Nassau  street,  Manhattan. 

344-30-S — 16-20  West  32nd  street,  Manhattan. 

283-30-S — 1413  Fifth  avenue,  Manhattan. 


OCTOBER  21,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 


193-30-A — 701-827  East  14th  street  and  700-820  East  15th 
street,  Manhattan. 

336- 30-A — 1-17  Cooper  square  (3  Astor  place),  Manhattan. 

337- 30-A — 41-55  Cooper  square,  2-14  East  7th  street  and 

201-209  East  6th  street,  Manhattan. 
462-30-A — Pier  No.  2,  Erie  Basin,  Foot  of  Columbia  street, 
Brooklyn. 

465-30-A — 7725  New  Utrecht  avenue,  northwest  corner  of 
78th  street,  Brooklyn. 

401- 30-A — 18-16  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

402- 30-A — 18-18  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

403- 30-A — 18-22  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

4 04- 30- A — 18-24  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

405- 30-A — 18-26  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

406- 30- A — 18-28  21st  drive,  Long  Island  City,  Borough  of 

Queens. 
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07-30-A — 18-32  21st  drive, 
Queens. 

08-30-A — 18-36  21st  drive, 
Queens. 

09-30-A — 18-38  21st  drive, 
Queens. 

10- 30-A — 18-40  21st  drive, 

Queens. 

11- 30-A — 18-44  21st  drive, 

Queens. 

12- 30- A — 18-46  21st  drive, 

Queens. 

13- 30-A—  18-48  21st  drive, 

i  Queens. 

14- 30-A — 18-52  21st  drive, 

Queens. 


Long  Island  City, 
Long  Island  City, 
Long  Island  City, 
Long  Island  City, 
Long  Island  City, 
Long  Island  City, 
Long  Island  City, 
Long  Island  City, 


Borough  of 
Borough  of 
Borough  of 
Borough  of 
Borough  of 
Borough  of 
Borough  of 
Borough  of 


Building  Zone  Application. 

[NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ids  and  appeals  of  a  public  hearing  under  the  provisions 
i  the  building  zone  resolution,  Tuesday  morning,  October 
:,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
a  following  matter : 


;l.  no.  243-28-BZ — Application,  March  21,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Essanarr  Garage  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  21,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 

,09-30-A — 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ids  and  appeals  of  a  public  hearing  under  the  provisions 
*  the  building  zone  resolution,  Tuesday  afternoon,  October 
:,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
i:  following  matters: 

1  l.  no.  304-30-BZ — Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

'L.  no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

ll.  no.  319-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 
behalf  of  Louis  Ridder,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 


station;  premises  31-01  Newtown  avenue 
and  28-25  31st  street,  northeast  corner, 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


OCTOBER  28,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

324-30-A — 428-436  Greenwich  street,  Manhattan. 

282-30-A — 1413  Fifth  avenue,  Manhattan. 

470-30-A — 279-283  Broadway  and  57  Reade  street,  Man¬ 
hattan. 

475-30-A — Southeast  corner  of  Wilbur  avenue  and  Suns- 
wick  street,  Long  Island  City,  Borough  of 
Queens. 

477- 30-A — Rear  of  188  Schofield  street,  City  Island,  The 

Bronx. 

478- 30-A — South  side  of  West  177th  street  and  Harlem 

River,  The  Bronx. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
28,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  679-29-BZ — Application,  November  20,  1929 ;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


OCTOBER  28,  1930,  2  P.  M. 

Petitions  for  Variations. 

371-30-S— 305-313  East  47th  street,  Manhattan. 

397-30-S — 981  Morris  Park  avenue,  northeast  corner  of 
Radcliff  avenue,  The  Bronx. 

415-30-S — 42  West  15th  street,  Manhattan. 

441-30-S — 66-68  Hope  street,  Brooklyn. 
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442-30-S — 41  East  21st  street,  Manhattan. 

448- 30-S — 2595-2597  Third  avenue,  The  Bronx. 

449- 30-S — 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 

ough  of  Queens. 

459-30- S — 25-33  West  45th  street,  Manhattan. 


NOVEMBER  5,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

138- 30- A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30- A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

32S-30-A — 2306  Decatur  street,  Brooklyn. 

177-30-A— 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

110-30-A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30- A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30- A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 


150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  N< 
street,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Wednesday  afternoon,  N 
vember  5,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Built 
ing,  on  the  following  matter : 

cal.  no.  160-30-BZ — Application,  March  5,  1930,  under  se 
tions  7e  and  21  of  the  building  zo: 
resolution,  of  James  J.  Millman,  appt 
cant,  on  behalf  of  Camen  Holding  Con 
owner,  to  permit  in  a  business  distrij 
the  erection  and  maintenance  of  a  gara; 
for  the  storage  of  more  than  five  (; 
motor  vehicles  and,  also,  a  gasoline  se 
vice  station ;  premises  676-684  Warwi  | 
street,  878-888  Livonia  avenue  and  71 
729  New  Lots  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 

Temporary  Chairman: 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  23,  1930. _ 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  September  16,  1930,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  after¬ 
noon,  September  16,  1930,  were  approved  as  printed  in 
Bulletin  No.  38,  Vol.  XV. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
21O-30-A. 

APPELLANT— Edward  P.  Doyle,  for  Hoffman  Estate, 
owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 47-65  West  42nd  street  and 
1100  Sixth  avenue,  northeast  corner,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  written  request  of  appellant. 


246-30-A. 

APPELLANT — Greenpoint  Metallic  Bed  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 125-135  Greene  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  written  request  of  appellant. 


252-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Rockwell’s  Bakery,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AFFECTED — 332-336  East  75th  street,  Ma 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Maher  of  fire  c 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930, 
2  p.  m.,  on  written  request  of  appellant. 


347-30-A. 

APPELLANT — Byrne  &  Bowman,  for  H.  W.  G.  Cor 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  comm 
sioner. 

PREMISES  AFFECTED — 23  East  20th  street,  Manhatta 
APPEARANCES— 

For  Appellant:  William  Desmond. 

For  Administration :  Inspector  Maher  of  fire  ( 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930, 

2  p.  m.,  on  written  request  of  appellant. 


258-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engines 
ing  Co.,  for  Estate  of  Charles  E.  Johnson,  ownt 
SUBJECT — Appeal  from  an  order  and  a  decision  of  t 
fire  commissioner. 

PREMISES  AFFECTED— 120-126  West  36th  street,  1 
West  35th  street  and  1333  Broadwav,  Manhatta 
APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Maher  of  fire  ( 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930, 

2  p.  m.,  on  written  request  of  appellant. 


305-30- A.  j 

APPELLANT — Samuel  Rosenblum,  for  Charles  Ka 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commission 
PREMISES  AFFECTED — 30-32  West  21st  street,  Ma 
hattan. 
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PPKARANCES — 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

jCTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  written  request  of  appellant. 

i9-30-A. 

PPELLANT  — Robert  Teichman,  for  Temple  Court  Co., 
owner. 

•JBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

DEMISES  AFFECTED — 3-9  Beekman  street  and  119-137 
Nassau  street,  southwest  corner,  Manhattan 

PPEARANCES— 

For  Appellant:  Robert  Teichman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  over  to  October  21,  1930,  at 
2  p.  m.,  to  consult  with  owner. 

'-30- A. 

’PELLANT — Byrne  &  Bowman,  for  H.  W.  G.  Corp., 

owner. 

'BJECT— Appeal  from  orders  of  the  fire  commissioner. 
EMISES  AFFECTED— 42-48  East  20th  street,  Man¬ 
hattan. 

PEARANCES— 

For  Appellant:  William  Desmond. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

iTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  written  request  of  appellant. 


-30-A. 

[PELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Rubin  Brothers  Manufacturing  Co., 
owner. 

BJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

EMISES  AFFECTED — 225  Moore  street,  Long  Island 
City,  Borough  of  Queens. 

PEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

riON  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  written  request  of  appellant. 


30-A. 

PELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Endiel  Realty  &  Development  Corp., 

owner. 

IJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

r'-MISES  AFFECTED — 146  Wooster  street,  Manhat¬ 
tan. 

’EARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

[TON  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  written  request  of  appellant. 


to- A. 

[ 'ELLA  NT — Croker  National  Fire  Prevention  F.ngineer- 
[  ing  Co.,  for  Estate  of  Rose  Freund,  owner. 

JECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

[  MISES  AFFECTED — East  side  of  City  Island  ave- 
l  nue,  between  Bridge  and  Southerland  avenues.  The 

Bronx. 

'  EARANCES— 

For  Appellant :  None. 


For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  written  request  of  appellant. 


261-30-A. 

w-  Kirch,  for  ICirch-Marsh  Co.,  lessee. 
SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 433-439  East  8th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  written  request  of  appellant. 


295-30-A. 


APPELLANT  Albert  J.  Appell,  for  Revel  Realty  &  Secu¬ 
rities  Co.,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 247-253  West  19th  street,  Man¬ 
hattan. 

APPEARANCES— 


For  Appellant:  John  S.  Kirby. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  withdrawn. 
THE  VOTE  TO  WITHDRAW— 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deuutv 

Chief  McElligott . 

Negative  . ’  ’  [ 

Absent  . 


250-30-A. 


APPELLANT  William  F.  Doyle,  for  General  Baking  Co, 

owner. 

SUBJECT  Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 3240-3256  Bronx  boulevard, 
southeast  corner  of  Rosewood  street,  and  3251-3257* 
Barker  avenue,  The  Bronx 

APPEARANCES— 


For  Appellant:  W.  J.  Oliver. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
1  Hh  V (j T E — 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . !.!.!!! 

Absent  . 

THE  RESOLUTION— 

(250-30-A) 


WHEREAS,  William 


...  uoyie,  ior  Eenerai  Baking  Co., 
owner,  filed,  April  8,  1930,  an  appeal  from  a  decision  of  the 
hre  commissioner,  affecting  premises  3240-3256  Bronx  boule- 
vard,  southeast  corner  of  Rosewood  street,  and  3251-3257 
Barker  avenue,  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  1,  1930  (No.  343-29),  reads: 

“4.  Gasoline  pump  may  not  be  located  on  this  garage 
floor,  which  is  below  the  street  grade.  Sec.  157,  Ch.  10, 
C.  of  O.  ; 


and 


Whereas,  the  building  is  non-fireproof.  two  stories  and 
basement  in  height,  195  ft.  103^  in.  by  220  ft  5V2  in  and 
100  ft  irregular,  in  area ;  OCCUPIED :  basement,  first  and 
second  stories,  wholesale  bakers,  100  persons  employed- 
Certificate  of  Occupancy  No.  98-30  issued  April  17  1930’ 
for  a  bakery;  and  ’  1 
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Whereas,  it  appears  that  permit  was  granted  by  the 
board  under  Cal.  No.  1100-23-BZ  for  the  extension  of  a 
bakery  on  this  site  at  the  time  of  this  variation  of  the 
building  zone  resolution,  the  gasoline  pump  and  tank  unit 
was  located  in  the  yard  and  that  the  building  was  thereafter 
erected  over  this  tank  and  pump  in  what  would  be  con¬ 
sidered  the  first  story,  and  it  is  now  proposed  to  remove 
the  pump  to  the  place  as  shown  on  plans,  the  fire  depart¬ 
ment  contending  that  this  is  below  street  grade;  and 

Whereas,  the  appellant  contends  that  owing  to  the  dif¬ 
ference  in  grade  of  Rosewood  street  between  Bronx  boule¬ 
vard  and  Barker  avenue,  the  first  floor  on  Bronx  boulevard 
will  be  the  basement  on  Barker  avenue,  and  that  they  pro¬ 
pose  to  provide  adequate  mechanical  ventilation. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  new  location  of  the 
pump  will  not  be  within  38  ft.  of  the  rear  wall  of  the  so- 
called  basement  of  the  building  on  the  Bronx  boulevard 
side,  as  shown  on  plans  filed ;  that  there  shall  be  installed 
directly  behind  the  pump  within  a  distance  of  10  ft.  thereof 
a  24-inch  duct,  extending  from  within  2  ft.  of  the  floor 
upon  which  the  pump  sets  through  the  roof  of  the  building 
and  to  be  equipped  with  a  mechanically  operated  ventilating 
fan,  and  granted  only  so  long  as  the  premises  are  in  single 
ownership  and  used  for  the  baking  business,  and  shall  not 
be  increased  in  height  or  area. 


505-30-A. 

APPELLANT— Town  &  Country  Oil  Corp.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 4299  Boston  Post  road,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Alfred  Carreau. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(505-30-A) 

Whereas,  Town  &  Country  Oil  Corp.,  owner,  filed,  July 
19,  1930,  an  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  4299  Boston  Post  road,  Borough 
of  The  Bronx ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  18,  1930,  in  acting  on  Plan  No.  1549-30,  reads : 

“1.  All  tanks  forming  a  part  of  an  oil  storage  plant 
must  be  buried  so  that  the  tops  thereof  is  at  least  2' 
below  grade  level.  Section  111,  sub-div.  5,  article  8, 
Chapter  10,  C.  of  O.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  along 
Eastchester  Creek,  approximately  382.99  ft.  by  257.86  ft., 
irregular,  and  adjoining  the  subdivision  line  between  the 
City  of  New  York  and  the  City  of  Mt.  Vernon,  upon  which 
is  located  a  one-story  concrete  block  garage  and  seven  oil 
storage  tanks,  it  is  proposed  to  install  four  additional  tanks, 
three  of  which  will  be  used  for  the  storage  of  lubricating 
oil  with  a  flashpoint  of  400  degrees  Fahrenheit  and  one  for 
the  storage  of  kerosene:  these  tanks  will  be  located  above 
ground,  laid  horizontally,  enclosed  in  a  reinforced  concrete 
fire  wall  and  protected  by  steam  fire-extinguishing  line ; 
and 

Whereas,  the  appellant  contends  that  the  property  is  so 
situated  that  at  times  the  tide  in  the  creek  is  above  the 
ground  level  and  that  this  creates  hydrostatic  pressure,  pre¬ 
venting  the  burial  of  the  tanks. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 


and  it  hereby  is  modified,  and  that  the  appeal  be  ancit 
hereby  is  granted  on  condition  that  the  tank  shall  be 
rounded  by  a  dike  wall  of  reinforced  concrete,  encloso 
space  of  sufficient  capacity  to  contain  one  and  one-half  tii  $ 
the  contents  of  the  tanks ;  that  a  partition  wall  shall  e 
erected  to  a  height  of  4  ft.  above  the  tanks,  separating  e 
three  lubricating  oil  tanks  from  the  kerosene  oil  tank;  tt 
the  top  of  the  tanks  shall  be  equipped  with  a  distribute 
nozzle  which  shall  permit  water  discharge  to  flow  doi 
the  outside  of  the  tanks;  that  the  control  of  said  war 
line  is  to  be  placed  at  a  distance  from  the  tank  in  a  protec  I 
enclosure ;  that  the  tank  shall  be  equipped  with  a  foam  r 
steam  fire-extinguishing  equipment,  similarly  placed;  tt 
the  space  enclosed  by  the  surrounding  dike  walls  is  to  ; 
drained  by  an  adequate  underground  drainage  system;  tj 
a  bank  of  earth  with  3  ft.  berm  at  top  and  a  slope  of 
to  1  shall  be  placed  on  the  outside  of  the  concrete  retaini; 
wall  entirely  surrounding  same. 


294-30- A. 

APPELLANT — Albert  J.  Appell,  for  Revel  Realty  &  Sec 
rities  Co.,  owner.  1  1 

.SUBJECT — Appeal  from  orders  and  a  decision  of  the  f: 
commissioner. 

PREMISES  AFFECTED — 247-253  West  19th  street,  Mo 
hattan.  ^  J 

APPEARANCES— 

For  Appellant:  John  S.  Kirby. 

For  Administration:  Inspector  Maher  of  fire  c 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(294-30-A) 

Whereas,  Albert  J.  Appell,  for  Revel  Realty  &  Sec. 
rities  Co.,  owner,  filed,  April  29,  1930,  an  appeal  fro 
orders  and  a  decision  of  the  fire  commissioner,  affectii 
premises  247-253  West  19th  street,  Borough  of  Manhattai 
and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Fe 
ruarv  14,  1930,  read: 

“Order  No.  70604-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bo 
tom  of  said  tank  is  not  less  than  20'  above  the  ho: 
outlet  in  the  highest  story.  Sec.  580-581,  Ch.  5,  Ccx 
of  Ordinances  &  Rules  91  of  the  Board  of  Standan 
and  Appeals.” ; 

and 

“Order  No.  70605-F: 

“1.  Arrange  the  house  water  supply  pipe  so  th; 
same  will  connect  with  tank  on  the  outside  there' 
above  the  3500  gallon  mark  only.  Section  580-58' 
Chapter  D,  Code  of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendere 
April  17,  1930,  reads: 

“Re  Premises  247-253  West  19th  Street,  Borough  c. 
Manhattan. 

“Gentlemen : 

“This  will  reply  to  your  three  letters  of  April  3rt 
1930,  in  which  you  request  reconsideration  of  Item 
of  Order  70606-F ;  Item  1  of  Order  70608-LD  an 
Order  70604-F. 

“You  are  advised  that  this  department  is  withou 
authority  to  vary  from  the  requirements  as  embodied  i 
these  orders  and  items,  therefore  your  request  is  deniec 
“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION. 
“By  Peter  L.  Spence,  Chief.” 

and 
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hereas,  the  building  is  fireproof,  ten  stories  and  pent 
[use  in  height,  79  ft.  2  in.  by  107  ft.,  irregular,  in  area; 
CCUPIED  as  a  tenant  factory,  approximately  15  persons 
r  story;  the  pent  house  being  occupied  as  dwelling  by 
oerintendent  of  building;  EQUIPPED  with  a  sprinkler 
item  and,  also,  a  standpipe  system ;  the  bottom  of  the 
; 00-gallon  gravity  tank  supplying  the  standpipe  system  be- 
i;  located  14  ft.  4  in.  above  the  outlet  in  the  tenth  story; 
;1 

Whereas,  the  appellant  proposes,  in  lieu  of  complying 
ith  Order  70605-F,  to  connect  the  house  supply  pipe  on 
:  outside  of  the  standpipe  tank  at  a  height  which  will 
ve  a  reserve  of  3,000  gallons  for  the  standpipe  system; 
r.thermore,  the  appellant  contends,  as  to  Order  70604-F, 
:.t  the  building  will  then  be  provided  with  adequate  fire 
>tection. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis- 
rner  be  and  they  hereby  are  modified,  and  that  the  appeal 
and  it  hereby  is  granted,  as  to  Order  No.  70604-F,  Item 
|iw  condition  that  the  bottom  of  the  standpipe  tank  shall  be 
£  less  than  14  ft.  4  in.  above  the  top  story  outlet,  and  as 
Order  No.  70605-F,  on  condition  that  there  shall  be  re- 
;ved  for  the  standpipe  use,  not  less  than  2,800  gallons  of 
,ter,  and  that  the  building  shall  be  equipped  with  an 
proved  sprinkler  system,  and  the  standpipe  system  shall 
lform  to  the  rules  in  all  other  respects,  and  that  the  build- 
;  shall  not  be  increased  in  height  or  area. 

- . - 

II-30-A. 

’PELLANT— Parick  J.  Murray,  for  Association  for  the 
Benefit  of  Colored  Children. 

IBJECT — Appeal  from  an  order  and  decisions  of  the 
fire  commissioner. 

DEMISES  AFFECTED — Southwest  corner  of  Palisade 
avenue  and  West  261st  street,  The  Bronx 
’PEARANCES — 

For  Appellant:  Patrick  J.  Murray. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

'TION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


(313-30-A) 

Whereas,  Patrick  J.  Murray,  for  Association  for  the 
.nefit  of  Colored  Children,  filed,  May  5,  1930,  an  appeal 
m  an  order  and  decisions  of  the  fire  commissioner,  af- 
ting  premises  southwest  corner  of  Palisade  avenue  and 
:st  261st  street,  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Sep- 
■lber  13,  1928  (Order  No.  36994-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2l/2  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cellars 
and  roofs),  placed  within  main  stairway  enclosure.”; 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dered  March  18,  1930.  reads: 

“This  will  reply  to  letter  of  January  6,  1930,  in 
which  you  advise  that  the  existing  standpipes  are  three 
in  number  and  are  3"  supplied  from  a  6"  main  in  base¬ 
ment  and  it  is  your  understanding  that  a  three-inch 
standpipe  meets  the  requirements  in  a  building  of  this 
type,  especially  under  existing  conditions. 

“You  are  advised  that  it  is  our  conclusion  that  the 
law  requires  that  a  standpipe  system  be  installed  with 
4"  risers,  as  required  in  Order  No.  36994-F.”; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
'ril  17,  1930,  reads : 


“Replying  to  your  communication  of  April  14,  1930, 
you  are  advised  that  no  modification  of  order  36994-F 
as  it  appears  at  present  on  the  records  of  this  office 
can  be-  given.  It  is  suggested  that  you  take  the  matter 
up  with  the  Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  fireproof,  basement,  three  stories 
and  attic  (53  ft.)  in  height,  266  ft.  by  61  ft.,  irregular, 
about  13,500  sq.  ft.  in  area;  OCCUPIED  as  an  orphan 
asylum :  basement,  kitchen,  stores  and  help  quarters,  25 
persons ;  1st  story,  offices,  class  rooms  and  dining  room,  100 
persons;  2nd  story,  class  room  and  nursery,  100  persons; 
3rd  story,  infirmary  and  assembly,  150  persons;  and 

Whereas,  the  appellant  claims  the  building  is  provided 
with  a  standpipe  system,  consisting  of  three  3-inCh  rising 
lines,  fed  through  a  6-inch  pipe  from  the  street  main,  with 
50  ft.  of  hose  at  outlets  located  in  the  main  corridor  on 
first,  second  and  third  stories  and  one  outlet  in  assembly 
room  on  third  story ;  the  pressure  at  top  of  each  riser 
registers  from  45  to  50  pounds ;  that  a  fire  hydrant  is  located 
directly  in  front  of  the  building  and  one  in  the  rear; 
furthermore,  the  appellant  contends  the  present  standpipe 
equipment  is  adequate. 

Resolved,  that  the  order  and  decisions  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the  in¬ 
stallation  of  the  gravity  tank  on  the  roof,  on  condition  that 
the  present  standpipe  system  be  connected  to  a  6-inch  line 
extending  to  and  connecting  with  the  city  main ;  that  the  pres¬ 
sure  from  said  main  shall  be  not  less  than  25  pounds  at  the 
highest  hose  outlet  and  that  the  standpipe  shall  comply  with 
the  requirements  in  all  other  respects,  and  that  the  building 
shall  not  be  increased  in  height  or  area. 


BUILDING  ZONE  CASES. 

243-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Essanarr  Garage 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn). 

PREMISES  AFFECTED — 2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  J.  J.  Speth. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1930,  at 
10  a.  m.,  on  request  of  attorney  for  applicant.  Final 
disposition. 


551-30-BZ. 

APPLICANT— Talley  &  Lamb,  for  Maria  Livoti,  owner. 
SUBJECT — Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  maintenance  of  a 
poultry  slaughter  house. 

PREMISES  AFFECTED — 288  Elizabeth  street,  east  side, 
95.554  ft-  from  East  Houston  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  J.  Talley. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  for  early  hearing  granted 
and  set  for  Calendar  Call  October  14,  1930,  at 
2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


* 
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247-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Helen  Karper,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration,  extension  in  area  and  conversion  of 
occupancy  of  the  first  story  of  an  existing  dwelling 
from  residence  to  business  use  (stores). 

PREMISES  AFFECTED— 5202  19th  avenue,  southwest 
corner  of  52nd  street,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


374-30-BZ. 

APPLICANT — Minnie  E.  O’Donnell,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district,  extending  from  a  business  district,  the 
erection  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED — 505-511  Ocean  avenue,  east  side, 
67.11  ft.  north  of  Church  avenue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com- 
misioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  . .* .  0 


191-29-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  John  Primavera, 
owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  procure  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1 656-1660  St.  Marks  avenue, 
south  side,  39  ft.  11J4  in.  west  of  Eastern  Parkway 
extension,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(191-29-BZ) 

Whereas,  Philip  J.  Sinnott,  for  John  Primavera,  owner, 
filed,  March  22,  1929,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  1656-1660 
St.  Marks  avenue,  south  side,  39  ft.  11J4  in.  west  of  Eastern 
Parkway  Extension,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  10,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Eastern  Parkway  Extension  is 
in  a  business  district;  Hopkinson  avenue  is  in  a  business 


district;  Prospect  place  is  in  a  business  distrct,  and] 
Marks  avenue  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildi 
rendered  February  20,  1929  (re  Applic.  No.  2296-7 
reads : 

"Proposed  gasoline  service  station  in  a  business 
district  is  contrary  to  Art.  II,  Sect.  4a  of  Zone  Res 
tion.” ;  j 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  ha\ 
a  frontage  of  50  ft.  on  St.  Marks  avenue,  59  ft.  3  in. 
Eastern  Parkway  Extension  and  a  distance  of  57  ft.  3 
across  the  westerly  rear,  upon  which  it  is  proposed  to  e 
a  one-story  office,  12  ft.  by  16  ft.  in  area,  a  grease 
and  to  install  the  necessary  tanks  and  pumps  for  a  gaso 
service  station ;  and 

\\  iiereas,  the  board  deems  that  applicant  is  entitlec 
relief  under  section  21  of  the  building  zone  resolution,  I 
that  a  denial  of  his  application  would  constitute  unne* 
sary  hardship  and  practical  difficulty  as  specified  thert 
and 

W  iiereas,  this  application  was  granted  by  the  board 
its  meeting,  September  10,  1929,  on  certain  conditions,  . 
applicant  requests  a  modification  of  the  time  limit  impo: 

Resolved,  that  the  board  of  standards  and  appeals  d 
hereby  make  a  variation  in  the  application  of  the  use  « 
trict  regulations  of  the  building  zone  resolution,  and  1 
the  application  be  and  it  hereby  is  granted  on  cotldition  t 
there  shall  be  erected  along  the  building  line  of  the  prope 
on  the  St.  Marks  avenue  side,  a  concrete  curbing  not 
than  12  in.  in  height;  that  there  shall  be  no  openings  in  1 
curbing  on  the  St.  Marks  avenue  side  of  the  proper 
that  there  shall  be  erected  along  the  building  line  on  East 
Parkway  a  concrete  curbing  not  less  than  12  in.  in  hei* 
with  two  openings  therein,  neither  of  which  shall  be  m 
than  10  ft.  in  width ;  that  any  gasoline  pumps  erected  si 
set  back  10  ft.  from  the  building  line;  that  there  shall 
erected  on  the  northwest  corner  of  the  property,  adjac 
to  the  building  line,  an  office  constructed  of  white  tile 
face  brick  with  Spanish  tile  roof,  the  dimensions  of  t 
office  to  be  substantially  those  shown  on  plans  filed  with  t 
application;  that  said  office  shall  have  an  entrance  on  the  e 
side  of  the  building;  that  there  shall  be  installed  adjacent 
the  office  on  the  west  side  of  the  property  two  grease  p 
which  shall  be  housed  in  and  shall  have  entrance  on 
southerly  side  only;  that  there  shall  be  no  advertising 
any  nature  displayed,  other  than  that  on  the  globes  of 
gasoline  pumps ;  that  all  permits  required  shall  be  obtaii 
within  three  months  and  all  work  completed  within  n 
months  from  the  date  of  this  action— September  23,  1930 


208-29-BZ. 

APPLICANT — Charles  B.  McLaughlin,  for  Hand  Rea 
Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  ti' 
to  procure  permits  and  complete  work — re  Applii 
tion  (decision  of  the  superintendent  of  building 
under  sections  7a,  7c  and  21  of  the  building  zd 
resolution,  to  permit  in  a  residence  district  1 
erection  and  maintenance  of  a  theatre  and  st( 
building. 

PREMISES  AFFECTED — 213  East  183rd  street,  northe; 
corner  of  Grand  boulevard  and  concourse,  T 
Bronx.  ( 

APPEARANCES— 

For  Applicant:  John  C.  Spallone. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  e 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME-; 
Affirmative:  Temporary  Chairman  Connell,  Com-  i 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  J 

Negative  . 

Absent  . 
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'IE  RESOLUTION— 

(208-29-BZ) 

Vhereas,  Charles  B.  McLaughlin,  for  Hand  Realty  Corp., 
<  ner,  filed,  March  27,  1929,  an  application,  under  the  build- 
j:  zone  resolution,  to  permit  in  a  residence  district  the 
■ction  and  maintenance  of  a  theatre  and  store  building; 
:mises  213  East  183rd  street,  northeast  corner  of  Grand 
llevard  and  concourse,  Borough  of  The  Bronx;  and 
i  .Vhereas,  a  public  hearing  was  held  on  this  application 
fc  the  board  of  standards  and  appeals,  at  its  regular  meet- 
1,  June  11,  1929,  after  due  notice  by  publication  in  the 
tlletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
^ie  resolution  show  that  East  183rd  street  is  in  a  residence 
ft  business  district;  Grand  concourse  is  in  a  residence 
trict,  and  Ryer  avenue  is  in  a  residence  district;  and 
Vhereas,  the  decision  of  the  superintendent  of  buildings, 
idered  March  13,  1929  (re  App.  No.  N.  B.  2429-1928), 
ids : 

l  “Erection  of  proposed  business  building  (stores  and 
theatre)  in  a  residence  district  is  contrary  to  provisions 
:  of  Building  Zone  Resolution.” ; 

[Vhereas,  the  proposed  building  is  to  be  of  fireproof  con- 

tiction,  two  stories  in  height,  with  a  frontage  of  142.76 
and  a  depth  of  47  ft.  and  148  ft.,  irregular;  to  be  occu- 
kl  as  a  theatre  and  store  building ;  and 
Vhereas,  the  property  is  now  occupied  by  a  business  use 
i:he  nature  of  retail  mercantile  stores;  and 
Vhereas,  immediately  abutting  the  property  there  exists 
rohibitive  and  non-conforming  use;  and 
Vhereas,  the  board,  under  section  719a,  subdivision  5  of 
\  charter  and  section  21  of  the  building  zone  resolution, 
Hits  the  case  comes  within  the  purview  of  the  rules  of  ex- 
tfion ;  and 

Vhereas,  this  application  was  granted  by  the  board  at  its 
nting.  June  11,  1929,  on  certain  conditions,  and  applicant 

Ps  a  modification  of  the  time  limit  imposed,  which 
was  granted  March  11,  1930,  and  applicant  now 
s  a  further  extension  of  time. 
esolved.  that  the  board  of  standards  and  appeals  does 
?by  make  a  variation  in  the  application  of  the  use  dis- 
rt  regulations  of  the  building  zone  resolution,  and  that 
h; application  be  and  it  hereby  is  granted  on  condition  that 


the  business  use  of  the  183rd  street  front  shall  for  a  dis¬ 
tance  of  not  less  than  25  ft.  in  depth  be  occupied  or  main¬ 
tained  for  the  operation  of  retail  mercantile  stores;  that 
there  shall  be  no  advertising  of  any  nature  or  description 
exposed  or  displayed  on  the  Ryer  avenue  front  of  this  prop¬ 
erty  ;  that  the  advertising  display  on  the  Concourse  front 
shall  be  restricted  to  flat  wall  signs  on  the  store  front  and 
projecting  electrically  illuminated  sign  on  the  entrance  of 
the  theatre ;  that  the  advertising  on  the  183rd  street  front 
shall  be  restricted  to  flat  wall  sign  or  that  affixed  to  plate 
glass,  show  windows ;  that  no  merchandise  shall  be  exposed 
or  displayed  outside  of  the  building  line  of  these  premises ; 
that  the  exterior  of  the  building,  other  than  that  part  de¬ 
veloped  as  store  front,  shall  be  finished  with  architectural 
terra  cotta  or  natural  stone,  substantially  in  accordance  with 
the  design  of  facades  filed  in  this  appeal ;  that  the  northerly 
gable  wall  shall  be  unpierced  throughout  its  entire  height 
and  length,  and  that  all  permits  required  shall  be  obtained 
within  three  months  and  any  work  involved  shall  be  completed 
within  one  year  from  the  date  of  this  action— September 
23,  1930. 


AREA  FIXED. 

(549-30-BZ) 

The  temporary  chairman  presented  and  read  a  communica¬ 
tion  from  John  G.  Turnbull,  requesting  that  the  board  fix 
an.  area  deemed  affected,  for  the  purpose  of  notification,  and 
within  which  to.  obtain  consents  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  northwest  corner  of  Springfield  boulevard 
and  Hempstead  avenue,  Queens  Village,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Hempstead  avenue  from  218th  street 
(Wertland  avenue)  to  219th  street:  both  sides  of 
Springfield  boulevard  from  a  point  200  ft.  south  of 
Hempstead  avenue  to  a  point  400  ft  north  of  premises 
in  question;  both  sides  of  218th  place  from  Hempstead 
avenue  to  a  point  200  ft.  south  of  Hempstead  avenue; 
also  the  south  side  of  101st  avenue  (Sedgewick  street) 
from  Springfield  boulevard  to  a  point  200  ft.  west  of 
Springfield  boulevard. 


Adjourned  12.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

UESDAY  AFTERNOON,  SEPTEMBER  23,  1930. 
resent :  Temporary  Chairman  Connell,  Commissioners 
Hand  and  Guilfoyle  and  Deputy  Chief  McElligott. 

PPEALS  FROM  ADMINISTRATIVE  ORDERS. 

130- A. 

PELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 

owner. 

BJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

HMISES  AFFECTED — 383  Fifth  avenue,  Manhattan. 
PEARANCES — 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

CION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m„  pending  action  by  the  board  of  aldermen. 


530- A.  T 

PELLA  XT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 


SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 181  Broadway,  Manhattan 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930, 
at  2  p.  m.,  pending  action  by  the  board  of  aldermen. 


140-30- A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 20  West  38th  street.  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration ;  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  pending  action  by  the  board  of  aldermen. 
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MINUTES 


104-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 386  Fulton  street  and  1-15 
Smith  street,  southeast  corner,  Brooklyn. 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  pending  action  by  the  board  of  aldermen. 


Resolved,  that  the  decision  of  the  fire  commissioner 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
(minted,  only  so  far  as  it  affects  the  standpipe  system  i 
Building  No.  23,  permitting  the  use  of  125  ft.  of  hose  ii 
stead  of  100  ft.,  as  required  by  the  regulations,  on  conditio 
that  the  standpipe  system  shall  comply  with  the  rules  in  a 
other  respects;  that  on  the  southerly  wall  inside  Buildin 
No.  23,  on  each  floor,  at  each  connection  of  standpipe  sy«] 
tern,  a  sign  2  ft.  by  1  ft.  shall  be  installed,  indicatin 
standpipe  connection;  on  further  condition  that  the  buildin 
shall  be  of  fireproof  construction  throughout,  equipped  wit 
an  approved  wet  sprinkler  system,  and  that  the  buildin 
shall  be  not  increased  in  height  or  area. 


APPELLANT— Donald  R.  Baldwin,  for  The  Great  Atlantic 
&  Pacific  Tea  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 2306  Decatur  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Donald  R.  Baldwin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  November  5,  1930,  at 
2  p.  m  ,  pending  action  by  the  board  of  aldermen. 


279-30- A. 

APPELLANT— Harper  A.  Holt,  for  Bush  Terminal  Co., 
owner. 

SL^BJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 76-80  39th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Harper  A.  Holt. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(279-30-A) 

Whereas,  Harper  A.  Holt,  for  Bush  Terminal  Co., 
owner,  filed,  April  23,  1930,  an  appeal  from  a  decision  of 
the  fire  commissioner,  affecting  premises  76-80  39th  street, 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  3,  1930,  reads: 

“1.  Show  the  standpipe  system  so  arranged  as  to 
protect  and  cover  fully  by  hose  all  the  floor  areas 
from  the  2nd  floor  up,  sections  along  the  western  wall 
where  now  unprotected. 

“NOTE:  Maximum  amount  of  hose  permitted  is  100' 
and  not  125'  as  you  have  shown  on  plans.  (Old  stand¬ 
pipe  rule  31.)”; 

and 

Whereas,  the  building  is  of  reinforced  concrete  construc¬ 
tion,  eight  stories  (114.6  ft.)  in  height,  93. OS  ft.  by  200  ft.  in 
area:  OCCUPIED  as  a  tenant  factory,  not  more  than  80 
persons  to  any  story ;  and 

Whereas,  the  appellant  claims  the  premises  under  appeal 
is  known  as  Building  No.  23,  erected  in  1926  as  an  extension 
to  Building  No.  22,  which  was  completed  in  1917;  it  is 
proposed  to  use  the  existing  standpipe  system  in  Building 
No.  23  to  serve  Building  No,  22  by  providing  125  ft.  of 
hose  at  each  of  the  two  westerly  standpipe  lines  from  the 
second  to  the  eighth  stories,  inclusive;  furthermore,  the 
appellant  contends  by  the  use  of  125  ft.  in  length  of  hose 
at  each  standpipe  outlet  would  protect  all  floor  areas  in 
accordance  with  the  regulation. 


BUILDING  ZONE  CASES. 

766-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Parkway  Cente 
Building  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintenden 
of  buildings),  under  sections  7e  and  21  of  th 
building  zone  resolution,  to  permit  in  a  business  dis 
trict  the  erection  and  maintenance  of  a  garage  fo 
the  storage  of  more  than  five  motor  vehicles  (pre 
viously  withdrawn). 

PREMISES  AFFECTED — 822-838  East  New  York  avenue 
south  side,  100  ft.  west  of  Schenectady  avenue 
Brooklyn. 

APPEARANCES—  9| 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1930,  al 
10  a.  m.,  on  written  request  of  attorney  in  oppo¬ 
sition  ;  applicant  concurring. 


38-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Court  Square  Rent¬ 
ing  &  Sales  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  business  dis¬ 
trict,  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 83-97  Boerum  place,  northeast 
corner  of  Pacific  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition:  None. 

AC  CION  OF  BOARD — Laid  over  to  October  14,  1930,  at 
10  a.  m  ,  on  written  request  of  attorney  in  oppo¬ 
sition ;  applicant  concurring. 


155-30-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  John  Si fferlen, 
owner. 


oUrJJULi — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Rockaway 
boulevard  and  114th  street,  Richmond  Hill,  Borough 
of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  7,  1930,  at 
10  a.  m.,  on  written  request  of  applicant. 


1 016-27-BZ. 

APPLICANT— Bertram  G.  Eadie,  substituted  for  Arthur  - 
B.  Daub,  for  Max  Daub,  owner. 

SUBJECT — -Application  (re  decision  of  the  fire  commis¬ 
sioner),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied). 
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•EMISES  AFFECTED — Southeast  corner  of  Walker 
boulevard  and  Outerbridge  avenue,  Borough  of 
Richmond. 

.PEARANCES— 

For  Applicant :  Bertram  G.  Eadie  and  Thomas 
Nunley. 

For  Opposition :  C.  M.  Madson. 

TION  OF  BOARD — Laid  over  to  October  14,  1930,  at 
10  a.  m.,  on  request  of  applicant. 


MINUTES 


29-BZ. 

JPLICANT — John  J.  Dunnigan,  for  Boro-Wide  Develop¬ 
ment  Corp.,  owner. 

I3JECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business  building. 

iMISES  AFFECTED — 2314-2328  Grand  concourse  and 
2317-2327  Ryer  avenue,  east  side  of  Grand  con¬ 
course,  147  ft.  north  of  East  183rd  street,  The 
Bronx. 

PEARANCES— 


missioner ) ,  under  section  21  of  the  building  zone 
lesolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  tenement  house  with 
stores  on  the  first  story. 

1  REMISES  AFFECTED — Northwest  corner  of  Sedgwick 
and  Van  Cortlandt  avenues,  The  Bronx 
APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition :  None. 

AC1IOL  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  October  14,  1930,  at  2  p  m 
THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  iq 

Absent  . ’  ’  0 


161-30-BZ. 

APPLICANT— James  M.  Murtha,  for  Elsie  E.  Parsons, 


owner. 


For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

[TON  OF  BOARD — Laid  over  to  September  30,  1930,  at 
10  a.  m.,  on  request  of  applicant. 

— 

•29-BZ. 

PLICANT — John  J.  Dunnigan,  for  Grand  Boulevard  & 
Concourse  Co.,  owner. 

BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  from  resi¬ 
dence  to  business  (store)  purposes. 
tMISES  AFFECTED — 1403  Grand  concourse  and  167- 
183  East  170th  street,  northwest  corner,  The  Bronx. 
’EARANCES — 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition:  None. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED— Southeast  corner  of  Astoria 
avenue  and  42nd  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  L.  F.  Langdale. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE 
OF  INSPECTION— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . . . ’ 

Negative  . 

Absent  . 

THE  VOTE  TO  WITHDRAW— 


HON  OF  BOARD — Laid  over  to  October  7,  1930,  at 
2  p.  m.,  on  request  of  applicant. 


28-BZ. 

’Ll  CANT — Edward  P.  Doyle,  for  New  York  Title  & 
Mortgage  Co.,  mortgagee,  substituted  for  William 
F.  Doyle,  for  Gonran  Realty  Corp.,  owner. 
SJECT— Application  for  reopening — modification — re 

Application  (decision  of  the  tenement  house  com¬ 


Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  McElligott . . . 

Negative  . 

Absent  . 


Adjourned  3.45  p.  m. 

William  J.  O  Gorman,  Secretary. 


RULES 


PORTING  STRUCTURAL  ALTERATIONS,  ADO 
solved,  That  for  the  purpose  of  establishing  uniform 
ice  with  regards  to  the  reporting  of  structural  altera- 
made  under  the  requirements  of  the  labor  law,  the 
wing  rule  be  and  it  is  hereby  adopted : 

.hen  plans  have  been  filed  with  the  proper  superintend- 
■f  buildings  and  structural  alterations  have  been  made 
imply  with  the  requirements  of  the  labor  law  relating 
fits  and  fire  protection,  or  with  an  order  f  the  State 


PTED  FEBRUARY  8.  1917,  UNDER  CAL.  352-16-S. 
Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  supet  intendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  mav  be. 


BUILDING  CODE  ON  SALE, 
pies  of  the  Building  Code  are  now  on  sale  at  the 
ibution  Division  of  the  City  Record  Office,  378  West 
dway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway  Price,  30c:  by  mail,  35c. 
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REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  September  24,  1930 .  603 

Restored  to  calendar .  39 

Miscellaneous  Applications. 

Requests  to  reopen .  162 

Requests  to  amend  .  11 

Requests  for  modification .  34 

Requests  to  rescind .  1 

Requests  for  extension  of  time .  60 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  30 

Administrative  requests .  0 

Requests  *or  interpretation .  o 

Total  .  1338 

Disposed  of .  852 

Cases  pending  September  24,  1930 .  486 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . . 

Granted  on  condition . 

Appliances  approved . 

Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 


t 


Total 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 


Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under .  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  pet. 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of 
appellant  or  petitioner  to  file  necessary  data,  or  by 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  a 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  j 
and  data  required,  by  law  are  supplied,  as  specified  on 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  Citv. 
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My  subscription  is  to  begin  with  the  issue  for. 


1930. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gmers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerks  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  October  7,  1930, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  October  14,  1930,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendai  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  I,.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  for  Week  Ending  October  1,  1930. 

Cal.  No.  Department.  Premises  Affected. 

614-30-BZ . B.B.B _ 596-600  Coney  Island  ave., 

-  Bklyn.,  Applic.  12191-30 

613-30-A . F.D . 729-731  Broadway,  Man., 

-  F-78134 

612-30-SA . F.D . Victor  Oil  Burner, 

-  Appliance 

611-30-A . F.D . 1181  Grand  st.,  Bklyn., 

-  Applic.  3397-30 

610-30-BZ . B.B.B. ..  .63-71  Saratoga  ave.,  Bklyn., 

-  Applic.  8946-30 

609-30-S . F.D . 48-50  W.  21st  st.,  Man., 

-  L.  D.  73239 

608-30-A . F.D . Southwest  corner  of  54th  st.  & 

Flushing  ave.,  Maspeth,  Q., 

-  F-75412 

607-30-BZ . B.B.M. .  ..233-237  E.  56th  st.,  Man  , 

-  N.  B.  177-30 

606-30-BZ . B.B.M ...  .515-517  Madison  ave.,  Man., 

- —  N.  B.  153-30 

Restored  to  Calendar. 

842-28-S . F.D . 35-39  W.  35th  st.,  Man., 

-  L.  D.  20306 

771-28-S . B.B.M... .558  Madison  ave.,  Man., 

-  Decision 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings.  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings.  Richmond 

B  B.Bx . Bureau  of  Buildings.  Bronx 

T  H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  7,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

218-30-BZ. 

APPLICANT — Euell  &  Euell,  for  Benjamin  Kaplan, 
owner. 

PREMISES — 228-232  Evergreen  avenue,  west  side,  65  ft. 
north  of  Hart  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house. 

288-30-BZ. 

APPLICANT — Louis  E.  Drago,  for  Carnela  Esposito, 
owner. 

PREMISES — 16-22  Park  avenue  and  74  Navy  street,  south¬ 
west  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  ten  (10)  one-car  garages  and,  also,  the 
installation  of  a  gasoline  service  station. 

340-30-BZ. 

APPLICANT — William  Sharv,  for  Florence  V.  Harwin, 
owner. 


- — | 

PREMISES — 1853  Boston  road  and  943  East  176th  str«j 
northwest  corner,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zc ; 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  ma- 
tenance  of  a  gasoline  service  station. 

375-30-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  John  M.  F<, 
owner. 

PREMISES— 622  Herkimer  street,  south  side,  25  ft.  e  j 
of  Schenectady  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zcJ 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  oc(l 
pancy  from  a  paint  shop  to  a  motor  vehicle  rep;] 
shop. 

393-30-BZ. 

APPLICANT — The  New  York  Central  Railroad  C 
owner. 

PREMISES — 127-135  Marble  Hill  avenue  (Kingsbridj 
avenue)  and  175-181  West  228th  street,  Manh;| 
tan. 

APPLICATION,  under  section  21  of  the  building  zo] 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  1 
building  to  be  occupied  as  a  garage  for  the  storal 
of  more  than  five  (5)  motor  vehicles. 

268-28-BZ. 

APPLICANT — William  Richter,  for  Henry  C.  Behrei ' 
owner. 

PREMISES — 878-886  Gravesend  avenue,  west  side,  160  j 
south  of  Avenue  F,  Brooklyn. 

APPLICATION,  under  section  7g  of  the  building  zo 1 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai  I 
tenance  of  a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles  (previously  denied). 


OCTOBER  7,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

14-30-A — 1288-1290  Myrtle  avenue,  Brooklyn. 

77-30- A — 1190  Fifth  avenue,  Manhattan. 

207-30-A — 252  West  93rd  street,  Manhattan. 

278-30-A — 43-45  West  34th  street  and  64  West  35th  strei 
Manhattan. 

290-30-A- — 43-65  Stewart  avenue,  Brooklyn. 

326-30-A — 21-24  State  street,  southeast  corner  of  Bridj 
street,  Manhattan. 

330-30-A — 1072-1092  Atlantic  avenue,  Brooklyn. 

592-30-A — 273-277  Madison  avenue  and  22-26  East  40 
street,  southeast  corner,  Manhattan. 

.  Building  Zone  Applications. 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  board  of  staru 
ards  and  appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  morning,  Octoh 
7,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  ( 
the  following  matters: 

CAL.  NO.  118-29-BZ — Application,  February  25,  1929,  tind< 
sections  6,  7a  and  21  of  the  buildin 
zone  resolution,  of  David  J.  Comyn 
applicant,  substituted  for  William  1 
Doyle,  on  behalf  of  All  White  W 
Wash  Laundry  Co.,  Inc.,  owner,  to  pe; 
mit  in  a  residence  district  the  alteratic 
and  extension  of  an  existing  laundr 
building  (previously  denied — remitted  I 
the  board  for  reconsideration  by  ord« 
of  court)  ;  premises  46  West  98th  stree 
Manhattan, 


774 


CALENDAR 

ife  ■  -  — - 


[NO.  155-30-BZ— Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmond  Hill,  Borough 
of  Queens. 

■no.  166-30-BZ— Application,  March  8,  1930,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Nagle  Garages,  Inc.,  applicant  and 
lessee,  on  behalf  of  Postal  Bond  & 
Mortgage  Co.,  owner,  to  permit  in  a 
business  and  residence  use  district  the 
erection  and  maintenance,  for  a  tem¬ 
porary  period  of  two  years,  of  forty- 
five  (45)  individual  garages,  space 
rented  to  persons  not  residing  on  the 
premises;  premises  50  Nagle  avenue, 
Manhattan. 

;o.  277-30-BZ— Application,  April  22,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Peter  Reilly,  applicant,  on  behalf  of 
Mary  A.  Reilly,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  east  side  of  Farmers  avenue, 
51.36  ft.  north  of  Everitt  avenue,  St. 
Albans,  Borough  of  Queens. 

:o.  318-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Maurice  Greenberg, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
441-451  89th  street  and  8814-8824  Fifth 
avenue,  northwest  corner,  Brooklyn. 

o.  392-30-BZ— Application,  June  11,  1930,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Max  Siegel  and  George 
H.  Levy,  applicants,  on  behalf  of 
Gabriel  Adler,  lessee  (21-year  lease),  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores)  ;  premises  2434-2440  Cres- 
ton  avenue,  east  side,  65.14  ft.  south  of 
East  188th  street.  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  7,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

~A  47-65  \\  est  42nd  street  and  1100  Sixth  avenue, 
northeast  corner,  Manhattan. 

■A — 125-135  Greene  street,  Brooklyn. 

-A — 332-336  East  75th  street,  Manhattan. 

“A — 23  East  20th  street,  Manhattan. 

I'A  120-126  West  36th  street,  111  West  35th  street  cal. 

and  1333  Broadway,  Manhattan. 

-A— 30-32  West  21st  street,  Manhattan. 

— 42-48  East  20th  street,  Manhattan. 


265-30-A— 225  Moore  street,  Long  Island  City,  Borough  of 
Queens. 

342- 30- A — 146  Wooster  street,  Manhattan. 

343- 30- A  East  side  of  City  Island  avenue,  between  Bridge 

and  Sutherland  avenues,  The  Bronx. 

261-30-A — 433-439  East  8th  street,  Manhattan. 

334-30-A — 117-125  West  14th  street  and  118-128  West  15th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

,  5  an“  appeals  °f  a  public  hearing  under  the  provisions 
oi  the  building  zone  resolution,  Tuesday  afternoon,  October 
7,  1930  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  39-30-BZ— Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

CAL.  NO.  303-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Homack  Construction  Corp.,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  117- 
01  Farmers  boulevard  and  189-14  Foch 
boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 

cal.  no.  466-29-BZ— Application,  July  12,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Grand  Boulevard  and  Concourse 
Co.,  owner,  to  permit  in  a  residence 
district,  extending  from  a  business  dis¬ 
trict,  the  alteration  and  change  of  occu¬ 
pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170th  street,  northwest  corner,  The 
Bronx. 

cal.  no.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

ro.  323-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Irene  E.  Moeller,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  187-51  to  187-63  Hollis 
avenue,  northwest  corner  of  190th  street 
(Seminole  avenue),  Hollis,  Borough  of 
Queens. 

o.  695-29-BZ — Application,  December  3,  1929,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Christopher  McGrath,  ap¬ 
plicant,  on  behalf  of  Hilvid  Realty 
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Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously 
denied  under  section  21)  ;  premises 
southwest  corner  of  Wilkinson  avenue 
and  Westchester  avenue,  The  Bronx. 

cal.  no.  837-28-BZ — Application,  October  30,  1928,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  J.  Nelson  Cooper,  appli¬ 
cant,  on  behalf  of  Hahn  Brothers  Fire¬ 
proof  Warehouse,  Inc.,  owner,  to  permit 
in  a  one  and  one-half  times  height  dis¬ 
trict  and  “B”  area  district  the  erection 
and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permit¬ 
ted  under  the  zone  resolution  and,  also, 
the  maintenance  of  a  rear  yard  of  less 
area  than  required  under  the  zone  res¬ 
olution;  premises  120  West  107th  street, 
Manhattan. 

CAL.  NO.  369-29-BZ— Application,  May  28,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Boro-Wide  Development  Corp., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  2314-2328  Grand 
concourse,  east  side,  147  ft.  north  of 
East  183rd  street,  and  2317-2327  Ryer 
avenue,  The  Bronx. 


466-30-BZ. 

APPLICANT — T.  J.  McLaughlin’s  Sons,  owners. 

PREMISES— 210-11  48th  avenue  and  210-12  47th  aviti 
Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  A 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  into  ad 
ness  district,  the  erection  of  a  garage  for  the  st<3 
of  more  than  five  (5)  motor  vehicles. 

468-30-BZ. 

APPLICANT. — Millans  Realty  Corp.  (lessee),  for  li 
Rhinelander  and  Philip  Rhinelander  2nd,  ownd 

PREMISES — 66-68  West  38th  street,  south  side,  10 j 
east  of  Sixth  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  j 
resolution,  j 

TO  PERMIT  in  a  retail  district  the  maintenance  of  I 
than  five  per  cent  (5%)  of  the  total  floor 
for  manufacturing  purposes. 

26-30-BZ. 

APPLICANT— Fred  Zuccaro  and  Tom  Bellino,  for  A.  ^ 
dano,  owner. 

PREMISES — West  side  of  Hickory  avenue,  207.35 
north  of  Old  Town  road,  South  Beach,  Bor 
of  Richmond. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  r 
tenance  of  a  poultry  slaughter  house. 


cal.  no.  202-30-BZ — Application,  March  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rodman  Richardson,  applicant, 
on  behalf  of  Porter  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  220-06 
Northern  boulevard  and  45-05  220th 
street,  southeast  corner,  Bayside,  Bor¬ 
ough  of  Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


330-28-BZ. 

APPLICANT— Edward  P.  Doyle,  substituted  for  Wi 
F.  Doyle,  for  New  York  Title  &  Mortgage 

DDruT?p?g\gree’,for  Golran  Realty  Corp.,  owner,  j 

r  krjvli  SRS  Northwest  corner  of  Sedgwick  avenue 
Van  Cortlandt  avenue.  The  Bronx. 

APPLICATION,  under  section  21  of  the  building 
resolution  (reopened  for  a  modification  of  the  i 
lution  adopted  by  the  board  on  July  24,  1928). 

TO  PERMIT,  in  lieu  of  the  erection  of  a  six-story  1 
ment  house  with  stores  on  the  first  story,  as 
vided  in  the  resolution,  a  one-story  building  oca 
for  store  use  only — residence  district. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  14,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

272-30-BZ. 

APPLICANT— Irving  M.  Fenichel,  for  Israel  Greenberg 
owner. 

PREMISES— 440-446  Utica  avenue,  868-884  Empire  boule¬ 
vard,  southwest  corner,  and  923-943  East  New  York 
avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

453-30-BZ. 

APPLICANT— Lauritz  Lauritzen,  for  Industrial  Home  for 
the  Blind,  owner. 

PREMISES— 510-520  Gates  avenue,  south  side,  80  ft.  west 
of  Tompkins  avenue,  Brooklyn. 

APPLICATION,  under  section  7a  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
an  addition  to  a  factory  building. 


190-30-BZ. 

APPLICANT  Charles  Joseph,  for  Louis  Singer,  et  , 
owners. 

PREMISES — 41-45  Elliot  place,  northwest  corner  of  Wc 
avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  : 
resolution. 

TO  PERMIT  in  a  residence  district  the  erection  and  id! 
tenance  of  an  apartment  house  with  stores  on 
first  story. 

380-30-BZ. 

APPLICANT  Joseph  B.  Lynch,  for  Watben  Realty 
Inc.,  owner.  ■  Si 

PREMISES  Southeast  corner  of  Webster  avenue  and  1 
168th  street.  The  Bronx. 

APPLICATION,  under  section  21  of  the  building 
resolution, 

TO  PERMIT,  in  a  business  district,  extending  from 
unrestricted  district,  the  erection  and  maintop 
of  a  gasoline  service  station. 


^ £ P ["/CAN T— Tal ley  &  Lamb,  for  Maria  Livoti.  ow 
PREMISES — 288  Elizabeth  street,  east  side,  95.5^  ft. 
of  East  Houston  street,  Manhattan. 
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PLICATION,  under  section  21  of  the  building  zone 
resolution, 

PERMIT  in  a  business  district  the  maintenance  of  a 
poultry  slaughter  house. 


OCTOBER  14,  1930,  10  A.  M. 

I  E 

Appeals  from  Administrative  Orders. 

i-30-A — 16-20  West  32nd  street,  Manhattan. 

>-30- A — 605-607  West  49th  street,  600-624  West  50th 
street  and  691-699  11th  avenue,  Manhattan. 
-30 -A — 71-73  Murray  street,  Manhattan. 

-30-A — 127  Beekman  street,  Manhattan. 

-30-A — 425-435  East  24th  street,  Manhattan. 

-30-A — 783-785  Broadway,  southwest  corner  of  East 
10th  street,  Manhattan. 


of  New  York  Telephone  Co.,  owner,  to 
permit  in  a  residence  district  the  exten¬ 
sion  of  an  existing  telephone  building: 
premises  2411-2429  Tratman  avenue, 
north  side,  95  ft.  4  in.  west  of  Rowland 
avenue,  The  Bronx. 


j  ivov,  unuer  sec- 

‘?nD  ‘  ^  ot  dle  building  zone  resolution, 
P  ^egory  Stadler,  applicant,  on  be¬ 
half  of  Lillie  M.  Scheele,  owner,  to  per¬ 
mit  in  a  residence  district,  extending 
trom  a  business  district,  the  alteration 
and  change  of  occupancy  from  residence 
to  business  use;  premises  2439  Andrews 
avenue  southwest  corner  of  Fordham 
road,  The  Bronx. 


Building  Zone  Applications. 

OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
and  appeals  of  a  public  hearing  under  the  provisions 
he  building  zone  resolution,  Tuesday  morning,  October 
930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
following  matters : 

no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

no.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  on 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 


'  ‘  J-29-BZ— Application,  December  5,  1929 ;  reopened 
September  9,  1930,  under  section  21  of 

r  ' l*?*!?*,  zone  resolutmn,  of  Ryan, 
Eyttle  &  Rodgers,  applicants,  substituted 
for  William  F.  Doyle,  on  behalf  of 
County  Holding  Co.,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  business  building  (pre- 
viously  withdrawn)  ;  premises  825  East 
Roth  street,  northwest  corner  of  Mar- 
mion  avenue,  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


6-30 

115-30 

181-30 

269-30 

650-29- 

673-29- 

325-30- 

352-30- 

357-30- 

376-30- 

378-30- 

302-30 

306-30 

311-30- 

344-30 

283-30- 

338-30- 

518-29- 


OCTOBER  14,  1930,  2  P.  M. 

Petitions  for  V ariations. 

-S— 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

■b— 410  Lafayette  street,  Manhattan. 

‘§~ H?9;”9!,  Jeron?e  avenue>  The  Bronx. 

9th  Street-  Ma^attan. 

GraYeSend  avenue,  Brooklyn, 
c  Seventh  avenue,  Manhattan, 

b  225  West  39  th  street,  Manhattan, 
b— 33-43  East  33rd  street,  Manhattan 
S-loo-lie  King  street,  341-36!  Hudson  street  and 
q  i a  it  91~109,  Charlton  street,  Manhattan. 

S  40  East  12th  street,  Manhattan. 

r;i°Jest  14th  stre€t>  Manhattan, 
b— 26  West  47th  street,  Manhattan. 

r!!1;1!3  West  19th  street,  Manhattan, 
b— 64  Nassau  street,  Manhattan. 

c  32nd  street>  Manhattan. 

C3— 1413  rnth  avenue,  Manhattan 

b— 42-48  East  20th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

SA— New  Perfection  Oil  Burner,  Tvpe  “C  ”  an 
proval  of.  ' P  ’  ap' 


ro.  398-30-BZ— Application,  June  17,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Robert  D.  Kohn,  applicant,  on  behalf 
of  R.  H.  Macy  &  Co.,  Inc.,  owner,  to 
permit  in  a  two  times  height  district 
the  erection  and  maintenance  of  the 
street  wall  in  excess  of  the  height  per¬ 
mitted  under  the  zone  resolution;  prem¬ 
ises  1317-1329  Broadway,  149-167  West 
34th  street,  441-459  Seventh  avenue  and 
148-166  West  35th  street,  Manhattan. 

o.  450-30-BZ — Application.  June  24,  1930,  under  sec¬ 
tion  7d  of  the  building  zone  resolution, 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  21,  1930,  AT  2  P.  M. 

Building  Zone  Cases 

101-30-BZ.  ’ 

APPLICANT  Ludwig  Hanauer,  for  Read  Properties,  I„c„ 

PREMISES— 100  Northern  avenue  and  851  West  181st 
•\PPLir!\TernIMrthW^St  corner-  Manhattan. 

‘  res™^n,  21  °f  the  building  z<>^ 

T0  ^tasinlss  use.reSiden"  diS,riC'  ™’in,ena„ce  of  a 
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457-30-BZ. 

APPLICANT— Frank  Caraccia,  owner. 

PREMISES — Southwest  corner  of  Hylan  boulevard  and 
Barclay  avenue,  Annadale,  Borough  of  Richmond. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


OCTOBER  21,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

193-30-A — 701-827  East  14th  street  and  700-820  East  15th 
street,  Manhattan. 

336- 30-A— 1-17  Cooper  square  (3  Astor  place),  Manhattan. 

337- 30-A — 41-55  Cooper  square,  2-14  East  7th  street  and 

201-209  East  6th  street,  Manhattan. 

5 72-30- A — 852-858  56th  street,  Brooklyn. 

462-30-A — Pier  No.  2,  Erie  Basin,  Foot  of  Columbia  street, 
Brooklyn. 

465-30- A — 7725  New  Utrecht  avenue,  northwest  corner  of 
78th  street,  Brooklyn. 

401- 30-A— 18-16  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

402- 30-A— 18-18  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

403- 30-A— 18-22  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

404- 30-A— 18-24  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

405- 30-A— 18-26  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

406- 30-A— 18-28  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

407- 30-A — 18-32  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

408- 30-A— 18-36  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

4 09- 30- A — 18-38  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

410- 30-A— 18-40  21st  drive,  Lone  Island  City,  Borough  of 

Queens. 

411- 30-A— 18-44  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

412- 30-A — 18-46  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

413- 30-A— -18-48  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

414- 30- A — 18-52  21st  drive,  Long  Island  City,  Borough  o) 

Queens. 

Building  Zone  Application. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
21,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 


cal.  no.  243-28-BZ — Application,  March  21,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Essanarr  Garage  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station  (previously  withdrawn)  ; 
premises  2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue, 
Brooklyn. 


HENRY  L.  CONNELL, 

Temporary  Chairman. 


OCTOBER  21,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

309-30-A — 3-9  Beekman  street  and  119-137  Nassau  str< 
southwest  corner,  Manhattan. 

369-30- A— 27-33  West  23rd  street  and  8-12  West  2 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stai 
ards  and  appeals  of  a  public  hearing  under  the  provisk 
of  the  building  zone  resolution,  Tuesday  afternoon,  Odor 
21,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
the  following  matters : 

■  I 

cal.  no.  304-30-BZ — Application,  May  1,  1930,  under  s 
tions  7e  and  21  of  the  building  z< 
resolution,  of  Edward  P.  Doyle,  apj 
cant,  on  behalf  of  Katherine  Albe 
owner,  to  permit  in  a  business  disti. 
the  erection  and  maintenance  of  a  gar;  • 
for  the  storage  of  more  than  five  (' 
motor  vehicles ;  premises  50  Down 
street  and  214-218  West  Houston  stn 
Manhattan. 

cal.  no.  217-30-BZ — Application,  March  27,  1930,  urn' 
section  21  of  the  building  zone  reso 
tion,  of  Sidney  Reynolds,  applicant,  . 
behalf  of  Goldstein  &  Halpert,  ownc 
to  permit,  partly  in  a  business  disti: 
and  partly  in  a  residence  district,  : 
erection  and  maintenance  of  a  gasol: 
service  station;  premises  114-01  Merr: 
boulevard,  Jamaica,  Borough  of  Quec 

cal.  no.  319-30-BZ — Application,  May  9,  1930,  under  s 
tion  21  of  the  building  zone  resoluti 
of  Theodore  R.  Ridder,  applicant, 
behalf  of  Louis  Ridder,  owner,  to  p 
mit  in  a  business  district  the  erect 
and  maintenance  of  a  gasoline  serv 
station;  premises  31-01  Newtown  avei 
and  28-25  31st  street,  northeast  corr 
Long  Island  City,  Borough  of  Quee 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  urn 
sections  7g  and  21  of  the  building  z< 
resolution,  of  William  Layton  Hall,  - 
plicant,  on  behalf  of  Mabel  H- 
owner,  to  permit  in  a  business  disti 
the  erection  and  maintenance  of  a  ga 
line  service  station ;  premises  337  73 
butus  avenue,  northeast  corner  of  Hy( 
boulevard,  Huguenot,  Borough  of  Ri, 
mond. 


cal.  no.  731-29-BZ — Application,  December  14,  1929,  urn 
section  21  of  the  building  zone  reso:; 
tion,  of  Harry  Urquhart,  applicant, 
behalf  of  M.  H.  G.  Realty  Co: 
owner,  to  permit,  partly  in  a  reside: 
district  and  partly  in  a  business  c 
trict,  the  erection  and  maintenance  o 
garage  for  the  storage  of  more  tl 
five  (5)  motor  vehicles;  premises  so  : 
side  of  101st  avenue,  40  ft.  east  of  12 
street,  South  Ozone  Park,  Borough 
Queens. 

CAL.  NO.  300-28-BZ— Application,  April  3,  1928,  under  s 
tion  21  of  the  building  zone  resoluti 
of  W.  Rossiter  Redmond,  applicant, 
behalf  of  Tilles  &  Haves,  Inc.,  owr 
and  Morris  Liebson,  lessee,  to  permit  > 
a  business  district  the  erection  and  ma 
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tenance  of  a  gasoline  service  station 
(previously  denied)  ;  premises  109-57  to 
109-65  206th  street,  southeast  corner  of 
Hollis  avenue,  Bellaire,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


459-30-S — 25-33  West  45th  street,  Manhattan. 
771-28-S — 558  Madison  avenue,  Manhattan. 
842-28-S — 35-39  West  35th  street,  Manhattan. 
335-30-S — 12  East  48th  street,  Manhattan. 


NOVEMBER  5,  1930,  2  P.  M. 


OCTOBER  28,  1930,  10  A.  M. 

Appeals  front  Administrative  Orders. 

324-30-A — 428-436  Greenwich  street,  Manhattan. 

282-30-A — 1413  Fifth  avenue,  Manhattan. 

470-30-A — 279-283  Broadway  and  57  Reade  street,  Man¬ 
hattan. 

475-30-A — Southeast  corner  of  Wilbur  avenue  and  Suns- 
wick  street,  Long  Island  City,  Borough  of 
Queens. 

477- 30-A — Rear  of  188  Schofield  street,  City  Island,  The 

Bronx. 

478- 30-A — South  side  of  West  177th  street  and  Harlem 

River,  The  Bronx. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
irds  and  appeals  of  a  public  hearing  under  the  provisions 
pi  the  building  zone  resolution,  Tuesday  morning,  October 
38,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
he  following  matter: 

:al.  no.  679-29-BZ — Application,  November  20,  1929 ;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  28,  1930,  2  P.  M. 


Appeals  from  Administrative  Orders. 

138- 30- A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30-A  386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

177-30-A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

110-30-A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30-A— 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30- A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

Buildmg  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  No¬ 
vember  5,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Build¬ 
mg,  on  the  following  matter : 

cal.  no.  160-30-BZ— Application,  March  5,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


Petitions  for  Variations. 

371-30-S — 305-313  East  47th  street,  Manhattan. 

397-30-S — 981  Morris  Park  avenue,  northeast  corner  of 
Radcliff  avenue,  The  Bronx. 

415-30-S — 42  West  15th  street,  Manhattan. 

441- 30-S — 66-68  Hope  street,  Brooklyn. 

442- 30-S — 41  East  21st  street,  Manhattan. 

448- 30-S — 2595-2597  Third  avenue,  The  Bronx. 

449- 30-S — 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 

ough  of  Queens. 


NOVEMBER  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

471- 30-A — 10-14  East  12th  street,  Manhattan. 

472- 30- A— 2746  Myrtle  avenue,  southwest  corner  of  Alpha 

place,  Brooklyn. 

473- 30- A — 1114  Liberty  avenue,  southwest  corner  of  Lin¬ 

coln  avenue,  Brooklyn. 

474- 30- A — 440  Westchester  avenue,  The  Bronx. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  30,  1930. 
Present :  Temporary  Chairman  Connell,  Commissioners 
lolland  and  Guilfoyle  and  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
uesday  morning,  September  23,  1930,  and  the  minutes  of 
le  regular  meeting  of  the  board  held  on  1  uesday  afternoon, 
eptember  23,  1930,  were  approved  as  printed  in  Bulletin  No. 
),  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
369-30-A. 

APPELLANT— Thomas  J.  Donovan,  for  Nymco  Holding 
Corp.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 27-33  West  23rd  street  and  8-12 
West  24th  street,  Manhattan. 
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MINUTES 


APPEARANCES— 

For  Appellant :  Merwin  Lewis. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


237-30-A. 

APPELLANT — United  States  Cabinet  Bed  Co.,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2-18  Milford  street  and  3156- 
3166  Atlantic  avenue,  southwest  corner,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Irving  Baldinger. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  riON  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell, 
Commissioners  Holland  and  Guilfoyle  and 


Chief  Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(237-30-A) 

Whereas,  Lnited  States  Cabinet  Bed  Co.,  for  Montford 
Realty  Co.,  owner,  filed  April  3,  1930,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  Nos.  2-18 
Milford  street  and  3156-3166  Atlantic  avenue,  southwest 
corner,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  14,  1930  (Order  No.  66679-LF),  reads: 

"1.  Install  a  standpipe  system,  not  less  than  4"  in 
diameter,  in  accordance  with  the  Rules  of  the  Board 
of  Standards  and  Appeals,  Sec.  580-581,  Chapter  5, 
Code  of  Ordinances.” 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  83  ft.  6  in.  by  150  ft.  5  in.,  irregular  in  area. 
OCCUPIlcD:  first  story,  shipping,  warehouse  and  storage 
building,  4  persons ;  second  story,  shipping,  warehouse  and 
storage  building,  1  person ;  third  story,  shipping,  warehouse 
and  storage  building,  no  occupancy;  fourth  story:  MEANS 
OF  EGRESS:  three  interior  enclosed  stairways;  and 

Whereas,  the  appellant  contends  that  the  building  is 
equipped  with  an  approved  sprinkler  system  with  a  12,000- 
gallon  tank  supply  and  street  connection;  that  the  area  of 
the  building  is  13,780  square  feet;  that  the  building  is 
located  on  a  corner;  that  there  is  no  boiler  room  in  the 
building;  that  the  openings  leading  to  the  adjoining  build¬ 
ing  at  the  south  are  equipped  with  fire  doors;  that  the 
building  is  used  only  for  shipping,  storage  and  warehouse 
use,  and  that  there  is  no  factory  use  whatever  in  the 
building. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  be  equipped 
with  an  approved  sprinkler  system;  that  there  shall  be 
located  on  each  floor  such  additional  fire  fighting  appli¬ 
ances  as  directed  by  the  fire  department;  that  a  night  and 
day  watchman’s  service  shall  be  maintained  at  all  times 
and  that  the  building  shall  not  be  increased  in  height  or 
area. 


368-30-A. 

APPELLANT — Croker  National  Fire  Prevention  En¬ 
gineering  Company,  for  Beard’s  Erie  Basin,  Inc., 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  No.  3,  Erie  Basin,  foot 
of  Columbia  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative:  Temporary  Chairman  Connell, 
Commissioners  Holland  and  Guilfoyle  and 

Chief  Kenlon  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(368-30-A) 


\V  hereas,  Croker  National  Fire  Prevention  Engineering 
Company,  for  Beard’s  Erie  Basin,  Inc.,  owner,  filed  Juih 
2,  1930,  an  appeal  from  an  order  of  the  fire  commissionei 
affecting  premises  Pier  No.  3,  Erie  Basin,  foot  of  Colum-' 
bia  street,  Borough  of  Broklyn;  and 
\\  hereas,  the  order  of  the  fire  commissioner,  datec 
May  12,  1930,  reads : 

“Order  No.  76455-F : 

1.  Provide  an  approved  automatic  sprinkler  system 
in  accordance  with  the  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals.  Sec.  20,  Ch.  13,  Code  of  Ordinances.1 

2.  Install  an  appproved  standpipe  system  in  accord¬ 

ance  with  the  Rules  of  the  Board  of  Standards  and 
Appeals.  Sec.  580-581,  Art.  23,  Ch.  5,  Code  of  OrdiJ 
nances.”  '  J 


and 

W  hereas,  the  premises  consist  of  a  one  story  pier,  steel 
frame  construction  with  corrugated  iron  siding,  100  feet 
by  1,000  feet  in  area.  OCCUPIED  :  freight  in  transit,  50 
persons ;  and 

W  hereas,  the  appellant  claims  the  nearest  pier  to  the 
pier  in  question  is  130  feet  away ;  that  the  pier  is  pro¬ 
tected  with  three  40-gallon  chemical  fire  extinguishers,  18 
tanks,  with  6  pails  to  each  tank;  that  the  pier  is  unheated 
except  a  small  office  at  the  land  end,  which  is  heated  by 
hot  water ;  furthermore,  the  appellant  contends  the  owner 
would  suffer  an  extreme  financial  hardship  if  compelled  to 
comply  with  orders  of  the  fire  commissioner  in  that  the 
reduction  in  insurance  would  not  pay  the  interest  on  the 
additional  expense. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  as  to  Item  1  of  Order  No.  76455-F,  on  condition 
that  an  approved  4-inch  standpipe  system  shall  be  in¬ 
stalled  with  such  other  necessary  fire-fighting  extinguish¬ 
ers  as  shall  be  approved  by  the  fire  department ;  that  a 
central  office  connection  and  supervisory  watchman’s  service 
shall  be  maintained  and  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area,  and  denied  as  to  Item  2  of  same 
order. 


361-30-A. 


APPELLANT — C.  W.  Burke,  for  New  York  Rapid 
Transit  Corporation,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AF'F'ECTED — 170-194  Avenue  X,  Brooklyn. 
APPEARANCES— 

For  Appellant:  C.  W.  Burke. 

For  Board  of  Transportation:  S.  D.  Bleich. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF'  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell, 
Commissioners  Holland  and  Guilfoyle  and 

Chief  Kenlon  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(361-30-A) 

Whereas,  C.  W.  Burke,  for  New  York  Rapid  Transit 
Corporation,  lessee,  filed  May  28,  1930,  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises  170- 
194  Avenue  X,  Borough  of  Brooklyn;  and 
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JteX'A  Tolds:0'  tlK  fire  commissio''«-,  dated  De- 

r  "r  .stan^PjP*» . *n  accordance  with  Sec. 
581,  Chapter  6,  Code  of  Ordinances,  plans  and  speci¬ 
fications  to  be  filed  with  and  approved  by  this  De- 
partment  before  work  is  commenced  ” 

and 

Whereas,  the  premises  consist  of  a  large  plot  of  around 
68  acres,  upon  which  is  erected  several  buildmgs,  the  main 
bmldins  is  of  fireproof  construction,  one  and  two  stoZs 

areaheiOCCUPIEDby  64°  abr°Ut  358,000  square  feet  in 
-ment,  1,025  persons';  "and  "  °P  f°r  raiIr°ad  CarS  and  equip“ 

..  Whereas,  the  appellant  claims  the  building  affected  bv 
rirder  of  the  fire  commissioner  has  been  provided  with  a 
[sprinkler  system  and  also  a  complete  system  of  fire  hy- 

&fai8prOT^  -by  Transit  Commission  of  the 

islon  °  tl^ti?  °rk’  3  ti  thC  W°rk  d°ne  under  their  suPer’ 

‘  s  ,on  1  that  the  sprinkler  system  is  fed  from  a  100  000- 

rallon  aerial  tank;  that  the  fire  hydrants  are  so  located 

bat  nfV<lry  Paft  ?!  the  building  can  be  reached  with  100 
t  of  hose,  furthermore,  the  appellant  contends  that  the 

:rSp^^r°n  iS  greater  tha"  W0Uld 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
i  hereby  is  granted  on  condition  that  the  building  shall 
Ir  /qu)PPed  w’tb  an  approved  sprinkler  system  and  vard 
.ydrant  system  fed  by  two  8-inch  connections  to  the  pres- 
nt  existing  16-inch  city  main,  fed  two  wavs,  and  ?that 

s-PffiatUr^f  tOP  StTy  Sha11  be  than  15 

that  P°st  indicator  valve  shall  be  provided  at  each 
.tj  main  connection  at  the  street  property  line,  in  accord- 
■  ice  with  rule  85  of  the  standpipe  rules;  that  all  yard 
>drants  and  hose  valves  shall  be  painted  fire  department 
■d  and  provided  with  sufficient  amount  of  rubber-lined  hose 
-.d  standard  play  pipe  to  reach  any  portion  of  the  premises 
at  the  fire  pump  shall  be  tested  and  shall  be  capable  of 
ipplving  at  least  two  standard  hose  streams  at  the  most 

t  minifte"  7  ^amS  and  Sba11  deIiver  at  least  500  felons 
minute  against  a  pressure  of  100  lbs.,  and  that  at  least  two 

amese  connections  shall  be  provided  for  the  vard  hydrant 

■use  sunUiPerSySteni1S:,iaind  9ra.nted  on  condition  that  the 
.use  suppIy  lines  shall  be  equipped  with  pressure  reduc- 

irimalirS’  ^  9rantcd ’  only  as  Ion£  as  the  present  use  and 
tcupancy  remains  unchanged. 


PREMISES  AFFECTED — 2314-2328  Grand  concourse 
and  2317-2327  Ryer  avenue,  east  side  Grand  con- 

B°ronx’  ^  n°rth  °f  East  183rd  street»  the 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

.  f’or  Opposition:  None. 

N  OF  BOARD— Laid  over  to  October  7,  1930,  at 
nlc„  m-’  pendlng  determination  by  board  of  alder- 


202-30-BZ. 

APPLICANT— Rodman  Richardson,  for  Porter  Holding 
Corporation,  owner.  ng 

JECenr^PSi0n  i(rC  decision  of  the  superintend¬ 
ent  of  buildings)  under  section  21  of  the  build- 

tnVtTf?6  resol.utlon’  t0  Permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline 
service  station.  s  ne 

PREMISES  ^  AFFECTED-220-06  Northern  boulevard 
Queens'03  22°th  StrCet’  southeast  corner,  Bayside, 
APPEARANCES— 

For  Applicant:  Daniel  Campbell. 

Por  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  7,  1930, 
at  2  P.  m.,  on  request  of  applicant’s  representative! 

300-28-BZ. 

APPLICANT— Edward  F.  Fox,  for  Tilles  &  Haves  Inc 
owner.  ’ 

SUBJECT— Application  (re  decision  0f  the  superintend¬ 
ent  of  buildings)  under  section  21  of  the  building 
thZ  rr^S.olutlon’  to  ,Permit  in  a  business  district 
tation  %and  mtmtenanLcJe  of  a  Sas°hne  service 
denied)  (Previously  Wlthdrawn ;  reopened  and 

PREMISES^  AFFECTED — 109-57  to  109-65  206th  street 
Queens^  C°rner  °f  H°llis  avenue’  BelIaire’ 

APPEARANCES— 

For  Applicant :  W.  R.  Redmund. 

ArTTn^Opp0sition:  Bernard  S.  Deutsch. 

,  BOARD— Laid  over  to  October  21,  1930, 

at  2  p.  m.,  on  request  of  applicant. 


L8.bz  BUILDING  ZONE  CASES 

^PLTCANT— J.  Nelson  Cooper,  for  Hahn  Brothers  Fire- 
:'RTPrT°°  i  W  arehouse,  Inc.,  owner. 

"  J  fPi  A(re  decision  of  the  superintend- 

fu1  u  .  JV1  dinffs^  under  sections  21  and  7-g  of 
the  building  zone  resolution,  to  permit  in  a  one 
and  one-half  times  height  district  and  “B”  area 
aistrict  the  erection  and  maintenance  of  the  street 
wad  of  a  building  in  excess  of  the  height  permit- 
dunderfthe  zone  resolution  and,  also,  the  main- 

!  J <u°{  3  rear  yard  of  Iess  area  than  required 
L,,T3?!lder  the  zone  resolution. 

ha«a„AFFECTED~12°  West  107th  Man- 

pearances— 

For  Applicant:  Paul  P.  Brennan. 

rTnxT^T???^,tion:  Leon  Schaeffer, 
i  *  FOARD  Laid  over  to  October  7,  1930,  at 
p.  m.,  on  request  of  applicant’s  representative. 

i  29-BZ.  ~~ 

|LI(^N<.TTJohn  dunnigan,  for  Boro- Wide  Develop- 
Corporation,  owner. 

P  JrT^i0nA  (rc  dea*si°n  of  the  superintend¬ 
ent  of  buildings)  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  business  build- 


214-29-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  George  C.  Zeiner, 

SUBJECT— Application  for  reopening— modification— re 
application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7-a  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 

PRFMT^F^a  ppRTTr-r!1311  five  (5)  motor  chicles. 

f'^FT^GTED — 112-118  Crown  street,  south 

APPEARANCES— 4  WCSt  °f  Bedford  avenue>  Brooklyn. 

For  Applicant:  Joseph  M.  Lonergan 
For  Opposition:  None. 

ACTION^OF  BOARD— Request  to  reopen  and  modify 
THtion^?  T0  reopen  AND  modify  RESOLU- 

Affirmative:  Temporary  Chairman  Connell  and 

Commissioner  Guilfoyle  .  2 

Negative:  Commissioner  Holland  and  Chief 

Kenlon  .  0 

Absent  .  " 

566-30-BZ. 

^tBBBJGANT  William  H.  Weekes,  owner. 

SL  BJLCT— Request  for  preferential  hearing— re  application 
(re  decision  of  the  superintendent  of  buildmgs),  un¬ 
der  section  21  of  the  building  zone  resolution,  to 
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permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 220-04  Jamaica  avenue,  south¬ 
east  corner  of  222nd  street,  Queens  Village,  Queens. 

APPEARANCES— 

For  Applicant:  J.  R.  McDougal. 

For  Opposition:  None. 

ACTION  OF  BOARD— Request  for  preferential  hearing 
denied.  .  _ 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Chief  Kenlon .  3 

Absent .  0 


683-29-BZ. 

APPLICANT — Wanda  Verplaetse,  for  Caroline  Rodgers, 
owner. 

SUBJECT— Application  for  reopening— reconsideration,  pre¬ 
viously  denied,  re  application  (decision  of  superin¬ 
tendent  of  buildings)  under  sections  7-g  and  21 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 56  Sand  lane,  southwest  corner 
of  Hylan  boulevard,  Arrochar,  Richmond. 

APPEARANCES— 

For  Applicant :  Wanda  Verplaetse. 

For  Superintendent  of  Buildings:  Edward  A.  Taylor. 
For  Opposition:  None. 

ACTION  OF  BOARD— Report  of  committee  of  inspection 
adopted ;  application  for  reopening  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMIT¬ 


TEE— 

Affirmative:  Temporary  Chairman  Connell, 

Commissioners  Holland  and  Guilfoyle  and 

Chief  Kenlon  .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Absent .  0 


188-30-BZ. 

APPLICANT— Red  Brick  Realty  Company,  Inc.,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings)  under  sections  7(c)  and  21  of  the 
building  zone  resolution,  to  permit  the  extension 
from  a  business  district  into  a  residence  district  of 
a  proposed  business  use  (theatre).  Previously  with¬ 
drawn.) 

PREMISES  AFFECTED— 306  Steinway  avenue,  east  side, 
200  feet  south  of  Jamaica  avenue,  Long  Island  City, 
Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Sperling  and  Albert  J. 
Burns. 

For  Opposition:  Bernard  J.  Ferguson. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  . 4 

Negative  .  0 

Absent  .  0 


396-30-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Isidor  Schraub 
and  Celia  Silverman,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings)  under  section  21  of  the  building  zone 


resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED— 6504-6506  Woodside  avenue  am 
4201-4205  65th  street,  southeast  corner,  Woodside 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None.  |  ' 

For  Opposition:  Thomas  J.  Towers  and  M, 
Nisonoff. 

ACTION  OF  BOARD — Application  withdrawn  on  writtei 


request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Plolland  and  Guilfoyle  and  Chief 

Kenlon  .  • 

Negative  .  ( 

Absent  .  ( 


135-28-BZ. 

APPLICANT— Jacob  L.  Diamond,  for  Michael  Kalmowitz 
lessee. 

SUBJECT— Application  (order  of  the  fire  commissioner: 
and  decision  of  the  superintendent  of  buildings)  un 
der  sections  7-g  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  maintenance 
of  an  open-air  garage  for  the  storage  of  more  that 
five  (5)  motor  vehicles  on  the  premises. 

PREMISES  AFFECTED— 236-240  West  50th  street,  Mam 


hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  writter 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  . 

Negative  .  * 

Absent  .  ( 


201-30-BZ.  .  1 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Harriet  Habei 
and  W.  B.  Company,  owners. 

SUBJECT— Application  (re  decision  of  the  superintend 
ent  of  buildings)  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  districi 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  and 
also,  a  gasoline  service  station. 

PREMISES  AFFECTED— 28-12  31st  street  and  30-1. 

Newtown  avenue,  northwest  corner,  Long  Islam1 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  D.  Nunan,  Jr. 

For  Opposition :  Irving  L.  Rollins. 

ACTION  OF  BOARD— Report  of  committee  of  inspectioi 
adopted;  application  withdrawn.  „ 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMIT 
T  EE- 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Clue' 

'  Kenlon  . 

Negative  . 

Absent  . 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 
Kenlon  . 


Negative 
Absent  . 


350-30-BZ.  _  Ttlf 

APPLICANT— Henry  Wolf,  for  Hotel  Statler  Co.,  me 

owner.  . .  J 

SUBJECT— Application  (re  decision  of  the  superintenaei 
of  buildings)  under  section  21  of  the  building  z°n‘ 
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resolution,  to  permit  in  a  retail  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 223-227  West  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Henry  Wolf. 

For  Opposition:  Louis  Manheimer,  J.  D.  Jones, 


Joseph  Fargis  and  Sidney  Joseph. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Absent  .  0 

THE  RESOLUTION— 

(350-30-BZ) 


Whereas,  Henry  Wolf,  for  Hotel  Statler  Co.,  Inc., 
owner,  filed  May  23,  1930,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  retail  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises, 
223-227  West  33rd  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
,  by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  September  30,  1930,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  33rd  street,  West  34th 
street,  Eighth  avenue  and  Seventh  avenue  are  in  retail  use 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  July  19,  1930  (re  N.  B.  Applic.  No.  184-30),  reads: 

“1.  The  use  of  a  gasoline  service  station  in  a  Retail 
District  is  contrary  to  Section  4A  of  the  Building  Zone 
Resolution.” 
and 

Whereas,  it  is  proposed  to  erect  an  all  metal  office  12  ft. 
by  10  ft.,  bury  two  550-gallon  tanks,  construct  two  grease 
pits  and  erect  two  pumps  for  the  purpose  of  conducting  a 
gasoline  service  station  within  a  retail  use  district,  on  a  plot 
50  ft.  by  98  ft.  9  ins. ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulties  and  unnecessary  hardship ; 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
ibe  and  it  hereby  is  denied. 


388-30-BZ. 

APPLICANT — Thomas  P.  Mackay,  for  Felix  Nolan  and 
Margaret  Nolan,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

DEMISES  AFFECTED— 756-758  Alabama  avenue  and 
455-465  Linden  boulevard,  northwest  corner,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Mackay. 

For  Opposition:  J.  Bernard  Niponmich,  Nathan 
Gottesman  and  John  P.  McGrath. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Hollland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Absent  .  0 

THE  RESOLUTION— 

(388-30-BZ) 

Whereas,  Thomas  P.  Mackay,  for  Felix  Nolan  and  Mar¬ 
garet  Nolan,  owners,  filed  June  10,  1930,  an  application 

inder  the  building  zone  resolution,  to  permit  in  a  residence 


district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  756-758  Alabama  avenue  and  455-485  Lin¬ 
den  boulevard,  northwest  corner,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  September  30,  1930,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Alabama  avenue  and  Linden 
boulevard  are  in  a  residence  district;  Malta  street  is  in 
residence  and  unrestricted  districts;  liegeman  avenue  is  in 
a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  3,  1930  (re  App.  No.  6579-1930),  reads: 

‘‘Proposed  gasoline  service  station  and  an  office  ac¬ 
cessory  thereto,  to  be  located  in  a  residential  district, 
are  contrary  to  Art.  II,  Sec.  3  of  Zone  Resolution.” 

and 

Whereas,  it  is  proposed  to  erect  an  office  16  ft.  by  10  ft., 
bury  six  550-gallon  tanks,  and  erect  seven  pumps  upon  a 
corner  triangular  lot  approximately  45  ft.  by  71  ft.,  for 
the  purpose  of  conducting  a  gasoline  service  station  within  a 
residence  use,  to  be  occupied  as  a  gasoline  service  station; 
and 

W  iiereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  unneces¬ 
sary  hardship ; 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied. 


387-30-BZ. 

APPLICANT — William  Shary,  for  John  H.  Hamill,  owner. 
SUB  J  ECT — Application  (re  decision  of  the  superintendent 
of  buildings)  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a  business 
building  (stores). 

PREMISES  AFFECTED — 3086  Hull  avenue,  east  side, 
100  feet  south  of  East  204th  street,  the  Bronx. 
APPEARANCES— 

For  Applicant:  William  Shary  and  John  H.  Hamill. 
For  Opposition :  O.  F.  Herman  and  Samuel  J.  Bien- 


stock 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  . .* .  4 

Absent  .  0 

THE  RESOLUTION— 

(387-30-BZ) 


Whereas,  William  Shary,  for  John  H.  Hamill,  owner, 
filed  June  10,  1930,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  business  building ;  premises  3086  Hull  ave¬ 
nue,  east  side,  100  feet  south  of  East  204th  street,  the  Bronx ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  September  30,  1930,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hull  avenue  is  in  a  residence 
district,  East  204th  street  is  in  a  business  district,  and  Deca¬ 
tur  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  24,  1930  (re  Applic.  N.B.  386-30),  reads: 

“Erection  of  building  to  be  occupied  for  business  pur¬ 
poses  in  residence  district  is  contrary  to  provisions  of 
Building  Zone  Resolution.” 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  50 
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feet  and  a  depth  of  70  feet,  to  be  occupied  as  a  business 
building;  and 

Whereas,  the  remainder  of  this  street — Hull  avenue, 
from  dividing  line  of  business  section  on  East  204th  street 
to  East  Mosholu  parkway — is  in  a  residence  zone  and  fully 
developed  with  residence  buildings  and  non  non-conforming 
uses  as  recognized  in  the  law;  and 

Whereas,  the  board  deemed  that  applicant,  while  substan¬ 
tiating  his  basis  of  appeal  under  section  7-a,  was  not  en¬ 
titled  to  relief  under  said  section  and  section  21  on  the 
grounds  of  unnecessary  hardship  and  practical  difficulties ; 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied. 


407-28-BZ. 

APPLICANT — William  F.  Doyle,  for  Roed  Realty  Cor¬ 
poration,  new  owner,  substituted  for  Mere  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work — re  application  (decision  of  the 
superintendent  of  buildings),  under  sections  7c  and 
21  of  the  building  zone  resolution,  to  permit  the  ex¬ 
tension,  from  a  business  district  into  a  residence 
district,  of  a  proposed  business  building  (stores). 

PREMISES  AFFECTED — West  side  of  Morrison  avenue, 
100  feet  south  of  Westchester  avenue,  the  Bronx. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(407-28-BZ) 

Whereas,  William  F.  Doyle,  for  Mere  Holding  Corp., 
owner,  filed  April  30,  1928,  an  application  under  the  build¬ 
ing  zone  resolution  to  permit  the  extension  from  a  business 
district  into  a  residence  district  of  a  proposed  business  build¬ 
ing  (stores)  ;  premises  west  side  of  Morrison  avenue,  100 
ft.  south  of  Westchester  avenue,  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  appplication 
by  the  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing  October  23,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Soundview  avenue  is  in  a  business 
district;  Westchester  avenue  is  in  a  business  district;  Mor¬ 
rison  avenue,  south  of  a  point  100  ft.  south  of  Soundview 
avenue,  is  in  a  residence  district,  and  Stratford  avenue, 
south  of  a  point  100  ft.  south  of  Westchester  avenue,  is  in  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  26,  1928  (re  N.  B.  913-1928),  reads: 

“1.  Erection  of  business  building  partly  in  business 
district  and  partly  in  a  residence  district  is  contrary  to 
provisions  of  Building  Zone  Resolution.” 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  and  cellar  in  height,  with  a  frontage 
of  100  ft.  and  a  depth  of  100  ft.  and  a  distance  of  87  ft. 
across  the  rear ;  to  be  occupied  as  stores ;  and 

Whereas,  the  entire  frontage  of  this  property  is  in  the 
business  use  area,  within  the  business  use  influence  of  Sound- 
view  avenue,  the  rear  of  premises  lying  in  the  residence  use 
area ;  and 

Whereas,  the  board  is  empowered,  under  section  7,  sub¬ 
division  c,  to  grant  a  variation  of  the  building  zone  resolu¬ 


tion,  and  under  these  circumstances  the  board  deems  that 
applicant  is  entitled  to  relief  under  section  21  of  the  building 
zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  October  23,  1928,  on  certain  conditions,  and 
applicant  requested  an  extension  of  the  time  limit  imposed 
and  now  requests  a  further  extension; 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  use  and  operation  of  these  premises  shall  be  restricted  , 
to  that  of  retail  mercantile  use  and  conduct;  that  the  south¬ 
erly  gable  walls  shall  be  unpierced  throughout  their  entire 
height  and  length ;  that  there  shall  be  no  roof  signs  erected  i 
or  maintained  on  the  premises;  that  all  permits  required 
shall  be  obtained  within  six  months  from  October  8,  1929, 
and  all  work  involved  thereby  completed  within  one  year 
from  the  date  of  this  action — September  30,  1930. 


804-28-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Tadpole  Building 
Company,  Inc.,  owner. 

SUBJECT — Application  for  reopening — modification — re  ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  j 
than  five  (5)  motor  vehicles  (previous  request  for 
modification  denied). 

PREMISES  AFFECTED — 234-238  East  85th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  J.  Monroe. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(864-28-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Tadpole  Building  Co., 
Inc.,  owner,  filed  November  13,  1928,  an  application  under 
the  building  zone  resolution  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  234-238  East 
85th  street,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meeting 
May  28,  1929,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  85th  street,  Second  ave¬ 
nue,  East  84th  street  and  East  86th  street  are  in  a  business 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  29,  1928  (re  N.  B.  App.  No.  537-1928), 
reads : 

“2.  The  erection  of  a  garage  for  more  than  five  mo¬ 
tor  vehicles  in  a  business  district  is  contrary  to  Art.  II, 
Sec.  4-15  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  six  stories  in  height,  with  a  frontage  of  80  ft. 
and  a  depth  of  92  ft. ;  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  prior  to  the  adoption  of  the  zoning  resolution 
there  existed  in  the  same  street  between  two  intersecting 
streets  a  stable  for  more  than  five  horses ;  and 
Whereas,  such  stable  was  subsequently  substituted  by  a 
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oublic  garage,  variation  for  which  was  granted  by  this 
board  in  a  prior  case,  the  board  deems  that  the  application 
s  within  the  purview  of  section  7e  of  the  building  zone 
esolution;  and 

Whereas,  this  application  was  granted  by  the  board  at 
ts  meeting  May  28,  1929,  on  certain  conditions,  and  appli- 
ant  requested  a  modification  of  these  conditions  as  to  time 
imit,  rear  yard  and  stone  trimming,  and  owner  requests 
hrough  his  attorneys,  Hamill,  Weinberg  &  Munro,  a  fur- 
her  modification  as  to  rear  wall ; 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that 
he  application  be  and  it  hereby  is  granted  on  condition  that 
he  building  shall  be  constructed  fireproof  throughout  and 
•quipped  with  an  approved  sprinkler  system;  that  the  gable 
vails  shall  be  unpierced  throughout  their  entire  height  and 
ength;  that  a  rear  yard  of  not  less  than  10  ft.  in  depth 
ar  the  entire  width  of  the  premises  shall  be  established 
nd  maintained  at  the  23  ft.  level,  sloping  back  to  line  of 
lird  tier  of  beams;  that  the  rear  wall  up  to  a  height  of  23 
It.  may  set  back  5  ft.  from  the  building  line;  that  any  win- 
!ows  in  this  rear  wall  shall  be  equipped  with  fixed  metal 
.rames  and  sash  glazed  with  wire  glass  ;  that  the  window 
penings  in  the  rear  wall  above  the  23  ft.  line  shall  be  of 
xed  steel  sash  with  not  less  than  one  hinged  ventilator  to 
ach  sash,  making  two  in  all  to  each  opening;  that  no 
ehicular  openings  on  the  street  grade  shall  exceed  10  ft. 
i  the  clear  in  width ;  that  there  shall  be  no  portable  gaso- 
ne  pumps  operated  outside  the  building  line;  that  the 
xterior  of  the  front  elevation  shall  be  finished  with  light- 
olored  face  brick  and  natural  stone  or  architectural  terra 
atta  trimming,  with  architectural  belt  course  at  second  story 
ill  line ;  that  there  shall  be  no  signs  or  advertising  displayed 
n  the  front  of  the  building,  other  than  one  fixed  electric 
rejecting  sign  erected  approximately  at  the  center  of  the 
uilding,  indicating  the  name  and  title  of  the  business  con- 
ucted  on  the  premises;  that  a  return  of  the  drawings,  in 
ccordance  with  the  foregoing  stipulations,  shall  be  made 
y  the  architect  to  this  board  for  approval  before  submis- 
on  to  the  superintendent  of  buildings ;  that  any  permits 
squired  shall  be  obtained  within  six  months  and  all  work 
lvolved  shall  be  completed  within  one  year  from  the  date 
f  this  action — September  30,  1930. 


31-29-BZ. 

PPLICANT — LeRoy  P.  Ward,  for  Park  Avenue  -  39th 
Street  Corporation,  owner. 

UBJECT — Application  for  reopening — extension  of  time  to 
obtain  permits  and  complete  work — (re  decision  of 
the  superintendent  of  buildings),  under  sections  7-c 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  use  district,  extending  from  a  retail 
use  district,  and  also  within  a  one  and  one-half 
times  height  district,  extending  from  a  two-times 
height  district,  the  erection  and  maintenance  of 
the  street  walls  in  excess  of  the  height  permitted 
under  the  zone  resolution. 

REMISES  AFFECTED — 81-91  Park  avenue  and  101-107 
East  39th  street,  northeast  corner,  Manhattan. 
PPEARANCES — 

For  Applicant :  Donald  K.  Morrison. 

For  Opposition:  None. 

CTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

HE  VOTE  Tp  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


HE  RESOLUTION— 

(391-29-BZ) 

Whereas,  LeRoy  P.  Ward,  for  Park  Avenue  -  39th  Street 


Corporation,  owner,  filed  June  0,  1929,  an  application  under 
the  building  zone  resolution  to  permit  in  a  residence  use  dis¬ 
trict,  extending  from  a  retail  usd  district  and,  also,  within  a 
one  and  one-half  times  height  district,  extending  from  a  two 
times  height  district,  the  erection  and  maintenance  of  a 
business  (office)  building  and,  also,  the  erection  and  main¬ 
tenance  of  the  street  walls  in  excess  of  the  height  permitted 
undei  Uie  zone  resolution;  premises  81-91  Park  avenue  and 
101-107  East  39th  street,  northeast  corner,  Borough  of 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals  at  its  regular  meet¬ 
ing  July  ,23,  1929,  after  due  notice  by '  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

W  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  the  area  on  the  north  side  of  an 
east-and-west  line,  located  100  ft.  south  of  40th  street,  is  in 
a  two  times  height  district;  the  area  south  of  the  above 
area  is  in  a  one  and  one-half  times  height  district,  and  Park 
avenue,  East  39th  street  and  East  40th  street  are  in  residence 
and  retail  use  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  6,  1929  (re  N.  B.  Applic.  No.  451-29), 
reads : 

"2.  A  business  building  may  not  be  erected  in  a  resi¬ 
dence  district.  Zoning  Resolution,  Sec.  3.  Application 
is  incorrect  as  to  use  district. 

“6.  Provide  lawful  setback  for  front  walls.  Zoning 
Resolution,  Sec.  8,  9.” 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  fifty  stories  in  height,  with  a  frontage  of  123  ft. 
5)4  in.  and  a  depth  of  105  ft.  and  155  ft.,  irregular;  to  be 
occupied  as  a  business  (store  and  office)  building;  it  is  pro¬ 
posed  to  erect  a  store  and  office  building,  located  100  ft.  in 
the  retail  district  and  extending  55  ft.  in  a  residence  dis¬ 
trict,  also  to  erect  the  street  walls  234  ft.  in  height  with¬ 
out  a  setback ;  under  the  zone  resolution  the  northerly  end 
of  Park  avenue  front  wall  (23  ft.  5)4  in.  in  length)  may 
be  erected  200  ft.  in  height ;  the  southerly  end  of  Park 
avenue  front  wall  (100  ft.  in  length),  also  the  westerly 
end  of  the  39th  street  wall  (150  ft.  in  length)  may  be 
erected  150  ft.  in  height,  and  the  easterly  end  of  the  39th 
street  wall  (5  ft.  in  length)  may  be  erected  90  ft.  in  height, 
plus  the  dormer  privilege  in  each  case;  and 

Whereas,  the  property  involved  in  this  application  is  a 
corner  plot,  and  as  provided  by  the  height  district  excep¬ 
tions,  article  III,  section  9,  on  a  corner  plot,  the  board  is 
empowered  to  extend  the  height  for  a  distance  of  150  ft.; 
and 

Whereas,  there  is  but  an  additional  5  ft.  asked  for  in  the 
application,  the  board  believes  that,  in  accordance  with  sec¬ 
tion  719  of  the  charter  and  section  21  of  the  building  zone 
resolution,  the  health,  safety  and  welfare  of  adjoining  prop¬ 
erty  owners  would  be  best  protected  by  the  inclusion  of  the 
additional  5  ft.  within  the  height  exception;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  July  23,  1929,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  imposed,  the  mat¬ 
ter  having  been  in  court  on  a  writ  of  certiorari; 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  height  and 
use  district  regulations  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted,  so  far  as  it 
affects  the  extension  of  a  use  within  the  residence  use  area 
of  the  plot  in  accordance  with  the  retail  district  regula¬ 
tions,  and  the  height  of  a  distance  of  155  ft.  easterly  from 
Park  avenue  in  accordance  with  the  height  regulations  affect¬ 
ing  Park  avenue  frontage,  on  condition  that  the  building 
shall  comply  with  the  requirements  of  the  zoning  law  in 
all  other  respects;  that  all  .permits  required  shall  be  ob¬ 
tained  within  nine  months  a‘nd  the  work  completed  within 
eighteen  months  from  the  date  of  this  action — September  30, 
1930. 
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APPROVAL  OF  PLANS 

98-30-BZ. 

APPLICANT— Joseph  J.  Karp,  for  Morris  Richman,  owner. 

SUBJECT— Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  under  date  of 
May  6,  1930. 

PREMISES  AFFECTED— 064-666  Bushwick  avenue  and 
1180-1188  Myrtle  avenue,  southwest  corner,  Brook¬ 
lyn. 

APPEARANCES — None. 

ACTION  OF  BOARD— Temporary  chairman  read  report 


of  engineer.  Report  of  engineer  adopted  and  pi 
approved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPRO 
PLANS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  . 

Negative  . I 

Absent  . 


Adjourned,  1.30  p.  m. 

William  J.  O’Gorman,  Secretar 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  30,  1930 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS 

338-30-S 

PETITIONER— Byrne  &  Bowman,  for  H.  W.  G.  Corpora¬ 
tion,  owner.  _ 

SUBJECT— Variation  of  the  labor  law  as  cited  m  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 42-48  East  20th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Louis  Resnick. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1930,  at 
2  p.  m.,  to  consult  with  owner. 


94-29-S. 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Company,  for  Childs  &  Company,  lessee. 

SUBJECT— Application  for  reopening— modification— re 
variation  of  the  labor  law  as  cited  in  an  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 43  East  13th  street  and  123 
University  place,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Raymond  Irrera. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Request  to  reopen  and  modify 
denied. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative  . ® 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Dep¬ 
uty  Chief  McElligott .  4 

Absent  .  ® 


842-28-S. 

PETITIONER— Merwin  Lewis  for  Albert  A.  Rosenshine) 
owner. 

SUBJECT— Application  for  reopening— restoration  to  cal¬ 
endar,  formerly  dismissed  for  lack  of  prosecution 
re  variation  of  the  labor  law,  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 35-39  West  35th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Merwin  Lewis. 

ACTION  OF  BOARD— Request  to  reopen  granted  and 
petition  set  for  hearing  on  October  28,  1930,  at 
2  p.  m. 


THE  VOTE  TO  REOPEN  AND  RESTORE  TO  C. 
ENDAR—  i, 

Affirmative:  Temporary  Chairman  Connell,  Com 
missioners  Holland  and  Guilfoyle  and  Dep 

uty  Chief  McElligott . 

Negative  . 

Absent  . 


771-28-S. 

PETITIONER — Hamill,  Weinberg  &  Munro,  for  Deli 
Inc.,  lessee. 

SUBJECT — Request  for  reopening — reconsideration  pi 
cated  upon  a  new  decision  of  the  superintenden 
buildings.  1  1 

PREMISES  AFFECTED— 558  Madison  avenue,  Man 
tan. 

APPEARANCES—  I 

For  Petitioner:  James  J.  Munro. 

ACTION  OF  BOARD— Request  to  reopen  granted 
petition  set  for  hearing  on  October  28,  193C 
2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Temporary  Chairman  Connell,  Com 
missioners  Holland  and  Guilfoyle  and  Dep 

uty  Chief  McElligott . 

Negative  . ' 

Absent  . ! 


348-30-S. 

PETITIONER — Frederick  L.  Green,  for  Wendell 
Nichols,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  ol 
fire  commissioner. 

PREMISES  AFFECTED— 157-159  East  32nd  street,  I 
hattam 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  dismissed  as  not  t 
properly  before  the  board. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Con 
missioners  Holland  and  Guilfoyle  and  Dei 

uty  Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

Whereas,  the  above  petition  was  not  filed  within 

time  limit  prescribed  by  the  board; 

Resolved,  that  the  petition  be  and  it  hereby  is  dism 

as  not  being  properly  before  the  board. 


292-30-S. 

PETITIONER — David  C.  Scott,  for  The  Pocono  Com 
owner. 
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I'BJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

r.EMISES  AFFECTED — 221-227  Fourth  avenue  and  105- 
111  East  18th  street,  northeast  corner,  Manhattan. 
t'PEARANCES — 

For  Petitioner :  David  C.  Scott. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

f'TION  OF  BOARD— Petition  denied. 
jlE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Dep¬ 
uty  Chief  McElligott .  4 

Absent  .  ® 

IE  RESOLUTION— 

(292-30-S) 

vTITIONER — David  C.  Scott,  for  The  Pocono  Company, 
ner,  filed  April  28,  1930,  a  petition  for  a  variation  from 
:  requirements  of  the  labor  law  as  cited  in  the  order 
the  fire  commissioner,  affecting  premises  221-227  Fourth 
enue  and  105-111  East  18th  street,  northeast  corner,  Bor- 
gh  of  Manhattan;  and 

'Whereas,  the  order  of  the  fire  commissioner,  dated  April 
!  1930,  reads : 

“Order  No.  73387-LD : 

1.  Remove  all  articles  or  wares  from  stairway  en¬ 
closure  or  from  the  landings,  platforms  or  passageways 
connected  therewith  including  cigar  stand  in  hall  at  4th 
l  Ave.  side  of  building  at  1st  story  as  per  Rules  of  the 
Board  of  Standards  and  Appeals.” 

■  d 

Whereas,  the  building  is  fireproof,  20  stories  in  height, 
0  ft.  by  218  ft.,  irregular  in  area.  OCCUPIED:  first 
->ry,  stores;  upper  stories,  offices  and,  on  several  stories, 
anufacturing,  approximately  50  persons  per  story. 
QUIPPED  with  a  sprinkler  system.  EXITS:  three  in- 
rior  fireproof  stairways,  extending  from  the  first  story 
roof  story;  enclosed  in  fireproof  partitions  with  fireproof 
iors  at  openings ;  and 

Whereas,  there  is  a  cigar  stand  located  on  the  first  story 
the  Fourth  avenue  hall  of  the  building ;  and 
Whereas,  petitioner  contends  that  the  cigar  stand  does 
at  interfere  with  the  means  of  ingress  or  egress  from  the 

lilding ;  .  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
:  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereby 
denied. 


,  1-30-S.  ,  _.  ,  A 

ETITIONER — Shampan  &  Shampan,  for  100  Sixth  Ave¬ 
nue  Corporation,  owner.  .  . 

TJBJECT — Variation  of  the  labor  law  as  cited  in  decisions 
of  the  superintendent  of  buildings. 

'REMISES  AFFECTED— 100-106  Sixth  avenue,  17-39 
Watts  street  and  27-39  Thompson  street,  Man¬ 
hattan. 

.PPEARANCES — 

For  Petitioner:  Frederick  Faulhaber. 

.CTION  OF  BOARD— Petition  granted  on  condition. 

HE  VOTE—  „ 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Dep¬ 
uty  Chief  McElligott .  4 

Negative  .  J; 

Absent  .  0 

'HE  RESOLUTION— 

(341-30-S) 

Whereas,  Shampan  &  Shampan,  for  100  Sixth  Avenue 
Corporation,  owner,  filed  May  21,  1930,  a  petition  for  vari- 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 
he  decision  of  the  superintendent  of  buildings,  affecting 

remises  100-106  Sixth  avenue,  17-39  Watts  street  and  2i- 
9  Thompson  street,  Manhattan;  and 

!  Whereas,  the  decision  of  the  superintendent  of  buildings 
ated  May  15,  1930  (re  Applic.  N.  B.  643),  reads: 


“7.  Windows  should  comply  with  Section  264  of 
Labor  Law  and  Rule  503  of  Industrial  Code.” 

and 

Whereas,  the  proposed  building  is  fireproof,  16  stories 
in  height,  191  ft.  4J4  in.  by  86  ft.  llj/2  ins.  and  148  ft.  2  in., 
irregular  in  area.  OCCUPIED:  for  factory  use,  216  per¬ 
sons  each  story.  EQUIPPED  with  a  sprinkler  system. 
EXITS:  a  fire  tower,  an  interior  fireproor  stairway,  ex¬ 
tending  from  the  first  story  to  roof,  enclosed  in  fireproof 
partitions  with  fireproof  doors  at  openings ;  and 

Whereas,  the  petitioner  proposes  to  construct  show  win¬ 
dows  for  stores  on  the  first  story  on  all  street  fronts,  to 
use  plate  glass  one-quarter  inch  in  thickness,  the  maximum 
size  of  a  single  light  to  be  10  ft.  by  16  ft.  1  x/z  in.;  the  peti¬ 
tioner  respectfully  requests  a  modification  of  the  labor  law; 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
so  far  as  it  affects  the  windows  on  the  first  story  street 
fronts,  on  condition  that  the  windows  shall  be  equipped  with 
metal  frames  and  sash,  glazed  with  one-quarter  inch  polished 
plate  glass,  and  that  the  requirements  of  the  labor  law  shall 
be  complied  with  in  all  other  respects. 


327-30-S. 

PETITIONER — John  Muller,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 194-196  Palmetto  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Dep¬ 
uty  Chief  McElligott .  4 

Absent  . 0 

THE  RESOLUTION— 

(327-30-S) 

Whereas,  John  Muller,  owner,  filed  May  13,  1930,  a 

petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  the  order  of  the  fire  commissioner,  affecting 
premises  194-196  Palmetto  street,  Borough  of  Brooklyn; 

Whereas,  the  order  of  the  fire  commissioner  dated  April 
23,  1930,  reads : 

“Order  No.  74566-LD : 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270 
of  the  Labor  Law. 

Defect  noted : 

1.  A  legal  secondary  means  of  egress  has  not  been 
provided.” 

and  .  .  , 

Whereas,  the  building  is  non-fireproof,  (3  stories  (38 
6")  in  height,  44  ft.  by  95  ft.  in  area.  OCCUPIED:  first 
story,  vacant ;  second  story,  knitting1  mill,  50  persons ,  third 
story,  manufacture  of  skirts  and  blouses,  50  persons. 
EQUIPPED  with  a  fire  alarm  signal  system.  EXITS:  an 
interior  iron  and  cement  stairway,  extending  from  the  first 
story  to  roof,  enclosed  in  brick  partitions  with  fireproof 
doors  at  openings;  a  fire  escape  on  the  rear  extending  to 
the  east  side  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  first  story  to  the 
roof,  with  egress  from  the  termination  of  the  fire  escape 
through  side  court  to  street.  ROOFS  of  adjoining  buildings 
same  height ;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1916;  that  the  building  is  provided  with  two  separate 
means  of  egress,  has  been  periodically  inspected  during  the 
past  fourteen  years  and  found  satisfactory  for  factory  use; 


787 


MINUTES 


furthermore,  the  petitioner  contends  the  present  exit  facili¬ 
ties  are  adequate; 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereby 
is  denied. 


538-30-S. 

PETITIONER — Ferdinand  Savignano,  for  Savoia  Macaroni 
Mfg.  Company,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 1526-1536  62nd  street  and  1523- 
1537  63rd  street,  Brooklyn. 


APPEARANCES— 

For  Petitioner :  A.  W.  Lederer. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  Mc- 

Elligott .  3 

Absent  . ; .  o 


THE  RESOLUTION— 

(538-30-S) 

Whereas,  Ferdinand  Savignano,  for  Savoia  Macaroni 
Mfg.  Co.,  owner,  filed  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  decision  of  the 
superintendent  of  buildings,  affecting  premises  1526-1536 
62nd  street  and  1523-1537  63rd  street,  Borough  of  Brook¬ 
lyn  :  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  5,  1930  (re  App.  No.  8403-1930),  reads: 

“1.  Cellar  bakery  is  contrary  to  Labor  Law.  Sec. 

538.” 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  118  ft.  10  in.  by  200  ft.  in  area  at  first  story,  and 
113  ft.  10  in.  by  200  ft.  in  area  above.  OCCUPIED:  cellar, 
bakery  and  restaurant  and  storage  of  macaroni,  30  persons; 
first  story,  macaroni  factory,  40  persons  (males)  ;  second 
story,  macaroni  factory,  40'  persons  (females),  and  third 
story,  macaroni  factory,  10  persons  (males).  MEANS  OF 
EGRESS,  consisting  of  two  interior  fireproof  stairways, 
enclosed  in  brick  partitions  with  fireproof  doors  at  the 
openings ;  there  is  located  in  the  cellar  of  building  a  bakery, 
12  ft.  1  in.  in  height  with  ceiling  4  ft.  6  in.  above  the 
curb  ;  means  of  ventilation  consisting  of  two  windows  open¬ 
ing  into  areaways  at  the  rear ;  and 

Whereas,  petitioner  contends  that  the  proposed  bakery 
is  to  be  ventilated  by  windows  facing  on  two  areaways,  each 
6  ft.  by  6  ft,  located  under  the  62nd  street  sidewalk;  said 
areaways  to  be  covered  with  movable,  screened  gratings 
and  to  be  properly  drained ;  that  the  entire  building  is  to  be 
used  for  the  manufacture  of  macaroni  with  incidental  offices 
and  restaurant  mainly  for  employees,  and  requests  the  ac¬ 
ceptance  of  these  conditions  in  that  all  laws  will  be  com¬ 
plied  with  excepting  the  providing  of  yards  and  courts; 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 


284-30-S. 

PE  TITIONER — Samuel  Rosenblum,  for  Milton  E.  Opton, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 775  Sixth  avenue  and  101  West 
26th  street,  northwest  corner,  Manhattan 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Dep¬ 
uty  Chief  McElligott . 

Negative  . 

Absent  . 

THE-  RESOLUTION— 

(284-30-S) 

Whereas,  Samuel  Rosenblum,  for  Milton  E.  Opl 
owner,  filed  April  23,  1930,  a  petition  for  a  variation  fr 
the  requirements  of  the  labor  law  as  cited  in  the  order 
the  fire  commissioner,  affecting  premises  775  Sixth  ave» 
and  101  West  26th  street,  northwest  corner,  Borough 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Ai 
1,  1930,  reads : 

“Order  No.  73059-LD : 

4.  Provide  passageways  having  an  unobstructed  win 
of  at  least  3'  throughout  their  length  leading  direct 
to  every  means  of  egress,  including  outside  fire  esca 
and  passenger  elevators,  on  all  stories,  as  per  Sect 
272  of  the  Labor  Law.”  , 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  (72  f 
in  height,  24  ft.  8%  in.  by  100  ft.  in  area.  OCCUPII 
for  the  manufacture  of  furs  and  embroidery,  75  perse 
above  the  first  story.  EQUIPPED  with  a  sprinkler  syst 
and  a  fire  alarm  signal  system.  EXITS :  an  interior  ii 
stairway,  extending  from  the  first  story  to  roof,  enclos 
in  wood  lath  and  plaster  partitions  (wire  lath  and  cem< 
plaster  on  loft  side),  with  wooden  doors  at  openings  (me 
covered  on  loft  side)  ;  a  fire  escape  on  the  26th  street  fro 
of  the  building,  having  fireproof  openings  along  the  corn 
thereof,  extending  from  the  second  story  to  the  top  stoi 
with  counterbalanced  stairs  to  sidewalk;  ROOF  of  a 
joining  buildings:  one  story  lower  at  west;  4  stories  low 
at  north ;  and  | 

V  hereas,  the  petitioner  claims  that  in  addition  to  t 
legal  exit  by  stair  hall  to.  Sixth  avenue,  each  office  room 
provided  with  communicating  doorways  leading  to  the  we: 
erly  office  room  which  is  provided  with  an  exit  to  a  fi 
escape  on  the  26th  street  front,  each  door  is  2  ft.  5  :: 
in  width,  provided  with  a  glass  panel  and  a  fire  axe  f 
use  in  case  of  emergency;  furthermore,  the  petitioner  co: 
tends  the  exits  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  in  the  requirements  of  the  lab 
law,  and  that  the  petition  be  and  it  hereby  is  granted  l 
co>idition  that  a  balcony  be  built  along  the  26th  street  sk 
of  the  building  on  each  floor  at  windowsill  level,  connectii 
the  lofts  and  offices,  as  an  outside  balcony  to  the  existii 
fire  escape,  all  floors  or  lofts  or  offices  shall  have  an  ind 
pendent  egress  to  the  said  existing  fire  escape  maintained  < 
each  floor  of  the  building;  that  the  occupancy  shall  1 
limited  to  the  capacity  as  set  down  in  the  resolution  of  115 
1917-S,  and  that  the  requirements  of  the  labor  law  shai 
be  complied  with  in  all  other  respects,  except  that  opening 
to  new  balconies  need  not  be  fireproof,  and  that  the  buildir 
shall  not  be  increased  in  height  or  area. 


281-30-S. 

PETITIONER— John  J.  Gilmartin,  for  Isaac  Polac 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  : 
order  and  a  decision  of  the  fire  commissioner 

PREMISES  AFFECTED — 247-249  Pearl  street,  Manha 
tan. 

APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 
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I  Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Dep¬ 


uty  Chief  McElligott .  4 

Absent  . . .  0 

;  RESOLUTION— 


(281-30-S) 

hereas,  John  J.  Gilmartin,  for  Isaac  Polack,  owner, 
:  April  23,  1930,  a  petition  for  a  variation  from  the  re- 
ments  of  the  labor  law,  as  cited  in  an  order  and  a  de- 
i  of  the  fire  commissioner,  affecting  premises  247-249 
i  street,  Borough  of  Manhattan;  and 
Areas,  the  order  of  the  fire  commissioner  dated  March 
[930,  reads: 

I  Order  No.  70772-LD  : 

(  1.  Enclose  the  interior  stairway  at  center  of  build- 
ng  serving  as  a  required  means  of  exit,  and  the  land- 
ngs,  platforms  and  passageways  connecting  therewith 
m  all  sides  with  partitions  of  fire-resisting  material 
ixtending  continuously  from  the  first  story  to  3'  above 
he  roof,  constructed  as  per  Sec.  271  of  the  I,abor  Law, 
•r  carry  out  proper  alternative  method  of  complying 
vith  the  requirements  of  Sec.  271  of  the  Labor  Law. 

,  2.  Provide  an  additional  means  of  egress  north  and 
south  sides  of  building  at  first  story,  as  per  Sec.  271 
[if  the  Labor  Law.” 

rEREAS,  the  decision  of  the  fire  commissioner,  rendered 
23,  1930,  reads : 

I  “The  order  was  issued  under  the  mandatory  provisions 
i  f  the  Labor  Law  and  the  Fire  Commissioner  is  without 
iuthority  to  vary  from  its  provisions,  therefore  your 
equest  for  reconsideration  of  70772-LD  must  be 
•  enied.” ; 

mEreas,  the  building  is  non-fireproof,  five  stories  in 
It,  37  ft.  by  109  ft.  8  in.,  irregular,  in  depth  at  first 
land  37  ft.  by  91  ft.  3  in.,  irregular,  in  depth  above; 
EUPIED:  cellar,  storage,  1  person;  1st  story,  stores,  25 
Ins;  2nd  story,  manufacture  of  cigars,  5  persons;  3rd 
f,  storage  and  office,  7  persons;  4th  story,  manufacture 
[gars,  10  persons;  5th  story,  manufacture  of  metal,  8 
[ns ;  the  building  is  divided  into  two  separate  sections, 
$  section  having  an  independent  entrance  to  a  common 
li  hall ;  the  northerly  section  is  divided  by  a  court  at 
Sid  story,  leaving  an  isolated  floor  area,  21  ft.  8%  in.  by 
I.  5  in.  at  rear,  with  one  wooden  stair  leading  thereto; 
LI'S :  an  interior  wooden  stairway,  extending  from  the 
[story  to  roof,  enclosed  in  wood  partitions,  with  wooden 
[  at  openings ;  a  standard  fire  escape  on  the  front  and 
csub-standard  fire  escapes  on  the  rear  of  the  building, 
rg  non-fireproof  openings  along  the  course  thereof,  ex- 
Lig  from  the  third  story  to  the  top  story,  with  EGRESS 
1  the  termination  of  the  fire  escape  by  means  of  drop 
hr  to  roof  of  first  story  extension  and  access  to  ad- 
lig  roof  at  north  and  south;  ROOFS  of  adjoining 
Lings :  same  height  at  north  and  south ;  and 
Shereas,  the  petitioner  claims  the  front  fire  escape  was 
!<k1  in  accordance  with  request  of  the  Department  of 
Ir  in  1916;  furthermore,  due  to  the  non-hazardous  nature 
:  rcupancy  and  the  small  number  of  persons  above  the 
Istory,  the  petitioner  contends  that  the  exits  are  adequate. 
holved,  that  the  order  and  the  decision  of  the  fire  com¬ 
iner  be  and  they  hereby  are  affirmed,  and  that  the  peti- 
fbe  and  it  hereby  is  denied. 


10-S. 

HTIONER— Frederick  W.  Mayes,  for  B.  H.  Janssen, 
owner. 

JJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
[  and  a  decision  of  the  fire  commissioner. 

1MISES  AFFECTED— 82-90  Brown  place  and  491-497 
East  132nd  street,  northeast  corner,  The  Bronx. 
fEARANCES — 

For  Petitioner:  Frederick  W.  Mayes. 


For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(233-30-S) 


Whereas,  Frederick  W.  Mayes,  for  B.  H.  Janssen,  owner, 
filed,  April  1,  1930,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  82-90 
Brown  place  and  491-497  East  132nd  street,  Borough  of  The 
Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  21,  1929  (Order  No.  64420-LD),  reads: 

“3.  Arrange  the  doors  leading  to  the  stairway  on  all 
stories  upon  which  five  or  more  persons  are  employed 
so  as  to  open  outwardly  without  obstructing  the  stairway, 
as  per  Section  271  of  the  Labor  Law. 

“4.  Arrange  the  sub-standard  fire  escape  at  east  side 
of  building  so  that  same  will  conform  to  the  rules  of 
the  Board  of  Standards  and  Appeals. 

“Defects  noted  as  follows : 

“(a)  No  opening  in  front  rail  of  lowest  balcony  with 
a  drop  ladder  in  guides  supported  by  a  back  drop  gravity 
hook.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  12,  1930,  reads : 

“This  will  reply  to  your  letter  of  February  10th,  1930, 
regarding  Order  No.  64420-LD,  in  which  you  state  that 
the  doors  leading  to  the  stairways  are  standard  fireproof 
sliding  doors  and  it  has  been  your  understanding  were 
acceptable  under  the  Labor  Law,  and  as  to  item  4,  the 
fire  escape  provides  direct  access  to  fireproof  roof 
over  the  boiler  house  without  the  need  of  a  drop  ladder, 
and  in  view  of  those  facts  you  would  request  that  we 
withdraw  these  items. 

“Regarding  item  3,  Section  271,  Subdivision  3,  re¬ 
quires  that  where  there  are  five  or  more  persons  em¬ 
ployed  on  any  floor  of  a  factory  building,  all  doors  of 
such  floor  leading  to  or  opening  on  an  exit  shall  open 
outwardly  or  be  double  swinging  doors. 

“Therefore  it  is  obvious  that  sliding  doors  are  not 
acceptable  and  have  never  been  acceptable  under  the 
I^bor  Law  and  it  is  our  conclusion  being  without  author¬ 
ity  to  vary  from  or  waive  this  requirement  that  these 
doors  must  be  arranged  to  open  outwardly. 

“As  to  item  4,  the  means  of  exit  provided  are  not 
in  accordance  with  the  rules  adopted  by  the  Board  of 
Standards  and  Appeals  and  it  will  be  necessary  to  pro¬ 
vide  means  of  egress  from  the  lower  termination  of 
this  fire  escape,  and  your  request  to  withdraw  the  item 
must  be  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  100  ft.  by  83  ft.  8  in.  in  area:  OCCUPIED:  1st 
story,  offices  and  salesroom,  20  persons ;  2nd  story,  finishing 
pianos,  15  persons;  3rd  and  4th  stories,  storage  of  pianos,  no 
persons;  5th  story,  assembling  pianos,  10  persons: 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
system;  EXITS:  two  interior  wooden  stairways,  the  rear 
stairway  extending  from  the  first  story  to  top  story  and 
the  front  stairway  extending  from  the  first  story  to  roof, 
each  enclosed  in  fireproof  partitions,  with  metal-covered 
sliding  doors  at  openings ;  a  fire  escape  on  the  rear  of  the 
building,  having  unprotected  openings  along  the  course  there¬ 
of,  extending  from  the  top  story  balcony  (with  gooseneck 
ladder  to  roof)  to  the  roof  of  the  rear  extension  of  the 
basement  story  (boiler  house)  ;  and 

Whereas,  petitioner  contends  that  egress  from  the  ter- 
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initiation  of  the  fire  escape  (upon  the  fireproof  roof  of  the 
boiler  house)  is  provided  by  a  drop  ladder  leading  to  East 
132nd  street  and  contends  that  the  doors  in  question  are 
those  on  the  second  and  fifth  stories  leading  to  the  stairways 
and  contends,  further,  that  these  doors  are  counterweighted 
and  provided  with  fusible  links,  and  requests  the  acceptance 
of  existing  conditions  as  to  exits. 

Resoh’cd,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  petition 
be  and  it  hereby  is  denied. 


257-30-S.  .  . 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Estate  of  Charles  E.  Johnson, 
owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 120-12(1  West  36th  street,  111 
West  35th  street  and  1333  Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE—  „  _ 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  I 

Negative  . 

Absent  .  ® 

THE  RESOLUTION— 

(257-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Estate  of  Charles  E.  Johnson,  owner,  filed,  April 
11,  1930,  a  petition  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  120-126  West  36th 
street,  111  West  35th  street  and  1333  Broadway,  Borough 
of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  25,  1929,  reads: 

“Order  No.  66225-LD : 

“1.  Enclose  the  accommodation  stairways  in  parti¬ 
tions  of  fireproof  material  extending  from  cellar  to  1st 
story  each  side  of  building  (Woolworth’s)  cellar  to  1st 
story  (shoe  store)  cellar  to  1st  story  (clothing  store), 
also  from  9th  to  10th  story,  all  openings  to  be  protected 
with  approved  fire  doors,  as  per  Sec.  270  of  the  Labor 
Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  29,  1930,  reads : 

“Re:  Premises  111  West  35th  St.  and  120-6  West  36th 
Street,  Man. 

“This  will  reply  to  your  letter  of  March  25,  1930,  in 
which  you  state  that  you  have  been  retained  by  the 
owners  to  petition  the  Board  of  Standards  and  Appeals 
in  connection  with  order  66225-LD,  but  the  Board  has 
refused  to  accept  this  case  due  to  the  fact  that  twenty 
days  have  elapsed  since  the  issuance  of  the  order  and 
would  request  that  we  rescind  and  reissue  the  order  at  a 
later  date. 

“It  is  our  conclusion  that  your  request  to  rescind  and 
reissue  order  66225-LD  must  be  denied. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION, 

“BY  (S)  PETER  C.  SPENCE,  CHIEF.” 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in  height, 
irregular  in  area,  having  a  frontage  of  207  ft.  1  in.  on  West 
35th  street,  211  ft.  55^  in.  on  Broadway  and  81  ft.  6  in.  on 
West  36th  street;  OCCUPIED:  basement,  boiler  room, 
storage,  show  rooms  and  a  Woolworth’s  sales  room,  100 
persons;  1st  story,  stores  (including  a  Woolworth’s  store), 


175  persons;  upper  stories,  olhces,  sales  rooms  ana  tenai 
factories  (mostly  wearing  apparel),  approximately  125  pet 
sons  per  story;  the  9th  and  10th  stories  being  occupied  b 
one  concern  for  the  manufacture  of  coats,  dresses  and  hats 
195  persons  on  the  9th  story  and  100  persons  on  the  lOt 
story;  EQUIPPED  with  a  sprinkler  system  and  a  fire  alart 
signal  system ;  EXITS :  five  interior  fireproof  stairways,  ex 
tending  from  the  first  story  to  roof,  enclosed  in  fireproc 
partitions,  with  fireproof  doors  at  openings;  and 

Whereas,  petitioner  contends  that  this  petition  refers  onl 
to  the  two  accommodation  stairways  in  the  Woolwort 
portion  of  the  basement  and,  also,  the  accommodation  staii 
way  between  the  9th  and  10th  stories  of  the  building;  pet 
tioner  contends  that  these  stairways  were  constructed  i 
1921  under  Alteration  Application  3117-1921  and  were  a; 
proved  at  that  time  as  conforming  with  the  requirement 
and  contends,  further,  that  these  stairways  are  essential  i 
the  conduct  of  the  business  engaged  on  the  floors  in  questioi 
Resolved,  that  the  board  of  standards  and  appeals  do< 
hereby  make  a  variation  in  the  requirements  of  the  labc 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  t 
Order  No.  66225-LD,  Item  1,  only  so  far  as  it  affects  th; 
portion  of  the  present  building  now  occupied  by  the  Woo 
worth  store  and  only  so  far  as  it  affects  the  enclosure  c 
stairway  on  the  ninth  story,  on  condition  that  the  portior 
of  the  building  connected  by  these  accommodating  stairway 
are  to  be  in  one  tenancy  and  that  the  building  otherwi: 
shall  have  the  required  means  of  exit ;  that  the  labor  la" 
shall  be  complied  with  in  all  other  respects,  and  that  tf 
building  shall  be  not  increased  in  height  or  area. 


251-30-S. 

PETITIONER— Henry  S.  Lion,  for  Miller  &  Sack 
owners. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orde:: 

and  a  decision  of  the  fire  commissioner.  1 

PREMISES  AFFECTED— 909-915  Faile  street  and  11( 
Garrison  avenue,  southwest  corner,  The  Bronx. 
APPEARANCES— 

For  Petitioner :  Henry  S.  Lion  and  M.  H.  Sack 
For  Administration :  Inspector  Maher  of  fire  d4 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE—  J  e] 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy  1 

Chief  McElligott .  1 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(251-30-S) 

Whereas,  Henry  S.  Lion,  for  Miller  &  Sacks,  owner 
filed,  April  8,  1930,  a  petition  for  a  variation  from  tl' 
requirements  of  the  labor  law,  as  cited  in  orders  and 
decision  of  the  fire  commissioner,  affecting  premises  909-9. 
Faile  street  and  1166  Garrison  avenue,  southwest  corno 
Borough  of  The  Bronx;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  N 
vember  7,  1929,  read : 

“Order  No.  65306-LD :  %  I 

“1.  Enclose  the  interior  stairway  in  partitions  of  fi' 
resisting  material  extending  from  floor  to  ceiling  at  1 
story  all  openings  to  be  protected  with  approved  fi 
doors  as  per  rules  of  the  Board  of  Standards  and  A 
peals.  il 

“2.  Provide  a  scuttle  opening  in  roof  2'  by  3'  to 
located  in  roof  over  stairway  at  rear  of  building  with 
stationary  double  rung  iron  ladder  leading  from  t 
story  to  said  scuttle  as  per  rules  of  the  Board 
Standards  and  Appeals.” ; 

and 

“Order  No.  65308-LD :  <  J 

“1.  Arrange  the  fire  escape  at  west  side  of  buildi 
serving  as  a  required  means  of  egress  so  that  sat 
will  conform  to  Section  274  of  the  Labor  Law  and  t. 
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Rules  of  the  Board  of  Standards  and  Appeals. 

“Defects  noted  as  follows : 

“(a)  No  knobs  on  outside  of  doors  opening  to  fire 

escape. 

“(c)  Rails  are  not  36"  high.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  2,  1930,  reads: 

“Re  premises  909  Faile  St. 

“This  will  reply  to  your  letter  of  March  17th,  1930, 
relative  to  Orders  No.  65306-8-LD,  in  which  you  request 
that  we  either  issue  revised  orders  or  notify  you  which 
items  have  not  been  complied  with. 

“Your  request  to  re-issue  violations  65306-8-LD  must 
be  denied  and  you  are  advised  that  our  records  indicate 
they  both  have  not  been  complied  with. 

“This  reply  must  not  be  construed  to  stay  any  pro¬ 
ceedings  that  the  Fire  Commissioner  may  take. 

“Regarding  your  communication  of  March  21,  1930,  in 
which  you  request  rescindment  of  Order  No.  65306-LD 
and  items  lA  and  10  of  65308-LD  on  the  ground  of 
hardship  your  request  for  rescindment  must  be  denied 
as  the  Fire  Commissioner  is  without  power  to  vary 
from  the  requirements  of  the  Labor  Law.”; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  144  ft.  6  in.  by  50  ft.,  irregular,  in  area;  OCCU¬ 
PIED:  1st  story,  stores  (including  a  restaurant),  18  per¬ 
sons  ;  2nd  story,  machine  shop,  2  persons ;  3rd  story,  manu¬ 
facture  of  lamps,  14  persons;  4th  story,  vacant  at  present; 
EXITS :  an  interior  wood  stairway,  extending  from  the 
first  story  to  top  story,  enclosed  in  wood  partitions,  with 
wood  doors  at  openings ;  a  fire  escape  on  the  Faile  street 
front  of  the  building,  having  fireproof  openings  along  the 
course  thereof,  extending  from  the  top  story  (with  goose¬ 
neck  ladder  1o  roof)  to  the  second  story  balcony,  with 
EGRESS  from  the  termination  of  the  fire  escape  by  means 
of  a  counterbalanced  ladder  to  street;  ROOFS  of  adjoining 
buildings :  to  south,  two  stories  lower ;  to  west,  one  story 
higher ;  and 

Whereas,  petitioner  contends  that  the  restaurant,  which  is 
the  cause  of  the  issuance  of  the  order  to  enclose  the  interior 
stairway,  is  located  88  ft.  from  the  stairway;  that  there 
is  an  iron  ladder  (located  in  a  closet)  in  the  top  story 
leading  to  a  24-inch  by  28-inch  scuttle  in  the  roof ;  that  to 
provide  knobs  on  the  outside  of  the  fire  escape  doors  would 
provide  access  to  the  building  during  non-working  hours 
and  permit  theft,  and  requests  the  acceptance  of  the  34-inch- 
high  railings  on  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  65306-LD,  Item  No.  2,  on  condition  that  the 
door  leading  into  the  closet  in  which  the  ladder  is  located 
shall  be  permanently  removed,  and  that  there  shall  be  in¬ 
stalled  a  double-rung  iron  ladder  from  the  top  story  to  the 
present  scuttle  in  the  roof,  and  denied,  as  to  Item  No.  1 ; 
granted,  as  to  Order  No.  65308-LD,  Item  No.  1,  Defect  (c) , 
on  condition  that  the  railing  shall  be  at  least  34  inches  in 
height,  and  denied  as  to  Item  No.  1,  Defect  (a),  and  granted 
on  the  further  condition  that  the  labor  law  be  complied  with 
in  all  other  respects  and  the  building  be  not  increased  in 
height  or  area. 


244-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Blum  &  Koch  Realty  Co.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 76-78  Madison  avenue  and  22 
East  28th  street,  southwest  corner,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(244-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Blum  &  Koch  Realty  Co.,  lessee,  filed,  April  4,  1930, 
a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  76-78  Madison  avenue  and 
22  East  28th  street-,  southwest  corner,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
17,  1929,  reads: 

“Order  No.  56112-LD  : 

“1.  Arrange  the  exterior  screened  stairway  at  rear 
of  building  serving  as  a  required  means  of  egress  so 
that  same  will  conform  to  Section  268  of  the  Labor 
Law. 

“Defects  noted  as  follows : 

“(b)  No  independent  fireproof  passageway  to  street.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  31,  1930,  reads: 

“Re :  Premises  22  East  28th  Street  &  76-8  Madison 
Avenue,  Borough  of  Manhattan. 

“This  will  reply  to  your  letter  of  March  20th,  1930, 
in  which  you  state  you  have  been  retained  by  the  owner 
to  bring  the  matter  before  the  Board  of  Standards  and 
Appeals,  but  the  Board  has  refused  to  accept  the  case 
due  to  the  fact  that  more  than  20  days  have  elapsed 
and  request  that  we  rescind  the  order  and  reissue  the 
same  of  a  later  date. 

“Your  request  to  reissue  and  rescind  Order  No.  56112- 
LD  must  be  denied. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION, 
“BY  (S)  PETER  C.  SPENCE,  CHIEF.” 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  95  ft.  by  49  ft.  6  in.  in  area;  OCCUPIED:  cellar, 
bank  vault,  5  persons ;  1st  story,  bank,  12  persons ;  2nd  story, 
bank,  18  persons;  3rd  story,  manufacture  of  leather  goods, 
10  persons ;  4th  story,  manufacture  of  undergarments,  20 
persons ;  oth  story,  manufacture  of  underwear,  20  persons ; 
6th  story,  manufacture  of  underwear,  15  persons ;  7th  story, 
manufacture  of  underwear,  10  persons;  8th  story,  manu¬ 
facture  of  children’s  dresses,  25  persons ;  9th  story,  manu¬ 
facture  of  underwear,  40  persons ;  10th  story,  offices,  15 
persons;  11th  story,  manufacture  of  underwear,  60  persons; 
12th  story,  manufacture  of  surgical  elastic,  15  persons ; 
EQUIPPED  with  a  sprinkler  system;  EXITS:  an  interior 
steel  strings  and  risers,  slate  treads  stairway,  extending 
from  the  first  story  to  roof,  enclosed  in  fireproof  partitions, 
with  fireproof  doors  at  openings;  an  exterior  iron  stairway 
on  the  rear  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  roof  to  the  first 
story  balcony,  with  EGRESS  from  the  termination  of  the 
fire  escape  by  means  of  a  fireproof  hallway  which  con¬ 
nects  with  the  main  interior  stairway  at  the  first  story  level 
and  thence  to  street;  ROOFS  of  adjoining  buildings:  to 
west,  one  story  lower ;  to  south,  same  level ;  and 

Whereas,  petitioner  contends  that  the  exterior  screened 
stairway  in  question  was  erected  under  an  order  of  the  labor 
department  and  dismissed  as  complied  with  on  December  27, 
1916,  and  requests,  further,  the  acceptance  of  existing  con¬ 
ditions  as  to  egress  from  the  termination  of  the  exterior 
screened  stairway. 

Resoh’ed,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
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law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  56112-LD,  Defect  (b),  concerning  the  exit  from 
the  termination  of  the  exterior  screened  stairway,  on  condi¬ 
tion  that  said  exit  shall  be  through  the  fireproof  passageway 
at  the  first  story  level,  enclosed  in  unpierced  walls,  leading 
direct  to  main  corridor,  leading  to  the  street ;  that  the  occu¬ 
pancy  shall  be  limited  to  the  legal  capacity  of  the  primary 
means  of  egress;  that  the  building  shall  be  equipped  with  an 
approved  sprinkler  system,  and  that  the  labor  law  shall  be 
complied  with  in  all  other  respects,  and  that  the  building 
shall  not  be  increased  in  height  or  area. 


245-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Castilla  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 236-238  Fifth  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy- 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(245-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Castilla  Corp.,  owner,  filed,  April  4,  1930,  a  petition 
for  a  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  236-238  Fifth  avenue,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  7,  1930  (Order  No.  68151-LD),  reads: 

“1.  Arrange  the  exterior  screened  stairway  at  rear 
of  building  serving  as  a  required  means  of  egress  so 
that  same  will  conform  to  Section  268  of  the  Labor 
Law. 

“Defects  noted  as  follows : 

“(c)  No  independent  passageway  from  termination  of 
stairway  to  street.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  31,  1930,  reads : 

“This  will  reply  to  your  letter  of  March  20th,  1930, 
in  which  you  state  y-ou  have  been  retained  by  the  owner 
to  bring  the  matter  before  the  Board  of  Standards  and 
Appeals,  but  the  Board  has  refused  to  accept  the  case 
due  to  the  fact  that  more  than  20  days  have  elapsed 
and  request  that  we  rescind  the  order  and  reissue  the 
same  of  a  later  date. 

“Your  request  to  reissue  and  rescind  Order  No.  68151- 
LD  must  be  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  in  height, 
56  ft.  4  in.  by  125  ft.,  irregular,  in  area;  OCCUPIED: 
cellar,  boiler  room,  dishwashing,  storage,  15  persons;  1st 
story,  restaurant,  25  persons ;  2nd  story,  showroom  of  linens, 
10  persons ;  3rd  story,  showroom  of  linens,  10  persons ;  4th 
story,  showroom  of  rugs,  10  persons ;  5th  story,  showroom 
of  linens,  15  persons;  6th  story,  showroom  of  rugs,  10  per¬ 
sons  ;  7th  story,  showroom  of  novelties,  15  persons ;  8th 
story,  manufacture  and  showroom  of  lampshades,  30  per¬ 
sons  ;  9th  story,  manufacture  and  showroom  of  linens ;  10th 
story,  manufacture  of  silk  underwear,  40  persons;  11th 
story,  shipping,  showroom,  beauty  parlor,  accessories,  20 
persons:  EQUIPPED  with  a  sprinkler  system;  EXITS: 
an  interior  steel  and  slate  stairway-,  extending  from  the  first 


story  to  roof,  enclosed  in  brick  and  terra  cotta  block  parti¬ 
tions,  with  fireproof  doors  at  openings ;  an  exterior  screened 
stairway  on  the  rear  of  the  building,  having  fireproof  open¬ 
ings  along  the  course  thereof,  extending  from  the  roof  to 
the  yard  level,  with  EGRESS  from  the  termination  of  the 
fire  escape  by  means  of  a  fireproof  passageway  at  the  base¬ 
ment  level,  with  steps  up  to  the  main  hallway  and  egress 
direct  to  street;  ROOFS  of  adjoining  buildings:  to  north, 
six  stories  lower ;  to  south,  seven  stories  lower ;  to  west, 
same  level ;  and 

Whereas,  petitioner  contends  that  the  exterior  screened 
stairway  and  the  egress  therefrom  were  provided  as  the 
result  of  an  order  issued  by  the  fire  department  on  March 
15,  1917 ;  that  the  plans  for  same  were  approved  by  the 
bureau  of  buildings,  the  work  completed  and  the  violation 
dismissed  as  having  been  complied  with ;  petitioner  contends 
that  there  has  been  no  change  in  the  conditions  since  that 
time  and  requests  the  acceptance  of  existing  conditions  as 
to  the  egress  from  the  exterior  screened  stairway. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  exit  from  the  termination  of  the  rear 
stairway  shall  be  through  a  fireproof  passageway  with  un¬ 
pierced  walls  at  cellar  level  leading  from  the  yard  to 
stair  to  first  story-  level,  leading  into  the  main  corridor, 
direct  to  the  street ;  that  all  openings  leading  into  the  cor¬ 
ridor  shall  be  equipped  with  self-closing  fireproof  doors;  that 
the  work  complies  with  the  approval  of  the  bureau  of  build¬ 
ings  under  Alteration  Plan  No.  1317-1917  and  No.  1048-1919; 
that  the  labor  law  shall  be  complied  with  in  all  other  re¬ 
spects,  and  that  the  occupancy  shall  be  restricted  to  the  - 
capacity  of  the  primary  means  of  egress  and  that  the  building  : 
be  not  increased  in  height  or  area. 


31 0-30-S. 

PETITIONER — Samuel  Rosenblum,  for  Brunswick  Realty 
Co.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 239-243  Fourth  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE—  ;9-i 

Affirmative:  Temporary  Chairman  Connell,  Com-  1  i 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(310-30-S) 

Whereas,  Samuel  Rosenblum,  for  Brunswick  Realty  Co., 
lessee,  filed,  May  5,  1930,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  239-243  Fourth 

avenue.  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  April 
14,  1930,  reads : 

“Order  No.  73742-LD :  1  j 

“1.  Arrange  the  exterior  screened  stairway  at  rear  of 

building  serving  as  a  required  means  of  egress  so  that 
same  will  conform  to  Section  268  of  the  Labor  Law. 
“Defects  noted : 

“3.  Steps  are  not  10"  wide  and  risers  are  more  than 
7 Vi"  high. 

“5.  No  independent  passageway  from  termination  to 
street. 

“2.  Provide  an  additional  means  of  egress  from  cel¬ 
lar  remote  from  existing  exit,  as  per  Section  271  of  the 
Labor  Law.” ; 
and 
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i  Whereas,  the  building  is  fireproof,  twelve  stories  and 
asement  in  height,  46  ft.  by  96  ft.  6  in.  in  area  at  first 
tory  and  46  ft.  by  90  ft.  in  area  above;  OCCUPIED: 
ellar,  storage  of  bouillion  cubes,  3  persons ;  1st  story,  stores, 
0  persons ;  2nd  story,  showroom  for  toys,  5  persons ;  3rd 
tory,  hospital  supplies,  8  persons ;  4th  story,  assembling 
ietal  goods,  17  persons;  5th  story,  toys,  5  persons;  6th 
jtory,  musical  instruments,  8  persons ;  7th  story,  offices,  6 
ersons;  8th  story,  vacant  at  present;  9th  story,  manufacture 
f  clothing.  9  persons;  10th  story,  commercial  stationery, 
1  persons;  11th  story,  hard  rubber  goods.  14  persons;  12th 
,tory,  manufacture  of  food  products,  20  persons; 
EQUIPPED  with  a  sprinkler  system;  EXITS:  an  interior 
reproof  stairway,  extending  from  the  first  story  to  roof, 
^closed  in  fireproof  partitions,  with  fireproof  doors  at  open- 
,igs;  an  exterior  iron  stairway  on  the  rear  of  the  building, 
aving  fireproof  openings  along  the  course  thereof,  extend- 
ig  from  the  top  story  balcony  to  the  balcony  at  the  first 
tory  mezzanine  level,  with  EGRESS  from  the  termination 
f  the  fire  escape  by  means  of  fireproof  passageway  leading 
i>  the  main  stairway  of  the  building;  ROOFS  of  adjoining 
uilding :  to  south,  8  ft.  higher ;  and 

|  Whereas,  petitioner  contends  that  the  width  of  the  steps 
i  the  exterior  iron  stairway  vary  from  9)4  in.  to  10)4  in. 
nd  the  height  of  the  riser  varies  from  8%  in.  to  9 ]/%  in.; 
lat  the  pitch  of  the  connecting  stairs  varies  from  41  ]/2 
egrees  to  44  degrees,  and  that  the  pitch  specified  by  the 
re  department  order  would  give  37)4  degrees;  that  the 
leans  of  egress  from  the  cellar  consists  of  two  fireproof 
aclosed  iron  stairs  (the  east  stair  leading  to  the  store  por- 
on  of  the  first  story)  and,  also,  an  engineer’s  ladder  lead- 
lg  to  the  sidewalk;  petitioner  requests  the  acceptance  of 
,xisting  conditions  which  have  existed  since  1910,  at  which 
me  the  building  was  erected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
erebv  make  a  variation  in  the  requirements  of  the  labor 
iw,  and  that  the  petition  be  and  it  hereby  is  granted ,  as  to 
•rder  No.  73742-LD,  Item  No.  1,  Defect  (3),  on  condition 


that  the  width  of  the  steps  shall  be  not  more  than  10)4  in. 
or  less  than  9)4  in. ;  that  the  risers  shall  be  not  more  than 
9J4  in.  nor  less  than  7)4  in.  high;  granted,  as  to  Defect  (5), 
on  condition  that  the  exit  from  the  exterior  screened  stair¬ 
way  shall  be  through  a  fireproof  passageway  at  the  mezzanine 
level  down  to  the  main  corridor  leading  to  the  street;  that 
the  door  leading  to  the  barber  shop  at  the  main  corridor 
shall  be  equipped  with  a  self-closing  fireproof  door  with 
no  glass  incorporated  in  same,  and  that  the  passageway 
otherwise  shall  be  unpierced  throughout  its  entire  length ; 
as  to  Item  No.  2,  granted  on  condition  that  the  doors  leading 
to  the  boiler  room  shall  be  made  double-swinging  doors ; 
that  the  labor  law  shall  be  complied  with  in  all  other  re¬ 
spects  ;  that  the  building  shall  he  not  increased  in  height  or 
area,  and  that  the  occupancy  shall  be  confined  to  the  legal 
capacity  of  the  interior  stairs. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
367-30-SA. 

PETITIONER — H.  S.  Turner,  for  Kreager  Boiler  Corp., 
owner. 

SUBJECT- — Kreager  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  H.  S.  Turner. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


394-30-SA. 

PETITIONER — Home  Oil  Burner  Co.,  Inc.,  owner. 
SUBJECT — The  Oronoque  Oil  Burner,  approval  of 
APPEARANCES— 

For  Petitioner :  Horace  D.  Knowles. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 

Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


Burners  for  Industrial  and  Commercial  Use. 


Name  of  Burner  Calendar  No. 

nthony  Nebulyte  Oil  Burner .  1026-22-SA 


allard  Automatic  Oil  Burner .  1363-23-SA 

allard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

allard  Jr.  Oil  Burner . . .  1176-22-SA 

allard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

est  Calorex  Burner .  1461-21-SA 

abcock  &  Wilcox  Mechanical  Oil  Burner....  45-21-SA 

irnwell  Mechanical  Burner .  957-22-SA 

oen  Mechanical  Oil  Burner .  942-21-SA 

ornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

ahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

ico  Burner .  1414-23-SA 

aterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

I :ss  Turbine  Burner .  26-22-SA 

■ankfort  Type  P  Oil  Burner .  1046-23-SA 

;m  Fuel  Oil  Burner .  111-26-SA 

ilbert  &  Parker  Fuel  Oil  Burner .  1636-21-SA 

RD  Fuel  Oil  Atomizer .  128-27-SA 

ammel  Oil  Burner .  1278-21-SA 

auck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

olby  Oil  Burner .  328-27-SA 

olby  Type  B  Fuel  Oil  Burner .  689-29-SA 

duslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

berty  Automatic  Heater .  129-28-SA 


Name  of  Burner  Calendar  No. 

Lientz  Oil  Burner .  155-20-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25- S A 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-23-SA 
Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 


North  American  Low  Pressure  Oil  Burner _  792-26-SA 

Peabody-Fisher  Wide  Range  Mechanical  Oil..  644-21-SA 
Petro  Mechanical  Burner  and  Air  Register _  735-24-SA 


Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil .  504-23-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Surface  Combustion  Low  Pressure  Burner....  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner . ' .  1444-93-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

York  Automatic  Oil  Burner .  44.99. S A 
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iJUAKJj  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

IU29-27-A — 39  Fifth  avenue,  Manhattan. 

1U3U-27-A — 13-10  Central  Fark  West,  Manhattan. 

1031- 27-A— 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

6 10  22  - S A — Crocker  Gas  Valve,  approval  of. 

799-22-SA— Kennell  Gas  Cut-Off  Valve,  approval  of. 

1173  22-SA— Anti-Syphon  Valve,  approval  of. 

1230-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sy»- 
tems,  approval  of. 

1249-22-SA— Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23  SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-S A — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275  23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut-Off  Valve,  approval  of. 

279-23- S A — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23  SA — “Automatic”  Deluge  Valve,  approval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

525 -23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-S A — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1 243-23  - S A — I.udlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

492-24-SA — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

1016-24-S A — Milnes  Oil  Burner,  approval  of. 

1 1 42-24-S  A— Decker  Oxohydrogen  Oil  Burner,  approval  of 

1859-24  SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1500-24  S A — Smolensky  Check  Valve,  approval  of. 

1263  25-SA  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

1264-25- S A — Koerting  Gear  Pump,  approval  of. 

1346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26-SA — Signal  Weatherproof  Bells,  approval  of. 

364  26-SA — Kork-n-Seal,  approval  of. 


397-26-SA — Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  ot. 

110-27-SA — Wilbur  Extinguisher,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of. 

977-27 -S A — Romec  Rotary  Pump,  approval  of. 

1 162-27 -S A — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

51 1-28-SA— Genuine  Detroit,  Type  "S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA — Kennedy  2J^-Inch  Hose  Outlet  Valve  Type 
“A,”  approval  of.  f| 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-SA. — Croker  2p2-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA— Pratt  &  Cady  Class  “A”  2J4-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 

291-30-SA — Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

3 1 4-30- S A — Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

359-30-SA — (Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

367-30-SA — Kreager  Oil  Burner,  approval  of. 

372-30-SA — International  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

394-30-SA — The  Oronoque  Oil  Burner,  approval  of. 

446-30-SA — Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap¬ 
proval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  thi 
case  or  cases  zvill  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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RULES 


SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

IJLE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lilted  cigar  or  cigarette  in  any  factory  as  defined  in 
;  tide  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
;rtion  of  a  factory,  within  the  City  of  New  York,  except 
such  protected  portions  or  special  classes  of  occupancies 
i  are  specified  in  Rule  2  of  these  rules,  and  then  only 
i er  the  issuance  of  a  permit  by  the  fire  commissioner. 
,;t  shall  be  the  joint  and  several  duty  of  the  owner  and 
the  lessee  or  lessees  of  the  building  containing  such  fac- 
y  or  factories  to  cause  to  be  posted  in  each  and  every 
i  ranee  hall,  stairhall  or  room  throughout  the  building,  as 
;.ll  as  in  every  elevator-car,  in  English,  and  also  in  such 
i er  language  or  languages  as  the  fire  commissioner  shall 
!ect,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
■lation. 

;b)  Application.  Application  for  such  permit  shall 
made  only  by  the  owner  of  the  building  on  suitable 
: nk  forms  to  be  furnished  by  the  fire  commiesioner. 

c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
iod,  not  exceeding  one  year,  and  shall  not  be  renewed 
mi  expiration  until  a  reinspection  of  the  premises  for 
1  ich  it  is  issued  has  been  made  for  the  purpose  of  de- 
mining  whether  existing  conditions  warrant  a  renewal, 
’d)  Conditions.  The  permit  shall  state  the  conditions 
ler  which,  the  hours  between  which,  and  the  place  or 
ces  in  such  factory  where  smoking  may  be  permitted, 
;1  this  permit  shall  be  framed  and  kept  posted  in  a 
ispicuous  place  in  the  factory. 

e)  Revocation.  Violation  of  any  of  the  conditions 
cified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
es  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
ise  for  the  revocation  of  such  permit  by  the  fire  com- 
usioner,  and  he  shall  not  again  issue  a  permit  for  the 
ie  premises  until  at  least  one  year  has  elapsed 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing ; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  : 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


I-:..  - - - - 

RULES 


AMENDMENT  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


'opted  by  the  board  of  standards  and  appeals  June  13,  1930. 
(281-22-SR) 

'ule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE, 
ire  shall  be  an  engineer,  superintendent  or  other 
son  in  charge  of  the  standpipe-fire  line  system  in  all 
dings  exceeding  eighty-five  feet  in  height  who  shall  be 
i istered,  and  submit  to  an  examination  in  the  Fire  Depart- 
it.  Upon  evidence  of  fitness  to  properly  operate  and  main- 
i  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
t  effect.  The  certificate  shall  contain  the  full  name  and 
mall  photograph  of  the  holder. 

>ay  and  night  service  shall  be  maintained  in  all  buildings 
'eeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 
1'heatre  buildings  provided  with  fire  pumps  shall  have  at 
,t  one  certified  operator  on  duty  during  every  perform- 
?.  Buildings  of  large  areas,  industrial  plants,  amuse- 
iit  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
U  when  deemed  necessary  by  the  fire  commissioner. 

*  ule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
>s  and  other  auxiliary  fire  appliances  shall  be  kept 
i">erfect  working  order,  and  at  least  once  a  month  the 


person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
fifty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe.  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  October  1,  1930 .  614 

Restored  to  calendar .  41 

Miscellaneous  Applications. 

Requests  to  reopen .  170 

Requests  to  amend  .  11 

Requests  for  modification .  37 

Requests  to  rescind .  1 

Requests  for  extension  of  time .  62 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installations . . .  0 

Requests  for  approval  of  plans.... .  31 

Administrative  requests .  0 

Requests  *or  interpretation . 0 

Total  . 1363 

Disposed  of .  889 

Cases  pending  October  1,  1930 .  474 


DISPOSITION  OF  CASES. 

Withdrawn  .  j; 

Dismissed .  « 

Denied .  j; 

Granted  . 

Granted  on  condition .  2- 

Appliances  approved .  j 

Appliances  dismissed,  disapproved  or  withdrawn....  i 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  14 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted .  j 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted .  6 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved .  3 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  .  Rs 


WARNING 

Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failur 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  al 
cases  promptly,  for  the  reason  that  the  pendency  of  ai 
appeal  or  petition  ties  the  hands  of  the  administrative  offi 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitioi 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th 
appellant  or  petitioner  to  file  necessary  data,  or  by  an; 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plam 
and  data  required  by  law  are  supplied,  as  specified  on  thi 
blank  appeal,  application  or  petition  forms. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  October  7,  1930, 

10  A.  M. 

Minutes  of  Regular  Meeting,  October  7,  1930 

2  P.  M. 

Smoking  in  Factories,  Rules. 

Fire  Retarding  Rules  for  Garages. 
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Approved  Fireline  Hose  Valves. 

Reserve  Calendar. 

Burners  for  Industrial  and  Commercial  Use. 
Progress  Report. 


10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  October  14,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  October  21,  1930,  at  2  o’clock. 

1  he  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official.' 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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HENRY  L.  CONNELL,  Temporary  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  for  Week  Ending  October  8,  1930. 

Cal.  No.  Department.  Premises  Affected. 

622-30-BZ . B.B.R _ Southwest  corner  of  Amboy  rd. 

&  Page  ave.,  Tottenville, 

-  Rich.,  N.  B.  1152-30 

621-30- A . F.D . 14-16  W.  17th  st.,  Man., 

- —  F-74547  &  F-74548 

620-30-A . F.D . Northwest  corner  of  57th  st.  & 

First  ave.,  Bklyn., 

_  F-73514 

619-30-S . F.D . 218-220  E.  26th  st.,  Man., 

_  L.  D.  77468 

618-30- A . F.D . 218-220  E.  26th  st.,  Man., 

_  F-77466 

617-30-SA . F.D . Paramount  Oil  Burner,  Model 

- -  A,  Appliance 

616-30- A . B.B.M _ 99-100  John  st.,  Man  , 

_  N.  B.  192-30 

615-30- A . F.D . 378  Wallabout  st.,  Bklyn., 

_  L.  C.  35602 


CODE. 

p D . Fire  Department 

H  O . Health  Department 

U.B.B . Bureau  of  Buildings,  Brooklyn 

R  B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

ft  ft  Bx . Bureau  of  Buildings,  Bronx 

f  H  D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  14,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

272-30-BZ. 

APPLICANT— Irving  M.  Fenichel,  for  Israel  Greenberg, 
owner. 

PREMISES— 440-446  Utica  avenue,  868-884  Empire  boule¬ 
vard,  southwest  corner,  and  923-943  East  New  York 
avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

453-30-BZ. 

APPLICANT — Lauritz  Lauritzen,  for  Industrial  Home  for 
the  Blind,  owner. 

PREMISES— 510-520  Gates  avenue,  south  side,  80  ft.  west 
of  Tompkins  avenue,  Brooklyn. 

APPLICATION,  under  section  7a  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
an  addition  to  a  factory  building. 

466-30-BZ. 

APPLICANT— T.  J.  McLaughlin’s  Sons,  owners. 

PREMISES— 210-11  48th  avenue  and  210-12  47th  avenue, 
Bavside,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  into  a  busi¬ 
ness  district,  the  erection  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 


468-30-BZ. 

APPLICANT — Millans  Realty  Corp.  (lessee),  for  Phj 
Rhinelander  and  Philip  Rhinelander  2nd,  owners 

PREMISES — 66-68  West  38th  street,  south  side,  100 
east  of  Sixth  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  z<; 
resolution, 

TO  PERMIT  in  a  retail  district  the  maintenance  of  m-; 
than  five  per  cent  (5%)  of  the  total  floor  sp.» 
for  manufacturing  purposes. 

26-30-BZ. 

APPLICANT — Fred  Zuccaro  and  Tom  Bellino,  for  A.  Gi- 
dano,  owner. 

PREMISES — West  side  of  Hickory  avenue,  207.32 
north  of  Old  Town  road,  South  Beach,  Boron 
of  Richmond. 

APPLICATION,  under  section  21  of  the  building  z<: 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  ma- 
tenance  of  a  poultry  slaughter  house. 

330-28-BZ. 

APPLICANT — Edward  P.  Doyle,  substituted  for  Willi  i 
F.  Doyle,  for  New  York  Title  &  Mortgage  (, 
mortgagee,  for  Golran  Realty  Corp.,  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  at 
Van  Cortlandt  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  z<; 
resolution  (reopened  for  a  modification  of  the  re- 
lution  adopted  by  the  board  on  July  24,  1928). 

TO  PERMIT,  in  lieu  of  the  erection  of  a  six-story  ten 
ment  house  with  stores  on  the  first  story,  as  pi- 
vided  in  the  resolution,  a  one-story  building  occupl 
for  store  use  only — residence  district. 

190-30-BZ. 

APPLICANT — Charles  Joseph,  for  Louis  Singer,  et  , 
owners. 

PREMISES — 41-45  Elliot  place,  northwest  corner  of  Wall i 
avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zc: 
resolution. 

TO  PERMIT  in  a  residence  district  the  erection  and  ma 
tenance  of  an  apartment  house  with  stores  on  1: 
first  story. 

380-30-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Watben  Realty  C 
Inc.,  owner. 

PREMISES — Southeast  corner  of  Webster  avenue  and  E 
168th  street.  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 

TO  PERMIT  in  a  business  district,  extending  from 
unrestricted  district,  the  erection  and  maintenar 
of  a  gasoline  service  station. 

551-30-BZ. 

APPLICANT — Talley  &  Lamb,  for  Maria  Livoti,  owner, 

PREMISES — 288  Elizabeth  street,  east  side,  95.534  ft.  noi 
of  East  Houston  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zc 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of 
poultry  slaughter  house. 


OCTOBER  14,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

345-30- A — 16-20  West  32nd  street,  Manhattan. 

360-30- A — 605-607  West  49th  street,  600-624  West  JSC 
street  and  691-699  11th  avenue,  Manhatfc 
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64-SO-A — 71-73  Murray  street,  Manhattan. 

91- 30-A — 127  Beekman  street,  Manhattan. 

45-30-A — 425-435  East  24th  street,  Manhattan. 

55-30-A — 783-785  Broadway,  southwest  corner  of  East 
10th  street,  Manhattan. 

92- 30-A — 273-277  Madison  avenue  and  22-26  East  40th 

street,  southeast  corner,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

ds  and  appeals  of  a  public  hearing  under  the  provisions 

the  building  zone  resolution,  Tuesday  morning,  October 

1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 

I:  following  matters : 

l.  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7 e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to.  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

..  no.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

.  no.  1016-27-BZ — Application,  September  16,  1927;  re¬ 
opened  March  11,  1930,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Bertram  G.  Eadie,  applicant,  oil 
behalf  of  Max  Daub,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises 
southeast  corner  of  Walker  boulevard 
and  Outerbridge  avenue,  Borough  of 
Richmond. 

no.  398-30-BZ— Application,  June  17,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Robert  D.  Kohn,  applicant,  on  behalf 
of  R.  H.  Macy  &  Co.,  Inc  .,  owner,  to 
permit  in  a  two  times  height  district 
the  erection  and  maintenance  of  the 
street  wall  in  excess  of  the  height  per¬ 
mitted  under  the  zone  resolution ;  prem¬ 
ises  1317-1329  Broadway,  149-167  West 
34th  street,  441-459  Seventh  avenue  and 
148-166  West  35th  street,  Manhattan. 

1  N0-  450-30-BZ — Application,  June  24,  1930,  under  sec¬ 
tion  7d  of  the  building  zone  resolution, 
of  New  York  Telephone  Co.,  owner,  to 
permit  in  a  residence  district  the  exten¬ 
sion  of  an  existing  telephone  building; 
premises  2411-2429  Tratman  avenue, 
north  side,  95  ft.  4  in.  west  of  Rowland 
avenue,  The  Bronx. 

no.  456-30-BZ— Application,  June  27,  1930,  under  sec¬ 
tion  7b  of  the  building  zone  resolution, 
of  P.  Gregory  Stadler,  applicant,  on  be- 


half  of  Lillie  M.  Scheele,  owner,  to  per¬ 
mit  in  a  residence  district,  extending 
from  a  business  district,  the  alteration 
and  change  of  occupancy  from  residence 
to  business  use;  premises  2349  Andrews 
avenue,  southwest  corner  of  Fordham 
road,  The  Bronx. 

CAL.  NO.  705-29-BZ— Application,  December  5,  1929 ;  reopened 
September  9,  1930,  under  section  21  of 
the  building  zone  resolution,  of  Ryan, 
Lyttle  &  Rodgers,  applicants,  substituted 
for  William  F.  Doyle,  on  behalf  of 
County  Holding  Co.,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  business  building  (pre¬ 
viously  withdrawn)  ;  premises  825  East 
175th  street,  northwest  corner  of  Mar- 
mion  avenue,  The  Bronx. 

cal.  no.  166-30-BZ— Application,  March  8,  1930,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  Nagle  Garages,  Inc.,  applicant  and 
lessee,  on  behalf  of  Postal  Bond  & 
Mortgage  Co.,  owner,  to  permit  in  a 
business  and  residence  use  district  the 
erection  and  maintenance,  for  a  tem¬ 
porary  period  of  two  years,  of  forty- 
five  (45)  individual  garages,  space 
rented  to  persons  not  residing  on  the 
premises;  premises  50  Nagle  avenue, 
Manhattan. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


OCTOBER  14,  1930,  2  P.  M. 

Petitions  for  Variations. 

6-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

115-30-S — 410  Lafayette  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

269-30-S — 735-739  East  9th  street,  Manhattan. 

650-29-S — 1573-1575  Gravesend  avenue,  Brooklyn. 
673-29-S — 345-353  Seventh  avenue,  Manhattan 
325-30-S— 225  West  39th  street,  Manhattan. 

352-30-S — 33-43  East  33rd  street,  Manhattan. 

357-30-S  100-116  King  street,  341-361  Hudson  street  and 
91-109  Charlton  street,  Manhattan. 
376-30-S — 40  East  12th  street,  Manhattan. 

378-30-S — 110  West  14th  street,  Manhattan. 

302-30-S — 26  West  47th  street,  Manhattan. 

306-30-S — 151-153  West  19th  street,  Manhattan. 

311-30-S — 64  Nassau  street,  Manhattan. 

344-30-S — 16-20  West  32nd  street,  Manhattan. 

283-30-S — 1413  Fifth  avenue,  Manhattan. 

338-30-S — 42-48  East  20th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

518-29-SA — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  21,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

101-30-BZ. 

APPLICANT— Ludwig  Hanauer,  for  Read  Properties,  Tnc., 
owner. 

PREMISES — 100  Northern  avenue  and  851  West  181st 
street,  northwest  corner,  Manhattan. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use. 

457-30-BZ. 

APPLICANT — Frank  Caraccia,  owner. 

PREMISES — Southwest  corner  of  Hylan  boulevard  and 
Barclay  avenue,  Annadale,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


21,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  o 
the  following  matters : 

cal.  no.  243-28-BZ — Application,  March  21,  1928,  under  sec 
tion  21  of  the  building  zone  resolutior 
of  McCooey  &  Conroy,  applicants,  o: 
behalf  of  Essanarr  Garage  Corp.,  ownei 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  ser 
vice  station  (previously  withdrawn) 
premises  2489-2505  Atlantic  avenue  am 
1790-1810  East  New  York  avenue 
Brooklyn. 


288-30-BZ. 

APPLICANT — Louis  E.  Drago,  for  Carnela  Esposito, 
owner. 

PREMISES — 16-22  Park  avenue  and  74  Navy  street,  south¬ 
west  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  ten  (10)  one-car  garages  and,  also,  the 
installation  of  a  gasoline  service  station. 


OCTOBER  21,  1930,  10  A.  M. 


Appeals  from  Administrative  Orders. 


339-30- A — 42-48  East  20th  street,  Manhattan. 

193-30-A— 701-827  East  14th  street  and  700-820  East  15th 
street,  Alanhattan. 

336- 30-A— 1-17  Cooper  square  (3  Astor  place),  Manhattan. 

337- 30-A— 41-55  Cooper  square,  2-14  East  7th  street  and 

201-209  East  6th  street,  Manhattan. 
572-30-A — 852-858  56th  street,  Brooklyn. 

462-30-A — Pier  No.  2,  Erie  Basin,  Foot  of  Columbia  street, 
Brooklyn. 

465-30-A — 7725  New  Utrecht  avenue,  northwest  corner  of 


78th  street, 

401- 30-A— 18-16  21st  drive, 

Queens. 

402- 30-A — 18-18  21st  drive, 

Queens. 

403- 30-A— 18-22  21st  drive, 

Queens. 

404- 30-A — 18-24  21st  drive, 

Queens. 

405- 30-A — 18-26  21st  drive, 

Queens. 

406- 30-A — 18-28  21st  drive, 

Queens. 

407- 30-A — 18-32  21st  drive, 

Queens. 

408- 30-A — 18-36  21st  drive, 

Queens. 

409- 30-A — 18-38  21st  drive, 

Queens. 

410- 30-A — 18-40  21st  drive, 

Queens. 

411- 30-A — 18-44  21st  drive, 

Queens. 

412- 30-A— 18-46  21st  drive, 

Queens. 

413- 30-A—  18-48  21st  drive, 

Queens. 

414- 30-A — 18-52  21st  drive, 

Queens. 


Brooklyn. 

Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Lone  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 
Long  Island  City,  Borough  of 


Building  Zone  Applications. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 


cal.  no.  466-29-BZ— Application,  July  12,  1929,  under  sec 
tion  21  of  the  building  zone  resolutior 
of  John  J.  Dunnigan,  applicant,  on  be 
half  of  Grand  Boulevard  and  ConcourS' 
Co.,  .  owner,  to  permit  in  a  resident 
district,  extending  from  a  business  dis 
trict,  the  alteration  and  change  of  occu 
pancy  of  the  first  story  from  resident 
to  business  (store)  purposes;  premise' 
1403  Grand  concourse  and  167-183  Eas' 
170th  street,  northwest  corner,  Th< 
Bronx.  *  < 

cal.  no.  218-30-BZ — Application,  March  28,  1930,  undei 
section  21  of  the  building  zone  resolu 
tion,  of  Euell  &  Euell,  applicants,  or 
behalf  of  Benjamin  Kaplan,  owner,  t( 
permit  in  a  business  district  the  erectior 
and  maintenance  of  a  poultry  slaughter 
house ;  premises  228-232  Evergreen  ave¬ 
nue,  west  side,  65  ft.  north  of  Harl 
street,  Brooklyn. 

cal.  no.  340-30-BZ — Application,  Alay  21,  1930.  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  William  Shary,  applicant,  on  behalf 
of  Florence  V.  Harwin,  owner,  to  per¬ 
mit  in  a  business  district  the  erectior 
and  maintenance  of  a  gasoline  service 
station ;  premises  1853  Boston  road  and 
943  East  176th  street,  northwest  corner, 
The  Bronx. 

cal.  no.  375-30-BZ — Application,  June  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  John  iM.  Fox,  owner,  to  per¬ 
mit  in  a  business  district  the  conversion 
of  occupancy  from  a  paint  shop  to  a 
motor  vehicle  repair  shop ;  premises  622 
Herkimer  street,  south  side,  25  ft.  east 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  393-30-BZ — Application,  June  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  The  New  York  Central  Railroad  Co., 
applicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a  build¬ 
ing  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  127-135  Marble  Hill 
avenue  (Kingsbridge  avenue)  and  175- 
181  West  228th  street,  Manhattan. 

*  I 

cal.  no.  268-28-BZ — Application,  March  27,  1928;  reopened 
September  16,  1930,  under  section  7g 
of  the  building  zone  resolution,  of  Wil¬ 
liam  Richter,  applicant,  on  behalf  of 
Henry  C.  Behrens,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
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more  than  five  (5)  motor  vehicles  • .  ( 

(previously  denied);  premises  878-886  sde  ^  lQ1st  avenue,  40  ft.  east  of  121st 

Gravesend  avenue,  west  side,  160  ft.  street,  bouth  Ozone  Park,  Borough  of 

south  of  Avenue  F,  Brooklyn.  Queens. 


HENRY  L.  CONNELL, 
Temporary  Chairman. 


i 


OCTOBER  21,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

-30-A— 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

-30-A— 27-33  West  23rd  street  and  8-12  West  24th 
street,  Manhattan. 

Building  Zone  Applications. 

;OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
and  appeals  of  a  public  hearing  under  the  provisions 
ic  building  zone  resolution,  Tuesday  afternoon,  October 
930,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
following  matters: 

no.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

no.  217-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

no.  319-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Theodore  R.  Ridder,  applicant,  on 
behalf  of  Louis  Ridder,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  31-01  Newtown  avenue 
and  28-25  31st  street,  northeast  corner, 
Long  Island  City,  Borough  of  Queens. 

vo.  106-30-BZ— Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

ro.  731-29-BZ— Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 


wv-ais-ttL  Application,  April  3,  1928,  under  sec- 
tldn.  °f  the  building  zone  resolution, 
ku  ir'  RrOS™-ter  Redmond,  applicant,  on 
bekalf  °f  ■  Tll!es  &  Haves,  Inc.,  owner, 
and  Morris  Liebson,  lessee,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied)  ;  premises  109-57  to 
J99'®5  206th  street,  southeast  corner  of 
Hollis  avenue,  Bellaire,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


TUESDAY,  OCTOBER  28,  1930,  AT  2  P.  M. 

399-30-BZ.  Building  Zone  Cases. 

Richter>  for  Sadie  Hartwig,  owner 

PREMISES— 2808-2818  86th  street  and  2279-2285  West  8th 

a  ppT  TrSATmMUthea,st  corner’  Brooklyn- 

APPLICATION,^  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

504-30-BZ. 

A  P  P  L 1  CANT— Ed  ward  P.  Doyle,  for  Borden’s  Farm 
Products  Co.,  Inc.,  owner. 

REMISES— 443-447  Madison  street,  north  side,  345  ft.  east 
appitcatTom015  Tnue’  Brooklyn- 

ADULATION  under  sections  7e  and  21  of  the  building 
zone  resolution,  b 

TO  PERMIT  in  a  business  use  district  the  alteration  and 
conversion  of  a  stable  into  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 


•  vvv. 


Appeals  from  Administrative  Orders. 

2«p1n'A~^?;4l6^r€enwich  street’  Manhattan. 

282-30-A— 1413  Fifth  avenue,  Manhattan. 

470-30-A— 279-283  Broadway  and  57  R^ade  street,  Man¬ 
hattan. 

475-30- A  Southeast  corner  of  Wilbur  avenue  and  Suns- 
wick  street,  Long  Island  City,  Borough  of 
Queens. 

477- 30-A— Rear  of  188  Schofield  street,  City  Island,  The 

Bronx. 

478- 30-A— South  side  of  West  177th  street  and  Harlem 

River,  The  Bronx. 

Building  Zone  Application 

ard^nP  IS,  HEREBY  GIVEN  by  the  board  of  stand- 
k  -trPea  S  °f  3  pu,b  lc  heann&  under  the  provisions 

28  mo5 at  io  Tl  reS°’ Utlon-  Tuesday  morning  October 

£  Swing  maS  R°°m  IM3'  Munid»al  °» 

cal.  no.  679-29-BZ  Application,  November  20  1929  •  re¬ 
opened  March  4,  1930,  under  sections 
J.  and  21  of  the  building  zone  resolu- 
mn,  of  E.  W  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp. 
owner, _  to  permit  in  a  residence  district’ 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi- 
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ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


OCTOBER  28,  1930,  2  P.  M. 

Petitions  for  Variations. 

371-30-S — 305-313  East  47th  street,  Manhattan. 

397-30-S — 981  Morris  Park  avenue,  northeast  corner  of 
Radcliff  avenue,  The  Bronx. 

415-30-S — 42  West  15th  street,  Manhattan. 

441- 30-S — 66-68  Hope  street,  Brooklyn. 

442- 30-S — 41  East  21st  street,  Manhattan. 

448- 30-S — 2595-2597  Third  avenue,  The  Bronx. 

449- 30-S — 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 

ough  of  Queens. 

459-30-S — 25-33  West  45th  street,  Manhattan. 

771-28-S — 558  Madison  avenue,  Manhattan. 

842-28-S — 35-39  West  35th  street,  Manhattan. 

335-30-S — 12  East  48th  street,  Manhattan. 


NOVEMBER  5,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

246-30-A — 125-135  Greene  street,  Brooklyn. 

342-30-A — 146  Wooster  street,  Manhattan. 

334-30-A— 117-125  West  14th  street  and  118-128  West  15th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  No¬ 
vember  5,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters: 

cal.  no.  118-29-BZ — Application,  February  25,  1929,  under 
sections  6,  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns, 
applicant,  substituted  for  William  F. 
Doyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied — remitted  to 
the  board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan. 

cal.  no.  155-30-BZ — Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmtnd  Hill,  Borough 
of  Queens. 

cal.  no.  318-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Maurice  Greenberg, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
441-451  89th  street  and  8814-8824  Fifth 
avenue,  northwest  corner,  Brooklyn. 


■  ■  M 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  un-r 
section  21  of  the  building  zone  rest  - 
tion,  of  McCooey  &  Conroy,  applicaijj 
on  behalf  of  Charles  Bennett,  owner, a 
permit  in  a  residence  district  the  er- 
tion  and  maintenance  of  a  garage  q 
the  storage  of  more  than  five  (5)  mor 
vehicles;  premises  483-503  Femme 
street,  north  side,  100  ft.  west  1 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  321-30-BZ — Application,  May  9,  1930,  under  s- 
tion  21  of  the  building  zone  resoluti  , 
of  McCooey  &  Conroy,  applicants,  i. 
behalf  of  Consolidated  Associates,  Ii , 
owner,  to  permit  in  a  business  distrt 
the  erection  and  maintenance  of  a  ga  - 
line  service  station;  premises  northwt 
corner  of  Union  turnpike  and  Pars<; 
boulevard,  Jamaica,  Borough  of  Queel] 

HENRY  L.  CONNELL,  \ 
Temporary  Chairman 


NOVEMBER  5,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan.  11 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southe;; 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

177-30-A — 600-602  West  28th  street  and  269-275  11th  a\ 
nue,  southwest  corner,  Manhattan. 

110-30-A — 43-49  West  22nd  street  and  56-62  West  23 
street,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  stre 

Manhattan. 

95- 30- A — 141  West  42nd  street  and  138-142  West  43 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  Nt 
street,  Manhattan.  ;j 

Building  Zone  Application. 

NOIICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Wednesday  afternoon,  N 
vember  5,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Buib 
ing,  on  the  following  matter : 

cal.  no.  160-30-BZ— Application,  March  5,  1930,  under  se 
tions  7e  and  21  of  the  building  zoi 
resolution,  of  James  J.  Millman,  app! 
cant,  on  behalf  of  Camen  Holding  Cor] 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  garai 
for  the  storage  of  more  than  five  (i 
motor  vehicles  and,  also,  a  gasoline  se 
vice  station;  premises  676-684  Warwii 
street,  878-888  Livonia  avenue  and  71, 
729  New  Lots  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


NOVEMBER  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

471-30-A — 10-14  East  12th  street,  Manhattan. 

472-30-A — 2746  Myrtle  avenue,  southwest  corner  of  Alpha 
place,  Brooklyn. 
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j73-30-A — 1114  Liberty  avenue,  southwest  corner  of  Lin¬ 
coln  avenue,  Brooklyn. 

74-30-A — 140  Westchester  avenue,  The  Bronx. 

14-30-A — 1288-1290  Myrtle  avenue,  Brooklyn. 

17-30- A — 250-264  West  57th  street,  956-962  Eighth  avenue 
and  1767  Broadway,  Manhattan. 

73-30-A — 80  Grove  street  and  139-141  Washington  place, 
northeast  corner,  Manhattan. 


NOVEMBER  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

385-30-S — 125-127  Fifth  avenue,  Manhattan. 

400-30-S — 38  East  9th  street,  Manhattan. 

444-30-S — 120-126  East  131st  street,  Manhattan. 

476-30-S — Rear  of  188  Schofield  street,  City  Island,  The 
Bronx. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  7,  1930. 

[Present:  Temporary  Chairman  Connell,  Commissioners 
olland  and  Guilfoyle  and  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
lesday  morning,  September  30,  1930,  and  the  minutes  of 
e  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
ptember  30,  1930,  were  approved  as  printed  in  Bulletin 
,3.  40,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

-30-A. 

PPELLANT — Henry  J.  Nurick,  for  J.  Rosenberg,  owner. 
JBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

DEMISES  AFFECTED — 1288-1290  Myrtle  avenue, 
Brooklyn. 

P  PEAR  AN  CES — 

For  Appellant:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  over  to  November  11,  1930,  at 
10  a.  m.,  on  written  request. 


2-30-A. 

PPELLANT — Carter,  Ledyard  &  Milburn,  for  Joseph  F. 
Stillman,  Charles  Riker  and  Delancey  Nicoll, 
against  277  Madison  Avenue  Corp.,  owner. 

JBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  Revocation  of  Permit  N.  B.  174-30 
issued  by  the  superintendent  of  buildings. 

REMISES  AFFECTED — 273-277  Madison  avenue  and  22- 
26  East  40th  street,  southeast  corner,  Manhattan. 
PPEAR  AN  CES — 

For  Appellant :  L.  E.  Dawson. 

For  Owner :  Kenneth  C.  Johnson. 

CTION  OF  BOARD — Laid  over  to  October  14,  1930,  at 
10  a.  m.,  for  board  to  examine  new  plans  filed.  Final 
disposition. 

;3-30-A. 

•PPELLANT — Samuel  Rosenblum,  for  53rd  Street  &  Fifth 
Avenue  Realty  Co.,  owner. 

SBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED — 681  Fifth  avenue,  Manhattan. 

PPEARANCES— None. 

CTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


278-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Worth,  Inc.,  lessee. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED — 43-45  West  34th  street  and  64 
West  35th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  for  full  vote  of  board; 
no  date  set. 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell  and 


Commissioners  Holland  and  Guilfoyle .  3 

Negative:  Chief  Kenlon .  i 

Absent  .  o 


207-30-A. 

APPELLANT— Julius  Eckmann,  for  Improved  New  York 
Properties,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  tenement  house 
commissioner. 

PREMISES  AFFECTED— 252  West  93rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(207-30-A) 

Whereas,  Julius  Eckmann,  for  Improved  New  York  Prop¬ 
erties,  Inc.,  owner,  filed,  March  20,  1930,  an  appeal  from  a 
decision  of  the  tenement  house  commissioner,  affecting  prem¬ 
ises  252  West  93rd  street,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  March  1,  1930  (Plan  Alt.  No.  1025-29), 
reads : 

“The  plans  and  specifications  submitted  by  you  for 
the  ALTERATION  of  ONE  MULTIPLE  DWELL¬ 
ING  located  at  252  West  93rd  Street,  Manhattan,  have 
been  disapproved  this  day  for  the  following  reasons: 

“1.  Objection  not  removed.  Proposed  kindergarten  is 
in  a  residence  district.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  19  ft.  by  80  ft.  in  area  at  the  first  story  and  19  ft. 
by  50  ft.  above;  located  in  a  residence  use  district  under 
the  building  zone  resolution  and  occupied :  cellar,  storage ; 
1st  story,  kindergarten,  20  persons^  2nd,  3rd,  4th  and  5th 
stories,  bachelor  apartments ;  means  of  EGRESS  from  the 
first  story  consisting  of  a  doorway  to  public  hall,  doorway 
to  an  office  at  the  rear  and  doorway  to  yard ;  and 


803 


MINUTES 


Whereas,  the  appellant  contends  that  this  kindergarten 
is  analagous  in  use  to  a  public  school  and  kindergarten  in 
connection  with  public  school ;  that  the  occupancy  is  quite 
limited,  not  exceeding  twenty  children ;  that  these  children 
are  kept  on  the  ground  floor  only  in  inclement  weather, 
otherwise  they  are  taken  out  under  the  supervision  of  the 
teachers;  that  it  makes  no  difference  to  the  property  owners 
of  the  district  whether  the  school  is  under  the  auspices  of 
the  city  or  of  a  private  owner,  and  that  a  kindergarten  is 
a  permitted  use  in  a  residence  district;  and 

Whereas,  no  one  appeared  when  this  case  was  called. 
Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


77-30-A. 


APPELLANT — Mount  Sinai  Hospital,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — 1190  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Theodore  S.  Tenney. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  . 4 

Absent  .  0 

THE  RESOLUTION— 


(77-30-A) 

Whereas,  Mount  Sinai  Hospital,  owner,  filed,  February 
3,  1930,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  1190  Fifth  avenue,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  10,  1930  (Order  No.  54914-LC),  reads: 

“1.  Remove  or  cut  off  the  refrigerating  system  from 
the  building  or  parts  of  the  building,  by  unpierced  fire¬ 
proof  construction,  as  per  Section  219  (f)  of  Chapter 
10,  Code  of  Ordinances. 

“2.  Provide  adequate  window  area  or  mechanical 
means  for  ventilating  the  refrigerating  machinery  room 
in  accordance  with  the  requirements  of  Section  220-2- (d) 
of  Chapter  10,  Code  of  Ordinances. 

“3.  Provide  an  emergency  control  switch  for  the 
electrically  operated  refrigerating  system,  and  locate 
same  easily  accessible  outside  the  refrigerating  machinery 
room  as  per  Section  221-2- (a)  of  Chapter  10,  Code  of 
Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  five  stories,  basement 
and  cellar  in  height,  103  ft.  by  49  ft.;  OCCUPIED  by  a 
group  of  buildings  constituting  the  Mount  Sinai  Hospital ; 
EQUIPPED  with  a  standpipe  system;  and 

Whereas,  the  appellant  contends  that  due  to  the  erection 
of  a  new  building  on  Fifth  avenue,  in  connection  with  the 
Mount  Sinai  Hospital  group,  additional  refrigeration  will 
be  required,  necessitating  additions  to  the  central  refrig¬ 
erating  plant  referred  to  by  the  order ;  that  to  carry  out 
Items  1,  2  and  3  would  represent  a  hardship  and  a  waste 
of  charity  funds,  and  that,  in  view  of  the  contemplated  addi¬ 
tions  to  the  plant  within  a  short  time,  asks  that  the  order 
be  held  in  abeyance,  pending  the  completion  of  plans,  at 
which  time  all  requirements  will  be  complied  with ;  and 

Whereas,  the  board  deemed  that  inasmuch  as  the  premises 
is  occupied  as  a  hospital,  the  appellant  was  not  entitled  to 
relief  from  the  order. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


330-30-A. 

APPELLANT — Sherman.  Ribman  &  Goldring,  for  Wissner 
&  Sons,  Inc.,  owner. 


SUBJECT — Appeal  from  an  order  and  a  decision  of  tht 
fire  commissioner. 

PREMISES  AFFECTED — 1072-1092  Atlantic  avenue 
Brooklvn. 

APPEARANCES— 

For  Appellant:  Benjamin  C.  Ribman,  Charles  Ei 
Wissner  and  Michael  Marlow. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenllon  .  d 

Negative  .  (9 

Absent  .  (1 


THE  RESOLUTION— 

(330-30-A) 

Whereas,  Sherman,  Ribman  &  Goldring,  for  Wissner  & 
Sons,  Inc.,  owner,  filed,  May  15,  1930,  an  appeal  from  arl 
order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  1072-1092  Atlantic  avenue.  Borough  of  Brooklyn 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  4,  1930  (Order  No.  70002-F),  reads: 

“1.  Install  a  standpipe  system  not  less  than  4"  in 
diameter  in  accordance  with  the  Rules  of  the  Board  of \ 
Standards  and  Appeals.  Sections  580-581,  Chapter  5. 
Code  of  Ordinances.”; 
and 

Whereas,  the  decision  of  the  fire  commisioner,  rendered 
May  7,  1930,  reads: 

‘‘In  response  to  your  request  for  a  reissuance  of  order 
70002-F  issued  against  the  above  premises  so  that  you 
may  make  your  appeal  within  the  20  days’  time  limit,  I 
beg  to  advise  you  that  the  Fire  Commissioner  will  not 
rescind  any  order  and  reissue  the  same  for  that  pur¬ 
pose.”  ; 

and 

Whereas,  the  building  is  non-fi reproof,  five  stories  (68  ft. 
8  in.)  in  height,  165  ft.  by  40  ft.  and  95  ft.,  irregular,  about 
14,000  sq.  ft.  in  area  at  first  story  and  12,500  sq.  ft.  in  area 
above;  OCCLTPIED  for  the  manufacture  of  pianos,  not  more 
than  eleven  persons  to  a  story ;  and 

Whereas,  the  appellant  has  filed  drawings  showing  the 
building  separated  into  two  floor  areas  by  a  brick  wall,  an 
elevator  shaft  and  stair  hall  used  in  common  and  having 
fireproof,  'self-closing  doors  opening  to  each  floor  area  ex¬ 
cept  at  first  story,  where  the  two  floor  areas  are  separated 
by  a  driveway  leading  from  street  to  rear  yard  court;  the 
largest  floor  area  is  about  9,000  sq.  ft.;  and 

Whereas,  the  appellant  claims  the  entire  building  is 
equipped  with  a  sprinkler  system  ;  that  the  westerly  floor  area 
is  also  provided  with  a  -standpipe  system;  furthermore,  the 
appellant  proposes  to  provide  an  additional  fireproof,  self¬ 
closing  door  to  the  opening  from  first  story  to  driveway  ai 
entrance  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  east  building  and  the  west 
building  shall  be  separated  by  a  masonry  wall  extending  to- 
at  least  3  ft.  above  the  roof ;  that  any  openings  existing 
leading  to  the  common  stairway  and  elevator  enclosure  shall 
be  equipped  with  kalamein  doors  on  both  sides,  one  door 
at  each  opening;  that  both  buildings  shall  be  equipped  with 
an  approved  two-source  wet  sprinkler  system,  and  granted. 
only  as  long  as  the  two  buildings  remain  in  one  ownership, 
and  on  the  further  condition  that  the  buildings  shall  not  be 
increased  in  height  or  area. 


290-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer- 
^  ing  Co.,  for  The  Peelle  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 
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PREMISES  AFFECTED — 43-65  Stewart  avenue,  Brook¬ 
lyn. 

APPEARANCES — 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

iCTION  OF  BOARD — Appeal  granted  on  condition 
'HE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Negative  .  0 

Absent  . ’  q 

|  HE  RESOLUTION— 

(290-30-A) 

•Whereas,  Croker  National  Fire  Prevention  Engineering 
o.,  for  The  Peelle  Co.,  Inc.,  owner,  filed,  April  26,  1930, 
1  appeal  from  an  order  and  a  decision  of  the  fire  commis- 
oner,  affecting  premises  43-65  Stewart  avenue,  Borough 
:  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jan- 
iry  11,  1930  (Order  No.  68660-F),  reads: 

1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and 
Appeals.  Sections  580  and  581,  Chap.  5,  Code  of 
Ordinances.” ; 
td  t 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
pril  24,  1930,  reads : 

“Re :  Premises  45-65  Stewart  Ave.,  Bklyn. 

“Dear  Sirs : 

“In  response  to  your  request,  I  regret  to  inform  you 
that  the  Fire  Commissioner  will  not  rescind  any  order 
and  reissue  the  same  order  so  that  you  may  make  your 
appeal  within  the  20  days’  time  limit. 

“However,  I  have  been  informed  that  the  Board  of 
Appeals  will  accept  a  letter  from  this  Department  as  a 
basis  for  an  appeal  and  I  am  forwarding  this  letter 
which  will  certify  to  the  fact  that  order  No.  68660-F 
was  issued  against  the  above  premises  on  Januarv  11 
1930,  reading : 

Install  an  approved  standpipe  system  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals. 
Sec.  580-581,  Chap.  10,  Code  of  Ordinances.’”; 

i 

Whereas,  the  building  is  non-fireproof,  one  and  partly 
0  stories  (25  ft.  8  in.)  in  height,  342  ft.  9  in.  by  197  ft. 

, in-,  irregular,  approximately  33,000  sq.  ft.  in  area ; 
CCUPIED :  1st  story,  manufacture  of  fireproof  doors  and 
d  work,  120  persons;  2nd  story,  offices,  20  persons;  and 
Whereas,  appellant  contends  that  the  building  is  low  in 
ght ,  that  it  is  open  on  two  sides ;  equipped  throughout 
;h  a  sprinkler  system,  with  central  office,  waterflow  alarm, 

I  requests  the  omission  of  the  required  standpipe  system. 
Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
tnted  on  condition  that  the  building  shall  be  equipped 
h  approved  sprinkler  system ;  that  the  main,  from  which 

standpipe  supply  is  derived,  mav  be  fed  one  way; 
t  the  pressure  at  the  street  level  shall  be  not  less  than 
pounds :  that  such  other  fire-fighting  appliances  as  shall  be 
■roved  by  the  fire  commissioner  shall  be  installed;  that 
building .  shall  be.  not  increased  in  height  or  area  and 

II  pe  maintained  in  single  tenancy  and  occupancy,  and 
nted  only  so  long  as  the  present  use  and  occupancy  shall 
lain  substantially  unchanged. 

-30- A. 

PELLANT — Croker  National  Fire  Prevention  Engineer- 
Co.,  for  Chesebrough  Building  Co.,  owner. 
[BJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

EMISES  AFFEC  TED — 21-24  State  street,  southeast 
corner  of  Bridge  street.  Manhattan. 


APPEARANCES— 


For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
1HE  VOTE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 
Kenlon 
Negative  . 

Absent  . . . 


THE  RESOLUTION— 

(326-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Chesebrough  Building  Co.,  owner,  filed,  May  12, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  21-24  State  street,  Borough 
of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
5,  1929  (Order  No.  60969-F),  reads: 

1.  Arrange  the  standpipe  system  to  comply  with  the 
rules  of  the  Board  of  Standards  and  Appeals,  and  Sec. 

l80"/-58^’  5,  Code  of  Ordinances,  and  comply  with 

the  following  orders : 

“(a)  Raise  gravity  tank  20  feet  above  top  story  hose 
outlet. 

“(b)  Provide  a  reserve  of  3500  gallons  for  standpipe 
system.” ;  y 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  1,  1930,  reads : 

“This  will  reply  to  your  letter  of  April  28th,  1930,  in 
which  you  state  you  have  been  retained  by  the  owners  to 
file  an  appeal  with  the  Board  of  Standards  and  Appeals 
in  connection  with  violation  No.  60969-F,  but  the  Board 
has  refused  to  accept  this  case  due  to  the  fact  that  more 
than  20  days  have  elapsed  since  the  issuance  of  the 
order,  requesting  rescindment  of  same  and  reissuance 
of  a  later  date. 

.  “Your  request  to  rescind  order  No.  60969-F  and  re¬ 
issue  same  must  be  denied”; 
and 


vv^keas  me  DUimmg  „  UWove  siones  in 

10^  3?4  in.  by  93  ft.  9*4  in.,  irregular  in  depth; 

VJL.L.UFIHD  for  office  purposes;  not  more  than  ninety-three 
persons  to  a  story,  except  the  tenth  story,  of  130  persons  • 
one  living  apartment  on  the  twelfth  story;  and 

Vhereas,  the  appellant  claims  the  building’  was  originally 
erected  in  1899,  eleven  stories  in  height,  equipped  with  a 
standpipe  system  fed  from  a  3,500-gallon  roof  tank  the  bot¬ 
tom  of  which  is  6  ft.  5  in.  above  the  hose  outlet  of  the 
eleventh  story,  the  house  supply  pipe  is  also  connected  at  the 

111  *be  roof  tank  was  enclosed  by  constructing  an 
additional  (twelfth)  story;  and 

Whereas  the  appellant  proposes  to  arrange  the  pipe  con¬ 
nection  of  the  house  supply  line  with  the  tank  so  as  to  re¬ 
serve  2,000  gallons  solely  for  the  standpipe  system ;  to  pro¬ 
vide  additional  fire  extinguishers;  furthermore,  the  appellant 
contends  the  building  will  then  be  provided  with  adequate 
fire  protection. 


jxcsoivea,  tnat  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  .  the  appeal  be  and  it  hereby  is 
granted  as  to  Item  1,  subdivision  (a),  of  Order  No  60969-F 
on  condition  that  the  twelfth  story  now  used  as  living'quar- 
ters  shall  not  be  increased  in  height  or  area  and  that  the 
said  twelfth  story  shall  be  reserved  exclusively  for  living 
quarters ,  that  the  building  itself  shall  not  be  increased  in 
height  or  area,  and  granted  as  to  Item  1,  subdivision  (b)  of 
the  same  order,  on  condition  that  the  three  buildings  Nos 
21-24  State  street,  13-17  Pearl  street  and  15-19  Bridge  street 
shall  remain  in  one  ownership,  with  three  gravity  tanks,  one 
oeatcd  on  the  roof  of  each  building,  cross-connected  at 
cellar  level,  and  with  a  reserve  of  2,000  gallons  for  standpipe 
supply  maintained  in  each  tank,  and  that  the  standpipe  system 
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shall  conform  with  the  rules  of  the  board  of  standards  and 
appeals  in  all  other  respects. 


BUILDING  ZONE  CASES. 

118-29-BZ. 

APPLICANT — David  J.  Comyns,  substituted  for  William 
F.  Doyle,  for  All  White  Wet  Wash  Laundry  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  alteration  and  extension  of  an  existing 
laundry  building.  (Previously  denied;  remitted  to 
board  for  reconsideration  by  order  of  court.) 

PREMISES  AFFECTED— 46  West  98th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  David  J.  Comyns. 

For  Opposition :  Sidney  F.  Katz,  J.  Freiberger, 
Harold  Flatto,  David  L.  Chasal  and  George  Lion 
Cohn. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
10  a.  m.,  on  request  of  applicant. 


155-30-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  John  Sifferlen, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Rockaway 
boulevard  and  114th  street,  Richmond  Hill,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  E.  I.  Rubenstein. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


166-30-BZ. 

APPLICANT — Nagle  Garages,  Inc.,  for  Postal  Bond  & 
Mortgage  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  and  residence  use 
district  the  erection  and  maintenance,  for  a  tem¬ 
porary  period  of  two  (2)  years,  of  forty-five  (45) 
individual  garages,  space  rented  to  persons  not  re¬ 
siding  on  the  premises. 

PREMISES  AFFECTED — 50  Nagle  avenue,  Manhattan. 
APPEARANCES—  i 

For  Applicant:  Albert  Adams. 

For  Opposition :  Charles  B.  Meyers,  John  F.  Keating 
and  William  J.  Duffy. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1930,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 

318-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Maurice  Greenberg, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 441-451  89th  street  and  8814- 
8824  Fifth  avenue,  northwest  corner,  Brooklvn. 
APPEARANCES— 

For  Applicant :  Abraham  Raff. 

For  Opposition:  Edmund  McCarthy. 


ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
10  a.  m.,  on  request  of  attorney  for  objectors,  appli¬ 
cant’s  attorney  concurring. 


414-20-BZ. 

APPLICANT— J.  R.  Ashley. 

SUBJECT — Application  for  reopening — extension  of  tem¬ 
porary  permit — re  Application  (decision  of  the}] 
superintendent  of  buildings),  to  permit  on  a  plot 
of  ground  in  a  residence  district  the  erection  and 
maintenance  for  a  temporary  period  of  eighty  in¬ 
dividual  garages  to  be  rented  to  persons  not  residing 
on  the  premises. 

PREMISES  AFFECTED — Southeast  corner  of  186th  street 
and  Laurel  Hill  terrace,  Manhattan. 
APPEARANCES— 

For  Applicant :  James  R.  Ashley. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  for  full  vote  of  board; 
no  date  set. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil- 

foyle  and  Chief  Kenlon .  31 

Negative:  Temporary  Chairman  Connell .  1 

Absent  .  0 


277-30-BZ. 


APPLICANT — Peter  Reilly,  for  Mary  A.  Reilly,  owner. 
SUBJECT — Aplication  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station.  1  1 
PREMISES  AFFECTED — East  side  of  Farmers  avenue, 
51.36  ft.  north  of  Everitt  avenue,  St.  Albans,  Bor-' 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  Reilly  and  Francis  Reilly. 

For  Opposition :  Irving  H.  Lurie. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0( 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4; 

.  0 


Absent 


THE  RESOLUTION— 


(277-30-BZ) 

Whereas,  Peter  Reilly,  for  Mary  A.  Reilly,  owner,  filed, 
April  22,  1930,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a  gasoline 
service  station ;  premises  east  side  of  Farmers  avenue,  50.36_ 
ft.  north  of  Everitt  avenue,  St.  Albans,  Borough  of  Queens: 
and 

Whereas,  a  public  hearing  -was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
October  7,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Farmers  avenue  is  in  a  business 
district ;  Everitt  avenue  is  in  a  residence  district ;  Baisley 
boulevard  is  in  a  business  district,  and  Central  avenue  is  in 
a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  14,  1930  (re  Plan  No.  N.  B.  1483-1930), 
reads :  j  | 

“1.  The  proposed  structure  for  use  as  a  part  of  a. 
gasoline  service  station  within  a  Business  District  and 
extending  into  a  Residence  District  is  contrary  to  Article 
2,  Section  3  &  4  of  the  Zone  Law.”; 

and 

Whereas,  it  is  proposed  to  erect  an  office,  20  ft.  by  20  ft,, 
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iary  four  550-gallon  tanks,  erect  four  pumps  and  construct 
jur  grease  pits  for  the  purpose  of  conducting  a  gasoline 
irvice  station  upon  a  lot  located  100  ft.  in  a  business  district 
id  about  5  ft.  in  a  residence  district;  and 
Whereas,  the  board  deems  that  applicant  did  not  sub- 
antiate  his  basis  of  appeal  brought  under  section  21  of  the 
hiding  zone  resolution. 

\  Resolved,  that  the  decision  of  the  superintendent  of  build- 
igs  Ik*  and  it  hereby  is  affirmed ,  and  the  application  be  and 
hereby  is  denied. 


2-30-BZ. 

PPL1CAN  1 — Max  Siegel  and  George  H.  Levy,  for  Ga¬ 
briel  Adler,  lessee  (21-year  lease). 

Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district, 
the  erection  and  maintenance  of  a  business  building 
(stores). 

DEMISES  AFFECTED — 2434-2440  Creston  avenue,  east 
side,  65.14  ft.  south  of  East  188th  street,  The 
Bronx. 

PPEARANCES — 

For  Applicant :  >Max  Siegel. 

For  Opposition:  Louis  Sanders. 

A  ION  OF  BOARD — Application  granted  on  condition. 
IE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Negative  . o 

Absent  . '  ’  ]  0 

IE  RESOLUTION— 

(392-30-BZ) 

A  hereas.  Max  Siegel  and  George  H.  Levy,  for  Gabriel 
Her,  lessee  (21 -year  lease),  filed,  June  11,  1930,  an  applica- 
n,  under  the  building  zone  resolution,  to  permit,  partly 
a  business  district  and  partly  in  a  residence  district,  the 
'  etion  and  maintenance  of  a  business  building  (stores)  ; 
•mises  2434-2440  Creston  avenue,  east  side,  65.14  ft.  south 
East  188th  street,  Borough  of  The  Bronx;  and 
•V HEREAS,  a  public  hearing  was  held  on  this  application  by 
I  board  of  standards  and  appeals,  at  its  regular  meeting, 
tober  7,  1930,  after  due  notice  by  publication  in  the 
lletin  of  the  Board  of  Standards  and  Appeals;  and 
Vhereas,  the  use  district  maps  accompanying  the  building 
le  resolution  show  that  East  188th  street  is  in  a  business 
trict  and  Creston  avenue  is  in  a  residence  district;  and 
Vhereas,  the  decision  of  the  superintendent  of  buildings 
dered  May  10,  1930  (re  N.  B.  App.  No.  344-1930),’ 
ids : 

“1.  Erection  of  building  to  be  occupied  for  business 
uses  on  plot  partly  in  business  district  and  partly  in 


residence  district  is  contrary  to  provisions  of  Building 
Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  77.53  ft. ;  to  be  occupied  as  a  business  building 
(stores)  ;  an  irregular  portion  of  the  southerly  part  of  the 
plot  having  a  frontage  of  approximately  15  ft.  on  Creston 
avenue  is  in  the  residence  district;  the  remainder  of  the 
plot,  having  a  frontage  of  approximately  35  ft.,  is  in  the 
business  district;  and 

\\  hereas,  the  board  is  empowered,  under  the  provisions 
ot  section  7,  subdivision  b,  of  the  building  zone  resolution, 
to  grant  in  its  discretion  a  variation  of  the  law  under  such 
circumstances  as  described  in  this  application;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
leliei  under  section  21  of  the  building  zone  resolution. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  in  so  far  as  it 
affects  the  first  story,  for  its  use  as  stores,  on  condition 
t  lat  any  store  erected  within  the  residence  portion  of  the 
property  will  be  restricted  to  mercantile  stores  or  shops  or 
executive  offices,  and  that  no  store  shall  be  used  as  a  fish  or 
meat  market  or  delicatessen  store;  that  there  shall  be  no 
advertising  signs  of  any  nature  or  description  within  the 
residence  portion  of  the  property  except  fixed  letters  on  the 
plate  glass  show  windows  of  the  store  front;  that  there 
shall  be  no  merchandise  exposed  or  displayed  outside  the 
building  line  within  the  residence  use  portion  of  premises* 
that  all  permits  required  shall  be  obtained  within  six  months 
and  all  work  involved  completed  within  one  year  from  the 
date  of  this  action. 


AREA  FIXED. 

(614-30-BZ) 

he  temporary  chairman  presented  and  read  a  communica¬ 
tion  from  William  Richter,  requesting  the  board  to  fix  an 
area  deemed  affected  and  within  which  to  obtain  consents 
to  permit,  partly  in  a  business  district  and  partly  in  a  resi- 
<Ience  district,  the  alteration  and  reconstruction  of  a  factory 
building  into  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  596-600  Coney  Island  avenue  and 
237-241  East  9th  street,  Borough  of  Brooklyn. 

The  following  area  was  approved: 

Both  sides  of  Coney  Island  avenue,  also  both  sides  of 
.hast  9th  street,  from  Avenue  C  to  Beverly  road  *  both 
sides  of  Lewis  place,  also  both  sides  of  Matthews  place, 
from  Coney  Island  avenue  to  a  point  100  ft.  east  of 
Coney  Island  avenue. 


Adjourned  1.15  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  7,  1930. 
resent :  Temporary  Chairman  Connell,  Commissioners 
l land  and  Guilfoyle  and  Deputy  Chief  McElligott. 


P PEALS  FROM  ADMINISTRATIVE  ORDERS. 
30-A. 

PF.LLANT — Greenpoint  Metallic  Bed  Co.,  Inc.,  lessee. 
BJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

iiMISES  AFFECTED — 125-135  Greene  street,  Brook¬ 
lyn. 


APPEARANCES— 

For  Appellant:  Arthur  Morris. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC1ION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
10  a.  m.,  on  request  of  appellant. 


339-30-A. 

APPELLANT — Byrne  &  Bowman,  for  H.  W.  G.  Corp., 
owner. 


SUBJECT  -Appeal  from  orders  of  the  fire  commissioner 
PREMISES  AFFECTED— 42-48  East  20th  street,  Man¬ 
hattan. 
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MINUTES 


APPEARANCES— 

For  Appellant :  Louis  Resnick. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  21,  1930,  at 
10  a.  m.,  on  request  of  appellant. 


APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Endiel  Realty  &  Development  Corp., 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  ,  r 

PREMISES  AFFECTED— 146  Wooster  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
10  a.  m.,  pending  information  from  fire  department. 


APPELLANT— Armory  Board,  for  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 117-125  West  14th  street  and 
118-128  West  15th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Lawrence  D.  Meehan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
10  a.  m.,  to  submit  new  plans. 


347-30-A.  ^ 

APPELLANT— Byrne  &  Bowman,  for  H.  W.  G.  Corp., 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  ,  , 

PREMISES  AFFECTED— 23  East  20th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Louis  Resnick. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  ® 


PREMISES  AFFECTED— East  side  of  City  Island  ave¬ 
nue,  between  Bridge  and  Southerland  avenues,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(343-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Estate  of  Mrs.  Rose  Freund,  owner,  filed,  May  21, 
1930,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  east  side  of  City  Island  avenue,  between 
Bridge  and  Southerland  avenues,  Borough  of  The  Bronx; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
8,  1930  (Order  No.  75339-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  with 
necessary  check  valves  and  2l/i  inch  regulation  Fire 
Department  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2V2  inch  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  of  frame  construction,  three 
stories  (34  ft.  6  in.)  in  height,  162  ft.  11  in.  by  98  ft., 
about  12,500  sq.  ft.  in  area  at  first  story ;  37  ft.  2  in.  by 
79  ft.  2  in.,  about  2,900  sq.  ft.  in  area  above;  OCCUPIED 
as  a  roadside  inn :  1st  story,  dance  hall  and  inn,  80  persons ; 
2nd  and  3rd  stories,  vacant;  and 

Whereas,  the  appellant  claims  the  two  upper  stories  are 
of  small  floor  area  and  are  not  used,  for  all  practical  pur¬ 
poses  the  building  is  a  one-story  building  having  less  than 
15,000  sq.  ft.  floor  area  where  standpipes  are  not  required; 
furthermore,  the  appellant  contends  the  building  faces  two 
streets  and  open  on  all  sides. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  occupancy  shall  be  confined  to 
the  first  story  only,  and  that  the  occupancy  shall  be  a  use 
permitted  by  the  superintendent  of  buildings  in  conformity 
with  the  building  code,  and  the  building  shall  not  be  in¬ 
creased  in  height  or  area.  J 


305-30- A. 

APPELLANT— Samuel  Rosenblum,  for  Charles  Kaye 
Realty  Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— 30-32  West  21st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  for  a  full  vote  of  board; 
no  date  set. 

THE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell  and 


Commissioners  Holland  and  Guilfoyle .  3 

Negative:  Deputy  Chief  McElligott .  1 

Absent  .  A 


343-30-A. 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Estate  of  Rose  Freund,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


265-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Rubin  Brothers  Manufacturing  Co., 
owner.  I 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 225  Moore  street,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(265-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 


MINUTES 


'o.,  for  Rubin  Brothers  Manufacturing  Co.,  owner,  filed, 
April  15,  1930,  an  appeal  from  an  order  and  a  decision  of 
tie  fire  commissioner,  affecting  premises  225  Moore  street, 
«ong  Island  City,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
ember  18,  1929  (Order  No.  63483-F),  reads: 

“1.  Install  a  standpipe  system  not  less  than  4"  in 
diameter  as  per  plan  4530-28  filed  with  and  approved  by 
this  Department.  Section  580  and  581,  Chapter  5,  Code 
of  Ordinances  and  the  rules  of  the  Board  of  Standards 
and  Appeals.”; 
nd 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
vpril  11,  1930,  reads: 

“In  reply  to  yours  of  March  6th,  relative  to  the  re¬ 
quirements  of  order  No.  63483-F,  issued  against  the 
above  premises  and  reading: 

“  ‘Install  a  standpipe  system  not  less  than  4"  in 
j  diameter  as  per  plan  4530-2  filed  with  and  approved  by 

,  this  department  Sec.  580  and  581,  Chapter  5,  Code  of 

Ordinances  and  the  rules  of  the  Board  of  Standards 
and  Appeals.’ 

“I  beg  to  advise  you  that  the  premises  in  question 
exceed  45'  in  height  also  that  the  sprinkler  system  in- 
t  stalled  therein  has  not  been  approved  by  this  department 
for  the  reason  that  no  plans  have  been  filed  and  no  test 
held  on  the  sprinkler  system  in  question.  In  either  case 
you  may  readily  see  that  the  order  as  issued  is  applicable 
and  must  be  complied  with.”; 
id 

,  Whereas,  the  building  is  fireproof,  four  stories  (50  ft. 
4  in.)  in  height,  180  ft.  by  90  ft.,  irregular,  approximately 
J,000  sq.  ft.  in  area;  OCCUPIED:  cellar,  boiler  room,  2 
arsons;  1st  story,  office,  shipping,  packing,  lasting,  60  per¬ 
ms;  2nd  story,  shoemaking  room,  105  persons;  3rd  story, 
itting  felt  and  leather,  80  persons ;  4th  story,  shoemaking, 
>0  persons  ;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
ith  a  two-source  sprinkler  system  fed  from  a  6-inch  con¬ 
ation  to  the  city  main  and,  also,  a  15,000-gallon  gravity 
nk;  that  there  is  installed  in  the  building  a  4-inch  standpipe 
■stem  which  is  fed  from  a  4-inch  connection  to  the  city 
ain  in  which  there  is  a  pressure  of  40  pounds,  and  con- 
nds,  further,  that  the  standpipe  system  conforms  in  all 
aspects  with  the  rules,  excepting  as  to  the  tank  on  the 
>of,  and  requests  the  acceptance  of  the  existing  standpipe 
■stem. 

I  Resolved,  that  the  order  of  the  fire  commissioner  'be  and 
hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 

’nied. 


0-30-A. 

PPELLANT — Edward  P.  Doyle,  for  Hoffman  Estate, 
owner. 

UBJECT — Appeal  from  orders  of  the  fire  commissioner. 
REMISES  AFFECTED — 47-65  West  42nd  street  and 
1100  Sixth  avenue,  northeast  corner,  Manhattan 
PPEAR ANCES — 

For  Appellant:  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de- 
,  partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 

(210-30-A) 

Whereas,  Edward  P.  Doyle,  for  Hoffman  Estate,  owner, 
ed,  March  24,  1930,  an  appeal  from  orders  of  the  fire  com- 
ssioner,  affecting  premises  47-65  West  42nd  street  and 
00  Sixth  avenue,  northeast  comer,  Borough  of  Manhat- 

i;  and 


Whereas,  the  order  of  the  fire  commissioner,  dated  March 
19,  1930,  reads : 

“Re:  premises  55  W.  42nd  St.,  N.  Y.  C. 

“A  search  of  our  records  indicates  that  the  follow¬ 
ing  orders  are  pending  against  the  above  premises: 
“Order  No.  58975-LF,  issued  June  27,  1929. 

“1-  Provide  pressure  reducers  on  all  hose  outlet  valves 
in  the  standpipe  system  where  the  pressure  exceeds  50 
lbs.  per  square  inch. 

2.  Paint  Siamese  outlet  for  standpipe  a  fire  depart¬ 
ment  red.  Sec.  580,  581,  Art.  28,  Ch.  5,  Code  of  Or¬ 
dinances  and  the  rules  of  the  Board  of  Standards  and 
Appeals. 

“Order  No.  58974-LF,  issued  June  27,  1929. 

“1.  Provide  36  ten  quart  water  buckets  on  each  of 
the  2nd  to  15th  story  or  6  approved  2J^  gallon  liquid  fire 
extinguishers ;  or  6  approved  bucket  tanks  containing  six 
buckets,  and  12  ten  quart  water  buckets  in  cellar  or  2 
approved  2l/2  gallon  liquid  fire  extinguishers  or  2  ap¬ 
proved  bucket  tanks  containing  six  buckets. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION 

“By  (SGD.)  PETER  C.  SPENCE,  Chief.” 
and 

Whereas,  the  building,  facing  on  two  street  fronts,  is  of 
non-fireproof  and  fireproof  construction,  fifteen  stories  (150 
ft.)  in  height,  208  ft.  by  100  ft.  5  in.  in  area;  OCCUPIED: 
1st  story,  stores,  150  persons ;  upper  stories,  offices,  100  per¬ 
sons  per  story ;  and 

Whereas,  appellant  contends  that  the  existing  standpipe 
system  jvas  approved  by  the  fire  department  on  February 
25,  1927 ;  that  when  it  was  approved  the  standpipe  rules 
permitted  a  maximum  pressure  of  80  pounds  at  the  hose 
outlet  and  that  pressure  reducing  (80  pounds)  valves  were 
installed  on  the  second  and  basement  stories  of  the  building, 
there  being  no  outlet  on  the  first  story;  that  a  compliance 
with  the  present  standpipe  rules  would  require  pressure  re¬ 
ducing  (50  pounds)  valves  on  all  stories  below  the  eighth 
story;  contends,  further,  that  there  will  be  provided  two  (2) 
fire  extinguishers  on  the  second  to  fifteenth  stories,  inclusive, 
and  requests  the  acceptance  of  existing  conditions  as  to  the 
fire  extinguishers  and  the  standpipe  system. 

Resolved ,  that  the  order  of  the  fire  commissioner,  No. 
58975-LF,  be  and  it  hereby  is  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted,  as  to  Item  1,  on  condition  that  all 
floors  up.  to  and  including  the  sixth,  .shall  be  equipped  with 
the  required  pressure  reducing  valves,  set  to  50  pounds 
pressure,  and  only  so  long  as  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  denied  as  to  Item  2,  Order  No. 
58975-LF,  and  Item  1,  Order  No.  58974-LF. 


252-30- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Rockwell’s  Bakery,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 332-336  East  75th  street,  Man¬ 
hattan, 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . 0 

Absent  .  n 

THE  RESOLUTION—  . 

(252-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Rockwell’s  Bakery,  owner,  filed,  April  9,  1930,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commissioner 
affecting  premises  332-336  East  75th  street,  Borough  of 
Manhattan;  and 
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\\  hereas,  the  order  of  the  fire  commissioner,  dated  Jan¬ 
uary  11,  1929,  reads: 

“Order  No.  47167-LC: 

“Referring  to  your  application  for  a  permit  to  main¬ 
tain  a  non-storage  garage  at  the  above  address,  please 
-be  advised  that  it  will  be  necessary  for  you  to  comply 
with  the  following  before  such  permit  may  be  issued: 

“2.  Separate  boiler  from  remainder  of  building  by 
unpierced  wall  of  solid  masonry  at  least  8  inches  in 
thickness.  Entrance  to  boiler  room  to  be  from  exterior 
of  building  only.  Chapter  10,  Section  159-1,  Code  of 
Ordinances.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  3,  1930,  reads  : 

“On  January  11,  1929,  we  sent  you  order  47167-LC 
containing  five  items  relative  to  your  non-storage  garage 
and  up  to  the  present  time  this  order  has  not  been  com¬ 
plied  with.  It  will  therefore  be  necessary  for  you  to 
forthwith  remove  all  motor  vehicles  containing  gasoline 
in  their  fuel  tanks  from  the  premises  until  the  necessary 
permit  has  been  granted. 

“If  we  do  not  hear  from  you  within  ten  days  that 
this  order  has  been  complied  with,  it  will  be  necessary 
for  us  to  turn  this  matter  over  to  our  Legal  Division 
for  prompt  attention. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION 

“By  (S)  Peter  C.  Spence,  Chief.” 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  75  ft.  by  111  ft.  4  in.  in  area;  OCCUPIED  as  a 
bakery :  basement,  baking  and  boiler  room,  25  persons ;  1st 
story,  shipping,  receiving  and  garage  for  five  (delivery) 
motor  vehicles,  30  persons ;  2nd  story,  office,  mixing  and 
machine  shop,  12  persons ;  3rd  story,  storage  of  raw  materials, 
no  occupants ;  and 

Whereas,  appellant  contends  that  at  present  there  is  a 
corrugated  iron  partition  separating  the  boiler  room  from  the 
rest  of  the  premises  and  proposes  to  replace  this  partition 
with  an  8-inch  brick  wall  and  proposes  to  provide  in  this 
wall  a  fireproof  door,  and  requests  the  acceptance  of  this 
fireproof  door  instead  of  having  this  wall  unpierced,  con¬ 
tending  that  the  required  unpierced  wall  is  impracticable  in 
the  conduct  of  the  business. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  47167-LC,  on  condition  that  the 
boiler  room  shall  be  separated  from  the  balance  of  the  cellar 
by  an  unpierced  wall,  with  the  exception  of  one  opening, 
to  be  provided  with  self-closing,  fireproof  door;  that  all 
trucks  for  the  loading  or  unloading  of  material  made  on  the 
premises  shall  be  confined  to  the  first  story,  and  that  the 
stairway  leading  from  the  first  story  to  the  lower  story 
shall  'be  enclosed  with  fire-resisting  material,  with  self- 
closing,  fireproof  door  at  opening,  and  that  the  building  shall 
not  be  increased  in  height  or  area. 


261-30-A. 


APPELLANT— F  W.  Kirch,  for  Kirch-, Marsh  Co.,  lessee. 
oUbJltLi  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 433-439  East  8th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Appellant:  F.  W.  Kirch. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

1  HE  VOTE — 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deoutv 

Chief  McElligott . . .  ... 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(261-30-A) 

Whereas,  F.  W.  Kirch,  for  Kirch-Marsh  Co.,  lessee,  file 
April  14,  1930,  an  appeal  from  an  order  and  a  decision 
uic  fire  commissioner,  affecting  premises  433-439  East  8 
street,  Borough  of  Manhattan;  and 

W  hereas,  the  order  of  the  fire  commissioner,  dated  D 
cember  l4,  1929  (Order  No.  67182-F),  reads: 

“1.  Replace  the  missing  shutters  with  proper  ire 
shutters  or  approved  fireproof  windows  at  all  openinj 
in  the  exterior  wall  above  1st  story  which  are  distant 
a  direct  line  less  than  30'  from  any  opening  in  any  othi 
building  and  not  in  the  same  plane  with  said  openinj 
and  which  are  not  more  than  50'  above  a  neighborir 
roof  at  North  side  of  building  or  other  approved  protei 
tion.  as  per  Section  375,  Article  18,  Chapter  5,  Codec 
Ordinances.” ; 
and 

W  hereas,  the  decision  of  the  fire  commissioner,  rendere 
March  24,  1930,  reads: 

“Re  Premises  433-439  East  8th  St.,  Man. 

“In  response  to  your  request,  I  regret  to  inform  yo 
that  the  Fire  Commissioner  will  not  rescind  any  ord< 
and  reissue  the  same  order  so  that  you  may  make  appe: 
within  the  twenty  days  time  limit. 

“However,  I  have  been  informed  that  the  Board  o 
Appeals  will  accept  a  letter  from  this  department  as 
basis  for  an  appeal  and  I  am  forwarding  this  letter  whic 
will  certify  to  the  fact  that  Order  No.  67182  was  issue 
against  the  above  premises  on  December  14,  1929,  read¬ 
ing: 

“Replace  the  missing  shutters  with  proper  iron  shutter 
or  approved  fireproof  windows  at  all  openings  in  th 
exterior  wall  above  the  first  story  which  are  distant  in  ; 
direct  line  less  than  30  feet  from  anv  opening  in  an 
other  building  and  not  in  the  same  plane  with  said  open 
mgs  and  which  are  not  more  than  50  feet  above  i 
neighboring  roof  at  north  side  of  the  building,  or  othe 
approved  protection  as  per  Section  375,  Article  18,  Chap 
ter  5,  of  the  Code  of  Ordinances.” ; 

and 

Whereas,  the  building,  separated  into  two  sections  by  s 
party  wall  with  unprotected  openings  therein,  is  non-fireproof 
four  stories  in  height,  87  ft.  4  in.  by  93  ft.  11  in.  in  are: 
oti  first  story  and  87  ft.  4  in.  by  74  ft.  11  in.  in  area  above 
OCCUPIED:  1st  story,  storage  of  veneer  boards,  2  persons 
2nd  story,  storage  of  veneer  boards  and  office,  3  persons; 
3rd  and  4th  stories,  storage  of  veneer  boards,  no  occupancy; 
and 

Whereas,  there  are  twelve  windows  in  the  rear  wall  on  all 
stories  above  the  first  story  within  50  ft.  of  the  roof  of  the 
first  story  rear  extension  or  the  roof  of  a  one-story  shed; 
(vacant)  at  rear;  and 

.  W  hereas,.  appellant  contends  that  there  is  no  boiler  room, 
m  the  premises  and  that  the  property  at  rear  is  open  and 
vacant. 

.  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal, 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the. 
roof  over  the  extension  to  the  building,  437-439  and  433-435, 
on  condition  that  the  ceiling  shall  be  constructed  of  fire- 
retarding  material  in  accordance  with  the  rules  of  the  board 
of  standards  and  appeals ;  that  any  opening  in  the  roof  of 
extensions  be  equipped  with  skylights  with  metal  frame 
glazed  with  wire  glass,  and  granted  as  regards  the  exposure 
from  the  fireproof  roof  of  the  boiler  house  adjoining  to  the 
east,  and  denied  in  all  other  respects. 


258-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Estate  of  Charles  E.  Johnson,  owner. 
SUBJEC1  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 120-126  West  36th  street,  111 
West  35th  street  and  1333  Broadway,  Manhattan. 
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I 


’PEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  iMaher  of  fire  de¬ 
partment. 

1  ION  OF  BOARD — Appeal  granted  on  condition. 

IE  VOTE— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  0 


:iE  RESOLUTION— 

(258-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
,  for  Estate  of  Charles  E.  Johnson,  owner,  filed,  April 
i  1930,  an  appeal  from  an  order  and  a  decision  of  the 
:  commissioner,  affecting  premises  120-126  West  36th 
?et.  111  West  35th  street  and  1333  Broadway,  Borough  of 
f  nhattan ;  and 

whereas,  the  order  of  the  fire  commissioner,  dated  No- 
iber  25,  1929,  reads: 

!  “Order  No.  66227-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot- 
1  tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Section  581,  Code  of  Or¬ 
dinances  and  Rule  91  of  the  Board  of  Standards  and 
1  Appeals.”; 

|Vhereas,  the  decision  of  the  fire  commissioner,  rendered 
rch  29,  1930,  reads : 

“Re:  Premises  111  West  35th  St.  and  120-6  West  36th 
1  Street,  Man. 

,  “This  will  reply  to  your  letter  of  March  25,  1930,  in 
which  you  state  that  you  have  been  retained  by  the 
i  owners  to  appeal  to  the  Board  of  Standards  and  Appeals 
in  connection  with  order  66227-F,  but  the  Board  has  re- 
■  fused  to  accept  this  case  due  to  the  fact  that  twenty 
f  days  have  elapsed  since  the  issuance  of  the  order  and 
^  would  request  that  we  rescind  and  reissue  the  order  at  a 
later  date. 

“It  is  our  conclusion  that  your  request  to  rescind  and 
reissue  order  66227-F  must  be  denied. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION. 

“BY  (S)  PETER  C.  SPENCE,  CHIEF.” 

Whereas,  the  building  is  fireproof,  twelve  stories  (149  ft 
r)  in  height,  211  ft.  5 Vs  in.  by  207  ft.  1  in.  in  area; 
CUPIED :  cellar,  boiler  room,  showrooms,  storage,  sales 
r,  100  persons;  1st  story,  stores  and  sales  floor,  175 
50ns;  2nd  story,  showroom,  offices  and  store  room,  41 
sons;  3rd  story,  showroom  of  silks,  jobber  in  ladies’ 
ts,  55  persons ;  4th  story,  manufacture  of  infants’  wear, 
)er  in  coats  and  suits,  136  persons ;  5th  story,  sales  room 
stock  room  of  knitgoods,  45  persons;  6th  story,  manu¬ 
re  of  infants’  wear  and  showroom,  280  persons;  7th 
7,  manufacture  of  children’s  dresses,  jobbers  in  ladies’ 
:s,  135  persons:  8th  story,  sales  room  silks  and  manu- 
:ure  of  infants’  wear,  100  persons;  9th  story,  manufacture 
dresses,  hats  and  infants’  wear,  195  persons;  10th  story, 
krooni,  manufacture  of  infants’  wear  and  office,  100  per¬ 
il  1 1th  story,  manufacture  of  infants’  wear,  150  per- 
5;  12th  story,  manufacture  of  coats,  suits  and  infants’ 
r,  115  persons;  EQUIPPED  with  an  automatic  sprinkler 
em  and  a  standpipe  system;  the  bottom  of  the  10,000- 
on  gravity  tank  supplying  both  the  sprinkler  and  stand- 
;  systems,  as  well  as  the  house  supply,  being  located  6  ft. 
1.  above  the  top  story  outlets :  and 
/hereas,  appellant  proposes  to  connect  the  house  supply 
1  on  the  outside  of  the  tank  above  the  3,500-gallon  mark ; 
ends  that  there  is  almost  three  times  the  required  amount 
vater  in  the  gravity  tank,  and  in  view  of  the  protection 
rded  by  the  sprinkler  system  requests  the  acceptance  of 
ting  conditions  as  to  the  location  of  the  steel  gravity 


Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  equipped  with 
an  approved  two-source  wet  sprinkler  system;  that  there 
shall  be  installed  in  the  top  story  such  additional  fire-fighting 
appliances  as  shall  be  required  by  the  fire  department;  that 
the  hose  nozzle  on  the  top  story  hose  shall  be  not  more 
than  one-half-inch  bore;  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area,  and  that  the  standpipe  system 
otherwise  shall  conform  to  the  rules  in  all  respects. 


BUILDING  ZONE  CASES. 

39-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Charles  Bennett 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 483-503  Fenimore  street,  north 
side,  100  ft.  west  of  Brooklyn  avenue,  Brooklyn 
APPEARANCES— 

For  Applicant:  Paul  P.  Brennan. 

For  Opposition:  B.  F.  Asrelan  and  Harry  B.  Siegel 

ACTION  OF  BOARD — .Laid  over  to  November  5,  1930,  at 
10  a.  m.,  on  request  of  attorney  for  opposition, 
applicant  concurring. 


466-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grand  Boulevard  & 
Concourse  Co.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  from  resi¬ 
dence  to  business  (store)  purposes. 

PREMISES  AFFECTED — 1403  Grand  concourse  and  167- 
183  East  170th  street,  northwest  corner,  The  Bronx 
APPEARANCES— 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition:  Philip  Welling. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1930,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  board. 


321-30-BZ. 


APPLICANT — McCooey  &  Conroy,  for  Consolidated  Asso¬ 
ciates,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED — Northwest  corner  of  Union 
turnpike  and  Parsons  boulevard,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 


For  Applicant:  Paul  P.  Brennan. 

For  Opposition:  Joseph  C.  Katsh. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
10  a.  m„  on  request  of  attorney  for  opposition,  appli¬ 
cant  concurring. 


303-30-BZ. 

APPLICANT — Homack  Construction  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 117-01  Farmers  boulevard  and 
189-14  Foch  boulevard  (Central  avenue),  southeast 
corner,  St.  Albans,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Albert  J.  Burns. 

For  Opposition:  Fletcher  Martin. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


837-28-BZ. 

APPLICANT — J.  Nelson  Cooper,  for  Hahn  Brothers  Fire¬ 
proof  Warehouse,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  one  and 
one-half  times  height  district  and  “B”  area  district 
the  erection  and  maintenance  of  the  street  wall  of 
a  building  in  excess  of  the  height  permitted  under 
the  zone  resolution  and,  also,  the  maintenance  of  a 
rear  yard  of  less  area  than  required  under  the  zone 
resolution. 

PREMISES  AFFECTED — 120  West  107th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Paul  P.  Brennan. 

For  Opposition:  Edward  J.  Prest  and  I.  Tilden,  Jr. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  0 


202-30-BZ. 

APPLICANT — Rodman  Richardson,  for  Porter  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 220-06  Northern  boulevard  and 
45-05  220th  street,  southeast  corner,  Bayside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Rodman  Richardson  and  Daniel 


Campbell. 

For  Opposition :  Bryce  Rea. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . '. .  o 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott . .  4 

Absent  .  0 

THE  RESOLUTION— 

(202-30-BZ) 


Whereas,  Rodman  Richardson,  for  Porter  Holding  Corp., 
owner,  filed,  March  19,  1930,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  220-06  Northern  boulevard  and  45-05  220th  street, 
southeast  corner,  Bayside,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was* held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
October  7.  1930.  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  business 
district;  220th  street  is  in  a  residence  district;  220th  place 
is  in  a  residence  district,  and  Springfield  boulevard  is  in  a 
residence  district;  and 


Whereas,  the  decision  of  the  superintendent  of  buildinji  3 
rendered  March  19,  1930  (re  N.  B.  Plan  No.  952-193C  « 
reads : 

“The  erection  of  a  gasoline  station  in  a  business  d  a 
trict  is  contrary  to  Zone  Law.” ; 

and 

Whereas,  it  is  proposed  to  erect  an  office,  25  ft.  by  20  f:  1 
bury  four  550-gallon  tanks  and  erect  nine  pumps  upon  i| 
corner  lot,  100  ft.  by  95.82  ft.  in  area,  for  the  purpose  •  | 
conducting  a  gasoline  service  station  within  a  business  u 
district ;  and 

Whereas,  the  board  deemed  that  the  applicant  has  fail, 
to  substantiate  his  basis  of  appeal  under  section  21  of  tf  { 
building  zone  resolution  and  that  section  7,  subdivision  . 
does  not  apply  to  a  gasoline  station. 

Resolved,  that  the  decision  of  the  superintendent  of  buil 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  1  I 
and  it  hereby  is  denied. 


323-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Irene  E.  Moelle 
owner.  a 

SUBJECT — Application  (re  decision  of  the  superintende 
of  buildings),  under  section  21  of  the  building  zoi 
resolution,  to  permit  in  a  business  district  the  ere  1 
tion  and  maintenance  of  a  gasoline  service  statio  ; 
PREMISES  AFFECTED — 187-51  to  187-63  Hollis  avenu  . 
northwest  corner  of  190th  street  (Seminole  avenue 
Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Webster  J.  Oliver. 

For  Opposition :  John  T.  Duane,  Sarah  Farrell  anil 
Margaret  Carl. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  .  , 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Absent  . . . 

THE  RESOLUTION—  1 

(323-30-BZ) 

Whereas,  Webster  J.  Oliver,  substituted  for  William  I  j 
Doyle,  for  Irene  E.  Moeller,  owner,  filed,  May  9,  1930,  a, 
application,  under  the  building  zone  resolution,  to  permit 
in  a  .  business  district  the  erection  and  maintenance  of 
gasoline  service  station;  premises  187-51  to  187-63  Holli 
avenue,  northwest  corner  of  190th  street,  Hollis,  Borougl 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application! ’j 
by  the  board  of  standards  and  appeals,  at  its  regular  meet! 
ing,  October  7,  1930,  after  due  notice  by  publication  in  th. 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Weiereas,  the  use  district  maps  accompanying  the  buildinfJ 
zone  resolution  show  that  Hollis  avenue,  north  side,  is  in<| 
business  district;  Hollis  avenue,  south  side,  is  in  an  un 
restricted  district;  190th  street,  from  Hollis  avenue  to  : 
point  100  ft.  north  of  Woodhull  avenue,  is  in  a  busines: 
district;  190th  street,  from  a  point  100  ft.  north  of  Wood 
hull  avenue  to  a  point  100  ft.  south  of  Jamaica  avenue,  is  irj  j 
a  residence  district,  and  Woodhull  avenue  is  in  a  business  I 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings,  ' 
rendered  May  8,  1930  (re  N.  B.  1899-30),  reads: 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  article  2,  section  4a,  sub¬ 
division  46.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  156.12  ft.  on  Hollis  avenue,  58.24  ft.  on  190th 
street  and  a  distance  of  80.43  ft.  along  the  north  lot  line;* 
upon  the  southwest  comer  of  the  plot  there  is  an  existing 
one-story  building.  66  ft.  by  23.42  ft.  in  area,  occupied  as  an 
auto  service  station  and  showroom;  upon  the  remainder  of  the 
plot  it  is  proposed  to  erect  a  one-story  office  and  accessory 
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tore,  approximately  32  ft.  by  16  ft.  in  area,  and  to  install 
he  necessary  tanks  and  pumps  for  a  gasoline  service  sta- 

ion;  and 

Whereas,  the  board  deemed  that  applicant  has  failed  to 
ubstantiate  his  basis  of  appeal  brought  under  section  21  of 
he  building  zone  resolution  on  the  ground  of  practical  diffi- 
ulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
lgs  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
nd  it  hereby  is  denied. 


169-29-BZ. 

iPPLICANT — John  J.  Dunnigan,  for  Boro-Wide  Develop¬ 
ment  Corp.,  owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 
REMISES  AFFECTED — 2314-2328  Grand  concourse  and 
2317-2327  Ryer  avenue,  east  side  of  Grand  con¬ 
course,  147  ft.  north  of  East  183rd  street,  The 
Bronx. 

PPE ARANCES — 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

"CTION  OF  BOARD — Application  granted  on  condition. 

HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


(369-29-BZ) 

(Whereas,  John  J.  Dunnigan,  for  Boro-Wide  Develop¬ 
ed  Corp.,  owner,  filed,  May  28,  1929,  an  application,  under 
e  building  zone  resolution,  to  permit  in  a  residence  district 
e  erection  and  maintenance  of  a  business  building;  prem¬ 
ia  2314-2328  Grand  concourse  and  2317-2327  Ryer  avenue, 
st  side  of  Grand  concourse,  147  ft.  north  of  East  183rd 
•eet,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  regular  meet- 
g,  October  7,  1930,  after  due  notice  by  publication  in  the 
illetin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
He  resolution  show  that  Grand  concourse  is  in  a  residence 
etrict;  Ryer  avenue,  west  side,  is  in  a  residence  district; 
her  avenue,  east  side,  from  184th  street  to  a  point  100  ft. 
nth,  is  in  a  business  district;  Ryer  avenue,  east  side,  south 
c  a  point  100  ft.  south  of  184th  street,  is  in  a  residence 
strict,  and  183rd  street  is  in  a  residence  district;  and 
Vhereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  April  16,  1930  (re  App.  No.  N.  B.  740-1929), 
r  .ds  : 

“1.  Erection  of  proposed  apartment  house  with  store 
on  1st  floor  in  residence  district  is  contrary  to  provisions 
of  Building  Zone  Resolution.” ; 

i\ 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
nstruction,  six  stories  in  height,  with  a  frontage  of  125 
:  on  Grand  concourse,  125.87  ft.  on  Ryer  avenue  and  a 
Itance  of  125.41  ft.  along  the  south  lot  line;  to  be  occu- 
id  as  an  apartment  house  with  stores  on  the  first  story ; 

j! 

Whereas,  the  board  deemed  that  the  applicant  has  sub- 
ptiated  his  basis  of  appeal  and  is,  therefore,  entitled  to 
'  ef  under  section  21  of  the  building  zone  resolution, 
Ire  being  business  uses  on  both  north  and  south  sides  of 

perty. 

lesolved,  that  the  board  of  standards  and  appeals  does 
i  eby  make  a  variation  in  the  application  of  the  use  dis- 
tt  regulations  of  the  building  zone  resolution,  and  that 
application  be  and  it  hereby  is  granted,  only  so  far  as  it 
'cts  the  first  story,  Grand  concourse  side,  on  condition 


that  there  shall  be  erected  on  an  allowable  area  of  the  entire 
plot  a  six-story  tenement  house;  that  the  stores  shall  not 
exceed  a  depth  of  65  ft.;  that  the  rear  wall  of  the  stores 
shall  be  unpierced  with  the  exception  of  ventilating  windows 
tor  every  20  ft.  width  of  the  store  frontage,  the  sills  of 
which  shall  be  not- less  than  6  ft.  6  in.  above  the  floor  level; 
that  ^  the  entire  building  on  the  Ryer  avenue  side  and  the 
building  on  the  Concourse  side  above  the  first  story  shall 
be  devoted  to  conforming  uses;  that  there  shall  be  no  ad- 
\ertismg  signs  or  displays  of  any  nature  or  description, 
except  fixed  letters  on  the  plate  glass  show  windows  of  the 
store  front ;  that  there  shall  be  no  merchandise  displayed 
outside  of  the  building  line;  that  the  business  to  be  con¬ 
ducted  on  the  premises  shall  be  restricted  to  mercantile  stores 
or  shops  or  executive  offices,  prohibiting  fish  markets,  dcli- 
catessen  shops  or  meat  markets ;  that  all  permits  required 
shall  be  obtained  within  nine  months  and  any  work  involved 
completed  within  eighteen  months  from  the  date  of  this 
action. 


695-29-BZ. 

APPLICANT— Christopher  McGrath,  for  Hilvid  Realty 
Corp.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21). 

PREMISES  AFFECTED— Southwest  corner  of  Wilkinson 
avenue  and  Westchester  avenue,  The  Bronx 
APPEARANCES— 

For  Applicant :  Christopher  McGrath. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
1  HE  VOTE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . ”...  4 

Negative  .  0 

Absent  . o 

THE  RESOLUTION— 

(695-29-BZ) 

Whereas,  Christopher  McGrath,  for  Hilvid  Realty  Corp., 
owner,  filed,  December  3,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  denied  under  section  21)  ;  premises  southwest  corner 
of  Wilkinson  avenue  and  Westchester  avenue,  Borough  of 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  7,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Westchester  avenue  is  in  a  busi¬ 
ness  district;  Wilkinson  avenue  is  in  a  business  district; 
Hobart  avenue  is  in  a  residence  district;  East  194th  street 
is  in  a  residence  district,  and  Sands  place  is  in  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  11,  1929  (re  App.  N.  B.  2283-28),  reads: 

“1.  Erection  of  gasoline  service  station  inside  busi¬ 
ness  district  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  107.57  ft.  on  Westchester  avenue,  11.31  ft.  on 
Wilkinson  avenue  and  a  distance  of  137.97  ft.  along  the 
northwesterly  lot  line,  upon  which  it  is  proposed  to  erect 
a  one-story  office  and  accessory  store,  41  ft.  by  18  ft., 
irregular  in  area,  grease  racks  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station;  and 
Whereas,  the  board  deemed  that  the  basis  of  appeal  under 
section  7f  were  substantiated;  therefore,  the  applicant  is 
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MINUTES 


entitled  to  relief  under  section  21  for  a  temporary  period 
of  two  years. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  temporary 
period  of  two  years,  on  condition  that  a  concrete  curbing^  not 
less  than  12  in.  in  height  shall  be  erected  along  the  West¬ 
chester  avenue  and  Wilkinson  avenue  building  lines,  with  two 
openings  in  curbing  on  Westchester  avenue  not  more  than  12 
ft.  wide,  with  curb  cuts  directly  in  front  of  the  opening  not 
more  than  12  ft.  wide;  that  all  gasoline  pumps  shall  be 
located  10  ft.  back  of  the  building  line;  that  any  office  in¬ 
stalled  on  the  premises  shall  be  constructed  of  masonry  with 
Spanish  tile  or  variegated  slate  roofing;  that  the  office  shall 
be  irregular  in  shape,  approximately  34  ft.  on  one  leg  and 


41  ft.  on  the  opposite  leg;  that  there  shall  be  erected  or 
the  north  and  south  property  lines  a  lattice  fence  not  less, 
than  8  ft.  in  height;  that  all  advertising  signs  shall  tx 
confined  to  the  illuminated  globes  of  the  pumps ;  that  there 
shall  be  no  sale  of  gas  or  oil  outside  of  the  building  line; 
that  any  grease  racks  installed  on  the  premises  shall  be 
housed  in  masonry  construction  of  practically  the  same  de-‘ 
sign  as  the  office  and  showroom  with  arched  openings  in  the 
front  for  the  entrance  and  exit  of  cars ;  that  all  permits  re¬ 
quired  shall  be  obtained  within  six  months  and  any  work 
involved  completed  within  one  year  from  the  date  of  this 
action. 


Adjourned  6.15  p.  m.  I 

William  J.  O’Gorman,  Secretary, 


RULES 

SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  shall 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  comm<asioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises*  until  at  least  one  year  has  elapsed 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in: — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the ; 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on.;! 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein.,, 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 

commissioner  may  direct  are  installed.  ; 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion:  1 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re- 
ceotacles. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  Citv  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies .  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadwav  Price,  30c:  by  mail,  35c. 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


dopted  by  the  Board  of  Standards  and  Appeals  August 
0,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
ehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga- 
|?es,  motor  vehicle  repair  shops  and  all  selling  stations 
y  material  or  form  of  construction  shall  be  deemed 
e-retarding  within  the  meaning  of  §73,  subdivision  3, 
the  building  code,  that  resists  the  action  of  flame 
d  heat  when  subjected  to  a  continuous  fire  for  one 
ur  at  an  average  temperature  of  seventeen  hundred 
700)  degrees  Fahrenheit  without  the  passage  of  flame, 
d  with  a  maximum  temperature  rise  to  four  hundred’ 
00)  degrees  Fahrenheit  on  the  side  away  from  the 
••  The  point  at  which  the  temperature  of  transmitted 
.at  is  measured  shall  be  protected  from  external  air 
d  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
nstruction,  the  area  under  test  shall  be  not  less  than 

*  hundred  (100)  square  feet  and  least  dimension 
ill  be  not  less  than  nine  (9)  feet.  When  in  the  form 
floor  construction,  the  area  under  test  shall  be  not 
s  than  two  hundred  (200)  square  feet  and  the  least 
nension  shall  be  not  less  than  fourteen  (14)  feet. 
During  the  fire,  the  floor  construction  shall  support 

*  live  load  for  which  it  is  designed,  and  after  the  fire 
ill  safely  sustain  twice  the  designed  live  load  with  a 
ximum  deflection  of  not  more  than  one  two-hun- 
-*dth  (1/200)  part  of  the  span. 

?ule  2.  Wood  Joisted  Floor  Construction.  Wood 
,5ted  floor  construction  shall  be  accepted  as  fire-re¬ 
ding  construction  in  non-fireproof  buildings  used  as 
rages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
bs  when  the  beams  are  protected  on  the  upper  and 
per  sides  with  the  fire-retarding  materials  specified 
rules  for  floor  and  ceiling  coverings, 
the  covering  of  the  upper  sides  of  wood  floor  beams 
r joisted  floor  construction  in  non-fireproof  buildings 
d  as  garages,  motor  vehicle  repaii  shops  or  oil  sell- 
i  stations 

iule  3.  Floor  Covering.  Any  one  of  the  following 
fms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (?4)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2/4)  inches  of  1:2J4:5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  (Y)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2j4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 

’  without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 

:  1917.) 

ule  4.  Ceiling  Covering.  Any  one  of  the  following 
ins  of  construction  shall  be  accepted  as  fire-retarding 
i  the  covering  of  the  undersides  of  wood  floor  beams 
oisted  floor  construction  in  non-fireproof  buildings 
il  as  garages,  motor  vehicle  repair  shops  or  oil  sell- 
1  stations: 

:  .  (a)  One-half  (Yi)  inch  plaster  boards,  or  three- 
eighths  04)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
•with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (Y)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the.  beams,  when  spaced  not  more  than 
sixteen  (16)  inches  on  centers,  or  nailed  to  furring 


naT;  W!?en  thC  fl°°r  beams  are  more  than  sixteen 
inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
d  plastered  with  Portland  cement  mortar  at  least 
three-quarters  ($4)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  m  non-hreprooi  buildings  used  as  garages  motor 
vehicle  repair  shops  or  oil  selling  stations  shafl  be  a,- 
tached  to  wood  floor  beams  and  girders  in  such  manner 

anH^ii113111^1^311  a‘r  Space  betvveen  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat.  "  J  “ 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 

lr*Zd™\S  pasl  through  tioors  shall  be  fitted 

with  metal  thimbles  and  made  watertight  for  a  height 
ot  three  (3)  inches  above  the  floor. 

•  Kule  l'  Colum,ns-  A11  structural  posts  and  columns 
u  "°"-hreProot  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci- 
hed  for  ceiling  coverings  in  these  rules,  or  with  any  of 
e  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

.  Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  ot  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-nreproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  tor  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  1. 16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (yA)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (%)  inch  wood  sheathing, 
one-half  (J4)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 

than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (%)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  inch  asbestos 

boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No. 

28  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gaug* 

sheet  metal  with  one  inch  lapped  seams. 
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THIRD  QUARTERLY  REPORT 


City  of  New  York 
Board  of  Standards  and  Appeals 


MUNICIPAL  BUILDING 


Hon.  James  J.  Walker, 
Mayor,  New  York  City. 


October  14,  1930. 


Sir : — 

I  have  the  honor  to  submit  for  your  information  the  Third  Quarterly  report  of  the  Board  of  Standards  and 
Appeals,  for  the  quarter  ending  September  30,  1930,  which  is  set  forth  as  follows : 


CASES  FILED  AND  PENDING,  1930 


FILED  1930 

A 

BZ 

s 

SA 

SR 

M’L 

T’L 

GR.T’L 

JANUARY  . 

..  30 

29 

15 

2 

0 

35 

in 

Restored  . 

0 

8 

2 

0 

0 

0 

10 

121 

FEBRUARY  . 

..  37 

21 

21 

0 

0 

42 

121 

Restored  . 

1 

1 

4 

1 

0 

0 

7 

128 

MARCH  . 

. .  28 

28 

18 

3 

0 

37 

114 

Restored  . 

0 

3 

0 

0 

0 

0 

3 

117 

APRIL  . 

..  30 

17 

20 

2 

0 

37 

106 

Restored  . 

0 

1 

1 

1 

0 

0 

3 

109 

MAY  . 

. .  28 

10 

21 

6 

1 

24 

90 

Restored  . 

0 

1 

0 

0 

1 

0 

2 

92 

JUNE  . 

..  55 

21 

15 

4 

0 

28 

123 

Restored  . 

0 

1 

0 

0 

1 

0 

2 

125 

JULY  . 

. .  41 

11 

10 

2 

0 

66 

130 

Restored  . 

1 

5 

0 

0 

0 

0 

6 

136 

AUGUST  . 

. .  17 

13 

10 

2 

0 

0 

42 

Restored  . 

0 

0 

0 

0 

0 

0 

0 

42 

SEPTEMBER  .... 

. .  19 

16 

8 

3 

0 

47 

93 

Restored  . 

0 

4 

4 

0 

0 

0 

8 

101 

TOTAL  . 

..  287 

190 

149 

26 

3 

316 

971 

971 

PENDING,  1929.. 

..  114 

163 

34 

81 

0 

0 

392 

392 

GRAND  TOTAL  . 

..  401 

353 

183 

107 

3 

316 

1,363 

1,363 

DISPOSITION 

1930 

TANUARY  . 

. .  24 

42 

18 

1 

0 

35 

120 

FEBRUARY  . 

..  24 

25 

12 

3 

0 

42 

106 

MARCH  . 

. .  25 

30 

13 

5 

0 

37 

110 

336 

APRIL  . 

. .  26 

55 

17 

6 

0 

37 

141 

MAY  . 

. .  20 

27 

18 

4 

0 

24 

93 

TUNE  . 

. .  16 

29 

12 

2 

1 

28 

88 

322 

IULY  . 

. .  20 

25 

8 

7 

0 

66 

126 

AUGUST  . 

0 

0 

0 

0 

0 

0 

0 

SEPTEMBER  .... 

. .  15 

19 

21 

3 

0 

47 

105 

231 

TOTAL  . 

..  170 

252 

119 

31 

1 

316 

889 

889 

PENDING 

SEPT.  30,  1930.. 

..  231 

101 

64 

76 

2 

0 

474 

474 

Code:  A — Appeals  from  Administrative  Orders.  BZ— Applications  under  Building  Zone  Resolution.  S — Petitions  for  Variations  of 

Labor  Law.  SA — Petitions  for  Approval  of  Appliances.  SR — Petitions  for  Adoption  of  Rules.  M’L — Miscellaneous  Docket. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
eiven  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


l-lJ^-3  Mix,  1  oounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2tA-5  Mix,  ft  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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THIRD  quarterly  report 

SUMMARY. 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  October  1,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

iequests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

■^quests  for  mechanical  installations . 

equests  for  approval  of  plans . 

dministrative  requests . 

equests  for  interpretation . . . 

Total  . 

isposed  of . 

ises  pending  September  30,  1930 . 


DISPOSITION  OF  CASES. 

392  Withdrawn  . 

Dismissed . 

Denied  . 

614  Granted  . 

Granted  on  condition . 

Appliances  approved . 

41  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . //// 

Miscellaneous  Actions. 

170  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

11  Requests  to  amend  granted . 

Requests  to  amend  denied . 

37  Requests  for  modification  granted . ' . 

Requests  for  modification  denied . 

1  Requests  to  rescind  granted . 

Requests  to  rescind  denied . .///’’’’/ 

62  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

4  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . /  * '  * "  ’ 

32  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . ’ 

Administrative  requests  denied  or  withdrawn.'/. 

0  Interpretations  . 

Requests  withdrawn  or  dismissed . '  ’  * 

1363  Total  . . 

889 

474 


135 
21 

136 
1 

248 

26 

5 

1 

0 


140 

24 

10 

1 

27 

9 

1 

0 

61 

1 

4 

0 

0 

0 

31 

0 

0 

0 

0 

7 

889 


MONEYS  RECEIVED 


tbscription  to  Bulletin . 

1st.  Quar. 
$365.00 

1  07 

2nd  QUAR. 

JULY 

$75.00 

20.75 

AUG. 

$37.50 

SEPT. 

$62.50 

GR.  T’L. 

sh  Sales . 

spolU.OU 

$  750.50 

Total  Amount  (Paid  to  Chamberlain).. 

1  11.00 

13.60 

18.30 

291.27 

$491.97 

$422.15 

$95.75 

$51.10 

$80.80 

$1,041.77 

|  WILLIAM  J.  O’GORMAN,  Secretary. 

HENRI  L,  CONNELL,  Temporary  Chairman. 

APPLIANCES 


APPROVED  FIRE  LINE  HOSE  VALVES 


PE  A— 150  LBS.  WATER  WORKING  PRESSURE 
ay  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


jrbanks  Company .  81-20-SA 

lworth  Company .  899-27-SA 

B.  C.  Fire  Prevention  Mfg.  Co..  Inc .  1307-27-SA 

ker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

n  Simmons  Co .  209-29-SA 

<ins  Brother*; .  779-28-SA 

D.  Allen  Mfg.  Co .  890-28-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _ 

W.  D.  Allen  Mfg.  Company . 

Walworth  Company . 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co........ 

Fairbanks  Company . 


53-21-SA 

1151-27-SA 

900-27-SA 

780-28-SA 

970-28-SA 

268-29-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

IU29-27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

6HJ-22-SA— Crocker  Gas  Valve,  approval  of. 

799-22- S A — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1173  22-SA— Anti-Syphon  Valve,  approval  of. 

1230-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sy»- 
tems,  approval  of. 

1249-22-SA— Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA— S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275  23- S A — Wm.  E.  Toelle  Manual  &  Automatic  Ga< 
Shut-Off  Valve,  approval  of. 

279-23  S A  —  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-SA— “Automatic”  Deluge  Valve,  approval  of. 

443  23-SA— Automatic  Gas  Shut-Off,  approval  of. 

525 -23- S A — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1248  23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550  23-SA  — Apex  Gas  Cut-Off  Valve,  approval  of. 

492-24-S A — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

HM6  24-SA — Milnes  Oil  Burner,  approval  of. 

1  1 4 2  2 4 - S A — Decker  Oxohydrogen  Oil  Burner,  approval  of 

1859-24  SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1500-24-SA — Smolensky  Check  Valve,  approval  of. 

1263- 25-SA— Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-S A — Koerting  Gear  Pump,  approval  of. 

1346  25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26  S A — Signal  Weatherproof  Bells,  approval  of. 


397-26-SA — Worthington  Triplex  Vertical  Power  Puj 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26- S A — Pyrolithic  Floor  and  Ceiling  Construction, 
proval  of. 

1 10-27-SA — Wilbur  Extinguisher,  approval  of. 

187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of.  | 

537-27-S A — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 

955-27-SA — Cook’s  Automatic  Oil  Burner,  approval  of 

977-27 -SA — Romec  Rotary  Pump,  approval  of. 

1 162-27 -S A — Allen’s  Recessed  Fire  Department  Standf 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Va 
approval  of. 

511-28-SA — Genuine  Detroit,  Type  “S,”  Anti-Sypl 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  appro 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Va! 
approval  of. 

380-29-SA — Kennedy  2l/2-lnch  Hose  Outlet  Valve,  T; 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-S A: — Croker  2La-Inch  Pressure  Reducing  Valve, 
proval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  I 
proval  of. 

231- 30-SA — Pratt  &  Cady  Class  “A”  2J4-Inch  Hose  0, 

let  Valve,  approval  of. 

232- 30-SA — Pratt  &  Cady  Class  “B”  2^-Inch  Hose  0 

let  Valve,  approval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of.  1: 

291-30-SA — Dempsey  No.  4  Type  Fuel  Oil  Burner,  ; 

proval  of.  ■ 

314-30-SA — Leiman  Bros.  Fuel  Oil  Burner,  approval  of 

■ 

359-30-SA — Conran  Hydraulic  Emergency  Control  Va 
for  Fire  Line,  approval  of. 

367-30-SA — Kreager  Oil  Burner,  approval  of. 

372-30-SA — International  Mechanical  Draft  Oil  Burner, 
proval  of. 

394-30-SA — The  Oronoque  Oil  Burner,  approval  of. 

446-30-SA — Simplex  Domestic  Oil  Burner,  Type  P.A., 
proval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  up 
which  action  by  the  board  has  been  deferred  pending  co\ 
mittee  reports,  of  this  board,  court  or  department  actio* 
and  will  remain  thereon  until  the  aforesaid  reports,  coi 
or  departmental  actions  are  consummated.  Whereupon  I 
case  or  cases  will  be  restored  to  the  regular  calendar  t 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  I 
appellant,  applicant  or  petitioner  of  record. 


364  26 -?  \  T\  nrk-n-Seal.  approval  of. 

- _ _ _ M 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner 

V.  B.  C.  Oil  Burner . 

L  B.  C.  Oil  Burner,  Type  H. 
letna  Automatic  Oil  Burner.. 

daddin  Oil  Burner . 

Jexander  Oil  Burner . 


ettendorf  Oil  Burner . 

;raden  Automatic  Fuel  Oil  Burner . 

lloroil  Burner — Type  A  A . 

irborundum  Burner . 

irter-Korth  . 

mtury  Oil  Burner . 

lallenger  Kleen  Heat  Burner,  Series  No.  100 


•mmon wealth  Oil 


hi  Vaporizing  Oil  Burn 
st-o-matic  Oil  Burner... 

■herty  Oil  Burner . 

ler  Automatic  Oil  Burner 


Calendar  No. 

1295-24-SA 

Name  of  Burner 

Kleen  Heet  Oil  Burner 

Calendar  No. 

ft  9  9 A  C  A 

684-29-SA 

Kres-Kno  Oil  Burner 

06-4i“vJA 

/M9  90  C  A 

1547-23-SA 

OQQ  I)c  C  A 

Lawrence  May  Oil  Burner 

1 034-97-Q  A 

Marr  Oil  Heat  Machine. 

wdo  lwU"0 

65-28-SA 

May  Oil  Burner . 

t  u 0  tO’ij  A 

AQ  O  A  C  A 

Mayflower  Oil  Burner 

1  94_90  Q  A 

632-26-SA 

Mcllvane  . 

1323-22-SA 

404-29-SA 

oao  9 A  C  A 

Melco  Automatic  Oil  Burner, 
Merco  Oil  Burner... 

Type  “A” . 

044-^y-oA 

1032-25-SA 

A97  on  C  A 

Model  “G”  Nokol  Burner 

Do  t  -^y-OA 

am  9 q  q  a 

1184-22-SA 

Morrissey  Oil  Burner . 

Owl 

A79  97  C  A 

Mousette  Oil  Burner 

D  /  0  i  -  Oa 

764-26-SA 

National  Rotary  Oil  Burner 

00  4  -/iO-oA 

9*J  C  A 

731-28-SA 

New  Process  Oil  Burner 

OOu  A 

1  071  9  7  O  A 

322-30-SA 

1361-24-SA 

571-29-SA 

Noiseless  Nokol  Rotary  Oil  : 
Nokol  Automatic  Heater 

Burner  Model  R 

±\J  l  1~6  4  “ O/A. 

584-28-SA 

1  07Q  9  1  O  A 

Nu-Way  Oil  Burner..., 

-LU4 

77Q  OA  O  A 

Orr  Fuel  Oil  Burner... 

•  1  J-faU’jjA 

119  OC  C  A 

54-30-SA 

Paramount  Oil  Burner 

-l  1o“<2D"oA 

1  1  QQ  O K  C  A 

157-28-SA 

813-28-SA 

Pascoe  Oil  Burner  and  Pump 
Petro  Domestic  Burner. 

Set . 

-Liyo  6d-\5l\ 

1029-26-SA 

1 A1  OC  C  A 

1105-22-SA 

295-29-SA 

348-28-SA 

222-29-SA 

Petro  Burner,  Model  0 

A 

7Q  OQ  O  A 

Piatt  Oil  Burning  Water  Heater 

Pioneer  Automatic  Oil  Burner 

Powerlight  Oilheat  Burner. 

Rayfield  Oil  Burner. . 

4  O“£0“v5/\ 

737-29-SA 

1259-27-SA 

628-23-SA 

K(\4  0 4?  C  A 

426-29-SA 

Re-Ly-On  Oil  Burner.. 

OUi-40-oA 

7  4  K  O  G  O  A 

423-29-SA 

Remington  Oil  Burner . 

<  ^O'/O-oA 

915-26-SA 

663-28-SA 

Rexoil  Domestic  and  Industrial 
Rickard  Oil  Burner.  . 

Fuel  Oil  Burner 

oy  i“^o- 

667-28-SA 

943-26-SA 

,  .  481-27-SA 

octroi  Automatic  Oil  Burner .  259-25-SA 

xrtromatic  Oil  Burner . .  603-29-S A 

00  Oil  Gas  Burner .  1431-23-SA 

jitless  Oil  Burner .  493-24-SA 

lid  Heat  Domestic  Oil  Burner,  Type  O....  1094-27-SA. 


iter 


Burner .  715_ 


26-SA 


.  560-26-SA 

.  47-30-SA 

Burner .  373. 


mklin  Domestic  Oil  Burner 
do  Oil  Burner 

Wood  Oil  Burner .  373-30-SA 

.  1231-23-SA 

xlspced  Automatic  Oil  Burner .  957-27-SA 

f  0l1  ®yrner .  382-26-SA 

rdinge  Oil  Burner  and  Pump  Set .  813-25-SA 

*t  Automatic  Oil  Burner . 

•t  Automatic  Oil  Burner,  Model  Series  “DO” 

tiator  Oil  Burner .  1346_23-SA 

cules  Oil  Burner . 

by  Type  A  Fuel  Oil  Burner 
ner  Domestic  Oil 


1162-24-SA 

595-29-SA 


.  510-29-SA 

.  688-29-SA 

Burner .  1211-25-SA 

roved  Kres-Kno  Oil  Burner .  591 

•national  Oil  Burner . 

ison  Improved  Rotary  Fuel  Oil  Burner... 

e  Oil  Burner . 

*.  C.  Oil  Burner . 


29-SA 
1305-24-SA 
938-22-SA 
8r>2-2fi-SA 
Stfi^.'i-SA 


Richmond  Gravity  Fuel  Oil  Burner . ’  ’ 

Schulse  Home  Oil  Burner . 

Security  Oil  Burner . 

Silent  Automatic  Oil  Burner . 

Socony  Arrow  Oil  Burner  Pump  and  Fan  Set 

Stroud-in-the-Door  Burner . 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . 

Sundstrand  Automatic  Oil  Burner . 

Sunflower  Model  S-l  Oil  Burner . ’ ' 

Super  Automatic  Oil  Heater  Model  SSH . 

Sword  Automatic  Oil  Burner . 

Tabor  Automatic  Oil  Heater,  Type  “D”. . 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Torridheat  Oil  Burner . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Vesta  Oil  Burner . 

Victory  Oil  Burner . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner  Pump  and  Fan  Set . 

Williams  Oil-o-matic  Fuel  Oil  Burner 

Williams  Oil-o-matic,  Jr . 

Winslow  Industrial  Burner . 


and 


U93-22-SA 
1487-23-SA 
56-28-SA 
458-26-SA 
U91-24-SA 
129-27-SA 
618-27-SA 
581-26-SA 
755-26-SA 
657-29-SA 
715-29-SA 
951-25-SA 
778-28-S A 
287-28-SA 
297-29-SA 
63-28-SA 
498-29-SA 
620-28-SA 
6-24-SA 
451-26-SA 
320-30-SA 
556-29-SA 
1155-25-SA 

918-22-SA 

19-25-SA 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  .392 

Cases  filed  up  to  October  8,  1930 .  622 

Restored  to  calendar .  41 

Miscellaneous  Applications. 

Requests  to  reopen .  170 

Requests  to  amend  .  11 

Requests  for  modification .  37 

Requests  to  rescind .  1 

Requests  for  extension  of  time .  62 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installation** .  0 

Requests  for  approval  of  plans .  31 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  1371 

Disposed  of .  910 


DISPOSITION  OF  CASES. 

Withdrawn  .  i 

Dismissed  . 1 

Denied  .  <  ] 

Granted  . ] 

Granted  on  condition . Eg 

Appliances  approved .  M: 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved .  i 

Rules  disapproved  or  rescinded.. .  ft  * 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  ] 

Requests  to  reopen  denied .  ■ 

Requests  to  amend  granted . 

Requests  to  amend  denied .  * 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied .  ( 

Requests  for  extension  of  time  granted .  \ 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted .  j 

Requests  to  install  denied . 

Plans  approved .  . 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 


Cases  pending  October  8,  1930 .  461 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  5s  likely  to  result. 

Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  • 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  t 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failt 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of 
cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrative  o 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petit) 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  1 
appellant  or  petitioner  to  file  necessary  data,  or  by  a 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  i 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  pi; 
and  data  required  by  law  are  supplied,  as  specified  on  I' 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Street . 

P.O . 

Ml 

My  subscription  is  to  begin  with  the  issue  for . f  1930. 
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DIRECTORY 


BOARD  OF  STANDARDS  AND  APPEALS 

HENRY  L.  CONNELL 
Temporary  Chairman 

James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk. 


i  ice — Municipal  Building,  Rooms  1001  to  1015. 
ephone — Worth  0184. 

i ice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 

12  noon. 

i  communications  should  be  addressed  to  the  chairman  of 

the  board 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


% 


HOURS  FOR  CONSULTATION 

10  A.  M.  to  1  P.  M.  '  ^ 

Any  person  desiring  to  consult  the  chairman  or  the 
giners,  pertaining  to  the  work  of  the  board,  wijj9b.e  seen 
only  between  the  hours  of  ten  in  the  trfcwpjng  ami-johe  in 
the  afternoon — Saturdays  excentpd 


-Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 


V  - 


The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  intefr. 
ested  property  owners  opportunity  to  file  objections,  if  any,  ' 
and  will  be  called  in  Room  1013,  Tuesday,  October  21,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  October  28,  1930,  at  2  o’clock. 


The  Clerk's  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 

'his  issue  of  the  Bulletin  contains,  in  the  order  given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  October  14,  1930, 

10  A.  M. 

Minutes  of  Regular  Meeting,  October  14,  1930, 

2  P.  M. 

Concrete  Rules. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


HENRY  L.  CONNELL.  Temporary  Chairman. 


CALENDAR 


■ 


DOCKET. 

New  Cases  Filed  up  to  October  15,  1930. 

Cal.  No.  Department.  Premises  Affected. 

629-30-A . F.D . 1218  Oak  Point  ave.,  Bx., 

_  F-77570 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  ten  (10)  one-car  garages  and,  also,  the 
installation  of  a  gasoline  service  station. 


OCTOBER  21,  1930,  10  A.  M. 


628-30-S . F.D . 132  8  38th  st.,  Bklyn., 

L  L.  D.  73032 

627-30-S . F.D . 245^2-247  Bowery,  Man., 

_  L.  D.  68407 

626-30-S . F.D . 12-12  37th  ave.,  L.  I.  C.,  Q., 

_ _  ,  L.  D.  77796 

625-30- A . F.D . 420-426  E.  59th  st.,  Man., 

_  L.  C.  54827 

624-30-SA . F.D . Sunway  Oil  Burner, 

_ _ _  Appliance 

623-30-A . F.D . 519-541  Lenox  rd.,  Bklyn., 

_  Applic.  9368-30 

Restored  to  Calendar. 

538-30-S . B.B.B _ 1526-1536  62nd  st.,  Bklyn., 

- , -  Applic.  8403-30 

238-30-S . H.D . 605  E.  187th  st.,  Bx., 

_  Decision 

655-29-S . F.D . 133  Chrystie  st.,  Man., 

_ _ _  L.  D.  52387 


CODE. 

(?  D . Fire  Department 

H  D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

[}.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

T  H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  21,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

101-30-BZ. 

APPLICANT — Ludwig  Hanauer,  for  Read  Properties,  Inc., 
owner. 

PREMISES — 100  Northern  avenue  and  851  West  181st 
street,  northwest  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use. 

457-30-BZ. 

APPLICANT— Frank  Caraccia,  owner. 

PREMISES — Southwest  corner  of  Hylan  boulevard  and 
Barclay  avenue,  Annadale,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


Appeals  from  Administrative  Orders. 

339-30- A — 42-48  East  20th  street,  Manhattan. 

193-30-A— 701-827  East  14th  street  and  700-820  East  15th 
street,  Manhattan. 

336- 30-A — 1-17  Cooper  square  (3  Astor  place),  Manhattan 

337- 30-A — 41-55  Cooper  square,  2-14  East  7th  street  anc 

201-209  East  6th  street,  Manhattan. 
572-30-A — 852-858  56th  street,  Brooklyn. 

462-30-A — Pier  No.  2,  Erie  Basin,  Foot  of  Columbia  street 
Brooklyn. 

465-30- A — 7725  New  Utrecht  avenue,  northwest  corner  ol 


78th  street, 

401- 30-A— 18-16  21st  drive, 

Queens. 

402- 30-A— 18-18  21st  drive, 

Queens. 

403- 30-A— 18-22  21st  drive, 

Queens. 

404- 30- A — 18-24  2 1  st  drive, 

Queens. 

405- 30-A— 18-26  21st  drive, 

Queens. 

406- 30-A — 18-28  21st  drive, 

Queens. 

407- 30- A— 18-32  21st  drive, 

Queens. 

408- 30-A— 18-36  21st  drive, 

Queens. 

409- 30- A— 18-38  21st  drive, 

Queens. 

410- 30-A — 18-40  21st  drive, 

Queens. 

411- 30-A — 18-44  21st  drive, 

Queens. 

412- 30-A— 18-46  21st  drive, 

Queens. 

413- 30-A— 18-48  21st  drive, 

Queens. 

414- 30-A— 18-52  21st  drive, 

Queens. 

Building  Zo> 


Brooklyn. 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  oi 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  oi 

Long  Island  City,  Borough  ot 

1 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  ol 

Long  Island  City,  Borough  ol 

ic  Applications. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision: 
of  the  building  zone  resolution,  Tuesday  morning,  October 
21,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  or 
the  following  matters: 


cal.  no.  243-28-BZ — Application,  March  21,  1928,  under  sec 
tion  21  of  the  building  zone  resolution 
of  McCooey  &  Conroy,  applicants,  oi 
behalf  of  Essanarr  Garage  Corp.,  owner 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  ser 
vice  station  (previously  withdrawn) 
premises  2489-2505  Atlantic  avenue  an< 
1790-1810  East  New  York  avenue 
Brooklyn. 


288-30-BZ. 

APPLICANT— Louis  E.  Drago,  for 
owner. 

PREMISES — 16-22  Park  avenue  and  74 
west  corner,  Brooklyn. 
APPLICATION,  under  section  21  of 

resolution, 


CAL.  no.  466-29 

Carnela  Esposito, 

Navy  street,  south- 
the  building  zone 


BZ — Application,  July  12,  1929,  under  sec 
tion  21  of  the  building  zone  resolution 
of  John  J.  Dunnigan,  applicant,  on  be 
half  of  Grand  Boulevard  and  Concours' 
Co.,  owner,  to  permit  in  a  resideno 
district,  extending  from  a  business  dis 
trict,  the  alteration  and  change  of  oeni 
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pancy  of  the  first  story  from  residence 
to  business  (store)  purposes;  premises 
1403  Grand  concourse  and  167-183  East 
170  th  street,  northwest  corner,  The 
Bronx. 

:al.  no.  398-30-BZ — -Application,  June  17,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Robert  D.  Kohn,  applicant,  on  behalf 
°f  H.  Macy  &  Co.,  Inc.,  owner,  to 
permit  in  a  two  times  height  district 
the  erection  and  maintenance  of  the 
street  wall  in  excess  of  the  height  per¬ 
mitted  under  the  zone  resolution;  prem¬ 
ises  1317-1329  Broadway,  149-167  West 
34th  street,  441-459  Seventh  avenue  and 
148-166  West  35th  street,  Manhattan. 

'AL.  NO.  218-30-BZ — Application,  March  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Euell  &  Euell,  applicants,  on 
behalf  of  Benjamin  Kaplan,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  poultry  slaughter 
house ;  premises  228-232  Evergreen  ave¬ 
nue,  west  side,  65  ft.  north  of  Hart 
street,  Brooklyn. 

al.  no.  340-30-BZ— Application,  May  21,  1930.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Sharv,  applicant,  on  behalf 
of  Florence  V.  Harwin,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1853  Boston  road  and 
943  East  176th  street,  northwest  corner, 
The  Bronx. 

a.  no.  375-30-BZ— Application,  June  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  John  M.  Fox,  owner,  to  per¬ 
mit  in  a  business  district  the  conversion 
of  occupancy  from  a  paint  shop  to  a 
motor  vehicle  repair  shop ;  premises  622 
Herkimer  street,  south  side,  25  ft.  east 
of  Schenectady  avenue,  Brooklyn. 

l.  no.  393-30-BZ— Application,  June  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  The  New  York  Central  Railroad  Co., 
applicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a  build¬ 
ing  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  127-135  Marble  Hill 
avenue  (Kingsbridge  avenue)  and  175- 
181  West  228th  street,  Manhattan. 

L.  no.  268-28-BZ— Application,  March  27,  1928;  reopened 
September  16,  1930,  under  section  7g 
of  the  building  zone  resolution,  of  Wil¬ 
liam  Richter,  applicant,  on  behalf  of 
Henry  C.  Behrens,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  .  than  five  (5)  motor  vehicles 
(previously  denied)  ;  premises  878-886 
Gravesend  avenue,  west  side,  160  ft. 
south  of  Avenue  F,  Brooklyn.  • 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  21,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

9-30-A— 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 


369-30-A  27-33  West  23rd  street  and  8-12  West  24th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
/  ?.a: l  .?P.pea^s  °*  a  public  hearing  under  the  provisions 

o  the  building  zone  resolution,  Tuesday  afternoon,  October 

21,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters: 

cal.  no.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

cal.  no.  21 7-30-BZ — Application,  March  27,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  Reynolds,  applicant,  on 
behalf  of  Goldstein  &  Halpert,  owners, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  114-01  Merrick 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  319-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  lheodore  R.  Ridder,  applicant,  on 
behalf  of  Louis  Ridder,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  31-01  Newtown  avenue 
and  28-25  31st  street,  northeast  corner, 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall,  ap¬ 
plicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

cal.  no.  731-29-BZ— Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  300-28-BZ— Application,  April  3,  1928,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  W.  Rossiter  Redmond,  applicant,  on 
behalf  of  Tilles  &  Haves,  Inc.,  owner, 
and  Morris  Liebson,  lessee,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station 
(previously  denied)  ;  premises  109-57  to 
109-65  206th  street,  southeast  corner  of 
Hollis  avenue,  Bellaire,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 
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CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  28,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

399-30-BZ. 

APPLICANT — William  Richter,  for  Sadie  Hartwig,  owner. 

PREMISES— 2808-2818  86th  street  and  2279-2285  West  8th 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

504-30-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Borden’s  Farm 
Products  Co.,  Inc.,  owner. 

PREMISES — 443-447  Madison  street,  north  side,  345  ft.  east 
of  Throop  avenue,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  use  district  the  alteration  and 
conversion  of  a  stable  into  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 


OCTOBER  28,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

324-30-A — 428-436  Greenwich  street,  Manhattan. 

282-30-A— 1413  Fifth  avenue,  Manhattan. 

470-30- A — 279-283  Broadway  and  57  Reade  street,  Man¬ 
hattan. 

475-30-A — Southeast  corner  of  Wilbur  avenue  and  Suns- 
wick  street,  Long  Island  City,  Borough  of 
Queens. 

477- 30-A — Rear  of  188  Schofield  street,  City  Island,  The 

Bronx. 

478- 30-A— South  side  of  West  177th  street  and  Harlem 

River,  The  Bronx. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
28,  1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  679-29-BZ — Application,  November  20,  1929;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

cal.  xo.  26-30-BZ— Application,  January  14,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Fred  Zuccaro  and  Tom  Bellino,  ap¬ 
plicants,  on  behalf  of  Antonio  Giordano, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  poul¬ 
try  slaughter  house;  premises  west  side 
of  Hickory  avenue,  207.32  ft.  north  of 
Old  Town  road.  South  Beach,  Borough 
of  Richmond. 

cal.  no.  190-30-BZ — Application.  March  17,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  Joseph,  applicant,  on  behalf 


of  Louis  Singer,  et  al.,  owners,  to  permii 
in  a  residence  district  the  alteration  anc, 
change  of  occupancy  in  part  of  entranct 
story  from  residence  use  to  business  use 
premises  41-45  Elliot  place,  northwest 
corner  of  Walton  avenue,  The  Bronx. 

cal.  no.  380-30-BZ — Application,  June  6,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Joseph  B.  Lynch,  applicant,  on  be¬ 
half  of  Watben  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  southeast  corner 
of  Webster  avenue  and  East  168th 
street,  The  Bronx. 

cal.  no.  466-30-BZ— Application,  July  2,  1930,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  T.  J.  McLaughlin’s  Sons,  applicant 
and  owner,  to  permit  in  a  residence  dis¬ 
trict,  extending  into  a  business  district, 
the  erection  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  210-11  48th  avenue  and  210-12 
47th  avenue,  Bayside,  Borough  of 
Queens. 

cal.  no.  468-30-BZ— -Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan.  ^  . 

cal.  no.  551-30-BZ— Application,  August  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Talley  &  Lamb,  applicants,  on 
behalf  of  Maria  Livoti,  owner,  to  permit 
in  a  business  district  the  maintenance 
of  a  poultry  slaughter  house ;  premises 
288  Laight  street,  east  side,  95.554  ft. 
north  of  East  Houston  street,  Man¬ 
hattan. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


OCTOBER  28,  1930,  2  P.  M. 

Petitions  for  Variations. 

371-30-S — 305-313  East  47th  street,  Manhattan. 

397-30- S  981  Morris  Park  avenue,  northeast  corner  of 
Radcliff  avenue,  The  Bronx. 

415-30-S — 42  West  15th  street,  Manhattan. 

441- 30-S — 66-68  Hope  street,  Brooklyn. 

442- 30-S — 41  East  21st  street,  Manhattan. 

448- 30-S — 2595-2597  Third  avenue,  The  Bronx. 

449- 30-S— 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 

ough  of  Queens. 

459-30-S — 25-33  West  45th  street,  Manhattan. 

771-28-S — 558  Madison  avenue,  Manhattan. 

842-28-S — 35-39  West  35th  street,  Manhattan. 

335-30- S — 12  East  48th  street,  Manhattan. 

344-304S — 16-20  West  32nd  street,  Manhattan. 

527-30-S — 1087  East  Tremont  avenue.  The  Bronx. 
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CALENDAR 


CALL  OF  CLERK’S  CALENDAR 
WEDNESDAY,  NOVEMBER  5,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

330-28-BZ. 

APPLICANT — Edward  P.  Doyle,  substituted  for  William 
F.  Doyle,  for  New  York  Title  &  Mortgage  Co., 
mortgagee,  for  Golran  Realty  Corp.,  owner. 
PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue.  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution  (reopened  for  a  modification  of  the  reso- 
^  lution  adopted  by  the  board  on  July  24,  1928). 

TO  PERMIT,  in  lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story,  as  pro¬ 
vided  in  the  resolution,  a  one-story  building  occupied 
for  store  use  only — residence  district. 

— 

NOVEMBER  5,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

246-30-A — 125-135  Greene  street,  Brooklyn. 

342-30- A — 146  Wooster  street,  Manhattan. 

'  460-30-A — 25-33  West  45th  street,  Manhattan. 

488- 30- A — 30-11  Starr  avenue,  northeast  corner  of  31st 

place,  Long  Island  City,  Borough  of 

Queens. 

489- 30-A — 17-19  West  17th  street,  Manhattan. 

334-30-A — 117-125  West  14th  street  and  118-128  West  15th 

street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 
•f  the  building  zone  resolution,  Wednesday  morning,  No- 
’ ember  5,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Build- 
ng,  on  the  following  matters : 

al.  no.  118-29-BZ — Application,  February  25,  1929,  under 
sections  6,  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns, 
applicant,  substituted  for  William  F. 
Doyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied — remitted  to 
the  board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan. 

vl.  no.  155-30-BZ — Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmtnd  Hill,  Borough 
of  Queens. 

L.  no.  318-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Maurice  Greenberg, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
441-451  89th  street  and  8814-8824  Fifth 
avenue,  northwest  corner,  Brooklyn. 

l.  no.  39-30-BZ — Application,  January  21,  1930,  under 


section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

CAL.  NO.  321-30-BZ— Application,  May  9,  1930,  under  sec- 

the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  272-30-BZ— Application,  April  21,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  M.  Fenichel,  applicant,  on  be¬ 
half  of  Israel  Greenberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  440-446  Utica  avenue, 
868-884  Empire  boulevard,  southwest 
corner,  and  923-943  East  New  York 
avenue,  Brooklyn. 

CAL.  NO.  453-30-BZ— Application,  June  25,  1930,  under  sec¬ 
tion 7a  of  the  building  zone  resolution, 
of  Lauritz  Lauritzen,  applicant,  on  be¬ 
half  of  Industrial  Home  for  the  Blind, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  an 
addition  to  a  factory  building;  premises 
510-520  Gates  avenue,  south  side,  80  ft. 
west  of  Tompkins  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


NOVEMBER  5,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

138- 30- A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 

corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

177-30-A — 600-602  West  28th  street  and  269-275  11th  ave- 
.  nue>  southwest  corner,  Manhattan. 

110-30-A— 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30-A— 16-18  East  43rd  street  and  13  East  42nd  street 

Manhattan.  ’ 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30- A  1-7  Wall  street,  72-86  Broadway  and  l-ll  New 
street,  Manhattan. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  No¬ 
vember  5,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matter : 

cal.  no.  160-30-BZ — Application,  March  5,  1930,  under  sec- 


CALENDAR 


tions  7e  and  21  of  the  building  zone 
resolution,  of  Janies  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  Ser¬ 
vice  station ;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


NOVEMBER  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

471- 30- A — 10-14  East  12th  street,  Manhattan. 

472- 30-A — 2746  Myrtle  avenue,  southwest  corner  of  Alpha 

place,  Brooklyn. 

473- 30-A — 1114  Liberty  avenue,  southwest  corner  of  Lin¬ 

coln  avenue,  Brooklyn. 

474- 30-A — 440  Westchester  avenue,  The  Bronx. 

14-30-A — 1288-1290  Myrtle  avenue,  Brooklyn. 

447-30-A — 250-264  West  57th  street,  956-962  Eighth  avenue 
and  1767  Broadway,  Manhattan. 

573-30-A — 80  Grove  street  and  139-141  Washington  place, 
northeast  corner,  Manhattan. 

542-30-A — 1037-1055  Targee  street  and  41-91  Venice  street, 
Concord,  Borough  of  Richmond. 


NOVEMBER  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

385-30-S — 125-127  Fifth  avenue,  Manhattan. 

400-30- S — 38  East  9th  street,  Manhattan. 

444-30-S— 120-126  East  131st  street,  Manhattan. 

476-30-S — Rear  of  188  Schofield  street,  City  Island,  The 
Bronx. 

492-30-S' — 10  East  46th  street,  Manhattan. 

238-30-S — 605  East  187th  street,  The  Bronx. 

655-29-S — 133  Chrystie  street,  Manhattan. 

1 81-30-iS — 1789-1791  Jerome  avenue,  The  Bronx. 

6-30JS — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 


NOVEMBER  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

345-30-A— 16-20  West  32nd  street,  Manhattan. 

360-30-A— 605-607  West  49th  street,  600-624  West  50th 
street  and  691-699  llth  avenue,  Manhattan. 
39 1-30- A — 127  Beekman  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 


18,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district, 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  450-30-BZ — Application,  June  24,  1930,  under  sec¬ 
tion  7d  of  the  building  zone  resolution, 
of  New  York  Telephone  Co.,  owner,  to 
permit  in  a  residence  district  the  exten¬ 
sion  of  an  existing  telephone  building; 
premises  2411-2429  Tratman  avenue, 
north  side,  95  ft.  4  in.  west  of  Rowland 
avenue,  The  Bronx. 

cal.  no.  705-29-BZ — Application,  December  5,  1929;  reopened 
September  9,  1930,  under  section  21  of 
the  building  zone  resolution,  of  Ryan, 
Lyttle  &  Rodgers,  applicants,  substituted' 
for  William  F.  Doyle,  on  behalf  of 
County  Holding  Co.,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  business  building  (pre¬ 
viously  withdrawn)  ;  premises  825  East 
175th  street,  northwest  corner  of  Mar- 
mion  avenue,  The  Bronx. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


NOVEMBER  18,  1930,  2  P.  M. 

Building  Zone  Application.  fl  i 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon.  November 
18,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

CAL.  NO.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7NO, 
properly  filled  out. 


.  ^  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  ar«  to 
be  supplied  by  mail. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  14,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  Kenlon,  with  Deputy  Chief 
McElligott  substituting. 

t  The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  October  7,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
October  7,  1930,  were  approved  as  printed  in  Bulletin  No. 
41,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

345-30-A. 

APPELLANT — Edward  P.  Doyle,  for  32nd  Street  Building 
Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 16-20  West  32nd  street,  Man¬ 
hattan. 

:  APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930, 
at  10  a.  m.,  on  written  request  of  appellant. 

!  360-30- A. 

APPELLANT — Thomas  I.  Sheridan,  for  Horn  &  Hardart 
Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 605-607  West  49th  street,  600- 
624  West  50th  street  and  691-699  11th  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930, 
at  10  a.  m.,  on  request  of  appellant. 


191-30-A. 

APPELLANT' — Blackfords,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 127  Beekman  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  W.  O.  Whitney. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930,  at 
10  a.  m.,  pending  action  of  the  board  of  aldermen. 

'.75-30-A. 

APPELLANT — Frederick  L.  Green,  for  Phillipsdale  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening — reconsideration — re 
Appeal  from  an  order  of  the  fire  commissioner. 

'•’REMISES  AFFECTED — 528-560  East  118th  street  and 


•539-561  East  117th  street,  Manhattan. 

APPEARANCES — 

For  Appellant:  Frederick  L.  Green. 
iCTION  OF  BOARD — Request  to  reopen  denied. 

’HE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Absent  .  0 


42-30- A. 

.PPELLANT — Walter  C.  Martin,  for  Board  of  Education, 

owner. 


SUBJECT — Application  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 1037-1055  Targee  street  and  41- 
91  Venice  street,  east  side  of  Naples  street,  Concord, 
Borough  of  Richmond. 

APPEARANCES— 

For  Appellant:  Walter  C.  Martin. 

At  T  ION  OF  BOARD— Request  for  preferential  hearing 
granted  and  hearing  set  for  Wednesday,  November 
5,  1930,  at  10  a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING — 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  . 

Negative  . 

Absent  . 


364-30-A. 

APPELLANT  Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  William  H.  McBee,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 71-73  Murray  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  for  a  full  vote  of  the 
'board ;  no  date  set. 

THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell  and 

Commissioners  Holland  and  Guilfoyle .  3 

Negative:  Deputy  Chief  McElligott .  i 

Absent  .  "  n 


455-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer- 
Co.,  *or  F.  W.  Wool  worth,  Inc.,  lessee. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 783-785  Broadwav,  southwest 
corner  of  East  10th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Absent  . ’  ’  q 

THE  RESOLUTION— 


(455-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Estate  of  Captain  Henry  Metcalfe,  owner,  filed, 
June  26,  1930,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  783-785  Broadway,  Borough  of 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Tune 
6,  1930  (Order  No.  76358-F),  reads: 

“1.  Install  an  approved  automatic  sprinkler  system 
in  cellar  and  1st  story  in  accordance  with  the  Rules  of 
the  Board  of  Standards  and  Appeals,  Section  20,  Chapter 
12,  Code  of  Ordinances.” ; 
and 


Whereas,  the  building  is  non-fireproof,  six  stories  in 
height.  46  ft.  2J4  in.  by  100  ft.  5  in.  in  area;  OCCUPIED: 
cellar,  boiler  and  stock  room,  2  persons;  1st  story,  sales  floor 
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24  persons ;  2nd  story,  office  and  showrooms,  4  persons ;  upper 
stories,  cutting  clothes,  not  more  than  7  persons  per  story ; 
and 

\\  hereas,  the  appellant  claims  the  building  is  less  than 
’>,000  sq.  ft.  in  area,  provided  with  a  stairway  enclosed  in 
fireproof  material  leading  from  cellar  to  first  story,  an  engi¬ 
neer’s  ladder  leading- to  sidewalk  on  10th  street  side  and 
tire  pails  are  also  distributed  throughout;  that  the  building 
faces  on  two  streets  and  there  is  no  existing  fire  hazard; 
furthermore,  the  appellant  contends  that  the  order  was  not 
based  on  any  special  hazard,  but  merely  under  the  discre¬ 
tionary  power  of  the  fire  commissioner  due  to  the  cellar  and 
first  story  being  occupied  as  a  5-and-10-cent  store. 

Resolved,  ffiat  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


445-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Little  Estate  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 425-435  East  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil- 

foyle  .  2 

Negative:  Temporary  Chairman  Connell  and 

Deputy  Chief  McElligott .  2 

Absent  .  0 

THE  RESOLUTION— 

(445-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Little  Estate  Corp.,  owner,  filed,  June  19,  1930,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  485-435  East  24th  street,  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Mav 
29,  1930  (Order  No.  76045-F),  reads: 

“1. .  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Sec.  20.  Ch.  12.  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  (145  ft. 
4  in.)  in  height,  150  ft.  by  89  ft.  2  in.  in  area;  OCCUPIED: 
cellar,  boiler  room  and  storage.  7  persons;  1st  story,  stock 
room,  shipping  and  receiving,  10  persons;  2nd  story,  stock 
room,  2  persons ;  3rd  story,  manufacture  of  pa, per  cartons,  20 
persons ;  4th  story,  stock  room,  2  persons :  5th  story,  stock 
room,  3  persons ;  6th  story,  electrotype  and  monotype,  60  per¬ 
sons;  7th  story,  press  room,  65  'persons;  8th  story,  office,  30 
persons;  9th  story,  stamping  and  binding,  75  persons;  10th 
story,  folding  and  bookbinding,  75  persons;  11th  story,  lino¬ 
type,  75  persons ;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  sprinkler  system  fed  from  two  (2)  15,000-gallon  gravity 
tanks  and  a  standpipe  system  which  is  fed  from  two  (2)  steel 
tanks  in  pent  house  on  the  roof,  each  of  these  tanks  have  a 
capacity  of  approximately  4,100  gallons  and  fed  by  65- 
gallons-per-minute  filling  pump,  the  bottom  of  said  tanks 
being  located  approximately  7  ft.  above  the  top  story  outlet; 
that  there  is,  also,  a  75,000-gallon  suction  tank  in  the  cellar 
which  supplies  the  1,000-gallon-per-minute  fire  pump  and 
which  could  be  turned  into  either  the  standpipe  or  sprinkler 
system,  so  that  exclusive  of  the  two  (2)  standpipe  gravity 
tanks  on  the  roof  ample  pressure  could  be  provided  from 
the  Underwriter’s  1,000-gallon  fire  pump  taking  the  suction 
from  the  75,000-gallon  tank  in  the  cellar;  and  contends, 


further,  that  the  tanks  as  now  connected  were  so  arranged 
by  an  order  of  the  fire  department  issued  in  1921,  plans 
having  been  filed  in  both  the  fire  department  and  the  bureau 
of  buildings,  and  the  work  as  now  done  was  approved  by  the 
fire  department;  and 

\\  hereas,  appellant  proposes  to  connect  the  house  supply 
on  the  outside  of  these  tanks  so  that  same  will  be  above  the 
3,500-gallon  mark.  '4  I 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied.  $J 


592-30-A. 

APPELLANT — Carter,  .Ledyard  &  Milburn,  for  Joseph  F. 
Stillman,  Charles  Riker  and  Delancey  Nicoll,' 
against  277  Madison  Avenue  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings — re  revocation  of  Permit  N.  B.  174-30 
issued  by  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 273-277  Madison  avenue  and 
22-26  East  40th  street,  southeast  corner,  Manhattan 
APPEARANCES— 

For  Appellant :  Leslie  D.  Dawson,  Frederick  H.  Van 
Houghton,  John  P.  Fox  and  Rudolph  P.  Miller. 
For  Owner:  Kenneth  C.  Johnson,  L.  I.  Reichnerj 
LeRoy  P.  Ward  and  A.  B.  Jones. 

For  Administration :  .  Chief  Inspector  Roland  C. 
Bastress  and  Assistant  Engineer  Henry  Cash  of 
bureau  of  buildings. 

AC  LION  COP  BOARD — Appeal  to  revoke  permit  denied 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief  1 


Kenlon  .  4 

Absent  .  0 ' 


THE  RESOLUTION—  E 

(592-30-A) 

.  Whereas,  Carter,  Ledyard  &  Milburn,  for  owners  of  ad¬ 
joining  property,  filed,  September  12,  1930,  an  appeal  for  a 
revocation  of  permit  issued  bv  the  superintendent  of  build¬ 
ings  under  N.  B.  Plan  No.  174-1930  for  the  erection  of  a 
torty-one-story  office  building  with  a  frontage  of  74  ft.  1  in. 
on  Madison  avenue  and  a  depth  of  150  ft.,  irregular,  on 
40th  street,  and  premises  affected  being  Nos  273-277  Mad¬ 
ison  avenue  and  22-26  East  40th  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  New  Building  Application  174-1930  was  filed 
m  the  bureau  of  buildings  June  26,  1930,  and  approved  by 
the  superintendent  of  buildings  July  16,  1930,  and  permit 
issued  for  the  performance  of  the  entire  work  described  in 
said  application  July  17,  1930;  and 
Whereas,  under  date  of  July  25.  1930,  a  request  was  made 
to  the  superintendent  of  buildings  for  a  revocation  of  this 
permit  on  the  grounds  that  the  proposed  building  was  not 
in  accordance  with  the  requirements  of  the  law  in  the  fol¬ 
lowing  particulars : 

1.  Excessive  height  of  street  walls  due  to  dividing  the 
excess  height  of  285  Madison  avenue  by  five  instead  of 
seven. 

2.  Excessive  area  of  building  above  23rd  floor  due 
to  inclusion  of  fire  tower  court  and  enclosure  of  said  court 
at  the  top. 

T  Inadequate  dimensions  of  inner  court;  and 
Whereas,  this  request  for  revocation  of  new  building  ap¬ 
plication  was  denied  on  July  30,  1930,  but  no  appeal  to  the 
ard  of  standards  and  appeals  was  taken  on  this  decision 
of  the  superintendent  of  buildings  within  the  twentv  days 
limitation  imposed  by  rule  of  the  board;  and 
Whereas,  on  August  14,  1930,  another  request  was  made 
to  the  superintendent  of  buildings  for  a  revocation  of  the 
permit;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  4,  1930  (N.  B.  174-1930),  reads: 

“Replying  to  your  letter  of  August  14th,  with  ref- 
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erence  to  the  interpretation  of  Section  9-e  of  the  Build¬ 
ing  Zone  Resolution,  you  are  advised  that  the  facts  in 
the  case  have  been  reviewed  in  connection  with  your 
letter  without  disclosing  any  reason  for  taking  any 
action  towards  revoking  the  approval,  as  vou  have  re¬ 
quested.”  ; 
nd 

Whereas,  the  appellant  contends  that  the  plans  of  the  pro- 
'Osed  building  are  contrary  to  the  building  zone  resolution  in 
our  respects:  that  the  height  of  the  street  walls  is  exces- 
ive;  that  the  area  of  the  building  from  the  23rd  to  31st 
tories  is  excessive;  that  the  tower  is  in  excess  of  25  per  cent 
f  the  lot  area,  and  that  the  interior  court  is  of  insufficient 
izc  above  the  9th  story;  that  the  street  walls  are  2  ft. 
igher  than  the  permissible  height  of  250  ft.,  which  is  two 
imes  the  width  of  Madison  avenue ;  that  the  computation 
nder  section  9e  should  have  included  two  additional  build- 
lgs ;  that  the  area  of  the  building  appears  to  be  12,345  5/6 
.q.  ft.,  25  per  cent  of  which  is  3,086^4  sq.  ft.;  the  area  of 
ie  tower  appears  to  be  3,151^4  sq.  ft.;  that  the  action  of 
ie  bureau  of  buildings  in  deducting  the  area  of  the  fire 
,'nver  court  is  incorrect;  that  the  inner  court  at  the  southeast 
prner  of  the  building  has  a  width  of  12  ft.  6  in.  and  length 
f  24  fb  8  in.,  its  height  measured  from  the  bottom  of  the 
■vel  of  the  40th  street  store  floor  is  275  ft.  5l/2  in.  up  to 
ie  level  of  the  24th  story,  the  court  having  windows  in  two 
alls  for  its  entire  height;  while  the  .building  being  located 
D  a  corner  lot  is  not  required  to  have  a  rear  yard  under 
ie  provision  of  section  17a,  inasmuch  as  there  are  win- 
pws  on  this  court,  such  court  must  comply  with  the  re¬ 
tirements  for  an  inner  court  for  a  B  area  district  in  which 
ie  building  is  located,  in  which  case  the  court  is  legal  only 
')  to  the  height  of  105  ft.  4  in.  or  to  a  point  4  ft.  above  the 
I  Ji  story ;  that  above  the  24th  story  the  area  of  the  court 
lould  be  approximately  46  ft.  by  46  ft.;  and 
Whereas,  notice  of  the  appeal  was  not  filed  as  required  by 
•tide  6  of  the  rules  of  the  board  of  standards  and  appeals 
'thin  the  time  limit  imposed  by  said  rules  and  was  not 
ed  until  September  11,  1930,  although  the  actual  decision 
the  superintendent  of  buildings  was  rendered  July  30.  1930, 
id  work  on  the  building  had  started ;  and 
M  hereas.  the  board  deems  that  the  permit  of  the  super- 
tendent  of  buildings  was  properly  issued,  the  building 
ing  a  corner  building  for  which  no  rear  yards  or  courts 
e  required  under  the  provisions  of  the  building  zone  reso- 
tion,  and  that  the  contention  of  the  appellant  that  an 
ner  court  is  required  and  that  the  size  of  such  court  would 
rrespondingly  fix  the  area  of  the  tower  and  the  area  of  the 
Tiding  above  the  23rd  story  is  without  ground  in  law  or 
ct,  and  that  the  contention  of  appellant  as  to  height  of 
*eet  wall  is  based  on  incorrect  basis  of  computation. 
Resolved,  that  the  decision  of  the  superintendent  of  build- 
?s  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be  and 
hereby  is  denied. 


BUILDING  ZONE  CASES 

5-28-BZ. 

[PPLICANT — McCooev  &  Conroy,  for  Parkway  Center 
Building  Corp.,  owner. 

JBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  withdrawn). 

vEMISES  AFFECTED — 822-838  East  Newr  York  ave¬ 
nue,  south  side,  100  ft.  west  of  Schenectady  avenue, 
Brooklyn. 

’PEARANCES — 

For  Applicant:  Miss  N.  Rafel. 

For  Opposition :  William  S.  Klinger. 

.TION  OF  BOARD— Laid  over  to  November  18,  1930, 
at  10  a.  m.,  on  request  of  attorney  for  applicant. 


38-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Court  Square  Rent¬ 
ing  &  Sales  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  business  district, 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 83-97  Boerum  place,  northeast 
corner  of  Pacific  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Miss  N.  Rafel. 

For  Opposition :  Max  Lieberman  and  Meyer  B. 

Goldstein. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930, 
at  2  p.  m.,  on  request  of  attorney  for  applicant. 


398-30-BZ. 

APPLICANT — Robert  D.  Kohn,  for  R.  H.  Macy  &  Co., 
Inc.,  lessee  (long-term  lease). 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  two  times  height  district 
the  erection  and  maintenance  of  the  street  wall  in 
excess  of  the  height  permitted  under  the  zone  reso¬ 
lution. 

PREMISES  AFFECTED — 1317-1329  Broadway,  149-167 
West  34th  street,  441-459  Seventh  avenue  and  148- 
166  West  35th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  E.  Vitolo. 

For  Oposition :  Allan  Caeser. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1930,  at 
10  a.  m.,  on  request  of  attorney  for  opposition. 


450-30-BZ. 

APPLICANT — New  York  Telephone  Co.,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7d  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  telephone  building. 
PREMISES  AFFECTED — 2411-2429  Tratman  avenue, 
north  side,  95  ft.  4  in.  west  of  Rowland  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  E.  M.  Simonson. 

For  Opposition :  John  J.  Hanley,  John  J.  Bentz, 
Elizabeth  Colwell  and  Arthur  R.  Thomas. 

AC  TION  OF  BOARD — Laid  over  to  November  18,  1930, 
at  10  a.  m.,  for  inspection  by  a  committee  of  the 
board. 


705-29-BZ. 

APPLICANT — Philip  J.  Sinnott,  substituted  for  Rvan, 
Lvttle  &  Rodgers,  substituted  for  William  F.  Doyle, 
for  County  Holding  Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED — 825  East  175th  street,  north¬ 
west  corner  of  Marmion  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition :  Max  Monfried. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930, 
at  10  a.  m.,  on  request  of  attorney  for  objectors. 


1016-27 -BZ. 

APPLICANT — Bertram  G.  Eadie,  substituted  for  Arthur 
B.  Daub,  for  Max  Daub,  owner. 

SUBJECT — Application  (re  decision  of  the  fire  commis¬ 
sioner),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
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erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied). 

PREMISES  AFFECTED — Southeast  corner  of  Walker 
boulevard  and  Outerbridge  avenue,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant :  Thomas  Nunley. 

For  Opposition :  Chris  Madson. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


166-30-BZ. 

APPLICANT — Nagle  Garages,  Inc.,  for  Postal  Bond  & 
Mortgage  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  and  residence  use 
district  the  erection  and  maintenance,  for  a  tem¬ 
porary  period  of  two  (2)  years,  of  forty-five  (45) 
individual  garages,  space  rented  to  persons  not  re¬ 
siding  on  the  premises. 

PREMISES  AFFECTED — 50  Nagle  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  John  Keating,  William  J.  Duffy 
and  Charles  B.  Meyers. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

Whereas,  when  the  case  was  called  for  hearing  no  one 
appeared  for  applicant. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


456-30-BZ. 

APPLICANT— P.  Gregory  Stadler,  for  Lillie  M.  Scheele, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7b  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  alteration  and  change 
of  occupancy  from  residence  to  business  use. 
PREMISES  AFFECTED — 2349  Andrews  avenue,  southwest 
corner  of  Fordham  road.  The  Bronx 

APPEARANCES— 

For  Applicant :  P.  Gregory  Stadler. 

For  Opposition:  Wilfred  Marrin. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(456-30-BZ) 

Whereas,  P.  Gregory  Stadler,  for  Lillie  M.  Scheele, 
owner,  filed.  June  27,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  alteration  and  change  of  occu¬ 
pancy  from  residence  to  business  use:  premises  2349  Andrews 
southwest  corner  of  Fordham  road,  Borough  of  The 
B’'  n\- :  ,->nd 

\\  1 1  r.RiAS.  a  public  hearing  was  held  on  this  application 


by  the  board  of  standards  and  appeals,  at  its  regular  meel 
ing,  October  14,  1930,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  buildin.  1 
zone  resolution  show'  that  Fordham  road,  north  side,  is  in 
residence  district ;  Fordham  road,  south  side,  is  in  a  busi  J 
ness,  district ;  Andrews  avenue  is  in  a  residence  district,  am 
Loring  place  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  13,  1930  (re  App.  Alt.  184-30)  (as  amended) 
reads : 

"1.  Part  of  building  that  extends  into  residentia  1 
district  violates  the  requirements  of  Section  3  of  thi 
Amended  Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con 
struction,  one,  two  and  three  stories  in  height,  with  a  front  | 
age  of  20  ft.  and  a  depth  of  114.14  ft.;  to  be  occupied  a:  j 
stores,  offices  and  dwelling ;  and 
Whereas,  the  board  deems  that  the  basis  of  appeal  undet 
section  7b  were  substantiated,  therefore,  the  applicant  is  en¬ 
titled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis-. 
trict  regulations  of  the  building  zone  resolution,  and  that] 
the  application  be  and  it  hereby  is  granted  on  condition  that’ 
the  entire  structure  shall  foe  used  for  conforming  business.] 
uses,  prohibiting  the  storage  of  automobiles  on  any  part  of 
the  property;  that  the  store  invading  the  residence  section  I 
shall  be  restricted  from  the  usage  of  a  fish  market,  meat’] 
market  or  delicatessen  shops;  that  in  the  residence  portion 
of  the  property  there  shall  be  no  advertising  signs  or  display 
of  any  nature  or  description,  except  letters  affixed  on  the 
plate  glass  windows  of  the  store  fronts;  that  in  the  residence 
portion  there  shall  be  no  merchandise  displayed  outside  of 
the  building  line ;  that  all  permits,  required  shall  be  obtained  i 
within  six  months  and  any  work  involved  thereby  completed  I 
within  one  year  from  the  date  of  this  action. 


456-29-BZ.  1 1 

APPLICANT — William  Schroeder,  Jr.,  chairman,  sanitary  I 
commissioner,  substituted  for  Albert  Goldman,  com-  ■ 
missioner,  department  of  plant  and  structures,  for 
street  cleaning  department,  City  of  New  York,  ' 
owner. 

SUBJECT — Application  for  reopening— extension  of  time  to  j 
procure  permits  and  complete  work — re  Application  1 
(decision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit  i 
in  a  business  district  the  erection  and  maintenance  1 
of  a  garage  for  the  storage  of  more  than  five  (5)  1 
motor  vehicles. 

PREMISES  AFFECTED — 1237-1247  Neptune  avenue,  i 
north  side,  158.24  ft.  east  of  Stillwell  avenue,  j 
Brooklyn. 

APPEARANCES— 

For  Applicant :  S.  Muenz. 

For  Opposition  :  None. 

AC  FION  OF  BOARD — Application  reopened  and  time  ex-  ■ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME—  j 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(456-29-BZ) 

Whereas.  Albert  Goldman,  commissioner,  department  of 
plant  and  structures,  for  street  cleaning  department.  City 
of  New  York,  owner,  filed,  July  8.  1929,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles;  premises  1237-1247 
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Neptune  avenue,  north  side,  1 58.24  ft.  cast  of  Stillwell  ave¬ 
nue,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Ixxird  of  standards  and  appeals,  at  its  regular  meeting, 
December  3,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Neptune  avenue,  West  12th  street 
and  Stillwell  avenue  are  all  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
.rendered  June  5,  1929  (re  App.  No.  8858),  reads: 

“The  erection  of  a  garage  for  more  than  live  motor 
vehicles  in  a  business  district.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  mm-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  102.46 
it.  and  a  depth  of  150  ft.;  to  be  occupied  as  a  garage  for 
the  storage  of  more  than  five  motor  vehicles;  and 
'  Whereas,  applicant  has  filed  documentary  evidence  in 
support  of  section  7e  of  the  building  zone  resolution;  and 
Whereas,  the  board  is  empowered,  under  the  provisions 
[of  section  7a  of  the  building  zone  resolution,  to  permit  the 
extension  of  an  existing  use;  and 
Whereas,  the  board  deems  that  applicant  is  entitled  to 
i  relief  under  section  21  of  the  building  zone  resolution  and 
f that  the  proposed  garage  is  a  public  necessity,  being  used 
'for  the  operation  of  the  city’s  business  conducted  on  these 
premises ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  December  3,  1929,  on  certain  conditions,  and  Wil¬ 
liam  Schroeder,  Jr.,  substituted  for  applicant,  requests  a 
modification  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
[hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout;  that 
the  front  elevation  on  the  street  front  shall  be  finished  with 
face  brick  with  two-tone  brick  trim  or  natural  stone  or 
terra  cotta ;  that  the  use  and  occupancy  shall  be  restricted  to 
he  conduct  of  the  business  of  the  City  of  New  York;  that  all 
permits  required  shall  be  obtained  within  six  months  and  all 
work  involved  thereby  completed  within  one  year  from  the 
late  of  this  action — October  15,  1930. 


177-28-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grandside  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7c  and 
21  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a  business 
building. 

PREMISE'S  AFFECTED — Southwest  corner  of  Burnside 
avenue  and  Grand  concourse,  The  Bronx. 
YPPEARANCES — 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

\CTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


rHE  RESOLUTION— 

(477-28-BZ) 

Whereas,  John  J.  Dunnigan,  for  Grandside  Realty 
lorp.,  owner,  filed,  May  22.  1928,  an  application,  under  the 
milding  zone  resolution,  to  permit,  partly  in  a  business 
iistrict  and  partly  in  a  residence  district,  the  erection  and 
naintenance  of  a  business  building  (stores)  ;  premises  south¬ 


west  corner  of  Burnside  avenue  and  Grand  concourse,  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  Februry  5,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

\V  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Grand  concourse  is  in  a  residence 
district;  Burnside  avenue,  west  of  a  point  100  ft.  west  of 
( hand  concourse,  is  in  a  business  district,  and  Burnside 
avenue,  east  of  a  point  100  ft.  east  of  Grand  concourse,  is 
in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  9,  1928  (re  App.  N.  B.  999-28),  reads: 

"1.  Erection  of  proposed  business  building  partly 
in  business  district  and  partly  in  residence  district  is 
contrary  to  provisions  Zone  Resolution.”; 

and 

\Y  hereas,  the  building  is  of  non-fireproof  construction, 
one  story  and  basement  in  height,  with  a  frontage  of  110.18 
ft.  on  Grand  concourse  and  130.62  ft.  on  Burnside  avenue; 
to  be  occupied  as  a  business  building  (stores)  ;  and 

Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  section  7,  subdivision  c,  and  was 
entitled  to  relief  under  section  21  of  the  building  zone 
resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  February  5,  1929,  on  certain  conditions,  and 
under  date  of  July  23,  1929,  the  board  granted  a  modifica¬ 
tion  of  the  resolution  as  to  location  of  stores,  and  applicant 
now  requests  an  extension  of  time  to  obtain  permits  and 
complete  work,  and  now  requests  a  further  extension  of 
time ;  and 

Whereas,  since  the  adoption  of  the  resolution,  granting 
business  on  this  corner,  there  has  developed  and  is  in  course 
of  construction  a  subway  on  the  concourse;  and 

Whereas,  the  entire  front  on  the  Burnside  elevation  is 
faced  with  business,  stores  opposite,  the  board  believes  that 
the  application  comes  within  the  purview  of  section  21 — 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted ,  only  so  far  as 
it  affects  the  first  story  of  any  building  erected  on  the 
premises,  on  condition  that  any  structure  erected  in  excess 
of  one  story  shall  be  restricted  above  the  first  story  to 
conforming  use;  that  the  use  of  the  first  story  shall  be 
restricted  to  retail  mercantile  shops  or  stores,  specifically 
prohibiting  the  use  or  occupancy  of  any  portion  of  the 
concourse  front  or  corner  store  to  delicatessen  business, 
meat  market  or  fish  market;  that  any  advertising  display 
shall  be  restricted  to  fixed  letters  on  the  plate  glass  show 
windows  of  store  fronts;  that  there  shall  be  no  merchandise 
exposed  or  displayed  outside  the  building  line,  and  that  all 
permits  required  shall  be  obtained  within  six  months  and 
any  work  involved  shall  be  completed  within  one  year  from 
the  date  of  this  action — 'October  15,  1930. 


646-26-BZ. 

APPLICANT — Palmer  &  Series,  for  Arthur  B.  Walsh,  for 
510  Park  Avenue  Corp.,  owner. 

SUBJECT: — Application  for  reopening — modification — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  con¬ 
version  of  occupancy  of  part  of  the  first  story  from 
a  conforming  use  to  a  business  use. 

PREMISES  AFFECTED — 508-518  Park  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  George  Burt  and  Blaine  Euing. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 
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THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(646-26-BZ) 

Whereas,  Arthur  B.  Walsh,  for  510  Park  Avenue  Corp., 
owner,  filed,  July  26,  1926,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
conversion  of  occupancy  of  part  of  the  first  story  from  a 
conforming  use  to  a  business  use;  premises  508-518  Park 
avenue.  Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  14,  1926,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Park  avenue  is  in  a  residence 
and  business  district ;  that  East  60th  street  is  in  a  business 
district,  and  that  East  59th  street  is  in  a  business  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  9,  1926  (Certificate  of  Occupancy),  reads: 

"Relative  to  application  for  Certificate  of  Occupancy 
for  use  of  1st  floor  of  above  premises  for  real  estate 
office,  we  beg  to  state  that  application  has  been  disap¬ 
proved  for  the  reason  that  the  Building  Zone  Resolu¬ 
tion  prohibits  the  use  of  any  part  of  a  building  which 
is  situated  in  a  residence  district  for  business  purposes.”; 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  13  stories  in  height,  with  a  frontage  of  100  ft.  5  in. 
and  a  depth  of  120  ft. ;  to  be  occupied  for  business  use  in  the 
first  story  facing  Park  avenue  and  apartments  above;  and 

Whereas,  the  board  of  standards  and  appeals  under  Cal. 
No.  1099-24-BZ  permitted  a  variation  in  the  application  of 
the  use  district  regulations  only  so  far  as  the  first  story  was 
affected  on  condition  that  the  business  use  and  occupancy  of 
the  premises  on  the  first  story  be  restricted  and  limited  to  the 
conduct  and  operation  of  a  public  bank;  that  there  shall  be 
no  commercial  delivery  exit  or  entrance  operated  or  main¬ 
tained  within  the  residence  area  of  this  property ;  that  the 
applicant  shall  file  with  this  board  and  the  superintendent  of 
buildings  a  stipulation  agreeing  to  restrict  the  conduct  of 
business  to  the  1st  story  and  that  the  business  use  shall  be 
limited  to  a  public  bank;  that  counsel  shall  make  a  return 
to  this  board  of  such  stipulation  and  shall  file  same  before 
applying  for  approval  of  plans  to  the  superintendent  of 
buildings,  and  that  all  permits  necessary  for  the  prosecution 
of  the  work  shall  be  obtained  within  nine  months  and  the 
work  forwarded  to  completion  without  interruption  or  delay ; 
and 

Whereas,  applicant  now  requests  a  modification  of  the 
terms  of  the  original  resolution  to  permit  other  than  bank 
use  within  the  same  area  of  1st  floor  originally  modified  on 
the  Park  avenue  front,  and  under  date  of  October  6,  1930, 
requests  a  further  modification  as  to  the  type  of  business 
use  permitted,  the  character  of  the  district  having  been 
changed  on  the  other  corners  by  action  of  the  board  of 
estimate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  modify  the  resolution  adopted  under  Cal.  No.  1099- 
24-BZ,  October  28,  1924,  on  condition  that  the  original  reso¬ 
lution  shall  be  unchanged  so  far  as  the  corner  store  area  is 
concerned,  and  that  the  space,  south  of  the  main  entrance, 
first  story,  may  be  used  for  business  mirposes,  the  use  to  be 
restricted  to  the  conduct  of  mercantile  shops  or  executive 
offices,  prohibiting  any  business  for  the  sale  of  food  products ; 
that  no  advertising  of  any  nature  or  description  or  signs 
shall  be  erected  on  the  outside  of  the  building  and  that  the 
existing  architectural  design  shall  remain  unchanged ;  that 
any  lettering  indicating  the  title  of  the  business  be  restricted 
to  the  plate  glass  panels  of  the  store  entrance  doors  only. 


4 1  -28-BZ.  i( 

APPLICANT — P.  Gregory  Stadler,  substituted  for  John 
Dunnigan,  for  Adolph  Weg,  owner.  1  o 

SUBJECT — Application  for  approval  of  plans  in  accordan : 
with  resolution  adopted  by  the  board  on  Septemb  i 
16,  1930.  ' 

PREMISES  AFFECTED— Northeast  intersection  of  Bail  < 
avenue  and  Bailev  place,  The  Bronx. 

APPEARANCES'—  ’  j. 

For  Applicant:  Samuel  Weinberger. 

For  Opposition:  None.  t 

ACTION  OF  BOARD — Application  reopened,  resoluwe 
modified  and  time  extended.  r 

THE  VOTE  TO  REOPEN,  MODIFY  RESOLUTIO 
AND  EXTEND  TIME—  |f 

Affirmative :  Temporary  Chairman  Connell,  Com-  j 
missioners  Holland  and  Guilfoyle  and  Chief  y 

Kenlon  .  - 

Negative  . 

Absent  .  g 

THE  RESOLUTION—  P 

(47-28-BZ)  II 

Whereas,  John  J.  Dunnigan,  for  Adolph  Weg,  owne 
filed,  January  18,  1928,  an  application,  under  the  buildir 
zone  resolution,  to  permit  in  a  business  district  the  erectk 
and  maintenance  of  a  gasoline  service  station ;  premia 
northeast  intersection  of  Bailey  avenue  and  Bailey  plac 
Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  applicatic( 
by  the  board  of  standards  and  appeals,  at  its  regular  mee ' 
ing,  July  10,  1928,  after  due  notice  by  publication  in 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and  j 
Whereas,  the  use  district  maps  accompanying  the  buildin 
zone  resolution  show  that  Bailey  avenue,  Bailey  place  an 
West  234th  street  are  all  in  a  business  district;  and  j' 
Whereas,  the  decision  of  the  superintendent  of  building  j 
rendered  January  18,  1928  (re  App.  N.  B.  2686-27),  reads 
"1.  Erection  of  building  and  maintenance  of  premia 
in  business  district  to  be  used  for  gasoline  selling  statio 
is  contrary  to  provisions  of  Building  Zone  Resolt 
tion.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havin' 
a  frontage  of  157.5  ft.  on  Bailey  avenue,  123.52  ft.  1 
Bailey  place  and  a  distance  of  40.47  ft.  across  the  rear,  upo)l 
which  it  is  proposed  to  erect  a  one-story  office,  25  ft.  by  1], 
ft.  in  area,  and  to  install  the  necessary  tanks  and  pumps  fo 
a  gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  applicant  substantiate :I 
his  basis  of  appeal  brought  under  section  21  of  the  buildin: 
zone  resolution  in  that,  owing  to  the  irregular  shape  anin 
contour  of  the  plot  and  the  steep  grade  on  Bailey  place,  th 
plot  would  be  practically  unsuited  to  any  other  purpose  thj 
that  of  a  gasoline  service  station ;  and 
Whereas,  this  application  was  granted  by  the  board  at  it  \, 
meeting,  July  10,  1928,  on  certain  conditions,  and  time  ex  ; 
tended  July  9,  1929,  and  present  owner  requests  a  further  exr 
tension  of  time,  and  now  requests  permission  to  instal  r 
crankcase  service,  and  under  date  of  October  3,  1930,  P  h 
Gregory  Stadler,  architect,  requests  a  further  modification 
as  to  wall  shown  on  plans  approved  and  as  to  driveways;  f 
Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  distric 
regulations  of  the  building  zone  resolution,  and  that  tb  , 
application  be  and  it  hereby  is  granted  on  condition  that  tin 
building  erected  on  the  premises  shall  be  located  along  tb(  ] 
northerly  boundary  line  of  the  plot;  that  there  shall  h 
incorporated  at  the  southerly  end  of  the  plot  a  semi-circula: 
concrete  platform  not  less  than  12  in.  above  the  mear 
grade  sidewalk  level ;  that  any  gasoline  pumps  installed 
shall  be  located  along  the  easterly  or  Bailey  place  property 
line  on  Bailey  avenue  grade;  that  a  concrete  curbing  not 
less  than  12  in.  in  height  above  the  grade  level  of  Bailey 
avenue  shall  be  installed  and  not  more  than  three  driveway.5 
shall  be  installed  therein,  not  exceeding  a  width  of  10  ft 
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ell.  except  driveway  to  grease  rack  service,  which  may  be 
ft.  wide;  that  a  fence  of  substantial  construction  with 
.>n  uprights  and  heavy  gauge  wire  or  of  wrought-iron  con- 
ruction  shall  be  incorporated  along  the  Bailey  place  build- 
g  line,  not  less  than  (i  ft.  6  in.  in  height;  that  any  crank - 
se.  grease  racks  or  pit  service  incorporated  on  these 
etnises  shall  be  limited  to  one  car,  enclosed  in  a  proper 
using  with  open  driveway  maintained  at  all  times;  that 
iron  picket  fence  not  less  than  8  ft.  high  shall  be  built 
the  northerly  property  line  extending  from  the  proposed 
ease  rack  enclosure  to  Bailey  avenue  building  line;  that 
e  architect  shall  make  a  return  of  the  drawings  in  ac- 
rdance  with  the  foregoing  stipulations  for  the  approval 
this  board  before  submission  of  same  to  the  building 
perintendent  or  the  fire  department;  that  all  permits 
piired  shall  be  obtained  within  six  months  and  any  work 
solved  thereby  shall  be  completed  within  one  year  from 
tober  15,  1930. 

J-29-BZ. 

’PLICANT — McCooey  &  Conroy,  for  John  Sklar  Holding 
Co.,  Inc.,  owner. 

JBJECT — Application  for  reopening — extension  of  time 
to  procure  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor  vehicles. 
IP.MISBS  AFFECTED — 146-156  East  98th  street,  north¬ 
west  corner  of  Winthrop  street,  Brooklyn 
’PEARANCES— 

For  Applicant :  Miss  N.  Rafel. 

For  Opposition :  None. 

.TION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

IE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Ouilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


[E  RESOLUTION— 

(302-29-BZ) 

Vhereas,  McCooey  &  Conroy,  for  John  Sklar  Holding 
,  Inc.,  owner,  filed.  May  3,  1929,  an  application,  under 
building  zone  resolution,  to  permit,  partly  in  a  residence 
rict  and  partly  in  a  business  district,  the  erection  and 
ntenance  of  a  garage  for  the  storage  of  more  than  five 
or  vehicles;  premises  146-156  East  98th  street,  northwest 
ier  of  Winthrop  street,  Borough  of  Brooklyn ;  and 
/hereas,  a  public  hearing  was  held  on  this  application 
the  board  of  standards  and  appeals,  at  its  special  meet- 
July  26,  1929,  after  due  notice  by  publication  in  the 
letin  of  the  Board  of  Standards  and  Appeals ;  and 
I hereas,  the  use  district  maps  accompanying  the  building 
:  resolution  show  that  East  98th  street  is  in  a  business 
rict ;  Rockaway  parkway  and  Winthrop  street  are  in  a 
dence  district,  and  Union  street  and  Blake  avenue  are 
business  district ;  and 

Tiereas,  the  decision  of  the  superintendent  of  buildings, 
lered  April  18.  1929  (re  App.  No.  5777-1929),  reads: 

“Proposed  garage  for  more  than  five  cars  to  be  located 
partly  in  a  business  use  and  partly  in  a  residential  dis¬ 
trict  is  contrary  to  Art.  II,  Sec.  3*  and  4-a  of  the  Zone 
Resolution.” ; 

'hereas,  the  proposed  building  is  to  be  of  non-fireproof 
truction,  one  story  in  height,  with  a  frontage  of  100  ft. 
last  98th  street  and  120  ft.  on  Winthrop  street;  to  be 
pied  as  a  garage  for  the  storage  of  more  than  five  motor 
:les;  and 

hereas,  the  board  has  in  six  prior  actions  granted 
ges  on  this  same  street  front  and  abutting  properties; 


Whereas,  the  boards  action  has  been  sustained  in  the 
Special  1  erm  and  Appellate  Division,  the  board  believes, 
under  section  21,  that  the  surrounding  circumstances  justifies 
the  granting  of  this  application  in  view  of  its  former  actions 
on  abutting  and  contiguous  actions  for  the  same  and  similar 
use ;  and 

Whereas,  the  board,  under  date  of  July  26,  1929,  did 
grant  a  variation  on  this  property  and  stipulated  certain 
conditions,  among  which  was  one  that  all  permits  required 
should  be  obtained  within  six  months  and  all  work  involved 
completed  within  one  year  from  the  date  of  the  board’s 
action ;  and 

Whereas,  a  writ  of  certiorari  on  which  the  board  was 
sustained  by  the  Supreme  Court  prevented  the  applicant  from 
obtaining  permits  and  completing  the  work  within  the  time 
stipulated  by  the  board  in  its  original  resolution,  and  appli¬ 
cant  now  requests  a  further  extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  one  story  above 
grade  and  shall  be  constructed  fireproof ;  that  the  rear  and 
gable  walls  shall  be  unpierced  throughout  their  entire  height 
and  length ;  that  the  exterior  of  the  walls  on  the  street 
fronts  shall  be  finished  with  light-colored  face  brick  with 
dark-colored  brick  trim  at  all  openings  or  natural  stone  or 
architectural  terra  cotta  trim;  that  a  water  table  not  less 
than  18  in.  in  height  shall  be  installed  on  the  Winthrop 
street  front ;  that  there  shall  be  no  vehicular  opening  on 
the  Winthrop  street  front;  that  any  door  opening  installed 
on  the  Winthrop  street  front  shall  not  exceed  a  width  of 
3  ft.  8  in. ;  that  there  shall  be  no  door  opening  within  the 
residence  use  area  on  the  Winthrop  street  front;  that  the 
parapet  wall  on  the  street  front  shall  be  not  less  than  6  ft. 
above  the  roof  grade  with  pediments  on  the  course  of  the 
front  of  attractive  architectural  design;  that  there  shall  be 
no  signs  or  advertising  of  any  nature  or  description  dis¬ 
played  on  the  Winthrop  street  front;  that  no  roof  signs 
shall  be  erected;  that  no  vehicular  opening  shall  be  installed 
on  the  98th  street  front  within  25  ft.  of  the  Winthrop  street 
corner  ;  that  there  shall  be  installed  not  less  than  six  sky¬ 
lights  in  the  roof,  glazed  with  plain  glass  and  protected  with 
wire  guards  above  and  below ;  that  there  shall  'be  no  portable 
gasoline  tanks  operated  outside  of  the  premises;  that  any 
advertising  displayed  on  the  98th  street  front  shall  be  limited 
to  one  projecting  electric  sign,  indicating  the  name  and 
title  of  the  business  conducted  on  the  premises;  that  all 
permits  required  shall  be  obtained  within  six  months  and 
that  all  work  involved  shall  be  completed  within  one  year 
from  the  date  of  this  action — October  15,  1930. 


AREA  FIXED. 

(605-30-BZ) 

1  he  chairman  presented  and  read  a  communication  from 
William  Richter,  requesting  that  the  board  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
residence  district  the  erection  and  maintenance  of  ten  in-  - 
dividual  garages  in  addition  to  a  two-car  garage  existing 
upon  the  premises ;  premises  172-174  Woodbine  street,  south 
side,  100  ft.  east  of  Central  avenue,  Borough  of  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Woodbine  street  from  a  point  100  ft. 
west  of  Central  avenue  to  Wilson  avenue;  both  sides  of 
Central  avenue  from  a  point  100  ft.  north  of  Woodbine 
street  to  a  point  100  ft.  south  of  Woodbine  street  on 
the  west  side  and  to  Madison  street  on  the  east  side; 
also  the  north  side  of  Madison  street  from  Centrai 
avenue  to  a  point  200  ft.  east  of  Central  avenue. 


Adjourned  1.50  p.  m. 

William  J.  O’Gorman,  Secretary, 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  14,  1930. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS. 

6-30-S. 

PETITIONER— William  F.  Doyle,  substituted  for  Buch- 
nvan  &  Kahn,  for  2f,-27  West  5fith  Street  Co.,  Inc., 
owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  orders  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 25-27  West  56th  street  and  24- 
26  West  57th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  November  11,  1930, 
at  2  p.  m.,  on  written  request  of  petitioner. 


181-30-S. 

PETITIONER— William  F.  Doyle,  for  Joseph  Sobel, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED— 1789-1791  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  November  11,  1930, 
at  2  p.  m.,  on  written  request  of  petitioner. 


344-30-S. 

PETITIONER— Edward  P.  Doyle,  for  32nd  Street  Building 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 16-20  West  32nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  21,  1930,  at 
2  p.  m.,  on  written  request  of  petitioner. 


819-27-S. 

PETITIONER — Francis  H.  Dike,  substituted  for  William 
F.  Doyle,  for  McDougal  &  Potter  Co.,  owner. 
SUBJECT — Application  for  reopening — modification — re 
Variation  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 15  East  31st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Francis  H.  Dike. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative  .  0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  . 0 


238-30-  S 

PETITIONER — G.  Harry  Madigan,  for  Anthony  Yaconett 
and  ‘Maria  Grazia,  owners,  and  Pasquale  Egidio 
lessee. 

SU  BJ  ECT — Application  for  reopening  —  reconsideratioi 

(previously  denied) — re  Variation  of  the  labor  law 
as  cited  in  a  decision  of  the  health  commissioner. 

PREMISES  AFFECTED— 605  East  187th  street,  Th 
Bronx. 

APPEARANCES— 

For  Petitioner:  G.  Harry  Madigan. 

ACTION  OF  BOARD — Petition  reopened  and  set  fo 
hearing  November  11,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR 
INO- 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


655-29-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer 
ing  Co.,  for  Estate  of  Joseph  Aronauer,  owner. 
SUBJECT — Application  for  reopening  —  reconsideratio 

(previously  denied) — re  Variation  of  the  labor  law 
as  cited  in  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 133  Chrystie  street,  Manhattai 
APPEARANCES— 

For  Petitioner :  Philip  Bardes. 

For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  fo 
hearing  November  11,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR 
ING— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


302-30-S. 

PETITIONER — Max  Siegel  and  George  H.  Levy,  for  I 
Biloon  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  orde 
of  the  fire  commissioner  and  a  decision  of  th 
superintendent  of  buildings. 

PREMISES  AFFECTED — 26  West  47th  street,  Manhat 
tan. 

APPEARANCES— 

For  Petitioner :  Max  Siegel. 

For  Administration:  Inspector  Maher  of  fire  de 
partment.  J 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW — _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  , 

Negative  . 

Absent  .  \ 


352-30-S 

PETITIONER— Byrne  &  Bowman,  for  H.  W.  G.  Corp 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  orde 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 33-43  East  33rd  street,  Man 
hattan. 

APPEARANCES— 

For  Petitioner :  Louis  Resnick. 
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For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  Oh  BOARD — Petition  withdrawn 
THE  VOTE  TO  WITHDRAW — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . n 

Absent  .  0 


53S-30-S. 

PETITIONER  Ferdinand  Savignano,  for  Savoia  Macaroni 
Manufacturing  Co.,  Inc.,  owner. 

SUBJECT— Application  for  reopening— rescindment  of  ac- 
t!on  of  board  on  September  30,  1930— re  Variation 
of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1526-1536  62nd  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  A.  W.  Lederer 

ThI' VOTE  TO  ^REOPEN— n 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . 0 

Absent  .  n 

rHE  VOTE  TO  WITHDRAW— . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . ’  ”  [  *  ‘  j  '  ] .  0 

Absent  .  0 


57-30-S. 

ETI T 10 N E R— Victor  Mayper,  for  Hudson-King  Realty 
Corp.,  lessee. 

UBJECT— Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

REMISES  AFFECTED — 100-116  King  street,  341-361 
Hudson  street  and  91-109  Charlton  street  Man¬ 

hattan. 

PPEARANCES— 

Petitioner:  M.  A.  Kirchner. 

HE1  VOTeT  BOARD—Petition  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  .  n 

Absent  .  0 

HE  RESOLUTION— 

1  (357-30-S) 

Whereas,  Victor  Mayper,  for  Hudson-King  Realty  Corp. 
see.  filed.  May  26,  1930.  a  petition  for  a  variation  from 
requirements  of  the  labor  law.  as  cited  in  a  decision  of 
-  superintendent  of  buildings,  affecting  premises  100-116 
ng  street.  341-361  Hudson  street  and  91-109  Charlton 

eet,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 

lder?d  1\  1930  (N-  B-  App.  No.  20-1930),  reads: 

8.  Windows  on 
with  Section  264  of 
i  Code.”; 

Vhereas,  the  proposed  building  is  to  be  fireproof,  seven- 

•rnprkexTrvhe,fht’  19nrft  10  in'  by  249  ft-  6  in  in  area; 
J..U FANCY,  tenant  factory,  360  persons  each  story; 

'LIPPED  with  a  sprinkler  system;  EXITS:  three  in- 
or  fireproof  stairways,  extending  from  the  first  story  to 
t.  enclosed  in  fireproof  partitions,  with  fireproof  doors 
openings;  and 


W  hereas,  the  petitioner  proposes  to  use  plate  glass  not 
less  than  14  inch  in  thickness  in  windows  at  the  first  story 
on  all  street  fronts,  the  maximum  size  of  a  single  light  to  be 
o  it.  2  in.  by  10  ft.  3  in.;  all  windows  above  the  first  story 
will  be  constructed  in  accordance  with  the  labor  law  fur¬ 
thermore,  claims  the  first  story  will  be  used  for  stores,  the 
owner  would  suffer  a  hardship  if  compelled  to  use  small 
lights  of  glass  for  show  window  purposes,  as  this  would 
reduce  the  rental  value. 

Resolved  that  the  'board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only  so 
far  as  it  affects  the  windows  on  first  story,  street  front 
on  condition  that  they  shall  be  equipped  with  metal  frames 
'V,  ,sas  g,azetI  with  34 -inch  polished  plate  glass,  and 
that  the  labor  law  shall  be  complied  with  in  all  other  re¬ 
spects. 


325-30-S. 

A.merican  Press  Association,  owner. 
SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner 

PREMISES  AFFECTED — 225  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Louis  P.  Eisner. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACT  ION  OF  BOARD — Petition  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  . * '  .  Q 

THE  RESOLUTION— 

(325-30-S) 

inW™EAS^  American  Press  Association,  owner,  filed,  May 
10,  1930,  a  petition  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  225  West  39th  street,  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jan¬ 
uary  30,  1930  (Order  No.  68689-LD),  reads: 

1.  Remove  all  articles  or  wares  from  stairway  en¬ 
closure  or  from  the  landings,  platforms  and  passageways 
connected  therewith  including  cigar  and  lunch  stand  in 
hall  at  1st  story  as  per  rules  of  the  Board  of  Standards 
and  Appeals.  ; 
and 

Whereas  the  building  is  fireproof,  twelve  stories  in 
height,  75  ft.  by  88  ft.  11 54  in.  in  area  at  first  story  and 
10  ft-  by  '5  ft.  in  area  above;  OCCUPIED:  1st  story 
restaurant ;  upper  stories,  electrotyping,  printing  and  engrav¬ 
ing,  not  more  than  38  persons  per  story;  EQUIPPED  with 
a  sprinkler  system  and  a  fire  alarm  signal  system  -  EXITS- 
two  interior  iron  and  slate  stairways,  extending’  from  the 
story  to  roof,  enclosed  in  fireproof  partitions,  with 


first 


hreproof  doors  at  openings;  a  fire  escape  on  the  rear  of 
the  building,  having  fireproof  openings  along  the  course 
thereof,  extending  from  the  ground  floor  to  the  roof  with 
egress  through  fireproof  hall  on  first  story  to  street’-  and 

in.  o.  App.  ixo  20-1930)  reads-  W  bfT  V  ^  bas  fi!ed  Plans  showing  a  ’cigar 

1st  an<I  2nd  floors  should  comply  culrance!  sir/s  f,  2  by  Si, 'flu  “idnelr  'h'  S‘re" 
Labor  Law  and  Rule  503  of  Building  _  Whereas, the  pe.i.ionc/claims'  the  cigar  and  h,„H, 


,  •  ,  ,  ,  •  .  ,  . . -  cigar  and  lunch  stand 

has  existed  for  a  period  of  years  without  a  complaint-  the 
counter  does  not  encroach  upon  the  required  width  of 
entrance  hall ;  no  dangerous  or  inflammable  goods  are  stored  • 
furthermore,  the  petitioner  contends  the  owner  would  suffer 
a  hardship  by  its  removal  at  this  time  due  to  the  existence 
of  a  lease  between  the  tenant  and  landlord. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed ,  and  that  the  petition  be  and  it  hereby 
denied.  J 


is 


MINUTES 


283-30-S 

PETITIONER— Filco  Holding  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1413  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Arthur  Schenkein  and  Philip 
Cohen. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(283-30-S) 


Whereas,  Filco  Holding  Co.,  Inc.,  owner,  filed,  April  23, 
1930,  a  petition  for  a  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  1413  Fifth  avenue,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
9,  1930,  which  was  issued  on  March  18,  1929  (re  Order  No. 
52021-LD),  reads: 

“1.  Arrange  fire  escape  at  rear  of  building  serving 
as  a  required  means  of  exit  so  that  same  will  conform 
to  Section  274  of  the  Labor  Law  and  rules  of  the  Board 
of  Standards  and  Appeals. 

“Defects  noted  as  follows : 

“(a)  Fire  doors  2'  x  6'  not  provided,  (b)  Windows 
on  course  not  fireproof,  self-closing,  (c)  No  steps  to 
sills  provided,  (d)  No  guard  rails  for  wellhole  open¬ 
ings.  (e)  No  counterbalanced  stairway  from  lowest 
balcony,  (f)  Connecting  stairs  not  at  an  angle  of  60°. 
(g)  No  stairway  from  top  balcony  to  roof,  (j)  No 
safe  egress  from  terminations  of  fire  escape  to  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  25  ft.  by  80  ft.  in  area;  OCCUPIED:  cellar,  boiler; 
1st  story,  bank,  5  persons ;  2nd  story,  dressmaking,  4  per¬ 
sons  ;  3rd  story,  tie  manufacturing,  4  persons ;  EXITS  :  an 
interior  wooden  stairway,  extending  from  the  first  story  to 
top  story,  enclosed  in  wood  studding  and  plaster  board  parti¬ 
tions,  with  fireproof  doors  at  openings ;  an  iron  ladder 
to  roof  scuttle;  a  fire  escape  on  the  rear  of  the  building, 
having  non-fireproof  openings  along  the  course  thereof,  ex¬ 
tending  from  the  first  story  to  the  top  story,  with  no  legal 
means  of  egress  to  street;  ROOFS  of  adjoining  buildings: 
20  ft.  higher  at  east  side;  and 

Whereas,  the  petitioner  claims  the  connecting  stairs  of 
rear  fire  escapes  are  set  at  an  angle  of  65  degrees ;  fire 
extinguisher  and  fire  pails  are  provided  on  the  two  top 
stories ;  the  floor  area  and  occupancy  of  the  building  is 
small ;  furthermore,  the  petitioner  proposes  to  provide  an 
iron  stairway  in  yard  leading  up  to  adjoining  yards  at  south¬ 
east,  thence  through  to  next  adjoining  yard  where  egress 
may  be  had  through  cellar  to  interior  stairs  and  through 
entrance  hall,  first  story,  to  street. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereby  is 
denied. 


3 1 1-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Max  Goldstein,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 61  Nassau  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Herman  E.  H  or  wood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ii 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy  4 

Chief  McElligott . ■ 

Absent  . Id 

THE  RESOLUTION—  ■ 

(311-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineerinn 
Co.,  for  Max  Goldstein,  lessee,  filed,  May  5,  1930,  a  petitioi 
for  a  variation  from  the  requirements  of  the  labor  law,  a 
cited  in  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  64  Nassau  street,  Borough  of  Manhattan:: 
and 

Whereas,  the  order  of  the  fire  commissioner  (Order  Nr 
38550-LD)  reads: 

“1.  Provide  passageways  having  an  unobstructei 
width  of  at  least  3  feet  throughout  their  length  leading 
directly  to  every  means  of  egress  including  outside  fir 
escape  and  passenger  elevators  on  all  stories.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendere 
May  1,  1930,  reads: 

“Your  request  to  rescind  order  No.  38550-LD  an 
reissue  same  must  be  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  ii 
height,  52  ft.  10J4  in.  by  99  ft.  8f4  in.  in  area  at  first  stor 
and  52  ft.  10l/2  in.  by  87  ft.  8%  in.  in  area  above;  OCCUi 
PIED :  tenant  factory,  offices  and  manufacture  of  jeweler) 
not  more  than  30  persons  each  story;  EQUIPPED  with  ■ 
fire  alarm  signal  system;  EXITS:  an  interior  cement  an 
steel  stairway,  extending  from  the  first  story  to  roof,  en 
closed  in  gypsum  block  partitions,  with  fireproof  doors  a 
openings :  a  fire  escape  on  the  rear  of  the  building,  bavin; 
fireproof  openings  along  the  course  thereof,  extending  fror 
the  second  story  to  the  roof,  with  egress  through  publi 
hall  at  second  story  to  interior  stairs  and  through  entranc 
hall,  first  story,  to  street ;  and 

Whereas,  the  petitioner  has  filed  plans  showing  each  stor 
above  the  first  story  partitioned  off  into  rooms  with  onl 
one  room  on  each  story  opening  to  the  rear  fire  escape  whic 
forms  the  required  second  means  of  exit,  all  exit  doors  an 
halls  figured  3  ft.  in  width;  and  B 

Whereas,  the  petitioner  claims  the  door  to  room  opening 
to  rear  fire  escape  is  provided  with  a  red  light,  an  exit  sig:, 
and  a  glass  panel  27  in.  by  35  in.,  and,  furthermore,  the  peti 
tioner  proposes  to  provide  each  such  door  with  an  axe  fo 
use  in  case  of  emergency. 

Resolved,  that  the  order  and  decision  of  the  fire  conimis 
sioner  be  and  they  hereby  are  affirmed,  and  the  petition  b 
and  it  hereby  is  denied. 


673-29-S.  S 

PETITIONER— John  H.  Knubel,  for  Clemens  Realty  Co 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 345-353  Seventh  avenue.  Man 
hattan. 

APPEARANCES—  ■ 

For  Petitioner :  L.  W.  Osterweis  and  John  H 
Knubel. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Previous  resolution  of  board  re 
affirmed. 

THE  VOTE  TO  REAFFIRM  PREVIOUS  ACTION— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott . 


Negative  .  < 

Absent  .  i 


836 


MINUTES 


E  RESOLUTION— 

(673-29-S) 

Whereas,  John  H.  Knubel,  for  Clemons  Realty  Co.,  Inc., 

er,  filed,  November  16,  1929,  a  petition  for  a  variation 
n  the  requirements  of  the  labor  law,  as  cited  in  orders 
he  fire  commissioner,  affecting  premises  315-363  Seventh 
iuc,  Borough  of  Manhattan ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
ting.  April  29,  1930,  on  certain  conditions,  as  to  Item 
1  of  Order  No.  65408-LD  and  denied  as  to  Item  No.  1 
Order  No.  65107-LD,  and  petitioner  requested  a  reopen- 
1  of  the  case,  which  request  was  granted  September  9, 
»;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  No- 
ber  8,  1929,  read: 

“Order  No.  65407-LD  : 

“1.  Remove  all  articles  or  wares  from  stairway  en¬ 
closures  or  from  landings,  platforms  or  passageways 
connected  therewith  including  cigar  stand  in  hall  at  1st 
story  as  per  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”; 

“Order  No.  65408-LD: 

“1.  Provide  an  approved  Fire  Door  opening  from  the 
Barber  Shop  to  stair  hall  at  1st  story  to  replace  present 
door  having  glass  panels*  as  per  Section  270  of  the 

Labor  Law.”; 

'hereas,  the  building  is  fireproof,  twenty-four  stories  in 
ht,  101  ft.  4J4  in.  by  75  ft.  in  area;  OCCUPIED: 

es,  50  persons ;  upper  stories,  tenant  factories,  principally 
iers,  approximately  160  persons  per  story;  EQUIPPED 

a  sprinkler  system ;  EXITS :  two  interior  fireproof 
ways,  extending  from  the  first  story  to  roof,  enclosed 
ireproof  partitions,  with  fireproof  doors  at  openings ; 

i'hereas,  there  is  a  cigar  stand  located  in  main  stair  hall 
be  first  story  of  the  building ;  also,  the  door  leading 
l  the  barber  shop,  at  rear  of  first  story,  to  stair  hall  is 
tructed  of  bronze  metal  glazed  with  wired  glass,  the 
imum  area  of  the  glass  panels  being  965  sq.  in. ;  and 
|  hereas,  petitioner  contends  that  the  cigar  stand  does 
^obstruct  the  means  of  egress  from  the  building,  and  as 
le  door  located  at  the  extreme  end  of  the  stair  -hall  and 
ng  to  the  barber  shop,  contends  that  the  shop  is  small 
rea ;  that  the  occupancy  of  same  is  non-hazardous ;  that 
i  are  two  means  of  egress  from  the  shop,  and  requests 
acceptance  of  existing  conditions. 

? solved ,  that  the  resolution  of  the  board  adopted  April 
930,  be  and  it  hereby  is  affirmed. 


30-S. 

TTIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  William  P.  Youngs  &  Brothers,  Inc., 

owner. 

1JECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

1MISES  AFFECTED — 735-739  East  9th  street,  Man¬ 
hattan. 

‘EARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

TON  OF  BOARD — 'Petition  granted  on  condition. 

'£  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

£  RESOLUTION— 

(269-30-S) 

hereas,  Croker  National  Fire  Prevention  Engineering 
for  William  P.  Youngs  &  Brothers,  Inc.,  owner,  filed, 
1  18,  1930,  a  petition  for  a  variation  from  the  require¬ 


ments  of  the  labor  law,  as  cited  in  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  735-739  East  9th 
street,  Borough  of  Manhattan;  and 

W  hereas,  the  decision  of  the  fire  commissioner,  rendered 
April  14,  1930,  reads: 

"Re  Premises  735-9  East  9th  Street,  Manhattan. 

"This  will  reply  to  your  letter  of  April  3,  1930,  in 
which  you  state  that  you  filed  a  petition  with  the  Board 
of  Standards  and  Appeals  in  connection  with  violation 
No.  55867-LD,  but  the  Board  has  refused  to  accept  the 
case  owing  to  the  fact  that  more  than  twenty  days  have 
elapsed  since  the  issuance  of  the  order  and  you  request 
that  same  be  rescinded  and  reissued  at  a  later  date. 

“Your  request  to  rescind  Order  No.  55867-LD  and 
reissue  same  must  be  denied. 

“This  reply  to  your  communication  must  not  be  con¬ 
strued  to  indicate  that  the  matter  is  being  held  in 
abeyance  by  this  department  awaiting  the  filing  of  and 
decision  on  petition.”; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
14,  1929  (Order  No.  55867-LD),  reads: 

"1.  Extend  the  present  fire  resisting  enclosure  around 
the  stairway  at  north  side  of  building  to  3  ft.  above  the 
roof,  as  per  Sec.  271  of  the  Labor  Law. 

“2.  Provide  a  scuttle  opening  in  roof  2  ft.  by  3  ft.  to 
be  located  within  stairway  enclosure  at  north  side  of 
building  with  a  stationary  iron  double-rung  ladder  18  in. 
wide  leading  from  top  story  to  scuttle  and  properly 
fastened  at  top  and  bottom  as  per  Sec.  271  of  the  Labor 
Law  and  the  Rules  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  75  ft.  by  58  ft.  8  in.;  OCCUPIED:  tenant  factory, 
woodworking,  etc.,  not  more  than  ten  persons  per  story; 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
system;  EXITS:  two  interior  stairways,  extending  from 
first  story  to  top  story,  the  north  stairway  enclosed  in  brick 
and  fire-resisting  partitions,  the  south  stairway  in  wood 
partitions;  a  standard  fire  escape  on  front  of  building  and 
a  substandard  fire  escape  on  rear ;  and 

W  hereas,  petitioner  contends  that  there  are  pressure  tanks 
and  supports  on  roof  over  north  stairway  and  that  there 
is  an  iron  ladder  in  the  top  story  leading  to  roof  scuttle, 
directly  over  the  south  stairway,  and  contends,  further,  that 
there  is  no  safe  egress  from  the  roof  of  the  building  in 
question. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  present  interior  stairs  shall  be  enclosed  in  fire- 
resisting  material  to  underside  of  roof  of  top  story  and  ceiling 
of  top  story  above  stair  enclosure  be  fire-retarded  according 
to  rules  of  board  of  standards  and  appeals;  that  egress  to 
the  roof  shall  be  by  means  of  gooseneck  ladder 
from  the  front  fire  escape  and  a  stair  and  landing  from  rear 
substandard  fire  escape  and  by  double-rung  iron  ladder  to 
scuttle  in  roof  on  south  side  of  building;  that  the  building 
shall  be  equipped  with  an  approved  sprinkler  system;  that 
the  labor  law  shall  be  complied  with  in  all  other  respects, 
and  that  the  building  shall  be  not  increased  in  height  or 
area. 


650-29-S. 

PETITIONER — Samuel  Gardstein,  for  Max  Levine,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 1573-1575  Gravesend  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  Samuel  Gardstein. 

ACTION  OF  BOARD — Petition  denied. 


837 


MINUTES 


THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 


THE  RESOLUTION— 

(650-29-S) 

Whereas,  Samuel  Gardstein,  for  Max  Levine,  owner,  filed, 
November  6,  1929,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  1573-1375 
Gravesend  avenue,  Borough  of  Brooklyn;  and 

Whereas,  the  petition  was  granted  by  the  board  at  its 
meeting,  February  26,  1930,  with  the  following  conditions 
imposed : 

“ Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  provided  an  interior  stair¬ 
way,  44  in.  wide,  enclosed  in  fireproof  material,  leading 
from  street  level  to  a  bulkhead  in  the  roof,  and  that 
there  shall  be  constructed  on  the  southerly  side  of  the 
front  of  the  building  a  balcony,  at  window  sill,  level 
with  counterbalanced  stairs,  22  in.  wide,  to  street,  and 
that  there  shall  be  provided  an  opening  to  the  balcony 
from  the  second  story  by  means  of  a  casement  door 
and  iron  steps  to  sills,  and  on  condition  that  the  occu¬ 
pancy  of  the  second  story  be  limited  to  the  legal  capacity 
of  the  interior  stairs,  and  that  the  building  shall  be  not 
increased  in  height  or  area.” ; 

and 

Whereas,  petitioner  requested  a  modification  of  these 
conditions  to  permit,  in  lieu  of  the  44-inch-wide  stairway, 
extending  from  first  story  to  and  above  roof  with  bulkhead 
at  roof  level  and  the  enclosure  of  the  entire  stairway  in 
fireproof  material,  the  construction  of  a  new  exterior  stair¬ 
way  from  the  roof  to  yard  level  along  the  wall  of  the  ex¬ 
tension  and  the  omission  of  stairway  enclosure  on  second 
story  on  the  ground  of  hardship  occasioned  by  the  necessity 
of  ripping  away  floors  and  insertion  of  steel  beams  and 
columns  to  support  fireproof  enclosure ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  25,  1929  (App.  No.  16018-29),  reads: 

“Two  interior  fireproof  stairs  required  as  per  Labor 
Law ;  application  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  40  ft.  by  100  ft.  in  area  at  first  story  and  40  ft.  by 
49  ft.  6  in.  in  area  above;  OCCUPIED:  1st  story,  market, 
4  persons ;  2nd  story,  dress  manufacturer,  22  persons ; 
EXITS:  an  interior  fireproof  stairway,  extending  from  the 
first  story  to  top  story,  enclosed  in  fireproof  partitions  on 
the  first  story  and  fire-retarding  partitions  on  the  second 
story,  with  fireproof  doors  at  openings;  ROOFS  of  adjoining 
buildings :  to  south,  same  level. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  petition  be  and 
it  hereby  is  denied. 


229-28- S. 

PETITIONER — William  Hochberg,  for  Hochberg  Brothers 
&  Schwartz,  owners. 

SUBJECT — Application  for  reopening — modification — re 
Variation  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 328  Broome  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Joseph  S.  Gershman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 


THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLD 
TION— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(229-28-S! 

Whereas,  William  Hochberg,  for  Hochberg  &  Schwartz 
owner,  filed,  March  14,  1928,  a  petition  for  a  variation  fron 
the  requirements  of  the  labor  law,  as  cited  in  an  order  o 
the  fire  commissioner,  affecting  premises  328  Broome  street 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb 
ruary  15,  1928,  reads : 

“Order  No.  32886-LD : 

"1.  Provide  a  counter-balanced  stairway  from  lowes 
fire-escape  balcony  at  front  of  building  to  the  street,  a: 
per  Section  274  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  ir 
height,  22  ft.  by  70  ft.  in  area;  OCCUPIED:  1st  story 
showroom  and  office,  4  persons ;  2nd  story,  workshop,  8  per 
sons ;  3rd  and  4th  stories,  storage  of  store  fixtures,  no  occu 
pancy;  EXITS:  an  interior  iron  and  steel  stairway,  extend 
ing  from  the  first  story  to  roof,  enclosed  in  (wire  lath  anc 
34-inch  cement  plaster,  both  sides)  partitions  with  stee 
doors  at  openings ;  a  fire  escape  on  the  f  ront  of  the  building 
having  fireproof  openings  along  the  course  thereof,  extend¬ 
ing  from  the  second  story  to  roof,  and  drop  ladder  fron1 
second  story  balcony  to  sidewalk;  ROOFS  of  adjoining 
buildings:  8  ft.  higher  at  west;  same  level  at  east;  and  ^ 

Whereas,  die  petitioner  claims  that  the  store  and  show 
window  on  first  story,  used  to  display  store  fixtures,  would 
be  destroyed  by  complying  with  the  order;  furthermore 
the  petitioner  contends  that  the  exits  are  adequate  and  the' 
occupancy  is  very  light ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its1 
meeting,  July  17,  1928,  on  certain  conditions,  and  petitioner 
requests  a  modification  of  the  conditions  as  to  area  of 
building,  and  under  date  of  September  17,  1930,  requests  a 
further  modification  as  to  occupancy  of  third  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  ou 
condition  that  a  counterbalanced  drop  ladder  in  guides  shall 
be  provided  at  each  end  of  the  lowest  balcony  fire  escape 
at  the  front  of  the  building ;  that  the  occupancy  shall  not( 
exceed  thirteen  persons  above  the  first  story,  not  more  than, 
five  of  which  may  be  located  on  the  third  story;  that  the; 
entire  premises  shall  remain  in  single  tenancy  and  operation;- 
that  the  building  shall  be  not  increased  in  height  or  area, 
other  than  an  extension  at  rear  in  the  first  and  second  stories 
not  more  than  18  ft.  6  in.  in  depth,  and  that  the  occupancy 
of  the  second  story  be  restricted  to  not  more  than  eight 
persons. 


115-30-S.  i 

PETITIONER — Joseph  D.  Nunan,  for  Estate  of  Charlesj 

G.  Thompson,  owner.  i 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 410  Lafayette  street,  Manhat¬ 
tan. 

APPEARANCES—  j 

For  Petitioner:  Joseph  D.  Nunan,  Jr. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com- 
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missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(115-30-S) 

Whereas,  Joseph  D.  Nunan,  for  Estate  of  Charles  G. 
Thompson,  owner,  filed,  February  13,  1930,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 
m  an  order  of  the  fire  commissioner,  affecting  premises  410 
Lafayette  street,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jan¬ 
uary  27,  1930  (Order  No.  62748-LD),  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
t  lower  termination  of  the  fire-escape  at  rear  by  con¬ 
structing  a  fireproof  passageway  with  an  unobstructed 
f  width  of  at  least  3  ft.  throughout,  leading  to  the  street, 
adequately  lighted  at  all  times  during  working  hours  or 
by  means  of  providing  access  to  an  open  area  having 
communication  with  the  street  as  per  Section  273  of  the 
f  Labor  Law.” ; 
ind 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  23  ft.  by  127  ft.  in  area  on  first  story  and  23  ft.  by 
,58  ft.  in  area  above;  erected  prior  to  1913;  OCCUPIED: 
oasement,  store,  printing,  10  persons ;  1st  story,  printing,  5 
‘persons ;  2nd  story,  gold  stamping,  5  persons ;  3rd  story, 
:ap  manufacturing,  4  persons ;  4th  story,  pencil  manufactur- 
ng,  8  persons;  means  of  EGRESS  consisting  of  an  interior 
‘stairway,  extending  from  the  first  story  to  fourth  story, 
Arith  scuttle  and  ladder  to  roof,  with  wood  doors  at  open- 
ngs ;  a  fire  escape  on  rear  of  building,  with  balconies  on 
:hird  and  fourth  stories,  connected  by  stairways  and  a  stair 
anding  to  roof,  with  stairway  from  the  third  story  bal- 
:ony  to  the  roof  of  extension  on  the  second  story,  and  a 
stairway  from  roof  of  extension  on  second  story  to  roof 
)f  extension  of  building  to  the  north;  a  ladder  from  roof 
>f  extension  on  first  story  to  yard  level,  with  a  ladder 
from  yard  level  to  opening  in  fence  to  adjoining  premises 
it  rear ;  and 

Whereas,  it  appears  that  a  similar  petition  was  acted  on 
)y  the  board  under  Cal.  No.  930-17- S,  at  which  time  the 
>ccupancy  exceeded  twenty-five  persons  above  the  first  story, 
ind  the  question  before  the  board  involved  the  acceptance  of 
he  existing  exit  facilities,  including  the  enclosure  of  the 
stairway,  which  is  no  longer  required  in  that  the  occupancy 
s  less  than  twenty-five  persons  above  the  first  story ;  the 
Petitioner  now  requests  that  egress  from  the  termination  of 
■ear  fire  escapes  be  accepted  on  the  ground  that  this  means 
)f  egress  was  accepted  by  the  chief  of  the  fire  prevention 
mreau  on  February  19,  1918,  and  that  it  would  be  a  hardship 
o  compel  owner  to  provide  a  fireproof  passageway  through 
he  building,  which  has  only  a  23  ft.  frontage. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  requirements  of  the  labor 
aw,  and  that  the  petition  be  and  it  hereby  is  granted  on 
■ ondition  that  egress  from  rear  fire  escape  will  be  across  the 
'oof  of  the  one-story  extension  of  the  building  to  the  north, 
cnown  as  No.  412,  thence  down  a  counterbalanced  stair- 
vay  to  a  side  court  not  less  than  9  ft.  wide  leading  direct 
o  the  street ;  that  the  ceilings  of  extension  of  the  one- 
dory  and  of  the  two-story  extension  of  No.  410  shall  be 
•ire-retarded ;  that  the  occupancy  above  the  second  story 
hall  not  exceed  twenty-five  persons,  and  granted  only 
•o  long  as  the  two  buildings  known  as  Nos.  410 
ind  412  are  under  single  ownership;  that  the  court  at 
>ide  shall  be  maintained  unencumbered  direct  to  the  street, 
ind  that  the  labor  law  shall  be  complied  with  in  all  other 
•espects. 


!06-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Rexford  Mortgage  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

DEMISES  AFFECTED— 151-153  West  19th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(306-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Rexford  Mortgage  Corp.,  owner,  filed,  May  2,  1930, 
a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  151-153  West  19th  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  9,  1929  (Order  No.  45163-LD),  reads: 

“1.  Provide  an  independent  fireproof  passageway 
from  the  termination  of  the  exterior  screened  stairway 
to  the  street.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  29,  1930,  reads  : 

‘‘Re  Premises  151-3  West  19th  Street,  Manhattan. 

‘‘This  will  reply  to  your  letter  of  April  23rd,  1930, 
in  which  you  state  you  have  been  retained  by  the  owners 
of  above  premises  to  petition  the  Board  of  Standards 
and  Appeals  for  a  variation  of  the  Labor  Law  in  con¬ 
nection  with  violation  No.  45163-LD,  but  the  Board  has 
refused  to  accept  the  case  due  to  the  fact  that  more  than 
20  days  have  elapsed  since  the  issuance  of  said  order 
and  request  that  we  rescind  the  order  and  reissue  same 
at  a  later  date. 

“Your  request  to  rescind  and  reissue  Order  45163-LD 
must  be  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  46  ft.  7  in.  by  86  ft.  1  in.  in  area  at  first  story  and 
46  ft.  7  in.  by  81  ft.  1  in.  in  area  above;  OCCUPIED: 
cellar,  boiler  room  and  storage,  2  persons ;  1st  story,  store, 
9  persons;  2nd  story,  manufacture  of  powder,  rouge  (cos¬ 
metics),  10  persons;  3rd  story,  office  and  sales  room  of  auto 
selling  machinery,  5  persons ;  4th  story,  photo  engraver,  20 
persons ;  5th  story,  office,  stock  and  sales  room,  cutlery,  7 
persons;  6th  story,  manufacture  of  leather  goods,  35  per¬ 
sons  ;  7th  story,  manufacture  of  cosmetics,  20  persons ;  8th 
story,  printing,  14  persons ;  9th  story,  packing  cosmetics,  14 
persons;  10th  story,  office  and  stock  room,  5  persons;  11th 
story,  vacant  at  present ;  12th  story,  manufacture  of  celluloid 
products,  25  persons;  EQUIPPED  with  a  sprinkler  system; 
EXITS:  an  interior  steel  strings  and  risers  and  slate  treads 
stairway,  extending  from  the  first  story  to  roof,  enclosed 
in  brick  and  terra  cotta  block  partitions,  with  fireproof  doors 
at  openings ;  an  exterior  screened  stairway  on  the  rear  of 
building,  having  fireproof  openings  along  the  course  thereof, 
extending  from  the  roof  to  the  fire  escape  balcony  at  first 
story,  mezzanine  level,  with  EGRESS  from  the  termination 
of  the  fire  escape  by  means  of  connection  to  fire  escape  on 
rear  of  building  to  east  and,  also,  by  means  of  fireproof 
passageway  at  mezzanine  level,  leading  to  main  stairs  and 
thence  to  street ;  ROOFS  of  adjoining  buildings :  to  east,  five 
stories  lower ;  to  west,  six  stories  lower ;  and 

Whereas,  petitioner  requests  the  acceptance  of  the  existing 
means  of  egress  from  the  termination  of  the  exterior 
screened  stairway. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  egress  from  the  rear  exterior  screened  stairway 
shall  be  through  a  fireproof  passageway  with  unpierced  walls 
at  mezzanine  level  half  way  to  the  street  front,  thence  down 
to  the  main  corridor  leading  direct  to  the  street,  and  that 
the  rear  screened  stairway  at  the  second  floor  level  shall  be 


839 


MINUTES 


connected  with  a  party  wall  balcony  to  the  fire  escape  of 
the  building  to  the  east;  that  a  letter  of  consent  shall  be 
filed  with  the  fire  department  by  the  owners  of  the  building 
to  the  east ;  that  the  building  shall  not  be  increased  in 
height  or  area;  that  the  occupancy  shall  be  limited  to  capacity 
of  interior  stairs,  and  that  the  requirements  of  the  labor  law 
shall  be  complied  with  in  all  other  respects. 


378-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Signal  Realty  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 110  West  14th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(378-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Signal  Realty  Corp.,  owner,  filed,  June  5,  1930,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  110  West  14th  street,  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  18,  1930  (Order  No.  70780-LD),  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  exterior  screened  stairway  at 
rear  of  building  by  constructing  a  fireproof  passageway 
with  an  unobstructed  width  of  at  least  3'  throughout, 
leading  to  the  street,  adequately  lighted  at  all  times 
during  working  hours,  or  by  means  of  providing  access 
to  an  open  area  having  communication  with  the  street, 
as  per  Section  273  of  the  Labor  Law. 

“2.  Extend  the  exterior  screened  stairway  at  rear  of 
building  from  top  story  to  roof,  as  per  Section  268  of 
the  Labor  Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  3,  1930,  reads: 

“Re  Premises  110  West  14th  Street,  Manhattan. 

“In  reply  to  your  request  at  this  office  today,  for  ac¬ 
ceptance  of  the  present  stairway  and  passageway,  you 
are  advised  that  this  Bureau  has  no  power  to  vary  the 
Labor  Law. 

“It  is  suggested  you  take  the  matter  up  with  the 
Board  of  Standards  and  Appeals. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION, 

“BY  (S)  Peter  C.  Spence,  Chief.” 

and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
25  ft.  by  101  ft.  in  area ;  there  'being  a  three-story  extension, 
6  ft.  by  25  ft.  in  area,  at  the  easterly  rear;  OCCUPIED: 
cellar,  boiler  room,  1  person;  1st  story,  store,  6  persons; 
2nd  and  3rd  stories,  printer,  16  persons  on  both  stories;  4th 
story,  tailor,  18  persons;  5th  story,  printer,  10  persons;  6th 
story,  pattern  shop.  8  persons;  7th  story,  manufacture  of 
coats,  3  persons ;  8th  story,  bookbinding  and  printer,  5  per¬ 
sons ;  9th  story,  bottling  perfume,  5  persons;  10th  story, 
bookbinding,  6  persons;  EQUIPPED  with  a  fire  alarm  sig¬ 
nal  system;  EXITS:  an  interior  steel  strings  and  risers, 
marble  tread  stairway,  extending  from  the  first  story  to  top 
story',  enclosed  in  brick  and  fireproof  block  partitions,  with 
fireproof  doors  at  openings ;  an  exterior  screened  stairway 
on  the  rear  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  top  story  balcony  to 


the  fire  escape  balcony  at  first  story  mezzanine  level,  with 
EGRESS  from  the  termination  of  the  fire  escape  by  means 
of  fireproof  passageway  leading  to  main  stairway  and  thence 
to  street;  there  being,  also,  a  substandard  fire  escape  on  the 
front  of  the  building,  extending  from  the  top  story  to  the 
second  story  balcony,  with  sliding  drop  ladder  in  guides 
leading  to  street;  ROOFS  of  adjoining  buildings:  to  west, 
six  stories  lower;  to  east,  eight  stories  lower;  and 

Whereas,  petitioner  contends  that  the  exterior  screened 
stairway  and  passageway  therefrom  was  constructed  in  ac¬ 
cordance  with  Fire  Department  Order  No.  71525-LD,  which 
was  issued  in  1917,  and  that  the  order  was  dismissed  by  the 
bureau  of  buildings  and  fire  department  as  complied  with; 
as  to  Item  No.  2  of  the  order,  contends  that  there  is  no  safe 
egress  from  the  building  and  proposes  to  provide  a  gooseneck 
iron  ladder  from  the  top  balcony  of  the  rear  fire  escape  to 
the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  1  of  Order  No.  70780-LD,  on  condition  that  the  egress 
from  the  lower  termination  of  the  exterior  screened  stairway 
at  rear  of  building  shall  be  through  a  fireproof  passageway 
with  unpierced  walls  leading  to  main  corridor  on  main  floor 
leading  direct  to  the  street;  that  the  building  shall  not  be 
increased  in  height  or  area;  that  the  occupancy  shall  be  lim¬ 
ited  to  capacity  of  interior  stairs,  and  that  the  requirements  of 
the  labor  law  shall  be  complied  with  in  all  other  respects,  and 
as  to  Item  2  of  Order  No.  70780-LD,  denied. 


338-30-S 

PETITIONER — Byrne  &  Bowman,  for  H.  W.  G.  Corp., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders  t 
of  the  fire  commissioner.  \ 

PREMISES  AFFECTED — 42-48  East  20th  street,  Man¬ 
hattan.  agt! 

APPEARANCES— 

For  Petitioner :  Louis  Resnick.  i 

For  Administration:  Inspector  Maher  of  fire  de-  if] 
partment.  % .  i 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy  ! 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  0 

THE  RESOLUTION— 


(338-30-S)  ] 

Whereas,  Byrne  &  Bowman,  for  H.  W.  G.  Corp.,  owner, 
filed,  May  21,  1930,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  42-48  East  20th  street,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  April 
21,  1930,  read : 

“Order  No.  74151-LD : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  building, 
by  constructing  a  fireproof  passageway  with  an  unob¬ 
structed  width  of  at  least  3  feet  throughout  leading  to 
the  street,  adequately  lighted  at  all  times  during  working 
hours,  or  by  means  of  providing  access  to  an  open  area 
having  communication  with  the  street,  as  per  Section  275 
of  the  Labor  Law.”; 

and 

“Order  No.  74152-LD : 

“1.  Replace  the  present  wood  doors  at  openings  to 
interior  stairway  at  each  story  with  approved  fire  doors, 
as  per  Section  271  of  the  Labor  Law.”;  | 

and 

“Order  No.  74153-LD  : 

“1.  Reduce  the  area  of  wired  glass  in  partitions  en¬ 
closing  stairway  at  west  side  of  building  so  that  no 
single  pane  of  glass  shall  exceed  360  sq.  in.  and  a  total 
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of  not  more  than  720  sq.  in.  on  any  story,  as  per  Rule 
i  505  of  the  Industrial  Code. 

“2.  Arrange  windows  opening  on  course  of  fire  escape 
at  rear  on  first  story  to  be  fireproof  self-closing,  as  per 
1  Section  274  of  the  Labor  Law.”; 
nd 

Whereas,  the  building  is  non-fireproof,  eight  stories  (110 
t.)  in  height,  88  ft.  by  89  ft.  in  area  at  first  story  and  88 
t.  by  82  ft.  in  area  above;  OCCUPIED  as  a  tenant  factory, 
ot  more  than  thirty  persons  to  any  story;  EQUIPPED 
;ith  a  sprinkler  system  and  a  fire  alarm  signal  system ; 
iXITS :  an  interior  steel  and  marble  stairway,  extending 
rom  the  first  story  to  roof,  enclosed  in  terra  cotta  block 
artitions,  with  wooden  doors  at  openings ;  a  fire  escape  on 
ie  front  and  one  on  the  rear  of  the  building,  having  non¬ 
reproof  openings  along  the  course  thereof,  extending  from 
ie  second  story  to  the  top  story  (a  drop  ladder  to  sidewalk 
t  front),  terminating  on  roof  at  rear,  with  no  legal  means 
f  egress  leading  to  the  street;  ROOFS  of  adjoining  build- 
lgs:  35  ft.  higher  at  east;  25  ft.  lower  at  west;  and 
Whereas,  in  lieu  of  complying  with  Order  No.  74151-LD, 
ie  petitioner  proposes  to  construct  a  bridge  connecting  second 
■tory  balcony  with  the  fire  escape  on  rear  of  the  adjoining 
uilding  at  south  which  in  turn  connects  with  a  fireproof 
assageway  leading  to  the  street;  as  to  Order  No.  74152-LD, 
ie  petitioner  claims  the  stair  hall  door  at  each  story  is 
letal  covered  on  the  loft  side,  contains  a  wire  glass  panel 
ft.  6  in.  by  3  ft.  2  in.  and  were  approved  by  the  admin- 
trative  officials  having  jurisdiction  at  the  time  of  erection 
f  the  building  in  1898;  as  to  Order  No.  74153,  the  petitioner 
(aims  the  maximum  size  of  a  single  light  of  wire  glass  in 
:air  hall  partitions  is  1,408  sq.  in.  and  the  total  area  of 
•ire  glass  to  a  story  is  3,270  sq.  in. ;  furthermore,  the  peti- 
oner  contends  that  by  complying  with  the  orders  would 
mse  a  serious  financial  burden  upon  the  owner. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  labor 
iw,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
tem  1  of  Order  No.  74151-LD,  on  condition  that  a  metal 
ridge  shall  be  constructed  connecting  the  second  story  bal- 
)ny  with  exterior  iron  stairs  of  building  to  the  east, 
hich  in  turn  connects  with  fireproof  passageway  lead- 
lg  directly  to  the  street,  and  that  a  letter  of  consent  shall  be 
led  with  the  fire  department  by  the  owners  of  the  adjoining 
adding  to  the  rear,  and  granted,  as  to  Item  1  of  Order  No. 
1152-LD,  on  condition  that  the  entire  loft  side  of  the  doors 
id  transom  sash  shall  be  covered  with  No.  26  gauge  metal, 
id  granted  only  so  long  as  the  use  and  occupancy  of  the 
adding  remains  substantially  unchanged,  the  number  of  per¬ 
ms  to  be  limited  to  the  legal  capacity  of  the  interior  stair- 
ay,  and  that  the  building  shall  not  be  increased  in  height 
*  area,  and  denied  as  to  Items  1  and  2  of  Order  No.  74153- 
D. 


f6-30-S. 

ETITIONER — Samuel  Rosenblum,  for  Minnie  H.  Bren- 
neis,  owner. 

UBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 

REMISES  AFFECTED — 40  East  12th  street,  Manhattan. 
PPEARANCES — 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Petition  granted  on  condition. 

HE  VOTE— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


( 376-30- S) 

Whereas.  Samuel  Rosenblum,  for  Minnie  II.  Brenneis. 
vner,  filed  a  petition  for  a  variation  from  the  requirements 
’  the  labor  law,  as  required  in  orders  and  a  decision  of  the 


fire  commissioner,  affecting  premises  40  East  12th  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  28,  1929,  read: 

“Order  No.  67939-LD : 

“1.  Arrange  the  exterior  screened  stairway  at  rear  of 
building  serving  as  a  required  means  of  egress  so  that 
same  will  conform  to  Section  268  of  the  Labor  Law. 

“Defects  noted  as  follows  : 

“(3)  No  safe  egress  from  termination  of  fire-escape 
to  street.”; 

and 

“Order  No.  67940-LD : 

“1.  Replace  the  present  wood  doors  at  openings  to 
interior  stairway  with  approved  self-closing  fire  doors, 
as  per  Section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
17,  1930  (Order  No.  74094-LD),  reads: 

“1.  Reduce  the  area  of  wired  glass  in  partitions  en¬ 
closing  stairway  so  that  no  single  pane  of  glass  shall 
exceed  360  sq.  inches  and  a  total  of  not  more  than  720 
sq.  in.  on  any  storv,  as  per  Rule  505  of  the  Industrial 
Code.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  4,  1930,  reads : 

“Re  Premises  40  E.  12th  St.,  Manhattan. 

“In  reply  to  your  inquiry  made  at  this  office  to-day 
requesting  rescindment  of  Orders  No.  74094-LD,  67939- 
LD  and  67940-LD,  you  are  advised  that  your  request  for 
rescindment  must  be  denied.”; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
25  ft.  by  96  ft.  3  in.  in  area  at  first  story  and  25  ft.  by  90 
ft.  3  in.  in  area  above;  OCCUPIED:  1st  story,  store,  5 
persons ;  2nd  story,  storage  of  buttons,  2  persons ;  3rd  story, 
printing  and  office,  6  persons;  4th  story,  imitation  leather, 
8  persons ;  5th  story,  printers,  6  persons ;  6th  story,  vacant 
at  present ;  7th  story,  artificial  leather  goods  and  bags,  7 
persons;  8th  story,  vacant  at  present;  EQUIPPED  with 
a  fire  alarm  signal  system;  EXITS:  an  interior  iron  stair¬ 
way,  extending  from  the  first  story  to  roof  story,  enclosed 
in  fireproof  with  glass  sash  partitions,  with  kalamein  and 
wire  glass,  wood  trim,  doors  at  openings ;  a  fire  escape  on 
the  rear  of  the  building,  having  fireproof  openings  along  the 
course  thereof,  extending  from  the  roof  to  the  second  story 
balcony,  with  EGRESS  from  the  termination  of  the  fire 
escape  by  means  of  connections  to  exterior  stair  on  building 
at  rear  (No.  61  East  11th  street)  and  also  to  fire  escape  on 
rear  of  building  adjoining  to  the  east  (44  East  12th  street), 
there  being,  also,  a  fire  escape  on  front  of  building,  extending 
from  top  story  to  second  story  balcony,  with  drop  ladder 
leading  to  sidewalk;  ROOFS  of  adjoining  buildings:  to 
east  and  west,  one  story  lower ;  and 

Whereas,  petitioner,  as  to  Order  No.  67939-LD,  contends 
that  this  connection  was  permitted  by  the  owner  of  the 
premises  in  question  to  the  owner  of  61  East  11th  street 
and  was  the  subject  matter  of  a  variation  relative  to  prem¬ 
ises  61  East  llth  street  in  1920,  at  which  time  a  variation 
was  granted  for  the  egress  from  the  termination  of  the 
fire  escape  at  61  East  llth  street,  permitting  a  connection  to 
these  premises  at  40  East  12th  street;  as  to  Order  No. 
74094-LD,  contends  that  there  is  a  wire  glass  fixed  sash 
in  the  north  wall  of  the  stair  hall  enclosure ;  this  wire  glass 
consists  of  four  lights,  each  light  23  in.  by  29  in  ,  except 
on  the  second  floor,  where  the  lights  are  29  in.  by  41  in. ; 
they  are  fixed  fire  glass  in  metal  frames,  but  the  trim  around 
said  sashes  is  of  wood;  this  wood  trim,  however,  is  placed 
flush  against  the  fireproof  partition  of  the  stair  hall  en¬ 
closure;  there  are,  also,  wire  glass  panels  in  the  stair  hall 
doors  of  a  size  30  in.  by  45  in.  with  a  transom  overhead 
<>f  21  in.  by  41  in.;  the  wire  glass  panels  in  the  elevator 
doors  are  21  in.  bv  41  in. ;  that  when  this  building  was 
erected  in  1899  it  was  fireproof  construction  and  this  was 
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the  construction  permitted  at  that  time,  and  as  to  Order  No. 
67940-LD,  contends  that  these  doors  were  installed  at  the 
time  of  the  erection  of  the  building  in  1899. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  67939-LD,  Item  1,  on  condition  that  there  shall 
be  maintained  a  party  balcony  connecting  the  fire  escape  at 
the  rear  of  No.  40  East  12th  street  to  the  rear  of  61  East 
11th  street,  also  that  an  exit  to  42  East  12th  street  be  main¬ 
tained  at  the  rear  with  egress  to  yard  of  No.  44  East  12th 
street;  that  the  consent  of  owners  of  No.  61  East  11th 
street  shall  be  filed  in  the  fire  department;  that  the  buildings 
Nos.  42  East  12th  street  and  40  East  12th  street  shall  be  in 
same  single  ownership ;  that  the  labor  law  shall  be  complied 
with  in  all  other  respects  and  that  the  building  shall  be  not 
increased  in  height  or  area,  and  that  the  petition,  as  to 
Order  No.  67940-LD,  Item  1,  and  petition  as  to  Order  No. 
74094,  Item  1,  be  denied  . 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

51 8-29-SA. 

PETITIONER — J.  Berne  Resek,  for  Perfection  Stove  Co., 
owner. 

SUBJECT — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  N.  R.  Jones. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  pending  test  and  report  of  fire  department. 


612-30-SA. 

PETITIONER — Victor  Products  Corp.,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Victor  Oil 
Burner,  approval  of. 

APPEARANCES— 

For  Petitioner:  Harry  D.  Parrish  and  Howrard  E. 
Wagner. 

For  Administration :  None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
denied. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING—  )  : 

Affirmative  .  0 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Absent 


1 10-27-SA. 

PETITIONER — Wilbur  Extinguishers,  Inc. 

SUBJECT — Wilbur  Extinguisher,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  dismissed.  ■  1 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell.  Com-  > 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0, 

Absent  .  0 

THE  RESOLUTION— 

Whereas,  this  fire  extinguisher  has  been  approved  by  the 
fire  department  for  use  in  the  City  of  New  York. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
as  improperly  before  the  board. 


314-30-SA. 

PETITIONER — Euell  &  Euell,  for  Leiman  Brothers, 
owner. 

SUBJECT — Leiman  Brothers  Fuel  Oil  Burner,  approval  of 
APPEARANCES— 

For  Petitioner :  George  R.  Euell. 

ACTION  OF  BOARD — Petition  approved  on  report  of  fire 
department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com- 
misisoners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4] 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(314-30-SA! 

Whereas,  Euell  &  Euell,  for  Leiman  Brothers,  owner, 
filed,  May  6,  1930,  a  petition  with  the  board  of  standards, 
and  appeals  for  approval  of  their  device  known  as  the 
Leiman  Brothers  Fuel  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart-' 
ment  for  test  and  report  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  October  8,  1930,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Leiman  Brothers . 
Fuel  Oil  Burner  for  use  in  domestic,  commercial  and  indus¬ 
trial  installations,  when  installed  in  accordance  with  the , 
fuel  oil  rules  of  the  board  of  standards  and  appeals  and  in 
conformity  with  the  report  of  the  chief  of  the  bureau  of 
fire  prevention. 


Adjourned  6.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  mav  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


1-1 5^2-3  Mix,  1  oounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J/2-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement.  dr  il 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35.  Broadway  Price,  30c:  by  mail,  35c. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

J9-27-A — 39  Fifth  avenue,  Manhattan. 

J0-27-A — 13-16  Central  Park  West,  Manhattan. 

11- 27-A — 20-28  West  72nd  street,  Manhattan. 

12- 27-A — 242-248  West  76th  street,  Manhattan. 

74-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

0-22-SA — Crocker  Gas  Valve,  approval  of. 

19-22-S A — Kennell  Gas  Cut-Off  Valve,  approval  of. 

’3  22-SA — Anti-Syphon  Valve,  approval  of. 

0-22-SA — Thermostats  for  Automatic  Fire  Alarm  Syn- 
tems,  approval  of. 

9-22-SA — Coen  Oil  Burner,  approval  of. 

'7-23-S A  —  Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

4- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

5- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
7-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

2- 23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 

proval  of. 

5  23-SA — Win.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut-Off  Valve,  approval  of. 

9-23-SA— Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

7- 23-SA — “Automatic”  Deluge  Valve,  approval  of. 

3- 23-SA — Automatic  Gas  Shut-Off,  approval  of. 

5-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

2-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

8- 23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

0-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

2-24-SA — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

5- 24-SA — Wills  Automatic  Ga?  Shut-Off  Valve,  approval 

of. 

6- 24-SA — Millies  Oil  Burner,  approval  of. 

2- 424-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 
0-24 -S A— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of 

•  iP 

0-24-SA — Smolensky  Check  Valve,  approval  of. 

3- 25-SA  — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er.  approval  of 

4- 25-SA — Koertine  Gear  Pump,  approval  of 
8-25-SA  —  P’lmer  Gravity  Lock,  approval  of. 

3-26-S  \  ■'•it'ial  Weatherproof  approval  of 

•  26-SA  —  Kork-n-Seal.  approval  of. 


3y7-26-SA —  Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  ot. 

110-27-SA — Wilbur  Extinguisher,  approval  of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of 

955-27-SA — Cook  s  Automatic  Oil  Burner,  approval  of. 

977-27 -SA — Romec  Rotary  Pump,  approval  of. 

1162-27-SA — Allen's  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA— Kennedy  2T/2-lnch  Hose  Outlet  Valve  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-SA: — Croker  2/4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA — Pratt  &  Cady  Class  “A”  2L2-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA— Scranton  Steam  Pumps,  approval  of. 

291-30-SA — Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

314-30-SA — Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

359-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

367-30-SA — Kreager  Oil  Burner,  approval  of. 

372-30-SA— International  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

394-30-SA — The  Oronoque  Oil  Burner,  approval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A.  ap¬ 
proval  of. 

5 18-29- S A — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports of  this  board,  court  or  department  actions 
and  wtll  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  ivill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  October  15,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installation** . . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 


392 

629 

44 


181 

11 

41 

1 

65 

4 

0 

32 

0 

0 

1400 

951 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . . . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . v  . . . . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn... 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  . 


14 

2 

14 

26 

2 


14! 

2i 

3i 

! 

I 

if 

6‘ 

, 

( 

( 

( 

31 

( 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th« 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plane 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 
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Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  October  28,  1930, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

IV ednesday,  November  5,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
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NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL.  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  for  Week  Ending  October  22,  1930. 

Cal.  No.  Department.  Premises  Affected. 

642-30-BZ . B.B.M. .  ..241-247  W.  43rd  st.,  Man., 

-  ’  Alt.  1760-30 

641-30-iBZ . B.B.Q ....  South  side  of  Hillside  ave.,  41 

ft.  east  of  207th  st.,  Queens 

-  Village,  Q.,  N.  B.  5846-30 

640-30-A . F.D . Southwest  side  of  Railroad  ave., 

1,200  ft.  south  of  Greenpoint 

-  ave.,  L.  I.  C,  Q.,  F-78337 

639-30-S . F.D . 305-313  E.  45th  st.,  Man., 

- —  L.  D.  78928 

638-30-S . B.B.M. .  .  345  W.  44th  st.,  Man., 

-  Decision 

637-30-S . F.D . 35-39  W.  36th  st.,  Man., 

— -  L.  D.  77388 

636-30-S . F.D . 754-760  E.  137th  st.,  Bx., 

-  L.  D.  79294 

635-30-A . B.B.M. .  ..225-255  Pearl  st.,  Man., 

-  N.  B.  169-30 

634-30-BZ . B.B.Q _ 214-28  to  214-36  Hillside  ave., 

Queens  Village,  Q., 

-  N.  B.  3835-30 

633-30-S . F.D . 80-82  Fifth  ave.,  Alan., 

- * —  L.  D.  77298  &  Decision 

632-30-BZ . B.B.B ....  Northeast  corner  of  Queens 

blvd.  &  Dongan  ave.,  Elm- 

- —  hurst,  Q.,  Applic.  4742-30 

631-30-A . F.D . 841  Park  ave.,  Alan., 

- —  F-73048 

630-30- A . F.D . 215-219  47th  st.,  Bklyn., 

-  L.  C.  36194 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.A1 . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings.  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  OCTOBER  28,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

399-30-BZ. 

APPLICANT — William  Richter,  for  Sadie  Hartwig,  owner. 
PREMISES— 2808-2818  86th  street  and  2279-2285  West  8th 
street,  southeast  corner,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

504-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Borden’s  Farm 
Products  Co.,  Inc.,  owner. 

PREA1ISES — 443-447  Aladison  street,  north  side,  345  ft.  east 

pf  Tbroop  avenue,  Brooklyn. 


APPLICATION,  under  sections  7e  and  21  of  the  buildi; 
zone  resolution, 

TO  PERMIT  in  a  business  use  district  the  alteration  at 
conversion  of  a  stable  into  a  garage  for  the  storai 
of  more  than  five  (5)  motor  vehicles. 


OCTOBER  28,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

324-30- A — 428-436  Greenwich  street,  Manhattan. 

282-30- A — 1413  Fifth  avenue,  Manhattan. 

470-30-A — 279-283  Broadway  and  57  Reade  street,  Ma 
hattan. 

475-30- A — Southeast  corner  of  Wilbur  avenue  and  Sui 
wick  street,  Long  Island  City,  Borough 
Queens. 

477- 30-A — Rear  of  188  Schofield  street,  City  Island,  T 

Bronx. 

478- 30-A — South  side  of  West  177th  street  and  Hark 

River,  The  Bronx. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
ards  and  appeals  of  a  public  hearing  under  the  provisio 
of  the  building  zone  resolution,  Tuesday  morning,  Octob 
28,  1930,  at  10  o’clock,  in  Room  1013,  Alunicipal  Building,  < 
the  following  matters: 

cal.  no.  679-29-BZ — Application,  November  20,  1929 ;  r 
opened  March  4,  1930,  under  sectio: 
7b  and  21  of  the  building  zone  resol' I 
tion,  of  E.  W.  Radmore,  applicant,  < 
behalf  of  The  Wheelwright  Cor; 
owner,  to  permit  in  a  residence  distric 
extending  from  a  business  district,  tl 
conversion  of  occupancy  of  the  baseme: 
and  first  story  from  residence  to  bus 
ness  use  (previously  denied)  ;  premise 
162  West  75th  street,  Manhattan.  J 

cal.  no.  26-30-BZ — Application,  January  14,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolutio 
of  Fred  Zuccaro  and  Tom  Bellino,  ay 
plicants,  on  behalf  of  Antonio  Giordan 
owner,  to  permit  in  a  residence  distriui 
the  erection  and  maintenance  of  a  pou 
try  slaughter  house;  premises  west  sic: 
of  Hickory  avenue,  207.32  ft.  north  c 
Old  Town  road,  South  Beach,  Boroug 
of  Richmond.  *  [ 

cal.  no.  190-30-BZ — Application,  March  17,  1930,  under  set 
tion  21  of  the  building  zone  resolutioi 
of  Charles  Joseph,  applicant,  on  behal 
of  Louis  Singer,  et  al.,  owners,  to  perm 
in  a  residence  district  the  alteration  an 
change  of  occupancy  in  part  of  entrant 
story  from  residence  use  to  business  use 
premises  41-45  Elliot  place,  northwe.1 
corner  of  Walton  avenue.  The  Bronx. 

cal.  no.  380-30-BZ— Application,  June  6,  1930,  under  sec 
tion  21  of  the  building  zone  resolutioi 
of  Joseph  B.  Lynch,  applicant,  on  be 
half  of.Watben  Realty  Co.,  Inc.,  ownei 
to  permit  in  a  business  district,  extendin 
from  an  unrestricted  district,  the  erec 
tion  and  maintenance  of  a  gasoline  ser 
vice  station;  premises  southeast  come 
of  Webster  avenue  and  East  168t 
street,  The  Bronx. 

cal.  no.  466-30-RZ— Application,  July  2,  1930,  under  sec 
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tion  7f  of  the  building  zone  resolution, 
of  T.  J.  McLaughlin’s  Sons,  applicant 
and  owner,  to  permit  in  a  residence  dis¬ 
trict,  extending  into  a  business  district, 
the  erection  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  210-11  48th  avenue  and  210-12 
47  th  avenue,  Bayside,  Borough  of 
Queens. 

L.  no.  468-30-BZ— Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

..  no.  551-30-BZ— Application,  August  19,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Talley  &  Lamb,  applicants,  on 
behalf  of  Maria  Livoti,  owner,  to  permit 
in  a  business  district  the  maintenance 
of  a  poultry  slaughter  house ;  premises 
288  Elizabeth  street,  east  side,  95.5^4  ft. 
north  of  East  Houston  street,  Man¬ 
hattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


OCTOBER  28,  1930,  2  P.  M. 

Petitions  for  Variations. 

1-30-S  305-313  East  47th  street,  Manhattan. 

7-30-S  981  Morris  Park  avenue,  northeast  corner  of 
Radcliff  avenue,  The  Bronx. 

•5-30-S — 42  West  15th  street,  Manhattan. 

1-30-S — 66-68  Hope  street,  Brooklyn. 

•2-30- S— 41  East  21st  street,  Manhattan. 

S-30-S — 2595-2597  Third  avenue,  The  Bronx 

r)-30-S— 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

4-30-S  25-33  West  45th  street,  Manhattan. 

1-28-S — 558  Madison  avenue,  Manhattan. 

15-28-S  35-39  West  35th  street,  Manhattan. 

>-30-S — 12  East  48th  street,  Manhattan. 

1-30-S  — 16-20  West  32nd  street,  Manhattan. 

E’-30-S— 1087  East  Tremont  avenue,  The  Bronx. 

Appliance  Submitted  for  Approval. 

p-30-SA — \  ictor  Oil  Burner,  approval  of. 

CALL  OF  CLERK’S~ CALENDAR 

’EDNESDAY,  NOVEMBER  5,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

28-BZ. 

j  LICAN1— -Edward  P.  Doyle,  substituted  for  William 
F.  Doyle,  for  New  \ork  Title  &  Mortgage  Co. 
mortgagee,  for  Golran  Realty  Corp.,  owner. 

I'AHSES— -Northwest  corner  of  Sedgwick  avenue  and 
V  an  Cortlandt  avenue.  The  Bronx. 

PLICATION,  under  section  21  of  the  building  zone 
resolution  (reopened  for  a  modification  of  the  reso¬ 
lution  adopted  by  the  board  on  July  24  1928') 

PERMIT,  in  lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story,  as  pro¬ 
vided  in  the  resolution,  a  one-story  building  occupied 
for  store  use  only — residence  district. 


NOVEMBER  5,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

246-30-A — 125-135  Greene  street,  Brooklyn. 

342-30- A — 146  Wooster  street,  Manhattan. 

460-30-A— 25-33  West  45th  street,  Manhattan. 

488- 30-A  30-11  Starr  avenue,  northeast  corner  of  31st 

place,  Long  Island  City,  Borough  of 
Queens. 

489- 30-A — 17-19  West  17th  street,  Manhattan. 

542-30-A— 1037-1055  Targee  street  and  41-91  Venice  street, 

Concord,  Borough  of  Richmond. 

334-30- A — 117-125  West  14th  street  and  118-128  West  15th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Wednesday  morning,  No¬ 
vember  5  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters : 

CAL.  NO.  118-29-BZ— Application,  February  25,  1929,  under 
sections  6,  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns, 
applicant,  substituted  for  William  F.’ 
Doyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied— remitted  to 
the  board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan. 

cal.  no.  155-30-BZ— Application,  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmtnd  Hill,  Borough 
of  Queens. 

CAL.  NO.  318-30-BZ— -Application.  May  9,  1930,  under  sec¬ 
tions  7c  ‘and  21  of  the  building  zone 
resolution,  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Maurice  Greenberg, 
owner,  to  nermit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
441-451  89th  street  and  8814-8824  Fifth 
avenue,  northwest  corner,  Brooklyn. 

cal.  no.  39-30-BZ— Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

CAL.  NO.  32 1-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens, 
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cal.  no.  2 72-30-BZ — Application,  April  21,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  M.  Fenichel,  applicant,  on  be¬ 
half  of  Israel  Greenberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  440-446  Utica  avenue, 
868-884  Empire  boulevard,  southwest 
corner,  and  923-943  East  New  York 
avenue,  Brooklyn. 

cal.  no.  453-30-BZ — Application,  June  25,  1930,  under  sec¬ 
tion  7a  of  the  building  zone  resolution, 
of  Lauritz  Lauritzen,  applicant,  on  be¬ 
half  of  Industrial  Home  for  the  Blind, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  an 
addition  to  a  factory  building;  premises 
510-520  Gates  avenue,  south  side,  80  ft. 
west  of  Tompkins  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


NOVEMBER  5,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

177-30- A— 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

110-30-A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30- A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

369-30-A — 27-33  West  23rd  street  and  8-12  West  24th 
street,  Manhattan. 

401- 30- A — 18-16  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

402- 30-A — 18-18  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

403- 30-A — 18-22  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

404- 30-A — 18-24  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

405- 30- A — 18-26  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

406- 30- A — 18-28  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

407- 30-A — 18-32  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

408- 30- A — 18-36  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

409- 30- A — 18-38  21st  drive.  Long  Island  City,  Borough  of 

Queens. 

410- 30- A — 18-40  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

41 1- 30- A — 18-44  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

4 12- 30- A — 18-46  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

413- 30-A — 18-48  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

414- 30-A— 18-52  21st  drive,  Long  Island  City,  Borough  of 

Queens. 


— ■  — -  — -  m 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stai- 
ards  and  appeals  of  a  public  hearing  under  the  provisi<j 
of  the  building  zone  resolution,  Wednesday  afternoon,  f. 
vember  5,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Bui. 

ing,  on  the  following  matters : 

cal.  no.  160-30-BZ — Application,  March  5.  1930,  under  s 
tions  7e  and  21  of  the  building  zc; 
resolution,  of  James  J.  Millman,  ap; 
cant,  on  behalf  of  Camen  Holding  Coi, 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of  a  garaj 
for  the  storage  of  more  than  five  ( 
motor  vehicles  and,  also,  a  gasoline  si 
vice  station;  premises  676-684  Warwi 
street,  878-888  Livonia  avenue  and  7] 
729  New  Lots  avenue,  Brooklyn. 

cal.  no.  375-30-BZ— Application,  June  5,  1930,  under  s( 
tion  21  of  the  building  zone  resolutk 
of  Joseph  M.  Lonergan,  applicant, 
behalf  of  John  M.  Fox,  owner,  to  p< 
mit  in  a  business  district  the  conversi 
of  occupancy  from  a  paint  shop  to 
motor  vehicle  repair  shop ;  premises  6 
Herkimer  street,  south  side,  25  ft.  ea 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  304-30-BZ— Application,  May  1,  1930,  under  se 
tions  7e  and  21  of  the  building  zoi 
resolution,  of  Edward  P.  Doyle,  app 
cant,  on  'behalf  of  Katherine  Alber 
owner,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  garaj 
for  the  storage  of  more  than  five  (I 
motor  vehicles ;  premises  50  Downir 
street  and  214-218  West  Houston  strec 
Manhattan. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 

■m 


NOVEMBER  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

471- 30- A — 10-14  East  12th  street,  Manhattan. 

502-30- A — 307-315  St.  Marks  avenue,  Brooklyn. 

472- 30-A — 2746  Myrtle  avenue,  southwest  corner  of  Alph 

place,  Brooklyn. 

473- 30- A — 1114  Liberty  avenue,  southwest  corner  of  Lin 

coin  avenue,  Brooklyn. 

474- 30-A — 440  Westchester  avenue,  The  Bronx. 

14-30-A — 1288-1290  Myrtle  avenue,  Brooklyn. 

635-30- A — 225-255  Pearl  street,  114-120  John  street  am 
1-18  Platt  street,  Manhattan. 

616-30-A — 90-100  John  street,  15-23  Platt  street  and  24  Gol< 
street,  Manhattan. 

447-30-A — 250-264  West  57th  street,  956-962  Eighth  avenui 
and  1767  Broadway,  Manhattan. 

573-30-A — 80  Grove  street  and  139-141  Washington  place 
northeast  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand-; 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
11,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  393-30-BZ — Application,  June  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
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of  The  New  York  Central  Railroad  Co., 
applicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a  build¬ 
ing  to  be  occupied  as  a  gaarge  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  127-135  Marble  Hill 
avenue  (Kingsbridge  avenue)  and  175- 
181  West  228th  street,  Manhattan. 

-.  no.  26S-28-BZ — Application,  March  27,  1928;  reopened 
September  16,  1930,  under  section  7g 
of  the  building  zone  resolution,  of  Wil¬ 
liam  Richter,  applicant,  on  behalf  of 
Henry  C.  Behrens,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
(previously  denied)  ;  premises  878-886 
Gravesend  avenue,  west  side,  160  ft. 
south  of  Avenue  F,  Brooklyn. 

..  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 


.  no.  101-30-BZ — Application,  February  8,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ludwig  Hanauer,  applicant,  on 
behalf  of  Read  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  use;  premises 
100  Northern  avenue  and  851  West  181st 
street,  northwest  corner,  Manhattan. 

no.  288-30-BZ — Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Louis  E.  Drago,  applicant,  on  behalf 
of  Carnela  Esposito,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  ten  (10)  one-car  garages 
and,  also,  the  installation  of  a  gasoline 
service  station ;  premises  16-22  Park 
avenue  and  74  Navy  street,  southwest 
corner,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


NOVEMBER  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

^-30-S — 125-127  Fifth  avenue,  Manhattan. 

-30-S — 38  East  9th  street,  Manhattan. 
r-30-S — 120-126  East  13lst  street,  Manhattan. 

-30-S — Rear  of  188  Schofield  street,  City  Island,  The 
Bronx. 

•30-S — 10  East  46th  street,  Manhattan. 

-30-S — 605  East  187th  street,  The  Bronx. 

•29->S — 133  Chrystie  street,  Manhattan. 

•30nS — 1789-1791  Jerome  avenue,  The  Bronx. 

•30-S — 141  Fifth  avenue  and  10  East  21st  street,  south¬ 
east  corner,  Manhattan. 

30-S — 619-627  West  54th  street  and  616-624  West  55th 
street,  Manhattan. 
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501-30-S  9501-9525  149th  street,  northeast  corner  of  97th 
avenue,  Jamaica,  Borough  of  Queens. 
503-30-S  307-315  St.  Marks  avenue,  Brooklyn. 

6-30-iS— 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 


NOVEMBER  18,  1930,  10  A.  M. 


Appeals  from  Administrative  Orders. 


L, 


360-30-A— 605-607  West  49th  street,  600-624  West  50th 

aoi  an  A  107  ntr?et  and  691-699  llth  avenue,  Manhattan. 
391-30-A — 12*  Beekman  street,  Manhattan. 

309-30-A— 3-9  Beekman  street  and  119-137  Nassau  street 
southwest  corner,  Manhattan 

499-30-A— 798-802  Fulton  street,  460-466  Clermont  avenue 
and  443-457  Adelphi  street,  Brooklyn. 


Building  Zone  Applications. 


OTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
18,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


cal.  no.  -66-28-BZ— Application,  October  3,  1928;  reopened 
January  23,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
“Ye  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  (Schenectady  avenue,  Brooklyn. 

cal.  no.  450-30-BZ— Application,  June  24,  1930,  under  sec- 

ll°1l  ol  tlie  building  zone  resolution, 
of  New  York  Telephone  Co.,  owner,  to 
permit  in  a  residence  district  the  exten¬ 
sion  of  an  existing  telephone  building* 
premises  2411-2429  Tratman  avenue’ 
north  side,  95  ft.  4  in.  west  of  Rowland 
avenue,  The  Bronx. 


cal.  no.  705-29-BZ— Application,  December  5,  1929 ;  reopened 
September  9,  1930,  under  section  21  of 
the  building  zone  resolution,  of  Ryan, 
Ly 1 1 1  e  &  Rodge r s ,  applicants,  substituted 
for  William  F.  Doyle,  on  behalf  of 
County  Holding  Co.,  owner,  to  permit 
m  a  residence  district  the  erection  and 
maintenance  of  a  business  building  (pre¬ 
viously  withdrawn)  ;  premises  825  East 
175th  street,  northwest  corner  of  Mar- 
mion  avenue,  The  Bronx. 

cal.  no.  106-30-BZ— Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall 
applicant,  on  behalf  of  Mabel  Hall’ 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 


HENRY  L.  CONNELL, 

Temporary  Chairman. 


CALENDAR 


NOVEMBER  18,  1930,  2  P.  M, 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  November 
18,  1930,  at  2  o'clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 


\  \ 

resolution,  of  McCooey  &  Conroy,  ap 
plicants,  on  behalf  of  Court  Squan 
Renting  and  Sales  Corp.,  owner,  to  per 
mit  the  extension,  from  an  unrestrictee 
district  into  a  business  district,  of  r 
garage  for  the  storage  of  more  that 
five  (5)  motor  vehicles;  premises  83-91j 
Boerum  place,  northeast  corner  ol 
Pacific  street,  Brooklyn. 


CAL.  NO. 


38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


HENRY  L.  CONNELL,  ' 
Temporary  Chairman. 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  21.  1930. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  Kenlon,  with  Deputy  Chief 
McElligott  substituting. 

The  minutes  of  the  regular  meeting  of  the  hoard  held  on 
Tuesday  morning,  October  14,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
October  14,  1930,  were  approved  as  printed  in  Bulletin  No. 
42,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

401-30-A. 

APPELLANT— Rickert  Holding  Corp.,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 18-16  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  C.  T.  Flatto 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


402-30-A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 18-18  21st  drive,  Long  Island 
■City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


403-30-A 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 18-22  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.}  on  request  of  appellant’s  representative. 


404-30-A 

APPELLANT— Rickert  Holding  Corp.,  owner. 


SL'BJECr — Appeal  from  an  order  and  a  decision  of  the  fird 
commissioner. 

PREMISES  AFFECTED -18-24  21st  drive,  Long  Islam 
City,  Borough  of  Queens 

APPEARANCES—  C I 

For  Appellant :  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  a 
2  p.  m.,  on  request  of  appellant’s  representative. 

405-30- A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SL^BJECT— Appeal  from  an  order  and  a  decision  of  the  fir< 
commissioner. 

PREMISES  AFFECTED — 18-26  21st  drive,  Long  Islanc 
City,  Borough  of  Queens. 

APPEARANCES—  Un 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de 
partment.  K 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  a' 

2  p.  m.,  on  request  of  appellant’s  representative.  « 


406-30- A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJEC  1 — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 18-28  21st  drive.  Long  Island 
City,  Borough  of  Queens 

APPEARANCES—  ft 

For  Appellant :  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p,  m.,  on  request  of  appellant’s  representative.  j 


407-30-A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 18-32  21st  drive,  Long  Island 
City,  Borough  of  Queens 
APPEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  m  ■ 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


408-30-A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 
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SEMISES  AFFECTED — 18-36  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

.PPEARANCES — 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

J.CTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 

)9-30- A. 

PPELLANT — Rickert  Holding  Corp.,  owner. 

UBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

REMISES  AFFECTED— 18-38  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

PPEARANCES — 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

fCTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 

0-30-A. 

PPELLANT — Rickert  Holding  Corp.,  owner. 
iJBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

DEMISES  AFFECTED— 18-40  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

PPEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 
- - 

-30- A. 

’PELLANT — Rickert  Holding  Corp.,  owner. 

IBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

DEMISES  AFFECTED — 18-44  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

’PEARANCES— 

For  Appellant :  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

i'TION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 

-30- A. 

PELLANT — Rickert  Holding  Corp.,  owner. 

BJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

.EMISES  AFFECTED — 18-46  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

PEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

iTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 

•30-A. 

PELLANT — Rickert  Holding  Corp.,  owner. 

BJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

EMISES  AFFECTED — 18-48  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

PEARANCES— 

For  Appellant :  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

riON  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


414-30-A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 18-52  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


635-30-A. 

APPELLANT — One  Hundred  and  Eleven  John  Street 
Corp.  against  Platt  Holding  Corp.,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  buildings — 
re  Revocation  of  Permit  N.  B.  No.  1954-1930  issued 
by  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 225-255  Pearl  street,  114-120 
John  street  and  1-lB  Platt  street,  Manhattan 
APPEARANCES— 

For  Appellant:  Oscar  S.  Rosner. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  November  11,  1930,  at 
10  a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR- 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


616-30-A. 

APPELLANT— iSpringsteen  &  Goldhammer,  for  Pentaboro 
Realty  Corp.,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 90-100  John  street,  15-23  Platt 
street  and  24  Gold  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Albert  Goldhammer. 

AC  I  ION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  November  11,  1930,  at 
10  a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL-  HEAR¬ 
ING* — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  q 

Absent  .  0 


465-30-A. 

APPELLANT — Holly  Amusement  Corp.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 7725  New  Utrecht  avenue, 
northwest  corner  of  78th  street,  Brooklyn 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Captain  George  J.  Foster  of 
fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Absent  . [  0 

THE  RESOLUTION— 

(465-30-A) 

Whereas,  Holly  Amusement  Corp.,  lessee,  filed,  July  2, 
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1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  7723  New  Utrecht  avenue, 
northwest  corner  of  78th  street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May- 
20,  1930  (Order  No.  8-A),  reads: 

"1.  Remove  non-approved  material  from  the  walls 
of  theatre.”; 

and 

W  hereas,  the  decision  of  the  fire  commissioner  reads: 

“June  21,  1930. 

“Messrs.  Guttman  &  Train, 

“1441  Broadway, 

“New  York  City. 

“Gentlemen : 

“Referring  to  your  communication  of  the  20th  instant, 
requesting  permission  to  file  appeals  with  the  Board  of 
Appeals  relative  to  official  orders  served  on  the  fol¬ 
lowing  theatres,  same  is  hereby  granted.  These  appeals 
to  be  made  as  soon  as  possible : 

“Hollywood- — 7723  New'  Utrecht  avenue,  Brooklyn, 
Order  8-A. 

“Yours  truly, 

“George  J.  Foster, 
“Captain,  in  charge.” 

and 

Whereas,  the  building  is  fireproof,  one  story  in  height, 
99  ft.  8 Ys,  in.  by  100  ft.  in  area;  OCCUPIED  as  a  motion 
picture  theatre,  seating  capacity  for  971  persons;  and 
Whereas,  appellant  contends  that  the  material  upon  the 
walls  of  the  theatre  is  fireproof  material  and  conforms  with 
the  provisions  of  section  534,  article  25,  chapter  5  of  the 
code  of  ordinances. 

Resolved,  that  the  order  of  the  fire  commissioner  'be  and  it 
hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


572-30-A. 

APPELLANT— Edwin  W.  Kleinert,  acting  superintendent 
of  buildings,  for  the  bureau  of  buildings,  Borough 
of  Brooklyn ;  Minnie  Bischoff,  owner. 

SLTBJECT — Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  2243  issued  by  the  acting  superintendent 
of  buildings. 

PREMISES  AFFECTED— 852-858  56th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Benjamin  Salzman,  assistant  engi¬ 
neer  of  bureau  of  buildings. 

For  Owner :  None. 

ACTION  OF  BOARD1 — Appeal  granted  revoking  certificate 
of  occupancy. 

THE  VOTE  TO  REVOKE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(572-30-A) 

Whereas,  Edwin  W.  Kleinert,  acting  superintendent  of 
buildings,  filed,  September  4,  1930,  an  appeal  for  revocation 
of  Certificate  of  Occupancy  No.  2243  issued  by  the  super¬ 
intendent  of  buildings,  affecting  premises  852-858  56th  street. 
Borough  of  Brooklyn;  and 

Whereas,  it  appears  under  date  of  August  18.  1930,  the 
owner  of  the  premises  applied  to  the  bureau  of  buildings 
for  a  permit  to  install  more  than  five  cars  in  a  residence 
use  district;  this  was  denied:  subsequently  she  stated  that 
the  two  families  living  in  the  dwelling  on  the  premises 
owned  five  cars  and  she  asked  they  be  allowed  to  keep  them 
on  the  premises ;  this  was  approved  for  a  private  garage 
accessory  to  a  dwelling  use  on  the  premises;  that,  owing  to 
an  error  in  the  bureau  of  buildings,  a  certificate  of  occu¬ 
pancy  was  issued  with  the  words:  “One  (])  commercial  and 
four  (4)  pleasure  cars”  thereon;  that  this  error  was  dis¬ 
covered  when  a  letter  wras  received  from  the  fire  department 


dated  August  22,  stating  that  the  owner  had  applied  to  con¬ 
duct  a  non-storage  garage  for  more  than  five  cars  (eight 
automobiles),  five  pleasure  cars  and  three  commercial  cars 
at  852  56th  street,  Borough  of  Brooklyn ;  that  request  is 
therefore  made  that  Certificate  of  Occupancy  No.  2243  be 
revoked. 

Resolz’ed,  that  the  application  of  the  superintendent  of 
buildings  to  revoke  Certificate  of  Occupancy  No.  2243,  for 
an  existing  building,  known  as  852-858  56th  street,  Borough 
of  Brooklyn,  as  non-storage  garage  for  one  commercial  and 
four  pleasure  cars  be  granted  and  Certificate  of  Occupancy 
No.  2243  issued  by  the  superintendent  of  buildings.  Bor¬ 
ough  of  Brooklyn,  be  and  it  hereby  is  revoked,  having  been1 
issued  in  error  for  a  business  use  in  a  residence  use  district. 


336-30- A. 

APPELLANT. — Cooper  Union  for  the  Advancement  of 
Science  and  Art,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1-17  Cooper  square  (3  Astor  i 
place),  Manhattan. 

APPEARANCES— 

For  Appellant:  George  F.  Bateman. 

For  Administration :  Inspector  Meyer  of  fire  de- 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Negative  .  0 

Absent  .  q 

THE  RESOLUTION— 

(336-30-A)  J 

Whereas,  Cooper  Union  for  the  Advancement  of  Science 
and  Art,  owner,  filed,  May  19,  1930,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  1-17  Cooper 
square  (3  Astor  place),  Borough  of  Manhattan;  and  < 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
19,  1930  (Order  No.  58082-LC),  reads:  Til 

1.  Remove  or  cut  off  the  refrigerating  system  from 
the  building  or  parts  of  the  building  by  unpierced  fire¬ 
proof  construction,  as  per  Sec.  219-f,  Chapter  10,  Code  - 
of  Ordinances. 

2.  Provide  adequate  window  area  or  mechanical  1 
means  for  ventilating  the  refrigerating  machinery  room  : 
in  accordance  with  the  requirements  of  Sec.  220-2-d  of 
Chapter  10,  Code  of  O.”; 

and 

Whereas,  the  building  is  non -fireproof,  142  ft.  by  195  ft., 
irregular,  in  area;  OCCUPIED  as  an  engineering  and  art 
school,  601  persons  in  entire  premises;  and 
W hereas,  appellant  contends  that  the  only  refrigerating 
systems  in  the  premises  are  three  of  the  small  household 
Frigidaire  type  containing  less  than  20  pounds  of  sulphur 
dioxide  and  consequently  of  Class  C;  that  they  are  located 
on  the  second,  fifth  and  sixth  stories  of  the  premises;  that  it 
is  not  practical  to  cut  off  the  rooms  containing  these  machines 
from  the  rest  of  the  premises,  and  contends,  further,  that 
the  existing  window  area  is  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  'be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  three  sulphur  dioxide 
refrigerating  machines  now  located  on  the  second,  fifth  and 
sixth  stories  of  the  premises  under  appeal,  on  condition  that 
the  refrigerating  plants  be  installed  in  a  room  separated 
from  the  rest  of  the  building  by  unpierced  walls,  other  than 
the  door  opening,  equipped  with  a  self-closing  fireproof 
door,  made  as  near  air-tight  as  possible ;  that  the  transom 
over  the  door  shall  be  made  permanently  closed  and  the 
present  window  ventilation  be  maintained;  that  the  total 
amount  of  sulphur  dioxide  to  each  refrigerating  system 
shall  not  exceed  20  pounds. 
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162-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Beard’s  Erie  Basin,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Pier  No.  2,  Erie  Basin,  foot  of 
Columbia  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

\CTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(462-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
So.,  for  Beard’s  Erie  Basin,  Inc.,  owner,  filed,  June  30,  1930, 
in  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  Pier  No.  2,  Erie  Basin,  foot  of  Columbia  street, 
Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
),  1930  (Order  No.  76455-F),  reads: 

“1.  Provide  an  approved  sprinkler  system  throughout 
the  pier,  in  accordance  with  the  Rules  of  the  Board  of 
Standards  and  Appeals.  Sec.  20,  Chap.  12,  Code  of 
Ordinances. 

“2.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Sec.  580-581,  Chap.  5,  Code  of  Ord.” ; 

ind 

Whereas,  the  premises  consist  of  a  pier,  located  at  the 
foot  of  Columbia  street,  East  River  ;  the  pier  being  one  story 
n  height.  100  ft.  by  854  ft.  in  area,  with  concrete  floor,  cor¬ 
rugated  iron  siding  on  the  walls  and  roof  wood  covered  with 
isbestos  material;  OCCUPIED  for  freight  in  transit,  100 
persons;  and 

W hereas,  appellant  contends  that  the  incoming  cargoes 
ire  principally  raw  cocoa  beans  in  bags  and  the  outgoing 
:argoes  being  principally  machinery,  steel  and  iron  and  case 
?oods ;  that  the  pier  is  unheated,  excepting  for  the  office, 
protected  with  three  40-gallon  chemical  fire  extinguishers  on 
vheels  and,  also,  provided  with  central  office  supervisory 
vatch man’s  alarm  system. 

Resovlcd,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
7 ranted,  as  to  Order  No.  76455-F,  Item  1,  on  condition  that 
in  approved  4-inch  standpipe  system  shall  be  installed  and 
hat  such  additional  fire-fighting  appliances  as  approved  by 
he  fire  department  shall  be  installed ;  that  the  premises  shall 
>e  provided  with  a  central  office  supervisory  watchman’s  sys- 
em ;  so  long  as  conditions  as  to  occupancy  and  use  remain 
ubstantially  unchanged  and  building  be  not  increased  in 
leight  or  area. 

'■37-30-A. 

APPELLANT — Cooper  Union  for  the  Advancement  of 
Science  and  Art,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED — 41-55  Cooper  square,  2-14  East 
7th  street  and  201-209  East  6th  street,  Manhattan. 

APPEARANCES — 

For  Appellant :  George  F.  Bateman. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 
Kenlon  .  4 


Negative  . .  o 

Absent  .  o 

THE  RESOLUTION— 


(337-30-A) 

Whereas,  Cooper  Union  for  the  Advancement  of  Science 
and  Art,  owner,  filed,  May  19,  1930,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  41-55 
Cooper  square,  2-14  East  7th  street  and  201-209  East  6th 
street,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
28,  1930  (Order  No.  58083-LC),  reads: 

“1.  Remove  or  cut  off  the  refrigerating  system  from 
the  building  or  parts  of  the  building  by  unpierced  fire¬ 
proof  construction,  as  per  Sec.  219-f,  chapter  10,  Code 
of  Ordinances. 

“2.  Provide  adequate  window  area  or  mechanical 
means  for  ventilating  the  refrigerating  machinery  room 
in  accordance  with  the  requirements  of  Sec.  220-2d  of 
Chapter  10,  Code  of  O. 

“5.  Construct  the  water  tank  in  accordance  with  the 
specifications  outlined  in  section  22 6 -2b  of  chapter  10, 
C.  of  O.”; 
and 

Whereas,  the  building  is  fireproof,  two  stories  in  height, 
100  ft.  by  180  ft.  in  area;  OCCUPIED:  classrooms  for 
structural  engineering:  50  persons  in  the  cellar  and  150  on 
each  of  the  first  and  second  stories ;  and 

Whereas,  the  appellant  contends  that  the  only  refrig¬ 
erating  system  comprises  a  two-ton  ammonia  compression 
machine  and  a  two-ton  ammonia  absorption  machine,  each 
containing  less  than  300  pounds  of  ammonia ;  this  plant  is 
used  only  for  test  purposes  in  demonstrating  the  principles 
of  refrigeration  machinery  to  engineering  students  of  col¬ 
lege  grade ;  that  six  years  ago  the  Cooper  Union  incurred 
expenses  amounting  to  over  $10,000  in  isolating  its  refrig¬ 
erating  equipment  in  a  single  fireproof  room,  which  is  its 
present  location ;  that  the  only  entrance  to  the  present  isolated 
room  is  by  a  fireproof  metal  door  of  reasonably  gas-tight 
nature ;  that  the  window  area  for  ventilation  purposes  is  in 
excess  of  that  required  by  the  code  of  ordinances ;  that  a 
gas  mask  approved  by  the  United  States  Government  is  main¬ 
tained  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  58083,  Item  5,  on  co>idition  that 
not  more  than  250  pounds  of  ammonia  shall  be  used  at  any 
time  in  the  two  refrigerating  machines  and  that  the  blow-offs 
shall  be  cross-connected  so  as  to  have  the  use  of  the  two 
100-gallon  tanks  now  installed  in  the  refrigerating  room,  and 
that  the  refrigerating  system  comply  with  the  law  in  all 
other  respects. 


339-30- A 

APPELLANT — iByrne  &  Bowman,  for  H.  W.  G.  Corp., 
owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 42-48  East  20th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Louis  Resnick. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(339-30-A) 

Whereas,  Byrne  &  Bowman,  for  H.  W.  G.  Corp.,  owner, 
filed.  May  21,  1930,  an  appeal  from  orders  of  the  fire  com¬ 
missioner,  affecting  premises  42-48  East  20th  street,  Borough 
of  Manhattan;  and 
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: 


Whereas,  the  orders  of  the  fire  commissioner,  dated  April 
21,  1930,  reads: 

‘‘Order  No.  74148-F : 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20  ft.  above  the  hose 
outlet  in  the  highest  story.  Sections  580-581,  Ch.  5, 
Code  of  Ordinances  and  Rule  91  of  the  Board  of  Stand¬ 
ards  and  Appeals.” ; 

and 

“Order  No.  74150-F : 

“1.  Arrange  the  house  water  supply  pipe  so  that  same 
will  connect  with  tank  on  the  outside  thereof  above  the 
3500  gallon  mark  only.  Sections  580-81,  Ch.  -5,  Code  of 
Ordinances  and  Rules  of  the  Board  of  Standards  and 
Appeals. 

“2.  Provide  adequate  heating  apparatus  for  standpipe 
tank  to  prevent  water  in  same  from  freezing.  Sections 
580-581,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  eight  stories  (110 
ft.)  in  height,  88  ft.  by  89  ft.  in  area  at  first  story  and  88  ft. 
by  82  ft.  in  area  above;  OCCUPIED  as  a  tenant  factory,  not 
more  than  thirty  persons  to  any  story;  equipped  with  a  stand¬ 
pipe  system,  fed  from  a  2,200-gallon  roof  tank,  the  bottom 
of  which  is  10  ft.  above  the  hose  outlet  in  the  highest  story ; 
the  house  water  supply  pipe  is  also  connected  at  the  bot¬ 
tom  of  the  standpipe  tank;  and 

Whereas,  the  appellant  claims,  as  to  the  two  orders  of  the 
fire  commissioner,  that  the  standpipe  system  was  installed  at 
the  time  of  erecting  the  building  in  1898 ;  furthermore,  the 
appellant  contends  that  the  present  standpipe  system  is  ade¬ 
quate  and  operating  efficiently. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  74148,  Item  1,  and  Order  No.  74150, 
Item  No.  1,  on  condition  that  there  be  installed  a  3,500-gallon 
tank  with  a  reserve  of  2,500  gallons  for  the  standpipe  sys¬ 
tem  ;  that  the  bottom  of  the  new  tank  shall  be  as  high  above 
the  top  story  outlet  as  the  present  tank,  and  that  the  building 
shall  be  equipped  with  approved  sprinkler  system  and  shall 
not  be  increased  in  height  or  area ;  denied  as  to  Order  No. 
74150-F,  Item  2. 


193-30-A. 

APPELLANT — Ernest  M.  Van  Norden,  for  The  New  York 
Edison  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 701-827  East  14th  street  and 
700-820  East  15th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Ernest  M.  Van  Norden  and  E.  B. 
Ricketts. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(193-30-A) 

Whereas,  Ernest  M.  Van  Norden,  for  The  New  York 
Edison  Co.,  owner,  filed,  March  17,  1930,  an  appeal  from  a 
decision  of  the  fire  commissioner,  affecting  premises  701-827 
East  14th  street  and  700-820  East  15th  street,  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  28,  1930  (No.  2749-29),  reads: 

“l.  Portable  pressure  unit  shall  not  be  used,  within 
the  meaning  of  the  fuel  oil  rules.  F.  O.  R.  16.”; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in  height, 


592  ft.  11%  in.  by  206  ft.  6  in.  by  106  ft.  1  in.,  irregular 
in  area;  OCCUPIED:  1st  story,  offices  and  boiler  room 
10  persons ;  2nd  story,  turbine  room  and  electrical  galleries 
20  persons ;  3rd  and  4th  stories,  electrical  galleries  and 
service  building,  20  persons  and  50  persons,  respectively; 
5th,  6th  and  7th  stories,  inclusive,  toilets  and  locker  rooms; 
3rd  to  7th  stories,  30,  10,  30  persons,  respectively;  and 
Whereas,  the  appellant  contends  that  they  propose  tc 
ignite  pulverized  coal  in  the  burners  by  means  of  Quinr 
Torches  connected  by  means  of  armored  hose  to  20-gallor 
fuel  oil  tanks;  that  the  burners  are  supplied  with  com¬ 
pressed  air;  that  fuel  oil  will  be  stored  in  a  1,000-gallor, 
tank,  from  which  the  portable  20-gallon  tanks  are  to  b< 
filled ;  there  will  be  two  filling  stations  in  the  boiler  roorr 
and  piping  and  tanks  will  be  installed  in  accordance  wit! 
the  fuel  oil  rules ;  that  each  boiler  is  equipped  with  severa. 
ports,  into  which  the  torch  is  placed  when  it  is  desired  tc 
fire  the  boiler,  and  as  soon  as  the  pulverized  coal  is  ignitec 
the  torch  is  shut  off;  that  under  Cal.  No.  367-21-S  the  Quinr 
Torch  was  approved  by  the  board  for  industrial  use. 

Resolved,  that  the  order  of  the  fire  commissioner  be  anc 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  i<’ 
granted,  to  permit  the  use  of  20-gallon  portable  tanks,  or 
condition  that  not  more  than  two  tanks  shall  be  in  use  al 
any  one  time ;  that  the  air  pressure  used  for  vaporizing  the 
oil  shall  not  exceed  50  pounds ;  that  each  tank  shall  have 
a  safety  blow-off  installed  to  blow  off  at  50  pounds;  thal 
the  tubing  from  the  portable  tank  to  the  burner  shall  be 
metallic  tubing;  the  tank  and  tubing  shall  be  capable  of 
withstanding  an  air  pressure  test  of  not  less  than  20C 
pounds ;  that  the  use  of  these  tanks  is  to  'be  confined  entire!} 
to  the  boiler  room  and  that  the  fuel  oil  rules  shall  be  con¬ 
formed  with  in  all  other  respects,  and  that  the  tank  and 
use  thereof  shall  be  under  the  supervision  of  a  licensed 
engineer  at  all  times. 

-  I 

BUILDING  ZONE  CASES. 

375-30-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  John  M.  Fox 
owner. 

SUBJECT — Application  (re  decision,  of  the  superintended 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  occupancy  from  a  paint  shop  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — 622  Herkimer  street,  south  side. 
25  ft.  east  of  Schenectady  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  M.  C.  Karp  and  Joseph  M.  Lon¬ 
ergan. 

For  Opposition :  U.  Harrison.  jj 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930.  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  board.  1  J 


393-30-BZ. 

APPLICANT — The  New  York  Central  Railroad  Co. 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  building  to  be  occupied  as  a  garagei 
for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 127-135  Marble  Hill  avenue 
(Kingsbridge  avenue)  and  175-181  West  228th 
street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Leo  Manville  and  John  T.  Hancock. 
For  Opposition:  Walter  J.  Loria,  Richard  J.  Mc- 
Inerney,  Robert  A.  Hultdelson  and  James  Mc¬ 
Namara. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1930, 
at  10  a.  m.,  on  request  of  applicant’s  attorney. 
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■68-28-BZ. 

\PPLICANT — William  Richter,  for  Henry  C.  Behrens, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles 
(previously  denied). 

’REMISES  AFFECTED — 878-886  Gravesend  avenue, 
Brooklyn. 

\PPEARANCES— 

For  Applicant :  William  Richter. 

For  Opposition :  E.  M.  Heisler,  Laura  Heisler  and 
Julius  Garber. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1930, 
at  10  a.  m.,  on  request  of  applicant. 


234-27-BZ. 

APPLICANT — Alonzo  De  Baun,  owner. 

SUBJECT — Application  for  reopening — amendment — (deci¬ 
sion  of  the  fire  commissioner),  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of  an  auto¬ 
mobile  showroom  and  service  station  in  connection 
therewith. 

’REMISES  AFFECTED — South  side  of  Hillside  avenue, 
120  ft.  west  of  146th  street  (Colonial  avenue), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frederick  Haskins. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  for  reopening  denied. 


PHE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyleand  Deputy 

Chief  McElligott .  4 

Absent  .  0 


57-30-BZ. 

APPLICANT — Frank  Caraccia,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

’REMISES  AFFECTED — Southwest  corner  of  Hylan 
boulevard  and  Barclay  avenue,  Annadale,  Borough 
of  Richmond. 

APPEARANCES — None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

’HE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 


58-30-BZ. 

APPLICANT — Mario  Fornari,  owner. 

lUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline 
service  station. 

’REMISES  AFFECTED — Southeast  corner  of  Hylan 
boulevard  and  Edsel  street,  Grasmere,  Borough  of 
Richmond. 

v  P  P  E  A  R  AN  CES — N  one. 

iCTION  OF  BOARD — Application  withdrawn  on  written 
request. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  o 


243-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Essanarr  Garage 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn). 

PREMISES  AFFECTED — 2489-2505  Atlantic  avenue  and 
1790-1810  East  New  York  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Paul  P.  Brennan. 

For  Opposition:  J.  J.  Speth. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  o 

Absent  .  0 


466-29-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grand  Boulevard  & 
Concourse  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  a  business  district,  the  alteration  and 
change  of  occupancy  of  the  first  story  from  resi¬ 
dence  to  business  (store)  purposes. 

PREMISES  AFFECTED — 1403  Grand  concourse  and  167- 
183  East  170th  street,  northwest  corner,  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition  :  Philip  Wellins. 

ACTION  OF  BOARD — Chairman  read  committee’s  report; 
committee’s  report  adopted ;  application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  o 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  o 


278-29-BZ. 

APPLICANT — Miles  C.  Rabinowitz,  for  Beckett  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening! — extension  of  time 
to  procure  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Boston 
road  and  Longfellow  avenue,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  for  reopening  dis¬ 
missed  ;  no  appearances. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 
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Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

Whereas,  no  one  appeared  for  the  applicant  when  case 
was  called. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


340-30-BZ. 

APPLICANT — William  Shary,  for  Florence  V.  Harwin, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1853  Boston  road  and  943  East 
176th  street,  northwest  corner,  The  Bronx. 
APPEARANCES— 

For  Applicant :  William  Shary  and  Florence  V.  Har¬ 


win. 

For  Opposition:  Emanuel  Halpern. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 


THE  RESOLUTION— 

(340-30-BZ) 

Whereas,  William  Shary,  for  Florence  V.  Harwin,  owner, 
filed,  May  21,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  1853 
Boston  road  and  943  East  176th  street,  northwest  corner, 
Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  'board  of  standards  and  appeals,  at  its  regular  meeting, 
October  21,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is  in  a  business  dis¬ 
trict;  East  176th  street,  west  of  Boston  road,  is  in  a  busi¬ 
ness  district;  East  176th  street,  east  of  Boston  road,  is  in  a 
residence  district;  Vyse  avenue  is  in  a  residence  district,  and 
Daly  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  6,  1930  (re  Alt.  App.  No.  245-1930),  reads: 

“1.  Proposed  alteration  and  conversion  of  part  of 
public  garage  in  business  district  to  'be  used  as  gasoline 
service  station  is  contrary  to  provisions  of  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction.  one  story  in  height,  with  a  frontage  of  73.15  ft.  on 
East  176th  street  and  124.24  ft.  on  Boston  road;  to  be  occu¬ 
pied  as  a  gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  the  applicant  has  failed 
to  substantiate  his  basis  of  appeal  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


398-30-BZ. 

APPLICANT— Robert  D.  Kohn.  for  R.  H.  Macy  &  Co., 
Inc.,  lessee  (long-term  lease). 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  two  times  height  district 
the  erection  and  maintenance  of  the  street  wall  of  a 
building  in  excess  of  the  height  permitted  under  the 
zone  resolution. 


PREMISES  AFFECTED — 1317-1329  Broadway,  149-167 
West  34th  street,  441-459  Seventh  avenue  and  148-166 
West  35th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  E.  Vitolo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(398-30-BZ) 

Whereas,  Robert  D.  Kohn,  for  R.  H.  Macy  &  Co.,  Inc., 
lessee  (long-term  lease),  filed,  June  17,  1930,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  two  times 
height  district  the  erection  of  the  street  wall  of  a  building 
to  a  height  exceeding  the  limit  set  by  the  building  zone 
resolution;  premises  1317-1329  Broadway,  149-167  West  34th 
street,  441-459  Seventh  avenue  and  148-166  West  35th 
street,  Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  21,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  building 
zone  resolution  show  that  Seventh  avenue,  35th  street,  34th 
street  and  Broadway  are  in  two  times  height  and  retail  use 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  2,  1930  (re  Alt.  App.  No.  1006-1930),  reads: 

“1.  Building  is  of  unlawful  height  on  34th  and  35th 
street  fronts.” ; 

and 

W hereas,  the  proposed  building  is  of  fireproof  construc¬ 
tion,  nineteen  stories  in  height,  with  a  frontage  of  174  ft. 

6  in.  on  Seventh  avenue,  125  ft.  on  West  34th  street  and 
72  ft.  on  West  35th  street;  to  be  occupied  as  a  business' 
building ;  the  portion  of  the  building  in  question  has  a 
frontage  of  32  ft.  on  the  south  side  of  West  35th  street  and 
starts  east  of  a  point  100  ft.  east  of  Seventh  avenue ;  this 
portion  of  the  wall  of  the  building  could  be  legally  erected 
to  a  height  of  120  ft.  without  setback ;  it  is  proposed  to  carry 
this  wall  up  to  a  height  of  192  ft. ;  above  this  height  it  is 
proposed  to  construct  the  setbacks  in  accordance  with  two  1 
times  the  width  of  Seventh  avenue,  which  is  100  ft.  wide, 
instead  of  being  in  accordance  with  West  35th  street,  which 
is  60  ft.  wide;  and 

Whereas,  the  board  deemed  that  the  applicant  has  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  height  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted,  only  so  far  as  it  affects  32  ft.  of  the 
frontage,  the  west  side  of  which  is  distant  100  ft.  from 
Seventh  avenue,  allowing  the  height  limit  of  Seventh  avenue 
to  be  applied  on  this  32  ft.  frontage,  on  cofutition  that  the 
building  shall  comply  with  the  zoning  law  in  all  other  re¬ 
spects. 


218-30-BZ. 

APPLICANT — Euell  &  Euell,  for  Benjamin  Kaplan, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  poultry  slaughter  house. 

PREMISES  AFFECTED — 228-232  Evergreen  avenue,  west 
side,  65  ft.  north  of  Hart  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  George  Euell. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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HE  VOTE— 

Affirmative:  Tem{>orary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


(218-30-BZ) 

Whereas,  Euell  &  Euell,  for  Benjamin  Kaplan,  owner, 
led,  March  28,  1930,  an  application,  under  the  building  zone 
.‘solution,  to  permit  in  a  business  district  the  erection  and 
aintenance  of  a  poultry  slaughter  house ;  premises  228-232 
■vergreen  avenue,  west  side,  65  ft.  north  of  Hart  street, 
orough  of  Brooklyn ;  and 

■  Whereas,  a  public  hearing  was  held  on  this  application  by 
ie  board  of  standards  and  appeals,  at  its  regular  meeting, 
■ctober  21,  1930,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
>ne  resolution  show  that  Myrtle  avenue  is  in  a  business 
strict;  Evergreen  avenue  is  in  a  business  district;  Suydam 
renue  is  in  a  business  district,  and  Hart  street  is  in  a  busi¬ 
es  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  March  21,  1930  (re  App.  No.  16002-1929),  reads: 
“Proposed  poultry  market  to  be  located  in  a  business 
use  district  is  contrary  to  Art.  2,  Sec.  4-a,  Sub.  Div.  33 
of  the  Zone  Resolution.’’ ; 
id 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
instruction,  one  story  in  height,  with  a  frontage  of  36  ft. 
id  a  depth  of  50  ft. ;  to  be  occupied  as  a  poultry  slaughter 

fuse ;  and 

Whereas,  the  board  deemed  that  the  applicant  has  sub- 
intiated  his  basis  of  appeal  under  section  21  of  the  building 

ne  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
reby  make  a  variation  in  the  use  district  regulations  of 
e  building  zone  resolution,  and  that  the  application  be  and 
hereby  is  granted  on  condition  that  the  present  structures 
the  premises  shall  be  entirely  demolished;  that  a  building 
t  more  than  one  story  in  height  shall  be  erected  to  meet 
,  the  requirements  of  the  health  department  for  a  chicken 
ultry  slaughter  house;  that  the  front  elevation  shall  be 
rried  up  in  face  brick  vTith  architectural  terra  cotta  or 
tural  stone  trim ;  that  a  return  of  the  drawings  shall  be 
ide  to  this  board  for  approval  before  submission  to  the 
perintendent  of  buildings ;  that  all  permits  required  shall 
obtained  within  six  months  and  any  work  involved  com¬ 
bed  within  one  year  from  the  date  of  this  action. 


1-29-BZ. 

3PLICANT — John  H.  Friend,  for  Tilrose  Pelham  Park¬ 
way  Development  Co.,  Inc.,  owner. 

JBJECT — Application  for  reopening — extension  of  time  to 
procure  permits  and  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  erection  of  a  business 
building  (stores). 

DEMISES  AFFECTED — Southeast  corner  of  Bolton 
street  and  Pelham  parkwav  south,  The  Bronx. 
^PEARANCES — 

For  Applicant:  John  H.  Friend. 

For  Opposition :  None. 

'TION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

IE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(720-29-BZ) 

\V  iiereas,  John  H.  Friend,  for  Tilrose  Pelham  Parkway 
Development  Co.,  Inc.,  owner,  filed,  December  9,  1929,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  residence  use  district  the  erection  and  maintenance  of  a 
business  building  (stores)  ;  premises  southeast  corner  of 
Bolton  street  and  Pelham  parkway  south,  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  15,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bolton  street  is  in  a  residence 
district;  Pelham  parkway  south,  westward  from  100  ft. 
east  of  Bolton  street,  is  in  a  residence  district;  Boston  Post 
road  is  in  a  residence  district;  Bronx  Park  East  is  in  a 
residence  district,  and  Pelham  parkway  south,  east  of  a 
point  100  ft.  east  of  Bolton  street,  is  in  a  business  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  21,  1929  (App.  N.  B.  1525-1928),  reads: 

‘  1.  Erection  of  building  to  be  uesd  for  business  pur¬ 
poses  in  residence  district  is  contrary  to  provisions  of 
the  Building  Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  (12  ft.)  in  height,  with  a  frontage  of 
100.17  ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  eight 
stores  fronting  on  Pelham  parkway  and  three  stores  front¬ 
ing  on  Bolton  street;  and 

Whereas,  the  board  believes  that  because  of  the  sur¬ 
rounding,  abutting  and  contiguous  conditions,  the  location  of 
the  gasoline  station  directly  to  the  east  on  the  same  street 
front  and  with  the  remainder  of  the  street  to  the  west, 
located  as  it  is  in  a  business  use  district,  the  property  under 
appeal  is  destroyed  for  conforming  residential  use,  and  the 
applicant,  therefore,  is  entitled  to  relief  under  section  21; 
and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  April  15,  1929,  on  certain  conditions,  and  applicant 
requests  a  modification  of  the  time  limit  conditions  and  an 
extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  first  story  of  any  structure  erected  thereon,  on 
condition  that  the  use  and  occupancy  of  the  remainder  of 
any  building  constructed,  above  the  first  story,  shall  be 
confined  to  dwelling  use;  that  no  portion  of  any  store  on 
Bolton  street  front  shall  be  used  or  occupied  as  a  meat 
market,  fish  market  or  delicatessen  store;  that  the  front 
of  the  building,  other  than  plate  glass  show  windows, 
shall  be  finished  with  light-colored  face  brick  or  archi¬ 
tectural  terra  cotta,  with  architectural  terra  cotta  or  natural 
stone  trim;  that  any  advertising  displayed  on  Bolton  street 
front  shall  be  restricted  to  flat  lettering  affixed  to  plate 
glass  show  windosw  of  store  fronts;  that  there  shall  be 
no  merchandise  exposed  or  displayed  on  any  portion  of 
premises  beyond  building  line,  and  that  all  permits  required 
shall  be  obtained  within  six  months  and  any  work  involved 
shall  be  completed  within  one  year  from  October  15,  1930. 


APPROVAL  OF  PLANS. 

483-29-BZ. 

APPLICANT— William  F.  Doyle,  for  Golran  Realty  Corp., 
owner. 

SUBJECT— Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  on  January 
21,  1930. 

PREMISES  AFFECTED — .Southwest  corner  of  Brady  ave¬ 
nue  and  White  Plains  avenue,  The  Bronx. 
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APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  engineer's  report; 

report  of  engineer  adopted  and  plans  approved  in 
accordance  therewith. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


AREA  FIXED. 

(300-28-BZ) 

The  chairman  presented  and  read  a  communication  from 
W.  Rositer  Redmond,  requesting  the  board  to  fix  an  area 


deemed  affected  and  within  which  to  obtain  consents  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises  109-57  to  109-65 
206tih  street,  southeast  corner  of  Hollis  avenue,  Bellaire, 
Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Cross  Island  boulevard  from  111th 
avenue  to  a  point  400  ft.  north  of  Hollis  avenue;  both 
sides  of  Hollis  avenue  from  a  point  400  ft.  west  of 
Cross  Island  boulevard  to  208th  street,  and  the  property 
facing  207th  street  within  50  ft.  of  the  property  line  of 
the  premises  in  question. 


Adjourned  2.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  21,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 

Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

309-30-A. 

APPELLANT — Robert  Teichman,  for  Temple  Court  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 3-9  Beekman  street  and  119-137 
Nassau  street,  southwest  corner,  Manhattan. 
APPEARANCES— 

For  Appellant:  Robert  Teichman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930, 
at  10  a.  m.,  on  request  of  appellant. 


369-30-A. 

APPELLANT — Thomas  J.  Donovan,  for  Nymco  Holding 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 27-33  West  23rd  street  and  8-12 
West  24th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Charles  Kaufman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930, 
at  2  p.  m.,  on  request  of  appellant’s  representative. 


BUILDING  ZONE  CASES. 

304-30-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Katherine  Alberti, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 50  Downing  street  and  214-218 
West  Houston  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  M.  L.  Wolf  and  S.  D.  Cohen. 
ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  on  written  request  of  applicant. 


731-29-BZ. 

APPLICANT — Harry  Urquhart,  for  M.  H.  G.  Realty 
Corp.,  owner.  • 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — South  side  of  101st  avenue,  40 
ft.  east  of  121st  street,  South  Ozone  Park,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  J.  Monroe. 

For  Opposition :  Anthony  B.  Bernard. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1930, 
at  10  a.  m. 

106-30-BZ. 

APPLICANT— William  Layton  Hall,  for  Mabel  Hall, 
owner. 

SU  B  J  ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 337  Arbutus  avenue,  northeast 
corner  of  Hyland  boulevard,  Huguenot,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Theodore  Hall. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930, 
at  10  a.  m.,  for  full  vote  of  board. 


217-30-BZ. 

APPLICANT — Sidney  Reynolds,  for  Goldstein  &  Halpert, 
owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 114-01  Merrick  boulevard, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Henry  F.  Oechler. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 
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THE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


\  Whereas,  no  one  appeared  when  case  was  called. 

|  Resolved,  that  the  application  be  and  it  hereby  is  dismissed 

for  lack  of  prosecution. 

— - 

319-30-BZ. 

APPLICANT — Theodore  R.  Ridder,  for  Louis  Ridder, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  m  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 31-01  Newtown  avenue  and  28- 
25  31st  street,  northeast  corner,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Flanagan. 

For  Opposition:  Walter  Daly. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy- 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

OTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . o 

Absent  .  0 


-  ■-  .  - 

100-28-BZ. 

APPLICANT — W.  Rossiter  Redmond,  substituted  for  Ed- 

I  ward  F.  Fox,  for  Tilles  &  Haves,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn;  reopened  and  denied). 

’REMISES  AFFECTED— 109-57  to  109-65  206th  street, 
southeast  corner  of  Hollis  avenue,  Bellaire,  Bor¬ 
ough  of  Queens. 

APPEARANCES — 

For  Applicant:  W.  R.  Redmond. 

For  Opposition :  Bernard  S.  Deutsch. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  Commissioner  Guilfoyle .  1 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  Mc¬ 
Elligott  .  3 

Absent  .  0 


THE  RESOLUTION— 

(300-28-BZ) 

^  Whereas,  W.  Rossiter  Redmond,  substituted  for  Edward 
'.  Fox,  for  Tilles  &  Haves,  Inc.,  owner,  filed,  April  3,  1928; 
'ithdrawn  October  16,  1928;  reopened  December  4,  1928: 
enied  January  15,  1929;  reopened  July  22,  1930,  an  applica- 
ion,  under  the  building  zone  resolution,  to  permit  in  a  busi- 
less  district  the  erection  and  maintenance  of  a  gasoline 
ervice  station ;  premises  109-57  to  109-65  206th  street,  south- 
ast  corner  of  Hollis  avenue,  Bellaire,  Borough  of  Queens ; 
id 


Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
October  21,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hollis  avenue  is  in  a  business  dis¬ 
trict  ;  Cross  Island  boulevard  is  in  a  business  and  residence 
district,  and  207th  street  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  17,  1927  (re  N.  B.  Plan  No.  7542-1927), 
reads : 

‘‘The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  is  contrary  to  Zone  Law.”; 

and 

Whereas,  plans  filed  September  11,  1930,  indicate  that  it 
is  proposed  to  erect  an  office,  20  ft.  by  20  ft.;  grease  pits,  20 
ft.  by  20  ft.  in  area,  and  a  washing  pit;  to  bury  five  550- 
gallon  tanks  and  erect  ten  pumps  for  the  purpose  of  con¬ 
ducting  a  gasoline  service  station  upon  a  lot  100  ft.  by  100  ft. 
within  a  business  use  district ;  and 
Whereas,  the  board  deems  that  applicant  did  not  substan¬ 
tiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


300-30-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Louis  C.  Bock, 
owner. 

SUBJECT — Application  for  reopening — modification — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7e  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  occupancy  of  an  existing 
stable  for  more  than  five  (5)  horses  to  a  garage  for 
the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 169  East  87th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott . .  4 


Negative  .  0 

Absent  .  q 


THE  RESOLUTION— 

(300-30-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Louis  C.  Bock,  owner, 
filed,  April  29,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alteration  and 
conversion  of  occupancy  of  an  existing  stable  for  more  than 
five  (5)  horses  to  a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  169  East  87th  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  16,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  87th  street  is  in  a  business 
district;  Lexington  avenue  is  in  a  business  district,  and 
Third  avenue  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  15,  1930  (re  App.  No.  610-1930),  reads’^ 
‘‘Disapproved  April  15th,  1930,  with  the  following 
objections : 

“2.  Proposed  alteration  is  contrary  to  the  provisions 
of  section  6  A  of  the  Zoning  Resolution.”- 

and 
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Whereas,  the  existing  building  is  to  be  altered  to  fire¬ 
proof  construction,  it  is  five  stories  and  basement  in  height, 
which  height  is  to  be  altered  to  six  stories,  with  a  frontage 
of  43  ft.  and  a  depth  of  97  ft.  2 /  in.,  occupied  as  a  stable, 
and  is  to  be  occupied  as  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  granted  by  the  'board  at  its 
meeting,  September  16,  1930,  on  certain  conditions,  and  appli¬ 
cant  requests  a  modification  of  conditions  to  permit  the  build¬ 
ing  to  be  raised  an  additional  6  ft.  8  in.  in  height  and  to  be 
six  stories ;  and 

Whereas,  the  board  deems  that  applicant  has  supported 
his  application  under  section  7,  subdivision  e,  and  section  21 
of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout ;  that 
the  height  of  the  building  as  altered  shall  not  exceed  by 
more  than  6  ft.  8  in.  the  height  of  existing  structure;  that 
the  front  of  the  building  shall  be  finished  in  face  brick  or 
architectural  terra  cotta  with  stone  trimming;  that  any  ad¬ 
vertising  displayed  shall  be  confined  to  one  projecting  electric 
sign  indicating  the  name  and  nature  of  the  business  con¬ 
ducted  on  the  premises ;  that  there  shall  be  no  portable  gaso¬ 
line  tanks  operated  or  maintained  outside  of  the  building 
line;  that  the  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length ;  that  all  permits  required  shall  be 
obtained  within  six  months  and  any  work  involved  completed 
within  one  year  from  the  date  of  this  action. 


889-24-BZ. 

APPLICANT — James  J.  Millman,  for  D.  &  B.  Auto  Paint¬ 
ing  Co.,  owner. 

SUBJECT— Application  for  reopening — modification — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  to  permit  in  a  residence  district,  extending 
from  an  unrestricted  district,  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 105  Underhill  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  L.  Lauritzen. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott . 4 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 


(889-24-BZ) 

Whereas,  James  J.  Millman,  for  D.  &  B.  Auto  Painting 
Co.,  owner,  filed,  July  3,  1924,  an  application,  under  the 


building  zone  resolution,  to  permit  the  extension,  wholly 
within  an  unrestricted  district,  of  a  building  located  partly 
in  a  residence  district  and  the  use  of  the  entire  structure 
as  a  garage  for  more  than  five  motor  vehicles ;  premises 
103  Underhill  avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
2,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Wherjeas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Marks  avenue  is  in  an  un¬ 
restricted  district ;  Prospect  place  is  in  a  residence  district, 
and  Underhill  avenue  is  in  an  unrestricted  district  for  100  ft. 
south  of  St.  Marks  avenue,  then  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  27,  1924,  in  acting  on  Application  No.  10981- 
24,  reads : 

“Extending  garage,  which  is  partly  in  a  residential 
and  partly  in  an  unrestricted  district,  contrary  to  Build¬ 
ing  Zone  Resolution,  Art.  II,  Par.  3.”; 

and 

Whereas,  the  existing  building  is  non-fireproof,  two 
stories  in  height,  50  ft.  by  88  ft.  (irregular)  in  area;  OC¬ 
CUPIED  as  a  garage;  it  is  proposed  to  build  a  non- 
fireproof  two-story  extension,  76  ft.  6  in.  by  43  ft.  8  in. 
in  area  at  the  first  story  and  74  ft.  6  in.  by  33  ft.  8  in. 
in  area  at  the  second  story,  and  to  occupy  the  entire  premises 
as  a  public  garage  for  more  than  five  cars,  repair  and 
paint  shop ;  the  proposed  extension  is  within  the  unre¬ 
stricted  district,  the  existing  portion  is  in  a  residence  district; 
and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  the  board  is  empowered  to  act;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  December  2,  1924,  on  certain  conditions,  and 
applicant  requested  a  modification  of  the  time  limit  imposed 
in  which  to  complete  the  work ;  and 
Whereas,  the  work  has  not  been  prosecuted,  request  is 
now  made,  December  3,  1929,  for  the  extension  of  time  and 
the  modification  as  to  the  relocation  of  the  elevator  at  the 
extreme  rear  of  the  building,  and  now  requests  a  further 
extension  of  time  to  complete  work,  and  under  date  of  Octo¬ 
ber  8,  1930,  requests  a  further  modification  as  to  windows 
in  rear  wall,  second  story. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  dimensions 
of  proposed  extension  be  restricted  to  those  indicated  on 
the  plans  filed  in  this  case ;  that  the  rear  wall  in  the  first 
story  shall  be  unpierced  throughout  its  entire  height  and 
length,  with  the  exception  of  one  self-closing  fireproof  door 
not  exceeding  3  ft.  8  in.  in  width;  that  the  rear  wall,  second 
story,  shall  be  set  back  10  ft.  from  rear  lot  line,  except 
elevator  shaft  enclosure;  that  the  building  shall  be  com¬ 
pleted  within  four  months  from  June  3,  1930. 


Adjourned  4.40  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be 
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MINUTES 


[  .  *CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  October  14,  1930,  as  they  appeared  in  Bulletin 

¥Se  REloLUTION-reby  '°  “  f°"0WS: 


(477-28-BZ) 

Whereas,  John  J.  Dunnigan,  for  Grandside  Realty 
Corp.,  owner,  filed,  May  22,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  business  building  (stores)  ;  premises  south¬ 
west  corner  of  Burnside  avenue  and  Grand  concourse  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  Februry  5,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Grand  concourse 'is  in  a  residence 
district;  Burnside  avenue,  west  of  a  point  100  ft.  west  of 
Grand  concourse,  is.  in  a  business  district,  and  Burnside 
avenue,  east  of  .a  point  100  ft.  east  of  Grand  concourse  is 
in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  9,  1928  (re  App.  N.  B.  999-28),  reads: 

“1.  Erection  of  proposed  business  building  partly 
in  business  district  and  partly  in  residence  district  is 
contrary  to  provisions  Zone  Resolution.” : 
and 


Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  and  basement  in  height,  with  a  frontage  of  110.18 
ft.  on  Grand  concourse  and  130.62  ft.  on  Burnside  avenue; 
to  be  occupied  as  a  business  building  (stores)  ;  and 


*  Correction — Words  “the  date  of  this  action”  omitted  in 
last  line  and  “October  15,  1930,”  changed  to  “ October  2“> 

1930.” 


W  hereas,  the  ‘board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  section  7,  subdivision  c,  and  was 
entitled  to  relief  under  section  21  of  the  building  zone 
resolution;  and 

\V  hereas,  this  application  was  granted  by  the  board  at 
its  meeting,  February  5,  1929,  on  certain  conditions,  and 
under  date  of  July  23,  1929,  the  board  granted  a  modifica¬ 
tion  of  the  resolution  as  to  location  of  stores,  and  applicant 
now  requests  an  extension  of  time  to  obtain  permits  and 
complete  work,  and  now  requests  a  further  extension  of 
time ;  and 

Whereas,  since  the  adoption  of  the  resolution,  granting 
business  on  this  corner,  there  has  developed  and  is  in  course 
of  construction  a  subway  on  the  concourse;  and 

W  hereas,  the  entire  front  on  the  Burnside  elevation  is 
faced  with  business,  stores  opposite,  the  board  believes  that 

the  application  comes  within  the  purview  of  section  21 _ 

practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make.  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  only  so  far  as 
it  affects  the  first  ,  story  of  any  building  erected  on  the 
premises,  on  condition  that  any  structure  erected  in  excess 
of  one  story  shall  be  restricted  above  the  first  story  to 
conforming  use;  that  the  use  of  the  first  story  shall  be 
restricted  to  retail  mercantile  shops  or  stores,  specifically 
prohibiting  the  use  or  occupancy  of  any  portion  of  the 
concourse  front  or  corner  store  to  delicatessen  business, 
meat  market  or  fish  market;  that  any  advertising  display 
shall  be  restricted  to  fixed  letters  on  the  plate  glass  show 
windows  of  store  fronts;  that  there  shall  be  no  merchandise 
exposed  or  displayed  outside  the  building  line,  and  that  all 
permits  required  shall  be  obtained  within  six  months  and 
any  work  involved  shall  be  completed  within  one  year  from 
October  22,  1930. 


APPROVED  APPLIANCES 


Burners  for  Industrial  and  Commercial  Use. 


Name  of  Burner  Calendar  No. 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner. .  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-22-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1461-21-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner....  45-21-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

Enco  Burner .  1414-23-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Fess  Turbine  Burner .  26-22-SA 

Frankfort  Type  P  Oil  Burner .  104G-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

Gilbert  &  Parker  Fuel  Oil  Burner .  1636-21-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammel  Oil  Burner .  1278-21-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

’Holby  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner .  089-29-SA 

Tnduslo  Fuel  Oil  Rurner  1-27 .  5-24-SA 

Leiman  Brothers  Fuel  Oil  Burner .  3 1 4-30- S A 

Liberty  Automatic  Heater .  129-28-SA 


Name  of  Burner  Calendar  No. 

Lientz  Oil  Burner .  155-20-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-23-SA 
Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

North  American  Low'  Pressure  Oil  Burner _  792-26-SA 


Peabody-Fisher  Wide  Range  Mechanical  Oil..  644-21-SA 

Petro  Mechanical  Burner  and  Air  Register _  735-24-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil .  504-23-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA. 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

Simplex  Horizontal  Rotary  Fuel  Oil  Burner..  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Surface  Combustion  Low  Pressure  Burner....  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

York  Automatic  Oil  Burner .  44.09-SA 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  Ii .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Caloroil  Burner — Type  AA .  1361-24-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Oil  Burner .  348-28-SA 

Crescent  Oil  Burner .  222-29-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doherty  Oil  Burner .  943-26-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Electrol  Automatic  Oil  Burner .  259-25-SA 

Electromatic  Oil  Burner .  603-29-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O....  1094-27-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Gulf  Oil  Burner .  382-26-SA 

Hardinge  Oil  Burner  and  Pump  Set .  813-25-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kleen  Heet  Oil  Burner .  R2-24-SA 


Name  of  Burner  Calendar  No. 

Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Model  “G”  Nokol  Burner .  801-28-SA 

Morrissey  Oil  Burner .  673-27-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Process  Oil  Burner .  1071-27-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Heater .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Pascoe  Oil  Burner  and  Pump  Set .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Burner,  Model  O .  78-28-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  6G7-28-SA 

Rickard  Oil  Burner .  1011-27-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  56-28-SA 

Silent  Automatic  Oil  Burner .  458-26-SA  ' 

Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-SA 

Stroud-in-the-Door  Burner .  129-27-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA  1 

Torridheat  Oil  Burner .  63-28-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  451-26-SA 

Victory  Oil  Burner .  320-30-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner  Pump  and  Fan  Set .  1155-25-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-SA 

Winslow  Industrial  Burner .  19-25-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

U/29-27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A— 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— 20-28  West  72nd  street,  Manhattan. 

1032- 27- A — 242-248  West  76th  street,  Manhattan. 

374- 29-A — 11  East  24th  street,  Whitestone,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1173-22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sy»- 
tems,  approval  of. 

1249-22-SA — Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Va!v«, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

i 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

375- 23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

897-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

625-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

932-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1240  23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

492  24- S A — Hollzer- Cabot  Type  “C"  Fire  Alarm  Box, 
approval  of. 

;  755-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

1016-24-SA — Milnes  Oil  Burner,  approval  of. 

U42-24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of 

13.r)0-24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1500  24-SA — Smolensky  Check  Valve,  approval  of. 

1163-25- S A — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of. 

1264-25- S A — Koerting  Gear  Pump,  approval  of. 

1346-25-SA— Palmer  Gravity  Lock,  approval  of. 

333-26-SA— Signal  Weatherproof  Bells,  annrora!  of 
364-26-SA — Kork-n-Seal,  approval  of. 


397-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA— -Protectoseal  Cover,  approval  of. 

890-26- S A  Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 

187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 

814-2 i-SA  Elkhart  Flush  Type  Siamese,  approval  of. 

955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 

977-27 -S A  Romec  Rotary  Pump,  approval  of. 

1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve 
approval  of. 

511-28-SA  Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA  Keuka  Oil  Burner,  approval  of. 

958-28-SA  N.  D.  T.  Fire  Gong  Control  Panels,  approval 


42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve 
approval  of.  1 

380-29-SA— Kennedy  2^-Inch  Hose  Outlet  Valve  Type 
“A,”  approval  of.  ’ 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-SA— Croker  25^-Inch  Pressure  Reducing  Valve  ap¬ 
proval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve  ap¬ 
proval  of.  ’  v 

231- 30-SA— Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA— Scranton  Steam  Pumps,  approval  of. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner  ap¬ 
proval  of.  ’  * 

3 14-30-S A  Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

359-30-SA— Conran  Hydraulic  Emergency  Control  Valve 
tor  Fire  Line,  approval  of. 

36i -30-SA — Kreager  Oil  Burner,  approval  of. 

372-30-SA— International  Mechanical  Draft  Oil  Burner  ap¬ 
proval  of.  ’  1 

394-30-SA— The  Oronoque  Oil  Burner,  approval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P  A  an¬ 
proval  of.  '  ’’  v 

5 1 8-29- S A  New  Perfection  Oil  Burner  Type  “0”  an 
proval  of.  ’  n  ap' 


...  .  ;  .  ^uienuar  are  casei  uhn* « 

winch  action  by  the  board  has  been  deferred  pending  com- 
imttee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports  court 
or  departmental  actions  are  consummated.  Whereupon  th , 
case  or  cases  mil  hr  restore*  to  the  regular  SalZHa? 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  nr  Petitioner  nf  recor/i  ** 
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PROGRESS  REPORT 


DOCKET. 


DISPOSITION  OF  CASES. 


Cases  pending  December  31,  1929 . 

Cases  filed  up  to  October  22,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installation** . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


392  Withdrawn  . 

Dismissed  . 

Denied  . 

g^2  Granted  . 

Granted  on  condition . 

Appliances  approved . 

Appliances  dismissed,  disapproved  or  withdrawn 

44  Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

186  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

11  Requests  to  amend  granted . 

Requests  to  amend  denied . 

43  Requests  for  modification  granted . 

Requests  for  modification  denied . 

1  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

66  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

4  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

33  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn.. 

0  Interpretations  . 

Requests  withdrawn  or  dismissed . 


14: 

2 

151 

t* 

27- 

2 


( 


15f 

2’ 

II 

31 

II 

( 

6! 


I 

I 

I 

3: 

i 

i 

i 


Total  .  1422  Total  .  97 

Disposed  of .  977 


Cases  pending  October  22,  1930 .  445 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineeri 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First.  That  if  they  do  not  appear  In  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failur 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  al 
cases  promptly,  for  the  reason  that  the  pendency  of  ai 
appeal  or  petition  ties  the  hands  of  the  administrative  offi 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitiof 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th< 
appellant  or  petitioner  to  file  necessary  data,  or  by  an; 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan 
and  data  required  by  law  are  supplied,  as  specified  on  th 
blank  appeal,  application  or  petition  forms. 
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?^|UBLI9  HEARINGS 


Copies,  5  cents 
7  cents 


No.  44 


w 


Tuesdays,  at  rWib.m.  andv^ 


k?.  4a 

Special  meetings  'as  .publisheg^in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  TuetijWs,  at  2  p.  m. 

All  hearings  are  held  ill  Room  "1013,  Municipal  Building 


Manhattan. 


V. 


HOURS  FOR  CONSULTATION 


James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary. 
Edward  V.  Barton,  Chief  Clerk. 


Iffice — Municipal  Building,  Rooms  1001  to  1015. 
elephone — Worth  0184. 

iffice  Hours— 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

!//  communications  should  be  addressed  to  the  chairman  of 

the  board 


10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  ibe  called  in  Room  1013,  Wednesday,  November  5, 
1930,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  November  18,  1030,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  •  of  Regular 
10  A.  M. 

Meeting, 

October 

28, 

1930, 

Minutes  of  Regular 

2  P.  M. 

Meeting, 

October 

28, 

1930, 

Rules  for  Testing  Wood. 

Amendment  to  “Standpipe”-“Fireline”  Rules. 
Reserve  Calendar. 

Progress  Report 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 


865 


CALENDAR 


DOCKET. 

New  Cases  Filed  for  Week  Ending  October  29,  1930. 

Cal.  No.  Department.  Premises  Affected. 

647-30-BZ . B.B.B ...  .26-34  De  Sales  pi.,  Bklyn., 

-  App.  10635-30 

646-30-S . F.D . 243-253  Union  ave.,  Bklyn., 

- —  L.  D.  79026 

645-30-BZ . B.B.M ..  ..139-141  Washington  pi.,  Man., 

- -  Alt.  1929-30 

644-30-S . F.D . 1102  Atlantic  ave.,  Bklyn., 

-  L.  D.  76559  &  76560 

643-30-iS . B.B.M. .  ..263-271  W.  38th  st.,  Man., 

-  B.  N.  1875-30 

Restored  to  Calendar. 

93-27-S . F.D . 141  Kosciusko  st.,  Bklyn., 

-  .  L.  D.  7834 

348-30-S . F.D . 157-159  E.  32nd  st.,  Man., 

-  L.  D.  38531 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
WEDNESDAY,  NOVEMBER  5,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

330-28-BZ. 

APPLICANT — Edward  P.  Doyle,  substituted  for  William 
F.  Doyle,  for  New  York  Title  &  Mortgage  Co., 
mortgagee,  for  Golran  Realty  Corp.,  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  (reopened  for  a  modification  of  the  reso¬ 
lution  adopted  by  the  board  on  July  24,  1928). 

TO  PERMIT,  in  lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story,  as  pro¬ 
vided  in  the  resolution,  a  one-story  building  occupied 
for  store  use  only — residence  district. 


NOVEMBER  5,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

246-30- A — 125-135  Greene  street,  Brooklyn. 

342-30-A — 146  Wooster  street,  Manhattan. 

460-30-A — 25-33  West  45th  street,  Manhattan. 

488- 30-A — 30-11  Starr  avenue,  northeast  corner  of  31st 

place,  Long  Island  City,  Borough  of 
Queens. 

489- 30-A — 17-19  West  17th  street,  Manhattan. 

542-30-A — 1037-1055  Targee  street  and  41-91  Venice  street, 

Concord,  Borough  of  Richmond. 
334-30-A— 117-125  West  14th  street  and  118-128  West  15th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  anneals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  JVedncsday  morning,  A No¬ 


vember  5,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters: 

cal.  no.  118-29-BZ— Application,  February  25,  1929,  under 
sections  6,  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns, 
applicant,  substituted  for  William  f! 
Doyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied — remitted  to 
the  board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan.  f  1 

CAL.  NO.  155-30-BZ— -Application.  February  28,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Rubenstein  &  Rosling,  appli¬ 
cants,  on  behalf  of  John  Sifferlen, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and 
114th  street,  Richmtnd  Hill,  Borough 
of  Queens. 

cal.  no.  318-30-BZ— -Application,  May  9,  1930,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Maurice  Greenberg, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises. 
441-451  89th  street  and  8814-8824  Fifth' 
avenue,  northwest  corner,  Brooklyn. 

cal.  no.  39-30-BZ— Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  < 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  321-30-BZ— -Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  272-30-BZ— Application,  April  21,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  M.  Fenichel,  applicant,  on  be¬ 
half  of  Israel  Greenberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station;  premises  440-446  Utica  avenue, 
868-884  Empire  boulevard,  southwest  . 
corner,  and  923-943  East  New  York 
avenue,  Brooklyn. 

cal.  no.  453-30-BZ— Application,  June  25,  1930,  under  sec¬ 
tion  7a  of  the  building  zone  resolution, 
of  Lauritz  Lauritzen,  applicant,  on  be¬ 
half  of  Industrial  Home  for  the  Blind, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  an 
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addition  to  a  factory  building;  premises 
510-520  Gates  avenue,  south  side,  80  ft 
west  of  Tompkins  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


NOVEMBER  5,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

32S-30-A — 2306  Decatur  street,  Brooklyn. 

470-30-A — 279-283  Broadway  and  57  Reade  street,  Man¬ 
hattan. 

177-30-A— 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 
110-30-A— 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30- A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

369-30-A — 27-33  West  23rd  street  and  8-12  West  24th 
street,  Manhattan. 

101- 30-A — 18-16  2 1st  drive,  Long  Island  City,  Borough  of 

Queens. 

102- 30-A — 18-18  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

403-30-A — 18-22  21st  drive,  Long  Island  City,  Borough  of 
Queens. 

104- 30-A — 18-24  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

105- 30-A — 18-26  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

106- 30-A' — 18-28  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

107- 30-A — 18-32  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

108- 30-A — 18-36  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

109- 30-A — 18-38  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

110- 30-A — 18-40  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

111- 30-A — 18-44  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

112- 30-A — 18-46  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

113- 30-A — 18-48  21st  drive,  Long  Island  City,  Borough  of 

Queens. 

U4-30-A — 18-52  21st  drive,  Long  Island  City,  Borough  of 
Queens. 

Building  7.one  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
"ds  and  appeals  of  a  public  hearing  under  the  provisions 
:  the  building  zone  resolution,  Wednesday  afternoon,  No- 
' mber  5,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Build- 
g,  on  the  following  matters : 


u..  no.  160-30-BZ — Aoplication.  March  5.  1930.  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  James  J.  Millman,  appli¬ 
cant,  on  behalf  of  Camen  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 


for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  ser¬ 
vice  station ;  premises  676-684  Warwick 
street,  878-888  Livonia  avenue  and  719- 
729  New  Lots  avenue,  Brooklyn. 

cal.  no.  375-30-BZ — Application,  June  5,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  John  M.  Fox,  owner,  to  per¬ 
mit  in  a  business  district  the  conversion 
of  occupancy  from  a  paint  shop  to  a 
motor  vehicle  repair  shop;  premises  622 
Herkimer  street,  south  side,  25  ft.  east 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  304-30-BZ — Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


NOVEMBER  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

471- 30-A — 10-14  East  12th  street,  Manhattan. 

502-30-A — 307-315  St.  Marks  avenue,  Brooklyn. 

472- 30-A — 2746  Myrtle  avenue,  southwest  corner  of  Alpha 

place,  Brooklyn. 

473- 30-A — 1114  Liberty  avenue,  southwest  corner  of  Lin¬ 

coln  avenue,  Brooklyn. 

474- 30-A — 440  Westchester  avenue,  The  Bronx. 

14-30-A — 1288-1290  Myrtle  avenue,  Brooklyn. 

635-30-A — 225-255  Pearl  street,  114-120  John  street  and 
1-18  Platt  street,  Manhattan. 

616-30-A — 90-100  John  street,  15-23  Platt  street  and  24  Gold 
street,  Manhattan. 

447-30-A — 250-264  West  57th  street,  956-962  Eighth  avenue 
and  1767  Broadway,  Manhattan. 

573-30-A — 80  Grove  street  and  139-141  Washington  place, 
northeast  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
11,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  393-30-BZ — Application,  June  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  The  New  York  Central  Railroad  Co., 
applicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a  build¬ 
ing  to  be  occupied  as  a  gaarge  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  127-135  Marble  Hill 
avenue  (Kingsbridge  avenue)  and  175- 
181  West  228th  street,  Manhattan. 

cal.  no.  268-28-BZ — Application,  March  27,  1928;  reopened 
September  16,  1930,  under  section  7g 
of  the  building  zone  resolution,  of  Wil¬ 
liam  Richter,  applicant,  on  behalf  of 
Henry  C.  Behrens,  owner,  to  permit  in 
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a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
(previously  denied)  ;  premises  878-886 
Gravesend  avenue,  west  side,  160  ft. 
south  of  Avenue  F,  Brooklyn. 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  101-30-BZ— Application,  February  8,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ludwig  Hanauer,  applicant,  on 
behalf  of  Read  Properties,  Inc.,  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  business  use;  premises 
100  Northern  avenue  and  851  West  181st 
street,  northwest  corner,  Manhattan. 

cal.  no.  288-30-BZ— Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Louis  E.  Drago,  applicant,  on  behalf 
of  Carnela  Esposito,  owner,  to  permit 
in  a  -business  district  the  erection  and 
maintenance  of  ten  (10)  one-car  garages 
and,  also,  the  installation  of  a  gasoline 
service  station;  premises  16-22  Park 
avenue  and  74  Navy  street,  southwest 
corner,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


NOVEMBER  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

385-30-S — 125-127  Fifth  avenue,  Manhattan. 

400-30-S — 38  East  9th  street,  Manhattan. 

444-30-S — 120-126  East  131st  street,  Manhattan. 

476-30-S— Rear  of  188  Schofield  street,  City  Island,  The 
Bronx. 

492-30-S- — 10  East  46th  street,  Manhattan. 

238-30-S— 605  East  187th  street,  The  Bronx. 

655-29-S — 133  Chrystie  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

307-30-S— 141  Fifth  avenue  and  10  East  21st  street,  south¬ 
east  corner,  Manhattan. 

497-30-S — 619-627  West  54th  street  and  616-624  West  55th 
street,  Manhattan. 

501-30-S  9501-9525  149th  street,  northeast  corner  of  97th 
avenue,  Jamaica,  Borough  of  Queens. 

503-30-S — 307-315  St.  Marks  avenue,  Brooklyn. 

6-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

449-30-S  92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  NOVEMBER  18,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

642-30-BZ. 

APPLICANT— Albert  Kahn,  for  The  New  York  Times  Co 
owner. 


PREMISES — 241-247  West  43rd  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  two  times  height  district  the  erection  of 
the  street  wall  of  a  proposed  building  in  excess  of 
the  height  permitted  under  the  building  zone  resolu¬ 
tion. 


NOVEMBER  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

345-30-A — 16-20  West  32nd  street,  Manhattan. 

360-30-A — 605-607  West  49th  street,  600-624  West  50th 
street  and  691-699  11th  avenue,  'Manhattan. 

391-30-A — 127  Beekman  street,  Manhattan. 

309-30-A — 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

499-30-A — 798-802  Fulton  street,  460-466  Clermont  avenue 
and  443-457  Adelphi  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
18,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  2S,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  450-30-BZ — Application,  June  24,  1930,  under  sec¬ 
tion  7d  of  the  building  zone  resolution, 
of  New  York  Telephone  Co.,  owner,  to 
permit  in  a  residence  district  the  exten¬ 
sion  of  an  existing  telephone  building; 
premises  2411-2429  Tratman  avenue, 
north  side,  95  ft.  4  in.  west  of  Rowland 
avenue,  The  Bronx. 

CAL.  no.  705-29-BZ— Application,  December  5,  1929 ;  reopened 
September  9,  1930,  under  section  21  of 
the  building  zone  resolution,  of  Ryan, 
Lyttle  &  Rodgers,  applicants,  substituted 
for  William  F.  Doyle,  on  behalf  of 
County  Holding  Co.,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  business  building  (pre¬ 
viously  withdrawn)  ;  premises  825  East 
175th  street,  northwest  corner  of  Mar- 
mion  avenue,  The  Bronx. 

cal.  no.  106-30-BZ— Application,  February  11,  1930,  under 
sections  7 g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall, 
applicant,  on  behalf  of  Mabel  Hall, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

CAL.  NO.  504-30-BZ— Application,  July  17,  1930,  under  sec- 
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tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Borden’s  Farm 
Products  Co.,  Inc.,  owner,  to  permit  in 
a  business  use  district  the  alteration  and 
conversion  of  a  stable  into  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  443-447  Madison 
street,  north  side,  343  ft.  east  of  Throop 
avenue,  Brooklyn. 

HENRY  L.  CONNELL 
T emporary  Chairman. 


NOVEMBER  18,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

324-30-A — 128-436  Greenwich  street,  Manhattan. 

475-30- A — Southeast  corner  of  Wilbur  avenue  and  Suns- 
wick  street,  Long  Island  City,  Borough  of 
Queens. 

478-30-A — iSouth  side  of  West  177th  street  and  Harlem 
River,  The  Bronx. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  'board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  November 
18,  1930,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

oal.  no.  38-30-BZ — Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

:al.  no.  679-29-BZ — Application,  November  20,  1929 ;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

:al.  no.  26-30-BZ — Application,  January  14,  1930,  under  sec¬ 
tion  21  of  the  bluilding  zone  resolution, 
of  Fred  Zuccaro  and  Tom  Bellino,  ap¬ 
plicants,  on  behalf  of  Antonio  Giordano, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  poul¬ 
try  slaughter  house;  premises  west  side 
of  Hickory  avenue,  207.32  ft.  north  of 


Old  Town  road,  South  Beach,  Borough 
of  Richmond. 

cal.  no.  468-30-BZ— Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


NOVEMBER  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

386-30-A  51-53  Henry  street  (49th  avenue)  and  49-17  69th 
street,  northeast  corner,  Winfield,  Borough 
of  Queens. 

513-30-A— Foot  of  Patterson  and  Compton  avenues  and 
Pugsleys  Creek,  The  Bronx. 

519-30-A — 374-380  iSecond  avenue  and  300-310  East  22nd 
street,  southeast  corner,  Manhattan. 


'‘  i- 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
of+l a  Kd  .,a,PpcaIs  of  a  Pub.lic  hearing  under  the  provisions 
s>-  i  QCon  U1ldli!f  zone  resolution,  Tuesday  morning,  November 

i5,  V3.?’  at  10  °  clock>  111  Room  1013,  Municipal  Building,  on 
the  following  matter : 


cal.  no.  399-30-BZ— Application,  June  18,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
oi  William  Richter,  applicant,  on  behalf 
of  Sadie  Hartwig,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2808-2818  86th  street  and 
2279-2285  West  8th  street,  southeast  cor¬ 
ner,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


NOVEMBER  25,  1930,  2  P.  M. 


Petitions  for  Variations. 

o2i-30-;S  1087  East  Tremont  avenue,  The  Bronx. 

93-27-iS — 141  Kosciusko  street,  Brooklyn. 

348-30-S— 157-159  East  32nd  street,  Manhattan. 
ol4-30-iS  665  Fifth  avenue  and  2  East  53rd  street,  north¬ 

east  corner,  Manhattan. 

520-30- S— 108  West  11th  street,  southwest  comer  of  Sixth 
avenue,  Manhattan. 


Appliances  Submitted  for  Approval. 

563-30-SA— Shepard  Oil  Burner,  approved  of. 
600-30-iS A — Silent  Glow  Oil  Burner,  Model  G, 
624-30-SA — Sunway  Oil  Burner,  approval  of! 


approval  of. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Jroadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies,  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  W«st 
Broadway.  Price,  30c;  by  mail,  35c. 


869 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  28,  1930. 
Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  October  21,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
October  21,  1930,  were  approved  as  printed  in  Bulletin  No. 
43,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

324-30-A. 

APPELLANT — Meyer  &  Lange,  owners. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 428-436  Greenwich  street,  Man¬ 
hattan. 

APPEARANCES — 

For  Appellant :  Rudolph  C.  Becker. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930,  at 
2  p.  m.,  pending  action  by  board  of  aldermen. 


470-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 279-283  Broadway  and  37  Reade 
street,  Manhattan. 

APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  5,  1930,  at 
2  p.  m.,  pending  determination  by  board  of  aldermen. 


475-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Donner  Lumber  Co.,  owner. 

SUBJECT — (Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — -Southeast  corner  of  Wilbur  ave¬ 
nue  and  Sunswick  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  [BOARD — Laid  over  to  November  18,  1930,  at 
2  p.  m.,  pending  investigation  of  corporation  coun¬ 
sel’s  determination. 


478-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  New  York  Yacht,  Launch  &  Engine  Co., 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PR  EM  USES  AFFECTED — .South  side  of  West  177th  street 
and  Harlem  River,  The  Bronx. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930,  at 
2  p.  m.,  for  appellant  to  submit  new  drawings. 


282-30-A 

APPELLANT — Filco  Holding  Co.,  Inc.,  owner. 

SUBJECT — (Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AFFECTED— 1413  Fifth  avenue,  Manhattan 
APPEARANCES— 

For  Appellant :  Philip  Cohen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  q 

_ _ _  { 

477-30-A. 


APPELLANT — 'Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Ratsey  &  Lapthorn,  Inc.,  owner 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED^Rear  of  188  Schofield  street, 
City  Island,  The  Bronx. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(477-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Ratsey  &  Lapthorn,  Inc.,  owner,  filed,  July  5,  1930, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  rear  of  188  ,Schofield  street,  City 
Island,  Borough  of  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
4,  1930  (Order  No.  73177-F),  reads: 

“1.  Install  a  standpipe  system  in  accordance  with  the 
rules  of  the  Board  of  Standards  and  Appeals,  Sections 
580-381,  Chap.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  16,  1930,  reads  : 

‘‘This  will  reply  to  your  letter  of  June  11th,  1930,  in 
which  you  state  that  you  have  been  retained  by  the 
owners  of  the  above  premises  to  petition  the  Board  of 
Standards  and  Appeals  for  a  variation  of  the  law  in  con¬ 
nection  with  violation  Order  No.  73177-F,  but  the  Board 
has  refused  to  accept  the  case  due  to  the  fact  that  more 
than  20  days  have  elapsed  since  the  issuance  of  the 
order,  therefore  would  request  rescindment  and  reissu¬ 
ance  of  this  order  of  a  later  date. 

‘‘Your  request  to  rescind  and  reissue  the  order  must 
be  denied.” ; 
and 

Whereas,  the  building  is  non-fireproof,  steel  frame,  metal 
siding  and  ordinary  brick,  three  stories  in  height,  198  ft.  3  in. 
by  60  ft.  8  in.  in  area;  OCCUPIED:  1st  story,  wire  rigging 
and  sewing,  16  persons;  2nd  story,  office  and  sail  making,  26 
persons;  3rd  story,  drafting  and  cutting  sails,  10  persons: 
located  on  a  plot  of  ground  181.45  ft.  by  199.20  ft.  on  Long 
Island  Sound;  and 

Whereas,  appellant  contends  that  the  building  is  open  on 
all  sides,  equipped  with  two  outside  fire  escapes  and  two 
outside  wooden  stairways;  that  the  area  is  slightly  in  excess 
of  10,000  sq.  ft.;  that  no  unmanufactured  material  is  stored 
in  the  building,  and  that  the  only  material  on  hand  is  that 
undergoing  manufacturing  into  sails ;  that  the  building  is 
34  ft.  IO14  in.  from  yard  level  to  peak  of  roof ;  that  there 
are  two  city  fire  hydrants  directly  opposite  the  premises  on 
Schofield  street. 
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Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be  and 
it  hereby  is  granted  on  cotuJition  that  the  present  yard  space 
and  plot  in  which  this  building  is  located,  and  which  is  in 
single  ownership,  shall  be  maintained  as  shown  on  the  plans 
filed  in  this  appeal,  and  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area. 


505-30-A. 

APPELLANT — Town  &  Country  Oil  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification — re 
Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 4299  Boston  Post  road,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Alvah  Small. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

rHE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

fHE  RESOLUTION— 


(505-30-A) 

Whereas,  Town  &  Country  Oil  Corp.,  owner,  filed,  July 
9,  1930,  an  appeal  from  a  decision  of  the  fire  commis- 
ioner,  affecting  premises  4299  Boston  Post  road,  Borough 
if  The  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
uly  18,  1930,  in  acting  on  Plan  No.  1549-30,  reads: 

“1.  All  tanks  forming  a  part  of  an  oil  storage  plant 
must  be  buried  so  that  the  tops  thereof  are  at  least  2' 
below  grade  level.  Section  111,  sub-div.  5,  article  8, 
Chapter  10,  C.  of  O.”; 
nd 

Whereas,  the  premises  consist  of  a  plot  of  ground  along 
tastchester  Creek,  approximately  382.99  ft.  by  257.86  ft., 
-regular,  and  adjoining  the  subdivision  line  between  the 
'ity  of  New  York  and  the  City  of  Mt.  Vernon,  upon  which 
>  located  a  one-story  concrete  block  garage  and  seven  oil 
torage  tanks,  it  is  proposed  to  install  four  additional  tanks, 
hree  of  which  will  be  used  for  the  storage  of  lubricating 
11  with  a  flashpoint  of  400  degrees  Fahrenheit  and  one  for 
te  storage  of  kerosene;  these  tanks  will  be  located  above 
round,  laid  horizontally,  enclosed  in  a  reinforced  concrete 
re  wall  and  protected  by  steam  fire-extinguishing  line ; 
nd 

Whereas,  the  appellant  contends  that  the  property  is  so 
ituated  that  at  times  the  tide  in  the  creek  is  above  the 
round  level  and  that  this  creates  hydrostatic  pressure,  pre- 
enting  the  burial  of  the  tanks ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
leeting,  September  23,  1930,  on  certain  conditions,  and  ap- 
ellant  requested  a  modification  of  these  conditions  as  to 
'all  between  proposed  tanks  and  as  to  requirement  for  a 

rain;  and 

Whereas,  the  board  deemed  that  a  drain  with  valve  should 
2  provided,  arranged  to  connect  with  any  future  drainage 
/stem  or  with  creek. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
id  it  hereby  is  modified,  and  that  the  appeal  be  and  it 
ereby  is  granted  on  condition  that  the  tanks  shall  be  sur- 
>unded  by  a  dike  wall  of  reinforced  concrete,  enclosing 
>ace  of  sufficient  capacity  to  contain  one  and  one-half  times 
te  contents  of  the  tanks ;  that  the  top  of  the  tanks  shall  be 
luipped  with  a  distributing  nozzle  which  shall  permit  water 
scharge  to  flow  down  the  outside  of  the  tanks ;  that  the 
mtrol  of  said  water  line  is  to  be  placed  at  a  distance  from 
.e  tank  in  a  protected  enclosure;  that  the  tanks  shall  be 
luipped  with  a  foam  or  steam  fire-extinguishing  equipment, 
milarly  placed ;  that  the  space  enclosed  by  the  surrounding 
ke  walls  is  to  be  drained  by  an  adequate  underground 
•ainage  system ;  that  a  bank  of  earth  with  3  ft.  berm  at 


top  and  a  slope  of  1J4  to  1  shall  be  placed  on  the  outside 
of  the  concrete  retaining  wall  entirely  surrounding  same, 
and  that  the  tanks  shall  be  used  for  lubricating  oil  only. 


BUILDING  ZONE  CASES. 

679-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  The  Wheelwright 
Corp.,  owner. 

SUB  J  ECT — ’Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict,  extending  from  a  business  district,  the  con¬ 
version  of  occupancy  of  the  basement  and  first  story 
from  residential  to  business  use  (previously  denied). 

PREMISES  AFFECTED — 162  West  75th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  A.  M.  Heggen. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930, 
at  2  p.  m.,  pending  opinion  from  corporation  counsel. 


26-30-BZ. 

APPLICANT — Fred  Zuccaro  and  Tom  Bellino,  for  A. 
Giordano,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  poultry  slaughter  house. 

PREMISES  AFFECTED — West  side  of  Hickory  avenue, 
207.32  ft.  north  of  Old  Town  road,  South  Beach, 
Borough  of  Richmond 
APPEARANCES— 

For  Applicant:  S.  Forte. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930,  at 
2  p.  m.,  on  request  of  representative  of  substituted 
attorney  for  applicant. 


468-30-BZ. 

APPLICANT — Millans  Realty  Corp.  (lessee),  for  Philip 
Rhinelander  and  Philip  Rhinelander,  2nd,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%)  of  the 
total  floor  space  for  manufacturing  purposes. 

PREMISES  AFFECTED — 66-68  West  38th  street,  south 
side,  100  ft.  east  of  Sixth  avenue,  Manhattan 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  Edward  P.  Sobel  and  G.  R. 

Schlusing. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


260-27-BZ. 

APPLICANT— Schreiber,  Collins,  Myers  &  Buchter,  for 
Estate  of  Charles  H.  Reed,  owner;  Mrs.  Elizabeth 
Reed,  sole  executrix. 

SUBJECT  Application  for  reopening — extension  of  time 
to  obtain  permits  and  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  7b,  7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district,  extending 
from  an  unrestricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 642-650  St.  Clair  place,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  George  W.  Cornell. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  for  full  vote  of  board- 
no  date  set. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  . 3 

Negative:  Commissioner  Guilfoyle .  1 

Absent  .  0 


605-30-BZ. 

APPLICANT — William  Richter,  for  Nick  Porzie,  owner. 

SUBJECT— Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district  the  erection  and 
maintenance  of  ten  (10)  individual  garages,  space 
rented  to  persons  not  residing  on  premises. 

PREMISES  AFFECTED— 172-174  Woodbine  street,  south 
side,  100  ft.  east  of  Central  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Richter. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
denied. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 


ING— 

Affirmative :’  Commissioner  Guilfoyle .  1 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  0 


642-30-BZ. 

APPLICANT — Albert  Kahn,  for  The  New  York  Times  Co., 
owner. 

SUBJECT — Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  two  times  height  district  the  erection 
of  the  street  walls  of  a  proposed  building  in  excess 
of  the  height  permitted  under  the  building  zone 
resolution. 

PREMISES  AFFECTED — 241-247  West  43rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  John  Knight. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  Calendar  Call  November  18, 
1930,  at  2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


466-30-BZ. 

APPLICANT — T.  J.  McLaughlin’s  Sons,  owners. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extending 
into  a  business  district,  the  erection  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 210-11  48th  avenue  and  210-12 
47th  avenue,  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Judab  L.  Segal  and  Charles  E. 
Keller. 

ACTION  OF  BOARD — -Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  . .  c 

Absent  .  c 


190-30-BZ. 

APPLICANT — Charles  Joseph,  for  Louis  Singer,  et  al„ 
owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zom 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  in  part  of 
entrance  story  from  residence  use  to  business  use. 

PREMISES  AFFECTED — 41-45  Elliot  place,  northwest 
corner  of  Walton  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Stanley  S.  Groggins. 

For  Opposition:  A.  Friedman  and  M.  Dolgin. 

ACTION  OF  BOARD — Application  withdrawn  after  argu 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  ( 

Absent  .  ( 


551-.30-BZ. 

APPLICANT — Talley  &  Lamb,  for  Maria  Livoti,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zom 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  poultry  slaughter  house. 

PREMISES  AFFECTED — 288  Elizabeth  street,  east  side 
95.534  ft.  north  of  East  Houston  street,  Manhattan 
APPEARANCES— 

For  Applicant:  Alfred  J.  Talley  and  Miss  C.  Livoti 
For  Opposition:  Murray  D.  Hillman  and  James  S 
Brown,  Jr. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Holland  and  Deputy 

Chief  McElligott .  ‘ 

Negative:  Temporary  Chairman  Connell  and 

Commissioner  Guilfoyle .  j| 

Absent  .  (j 

THE  RESOLUTION— 

(551-30-BZ) 

\\  1 1  eke  as  ,  Talely  &  Lamb,  for  Maria  Livoti,  owner,  filed' 
August  19,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  am 
maintenance  of  a  poultry  slaughter  house;  premises  281 

Elizabeth  street,  east  side,  95.534  ft.  north  of  East  Houstor 
street,  Borough  of  Manhattan ;  and  | 

Whereas,  a  public  hearing  was  held  on  this  applicatior 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  28,  1930,  after  due  notice  by  publication  in  th< 
Bulletin  of  the  'Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Elizabeth  street  is  in  a  business 
district;  Bowery  is  in  a  business  district;  Bleecker  street 
north  side,  is  in  an  unrestricted  district,  and  Bleecker  street 
south  side,  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings1 
rendered  July  30,  1930,  reads: 

“Relative  to  your  application  for  a  certificate  of  occu¬ 
pancy  for  the  above  premises  for  a  poultry  slaughter 
house,  you  are  advised  that  this  application  -has  been 
denied  as  this  building  is  located  in  a  business  district 
where  the  slaughtering  of  animals  is  prohibited  as  pei 
Section  4  of  the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  21  ft 
and  a  depth  of  75  ft.;  to  be  occupied  as  a  poultry  slaughter' 
house  and  accessory  uses;  and 

Whereas,  applicant’s  representative  at  the  hearing  re-; 
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quested  permission  to  amend  the  basis  of  appeal  to  include 
sections  6  and  7a ;  and 

Whereas,  the  board  deemed  that  sections  6  and  7a  did  not 
hold  in  this  case ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


380-30-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Watben  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Webster 
avenue  and  East  168th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 


(380-30-BZ) 

Whereas,  Joseph  B.  Lynch,  for  Watben  Realty  Co.,  Inc., 
owner,  filed,  June  6,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises  southeast  corner  of 
Webster  avenue  and  East  168th  street,  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  28,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  iStandards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue,  north  of  a  point 
100  ft.  south  of  East  168th  street,  is  in  a  business  district; 
Webster  avenue,  south  of  a  point  100  ft.  south  of  East  168th 
street,  is  in  an  unrestricted  district ;  Brook  avenue,  north  of 
a  point  100  ft.  north  of  East  168th  street,  is  in  a  business 
district;  Brook  avenue,  south  of  a  point  100  ft.  north  of  East 
168th  street,  is  in  an  unrestricted  district,  and  Clay  avenue 
is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  20,  1930  (re  N.  B.  Applic.  378J30),  reads: 

“1.  Building  to  be  occupied  as  a  gasoline  selling  sta¬ 
tion  partly  in  business  and  unrestricted  districts  which 
is  contrary  to  Building  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  East  168th  street  and  124.03  ft.  on 
Webster  avenue;  the  southerly  24.03  ft.  of  the  plot  is  in  an 
unrestricted  district;  the  remainder  (northerly  portion)  of 
the  plot  is  in  the  business  district;  proposes  to  erect  upon 
the  plot  a  one-story  office  and  rest  room,  16  ft.  bv  24  ft.  in 
area,  and.  also,  grease  pits,  and  proposes  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship,  and  the  hoard  had  previously 
granted  a  garage  for  more  than  five  motor  vehicles  on  this 
plot  which  was  not  erected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 


trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  built  along  the  building  line  of  the  property 
under  appeal  a  concrete  curbing  not  less  than  12  in.  high 
and  8  in.  in  width ;  that  there  shall  be  but  two  openings  in 
this  concrete  curb  on  Webster  avenue  and  two  openings  on 
168th  street,  the  width  of  which  shall  be  not  more  than 
12  ft.  each  with  curb  cuts  directly  in  front  of  openings  not 
to  exceed  12  ft.  in  width;  that  on  top  of  this  concrete 
curbing  there  shall  be  erected,  not  less  than  10  ft.  apart, 
concrete  posts  12  in.  square  and  not  less  than  4  ft.  6  in. 
high,  with  heavy  chains  connecting  posts,  forming  a  fence, 
or,  in  lieu  thereof,  an  iron  picket  fence  not  less  than  4  ft. 
high  above  concrete  curbing ;  that  all  pumps  shall  be  located 
at  least  10  ft.  back  of  building  line;  that  no  pump  shall  be 
within  ,30  ft.  of  the  adjoining  tenement  house  on  168th 
street;  gas  tanks  to  be  located  on  the  Webster  avenue  front¬ 
age;  that  there  shall  be  erected  on  premises  an  office  and 
rest  room,  one  story  in  height,  approximately  16  ft.  by  24  ft., 
built  of  face  brick,  with  architectural  terra  cotta  or  stone 
trim,  with  variegated  slate  or  Spanish  tile  roof ;  that  any 
grease  racks  or  pits  erected  on  the  premises  shall  be  housed 
in  a  structure  one  story  in  height  to  be  built  with  arch  open¬ 
ing  in  the  front  for  the  exit  and  entrance  of  cars,  the  de¬ 
sign,  coloring  and  material  of  which  shall  be  same  as 
the  office  and  rest  room ;  that  there  shall  be  no  advertising 
signs  other  than  on  the  globes  of  the  pumps  located  on  the 
premises ;  that  there  shall  be  no  portable  gasoline  tanks 
operated  or  maintained  outside  the  building  line,  and  that 
all  permits  shall  be  obtained  within  nine  months  and  any 
work  involved  shall  be  completed  within  one  year  from  the 
date  of  this  action. 


72-30-BZ. 

APPLICANT — William  F.  Doyle,  for  Connelly  Construc¬ 
tion  Co.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  obtain  permits  and  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  7e  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 3491-3507  Fort  Hamilton  park¬ 
way,  south  side,  264  ft.  5  in.  east  of  36th  street, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  on  written  request. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(72-30-BZ) 

Whereas,  William  F.  Doyle,  for  Connelly  Construction 
Co.,  owner,  filed,  January  30,  1930,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  ,3491-3507  Fort 
Hamilton  parkway,  south  side,  264  ft.  5  in.  east  of  36th 
street,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  22,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fort  Hamilton  parkway,  north 
side,  is  in  a  residence  district;  Fort  Hamilton  parkway,  south 
side,  east  of  a  point  100  ft.  east  of  36th  street,  is  in  a 
business  district;  36th  street  is  in  an  unrestricted  district,  and 
Minna  street  is  in  a  residence  district;  and 
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Whereas,  the  decision  of  the  superintendent  of  -buildings, 
rendered  January  21,  1930  (App.  No.  671-1930),  reads: 

“Proposed  public  garage  for  more  than  five  cars  to 
be  located  in  a  business  use  district  is  contrary  to  Art. 
II,  Section  4-a  of  the  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  140 
ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 
the  storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  there  exists  on  the  same  street  front  between 
the  same  intersecting  streets  an  excess  of  non-conforming, 
prohibited  uses  in  proportion  to  the  number  of  existing  con¬ 
forming  uses;  and 

Whereas,  there  has  existed  on  the  site  under  appeal  a 
stable  for  more  than  five  horses  under  permit  up  to  1928; 
and 

Whereas,  the  board  of  appeals  in  a  former  case  in  the 
same  street  front  denied  an  application  brought  under  hard¬ 
ship  and  was  reversed  by  the  courts  in  the  matter  of  Sieven 
vs.  Walsh,  et  al. ;  and 

Whereas,  it  was  the  dicta  of  the  court  in  the  matter  of 
similar  property  on  the  same  street  front  “that  in  view  of 
the  character  of  the  neighborhood  and  the  apparent  hard¬ 
ships  and  practical  difficulties  presented  I  think  that  the 
decision  of  the  board  is  erroneous,”  and  in  view  of  the 
foregoing  opinion  and  the  existing  non-conforming  uses  on 
the  same  street  front,  the  board  deems  applicant  is  entitled 
to  relief  under  section  21  of  the  building  zone  resolution; 
and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  April  22,  1930,  on  certain  conditions,  and  applicant 
requested  a  modification  of  the  time  limit  condition  and  an 
extension  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  one  story  in  height  above 
grade ;  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length ;  that  the  building 
shall  be  constructed  fireproof  throughout ;  that  automatic 
louvre  skylights  shall  be  incorporated  in  the  rear  bay  of 
roof,  glazed  with  plain  glass,  with  wire  guards  above  and 
below;  that  any  gasoline  storage  installed  shall  be  located 
approximately  at  the  front  center  of  the  premises ;  that 
there  shall  be  no  portable  gasoline  tanks  maintained  or 
operated  on  the  premises ;  that  the  curb  cuts  shall  be  located 
directly  in  front  of  each  vehicular  entrance;  that  the  front 
elevation  shall  be  finished  with  light-colored  face  brick  with 
dark-colored  brick  trim  or  architectural  terra  cotta  or  nat¬ 
ural  stone  trim;  that  the  front  parapet  wall  shall  be  finished 
with  pediment  design  of  not  less  than  6  ft.  in  height  above 
roof ;  that  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  completed  within  one  year  from  the 
date  of  this  action — October  28,  1930. 


483-29-BZ. 

APPLICANT — William  F.  Doyle,  for  Golran  Realty  Corp., 
owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
obtain  permits  and  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Brady  ave¬ 
nue  and  White  Plains  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Frank  J.  Schafcik. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 


missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(483-29-BZ) 

Whereas,  William  F.  Doyle,  for  Golran  Realty  Corp 
owner,  filed,  July  18,  1929,  an  application,  under  the  build-in 
zone  resolution,  to  permit  in  a  business  district  the  erectio 
and  maintenance  of  a  gasoline  service  station ;  premise 
southwest  corner  of  Brady  avenue  and  White  Plains  avenu< 
Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  b 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
January  21,  1930,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  distirct  maps  accompanying  the  buildin. 
zone  resolution  show  that  White  Plains  avenue  is  in  a  busi' 
ness  district;  Brady  avenue,  west  of  a  point  100  ft.  east  o- 
White  Plains  avenue,  is  in  a  business  district;  Bronxdal 
avenue  is  in  a  business  district,  and  Bronx  Park  East  is  in 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  building; 
rendered  July  10,  1929  (App.  No.  N.  B.  911-1929),  reads 
“l.  Erection  and  maintenance  of  gasoline  servic 
station  in  business  district  is  contrary  to  provisions  o 
Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  havin) 
a  frontage  of  174.62  ft.  on  White  Plains  avenue,  162.65  ft 
on  Bronxdale  avenue,  77.63  ft.  on  Bronx  Park  East  ant 
150.35  ft.  on  Brady  avenue,  upon  which  it  is  proposed  t< 
erect  a  one-story  office  and  accessory  store  and  to  instal 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta 
tion  ;  and  J  ' 

Whereas,  the  property  involved  embraces  an  irregula 
plot  lying  substantially  in  the  bed  of  the  road  formed  In 
the  intersection  of  Brady  avenue,  Bronxdale  avenue,  Whitt 
Plains  avenue  and  Bronx  Park  East  and  facing  on  on< 
street  front,  unrestricted  district;  and 
Whereas,  the  only  improved  adjoining  property  ha:' 
filed  consent  and  there  has  also  been  obtained  the  consent  o! 
the  entire  street  front  otherwise  involved  and  no  objectior 
has  been  filed ;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  tc 
relief  under  section  21  of  the  building  zone  resolution;  anc’ 
Whereas,  this  application  was  granted  by  the  'board  at  it; 
meeting,  January  21,  1930,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit. 

Resolved,  that  the  -board  of  standards  and  appeals  doe; 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that' 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  at  the  building  line  on  all  street 
fronts  a  concrete  curbing  not  less  than  12  in.  in  height 
above  grade  and  12  in.  in  width ;  that  there  shall  be  not 
more  than  two  vehicular  entrances  on  any  street  front,  other 
than  the  Bronx  parkway  frontage,  which  shall  be  restricted 
to  one  vehicular  entrance ;  that  no  entrance  shall  exceed  a 
width  of  10  ft.  in  the  clear,  and  that  there  shall  be  erected 
at  each  side  of  each  entrance  and  along  the  street,  not 
more  than  8  ft.  apart,  masonry  posts,  to  be  not  less  than  18- 
in.  square  or  in  diameter  with  heavy  linked  chains,  con¬ 
necting  these  posts,  not  less  than  2  ft.  6  in.  above  grade  level  j 
or  place  iron  rail  between  said  posts;  that  there  shall  be 
no  gas  pump  erected  within  10  ft.  of  the  building  line;  that 
the  buildings  erected  upon  the  property  shall  be  of  attractive 
design,  circular  or  rectangular,  located  on  the  Brady  avenue 
front,  finished  on  the  exterior  with  material  of  light-colored 
enameled  brick  or  white  cement  stucco  or  natural  stone: 
that  the  curb  cuts  shall  be  located  directly  in  front  of  each 
vehicular  opening ;  that  any  advertising  displayed  shall  -be 
restricted  to  the  glass  globes  of  the  gasoline  pumps  or  flat 
wall  signs  on  the  structures  erected  on  the  premises;  that 
a  return  of  the  drawings  shall  be  made  to  this  board  for 
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approval  in  accordance  with  the  foregoing  stipulations  before 
submission  to  the  bureau  of  buildings  ;  that  all  permits  re¬ 
quired  shall  be  obtained  within  six  months  and  any  work 
involved  thereby  completed  within  one  year  from  the  date 
of  this  action — October  28,  1930. 


429-29-BZ. 

APPLICANT— Hector  McGowan  Curren,  for  Edna  T.  Mc¬ 
Veigh,  owner. 

SUBJECT  Application  for  reopening — re  modification — 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  an  unrestricted  district  and 
partly  in  a  business  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 4801-4809  Kings  highway, 

northwest  corner  of  Avenue  H,  Brooklyn 
APPEARANCES— 

For  Applicant:  Edwin  Mulholland  and  Allan  Mc¬ 
Veigh. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative :  Temporary  Ghairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(429-29-BZ) 

Whereas,  Hector  McG.  Curren.  for  Edna  T.  McVeigh, 
owner,  filed,  June  24,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ;  premises  4801-4809 
Kings  highway,  northwest  corner  of  Avenue  H,  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  .Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  highway,  south  side,  is  in  a 
residence  district;  Kings  highway,  north  side,  east  of  East 
4_8th  street,  is  in  a  business  district;  Kings  highway,  north 
side,  west  of  East  48th  street,  is  in  a  residence  district ; 
Avenue  H,  south  side,  is  in  a  residence  district ;  Avenue  h! 
north  side,  west  of  Kings  highway,  is  in  a  business  district; 
Avenue  H,_  north  side,  east  of  Kings  highway,  is  in  a  resi¬ 
dence  district;  East  48th  street,  north  of  a  point  100  ft. 
north  of  Kings  highway,  is  in  an  unrestricted  district,  and 
East.  48th  street,  south  of  Kings  highway,  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
•endered  June  5,  1929  (App.  No.  8852-29),  reads: 


Proposed  gasoline  station  to  be  located  partly  in  an 
unrestricted  and  partly  in  a  business  use  district  is  con¬ 
trary  to  Art.  II,  Sec.  4-a,  5-a,  Zone  Resolution.”; 
and  ’ 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  166.19  ft.  on  East  48th  street,  41.77  ft.  on 
Avenue  H,  88.16  ft.  on  Kings  highway  and  a  distance  of 
100  ft.  along  the  north  lot  line;  it  is  proposed  to  erect  a  one- 
story  office  and  comfort  station,  24  ft.  by  20  ft.  in  area, 
grease  pits  and  to  install  the  necessary  tanks  and  pumps 
tor  a  gasoline  service  station;  a  triangular-shaped  portion, 
approximately  3,600  sq.  ft.  in  area,  of  the  northwest  corner 
o  the  plot  is  in  the  unrestricted  district ;  the  remainder 
ot  the  plot  is  in  the  business  district— upon  the  premises ;  and 

Yy  hereas,  the  property  is  a  five-sided  irregular  shaped  plot, 
facing  on  three  street  fronts  and  cut  by  the  business  and 
unrestricted  use  district  on  the  48th  street  front,  the  board 
believes  that  it  comes  within  the  purview  of  section  7c  and 
supported  by  section  21;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  18,  1930,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  resolution  as  to  drive¬ 
ways. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  coildition  that 
there  shall  be  a  concrete  curb  not  less  than  12  in.  in  height 
installed  along  the  building  line  of  the  three  street  fronts ; 
that  there  shall  be  no  gasoline  pump  installed  within  10  ft' 
of  the  building  line  on  any  street  front;  that  there  shall  be 
no  portable  gasoline  pumps  maintained  or  operated  on  the 
premises ,  that  there  shall  be  not  more  than  two  drivewavs 
from  the  Kings  highway  front  and  two  on  the  East  48th 
street  front,  not  exceeding  a  width  of  12  ft.  each,  with  a 
curb  cut  directly  in  front  of  same;  the  nearest  driveway  to 
Avenue  H  on  East  48th  street  to  be  not  less  than  20  ft 
north  of  the  Avenue  H  building  line;  that  there  shall  be  no 
vehicular  opening  on  the  Avenue  H  front ;  that  any  crank¬ 
case  service,  if  conducted  on  the  premises,  shall  be  housed 
in  a  roofed  enclosure  of  approved  masonry;  that  the  one- 
story  building  as  indicated  for  office  and  shelter  of  the 
operators  and  patrons  of  the  premises  shall  be  finished  on 
the  exterior  with  light-colored  cement  stucco  or  finished 
face  brick  with  roof  of  peaked  design  with  tile  of  Spanish 
type  or  variegated  slate;  that  the  exterior  of  any  other 
structure  erected  on  the  premises  for  incidental  use  shall  be 
finished  on  the  outside  the  same  as  the  office  building ;  that 
all  advertising  shall  be  restricted  to  the  illuminated  glass 
globes  of  the  pumps  or  flat  wall  signs  on  the  frieze  of 
either  structure  erected  on  the  premises;  that  all  permits 
required  shall  be  obtained  within  six  months  and  any  work 
involved  thereby  completed  within  one  year  from  the  date 
of  this  action. 


Adjourned  2.15  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  28,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Tolland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS. 

49-30-S. 

’ETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Sunswick  Realty  Co.,  Inc.,  owner. 


SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner 
PREMISES  AFFECTED — 92-94  Sunswick  street,  Long 
Island  City,  Borough  of  Queens 
APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Laid  over  to  November  11,  1930,  at 
2  _p.  m.,  on  request  of  fire  department’s  represent¬ 
ative. 
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527-30-S. 

PETITIONER— Israel  Glick,  for  Glick  Construction  Co., 
owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  an  order 
of  the  superintendent  of  buildings. 

PREFISES  AFFECTED— 2000  Bronx  street  and  1087  Tre- 
mont  avenue,  northeast  corner,  The  Bronx. 
APPEARANCES— 

For  Petitioner:  Peter  H.  Brandes  and  Michael 
Glick. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment  and  Inspector  John  B.  Gaffney  of 
bureau  of  buildings. 

ACTION  OF  BOARD— Laid  over  to  November  25,  1930,  at 
2  p.  m.,  to  file  report  of  objection  to  certificate  of 
occupancy  from  the  superintendent  of  buildings. 


93-27-iS. 

PETITIONER— David  M.  Jones,  for  Samuel  Adelson, 
owner. 

SUBJECT — Application  for  reopening — reconsideration— 
previously  denied — re  Variation  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 141  Kosciusko  street,  Brooklyn. 

APPEARANCES — 

For  Petitioner :  Michael  Levy. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  reopened  and  set  for  hear¬ 
ing  November  25,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEARING— 
Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McEHigott .  4 

Negative  .  0 

Absent  .  0 


348-30-S. 

PETITIONER — Frederick  L.  Green,  for  Wendell  L. 
Nichols,  owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar — previously  dismissed — re  Variation  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 157-159  East  32nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Frederick  L.  Green. 

For  Administration :  None. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  November  25,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McEHigott .  4 

Negative  .  0 

Absent  .  0 


448-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  J.  C.  Hoffman,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 2595-2597  Third  avenue,  The 
Bronx. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 


Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McEHigott .  4 

Absent  .  0 

THE  RESOLUTION— 


(448-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  J.  C.  Hoffman,  Inc.,  owner,  filed,  June  23,  1930,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  2595-2597  Third  avenue,  Borough  of  The  Bronx; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
2,  1930  (re  76105-LD),  reads: 

"1.  Enclose  the  interior  stairway  at  front  of  building 
in  partitions  of  fire  resisting  material  extending  from 
1st  story  to  3'  above  roof,  as  per  rules  of  the  Board  of 
Standards  and  Appeals,  Sec.  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  50  ft.  by  149  ft.  10  in.,  irregular,  in  area;  OCCU¬ 
PIED:  cellar,  cutting  cardboard  and  tin,  6  persons;  1st 
story,  office,  packing  and  shipping,  20  persons;  2nd  story, 
machine  department  and  manufacturing  of  cardboard  tubes, 
35  persons ;  3rd  story,  assembling,  35  persons ;  4th  story, 
press  department,  20  persons ;  5th  story,  rolling  and  cutting 
tubes,  25  persons;  EQUIPPED  with  a  sprinkler  system; 
EXITS:  an  interior  58-inch-wide  steel  string  and  riser 
concrete  tread  stairway,  extending  from  the  first  story  to 
roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors 
at  openings ;  a  wood  stairway,  on  the  Third  avenue  front, 
extending  from  the  first  to  top  story,  enclosed  in  wood  board 
partitions,  with  wood  doors  at  openings ;  a  substandard  fire 
escape  on  the  Morris  avenue  front  of  the  building;  ROOFS  ] 
of  adjoining  buildings:  three  and  four  stories  lower;  and 

Whereas,  petitioner  proposes  to  cover  the  loft  side  of  the 
Third  avenue  front  stairway  enclosure  with  y2- inch  plaster 
boards  and  No.  26  gauge  metal  and  to  provide  fireproof  1 
doors  at  the  openings  therein. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  petition  be  and  it  hereby  is 
denied. 


842-28-;S.  ■  J 

PETITIONER — Merwin  Lewis,  for  Albert  A.  Rosenshine,  i 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 35-39  West  35th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Merwin  Lewis. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT—  1 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McEHigott .  4 

Absent  .  0 

THE  RESOLUTION— 

(842-28-S) 


Whereas,  Merwin  Lewis,  for  Albert  A.  Rosenshine, 
owner,  filed,  November  2,  1928,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
35-39  West  35th  street,  Borough  of  Manhattan;  and 
Whereas,  the  roder  of  the  fire  commissioner,  dated  May 
12,  1927  (Order  No.  20306),  reads: 

“2.  Remove  all  partitions  not  built  of  incombustible 
material  as  per  Section  263  and  270  of  the  Labor  Law.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  30,  1929,  reads : 
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“This  will  reply  to  your  letter  of  November  14th, 
1929,  in  which  you  state  the  Board  of  Standards  and 
Appeals  advised  you  that  your  appeal  cannot  be  con¬ 
sidered  due  to  the  order  being  more  than  twenty  days 
old. 

“Your  request  that  we  rescind  the  order  and  reissue 
a  new  order  so  that  an  appeal  can  be  filed  with  the  Board 
of  Standards  and  Appeals  is  denied.”; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height.  56  ft.  3  in.  by  98  ft.  9  in.  in  area;  erected  in  1914; 
OCCUPIED:  1st  story,  store;  2nd  story,  hat  jobber,  6  per¬ 
sons;  3rd  story,  furrier  and  coat  manufacturing,  15  persons; 
4th  story,  front,  vacant;  rear,  furrier,  3  persons..  5th  story, 
coat  jobber,  12  persons;  6th  story,  manufacture  of  dresses, 
12  persons  ;  7th  story,  manufacture  of  underwear  and  dresses, 
14  persons;  8th  story,  front,  furriers,  3  persons;  rear,  vacant; 
1th  story,  manufacture  of  dresses,  26  persons;  10th  story, 
furriers,  26  persons;  11th  story,  dresses  and  furriers,  20 
versons;  12th  story,  furriers,  35  person;  means  of  EGRESS 
:onsist  of  two  fireproof  stairways,  extending  from  the  first 
itory  to  the  roof,  enclosed  in  fireproof  partitions,  with  fire¬ 
proof  self-closing  doors  at  the  openings  and  the  building  is 
quipped  with  a  sprinkler  system ;  and 

Whereas,  the  appellant  contends  that  these  partitions  are 
lot  permanent  partitions,  but  are  the  property  of  the  tenants ; 
hat  they  are  not  of  recent  construction,  and  that  the  sprinkler 
ystem  afifords  ample  protection. 

Resolved,  that  the  order  and  decision  of  the  fire  commis- 
ioner  be  and  they  hereby  are  affirmed,  and  that  the  petition 
>e  and  it  hereby  is  denied. 


44-30-S. 

’ETITIONER — Edward  P.  Doyle,  for  32nd  Street  Building 
Co.,  owner. 

1UBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

’REMISES  AFFECTED — 16-20  West  32nd  street,  Man¬ 
hattan. 

iPPEARANCES — 

For  Petitioner:  Edward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

lCTION  OF  BOARD — Petition  granted  on  condition. 

'HE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

HE  RESOLUTION— 


(344-30-S) 

Whereas,  Edward  P.  Doyle,  for  32nd  Street  Building  Co., 
vner,  filed,  May  21,  1930,  a  petition  for  a  variation  from 
ie  requirements  of  the  labor  law,  as  cited  in  an  order  of 
e  fire  commissioner,  affecting  premises  16-20  West  32nd 
reet,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
>,  1930  (74960-LD),  reads: 

“2.  Reduce  the  area  of  wired  glass  in  partitions  en¬ 
closing  both  stairways  so  that  no  single  pane  of  glass 
will  exceed  360  sq.  in.,  and  a  total  of  not  more  than 
720  sq.  in.  on  any  story  as  per  Rule  508  of  the  Indus¬ 
trial  Code. 

“3.  Replace  wood  doors  and  non-fireproof  partitions 
sash  leading  from  loft  1st  story  to  stairhall  east  side  of 
building  with  fireproof  door  and  kalamein  sash.  Sec. 
271  of  the  Labor  Law,  o'  Wide,  7'  Height  double  door.”; 

d 

Whereas,  the  building  is  fireproof,  eleven  stories  in  height, 
ft.  4  in.  by  94  ft.  9  in.  in  area  at  first  story  and  66  ft. 
in.  by  85  ft.  in  area  above;  OCCUPIED  as  a  tenant 
ctory,  mainly  for  the  manufacture  of  clothing,  not  more 
in  fifty  persons  per  story;  EQUIPPED  with  a  sprinkler 
stem  and  a  fire  alarm  signal  system;  .EXITS:  two  in¬ 


terior  fireproof  stairways,  extending  from  the  first  story  to 
roof  at  east  side  and  to  top  story  at  west  side,  enclosed  in 
fireproof  partitions,  with  glass  panels  therein,  and  fireproof 
doors  at  openings,  except  at  entrance  story;  and 
,  Whereas,  petitioner  contends  that  the  area  of  wire  glass 
in  partitions  of  east  stairway  enclosure  is  800  sq.  in.  in  the 
door  and  364  sq.  in.  in  transom  on  each  story;  that  the 
building  was  erected  in  190 1,  and  that  the  wire  glass  was 
installed  at  time  of  erection. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  all  transoms  and  glass  panels  on  the  doors  shall 
be  protected  with  20  gauge  metal  on  the  loft  side;  that  the 
building  shall  be  sprinklered  with  an  approved  sprinkler 
system ;  that  the  building  otherwise  shall  comply  with  the 
labor  law  in  all  other  respects  and  that  the  building  shall 
not  be  increased  in  height  or  area,  and  denied  as  to  Item  3. 


397-30-S. 


PETITIONER — Max  Siegel  and  George  H.  Levy,  for 
Harry  Roth,  owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 981  Morris  Park  ayenue,  The 
Bronx. 


nr  Ul^S — 

For  Petitioner:  Max  Siegel. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 


Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott . ' 

Negative  . 

Absent  . 


THE  RESOLUTION— 


(397-30-S) 

Whereas,  Max  Siegel  and  George  H.  Levy,  for  Harry 
Roth,  owner,  filed,  June  16,  1930,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings,  affecting  premises 
981  Morris  Park  avenue,  Borough  of  The  Bronx;  and 

W hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  13,  1930  (Applic.  Alt.  334-30),  reads: 

!•  Provide  two  stairways  from  second  floor  in  com¬ 
pliance  with  the  provisions  of  the  Labor  Law.”  • 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  100  ft.  by  50  ft.  and  70  ft.  8  in.,  irregular,  in  area 
at  first  story  and.  100  ft.  by  50  ft.  in  area  above;  means  of 
EGRESS  consisting  of  one  interior  stairway,  at  the  center 
of  the  building,  extending  from  the  first  story  to  the  second 
story,  enclosed  in  fire-retarded  partitions,  with  fire  doors; 
an  iron  stairway,  at  the  rear  of  the  building,  with  stair  and 
landing  at  the  roof  and  stationary  stairs  to  the  yard,  with 
egress  through  open  yards  directly  to  Radcliff  avenue ;  and 

Whereas,  the  appellant  contends  that  Certificate  of  Occu¬ 
pancy  No.  1244-29  was  issued  for  the  occupancy  of  the 
building:  the  first  story  as  stores,  120  pounds  live  load  and 
the  second  story  as  showroom,  offices  and  dance  hall,  120 
pounds  live  load  and  200  persons;  that  the  original  owner 
found  it  impossible  to  rent  the  building  for  showrooms  and 
that  the  only  tenant  he  could  obtain  is  a  dress  factory ;  that 
the  present  owner  purchased  the  property  without  knowledge 
that  the  factory  occupancy  was  illegal,  and  requests  the  ac¬ 
ceptance  of  the  existing  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  interior  stairway  shall  be  enclosed  in  fire- 
retarded  material  leading  directly  to  the  street;  that  the 
second  means  of  exit  from  the  second  story  shall  be  through 
fire-retarded  corridors  with  fireproof  self-closing  doors  at 
the  openings,  to  a  screened  fire  escape  on  the  northerly  side 
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of  the  building,  the  screened  fire  escape  to  be  not  less  than 

4  ft.  in  width,  windows  along  course  of  fire  escape  to  be 
fireproof  self-closing,  egress  from  the  screened  fire  escape 
by  a  stairs  to  the  yard  with  a  passageway  of  not  less  than 

5  ft.  in  width,  direct  to  the  street  from  the  termination;  that 
on  the  Radcliff  avenue  side  of  the  premises,  southerly  end, 
there  shall  be  erected  a  balcony  with  a  drop  ladder  in  guides ; 
that  no  other  portion  of  the  building,  other  than  that  shown 
on  the  plans,  shall  be  used  for  factory  purposes ;  occupancy 
to  be  limited  to  legal  capacity  of  interior  stairs,  and  that  the 
building  shall  be  not  increased  in  height  or  area  and  the 
labor  law  to  be  complied  with  in  all  other  respects. 


441-30-S. 

PETITIONER— H.  S.  &  C.  G.  Bachrach,  for  Beck-Brown 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 66-68  Hope  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Louis  Allmendinger. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(441-30-S) 

Whereas,  H.  S.  &  C.  G.  Bachrach,  for  Beck-Brown 
Realty  Co.,  Inc.,  owner,  filed,  June  19,  1930,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  66-68 
Hope  street,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
23,  1930  (Order  No.  74161-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  for 
factory  purposes  occupied  in  violation  of  Section  270  of 
the  Labor  Law. 

“Defects  noted : 

“1.  A  legal  secondary  means  of  egress  has  not  been 
provided.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  and 
basement  (38  ft.  4  in.)  in  height,  33  ft.  10  in.  by  85  ft.  in 
area;  OCCUPIED  as  a  tenant  factory:  1st  story,  vacant  at 
present;  2nd  story,  dress  factory,  25  persons;  EXITS:  an 
interior  steel  with  concrete  tread  stairway,  extending  from 
the  first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
fireproof  doors  at  openings ;  a  fire  escape  on  the  rear  of  the 
building,  having  fireproof  openings  along  the  course  there¬ 
of,  extending  from  the  top  story  to  the  rear  yard,  with 
EGRESS  from  the  termination  of  the  fire  escape  by  means 
of  doors  in  fences  leading  to  rear  yards  of  adjoining  build¬ 
ings;  ROOF  of  adjoining  building:  to  west,  same  height; 
and 

Whereas,  the  petitioner  contends  that  a  certificate  of  occu¬ 
pancy  has  been  issued  by  the  superintendent  of  buildings  for 
a  factory  building,  and  requests  the  acceptance  of  the  existing 
exits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  q  ranted  on 
condition  that  the  primary  means  of  exit  shall  be  enclosed 
in  fireproof  enclosure  leading  direct  to  the  street ;  that  the 
secondary  means  of  exit  shall  be  from  the  second  story  by 
means  of  a  balcony  at  floor  level,  with  fireproof  door  open¬ 
ing  out,  with  a  stationary  stairs  from  said  balcony  direct 
to  the  yard ;  that  the  stairs  and  balcony  shall  be  not  less 
than  44  in.  wide;  the  secondary  means  of  exit  from  the 
first  story  shall  be  by  means  of  an  outside  iron  stairs  at  floor 


level,  44  in.  wide,  to  the  yard  in  the  rear ;  that  the  yard  in  the 
rear  shall  be  not  less  than  15  ft.  in  depth,  and  that  an  opening 
shall  be  maintained  between  the  fence  of  the  lots  of  the  four- 
story  brick  buildings  on  Marcy  avenue  and  the  yard  in  the 
rear  of  the  building  under  appeal ;  that  said  opening  shall  be 
not  less  than  3  ft.  6  in.  in  width,  with  exit  through  the  open¬ 
ing,  thence  through  yards  of  the  Marcy  avenue  buildings 
direct  to  Hope  street ;  that  the  occupancy  shall  be  limited  to 
the  legal  capacity  of  the  interior  stairs;  that  the  building 
shall  be  not  increased  in  height  or  area,  and  that  the  labor 
law  shall  be  complied  with  in  all  other  respects. 


415-30-S.  | 

PETITIONER — Samuel  Rosenblum,  for  Madeline  P.  Kohn- 
stamm,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner.  »  . 

PREMISES  AFFECTED— 42  West  15th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(415-30-S) 

Whereas,  Samuel  Rosenblum,  for  Madeline  P.  Kohn- 
stamm,  owner,  filed,  June  19,  1930,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
42  West  15th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
12,  1930  (Order  No.  72042-LD),  reads: 

“1.  Arrange  the  fire  escape  at  rear  of  building  serving 
as  a  required  means  of  egress  so  that  same  will  conform 
to  Section  274  of  the  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals. 

“2.  No  safe  egress  from  termination  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  18,  1930,  reads: 

“Re:  Premises  42  West  15th  Street,  Borough  of  Man¬ 
hattan. 

“In  reply  to  your  letter  of  even  date  in  which  you 
request  reconsideration  of  order  72042,  Item  No.  1,  you 
are  advised  that  your  request  must  be  denied.” ; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
25  ft.  by  100  ft.  in  area;  OCCUPIED:  cellar,  storage,  1 
person;  1st  story,  metal  chair  manufacture,  3  persons;  2nd 
story,  vacant;  3rd  story,  printing,  10  persons;  4th  story, 
vacant ;  5th  story,  hair  goods,  12  persons ;  6th  story,  parch¬ 
ment  lamp  shades,  8  persons ;  7th  story,  coat  forms,  15  per¬ 
sons ;  8th  story,  .boys’  and  men’s  shirts,  16  persons; 
EQUIPPED  with  a  fire  alarm  signal  system;  EXITS:  an 
interior  iron  stairway,  extending  from  the  first  story  to 
roof,  enclosed  in  fireproof  partitions,  with  kalamein  and 
wire  glass  doors  at  openings;  a  fire  escape  on  the  rear  of 
the  building,  having  fireproof  openings  along  the  course 
thereof,  extending  from  the  roof  to  the  first  story  level, 
with  EGRESS  from  the  termination  of  the  fire  escape  by 
means  of  a  platform  connecting  directly  to  the  yard  of 
building  at  rear,  with  egress  from  this  yard  at  rear  to  ad¬ 
joining  open  rear  yards;  ROOFS  of  adjoining  buildings:  to 
west,  four  stories  lower;  to  east,  two  stories  lower;  and 

Whereas,  petitioner  requests  the  acceptance  of  the  existing 
means  of  egress  from  the  termination  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
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hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  die  petition  be  and  it  hereby  is  granted  on 
-.ondition  that  the  exit  from  the  rear  fire  escape  shall  be  to  a 
yard,  6  ft.  wide,  between  41-43  West  14th  street  and  42 
West  15th  street,  the  means  of  exit  from  the  yard  being 
:he  fire  escape  of  buildings  known  as  41-43  West  14th  street 
with  an  open  platform  between  the  yard  of  41-43  West  14th 
street  and  the  yard  of  46  West  15th  street,  thence  through 
in  open  doorway  to  the  street ;  that  there  shall  be  no  fence 
>r  other  obstructions  through  this  means  of  egress;  that  the 
Dccupancy  shall  be  limited  to  the  legal  capacity  of  the  in- 
:erior  stairs ;  that  a  letter  of  mutual  consent  to  this  egress 
jeween  the  owners  of  buildings  known  as  42  West  15th 
street,  41-43  West  14th  street  and  46  West  15th  street  shall 
>e  filed  with  die  fire  department,  and  that  the  building  shall 
ie  not  increased  in  height  or  area  and  that  the  labor  law  be 
lomplied  with  in  all  other  respects. 


'71-28-S. 

PETITIONER — Hamill,  Weinberg  &  Munro,  for  Delman, 
Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 558  Madison  avenue,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner :  James  J.  Munro. 

ACTION  OF  BOARD — Petition  denied. 
rHE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  0 

rHE  RESOLUTION— 

(771-28-S) 


Whereas,  Hamill,  Weinberg  &  Munro,  for  Delman,  Inc., 
essee,  filed,  October  4,  1928,  a  petition  for  a  variation  from 
he  requirements  of  the  labor  law,  as  cited  in  a  decision  of 
he  superintendent  of  buildings,  affecting  premises  558  Mad- 
son  avenue,  Borough  of  Manhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  August  13,  1930  (re  certificate  of  occupancy  applied 
or),  reads: 

“6.  All  windows  in  exterior  walls  must  be  fireproof, 
self-closing,  and  area  of  glass  must  not  exceed  720  sq.  in. 
per  light. 

“7.  Building  must  be  fireproof  and  comply  with  the 
provisions  of  Section  270,  Labor  Law.” ; 

nd 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
[eight,  32  ft.  5  in.  by  77  ft.  in  area;  OCCUPIED:  1st 
tory,  store,  11  persons;  2nd  story,  offices,  12  persons;  3rd 
tory,  beauty  parlor  and  dressmaking,  7  persons ;  4th  and  5th 
tories,  dressmaking,  8  persons  on  each  story ;  6th  story, 
ressmaking,  10  persons;  7th  story,  offices  and  dressmaking, 
persons;  EQUIPPED  with  a  fire  alarm  signal  system; 
CXITS :  an  interior  iron  stairway  at  first,  sixth  and  seventh 
tories,  wooden  at  second,  third,  fourth  and  fifth  stories, 
xtending  from  the  first  story  to  roof,  enclosed  in  fireproof 
artitions,  with  fireproof  doors  at  openings ;  an  exterior  iron 
tairway  on  the  rear  of  the  building,  having  fireproof  open- 
ngs  along  the  course  thereof,  extending  from  the  second 
tory  to  the  roof ;  a  counterbalanced  stair  to  yard  level, 
/ith  EGRESS  from  yard  through  adjoining  premises  at  rear 
a  56th  street;  ROOFS  of  adjoining  buildings:  two  stories 
awer  at  north  and  south ;  and 
Whereas,  this  petition  was  denied  by  the  board  at  its 
leeting,  March  19,  1929,  and  reopened  by  vote  of  the  board 
ieptember  30,  1929 ;  and 

Whereas,  the  petitioner  claims,  as  to  Items  6  and  7,  that 
le  building  is  of  brick  construction,  erected  in  1878,  altered 
)  five  stories  in  height  in  1921,  increased  to  seven  stories 
i  height  in  1926 ;  Certificate  of  Occupancy  No.  11442  of 


1926  was  issued  for  store  and  office  use;  under  an  easement 
the  exterior  stairway  serving  as  the  second  means  of  exit  was 
erected  on  the  adjoining  premises  at  rear  (west)  known  as 
No.  22  East  56th  street,  through  which  egress  is  maintained 
to  the  street,  and  further  contends  that  all  windows  are  fire¬ 
proof,  except  those  on  the  front  of  the  building  and  at  first 
story  rear;  the  maximum  area  of  a  single  light  of  plate  glass 
on  first  story  is  1,200  sq.  in.;  2nd  story,  11,427  sq.  in.;  3rd 
and  4th  stories,  9,024  sq.  in.;  5th  story,  8,928  sq.  in.;  6th 
story,  5,280  sq.  in. ;  furthermore,  the  petitioner  contends  to 
divide  the  glass  into  smaller  areas  would  destroy  the  use  of 
the  floors  for  office  and  showroom  purposes ;  that  the  dis¬ 
approval  of  the  application  for  a  certificate  of  occupancy  is 
erroneously  predicated  upon  the  theory  that  the  building 
alterations  made  in  1926  increasing  the  height  of  building 
from  five  to  seven  stories  classified  the  said  building  as  a 
new  building  erected  after  October  1,  1913. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  petition  be 
and  it  hereby  is  denied. 


335-30-S. 

PETITIONER — Chelsea  Fireproofing  Co.,  for  Gresham 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 12  East  48th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  J.  Burmeister. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Ghairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott . 4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(335-30-S) 

Whereas,  Chelsea  Fireproofing  Co.,  for  Gresham  Realty 
Co.,  Inc.,  owner,  filed,  May  17,  1930,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 
orders  of  the  fire  commissioner,  affecting  premises  12  East 
48th  street,  Borough  of  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated 
August  16,  1929,  read: 

“Order  No.  61599-LD  : 

“1.  Provide  an  enclosure  of  fire  resisting  material 
from  termination  of  interior  stairway  at  first  story  to  the 
street,  all  openings  in  same  to  be  protected  by  approved 
fire  doors,  as  per  Sec.  271  of  the  Labor  Law.”; 
and 

“Order  No.  61600-LD : 

“1.  Arrange  door  from  store  at  first  story  to  vestibule 
to  open  outwardly.  Sec.  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  25  ft.  by  95  ft.  in  area  on  the  first  story  and  25  ft. 
by_  79  ft.  in  area  above;  OCCUPIED:  cellar,  storage  and 
boiler  room,  3  persons;  1st  story,  corset  store,  5  persons; 
2nd  story,  tailors,  12  persons ;  3rd  story,  dressmakers,  6 
persons;  4th  story,  corsets,  2  persons;  5th  story,  tailor,  3 
persons;  6th  story,  tailor,  10  persons;  7th  story,  dressmaker, 
7  persons;  means  of  EGRESS  consisting  of  interior  stair¬ 
way,  extending  from  first  storv  to  the  roof,  enclosed  in  fire¬ 
proof  partitions,  with  fireproof  doors  at  openings,  except  on 
the  first  story,  where  there  is  a  plate  glass  show  window 
opening  into  a  stair  enclosure,  and  a  fire  escape  on  the  rear 
of  the  building,  extending  from  the  roof  to  the  yard,  with 
fireproof  passageway  from  the  cellar  to  street;  and 
Whereas,  petitioner  contends  that  the  building  was  erected 
in  1911  and  1917;  that  orders  were  issued  by  the  fire  de¬ 
partment  to  enclose  this  stairway  and  that  the  orders  for 
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dismi6sal  were  complied  with,  and  contends,  further,  that 
inasmuch  as  in  passing  on  the  work  in  1917  and  1926,  the 
department  did  not  consider  that  show  windows  on  the 
entrance  lobby  and  doors  opening  into  this  lobby  were  in 
violation  of  the  law,  and  inasmuch  as  the  occupancy  is  small 
and  non-hazardous,  it  would  be  a  hardship  to  compel  the 
owner  to  comply  with  the  orders. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  all  openings  to  the  corridor  leading  from  the 
store  to  the  street  shall  be  equipped  with  self-closing  fire¬ 
proof  doors,  opening  out ;  that  the  two  door  enclosing  the 
corridor  in  the  front  shall  ibe  set  back  from  the  doors  pro¬ 
posed  for  the  store  entrance  so  as  to  give  free  swinging 
motion  to  each  set  of  doors;  that  the  self-closing  doors 
leading  into  the  store  shall  be  equipped  with  wire  glass;  that 
the  show  window  on  the  easterly  side  of  the  corridor  on  the 
front  entrance  to  the  building  shall  be  not  more  than  5  ft.  4 
in.  wide  by  8  ft.  7  in.  in  height,  and  that  the  requirements 
of  the  labor  law  shall  be  complied  with  in  all  other  respects ; 
that  the  building  be  not  increased  in  height  or  area,  and  that 
occupancy  be  limited  to  legal  capacity  of  interior  stairs. 


371-30-S 

PETITIONER — William  A.  Grey,  for  305  East  47th  Street, 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 305-313  East  47th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Frank  S.  Parker  and  J.  C.  Fried¬ 
man. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott . .  4 

Negative  .  0 

Absent  .  .  q 

THE  RESOLUTION— 


(371-30-S) 

Whereas,  William  A.  Grey,  for  305  East  47th  Street, 
Inc.,  owner,  filed,  June  3,  1930,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
305-313  East  47th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  4,  1928  (Order  No.  43707-LD),  reads: 

“1.  Extend  the  interior  stairway  on  the  east  side  of 
the  four-story  building  from  the  3rd  to  4th  story  and 
enclose  said  extension  with  partitions  of  fire-resisting 
material.  Sec.  271,  Labor  Law.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  15,  1930,  reads : 

“'Replying  to  the  inquiry  of  your  representative  at  this 
office  to-day,  requesting  the  rescindment  of  Item  1  of 
Order  No.  43707-LD,  you  are  advised  that  your  request 
must  be  denied. 

“It  is  suggested  that  you  take  the  matter  up  with  the 
Board  of  Standards  and  Appeals.” ; 
and 

Whereas,  the  building  is  fireproof,  twelve  stories  in  height, 
125  ft.  by  100  ft.  5  in.  in  area  on  first  story  and  75  ft.  and 
125  ft.  by  90  ft.  5  in.  in  area  above ;  a  portion  of  the  building, 
50  ft.  by  90  ft.  5.  in.,  being  four  stories  in  height;  means  of 
EGRESS  consisting  of  two  interior  stairways  in  the  twelve- 
story  portion,  extending  from  the  first  story’ to  the  roof,  en¬ 
closed  in  fireproof  partitions,  and  fireproof  doors  at  the  open¬ 
ings ;  two  interior  stairways  in  the  four-story  building;  the 
westerly  stairway  extending  from  first  story  to  roof;  the 
easterly  stairway  extending  from  first  story  to  second  story. 


enclosed  in  fireproof  partitions,  with  fire  doors  at  opening 
there  also  being  openings  in  the  division  wall  between  fou 
story  section  and  twelve-story  section  equipped  with  aut< 
matic  fire  doors;  building  EQUIPPED  with  sprinkler  sy 
tem;  OCCUPIED  as  a  tenant  factory :  cellar,  storage,  ] 
persons;  1st  story,  factory,  130  persons;  2nd  story,  factor 
150  persons;  3rd  story,  factory,  135  persons;  4th  story,  fa< 
tory,  130  persons;  5th  to  12th  stories,  120  persons  per  storj 
and  rj 

Whereas,  the  appellant  contends  that  the  50-ft.  buildin 
was  built  in  1922  as  a  three-story  building  with  a  colum 
design  for  two  more  stories ;  that  the  new  twelve-stor’ 
building  was  built  in  1927  and  1928,  at  which  time  one  stor 
was  added  to  the  three-story  building;  that  on  May  19,  192: 
Certificate  of  Occupancy  No.  14001-1928  was  issued  for  foui 
story  building ;  that  the  fourth  story  of  the  building  is  occi 
pied  by  one  tenant,  the  owner  of  both  buildings,  with  thre 
stairs  as  means  of  exit,  and  that  to  carry  out  the  order  of  th 
fire  commissioner  would  entail  a  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  requirements  of  the  labo 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  per 
mitting  the  persent  condition  on  the  easterly  stairway  of  th 
four-story  building,  on  condition  that  there  shall  be  main 
tained  open  two  horizontal  exits  between  the  fourth  stor 
of  the  four-story  building  and  fourth  story  of  the  twelve 
story  building  to  be  used  for  the  same  and  single  tenant  an 
to  be  equipped  on  both  sides  of  these  openings  with  automati 
fireproof  doors ;  that  the  fourth  story  of  both  buildings  shal 
be  maintained  as  open  lofts ;  that  direct  unencumbered  aisl 
space  not  less  than  3  ft.  6  in.  wide  be  maintained  to  hori 
zontal  openings  in  four-story  building  and  from  said  horizon 
tal  openings  to  stairways  in  twelve-story  building;  that  at  tb 
expiration  of  the  lease  for  the  present  third  story  of  four1 
story  building  the  order  shall  be  complied  with ;  that  th< 
building  shall  comply  with  the  labor  law  in  all  other  respect1 
and  not  be  increased  in  height  or  area. 


442-30-S.  Si 

PE  1  I  1 IONER— Croker  National  Fire  Prevention  Engineer 
ing  Co.,  for  Augusta  Osserman,  owner.  J  j 

SLBJEC  T — \  ariation  of  the  labor  law,  as  cited  in  an  ordei 
of  the  fire  commissioner.  j 

PREMISES  AFFECTED — 41  East  21st  street,  Manhattan 
APPEARANCES—  S 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . . 

Negative  . 

Absent  . 


4 

0 

0 


THE  RESOLUTION— 


(442-30-S)  H 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.;  for  Augusta  Osserman,  owner,  filed,  June  19,  1930,  a 
petition  for  a.  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  41  East  21st  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Mav 
29,  1930  (76048-LD),  reads: 

“1.  Provide  an  additional  exit  from  1st  story  at  rear 
of  ^building..  Sec.  271  of  the  Labor  Law. 

“2.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  building 
by  constructing  a  fireproof  passageway  with  an  unob¬ 
structed  width  of  at  least  3'  throughout,  leading  to  the 
street,  adequately  lighted  at  all  times  during  working 
hours,  or  by  means  of  providing  access  to  an  open  area 
having  communication  with  the  street.  Section  273  of 
the  Labor  Law.” ;  H  I 

and 


880 


MINUTES 


Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
25  ft.  by  98  ft.  9  in.  in  area  at  first  story  and  25  ft.  by  90 
ft.  in  area  above;  OCCUPIED:  cellar,  boiler  room  and 
storage,  2  persons ;  1st  story,  store  of  upholstering  goods,  8 
persons ,  2nd  story,  stockroom  and  showroom ;  3rd  story, 
salesroom  and  office,  4  persons;  4th  storv,  manufacture  of 
lampshades,  4  persons;  5th  story,  salesroom  and  office,  4 
persons ;  6th  story,  manufacture  of  mouth  wash,  3  persons; 
,'th  story,  manufacture  of  ladies’  handbags,  20  persons;  8th 
itory,  manufacture  of  shower  bath  curtains,  10  persons;  pent 
louse,  spraying  on  curtains,  1  person;  EQUIPPED  with  a 
ire  alarm  signal  system;  EXIT'S:  an  interior  steel  string 
ind  riser  slate  tread  stairway,  extending  from  the  first  story 
o  roof,  enclosed  in  4-inch  fireproof  block  partitions,  with 
ireproof  doors  at  openings ;  a  fire  escape  on  the  rear  of  the 
railding,  having  fireproof  openings  along  the  course  thereof, 
extending  from  the  roof  to  the  second  story  balcony,  with 
EGRESS  from  the  termination  of  the  fire  escape  by  means 
if  a  connection  leading  to  the  fire  escape  on  the  rear  of  the 
milding  adjoining  to  the  west;  ROOFS  of  adjoining  build- 
ngs :  to  east,  three  stories  lower ;  to  west,  two  stories  higher ; 
nd 

Whereas,  petitioner,  as  to  Item  1,  contends  that  there  is 
n  accommodation  stairway  from  the  first  to  second  story 
nd,  as  to  Item  2,  contends  that  in  1917  an  order  was  issued 
a  provide  additional  means  of  egress  from  each  story  ol 
ne  building;  the  applicant  asked  to  have  the  existing  sub- 
tandard  fire  escape  at  the  rear  of  the  building  accepted, 
ut  this  petition  was  denied  by  the  board,  and  the  fire  de- 
artment  ordered  the  fire  escape  brought  up  to  standard;  a 
uilding  notice.  1185-29,  was  filed  with  the  bureau  of  build- 
lgs  and  the  fire  escape  brought  up  to  standard  and  egress 
rovided  as  at  present,  and  the  bureau  of  buildings  there- 
pon  sent  a  letter  to  the  fire  department  under  date  of  July 
2,.  1919,  stating  that  this  fire  escape  now  meets  the  re- 
uirements  of  the  labor  law  and  the  order  was  dismissed 
5  complied  with  by  the  fire  department  on  August  16,  1919. 
Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  labor 
w,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
•rder  No.  76048-LD,  Item  1,  on  condition  that  the  present 
)iral  stairway  at  rear  of  first  story  shall  be  substituted  with 
straight  run  stairway,  enclosed  on  first  story  in  fire-retarded 
aterial,  according  to  the  rules  of  the  board  of  standards  and 
’peals,  with  self-closing  fireproof  door  at  the  opening;  that 
>t  more  than  8  persons  shall  be  employed  in  the  1st  and  2nd 
ories  combined  and  that  the  first  and  second  stories  shall 
:  occupied  by  the  same  tenant;  granted,  as  to  Item  2,  on 
mdition  that  the  fire  escape  in  the  rear  and  the  exits  there¬ 
in  shall  be  constructed  in  accordance  with  the  plans  filed 
ith  the  bureau  of  buildings  prior  to  July  22,  1919,  on  Build- 
g  Notice  1185-19  and  accepted  by  the  building  department 
noted  in  their  letter  to  the  fire  department ;  that  the  build- 
g  shall  be  not  increased  in  height  or  area,  and  that  the  labor 
tv  shall  be  complied  with  in  all  other  respects. 

9-30-S. 

iTITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Century  Holding  Co.,  owner. 

JBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 

and  a  decision  of  the  fire  commissioner. 

DEMISES  AFFECTED — 25-33  West  45th  street,  Man¬ 
hattan. 

DPEARANCES — 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

3TION  OF  BOARD — Petition  granted  on  condition. 

JE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

IE  RESOLUTION— 


(459-30-S) 

Vhereas,  Croker  National  Fire  Prevention  Engineering 


Co.,  for  Century  Holding  Co.,  owner,  filed,  June  27,  1930,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  25-33  West  45th  street,  Borough 
of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
6,  1930^  (re  Order  No.  75225-LD),  reads: 

1*  _  Arrange  both  exterior  screened  stairways  at  rear 
of  building  so  that  same  will  conform  to  Section  268  of 
the  Labor  Law. 

“4.  Properly  fireproof  vestibule  at  1st  story  from  in¬ 
terior  stairway  to  street,  vestibule  approv.  20'  wide  &  20' 
deep  with  ornamental  show  windows  of  plain  glass  on 
both  sides.  Section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  7,  1930,  reads: 

‘‘This  will  reply  to  your  letter  of  June  4th,  1930,  in 
which  you  state  you  have  been  retained  by  the  owners 
to  file,  an  appeal  with  the  Board  of  Standards  and  Ap¬ 
peals  in  connection  with  Order  No.  75225-LD,  that  the 
Board  has  refused  to  accept  the  case  due  to  the  fact  that 
more  than  twenty  days  have  elapsed  since  the  issuance 
of  the  order,  requesting  rescindment  and  reissuance  of 
same  of  a  later  date. 

“Your  request  to  rescind  and  reissue  order  75225-LD  is 
denied.” ; 

and 

Whereas,  the  building  is  fireproof,  erected  in  1906,  sixteen 
stories  in  height,  100  ft.  by  100  ft.  5  in.  in  area;  OCCU¬ 
PIED:  cellar,  boiler  room  and  storage,  3  persons;  1st  story, 
stores,  5  persons;  2nd  story,  offices,  25  persons;  3rd  story! 
offices,  20  persons;  4th  story,  commercial  photographer  and 
offices,  15  persons;  5th  story,  offices,  2  persons;  6th  story, 
offices,  36  persons;  7th’  story,  offices,  30  persons;  8th  story, 
offices,  22  persons ;  9th  story,  offices,  80  persons ;  10th  story, 
vacant  at  present;  11th  story,  offices,  60  persons;  12th  story! 
7  persons;  13th  story,  offices,  14  persons;  14th  story,  com¬ 
mercial  photographer  and  offices,  40  persons;  15th  story, 
offices,  40  persons ;  16th  story,  offices,  16  persons ;  pent  house! 
artist  studio,  2  persons;  EXITS:  an  interior  steel  stairway, 
extending  from  the  first  story  to  roof,  enclosed  in  6-inch 
terra  cotta  block  partitions,  with  fireproof  doors  at  openings ; 
two.  exterior  screened  stairways  on  the  rear  of  the  building’, 
having  fireproof  openings  along  the  course  thereof,  extend¬ 
ing  from,  the  roof  to  the  rear  yard,  with  EGRESS  from 
the  termination  of  the  fire  escape  by  means  of  a  fireproof 
passageway  leading  to  street;  and 
Whereas,  the  exterior  screened  stairway  is  screened  to 
a  height  of  . 4  ft.  on  the  balcony  landings  and  3  ft.  6  in. 
along  the  stairs ;  there  being  glass-paneled  show  windows  and 
doors  leading  from  stores  along  the  vestibule  at  first  storv  • 
and  J  ’ 

.  Whereas,,  petitioner  contends  that  the  factory  occupancy 
in  the  premises  is  occasioned  by  two  offices  occupied  by 
commercial  photographers  with  four  persons  employed  in 
each,  and  requests  the  acceptance  of  existing  conditions  as  to 
the  exterior  stairs  and  the  vestibule. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law.  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  75225-LD,  Item  1  and  Item  4,  on  Condition  that 

the  factory  occupancy  shall  be  confined  to  two  offices,  one  on 

the  fourth  story  and  one  on  the  fourteenth  story;  that  not 
more  than  a  total  of  four  people  shall  be  employed  in  either 
office;  that  this  factory  occupancy  on  either  of  these  two 

floors  shall  terminate  at  the  expiration  of  the  present  lease 

and  that  these  two  occupancies  shall  be  confined  to  com¬ 
mercial  photography ;  that  building  be  not  increased  in  height 
or  area  and  labor  law  be  complied  with  in  all  other  respects 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

612-30-SA. 

PETITIONER — Victor  Products  Corp.,  owner. 
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MINUTES 


SUBJECT — Victor  Oil  Burner,  approval  of.  ACTION  OF  BOARD — Petition  referred  to  fire  department 

APPEARANCES-  for  test  and  r€P^ _ 

For  Petitioner:  H.  G.  Parish.  Adjourned  6.45  p.  m. 

For  Administration:  None.  William  J.  O’Gorman,  Secretary. 


RULES 


RULES  FOR  THE  TESTING  OF  WOOD 

Pursuant  to  the  Provision  of  Section  356  of  Chapter  5  of  the  Code  of  Ordinances  (Building  Code). 


(639-27-SR) 

Adopted  by  the  Board  of  Standards  and  Appeals  July  22, 
1927,  Amended  March  16,  1928. 

Rule  1.  Before  any  wood  may  be  used  for  flooring  or  in¬ 
terior  trim  where  incombustible  materials  are  required  under 
the  provisions  of  section  356  of  the  Building  Code,  the  super¬ 
intendent  of  buildings  must  be  notified  promptly  upon  the 
delivery  at  the  job  of  a  consignment  of  such  material. 
One  test  sample  for  each  2,000  feet  of  material  will  then  be 
selected  by  a  representative  of  the  Bureau  of  Buildings, 
marked  for  identification,  and  forwarded  to  the  testing 
laboratory,  where,  under  the  supervision  of  the  superin¬ 
tendent  of  buildings  or  his  representative,  the  samples  shall 
be  subjected  to  the  following  tests: 

Before  making  tests  of  all  specimens  for  testing  shall  be 
oven  dried  at  a  temperature  of  140°  F.  to  a  point  where 
there  is  no  further  loss  of  weight  due  to  evaporation  of 
moisture  content. 

A.  SHAVING  TEST — A  mass  of  shavings  cut 
fairly  thick  from  the  outside  and  interior  of  sticks  of  the 
treated  wood  are  to  be  tested  separately.  These  shavings 
shall  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
twelve  inches  square,  the  bottom  of  which  shall  consist  of 
a  wire  screen  of  inch  mesh.  The  shavings  shall  be 
packed  down  moderately  to  reduce  the  air  spaces.  A  Bun¬ 
sen  yellow  flame  shall  then  be  placed  beneath  the  receptacle 
so  that  the  flame  is  in  contact  with  the  shavings.  After 
twenty-five  seconds  the  flame  shall  be  removed.  The  flame 
at  no  time  should  show  higher  than  six  inches  above  the 
top  of  the  bed  of  shavings  and  the  shavings  should  not  be 
consumed  in  less  than  five  minutes. 

B.  TIMBER  TEST.  Two  samples  inch  by  1  y2 
inches  in  cross  section  and  twelve  inches  long  shall  be 


laid  side  by  side  across  the  top  of  a  gas  crucible  furnace 
with  a  pyrometer  between  them.  The  specimens  shall  be 
subjected  a  flame  at  1700  deg.  Fahrenheit  for  two  min¬ 
utes,  the  test  pieces  shall  then  be  removed,  and  the  time 
of  duration  of  flame  and  glow  observed.  The  sticks  shall 
then  be  cut  through  the  middle  at  the  most  burned  section 
and  the  area  of  the  unburned  wood  measured  with  a  plani- 
meter.  The  flame  must  not  persist  longer  than  15  seconds 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case  oi 
hard  woods,  the  unburned  area  should  not  be  less  than  55 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  per 
cent.  , 

C.  CRIB  TEST — Twenty  samples  are  to  be  pre¬ 
pared,  each  l/2  inch  square  and  6  inches  long.  These  shall  be 
built  up  on  a  ring  support  to  form  a  crib  work  five  tiers 
high,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  six 
inches  and  approximately  2 y2  inches  high.  The  crib  shall 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  crib 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperature 
approximating  1200  deg.  Fahrenheit.  The  flame  must  not 
persist  more  than  twenty  seconds  after  the  Bunsen  burner 
is  removed,  nor  the  glow  last  more  than  thirty  seconds. 
The  tendency  of  the  flame  to  spread  from  stick  to  stick 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense  of 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will  be 
permitted,  to  be  taken  into  the  building  and  used.  If  not,  the 
entire  shipment  shall  be  condemned  and  must  be  removed 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exist¬ 
ence  of  a  complete  plant  in  full  working  order  from  which 
the  material  is  shipped,  and  each  shipment,  or,  where  pos¬ 
sible,  each  piece  shall  be  trade  marked  in  a  conspicuous 
manner  so  tW  there  may  be  no  doubt  as  to  its  identity. 


AMENDMENT  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


Adopted  by  the  board  of  standards  and  appeals  June  13,  1930. 

(281-22-SR) 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
There  shall  be  an  engineer,  superintendent  or  other 
person  in  charge  of  the  standpipe-fire  line  system  in  all 
buildings  exceeding  eighty-five  feet  in  height  -who  shall  be 
registered,  and  submit  to  an  examination  in  the  Fire  Depart¬ 
ment.  Upon  evidence  of  fitness  to  properly  operate  and  main¬ 
tain  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
that  effect.  The  certificate  shall  contain  the  full  name  and 
a  small  photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
exceeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 
ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept 
in  perfect  working  order,  and  at  least  once  a  month  the 


person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department  1 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
fifty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the.  standpipe.  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

.1/29-27- A — 39  Fifth  avenue,  Manhattan. 

030-27-A — 13-16  Central  Park  West,  Manhattan. 

031-27-A — 20-28  West  72nd  street,  Manhattan. 

032-27-A— 242-248  West  76th  street,  Manhattan. 

374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

173  22-SA — Anti-Syphon  Valve,  approval  of. 

230-22-S A — Thermostats  for  Automatic  Fire  Alarm  Sy*- 
tems,  approval  of. 

249-22- S A — Coen  Oil  Burner,  approval  of. 

57- 23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valvt, 

approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

532-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

575  23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga« 
Shut-Off  Valve,  approval  of. 

S79-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

197-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

43-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

•25-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

52- 23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 

lyn  Co.) 

48  23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

50-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

92-24-SA — Hol'.zer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

58- 84-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

16-24-S A — Milnes  Oil  Burner,  approval  of. 

42-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 
!>9-24 -S  A— -Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 
30-24- S A — Smolensky  Check  Valve,  approval  of. 

53- 25-SA  — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

54 - 25- S  ^  —  Koerting  Gear  Pump,  approval  of. 

18-25-SA — Pilmer  Gravity  Lock,  approval  of. 

53-26-SA — Signal  Weatherproof  Bells,  approval  of. 
64-26-SA--Ke«rk-n-Seal,  approval  of. 


397-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA— Protectoseal  Cover,  approval  of. 

890-26- S A  Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 

187-2»-SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 
814-2< -SA  Elkhart  Flush  Type  Siamese,  approval  of. 

955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 

977-27 -S A — Romec  Rotary  Pump,  approval  of. 

1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

5 1 1-28- S  A  Genuine  Detroit,  Type  “S,”  Anti-Syphon 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

958-28-SA— N.  D  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA— Kennedy  2H-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-SA— Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA—  Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA— Scranton  Steam  Pumps,  approval  of. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

314-30-SA  Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

359-30-SA  Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

3 67-30- S A — Kreager  Oil  Burner,  approval  of. 

372-30-SA— International  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

394-30-SA— The  Oronoque  Oil  Burner,  approval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap¬ 
proval  of. 

518-29-SA — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

612-30-SA — Victor  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zuill  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  October  29,  1930 .  647 

Restored  to  calendar .  46 

Miscellaneous  Applications. 

Requests  to  reopen .  192 

Requests  to  amend  .  11 

Requests  for  modification .  45 

Requests  to  rescind .  1 

Requests  for  extension  of  time .  68 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installation.* . .  0 

Requests  for  approval  of  plans .  33 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  1439 

Disposed  of .  1004 

Cases  pending  October  29,  1930 .  435 


DISPOSITION  OF  CASES. 

Withdrawn  .  151 

Dismissed  .  25 

Denied  .  154 

Granted  .  2 

Granted  on  condition .  284 

Appliances  approved .  27 

Appliances  dismissed,  disapproved  or  withdrawn .  6 

Rules  approved .  j 

Rules  disapproved  or  rescinded .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  153 

Requests  to  reopen  denied .  27 

Requests  to  amend  granted .  10 

Requests  to  amend  denied .  1 

Requests  for  modification  granted .  34 

Requests  for  modification  denied .  10 

Requests  to  rescind  granted .  j 

Requests  to  rescind  denied .  q 

Requests  for  extension  of  time  granted .  67 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  4 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  33 

Plans  disapproved .  q 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed .  8 

Total  .  1004 


WARNINQ 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineeri 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerks  Calendar,  Tuesdays,  at  2  p.  m. 

M'mha^aninSS  ^  R°°m  1013,  MuniciPal  Building 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

D  T/1 2 * * *®  Clerk  s  Calendar  consists  of  applications  under  the 
uildmg  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  November  18 
1930,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day.  & 

1  lie  next  subsequent  Call  of  the  Calendar  will  be  on 
1  uesday,  November  25,  1930,  at  2  o’clock. 


Ihe  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  oi  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
i  om  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
ie  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL.  Temporary  Chairman. 
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DOCKET. 

Nnv  Cases  Filed  up  to  November  5,  1930. 

Cal.  Njo.  Department.  Premises  Affected. 

657-30-S . FD . 457  W.  46th  st.,  Man., 

-  L.  D.  77421 

656-30-S . F.D . 212-220  E.  23rd  st.,  Man., 

L.  D.  69812,  69813,  69814  & 

- - -  69815 

655-30- A . F.D . 212-220  E.  23rd  st.,  Man., 

-  F-69816 

654-30-S . B.B.M _ 1392-1400  Broadway,  Man., 

— -  N.  B.  596-29 

653-30-A . B.B.M _ 1392-1400  Broadway,  Man., 

-  N.  B.  596-29 

652-30-S . F.D . 180  Mott  st.,  Man., 

_  L.  D.  50606 

651-30-SA . F.D . Grinnell  2^-Inch  Angle  Hose 

- — -  Valve,  Appliance 

650-30- A . F.D . 9-15  Murray  st.,  Man., 

- —  F.  A.  78625  &  F-78626 

649-30-S . B.B.B _ 5101-5107  New  Utrecht  ave., 

- -  Bklyn.,  Applic.  7937-30 

648-30-A . F.D . 56  New  street,  Man., 

_ — -  F-78229 

Restored  to  Calendar. 

318-30-BZ . B.B.B _ 441-451  89th  st.,  Bklyn., 

_ _  Applic.  4938-30 

565-29-BZ . BjB.Q _ Southeast  corner  of  Merrick  rd. 

&  226th  st.,  Q., 

_  N.  B.  5677-29 


CODE. 


ft.D . Fire  Department 

H  D . . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

PHD . Tenement  House  Department 


NOVEMBER  11,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

471- 30-A— 10-14  East  12th  street,  Manhattan. 

502-30-A— 307-315  St.  Marks  avenue,  Brooklyn. 

472- 30-A — 2746  Myrtle  avenue,  southwest  corner  of  Alpha 

place,  Brooklyn. 

473- 30- A — 1114  Liberty  avenue,  southwest  corner  of  Lin¬ 

coln  avenue,  Brooklyn. 

474- 30-A — 440  Westchester  avenue,  The  Bronx. 

14-30-A — 1288-1290  Myrtle  avenue,  Brooklyn. 

635-30- A — 225-255  Pearl  street,  114-120  John  street  and 
1-18  Platt  street,  Manhattan. 

616-30-A— 90-100  John  street,  15-23  Platt  street  and  24  Gold 
street,  Manhattan. 

447-30-A— 250-264  West  57th  street,  956-962  Eighth  avenue 
and  1767  Broadway,  Manhattan. 

573-30-A — 80  Grove  street  and  139-141  Washington  place, 
northeast  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  cf  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  morning.  November 

11,  1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters: 

cal.  no.  393-30-BZ — Application,  June  12,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  The  New  York  Central  Railroad  Co., 
applicant  and  owner,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a  build¬ 
ing  to  be  occupied  as  a  gaarge  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  127-135  Marble  Hill 
avenue  (Kingsbridge  avenue)  and  175- 
181  West  228th  street,  Manhattan. 

cal.  no.  268-28-BZ — Application,  March  27,  1928;  reopened 
September  16,  1930,  under  section  7g 
of  the  building  zone  resolution,  of  Wil¬ 
liam  Richter,  applicant,  on  behalf  of 
Henry  C.  Behrens,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  .  than  five  (5)  motor  vehicles 
( previously  denied)  ;  premises  878-886 
Gravesend  avenue,  west  side,  160  ft. 
south  of  Avenue  F,  Brooklyn. 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  101-30-BZ — Application.  February  8,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ludwig  Hanauer,  applicant,  on 
behalf  of  Road  Properties,  Inc.,  owner, 
to  'permit  in  a  residence  district  the 
maintenance  of  a  business  use;  premises 
100  Northern  avenue  and  851  West  181st  ; 
street,  northwest  corner,  Manhattan. 

cal.  no.  288-30-BZ— Application,  April  25,  1930,  under  sec-  j 
tion  21  of  the  building  zone  resolution, 
of  Louis  E.  Drago,  applicant,  on  behalf  f 
of  Carnela  Esposito,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  ten  (To)  one-car  garages 
and,  also,  the  installation  of  a  gasoline 
service  station;  premises  16-22  Park 
avenue  and  74  Navy  street,  southwest 
corner,  Brooklyn. 

HENRY  L  CONNELL, 

T emporary  Chairman. 


NOVEMBER  11,  1930,  2  P.  M. 

Petitions  for  Variations. 

287-30-S — 31  Cooper  square,  Manhattan. 

385-30-S — 123-127  Fifth  avenue,  Manhattan. 

400-30-S — 38  East  9th  street,  Manhattan 
444-30-S— 120-126  East  131st  street,  Manhattan. 

476-30-S— Rear  of  188  Schofield  street,  City  Island.  The 
Bronx. 

492-30-S — 10  East  4fith  street,  Manhattan. 

238-30-S— 605  East  187th  street,  The  Bronx. 

655-29-S — 133  Chrvstie  street,  Manhattan. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 
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307-30-S— 141  Fifth  avenue  and  10  East  21st  street,  south¬ 
east  corner,  Manhattan. 

497-30-S — 619-627  West  54th  street  and  616-624  West  55th 
street,  Manhattan. 

501-30-S  9501-9525  149th  street,  northeast  corner  of  97th 
avenue,  Jamaica,  Borough  of  Queens. 

503-30-S — 307-315  St.  Marks  avenue,  Brooklyn. 

6-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

449-30-S— 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  NOVEMBER  18,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

•42-30-BZ. 


APPLICANT  Albert  Kahn,  for  The  New  York  Times  Co 
owner. 

REMISES— 241-247  West  43rd  street,  Manhattan. 

vrrLICA  1  ION,  under  section  21  of  the  building  zone 
resolution, 

I  PERMIT  in  a  two  times  height  district  the  erection  of 
the  street  wall  of  a  proposed  building  in  excess  of 
the  height  permitted  under  the  building  zone  resolu¬ 
tion. 


NOVEMBER  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

M5-30-A — 16-20  West  32nd  street,  Manhattan. 

160-30-A  605-607  West  49th  street,  600-624  West  50th 
on  a  street  and  691-699  11th  avenue,  Manhattan. 

191-30-A— 127  Beekman  street,  Manhattan. 

S09-30-A  3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

99-30-A— 798-802  Fulton  street,  460-466  Clermont  avenue 
„  .  an<I  443-457  Adelphi  street,  Brooklyn. 

42-30-A— 1037-1055  Targee  street  and  41-91  Venice  street, 
Concord,  Borough  of  Richmond. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
d.s,  U  °I  a  public  hearing  under  the  provisions 

,0e,„ul zone  resolution,  Tuesday  morning,  November 
.  1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building  on 
:  following  matters: 


U  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
fiYe  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

..  no.  450-30-BZ— Application,  June  24,  1930,  under  sec- 

~d  °I  the  building  zone  resolution, 
of  New.  York  Telephone  Co.,  owner,  to 
permit  in  a  residence  district  the  exten¬ 
sion  of  an  existing  telephone  building- 
premises  2411-2429  Tratman  avenue’, 
north  side,  95  ft.  4  in.  west  of  Rowland 
avenue,  The  Bronx. 


•  N0-  705-29-BZ— Application,  December  5,  1929;  reopened 
September  9,  1930,  under  section  21  of 
the  building  zone  resolution,  of  Ryan, 


Lyttle  &  Rodgers,  applicants,  substituted 
for  William  F.  Doyle,  on  behalf  of 
County  Holding  Co.,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  business  building  (pre¬ 
viously  withdrawn)  ;  premises  825  East 
175th  street,  northwest  corner  of  Mar- 
mion  avenue,  The  Bronx. 

CAL.  NO.  106-30^BZ  Application,  February  11,  1930,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  of  William  Layton  Hall 
applicant,  on  behalf  of  Mabel  Hall,’ 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylan 
boulevard,  Huguenot,  Borough  of  Rich¬ 
mond. 

CAL.  NO.  504-30-BZ— Application,  July  17,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  L.  Kelly,  appli¬ 
cant,  on  behalf  of  Borden’s  Farm 
.Products  Co.,  Inc.,  owner,  to  permit  in 
a  business  use  district  the  alteration  and 
conversion  of  a  stable  into  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  443-447  Madison 
street,  north  side,  345  ft.  east  of  Throop 
avenue,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


NOVEMBER  18,  1930,  2  P.  M. 


Appeals  from  Administrative  Orders. 


a~ 428-436  Greenwich  street,  Manhattan. 

4 1  j-30-A  Southeast  corner  of  Wilbur  avenue  and  Suns- 
vvick  street,  Long  Island  City,  Borough  of 
Queens. 

478-30- A  South  side  of  West  177th  street  and  Harlem 
River,  The  Bronx. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
nf+l  a”d.,^?Peals  of  a  Public  hearing  under  the  provisions 
?«  1  q%oU1  ^  ffY^uhon,  Tuesday  afternoon,  November 
18,  1930,  at  2  0  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


cal.  no.  38-30-BZ  Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap- 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boet-um  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 


^  iNuveinoer 

opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu- 
tion  of  E.  W  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp 
owner,  to  permit  in  a  residence  district’ 
extending  from  a  business  district,  the 

C<^aV£;rS'<:,ri  occuPancy  of  the  basement 
and  first  story  from  residence  to  busi- 
”S€  (Pre,viously  denied);  premises 
162  West  75th  street,  Manhattan. 
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cal.  no.  26-30-BZ — Application,  January  14,  1930,  under  sec¬ 
tion  21  of  the  bluilding  zone  resolution, 
of  Fred  Zuccaro  and  Tom  Bellino,  ap¬ 
plicants,  on  behalf  of  Antonio  Giordano, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  poul¬ 
try  slaughter  house ;  premises  west  side 
of  Hickory  avenue,  207.32  ft.  north  of 
Old  Town  road,  South  Beach,  Borough 
of  Richmond. 

cal.  no.  468-30-BZ— -Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  'behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


FRIDAY,  NOVEMBER  21,  1930,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

89-27-SR — Rules  of  Procedure.  Amendment  to  Art.  II, 
Sec.  2  and  3,  Art.  VI,  Sec.  1  and  Art.  XI, 
Sec.  1. 

28 1-22- SR— Standpipe  Fire  Line  Rules.  Amendment  to 
Rule  21,  Elevation  of  Tank,  and  Rule  31, 
Valves. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  NOVEMBER  25,  1930,  AT  2  P.  M. 

517-30-BZ. 

APPLICANT — Morris  Cantor,  owner. 

PREMISES — 1385  Franklin  avenue,  west  side,  133.65  ft. 
south  of  East  170th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

522-30-BZ. 

•APPLICANT'  James  W.  Byrnes,  for  Protective  Mortgage 
Co.,  Inc.,  owner. 

PREMISES' — 166  Kane  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  from  resi¬ 
dence  to  business  use  (store). 

575-30-BZ. 

APPLICANT  O.  \.  Leonard,  for  Peter  F.  Reilly,  owner. 

PREMISES— 497-501  Bergen  street,  north  side,  160  ft.  east 
of  Sixth  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  and  also  “B”  area  district 
the  omission  of  the  rear  yard  required  by  the  build¬ 
ing  zone  resolution. 

565-29-BZ. 

APPLICANT  J.  Harlen  O’Connell,  substituted  for  Morania 
Sales  Co. 


PREMISES — 226-02  to  226-OS  Merrick  road  and  134-n 
226th  street,  southeast  corner,  Laurelton,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (denied  by  the 
board  January  24,  1930;  reopened  November  5 
1930). 


NOVEMBER  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

386-30-A — 51-53  Henry  street  (49th  avenue)  and  49-17  69th 
street,  northeast  corner,  Winfield,  Borough 
of  Queens. 

5 13-30- A — Foot  of  Patterson  and  Compton  avenues  and 
Pugsleys  Creek,  The  Bronx. 

342-30-A — 146  Wooster  street,  Manhattan. 

611-30-A — 1181  Grand  street,  Brooklyn. 

519-30-A — 374-380  (Second  avenue  and  300-310  East  22nd 
street,  southeast  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
25,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  399-30-BZ— Application,  June  18,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Richter,  applicant,  on  behalf 
of  Sadie  Hartwig,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2808-2818  86th  street  and 
2279-2285  West  8th  street,  southeast  cor¬ 
ner,  Brooklyn. 

cal.  no.  118-29-BZ — Application,  February  25,  1929,  under 
sections  6,  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns, 
applicant,  substituted  for  William  F. 
Doyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied — remitted  to 
the  'board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence '  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  'Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  272-30-BZ — Application,  April  21,  1930,  under  sec- 
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tion  21  of  the  building  zone  resolution, 
of  Irving  M.  Fenichel,  applicant,  on  be¬ 
half  of  Israel  Greenberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  440-44G  Utica  avenue, 
868-884  Empire  boulevard,  southwest 
corner,  and  923-943  East  New  York 
avenue,  Brooklyn. 

cal.  no.  304-30-BZ — Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


NOVEMBER  25,  1930,  2  P.  M. 

Petitions  for  Variations. 

527-30-S — 1087  East  Tremont  avenue,  The  Bronx. 

93-27-S — 141  Kosciusko  street,  Brooklyn. 

348-30-S — 157-159  East  32nd  street,  Manhattan. 

■  508-30-S — 251-255  West  39th  street,  Manhattan. 

514-30hS — 665  Fifth  avenue  and  2  East  53rd  street,  north¬ 
east  corner,  Manhattan. 

520-30-S — 108  West  llth  street,  southwest  corner  of  Sixth 
avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

563-30-SA — Shepard  Oil  Burner,  approved  of. 

600-30-SA — Silent  Glow  Oil  Burner,  Model  G,  approval  of. 


624-30-SA — Sunway  Oil  Burner,  approval  of. 
315-30-SA — Shill  Oil  Burner,  approval  of. 


DECEMBER  2,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

480- 30-A — 4601  New  Utrecht  avenue,  southeast  corner  of 

46th  street,  Brooklyn. 

481- 30-A — 4705  Fifth  avenue,  Brooklyn. 

486-30-A — 869-871  Halsey  street,  northwest  corner  of  Sara¬ 
toga  avenue,  Brooklyn. 

5 12-30- A — 136  West  42nd  street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

369-30-A — 27-33  West  23rd  street  and  8-12  West  24th 
street,  Manhattan. 


DECEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30- A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

470-30-A — 279-283  Broadway  and  57  Reade  street,  Man¬ 
hattan. 

177-30-A — 600-602  West  28th  street  and  269-275  llth  ave¬ 
nue,  southwest  corner,  Manhattan. 

110-30- A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  NOVEMBER  5,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  October  28,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
October  28,  1930,  were  approved  as  printed  in  Bulletin  No. 
44,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

342-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Endiel  Realty  &  Development  Corp., 

owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 146  Wooster  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  November  25,  1930, 
at  10  a.  m.,  to  complete  investigation  by  the  fire 
department. 


542-30- A. 

APPELLANT — Walter  C.  Martin,  for  Board  of  Education, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 1037-1055  Targee  street  and  41- 
91  Venice  street,  east  side  of  Naples  street,  Con¬ 
cord,  Borough  of  Richmond. 

APPEARANCES— 

For  Appellant:  Walter  C.  Martin,  Frederick  Ernst 
and  C.  E.  Dobbin. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1930, 
at  10  a.  m.,  for  further  consideration. 


489-30-A. 

APPELLANT — John  J.  Gilmartin,  for  Goody  Realty  Corp., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 17-19  West  17th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(489-30-A) 

Whereas,  John  J.  Gilmartin,  for  Goody  Realty  Corp., 
owner,  filed,  July  11,  1930,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  17-19  West  17th  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

June  26,  1930  (Order  No.  76693-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20'  above 
the  roof  level.  Sec.  580-581,  Ch.  5,  Code  of  Or¬ 

dinances.”  ; 

and  .  . 

Whereas,  the  building  is  fireproof,  eleven  stones  in  height, 
53  ft.  by  92  ft.  in  area;  OCCUPIED  as  a  tenant  factory, 
approximately  twenty-five  persons  per  story;  EQUIPPED 
with  a  two-source  sprinkler  system  fed  from  a  10,000-gallon 
gravity  tank  as  well  as  from  a  pressure  tank;  also  equipped 
with  ’a  standpipe  system;  the  standpipe  tank  having  a 
capacity  of  4,200  gallons  and  is  located  17  ft.  above  the 
hose  outlet  on  the  eleventh  story;  and 

Whereas,  the  appellant  requests,  in  view  of  the  fact  that 
the  building  is  sprinklered  and  that  the  standpipe  system  was 
accepted  in  1907  by  departments  having  jurisdiction,  the 
acceptance  of  the  existing  standpipe  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  shall  be  reserved  for  the 
standpipe  system,  not  less  than  3,400  gallons ;  location  of 
the  tank  above  the  top  story  outlet  to  be  as  shown  on  the 
plans  submitted  with  this  appeal;  that  the  standpipe  system 
shall  comply  with  the  regulations  in  all  other  respects;  that 
such  additional  fire-fighting  appliances  as  shall  be  required 
by  the  fire  department  shall  be  installed  in  the  eleventh  floor; 
that  the  present  two-source  sprinkler  system  with  waterflow 
alarm  and  central  office  connection  be  maintained  and  that 
the  building  shall  not  be  increased  in  height  or  area. 


943-27-A. 

APPELLANT1 — Louis  F.  Mesmer,  Inc.,  owner. 

SUBJECT — Application  for  reopening — modification  of  reso¬ 
lution! — re  Appeal  from  an  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 1160-1176  Flushing  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Edward  W.  Stitt,  Jr.,  and  J.  J. 
Potts,  Jr. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(943-27-A) 

Whereas,  Louis  F.  Mesmer,  Inc.,  owner,  filed,  August  22, 
1927,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  1160-1176  Flushing  avenue,  Borough  of 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
June  28,  1927  (Order  No.  23715-F),  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 


per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2)4  inch  regulation  Fire 
Department  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en¬ 
closure.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in  height, 
170  ft.  6  in.  by  176  ft.,  30,000  sq  ft.  in  area;  OCCUPIED 
as  a  warehouse  for  the  storage  of  metal ;  and 

Whereas,  the  appellant  proposes  to  install  a  100  per  cent; 
sprinkler  system  instead  of  providing  a  standpipe  system; 
furthermore,  the  appellant  contends  that  a  sprinkler  system 
will  provide  greater  fire  protection  that  any  standpipe  sysf 
tem  could  possibly  do;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  January  31,  1928,  on  certain  conditions,  and  ap-j 
pellant  requested  a  modification  of  these  conditions  as  tc 
wet  sprinkler  system. 

Resolved,  that  the  order  of  the  fire  commissioner  'be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height,  area  or  dimension,  and  that  the  premises  through¬ 
out  shall  be  equipped  with  a  dry  pipe  sprinkler  system  wit! 
one  connection  to  the  city  water  main  fed  two  ways;  that 
the  sprinkelr  system  shall  be  installed  in  accordance  wit! 
the  rules  of  the  board  of  standards  and  appeals  in  all  othei 
respects  and  that  the  present  occupancy  of  the  building  re¬ 
main  substantially  unchanged. 


246-30- A. 

APPELLANT — Greenpoint  Metallic  Bed  Co.,  Inc.,  lessee 
SUBJECT — Appeal  from  an  order  of  the  fire  commis-i 
sioner. 

PREMISES  AFFECTED — 125-135  Greene  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Maher  of  fire  de  i 
partment. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  • 

Negative  .  t 

Absent  .  i 

THE  RESOLUTION— 

(246-30-A) 

Whereas,  Greenpoint  Metallic  Bed  Co.,  Inc.,  lessee,  filed 
April  34,  1930,  an  appeal  from  an  order  of  the  fire  commisi 
sioner,  affecting  premises  125-135  Greene  street.  Borough  o 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  date 
February  1,  1930,  reads : 

“Order  No.  49831-F: 

“1.  Provide  iron  shutters  at  all  openings  in  the  ex 
terior  wall  above  1st  story  which  are  distant  in  a  direc 
line  less  than  30'  from  any  opening  in  any  other  buildin, 
and  not  in  the  same  plane  with  said  openings  an 
which  are  not  more  than  50'  above  a  neighboring  roo 
at  east,  west  and  north  sides  of  building  or  other  ap 
proved  protected  as  per  Sec.  375,  Art.  18,  Oh.  5,  of  th 
Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  ii 
height.  125  ft.  by  80  ft.  4  in.  in  area;  OCCUPIED  for  th 
manufacture  of  beds :  1st  story,  storage  of  springs  and  da' 
beds,  10  persons;  2nd  story,  coil  spring  manufacture,  3j 
persons ;  3rd  story,  coil  spring  manufacture,  20  persons ;  4t 
story,  iron  'bed  finishing,  10  persons ;  and 
Whereas,  there  are  eighteen  windows  on  the  second  an 
on  the  third  stories  and  twenty  windows  on  the  fourt 
story  in  the  north  wall  of  the  building  within  20  ft.  of  oper 
ings  in  or  within  50  ft.  of  the  roof  of  a  neighboring  three 
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|  story  brick  building  to  the  north ;  four  windows  on  the 
second,  third  and  on  the  fourth  story  in  the  east  wall  of 
the  building  within  50  ft.  of  the  roof  of  a  one-story  frame 
building  to  the  east  and  six  windows  on  the  second  story  and 
four  windows  on  the  third  and  on  the  fourth  stories  of  the 
building  within  50  ft.  of  the  roof  of  a  one-story  building  to 
the  west;  and 

Whereas,  appellant  contends  that  the  buildings  forming 
the  exposures  and  the  building  in  question  are  parts  of  one 
plant ;  that  the  building  in  question  is  protected  with  a  two- 
.  source  sprinkler  system,  and  that  the  buildings  forming  the 
exposures  to  the  north  and  to  the  west  are  also  protected 
with  sprinkler  systems ;  and 
Whereas,  no  one  appeared  when  this  case  was  called. 
Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 

488-30- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  The  Heil  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

;  PREMISES  AFFECTED — 30-11  Starr  avenue,  northeast 
corner  of  31st  place,  Long  Island  City,  Borough  of 
Queens. 

:  APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(488-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  The  Heil  Co.,  lessee,  filed,  July  11,  1930,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  30-11  Starr  avenue,  northeast  corner  of 
31st  place,  Long  Island  City,  Borough  of  Queens;  and 
!  Whereas,  the  order  of  the  fire  commissioner,  dated 
•  May  7,  1929  (Order  No.  23660-LC),  reads: 

“You  are  herewith  notified  that  an  inspection  of  the 
above  premises  used  as  a  motor  repair  shop  shows  that 
the  following  must  be  done  before  the  permit  requested 
by  you  can  be  issued : 

FORTHWITH : 

“4  Provide  an  enclosure  of  approved  fire-retarding 
material  about  space  where  open  flame  is  used,  separating 
same  from  remainder  of  building,  with  self-closing,  fire- 
retarding  door.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  28,  1930,  reads : 

“In  reply  to  your  letter  of  recent  date,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
the  requirements  of  Item  4  of  Order  23660-LC,  reading 
as  follows: 

“  ‘Provide  enclosure  of  approved  fire-retarding  mate¬ 
rial  about  space  where  open  flame  is  used,  separating 
same  from  remainder  of  building,  with  self-closing,  fire- 
retarding  door.’ 

“and  that  you  are  unable  to  do  so  due  to  the  fact  that 
the  Board  of  Standards  and  Appeals  will  not  accept  an 
appeal  for  the  reason  that  the  time  limit,  twenty  days, 
had  elapsed  and  request  dismissal  and  reissuance  of  the 
above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  one  story  in  height, 


50  ft.  by  292  ft.  in  area;  OCCUPIED  for  repairing  auto 
bodies,  twenty-five  persons ;  and 

Whereas,  appellant  contends  that  the  building  is  fire¬ 
proof,  open  on  all  sides,  equipped  with  a  sprinkler  system 
fed  from  a  50,000-gallon  gravity  tank  (on  the  roof  of  a 
six-story  building  located  across  the  street),  and  that  the 
work  done  in  the  premises  is  of  such  a  nature  that  the 
machinery  used  could  not  be  confined  to  any  particular  por¬ 
tion  of  the  building. 

Resolved,  that  the  order  and  decision  of  the  fire  com¬ 
missioner  be  and  they  hereby  are  modified,  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  two  door¬ 
way  openings  be  provided  on  the  31st  place  side  of  the  build¬ 
ing,  so  as  to  be  halfway  'between  the  two  doors  on  the 
northerly  side,  and  between  the  door  and  Starr  avenue  on 
the  northerly  side,  of  the  same  size  and  construction  as 
those  opening  to  the  open  yard ;  that  the  forge  shall  be  en¬ 
closed  in  a  fireproof  enclosure  and  all  work  performed  in  con¬ 
nection  with  the  forge  shall  be  done  inside  this  fireproof  en¬ 
closure  and  that  the  building  shall  not  be  increased  in  height 
or  area. 


334-30-A. 

APPELLANT — Armory  Board,  for  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 117-125  West  14th  street  and 
118-128  West  15th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Charles  C.  Carroll  and  Lawrence 
Meehan. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(334-30-A) 

Whereas,  Gus  J.  Paul,  secretary  of  Armory  Board,  for 
City  of  New  York,  owner,  filed.  May  16,  1930,  an  appeal 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
117-125  West  14th  street  and  118-128  West  15th  street,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  9,  1930  (Plan  No.  3864-28),  reads: 

“1.  A  storage  garage  may  not  be  situated  within  20 
feet  of  the  nearest  wall  of  a  building  occupied  as  a 
theatre,  or  other  place  of  public  amusement  or  assembly 
(Armory).  Sec.  151,  subdivision  E  of  Art.  II,  Ch.  10, 
C.  of  O.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  (60 
ft.)  in  height,  224  ft.  9J4  in.  frontage  on  14th  street,  ex¬ 
tending  206  ft.  6  in.  through  the  block,  with  220  ft.  frontage 
on  15th  street;  OCCUPIED  as  a  state  armory:  cellar,  rifle 
range,  20  persons;  1st  story,  drill  floor,  500  persons;  upper 
stories,  offices  and  locker  rooms.  20  persons  each  story; 
located  within  an  unrestricted  district :  the  14th  Street 
Theatre  building  adjoins  the  armory  building  on  the  east 
side ;  and 

Whereas,  the  appellant  proposes  to  remove  an  existing 
550-gallon  gasoline  tank  and  pump  from  the  front  area  way 
on  14th  street;  to  bury  a  new  550-gallon  gasoline  tank  2  ft. 
below  the  cellar  floor  and  install  a  pump  on  the  drill  floor, 
solely  for  the  use  of  armv  trucks,  transports  and  tanks  under 
armv  regulations  for  military  purposes :  and 

Whereas,  the  appellant  claims  the  new  tank  will  be  pro¬ 
tected  by  two  4  ft  brick  piers,  one  at  each  end,  in  addition 
to  the  concrete  required  by  regulations;  furthermore,  the 
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appellant  contends  that  the  exterior  walls  are  2  ft.  thick  “Your  request  to  rescind  and  reissue  order  No.  75224- 

and  the  new  tank  will  be  located  at  least  90  ft.  from  the  F  is  denied.’’: 


theatre  building  adjoining  at  east. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted  cm  condition  that  the  gasoline  pump  will  be  of 
an  approved  type  and  will  be  moved  to  a  point  17  ft.  west 
of  the  westerly  jamb  of  east  doorway  on  15th  street  side 
and  4-inch  terra  cotta  partition  erected'  separating  the  pump 
entirely  from  the  adjoining  seats  at  west;  that  a  ventilating 
duct,  size  12  in.  by  12  in.,  will  be  installed  at  rear  of  pump 
and  close  to  floor  leading  and  opening  out  of  windows  on 
machine  shop  floor  above  at  alest  15  ft.  above  drill  floor; 
ventilating  duct  will  be  equipped  with  a  sparkproof  electric 
motor  and  fan ;  that  the  wood  partition  enclosing  northwest 
stairway  drill  floor  leading  to  cellar  will  be  removed  and  a 
4-inch  terra  cotta  partition  with  self-closing  fireproof  door 
will  be  erected ;  that  at  a  point  in  west  passage  between 
magazine  and  gas  boilers  a  4-inch  terra  cotta  partition  with 
self-closing  fireproof  door  will  be  erected  from  cellar  floor 
to  ceiling;  that  the  doors  leading  to  boiler  room  from 
passage  on  north  side  of  boiler  room  and  east  side  of  boiler 
room  will  be  sealed  with  at  least  4-inch  terra  cotta  blocks; 
that  the  partition  enclosing  stairway  from  first  floor  leading 
to  passage  outside  of  boiler  room  will  be  removed  and  a 
4-inch  terra  cotta  partition  with  self-closing  fireproof  door 
will  be  installed;  that  a  self-closing  fireproof  door  will  be 
installed  at  south  end  of  passage  outside  the  boiler  room 
that  leads  to  area,  14th  street  side;  that  an  8-inch  brick 
wall  will  be  erected  from  floor  of  cellar  to  ceiling  from 
brick  pier  to  brick  pier  enclosing  space  into  which  the 
storage  tank  will  be  placed. 


460-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Century  Holding  Co.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 25-33  West  45th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(460-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Century  Holding  Co.,  owner,  filed,  June  27,  1930, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  25-33  West  45th  street,  Borough 
of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  6,  1930  (Order  No.  7522 1-F),  reads: 

1.  Replace  plain  glass  panels  in  windows  opening 
on  west  and  north  sides  of  building  with  wired  glass 
panels,  Sec.  375,  Ch.  5,  Code  of  Ordinances.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  7,  1930,  reads: 

“This  will  reply  to  your  letter  of  June  4th,  1930,  in 
which  you  state  you  have  been  retained  by  the  owners 
to  file  an  appeal  with  the  Board  of  Standards  and  Ap¬ 
peals  in  connection  with  order  No.  75224-F,  that  the 
Board  has  refused  to  accept  the  case  due  to  the  fact 
that  more  than  twenty  days  have  elapsed  since  the  issu¬ 
ance  of  the  order,  requesting  rescindment  and  reissuance 
of  same  of  a  later  date. 


\Y  hereas,  the  building  is  fireproof,  sixteen  stories  and 
pent  house  in  height,  100  ft.  by  100  ft.  5  in.  in  area;  OCCU¬ 
PIED:  cellar,  boiler  room  and  storage,  3  persons;  1st  story, 
stores,  5  persons ;  2nd  story,  offices,  25  persons ;  3rd  story, 
offices,  20  persons ;  4th  story,  commercial  photographer  and 
offices,  15  persons;  5th  story,  offices,  2  persons;  6th  story, 
offices,  36  persons ;  7th  story,  offices,  30  persons ;  8th  story, 
offices,  22  persons;  9th  story,  offices,  80  persons;  10th  story, 

vacant  at  present;  11th  story,  offices,  60  persons;  12th  story, 

offices,  7  persons;  13th  story,  offices,  14  persons;  14th  story, 

commercial  photographer  and  offices,  40  persons ;  15th  story, 

offices,  40  persons ;  16th  story,  offices,  16  persons ;  pent 
house,  artist  studio,  2  persons;  and 

W hereas,  appellant  contends  that  the  windows  in  ques¬ 
tion,  in  the  west  wall,  consist  of  one  window  on  the  fourth 
and  on  the  fifth  stories,  two  on  the  sixth,  one  on  the  seventh, 
four  on  the  eighth,  one  on  the  ninth,  two  on  the  tenth,  one 
on  the  eleventh  and  on  the  twelfth  stories,  two  on  the 
thirteenth,  three  on  the  fourteenth,  two  on  the  fifeenth  and 
three  on  the  sixteenth  story,  which  are  within  30  ft.  of 
openings  in  or  within  50  ft.  of  the  roof  of  neighboring 
buildings  to  the  west  and  in  the  north  wall;  that  there  are 
two  triple  windows  on  the  fifth  story  within  50  ft.  of  the 
roofs  of  one  and  two-story  extensions  of  buildings  to  the 
north;  appellant  contends,  further,  that  all  of  the  windows 
on  the  course  of  the  fire  escapes  are  now  protected  with 
fireproof  windows  or  fireproof  doors  and  all  windows  on  the 
north  wall  and  the  court  wall  are  also  protected  in  accord¬ 
ance  with  the  requirements  up  to  and  including  the  fourth 
story,  and  all  other  windows  are  metal  frames  and  sash  with 
double  thick  plain  glass  in  same ;  that  the  windows  in  the 
court  of  the  building  forming  the  exposure  to  the  west  are 
fireproof ;  that  said  building  is  provided  with  a  two-source 
sprinkler  system  and  that  the  windows  above  the  fireproof 
roof  of  the  building  forming  the  exposure  to  west  are  metal 
sash  and  frames  with  double  thick  glass. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted,  only  so  far  as  it  affects  the 
windows  in  the  northerly  or  rear  walls,  except  the  windows 
in  walls  of  court;  that  the  order  be  complied  with  in  all 
other  respects;  that  the  building  shall  not  be  increased  in 
height  or  area  and  that  the  present  exposures  shall  remain 
substantially  unchanged  and  that  all  the  windows  on  the 
course  of  the  outside  iron  stairway  shall  be  as  indicated  on 
the  plans  submitted  in  this  appeal. 


BUILDING  ZONE  CASES. 

118-29-BZ. 

APPLICANT— David  J.  Comyns,  substituted  for  William 
F.  Doyle,  for  All  White  Wet  Wash  Laundry  Co., 
Inc.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  6,  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  alteration  and  extension  of  an  existing 
laundry  building  (previously  denied;  remitted  to 
board  for  reconsideration  by  order  of  court). 
PREMISES  AFFECTED— 46  West  98th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  David  J.  Comyns  and  Jacob  M. 
Mandelbaum. 

For  Bureau  of  Buildigns :  Assistant  Engineer 
Samuel  Cohen. 

For  Onnosition:  Sidney  F.  Katz,  Harold  Flatto, 
Ann  Benenson  and  Catherine  G.  Oppenheimer. 
ACTION  OF  BOARD — Laid  over  to  November  25,  1930, 
at  10  a.  m.,  pending  new  determination  by  the  super¬ 
intendent  of  buildings. 
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39-30-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Charles  Bennett, 
owner. 

SUBJECI  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 483-503  Fenimore  street,  north 
side,  100  ft.  west  of  Brooklyn  avenue,  Brooklyn 
, APPEARANCES — 

For  Applicant:  Paul  P.  Brennan. 

For  Opposition:  David  L.  Malbin. 

,  ACTION  OF  BOARD — Laid  over  to  November  25,  1930, 
at  10  a.  m.,  on  request  of  applicant’s  representative! 
Final  disposition. 

321-30-BZ. 

!  APPLICANT — McCooey  &  Conroy,  for  Consolidated  Asso¬ 
ciates,  Inc.,  owner. 

'SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Union 
turnpike  and  Parsons  boulevard,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  P.  Brennan. 

For  Opposition:  Joseph  Katsh  and  Frank  Klein. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1930, 
at  10  a.  m.,  on  request  of  applicant’s  representative. 
Final  disposition. 

272-30-BZ. 

APPLICANT — Irving  M.  Fenichel,  for  Israel  Greenberg, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 440-446  Utica  avenue,  868-884 
Empire  boulevard,  southwest  corner,  and  923-943 
East  New  York  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Gavigan  and  C.  N. 

Fenichel. 

For  Opposition :  None. 

ACTION  OF  BOARD — -Laid  over  to  November  25,  1930, 
at  10  a.  m.,  on  request  of  applicant. 


510-30-BZ. 

APPLICANT — Louis  Allmendinger,  for  Otto  Curth,  owner. 
SUBJECT — Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  sections  7e  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  of  an  additional  story  on  an  existing  garage 
for.  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 63-71  Saratoga  avenue  and  832- 
840  Macon  street,  southeast  corner,  Brooklyn. 
\PPEARANCES — 

For  Applicant :  Louis  Allmendinger  and  Otto  Curth. 
For  Opposition:  None. 

\CTION  OF  BOARD — Application  for  preferential  hear¬ 
ing  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative 
Absent  . 


1154-25-BZ. 

A1  1  LI  CANT — Gardiner  Conroy,  for  Fogel-Hirsh  Building 
Co.,  Inc.,  owner. 

SUBJEC  I  Application  for  reopening — modification — re 

Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  building  for  business  occu¬ 
pancy  on  the  first  story. 

PREMISES  AFFECTED' — 8502-8512  Bay  parkway,  Brook¬ 
lyn. 

APPEARANCES — 

For  Applicant:  Julius  Hollander. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  for  reopening  denied 

THE  VOTE  TO  REOPEN— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  a 


575-30-BZ. 

API  LICANT  O.  Y.  Leonard,  for  Peter  F.  Reilly,  owner 

SUBJECT — Request  for  preferential  hearing' — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  and,  also,  B  area  district, 
the  omission  of  the  rear  yard  required  by  the  build¬ 
ing  zone  resolution. 

PREMISES  AFFECTED — 497-501  Bergen  street,  north 
side,  160  ft.  east  of  Sixth  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  P.  Brennan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  Calendar  'Call  November  25, 
1930,  at  2  ip.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING — 

Affirmative:  Commissioners  Holland  and  Guil¬ 


foyle  and  Deputy  Chief  McElligott .  3 

Negative:  Temporary  Chairman  Connell .  1 

Absent  .  0 


453-30-BZ. 

APPLICANT— Lauritz  Lauritzen,  for  Industrial  Home  for 
the  Blind,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7a  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  an  addition  to  a  factory  building. 

PREMISES  AFFECTED — 510-520  Gates  avenue,  south 
side,  80  ft.  west  of  Tompkins  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lauritz  Lauritzen. 

For  Opposition :  R.  Jannone. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


155-30-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  John  Sifferlen, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
0  resolution,  to  permit  in  a  business  district  the  erec- 

0  tion  and  maintenance  of  a  gasoline  service  station. 


893 


MINUTES 


PREMISES  AFFECTED— Northwest  corner  of  Rockaway 
boulevard  and  114th  street,  Richmond  Hill,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  E.  C.  Rubenstein. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 


(155-30-BZ) 

Whereas,  Rubenstein  &  Rosling,  for  John  Sifferlen, 
owner,  filed,  February  28,  1930,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  northwest  corner  of  Rockaway  boulevard  and  114th 
street,  Richmond  Hill,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  'board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  November  5,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Rockaway  boulevard  is  in  a  busi¬ 
ness  district;  114th  avenue  is  in  a  residence  district;  114th 
street,  north  of  114th  avenue,  is  in  a  residence  district;  114th 
street,  south  of  Rockaway  boulevard,  is  in  a  residence  dis¬ 
trict,  and  114th  street,  between  114th  avenue  and  Rockaway 
boulevard,  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  30,  1930,  reads : 

“The  creation  or  erection  of  a  gasoline  service  station 
within  a  business  district  is  contrary  to  article  2,  section 
4,  subdivision  a-46.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  149  ft.  on  114th  avenue,  115.78  ft.  on  114th 
street,  171.56  ft.  on  Rockaway  boulevard  and  23.31  ft.  along 
the  west  lot  line,  upon  which  it  is  proposed  to  erect  a  one- 
story  office  and  grease  pit  structure,  35  ft.  by  20  ft.,  irregu¬ 
lar,  in  area,  and  to  install  the  necessary  tanks  and  pumps  for 
a  gasoline  service  station ;  and 
Whereas,  the  board  deemed  that  the  applicant  has  failed 
to  substantiate  his  .basis  of  appeal  brought  under  section  21 
of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 

318-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Maurice  Greenberg, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of~  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 441-451  89th  street  and  8814- 
8824  Fifth  avenue,  northwest  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Edward  L.  Kelly. 

For  Opposition:  Daniel  McNamara,  Jr.,  and  Leonard 
Levinson. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  .  2 

Negative:  Temporary  Chairman  Connell  and 

Deputy  Chief  McElligott .  2 

Absent  .  0 


THE  VOTE  TO  REOPEN  AND  RESCIND  PREVIOUS 


ACTION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(318-30-BZ) 


Whereas,  Edward  L.  Kelly,  for  Maurice  Greenberg, 
owner,  filed,  May  9,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  441-451  89th  street  and  8814-8824 
Fifth  avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  November  5,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fifth  avenue  and  Fourth  avenue 
are  in  a  business  district  and  89th  street  and  88th  street 
are  in  an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  29,  1930  (re  App.  No.  4938-1930),  reads: 

“Proposed  two-story  building  to  be  occupied  as  a 
public  garage  for  more  than  five  motor  vehicles  on 
both  floors,  and  part  of  1st  floor  as  showroom  and 
office,  and  the  greater  part  of  the  building  is  to  be 
located  in  a  business  district  except  7  ft.  3J4  in.  which 
is  in  an  unrestricted  use  district,  is  contrary  to  Art.  2. 
Sec.  4-a  of  the  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  100 
ft.  %  in-  on  Fifth  avenue  and  107.3  ft.  on  89th  street; 
to  be  occupied  as  a  garage  for  the  storage  of  more  than 
five  motor  vehicles ;  and 

Whereas,  the  board  granted  an  application  for  a  garage 
on  the  opposite  corner,  which  application  has  been  upheld 
by  the  courts ;  and 

Whereas,  the  board  deemed  that  the  applicant  has  sub¬ 
stantiated  his  basis  of  appeal  brought  under  sections  7c  and 
21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  use  district  regulations  of  1 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall  be 
not  more  than  two  stories  in  height  and  shall  be  con¬ 
structed  fireproof ;  that  the  frontage  on  Fifth  avenue  for  a 
depth  of  30  ft.  shall  be  confined  to  business  conforming  . 
uses  and  shall  be  separated  from  the  garage  portion  of  the  ' 
building  by  an  unpierced  wall  of  masonry;  that  the  northerly 
wall  shall  be  unpierced  throughout  its  entire  height  and  j 
length;  that  the  front  elevation  on  Fifth  avenue  and  89th 
street  shall  be  of  architectural  terra  cotta  with  face  brick 
or  natural  stone  trim ;  that  all  entrances  to  the  garage  por¬ 
tion  of  the  building  shall  ‘be  from  the  89th  street  frontage 
and  that  the  nearest  entrance  to  Fifth  avenue  shall  be  not 
less  than  35  ft.  westerly  therefrom ;  that  all  advertisements 
of  the  garage  use  shall  be  confined  to  one  projecting  electric 
sign,  located  on  the  89th  street  frontage,  indicating  the 
name  and  title  of  the  business  conducted  on  premises :  that 
all  maintenance  or  sale  of  gasoline  shall  'be  from  inside  of 
the  building  line,  prohibiting  the  use  of  portable  gasoline 
tanks  outs  ide  of  the  building  line ;  that  any  gasoline  storage 
installed  on  the  premises  shall  be  located  not  less  than  75  ft. 
westerly  from  the  Fifth  avenue  ‘building  line;  that  all  per- 
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mits  required  shall  he  obtained  within  six  months  and  any 
work  involved  thereby  completed  within  eighteen  months 
from  the  date  of  this  action. 


958-27-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Elias  Burak,  owner. 

SUBJECT^ — Application  for  reopening — modification — re 

Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7e  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station. 

PREMISES  AFFECTED — 509  Leonard  street  and  285-295 
Driggs  avenue,  southwest  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant:  W.  R.  Hauhauser. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(958-27-BZ) 

Whereas,  Henry  J.  Nurick,  for  Elias  Burak,  owner,  filed, 
August  27,  1927,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles  and,  also,  a  gasoline  service  station ;  premises 
509  Leonard  street  and  285-295  Driggs  avenue,  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  'board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  20,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Leonard  street  is  in  a  business, 
residence  and  unrestricted  district ;  Driggs  avenue  is  in  a 
business  and  residence  district,  and  Manhattan  avenue  is  in 
a  business  and  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  15,  1927  (re  Applic.  No.  10617-27),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art. 
II,  Sec.  4(a),  subdivisions  15  and  46. 

“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  and  the  installation  of  a  gasoline  service  sta¬ 
tion  in  a  business  district.” ; 
and 

Whereas,  it  is  proposed  to  erect  a  large  structure,  bury 
four  550-gallon  tanks  and  erect  two  pumps  for  the  purpose 
of  conducting  a  garage  for  more  than  five  cars  and,  also, 
a  gasoline  service  station  within  a  business  district;  and 
Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  section  7,  subdivision  e,  and  that 
this  board  did  grant  a  permit  for  a  garage  on  this  same 
street  front  under  this  same  rule  of  exception  and  that 
applicant  was  entitled  to  relief  under  section  21  in  view  of 
the  contiguous  and  abutting  non-conforming  uses ;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  20,  1928,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  conditions  as  to  door 
in  wall. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  appliction  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  'be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  exceed  a  height  of  one  story  above  grade; 
that  the  roof  shall  'be  of  flat  design  and  construction ;  that 
the  westerly  and  southerly  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length,  except  for  one 
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doorway  opening  in  the  southerly  gable  wall  approximately 
8  ft.  6  in.  by  9  ft.  in  area,  equipped  on  'both  sides  with  self- 
closing  fireproof  door ;  that  the  vehicular  entrance  shall  be 
limited  to  the  Leonard  street  front;  that  there  shall  be  no 
doorway  on  the  Driggs  avenue  front  exceeding  a  width  of 
3  ft.  8  in. ;  that  the  elevations  on  the  street  fronts  shall  be 
finished  with  face  brick  with  architectural  terra  cotta  or 
stone  trimmings  substantially  in  accordance  with  plans  and 
elevations  filed  in  this  application ;  that  there  shall  be  no 
advertising  or  signs  displayed  other  than  one  projecting 
electric  sign,  indicating  the  name  and  title  of  business  con¬ 
ducted  on  the  premises,  and  that  any  permits  required  shall 
be  obtained  within  six  months  and  all  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action. 


759-28-BZ. 

APPLICANT — De  Young  &  Moscowitz,  for  William  T. 
Browne  and  Susan  Browne,  owners. 

SUBJECT— Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7e  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 157-159  West  83rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Donald  K.  Morrison. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  iGuilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  q 


THE  RESOLUTION— 

(759-28-BZ) 

Whereas,  De  Young  &  Moscowitz,  for  William  T. 
Browne  and  Susan  Browne,  owners,  filed,  October  1,  1928,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  premises 
157-159  West  83rd  street,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  12,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  'Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  83rd  street  is  in  a  business 
district;  West  84th  street  is  in  a  residence  district;  Amster¬ 
dam  avenue  is  in  a  business  district,  and  Columbus  avenue 
is  in  a  business  district ;  and 
Whereas,  the  deciion  of  the  superintendent  of  buildings, 
rendered  October  1,  1928  (re  Applic.  N.  B.  387-28),  reads: 

“1.  Occupancy  of  proposed  building  is  contrary  to 
the  provisions  of  Sec.  4,  Building  Zone  Resolution. 
Use  as  garage  for  more  than  five  motor  vehicles  is 
contrary  to  the  provisions  of  Article  11,  Sec.  4,  Subd.  15 
of  the  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  five  stories  and  cellar  in  height,  with  a  frontage 
of  59  ft.  3  in.  on  the  first  story  and  a  depth  of  102  ft.  2  in. 
and  92  ft.  2  in.  above ;  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  motor  vehicles;  and 
Whereas,  there  is  undisputed  and  documentary  proof  of 
the  existence  of  garages  in  this  street  prior  to  and  con¬ 
tinuously  in  use  since  the  enactment  of  the  zoning  resolution, 
bringing  the  application  strictly  within  the  purview  of  sec¬ 
tion  7,  subdivision  e ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  12,  1929,  on  certain  conditions,  and  owner, 
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through  his  architect,  Leroy  P.  Ward,  requested  a  modifica¬ 
tion  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  cofidition  that 
the  building  shall  be  constructed  fireproof  throughout ;  that 
the  front  elevation  shall  be  finished  with  light-colored  face 
brick  with  architectural  terra  cotta  or  natural  stone  trim ; 
that  there  shall  'be  an  architectural  'belt  course  at  or  about 
the  second  tier  of  beams ;  that  the  gable  wall  shall  be  un¬ 
pierced  throughout  its  entire  height  and  length ;  that  the 
first  story  floor  level  shall  be  on  the  grade  with  sidewalk; 
that  there  shall  be  no  ramps  incorporated  in  these  premises; 
that  any  opening  in  the  elevator  roof  structure  above  the 
main  roof  shall  be  restricted  to  a  width  not  exceeding  3  ft. ; 
that  there  shall  be  no  portable  gasoline  tanks  operated  or 
maintained  outside  of  the  building  line  of  these  premises ; 
that  any  vehicular  entrance  on  the  front  of  the  building 
shall  be  restricted  to  a  width  of  not  more  than  9  ft.  6  in. 
in  the  clear;  that  the  building  shall  be  constructed  in  ac¬ 
cordance  with  the  requirements  of  the  zoning  resolution  in 
all  respects,  and  that  all  permits  required  shall  be  obtained 
within  nine  months  and  any  work  involved  thereby  shall  be 
completed  within  eighteen  months  from  the  date  of  this 
action — November  5,  1930. 


347-29-BZ. 

APPLICANT: — Samuel  Rosenblum,  for  Infried  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening — modification — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — West  side  of  Sedgwick  avenue, 
150  ft.  south  of  West  167th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened,  modified  and 
time  extended. 

THE  VOTE  TO  REOPEN,  MODIFY  AND  EXTEND 
TIME— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(347-29JBZ) 

Whereas,  Samuel  Rosenblum,  for  Infried  Realty  Corp., 
owner,  filed,  May  21,  1929,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than, 
five  motor  vehicles ;  premises  west  side  of  Sedgwick  avenue, 
150  ft.  south  of  West  167th  street,  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  23,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Sedgwick  avenue  and  Lawrence 
avenue  are  in  a  business  district ;  West  167th  street,  west  of 
Sedgwick  avenue,  is  in  an  unrestricted  district,  and  West 
167th  street,  east  of  Sedgwick  avenue,  is  in  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  6,  1929  (re  Applic.  N.  B.  649-1929),  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ; 

and 


Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  175  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  the] 
storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  the  board  did  make  a  variation  of  the  building] 
zone  resolution  in  a  prior  case  affecting  property  on  the] 
same  street  front  under  section  7e  of  the  building  zone] 
resolution;  and 

Whereas,  the  board  deems  that  this  case  comes  within! 
the  purview  of  section  7e  and  is  further  justified  under  sec-] 
tion  21  of  the  building  zone  resolution  because  of  the  existing! 
contiguous  unrestricted  area;  and 

Whereas,  this  application  was  granted  by  the  board  at  its.' 
meeting,  July  23,  1929,  on  certain  conditions,  and  applicant 
requested  a  modification  of  these  conditions  to  permit  the. 
erection  at  this  time  of  a  one-story  building  and,  also,  for 
an  extension  of  time.  ,J 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that! 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  'height  two  stories  above 
grade,  permitting  the  erection  of  a  one-story  building  at  this 
time;  that  the  gable  wall  shall  be  unpierced  throughout 
its  entire  height  and  length;  that  the  front  elevation  shall, 
be  of  light-colored  face  brick  with  all  openings  trimmed 
with  cut  stone  or  architectural  terra  cotta  architraves,  heads 
and  sills ;  that  the  front  parapet  wall  shall  be  not  less 
than  5  ft.  at  any  point  above  the  roof  level  and  shall  be 
treated  with  pediment  design  over  the  openings  with  turret 
effect  in  the  center ;  there  shall  be  no  advertising  of  any 
nature  or  description  displayed  on  the  exterior  of  this 
building,  other  than  one  projecting  electric  sign,  indicating 
the  name  and  title  of  the  business  conducted  on  the  prem-, 
ises ;  that  no  portable  gasoline  tanks  shall  be  operated  outside 
the  premises;  that  any  ramp  installed  shall  'be  located  noli 
less  than  10  ft.  inside  the  building  line  on  sidewalk  grade; 
that  the  architect  shall  make  a  return  of  the  drawings  to 
this  board  for  approval  in  accordance  with  the  foregoing 
conditions  before  submission  to  the  bureau  of  buildings ; 
that  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  involved  thereby  completed  within 
one  year  from  the  date  of  this  action- — November  5,  1930. 


1148-27-BZ. 


APPLICANT — Joseph  A.  Walsh,  substituted  for  Philip  J. 
Sinnott,  for  Arrowlene,  Inc.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  obtain  permits  and  complete  work — re  Application 
(decision  of  the  fire  commissioner),  under  sections 
7g  and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Franklin 
avenue  and  Atlantic  avenue,  Brooklyn.  1] 

APPEARANCES— 


For  Applicant :  Andrew  S.  Derby. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy  J 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  o 


THE 


THE  RESOLUTION— 

(1148-27-BZ) 

Whereas,  Joseph  A.  Walsh,  substituted  for  Philip  J. , 
Sinnott,  for  Arrowlene,  Inc.,  owner,  filed,  October  25,  1927; ! 
reopened  January  7,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 
denied  under  section  21)  ;  premises  southeast  corner  of 
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Franklin  avenue  and  Atlantic  avenue,  Borough  of  Brook- 
yn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
jy  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  8,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
jone  resolution  show  that  Franklin  avenue  is  in  a  business 
listrict ;  Atlantic  avenue,  east  of  a  point  100  ft.  east  of 
Franklin  avenue,  is  in  an  unrestricted  district;  Atlantic 
ivenue,  west  of  a  point  100  ft.  west  of  Franklin  avenue,  is 
n  an  unrestricted  district ;  Pacific  street,  east  of  a  point  100 
t.  east  of  Franklin  avenue,  is  in  a  residence  district,  and 
Pacific  street,  west  of  a  point  100  ft.  west  of  Franklin  ave- 
jue,  is  in  an  unrestircted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  January  21,  1930  (Applic.  722-30),  reads: 

“Proposed  gasoline  service  station  to  be  located  partly 
in  a  business  use  and  partly  in  an  unrestircted  district 
is  contrary  to  Art.  II,  Sec.  4-a  of  the  Zone  Resolu¬ 
tion.”  ; 
nd 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
frontage  of  106.7  ft.  on  Atlantic  avenue,  60  ft.  on  Franklin 
venue  and  a  distance  of  90  ft.  along  the  south  lot  line,  upon 
vhich  it  is  proposed  to  erect  a  one-story  office,  18  ft.  by  18 
t.  in  area,  grease  racks  and  the  necessary  tanks  and  pumps 
or  a  gasoline  service  station;  an  irregular  area  at  the  east 
nd  of  the  plot  extends  for  a  distance  of  approximately  6  ft. 
ito  the  unrestricted  district ;  the  remainder  of  the  plot  is  in 
ne  business  district ;  and 

Whereas,  the  plot  is  cut  by  two  uses  districts,  the  rear 
ortion  extending  into  the  unrestricted  area  of  Atlantic 
venue;  and 

Whereas,  the  applicant  is  supported  under  the  principle 
f  section  7,  subdivision  g,  by  more  than  80  per  cent  con- 
ents  of  the  area  fixed  and  deemed  affected  and  is  deemed 
fithin  the  application  of  section  7,  subdivision  c;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
leeting,  April  8,  1930,  on  certain  conditions,  and  applicant 
equested  an  extension  of  the  time  limit  imposed. 
Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  dis- 
•ict  regulations  of  the  building  zone  resolution,  and  that 
te  application  be  and  it  hereby  is  granted,  under  the  rule 


of  exception,  section  7,  subdivision  c,  together  with  the 
support  of  80  per  cent  consents  of  the  area  deemed  af¬ 
fected,  on  condition  that  there  shall  be  incorporated  at  the 
building  line  on  both  street  fronts  a  concrete  curbing  not 
less  than  12  in.  in  height  with  not  more  than  one  vehicular 
opening  on  Franklin  avenue  and  not  more  than  two  vehicular 
openings  on  Atlantic  avenue,  no  opening  to  exceed  a  width 
of  10  ft.  in  the  clear;  that  no  gasoline  pump  shall  be  in¬ 
stalled  within  10  ft.  of  the  building  line;  that  the  one-story 
building,  as  indicated  on  the  plans,  shall  be  finished  on  the 
exterior  with  face  brick,  substantially  in  accordance  with  the 
drawings  filed  in  this  appeal,  with  roof  of  Spanish  tile  or 
variegated  slate;  that  any  building  for  auxiliary  use  cus¬ 
tomary  to  the  conduct  of  the  business  operated  on  the  prem¬ 
ises  shall  not  exceed  in  height  one  story,  roofed  and  enclosed 
in  material  of  the  same  design,  color  and  texture  as  the 
office  structure  on  the  premises ;  that  any  advertising  display 
shall  be  restricted  to  the  illuminated  glass  globes  of  the 
gasoline  pumps;  that  there  shall  be  no  portable  gasoline 
pumps  maintained  or  operated  on  the  premises ;  that  all  per¬ 
mits  required  shall  be  obtained  within  six  months  and  any 
work  involved  thereby  completed  within  one  year  from  the 
date  of  this  action — November  5,  1930. 


APPROVAL  OF  PLANS. 

214-29-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  George  C.  Zeiner, 
owner. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
adopted  by  the  board  on  September  30,  1930. 

PREMISES  AFFECTED— 112-118  Crown  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  report  of  engineer; 
report  of  engineer  adopted  and  plans  approved  in 
accordance  therewith. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  q 


Adjourned  3.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  NOVEMBER  5,  1930. 
Present:  Temporary  Chairman  Connell,  Commissioners 
.olland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
*8-30- A 

PPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

OBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED — 383  Fifth  avenue,  Manhattan. 
PPEARANCES — 

For  Appellant :  None. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  on  written  request,  pending  action  of 
board  of  aldermen. 


9-30-A. 

PPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 


SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 181  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  on  written  request,  pending  action  of 
board  of  aldermen. 


140-30-A. 

APPELLANT — J.  Burmeister,  -for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 20  West  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD— Laid  over  to  December  16,  1930, 
at  10  a.  m„  on  written  request,  pending  action  of 
board  of  aldermen. 


ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  on  written  request,  pending  action  of 
board  of  aldermen. 


104-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 386  Fulton  street  and  1-15 
Smith  street,  southeast  corner,  Brooklyn. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  on  written  request,  pending  action  of 
board  of  aldermen. 


328-30-A. 

APPELLANT — Donald  R.  Baldwin,  for  The  Great  Atlantic 
&  Pacific  Tea  Go.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 2306  Decatur  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Donald  R.  Baldwin. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


470-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 

owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 279-283  Broadway  and  57  Reade 
street,  Manhattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  on  written  request,  pending  action  of 
board  of  aldermen. 


177-30- A. 

APPELLANT — Terminal  Warehouse  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 600-602  West  28th  street  and 
269-275  11th  avenue,  southwest  corner,  Manhattan. 
APPEARANCES— 

For  Appellant :  H.  L.  Hopper. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  on  written  request,  pending  action  by 
board  of  aldermen. 


110-30- A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 43-49  West  22nd  street  and  56- 
62  West  23rd  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 


94-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 16-18  East  43rd  street  and  13 
East  42nd  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930. 
at  10  a.  m.,  on  written  request,  pending  action  of 
board  of  aldermen. 


95-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 141  West  42nd  street  and  138- 
142  West  43rd  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  on  written  request,  pending  action  of 
board  of  aldermen. 


150-30-A. 

APPELLANT— Bernard  J.  Gillroy,  for  One  Wall  Street 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1-7  Wall  street,  72-86  Broad¬ 
way  and  1-11  New  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1930, 
at  10  a.  m.  No  appearances. 


369-30- A.  , 

APPELLANT — Thomas  J.  Donovan,  for  Nymco  Holding 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 27-33  West  23rd  street  and  8-12 
West  24th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Charles  Kaufman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1930, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 
Final  disposition.  j 

401-30- A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  'from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 18-16  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  | 

ACTION  OF  BOARD — Appeal  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  0 

'HE  RESOLUTION— 

(401-30-A) 


Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
ommissioner,  affecting  premises  18-16  21st  drive,  Long 
sland  City,  Borough  of  Queens;  and 

j  Whereas,  the  order  of  the  fire  commissioner,  dated 
ieptember  21,  1929,  reads: 

“Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  .building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 
nd 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
.lay  20,  1930,  reads  : 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
\  City,  I  have  to  advise  as  follows  : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there- 
1  fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
,  to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re¬ 
fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  'before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.”; 

nd  ...  .  . 

I  Whereas,  the  building  is  non-fireproof,  two  stories  in 
leight,  20  ft.  6  in.  by  63  ft.  in  area ;  OCCUPIED :  cellar, 
Stoiler  room  and  two-car  garage;  1st  story,  one  family;  2nd 
tory,  two  families;  and 

I  Whereas,  the  appellant  claims  that  the  building  was  con¬ 
ducted  in  accordance  with  plans  approved  by  the  tenement 
ii  louse  commissioner  and  the  superintendent  of  buildings,  the 
\  ertificate  of  occupancy  was  issued  by  each  department  at 
j  ompletion  of  the  work ;  that  there  is  no  violation  of  section 
»  54,  chapter  10,  code  of  ordinances,  existing  on  the  premises ; 

.  urthermore,  the  appellant  contends  the  order  of  the  fire 
ommissioner  is  a  gross  infringement  on  the  rights  of  the 
Jiwner  and  should  never  have  'been  filed  against  the  property. 
Resolved,  that  the  order  and  decision  of  the  fire  commis- 
ioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
•  nd  it  hereby  is  denied. 

02-30-A. 

APPELLANT — Rickert  Holdirg  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

’REMISES  AFFECTED — 18-18  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES — 

For  Appellant:  C.  T.  Flatto. 


For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  0 

THE  RESOLUTION— 

(402-30- A) 


Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  18-18  21st  drive,  Long 
Island  City,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  21,  1929,  reads : 

“Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  20,  1930,  reads : 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re¬ 
fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  20  ft.  6  in.  by  63  ft.  in  area ;  OCCUPIED :  cellar, 
boiler  room  and  two-car  garage;  1st  story,  one  family;  2nd 
story,  two  families ;  and 

W hereas,  the  appellant  claims  that  the  building  was  con¬ 
structed  in  accordance  with  plans  approved  by  the  tenement 
house  commissioner  and  the  superintendent  of  buildings,  the 
certificate  of  occupancy  was  issued  by  each  department  at 
completion  of  the  work;  that  there  is  no  violation  of  section 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premises ; 
furthermore,  the  appellant  contends  the  order  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


403-30-A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 
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PREMISES  AFFECTED— 18-22  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  0 

THE  RESOLUTION— 

(403-30-A) 


Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  18-22  21st  drive,  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  21,  1929,  reads: 

“Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  20,  1930,  reads : 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re¬ 
fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.” ; 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  in, 
height,  20  ft.  6  in.  by  63  ft.  in  area;  OCCUPIED:  cellar, 
boiler  room  and  two-car  garage ;  1st  story,  one  family ;  2nd 
story,  two  families ;  and 

Whereas,  the  appellant  claims  that  the  building  was  con¬ 
structed  in  accordance  with  plans  approved  by  the  tenement 
house  commissioner  and  the  superintendent  of  buildings,  the 
certificate  of  occupancy  was  issued  by  each  department  at 
completion  of  the  work ;  that  there  is  no  violation  of  section 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premises; 
furthermore,  the  appellant  contends  the  order  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


404-30-A 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  th< 
fire  commissioner. 

PREMISES  AFFECTED — 18-24  21st  drive,  Long  Islam 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  ] 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli-  J 

gott  .  £ 

Absent  .  ( 

THE  RESOLUTION— 

(404-30-A) 

Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18 
1930,  an  anneal  from  an  order  and  a  decision  of  the  fin 
commissioner,  affecting  premises  18-24  21st  drive,  Lon^ 
Island  City,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  datec 
September  21,  1929,  reads : 

“Remove  all  automobiles,  with  gasoline  in  the  fue 
tanks,  from  the  premises,  and  discontinue  the  furtheij 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N  Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  twe 
families.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendem 
May  20,  1930,  reads: 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  tes 
case  before  the  Board  of  Standards  and  Appeals,  rela 
tive  to  property  located  at  18-28  21st  Drive,  Long  Islanc,: 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appea 
before  the  Board  of  Standards  and  Appeals  and,  there 
fore,  cannot  pick  any  particular  case  and  present  it  t( 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presentee 
to  the  Board  of  Standards  and  Appeals  for  their  con 
sideration. 

“On  Oct.  3 1st,  1929,  we  stated  our  position  ve.rj 
clearly  to  you  in  which  we  advised  that  we  had  n< 
particular  interest  in  any  of  these  properties  and  re^ 
fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  saic 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify) 
this  Department  so  that  no  further  action  will  be  taker 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  ir 
height,  20  ft.  6  in.  by  63  ft.  in  area ;  OCCUPIED :  cellar 
boiler  room  and  two-car  garage  j.  1st  story,  one  family;  2nc 
story,  two  families ;  and 

Whereas,  the  appellant  claims  that  the  building  was  con¬ 
structed  in  accordance  with  plans  approved  by  the  tenement 
house  commissioner  and  the  superintendent  of  buildings,  thej 
certificate  of  occupancy  was  issued  by  each  department  alj 
completion  of  the  work ;  that  there  is  no  violation  of  sectior 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premises; 
furthermore,  the  appellant  contends  the  order  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property 
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Resolved,  that  the  order  and  decision  of  the  fire  commis- 
ner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
1  it  hereby  is  denied. 


i-30-A. 

’PELL ANT — Rickert  Holding  Corp.,  owner. 

'BJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

1EMISES  AFFECTED — 18-26  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

’PEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

!TION  OF  BOARD — Appeal  denied. 

IE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  0 


IE  RESOLUTION— 

(405-30-A) 

Vhereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
0,  an  appeal  from  an  order  and  a  decision  of  the  fire 
hmissioner,  affecting  premises  18-26  21st  drive,  Long 
ind  City,  Borough  of  Queens ;  and 

Vhereas,  the  order  of  the  fire  commissioner,  dated 
Member  21,  1929,  reads: 

1  “Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
1  that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families." ; 

Vhereas,  the  decision  of  the  fire  commissioner,  rendered 
jy  20,  1930,  reads: 

1  “In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
■  case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re¬ 
fused  to  determine  which  case  you  would  bring  before 
:  the  Board  of  Standards  and  Appeals, 
f  “If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
i  against  that  particular  case.  If  all  of  these  cases  are 
?  included  in  the  one  appeal,  also  please  notify  us  to  that 
effect."; 

Vhereas,  the  building  is  non-fireproof,  two  stories  in 
:ht,  20  ft.  6  in.  by  63  ft.  in  area;  OCCUPIED:  cellar, 
er  room  and  two-car  garage ;  1st  story,  one  family  ;  2nd 
y,  two  families;  and 

Vhereas,  the  appellant  claims  that  the  building  was  con- 
cted  in  accordance  with  plans  approved  by  the  tenement 
-;e  commissioner  and  the  superintendent  of  buildings,  the 
ificate  of  occupancy  was  issued  by  each  department  at 
pletion  of  the  work;  that  there  is  no  violation  of  section 


154,  chapter  10,  code  of  ordinances,  existing  on  the  premises ; 
furthermore,  the  appellant  contends  the  order  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


406-30- A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECI — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 18-28  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  l 

Negative  :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  q 

THE  RESOLUTION— 

(406-30-A) 


Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  18-28  21st  drive,  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  21,  1929,  reads: 

“Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  20,  1930,  reads : 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re¬ 
fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  20  ft.  6  in.  by  63  ft.  in  area;  OCCUPIED:  cellar, 
boiler  room  and  two-car  garage;  1st  story,  one  family;  2nd 
story,  two  families ;  and 

Whereas,  the  appellant  claims  that  the  building  was  con¬ 
structed  in  accordance  with  plans  approved  by  the  tenement 
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house  commissioner  and  the  superintendent  of  buildings,  the 
certificate  of  occupancy  was  issued  by  each  department  at 
completion  of  the  work ;  that  there  is  no  violation  of  section 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premises ; 
furthermore,  the  appellant  contends  the  order  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


407-30- A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 18-32  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  . - .  3 

Absent  .  0 

THE  RESOLUTION— 

(407-30-A) 


Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  18-32  21st  drive,  Long 
Island  City,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  21,  1929,  reads: 

“Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  20,  1930,  reads : 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re¬ 
fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  20  ft.  6  in.  by  63  ft.  in  area;  OCCUPIED:  cellar, 


boiler  room  and  two-car  garage;  1st  story,  one  family;  2i 
story,  two  families ;  and 

Whereas,  the  appellant  claims  that  the  building  was  co 
structed  in  accordance  with  plans  approved  by  the  tcneme 
house  commissioner  and  the  superintendent  of  buildings,  til 
certificate  of  occupancy'  was  issued  by  each  department  ( 
completion  of  the  work;  that  there  is  no  violation  of  secti< 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premise- 
furthermore,  the  appellant  contends  the  order  of  the  fi 
commissioner  is  a  gross  infringement  on  the  rights  of  til 
owner  and  should  never  have  been  filed  against  the  properti 

Resolved,  that  the  order  and  decision  of  the  fire  comma 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  1 
and  it  hereby  is  denied. 

408-30-A. 

APPELLANT— Rickert  Holding  Corp.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  tj 
fire  commissioner. 

PREMISES  AFFECTED— 18-36  21st  drive,  Long  Isla: 

City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle . 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  . 

Absent  . 

THE  RESOLUTION— 

(408-30-A) 

Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  : 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fi 
commissioner,  affecting  premises  18-36  21st  drive,  La 
Island  City,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dat 
September  21,  1929,  reads : 

“Remove  all  automobiles,  with  gasoline  in  the  ft 
tanks,  from  the  premises,  and  discontinue  the  furth 
storage  of  automobiles  on  said  premises,  for  the  reas1 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.’ 
provides  that  a  permit  shall  not  be  issued  for  a  gara 
in  a  building  occupied  as  a  dwelling  by  more  than  ti 
families.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  render 
May  20,  1930,  reads : 

“In  reply  to  your  letter  of  May  9th,  in  which  y 
ask  this  Department  to  pick  out  a  case  to  make  a  ti 
case  before  the  Board  of  Standards  and  Appeals,  re! 
tive  to  property  located  at  18-28  21st  Drive,  Long  Isla 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  app< 
before  the  Board  of  Standards  and  Appeals  and,  thei 
fore,  cannot  pick  any  particular  case  and  present  it 
the  Board  of  Standards  and  Appeals.  You  are  the  o 
who  is  to  make  the  appeal.  It  is  for  you  to  determi 
which  case  you  will  select  for  the  one  to  be  present 
to  the  Board  of  Standards  and  Appeals  for  their  cc 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  vei 
clearly  to  you  in  which  we  advised  that  we  had 
particular  interest  in  any  of  these  properties  and  i 
fused  to  determine  which  case  you  would  bring  befc 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  s< 
before,  it  is  for  you  to  determine  which  one  of  tlw 
cases  you  will  present  before  the  Board,  and  then  noti 
this  Department  so  that  no  further  action  will  be  tak 
against  that  particular  case.  If  all  of  these  cases  a 
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included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.”; 

nd 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
eight,  20  ft.  6  in.  by  63  ft.  in  area ;  OCCUPIED :  cellar, 
oiler  room  and  two-car  garage;  1st  story,  one  family;  2nd 
tory,  two  families;  and 

Whereas,  the  appellant  claims  that  the  building  was  con- 
tructed  in  accordance  with  plans  approved  by  the  tenement 
ouse  commissioner  and  the  superintendent  of  buildings,  the 
ertificate  of  occupancy  was  issued  by  each  department  at 
ompletion  of  the  work ;  that  there  is  no  violation  of  section 
54,  chapter  10,  code  of  ordinances,  existing  on  the  premises ; 
orthermore,  the  appellant  contends  the  order  of  the  fire 
ommissioner  is  a  gross  infringement  on  the  rights  of  the 
wner  and  should  never  have  been  filed  against  the  property. 
Resolved,  that  the  order  and  decision  of  the  fire  commis- 
ioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
nd  it  hereby  is  denied. 

19-30-A. 

PPELLANT — Rickert  Holding  Corp.,  owner. 

UBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

REMISES  AFFECTED — 18-38  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

PPEARANCES — 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD— Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  0 

HE  RESOLUTION— 

(409-30-A) 

Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
30,  an  appeal  from  an  order  and  a  decision  of  the  fire 
:mmissioner,  affecting  premises  18-38  21st  drive,  Long 

land  City,  Borough  of  Queens ;  and 

■Whereas,  the  order  of  the  fire  commissioner,  dated 

iptember  21,  1929,  reads : 

‘‘Remove  all  automobiles,  with  gasoline  in  the  fuel 
1  tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 
d 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
ay  20,  1930,  reads: 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re- 
1  fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
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cases  you  will  present  before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.”; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  20  ft.  6  in.  by  63  ft.  in  area;  OCCUPIED:  cellar, 
boiler  room  and  two-car  garage;  1st  story,  one  family;  2nd 
story,  two  families;  and 

Whereas,  the  appellant  claims  that  the  building  was  con¬ 
structed  in  accordance  with  plans  approved  by  the  tenement 
house  commissioner  and  the  superintendent  of  buildings,  the 
certificate  of  occupancy  was  issued  by  each  department  at 
completion  of  the  work ;  that  there  is  no  violation  of  section 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premises; 
furthermore,  the  appellant  contends  the  order  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


410-30-A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 
SUBJECT— .Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 18-40  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  x 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  q 

THE  RESOLUTION— 

(410-30-A) 

Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  18-40  21st  drive,  Long 

Island  City,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

September  21,  1929,  reads: 

“Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families.”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  20,  1930,  reads: 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re- 
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fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  20  ft.  6  in.  by  63  ft.  in  area ;  OCCUPIED :  cellar, 
boiler  room  and  two-car  garage ;  1st  story,  one  family ;  2nd 
story,  two  families ;  and 

Whereas,  the  appellant  claims  that  the  building  was  con¬ 
structed  in  accordance  with  plans  approved  by  the  tenement 
house  commissioner  and  the  superintendent  of  buildings,  the 
certificate  of  occupancy  was  issued  by  each  department  at 
completion  of  the  work;  that  there  is  no  violation  of  section 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premises ; 
furthermore,  the  appellant  contends  the  order  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


411-30- A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 18-44  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3. 

Absent  .  0 

THE  RESOLUTION— 

(411-30-A) 


Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  18-44  21st  drive,  Long 
Island  City,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
September  21,  1929,  reads : 

“Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  20,  1930,  reads : 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 


“On  Oct.  31st,  1929,  we  stated  our  position  ver 
clearly  to  you  in  which  we  advised  that  we  had  n 
particular  interest  in  any  of  these  properties  and  re 
fused  to  determine  which  case  you  would  bring  befor 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  sai 
before,  it  is  for  you  to  determine  which  one  of  thes, 
cases  you  will  present  before  the  Board,  and  then  notif; 
this  Department  so  that  no  further  action  will  be  take 
against  that  particular  case.  If  all  of  these  cases  ar 
included  in  the  one  appeal,  also  please  notify  us  to  tha 
effect.”; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  ii 
height,  20  ft.  6  in.  by  63  ft.  in  area;  OCCUPIED:  cellar 
boiler  room  and  two-car  garage;  1st  story,  one  family;  2m 
story,  two  families;  and 

Whereas,  the  appellant  claims  that  the  building  was  con 
structed  in  accordance  with  plans  approved  by  the  Unemem. 
house  commissioner  and  the  superintendent  of  buildings,  th» 
certificate  of  occupancy  was  issued  by  each  department  a 
completion  of  the  work;  that  there  is  no  violation  of  sectioi 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premises 
furthermore,  the  appellant  contends  the  order  of  the  firl 
commissioner  is  a  gross  infringement  on  the  rights  of  thi 
owner  and  should  never  have  been  filed  against  the  property 
Resolved,  that  the  order  and  decision  of  the  fire  commis 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  b( 
and  it  hereby  is  denied. 

412-30-A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  thi 
fire  commissioner. 

PREMISES  AFFECTED — 18-46  21st  drive,  Long  Islam 
City,  Borough  of  Queens.  J 

APPEARANCES— 

For  Appellant :  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de 
partment.  J 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  ] 

Negative:  Temporary  Chairman  Connell,  Com-  J 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  d 

Absent  .  ( 

THE  RESOLUTION— 

(412-30-A) 

Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18 
1930,  an  appeal  from  an  order  and  a  decision  of  the  firt 
commissioner,  affecting  premises  18-46  21st  drive,  Long 
Island  City,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
September  21,  1929,  reads : 

“Remove  all  automobiles,  with  gasoline  in  the  fueli 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N  Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  20,  1930,  reads : 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
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who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
j  clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re¬ 
fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notifv  us  to  that 
effect.”; 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  20  ft.  6  in.  by  63  ft.  in  area ;  OCCUPIED :  cellar, 
boiler  room  and  two-car  garage;  1st  story,  one  family;  2nd 
story,  two  families ;  and 

|  Whereas,  the  appellant  claims  that  the  building  was  con¬ 
structed  in  accordance  with  plans  approved  by  the  tenement 
house  commissioner  and  the  superintendent  of  buildings,  the 
,  certificate  of  occupancy  was  issued  by  each  department  at 
completion  of  the  work ;  that  there  is  no  violation  of  section 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premises ; 

\  furthermore,  the  appellant  contends  the  order  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property. 

.  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 

413-30-A. 

APPELLANT — Rickert  Holding  Corp  .,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 18-43  21st  drive,  Long  Island 
City.  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative :  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  0 

THE  RESOLUTION— 


Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  18-48  21st  drive,  Long 
Island  City,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
September  21,  1929,  reads: 

“Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
|  provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a  building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 
aid 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 
vlay  20.  1930.  reads: 

“In  reply  to  your  letter  of  May  9th,  in  which  yog 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Roard  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows : 

“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 


fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

‘  On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re¬ 
fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify 
this.  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.”; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  20  ft.  6  in.  by  63  ft.  in  area;  OCCUPIED:  cellar, 
boiler  room  and  two-car  garage;  1st  story,  one  family;  2nd 
story,  two  families;  and 

\\  hereas,  the  appellant  claims  that  the  building  was  con¬ 
structed  in  accordance  with  plans  approved  by  the  tenement 
house  commissioner  and  the  superintendent  of  buildings,  the 
certificate  of  occupancy  was  issued  by  each  department  at 
completion  of  the  work ;  that  there  is  no  violation  of  section 
1 54,  chapter  10,  code  of  ordinances,  existing  on  the  premises ; 
furthermore,  the  appellant  contends  the  order  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property. 

Resolved,  that  the  order  and  decision  of  tKe  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


414-30- A. 

APPELLANT — Rickert  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner 

PREMISES  AFFECTED— 18-52  21st  drive,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  C.  T.  Flatto. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  l 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli- 

gott  .  3 

Absent  .  q 

THE  RESOLUTION— 

(414-30-A) 

Whereas,  Rickert  Holding  Corp.,  owner,  filed,  June  18, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  18-52  21st  drive,  Long 

Island  City,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 

September  21,  1929,  reads: 

“Remove  all  automobiles,  with  gasoline  in  the  fuel 
tanks,  from  the  premises,  and  discontinue  the  further 
storage  of  automobiles  on  said  premises,  for  the  reason 
that  Section  154,  Chapter  10,  Code  of  Ordinances,  N.Y., 
provides  that  a  permit  shall  not  be  issued  for  a  garage 
in  a.  building  occupied  as  a  dwelling  by  more  than  two 
families.” ; 

and 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  20,  1930,  reads:  » 

“In  reply  to  your  letter  of  May  9th,  in  which  you 
ask  this  Department  to  pick  out  a  case  to  make  a  test 
case  before  the  Board  of  Standards  and  Appeals,  rela¬ 
tive  to  property  located  at  18-28  21st  Drive,  Long  Island 
City,  I  have  to  advise  as  follows: 
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“This  department  does  not  wish  to  make  an  appeal 
before  the  Board  of  Standards  and  Appeals  and,  there¬ 
fore,  cannot  pick  any  particular  case  and  present  it  to 
the  Board  of  Standards  and  Appeals.  You  are  the  one 
who  is  to  make  the  appeal.  It  is  for  you  to  determine 
which  case  you  will  select  for  the  one  to  be  presented 
to  the  Board  of  Standards  and  Appeals  for  their  con¬ 
sideration. 

“On  Oct.  31st,  1929,  we  stated  our  position  very 
clearly  to  you  in  which  we  advised  that  we  had  no 
particular  interest  in  any  of  these  properties  and  re¬ 
fused  to  determine  which  case  you  would  bring  before 
the  Board  of  Standards  and  Appeals. 

“If  you  are  representing  all  of  these  cases,  as  I  said 
before,  it  is  for  you  to  determine  which  one  of  these 
cases  you  will  present  before  the  Board,  and  then  notify 
this  Department  so  that  no  further  action  will  be  taken 
against  that  particular  case.  If  all  of  these  cases  are 
included  in  the  one  appeal,  also  please  notify  us  to  that 
effect.”; 

and 

Whereas,  the  building  is  non-fireproof,  two  stones  in 
height,  20  ft.  6  in.  by  63  ft.  in  area;  OCCUPIED:  cellar, 
boiler  room  and  two-car  garage;  1st  story,  one  family;  2nd 
story,  two  families ;  and 

Whereas,  the  appellant  claims  that  the  building  was  con¬ 
structed  in  accordance  with  plans  approved  by  the  tenement 
house  commissioner  and  the  superintendent  of  buildings,  the 
certificate  of  occupancy  was  issued  by  each  department  at 
completion  of  the  work ;  that  there  is  no  violation  of  section 
154,  chapter  10,  code  of  ordinances,  existing  on  the  premises ; 
furthermore,  the  appellant  contends  the  order  _  of  the  fire 
commissioner  is  a  gross  infringement  on  the  rights  of  the 
owner  and  should  never  have  been  filed  against  the  property. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied . 


BUILDING  ZONE  CASES. 

304-30-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Katherine  Alberti, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 50  Downing  street  and  214-218 
West  Houston  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Edward  P.  Doyle,  Frank  Alberti  and 
Vincent  C.  Pepps. 

For  Opposition :  S.  D.  Cohen  and  M.  L.  Wolf. 
ACTION  OF  BOARD — Laid  over  to  November  25,  1930, 
at  10  a.  m.,  for  inspection  and  report  by  a  committee 
of  board. 


565-29-BZ. 

APPLICANT — Morania  Sales  Co.,  for  Relton  Holding 
Corp.,  owner. 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 226-02  to  226-08  Merrick  'boule¬ 
vard  and  134-11  226th  street,  southeast  corner, 
Laurelton,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  E.  M.  DeCastro. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  November  25,  1930,  at  2  p.  m. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  01 


160-30-BZ. 

APPLICANT — James  J.  Millman,  for  Camen  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station. 

PREMISES  AFFECTED — 676-684  Warwick  street,  878-888 
Livonia  avenue  and  719-729  New  Lots  avenue, 
Brooklyn. 

APPEARANCES — 


For  Applicant:  Arthur  M.  Shorwitz  and  James  J. 
Millman. 

For  Opposition :  Samuel  C.  Ashkenazy. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4| 

Negative  .  0 

Absent  .  0 

THE  VOTE  Tp  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  C 


THE  RESOLUTION— 

(160-30-BZ) 

Whereas,  James  J.  Millman,  for  Camen  Holding  Corp., 
owner,  filed,  March  5,  1930,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles  and,  also,  a  gasoline  service  sta¬ 
tion;  premises  676-684  Warwick  street,  878-888  Livonia 
avenue  and  719-729  New  Lots  avenue,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  5,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Livonia  avenue  is  in  a  business 
district;  New  Lots  avenue  is  in  a  business  district;  War¬ 
wick  street,  north  of  a  point  100  ft.  north  of  Livonia  ave¬ 
nue,  is  in  a  residence  district ;  Warwick  street,  south  of  a 
point  100  ft.  south  of  New  Lots  avenue,  is  in  a  residence 
district;  Warwick  street,  from  a  point  100  ft.  north  of 
Livonia  avenue  to  a  point  100  ft.  south  of  New  Lots  avenue, 
is  in  a  business  district;  Jerome  street,  north  of  a  point 
100  ft.  north  of  Livonia  avenue,  is  in  a  residence  district; 
Jerome  street,  south  of  a  point  100  ft.  south  of  New  Lots 
avenue,  is  in  a  residence  district,  and  Jerome  street,  from 
a  point  100  ft.  north  of  Livonia  avenue  to  a  point  100  ft. 
south  of  New  Lots  avenue,  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  19,  1930  (re  App.  No.  1599-30),  reads: 

“Proposed  public  garage  and  gasoline  selling  station, 
to  be  located  in  a  business  use  district  are  contrary  to. 
Art.  II,  Sec.  4a  of  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  105  ( 
ft.  5  in.  on  New  Lots  avenue,  83  ft.  1  y2  in.  on  Warwick 
street  and  100  ft.  on  Livonia  avenue;  to  be  occupied  as  a 
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isoline  station  and  a  garage  for  the  storage  of  more  than 
'e  motor  vehicles ;  and 

Whereas,  after  an  inspection  of  the  site  the  board  deemed 
at  applicant  was  not  entitled  to  relief  under  section  21  on 
e  grounds  of  unnecessary  hardship  and  practical  diffi- 

lties. 

Resolved ,  that  the  decision  of  the  superintendent  of  build- 
gs  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
d  it  hereby  is  denied. 

5-30-BZ. 

PPLICANT— Joseph  M.  Lonergan,  for  John  M.  Fox, 
owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  occupancy  from  a  paint  shop  to  a  motor 
vehicle  repair  shop. 

DEMISES  AFFECTED — 622  Herkimer  street,  south  side, 
25  ft.  east  of  Schenectady  avenue,  Brooklyn 
3PEARANCES — 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition :  U.  S.  Harrison. 
i_TIOX  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 
iE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . 0 

Absent  .  0 

IE  VOTE  TO  GRANT— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  McElligott .  4 

Negative  . ’  ’  ’  q 

Absent  .  0 

IE  RESOLUTION— 

(375-30-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  John  M.  Fox,  owner, 
d,  June  5,  1930,  an  application,  under  the  building  zone 
olution,  to  permit  in  a  business  district  the  conversion 
:  occupancy  of  a  building  from  a  paint  shop  to  a  motor 
I'icle  repair  shop;  premises  622  Herkimer  street.  Borough 
Brooklyn;  and 
L 


hereas,  a  public  hearing  was  held  on  this  application 
)\  the  board  oi  standards  and  appeals,  at  its  regular  meet- 
o^ii  NoveiIlber  after  due  notice  by  publication  in  the 

u  I  let  in  of  the  Board  of  Standards  and  Appeals;  and 
VV  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Herkimer  street  is  in  a  business 
district ;  Atlantic  avenue  is  in  an  unrestricted  district,  and 
Schenectady  avenue  is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  17,  1930  (re  App.  No.  5771-1930),  reads: 

.  ‘'Proposed  public  automobile  repair  shop  to  be  located 
in  a  business  use  district  is  contrary  to  Art.  II,  Sec.  4-a 
of  the  Zone  Resolution.” ; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  25  ft.  and 

a  depth  of  92  ft.  9  in.;  to  be  occupied  as  a  motor  vehicle 
repair  shop;  and 

Whereas,  the  board  deems  that  applicant  was  entitled  to 
relief  under  section  21  of  the  building  zone  resolution  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  one-story 
building,  approximately  25  ft.  frontage  by  92  ft.  9  in  deep 
and  only  so  far  as  it  affects  the  building  itself, ’the  use  not 
to  run  with  the  land,  on  condition  that  the  front  elevation 
of  the  building  shall  be  finished  with  face  brick  with  archi¬ 
tectural  terra  cotta  or  stone  trim ;  that  the  gable  walls  and 
rear  walls  shall  .be  unpierced  throughout  their  entire  height 
and  length;  that  all  Avork  conducted  on  the  premises  shall  be 
limited  between  the  hours  of  8  a.  m.  and  6  p.  m„  no  Sunday 
work  permitted ;  that  all  work  on  cars  shall  be  done  entirely 
inside  the  building;  that  there  shall  be  no  machinery  other 
than  one-half  horsepower  electric  machines ;  that  there  shall 
be  no  open  forges  or  anvils  permitted  to  be  used  on  the 
premises ,  that  there  shall  be  no  gasoline  storage  of  any 
nature  or  description  on  the  premises  except  that  in  tanks 
of  the  cars  to  be  repaired,  and  that  all  permits  shall  be 
obtained  within  six  months  and  any  work  involved  completed 
within  nine  months  from  the  date  of  this  action. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  OF  PROCEDURE 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
!l  be  held  by  the  board  of  standards  and  appeals  on 
day,  November  21,  1930,  at  2.30  p.  m„  Room  1013,  Munic- 
Building,  on  proposed  amendments  to  Rules  of  Pro¬ 
cure. 


|  ARTICLE  II— CASES  BEFORE  THE  BOARD. 

I.  Any  communication  purporting  to  be  an  application, 
eal  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
|:ion  to  seek  relief  and  shall  be  of  no  force  or  effect 
1 1  it  is  made  in  the  form  required  except  as  provided  in 

L  vi. 


Upon  receipt  of  any  such  communication,  the  writer 
1  be  supplied  with  the  proper  forms  for  presenting  his 
lication,  appeal  or  petition,  and  he  shall  be  required  to 
1  the  proper  form  and  furnish  all  necessary  data  within 
ntv  days  of  the  date  of  the  order  or  decision  appealed 
n  except  as  provided  in  Art.  VI. 

ARTICLE  VI— APPEALS. 

|  No  appeal  from  any  order,  requirement,  decision  or 
hrmination  of  the  Superintendent  of  Buildings  or  the 
ji  Commissioner  or  from  any  rule  or  regulation  relating 


to  the  construction,  alteration,  structural  changes  in  equip¬ 
ment,  occupancy  or  use  of  any  building  or  structure,  under 
Section  <  19  of  the  Charter,  shall  be  entertained  unless  such 
appeal  is#  filed  in  duplicate  on  Form  lA,  with  all  the  data 
required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions  may  be  filed  m  letter  form  accompanied 
by  a  zvritten  description  of  the  premises. 

ARTICLE  XI— TESTS. 

1.  In  any .  case  in  which  the  Board  may  order  a  test 
of  any  material  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  rules  adopted  by  the  Board  for  such  material  and 
device,  the  test  shall  be  conducted  under  the  supervision  of 
an  assistant  engineer,  in  the  presence  of  the  Chairman  and 
two  or  more  members  appointed  by  him.  and  the  result  of 
such  test  shall  be  reported  to  the  Board  in  writing,  and  the 
material  or  device  shall  not  have  the  approval  of  the  Board 
unless  the  report  be  favorable  and  adopted  by  four  affirmative 
votes  except  that  a  test  may  be  made  for  the  testing  of  mate¬ 
rials  and  devices  by  a  standard  testing  laboratory  and  the 
Board  may  approve  such  materials  or  devices  on  the  certified 
report  of  such  laboratory. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  November  5,  1930 .  657 

Restored  to  calendar .  48 

Miscellaneous  Applications. 

Requests  to  reopen .  200 

Requests  to  amend  .  11 

Requests  for  modification .  49 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  71 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installation? .  0 

Requests  for  approval  of  plans .  34 

Administrative  requests .  0 

Requests  for  interpretation .  o 

Total  .  1468 

Disposed  of .  1047 

Cases  pending  November  5,  1930 . '  421 


DISPOSITION  OF  CASES. 

Withdrawn  .  jj 

Dismissed  . 

Denied  .  j 

Granted  .  >' 

Granted  on  condition .  2i 

Appliances  approved . 

Appliances  dismissed,  disapproved  or  withdrawn .  ; 

Rules  approved .  t 

Rules  disapproved  or  rescinded .  i 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  i 

Requests  to  reopen  denied .  j 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . *  *  ; 

Plans  disapproved . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  .  jq. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  November  21,  1930,  at  2  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  “Standpipe”— “Fire 
Line”  Rules. 

Matter  in  italics  is  new.  Matter  in  [  ]  to  be  omitted 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
[least  20  feet  above]  the  level  of  the  roof.  When  the  area 
of  a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  ft.  above  the  level 


of  *he  pent  house  roof.  In  existing  standpipe  equipmei 
the  bottom  of  the  gravity  standYne  tank  shall  not  be  r 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  higl 
est  story. 

Rule  31.  VALVES.  All  valves  controlling  standpij 
water  supply  except  valves  at  hose  outlets  shall  be  iron  boc 
brass  mounted,  or  cast  steel  designed  in  accordance  wil 
specifications  of  the  American  Society  of  Mechanical  Eng 
neers,  gate  valves  shall  be.  of  Outside  Stem  &  Yoke  typ 
except  that  emergency  vertical  line  control  valves  may  be  ( 
approved  hydraulically  controlled  type,  and  shall  be 'locate 
in  an  accessible  position.  All  emergency  control  valves 
inch  and  larger  shall  be  of  the  by-pass  type. 
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Public  Hearing  on  Amendment  to  “Standpipe”- 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  d.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be,  called  in  Room  1013,  Tuesday,  November  18, 
1930,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  November  25,  1930,  at  2  o’clock. 

I  lie  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  duplh 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  the*« 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  November  12,  1930. 

Cal.  No.  Department.  Premises  Affected. 

671-30-A . F.D . 126-128  Fifth  ave.,  Man., 

.  F-79200  &  F -99199 

670-30-SA . F.D . Laco  Oil  Burner,  Model  N  L, 

_ _  Appliance 

669-30-S . H.D . 197  Hull  st.,  Bklyn., 

_  Decision 

668-30-BZ . B.B.B....  1408-1414  Pitkin  ave.,  Bklyn., 

_  N.  B.  13623-30 

667-30-A . F.D . 100  ft.  east  of  Murray  st.,  north 

side  of  Barclay  st.,  Flushing, 
_  Q.,  L.  C.  34540 

666-30- A . F.D . 11-31  44th  rd.,  L.  I.  C.,  Q, 

_____  F-77489 

665-30-S . B.B.M _ 346-364  Hudson  st.,  Man., 

_  Alt.  1827-30 

664-30- A . F.D . 606-636  W.  134th  st.,  Man., 

_ _  L.  C.  61597 

663-30-A . .B.B.M _ 31  Nathan  Davis  pi.,  Man., 

Revocation  of  Cert,  of  Occu. 

_  12188-27 

662-30-BZ . B.B.B _ 37  Jackson  st.,  Bklyn., 

.  App.  13493-30 

661-30-BZ . B.B.B... . 2045-2071  54th  st.,  Bklyn., 

_ _  App.  13724-30 

660-30-SA . F.D . Quiet  Ballard  Automatic  Oil 

_ _ _  Burner,  Appliance 

659-30- A . B.B.B _ 2641-2645  Nostrand  ave.,  Bklyn., 

_  Revocation  of  Permit  11381-29 

658-30-SA . F.D . Sundstrand  Purmaco  Automatic 

_  Burner,  Appliance 

Restored  to  Calendar. 

744-28-BZ . B.B.B _ 2885-2895  Ocean  ave.,  Bklyn., 

_  App.  15232-29 

465-30- A . F.D . .7725  New  Utrecht  ave.,  Bklyn., 

_  Order  8- A 


CODE. 

(T.D . Fire  Department 

]i.D . .. . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

J3.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . . Bureau  of  Buildings,  Bronx 

f.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  NOVEMBER  18,  1930,  AT  2  P.  M. 

Building  Zone  Case. 

642-30-BZ. 

APPLICANT — Albert  Kahn,  for  The  New  York  Times  Co., 
owner. 

PREMISES — 241-247  West  43rd  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  two  times  height  district  the  erection  of 
the  street  wall  of  a  proposed  building  in  excess  of 
the  height  permitted  under  the  building  zone  resolu¬ 
tion. 


NOVEMBER  18,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

345-30- A — 16-20  West  32nd  street,  Manhattan. 

360-30-A— 605-607  West  49th  street,  600-624  West  50th 
street  and  691-699  11th  avenue,  Manhattan. 
39 1-30- A — 127  Beekman  street,  Manhattan. 

309-30- A — 3-9  Beekman  street  and  119-137  Nassau  street, 
southwest  corner,  Manhattan. 

499-30- A — 798-802  Fulton  street,  460-466  Clermont  avenue 
and  443-457  Adelphi  street,  Brooklyn. 
542-30- A — 1037-1055  Targee  street  and  41-91  Venice  street, 
Concord,  Borough  of  Richmond. 

465-30-A — 7725  New  Utrecht  avenue,  northwest  corner  of 
78th  street,  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
18,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopened; 

January  28,  1930,  under  sections  7 e  andi 
21  of  the  building  zone  resolution,  ou 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  450-30-BZ — Application,  June  24,  1930,  under  sec¬ 
tion  7d  of  the  building  zone  resolution 
of  New  York  Telephone  Co.,  owner,  tc 
permit  in  a  residence  district  the  exten¬ 
sion  of  an  existing  telephone  building; 
premises  2411-2429  Tratman  avenue 
north  side,  95  ft.  4  in.  west  of  Rowland 
avenue,  The  Bronx. 

cal.  no.  705-29-BZ — Application,  December  5,  1929 ;  reopened 
September  9,  1930,  under  section  21  ol 
the  building  zone  resolution  of  Philip  J 
Sinnott,  substituted  for  Ryan,  Lyttle  & 
Rodgers,  applicants,  substituted  for  Wil¬ 
liam  F.  Doyle,  on  behalf  of  Countj 
Holding  Co.,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  mainte¬ 
nance  of  a  business  building  (previo-uslj 
.  withdrawn)  ;  premises  825  East  175tl 

street,  northwest  corner  of  Marmiot 
avenue,  The  Bronx. 

cal.  no.  106-30-BZ — Application,  February  11,  1930,  undei 
sections  7g  and  21  of  the  building  zow 
resolution,  of  William  Layton  Hall 
applicant,  on  behalf  of  Mabel  Hall 
owner,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  gaso 
line  service  station;  premises  337  Ar¬ 
butus  avenue,  northeast  corner  of  Hylat 
boulevard,  Huguenot,  Borough  of  Rich 
mond. 

cal.  no.  504-30-BZ — Application,  July  17,  1930,  under  sec 
tions  7e  and  21  of  the  building  zon* 
resolution,  of  Edward  L.  Kelly,  appli 
cant,  on  behalf  of  Borden’s  Farn 
Products  Co.,  Inc.,  owner,  to  permit  ii 
a  business  use  district  the  alteration  aw 
conversion  of  a  stable  into  a  garage  fo: 
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the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  443-447  Madison 
street,  north  side,  345  ft.  east  of  Throop 
avenue,  Brooklyn. 

HENRY  L.  CONNELL, 

Temporary  Chairman. 


NOVEMBER  18,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

24-30- A — 428-436  Greenwich  street,  Manhattan. 

75-30- A— Southeast  corner  of  Wilbur  avenue  and  Suns- 
■wick  street,  Long  Island  City,  Borough  of 
Queens. 

’78-30- A— South  side  of  West  177th  street  and  Harlem 
River,  The  Bronx. 

Building  Zone  Applications. 

iNOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ds  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  afternoon,  November 
,  1930,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
:  following  matters : 

jl.  no.  38-30-BZ— Application,  January  21,  1930,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  McCooey  &  Conroy,  ap¬ 
plicants,  on  behalf  of  Court  Square 
Renting  and  Sales  Corp.,  owner,  to  per¬ 
mit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  83-97 
Boerum  place,  northeast  corner  of 
Pacific  street,  Brooklyn. 

L.  no.  679-29-BZ — Application,  November  20,  1929;  re¬ 
opened  March  4,  1930,  under  sections 
7b  and  21  of  the  building  zone  resolu¬ 
tion,  of  E.  W.  Radmore,  applicant,  on 
behalf  of  The  Wheelwright  Corp., 
owner,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the 
conversion  of  occupancy  of  the  basement 
and  first  story  from  residence  to  busi¬ 
ness  use  (previously  denied)  ;  premises 
162  West  75th  street,  Manhattan. 

..  no.  26-30-BZ— Application,  January  14,  1930,  under  sec¬ 
tion  21  of  the  bluilding  zone  resolution, 
of  Fred  Zuccaro  and  Tom  Bellino,  ap¬ 
plicants,  on  behalf  of  Antonio  Giordano, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  poul¬ 
try  slaughter  house ;  premises  west  side 
of  Hickory  avenue,  207.32  ft.  north  of 
Old  Town  road,  South  Beach,  Borough 
of  Richmond. 

.  no.  468-30-BZ— Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FRIDAY,  NOVEMBER  21,  1930,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

89-27-SR — Rules  of  Procedure.  Amendment  to  Art.  II, 
Sec.  2  and  3,  Art.  VI,  Sec.  1  and  Art.  XI, 
Sec.  1. 

281-22-SR  Standpipe  Fire  Line  Rules.  Amendment  to 
Rule  21,  Elevation  of  Tank,  and  Rule  31, 
Valves. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  NOVEMBER  25,  1930,  AT  2  P.  M. 

517-30-BZ. 

APPLICANT — Morris  Cantor,  owner. 

PREMISES — 1385  Franklin  avenue,  west  side,  133.65  ft. 
south  of  East  170th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

522-30-BZ. 

APPLICANT  James  W.  Byrnes,  for  Protective  Mortgage 
Co.,  Inc.,  owner. 

PREMISES1 — 166  Kane  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  from  resi¬ 
dence  to  business  use  (store). 

575-30-BZ. 

APPLICANT  O.  Y.  Leonard,  for  Peter  F.  Reilly,  owner. 

PREMISES— 497-501  Bergen  street,  north  side,  160  ft.  east 
of  Sixth  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  and  also  “B”  area  district 
the  omission  of  the  rear  yard  required  by  the  build¬ 
ing  zone  resolution. 

565-29-BZ. 

APPLICANT — J.  Harlen  O’Connell,  substituted  for  Morania 
Sales  Co.,  for  Relton  Holding  Corp.,  owner. 

PREMISES — 226-02  to  226-08  Merrick  road  and  134-11 
226th  street,  southeast  corner,  Laurelton,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (denied  by  the 
board  January  24,  1930;  reopened  November  5. 
1930). 


NOVEMBER  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

386-30-A— 51-53  Henry  street  (49th  avenue)  and  49-17  69th 
street,  northeast  corner,  Winfield,  Borough 
of  Queens. 

513-30-A— Foot  of  Patterson  and  Compton  avenues  and 
Pugsleys  Creek,  The  Bronx. 

342-30- A — 146  Wooster  street,  Manhattan. 

611-30-A — 1181  Grand  street,  Brooklyn. 

519-30-A — 374-380  /Second  avenue  and  300-310  East  22nd 
street,  southeast  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
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of  the  building  zone  resolution,  Tuesday  morning,  November 

25,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  399-30-BZ — Application,  June  18,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Richter,  applicant,  on  behalf 
of  Sadie  Hartwig,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2808-2818  86th  street  and 
2279-2285  West  8th  street,  southeast  cor¬ 
ner,  Brooklyn. 

cal.  no.  118-29-BZ — Application,  February  25,  1929,  under 
sections  6,  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns, 
applicant,  substituted  for  William  F. 
iDoyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied — remitted  to 
the  'board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  272-30-BZ — Application,  April  21,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  M.  Fenichel,  applicant,  on  be¬ 
half  of  Israel  Greenberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station;  premises  440-446  Utica  avenue, 
868-884  Empire  boulevard,  southwest 
corner,  and  923-943  East  New  York 
avenue,  Brooklyn. 

cal.  no.  304-30-BZ— -Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


NOVEMBER  25,  1930,  2  P.  M. 

Petitions  for  Variations. 

527-30-S — 1087  East  Tremont  avenue.  The  Bronx. 


93-27-S — 141  Kosciusko  street,  Brooklyn. 

348-30-S — 157-159  East  32nd  street,  Manhattan. 

508-30-S — 251-255  West  39th  street,  Manhattan. 

514-30-iS — 665  Fifth  avenue  and  2  East  53rd  street,  north¬ 
east  corner,  Manhattan.  | 

520-30-S — 108  West  11th  street,  southwest  corner  of  Sixth 
avenue,  Manhattan. 

287-30-S — 31  Cooper  square,  Manhattan. 

444-30-S — 120-126  East  131st  street,  Manhattan. 

238-30-S — 605  East  187th  street,  The  Bronx. 

449-30- S — 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

Appliances  Submitted  for  Approval. 

563-30-SA — Shepard  Oil  Burner,  approved  of. 

600-30-SA — Silent  Glow  Oil  Burner,  Model  G,  approval  of. 
624-30-SA — Sunway  Oil  Burner,  approval  of. 

315-30-SA — Shill  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  2,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

351-30-BZ. 

APPLICANT — William  A.  Lacerenza,  for  James  Aquavella, 
owner. 

PREMISES — 205  Rockaway  avenue,  southeast  corner  of 
Pacific  street,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

i 

362-30-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Bartsch’s  Garage, 
Inc.,  owner.  i 

PREMISES — 360-362  East  29th  street,  west  side,  229  ft. 

7  in.  north  of  Avenue  D,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “C”  area  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  required  under 
the  zone  resolution. 

469-30-BZ, 

APPLICANT — Christopher  C.  McGrath,  for  Richard 
Schimick,  owner. 

PREMISES — Southeast  corner  of  Waterbury  avenue  and 
Eastern  boulevard,  The  Bronx. 

APPLICATION,  under  sections  7f  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

545-30-BZ. 

APPLICANT — Frederick  A.  Meyer  and  Henry  F.  Meyer, 
owners.  J  | 

PREMISES — 1922  Kings  highway,  east  side,  85  ft.  4  in. 
west  of  Ocean  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone  i 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  extension  of 
an  existing  business  use,  permission  to  maintain 
which  was  granted  by  the  board  under  Cal  No. 
968-24-BZ. 

645-30-BZ.  I  : 

APPLICANT — Henry  Kaufman  and  B.  C.  Collada,  for 
Shergrove  Realty  -Corp.,  lessee. 
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PREMISES — 139-141  Washington  place  and  80  Grove 
street,  northeast  corner,  Manhattan. 

.APPLICATION,  under  section  7c  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  an 
unrestricted  district,  the  extension  of  business  uses 
previously  granted  by  the  board. 

744-28-BZ. 

J-  Sinnott,  for  Emil  S.  Levi,  owner. 

PREMISES— Northeast  corner  of  Longfellow  avenue  and 
East  173rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores)  (previously 
denied). 


u. 


DECEMBER  2,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

480- 30- A  4601  New  Utrecht  avenue,  southeast  corner  of 

46th  street,  Brooklyn. 

481- 30-A — 4705  Fifth  avenue,  Brooklyn. 

486-30- A— 869-871  Halsey  street,  northwest  corner  of  Sara¬ 
toga  avenue,  Brooklyn. 

'512-30- A — 136  West  42nd  street,  Manhattan. 

1150-30-A  1-7  Wall  street,  72-86  Broadway  and  1-11  New 
1  street,  Manhattan. 

369-30-A— 27-33  West  23rd  street  and  8-12  West  24th 
street,  Manhattan. 

Building  Zone  Applications. 

:  NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 
t  the  building  zone  resolution,  Tuesday  morning ,  December 
1930  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
,ie  following  matters: 

no.  268-28-BZ— Application,  March  27,  1928;  reopened 
September  16,  1930,  under  section  7 g 
of  the  building  zone  resolution,  of  Wil¬ 
liam  Richter,  applicant,  on  behalf  of 
Henry  C.  Behrens,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  .  than  five  (5)  motor  vehicles 
(previously  denied)  ;  premises  878-886 
Gravesend  avenue,  west  side,  160  ft. 
south  of  Avenue  F,  Brooklyn. 
no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

no.  288-30-BZ— Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Louis  E.  Drago,  applicant,  on  behalf 


L. 


L. 


of  Carnela  Esposito,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  ten  (10)  one-car  garages 
and,  also,  the  installation  of  a  gasoline 
service  station;  premises  16-22  Park 
avenue  and  74  Navy  street,  southwest 
corner,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


DECEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 


£°Uth  5th  street’  Br°oklyn. 

I  3  3  Ea*t  33rd  s.treet>  Manhattan. 

no-41,  Sound  View  avenue  and  416-418  Leland 
avenue,  The  Bronx. 

?S"o°~^~433  MyrtIe  avenue,  Brooklyn. 

4, 9-30-A — 292  Court  street,  Brooklyn. 

493-30-A— 217-223  East  43rd  street  and  218-226  East  44th 
street,  Manhattan. 


476-30 

181-30 

6-30 

355-30- 

382- 30- 

383- 30- 
395-30- 


535-29 


DECEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

-S— Rear  of  188  Schofield  street,  City  Island,  The 
Bronx. 

•S— 1789-1791  Jerome  avenue,  The  Bronx. 

■b— 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

S  1  East  53rd  street,  Manhattan. 

b— 672  Madison  avenue  and  19-23  East  61st  street 
northwest  corner,  Manhattan. 

b— 674-686  Madison  avenue  and  28  East  62nd  street 
Manhattan.  ’ 

S— 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

Appliance  Submitted  for  Approval. 

-SA— Croker  2J^-Inch  Pressure  Reducing  Valve  ao- 
proval  of.  ’ 


DECEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A- — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A  20  West  38th  street,  Manhattan. 

104-30-A  386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A— 2306  Decatur  street,  Brooklyn. 

470-30-A— 279-283  Broadway  and  57  Reade  street,  Man¬ 
hattan. 

17  ,-30- A  600-602  West  28th  street  and  269-275  11th  ave- 

110  qn  a  ,0  southw,est  corner,  Manhattan. 

110-30-A  43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94-30-A— 16-18  East  43rd  street  and  13  East  42nd  street 
Manhattan. 

9o-30-A— 141  West  42nd  street  and  138-142  West  43rd 
street,  Manhattan. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
stribution  Division  of  the  City  Record  Office,  378  West 
aadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the.  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  W«st 
Broadway.  Price,  30c;  by  mail,  35c 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  11,  1930. 

Present:  Temporary  Chairman  Connell.  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Wednesday  morning,  November  5,  1930,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  \\  ednesday  after¬ 
noon,  November  5,  1930,  were  approved  as  printed  in  Bulletin 
No.  45,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
573-30-A. 

APPELLANT— Charles  Brady,  superintendent  of  buildings, 
for  the  bureau  of  buildings,  Manhattan;  Shergrove 
Realty  Corp.,  owner. 

SUBJECT— Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  16318  issued  by  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 80  Grove  street  and  139-141 
Washington  place,  northeast  corner,  Manhattan. 
APPEARANCES— 

For  Appellant :  None. 

For  Washington  Square  Association:  Edward  G. 
Steiner. 

For  Owner:  William  M.  Smith. 

For  Tenant:  C.  G.  Goldberg. 

ACTION  OF  BOARD— Laid  over  to  December  23,  1930, 
at  10  a.  m.,  pending  determination  on  hearing  of 
building  zone  case  on  same  premises  on  request  of 
owner’s  representative. 


465-30-A. 

APPELLANT — Holly  Amusement  Corp.,  lessee. 

SUBJECT — Application  for  reopening — (reconsideration, 
previously  denied) — re  Appeal  from  an  order  and  a 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 7725  New  Utrecht  avenue, 
northwest  corner  of  78th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  O.  Friedlander. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  November  18,  1930,  at  10  a.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


276-30-A. 

APPELLANT — Thomas  I.  Sheridan,  for  Horn  &  Hardart 
Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 68  Trinity  place  and  103-107 
Greenwich  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


471-30-A. 

APPELLANT — Cyrus  C.  Miller,  for  Olga  Witthaus, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 10-14  East  12th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Appellant :  Lester  A.  Zutty. 

For  Administration :  Inspector  Maher  of  fire  d< 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn,  order  havin 
been  rescinded  by  fire  department: 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com-  ■ 
missioners  Holland  and  Guilfoyle  and  Deputy  ' 

Chief  McElligott . 

Negative  .  I 

Absent  . 


14-30-A. 

APPELLANT — Henry  J.  Nurick,  for  J.  Rosenberg,  owne 
SUBJECT — Appeal  from  an  order  of  the  fire  commit 
sioner. 

PREMISES  AFFECTED — 1288-1290  Myrtle  avenu- 

Brooklyn. 

APPEARANCES' — 

For  Appellant :  Henry  J.  Nurick. 

For  Administration :  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argumer 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  .  ■ 

Absent  . 


474-30-A. 

APPELLANT — Westbrook  Amusement  Corp.,  lessee. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  tl 
superintendent  of  buildings. 

PREMISES  AFFECTED — 440  Westchester  avenue,  Tl 
Bronx. 

APPEARANCES— 

For  Appellant :  Harry  G.  Guttman. 

For  Administration:  Inspector  G.  Griffin  of  bure: 
of  buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Absent  . 

THE  RESOLUTION— 

(474-30-A)  ") 

Whereas,  Westbrook  Amusement  Corp  ,  lessee,  filed,  Ju 
3,  1030,  an  appeal  from  an  order  and  a  decision  of  tf 
superintendent  of  buildings,  affecting  premises  440  Wes 
Chester  avenue,  Borough  of  The  Bronx;  and 

Whereas,  the  order  of  the  superintendent  of  building] 
dated  April  25,  1930  (Viol.  No.  596-30),  reads: 

“The  outside  of  projection  booth  and  walls  of  theat 
are  covered  with  non-fireproof  sound-proof  material.’ 

and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  June  18,  1930,  reads: 

“You  are  hereby  advised  that  the  application  for  tl, 
motion  picture  theatre  at  above  mentioned  location  ■ 
disapproved  as  violation  596-1930  is  pending,  in  that  ou 
side  projection  booth  and  walls  of  theatre  are  covert1' 
with  soundproof  material,  which  is  non-fireproof.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  (20  ft 
in  height,  41  ft.  by  139  ft.  in  area;  OCCUPIED  as  a  motk 
picture  theatre  (545  seats)  and  two  stores;  the  outside  pr<  * 
jection  booth  and  walls  of  the  theatre  have  been  covert 
on  the  interior  with  a  soundproof  material ;  and 

Whereas,  the  appellant  claims  that  the  material  applit 
to  the  walls  is  comprised  of  velour,  about  1/16  in.  in  thicl 
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ness,  is  chemically  treated  so  as  to  be  a  fire  retardent  and 

fireproot  ,  iurthermore,  the  appellant  contends  that  as  the 

premises  contain  less  than  600  seats,  the  superintendent  of 

buildings  had  no  right  or  jurisdiction  to  issue  the  order 

Reived,  that  the  order  and  decision  of  the  superintendent 

°  J • i1  uingl  ^  an^  ^  hereby  1S  aS^rmed,  and  the  appeal  be 
and  it  hereby  is  denied.  F 


473-30- A 

ckSt  NJ~R',  ?  K-  Amusement  Corp.,  lessee. 
bL  B J  EC  I  —Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner 

PREMISES  AFFECTED— 1114  Liberty  avenue,  southwest 
corner  of  Lincoln  avenue,  Brooklyn 
APPEARANCES—  y 

For  Appellant :  Harry  G.  Guttman. 

For  Administration  :  Captain  George  J.  Fawsett  of 
fire  department. 

ACTION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative  :  Temporary  Chairman  Connell,' ’ Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

i  Chief  McElligott .  4 

Absent  .  .  „ 

THE  RESOLUTION—  . 

*  * .  „  (473-30-A) 

«  R-  ?eK-  Amusement  Corp.,  lessee,  filed,  July 

3,  1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  1114  Liberty  avenue,  south¬ 
west  corner  of  Lincoln  avenue,  Borough  of  Brooklyn ;  and 
\\  hereas,  the  order  of  the  fire  commissioner,  dated 
May  27,  1930  (Order  No.  52-A),  reads: 

“1.  Remove  non-approved  material  from  the  walls 
of  theatre.  ; 

i  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
■  June  21,  1930,  reads: 

“Referring  to  your  communication  of  the  20th  instant 
requesting  permission  to  file  appeals  with  the  Board  of 
Appeals  relative  to  official  orders  served  on  the  follow¬ 
ing  theatres,  same  is  hereby  granted.  These  appeals  to 
(  be  made  as  soon  as  possible : 

“City  Line  Theatre,  1114  Liberty  Ave.,  Bklyn.  52-A”- 

and  ‘  ’ 

.  Whereas,  the  building  is  non-fireproof,  one  story  (20  ft  ) 
in  height,  75  ft.  by  100  ft.  in  area;  OCCUPIED  as  a 
motion  picture  theatre  (736  seats)  and  two  stores;  the  walls 
tiave  been  covered  on  the  interior  with  a  material ;  and 
\  hereas,  the  appellant  claims  that  the  material  on  the 
Avails  is  called  Balsam  Wool ;  it  is  made  up  from  clean  wood 
ibres,  chemically  treated  to  be  a  fire  retardent  and  fireproof, 

[t  is  1  in.  thick  and  attached  to  the  wall  with  metal ;  fur¬ 
thermore,  the  appellant  contends  that  the  board  of  aldermen 
s  about  to  modify  the  code  of  ordinances  which  may  elim- 
nate  any  objection  to  the  material  in  question. 

,  Resolved ,  that  the  order  and  decision  of  the  fire  cornmis- 
loner  be  and  they  hereby  are  affirmed,  and  the  appeal  be  and 
,t  hereby  is  denied. 


THE  RESOLUTION— 

(472-30-A) 

Whereas,  Athos  Amusement  Co.,  Inc.,  for  J.  W  Mock 

dTciTion^ff  ’tl^  fi  3’  193°'  -an-  apP€al  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  <>746 

Myrtle  avenue,  Borough  of  Brooklyn;  and 

m  H°rdM  °f  f,re  commissioner,  dated 
May  20,  1930  (Order  No.  18-A),  reads: 

theatre RemOVe  non'api>rovcd  material  from  the  walls  of 

“SECTION  534,  ARTICLE  25  CHAPTFR 

CODE  OF  ORDINANCES”-  NAPIER  o, 

and 

Ju^T^readT"0"  °'  **  *re  “mn,issioner,  rendered 
Referring  to  your  communication  of  the  20th  instant 

An!n€Siting  p<:rrnisslon  to  file  appeals  with  the  Board  of 
Appeals  relative  to  official  orders  served  on  the  follow¬ 
ing  theatres,  same  is  hereby  granted.  These  appeals  to 
be  made  as  soon  as  possible:  to 


and 


“Alpha  Theatre,  2746  Myrtle  Ave.,  Bklyn.  Order  18-A.”; 


•  'u™ the  building  is  non-fireproof,  one  story  (20  ft  ) 
in  height  50  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  motion 
picture  theatre  (590  seats)  ;  portions  of  the  walls  have  been 
covered  on  the  interior  with  a  material ;  and 
Whereas,  the  appellant  claims  that  the  material  on  the 
walls  is  comprised  of  jute  fibre,  backed  with  burlap,  approx¬ 
imately  18  ft.  by  48  <ft.  by  in.  thick;  it  is  cheSly 
treated  so  as  to  be  a  fire  retardent  and  fireproof ;  further- 

lesTthln6  ewTs  T  SnteodS  tHat  aS  the  premises  contains 
less  than  600  seats,  the  fire  commissioner  had  no  right  or 

jurisdiction  to  issue  the  order.  S 

Resolved,  that  the  order  and  decision  of  the  fire  commis- 

and  Yt  telby  is ^  °S<nut-  ^  the  be 


72-30-A. 

iPPELLANT — Athos  Amusement  Co.,  Inc.,  lessee. 

'UBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

’REMISES  AFFECTED — 2746  Myrtle  avenue,  southwest 
corner  of  Alpha  place,  Brooklyn 
•PPEARANCES — 

For  Appellant:  Harry  G.  Guttman. 

For  Administration :  Captain  George  J.  Fawsett  of 
fire  department. 

CTION  OF  BOARD— Appeal  denied 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott .  4 

Absent  .  0 
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616-30-A. 

APPELLANT-Springsteen  &  Goldhammer,  for  Pentaboro 
Kealty  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
PREMISES  AFFECTED  90-100  John  street,  15-23  Platt 

appearances-  street’  Manhata"- 

For  Appellant :  Albert  Goldhammer  and  Samuel 
Fredenberger. 

THE1  VOTE— B0ARD_ApPeal  grantea  on  condition. 

Affirmative :  Temporary  Chairman  Connell.  Com- 
missioners  HoHand  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  „ 

Absent  .  d 

THE  RESOLUTION—  . 

(616-30-A) 

Whereas,  Springsteen  &  Goldhammer,  for  Pentaboro 

Realty  Corp  owner,  filed,  October  1,  1930,  an  appeal  from 

a  decision  of  the  superintendent  of  buildings,  affectmg  prem¬ 
ises  90-100  John  street,  15-23  Platt  street  and  24  Gold  street 
Borough  of  Manhattan ;  and  ’ 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  September  22,  1930  (N.  B.  App.  No.  192-1930),’ 

obj'ect'ion  f mendment  is  disapproved  with  the  following 

“10  All  windows  within  30  feet  in  a  direct  line  from 
any  other  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  opening,  or  when  said  opening  is 
not  more  than  50  feet  above  a  neighboring  roof  should 
be  fireproof  with  wire  glass.  Sec.  375  sub  l  and  Mr 
sub.  3  of  the  Bldg.  Code.”;  ’  ’  3nd  376’ 

and 

•  Y^E?EAS’  thr  t>uildi"g  is  fircproof,  twenty-eight  stories 
m  height,  117  ft.  iy4  in.  by  131  ft.  4  in.;  OCCUPIED: 
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offices,  storage  and  stores:  cellar,  100  persons  per  story;  1st 
story,  40  persons ;  mezzanine,  175  persons;  3rd,  4th  and  5th 
stories,  175  persons  on  each  story;  7th  to  15th  stories,  inclu¬ 
sive,  100  persons  on  each  story  ;  16th  to  22nd  stories,  inclusive, 
75  persons  on  each  story ;  23rd  to  28th  stories,  inclusive,  50 
persons  on  each  story ;  means  of  EGRESS  to  consist  of  two 
interior  fireproof  stairways,  extending  from  the  first  story  to 
the  roof ;  and 

Whereas,  it  appears  from  the  building,  which  is  on  three 
street  fronts,  that  one  of  these  streets.  Gold  street,  is  only 
28  ft.  in  width;  and 

Whereas,  the  appellant  proposes  to  install  plain  glass 
in  the  Gold  street  front;  that  the  building  code  requires  the 
installation  of  wire  glass  in  panes  of  less  than  2,720  sq.  in. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  only  so  far  as  it  affects  the  size  and  mate¬ 
rial  of  the  windows  of  the  three  lower  stories,  on  condition 
that  said  windows  shall  be  equipped  with  j4-inch  polished 
plate  glass  with  metal  frames  and  sash;  that  above  the 
third  story  windows  may  be  of  ^4 -inch  polished  plate  glass 
in  lieu  of  wire  glass,  no  pane  of  glass  to  be  in  excess  of 
720  sq.  in.,  no  single  light  in  excess  of  360  sq.  in. 


447-30-A. 

APPELLANT — Cross  &  Brown,  for  Number  1767  Broad¬ 
way  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 250-264  West  57th  street,  956- 
962  Eighth  avenue  and  1767  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  Edward  E.  Bloodgood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(447-30-A) 


Whereas,  Cross  &  Brown,  for  Number  1767  Broadway 
Co.,  Inc.,  owner,  filed,  June  23,  1930,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
250-264  West  57th  street,  956-962  Eighth  avenue  and  1767 
Broadway,  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
March  26,  1930  (Order  No.  72723-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  out¬ 
let  in  the  highest  story.  Sec.  580-581,  Ch.  5,  Code  of 
Ordinances  &  Rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  2,  1930,  reads: 

“Re  premises  250-264  West  57th  street,  956-962  Eighth 
avenue  and  1767  Broadway,  Manhattan. 

“In  accordance  with  your  request  an  inspection  has 
been  made  of  the  above  premises  relative  to  order  72723 
and  order  72724-F. 

“This  report  indicates  that  the  building  is  twenty-six 
stories  in  height ;  the  26th  story  appears  to  have  'been 
converted  from  a  pent  house  to  a  full  floor  area  and  the 
tank  is  located  on  the  level  of  the  26th  story  and  is  14 
feet  from  the  floor  of  the  26th  story  to  the  bottom  of 
the  tank  and  8  feet  below  the  under  side  of  the  main 
roof,  therefore  these  orders  72723-4-F  apply. 

“Respectfully, 

“Bureau  of  Fire  Prevention, 

“Sgd — Peter  C.  Spence,  Chief.” 
and 


V  hereas,  the  building  is  fireproof,  twenty-five  stories  anei 
pent  house  in  height,  240  ft.  11  in.  by  100  ft.  5  in.,  irregular! 
in  area;  OCCUPIED:  1st  story,  stores;  upper  stories  (in-! 
eluding  pent  house),  offices;  approximately  125  persons  pei 
story;  there  being  an  occupancy  of  25  persons  in  penl 
house ;  and 

\\  hereas,  appellant  contends  that  relocation  of  the  uppei; 
4,000-gallon  standpipe  tank  would  involve  serious  structural 
alterations  and  disturbance  of  an  extremely  costly  roof  sign} 
and  requests,  in  view  of  the  excessive  volume  of  watei 
available  for  standpipe  purposes  which,  if  the  total  volumtj 
of  house  tank  be  included,  is  over  20,000  gallons,  of  which  I 
7,500  gallons  is  reserved  for  standpipe;  that  the  appeal  be 
granted,  tank  being  8  ft.  8  in.  above  top  outlet,  and  in  liei 
of  raising  the  gravity  tank,  as  required,  proposes  to  supple¬ 
ment  the  standpipe  equipment  on  the  26th  floor  with  a  50-} 
gallon  buggy  type  portable  chemical  extinguisher,  permanentlj 
maintained  in  this  portion  of  the  premises  at  a  centrally  lo¬ 
cated  and  readily  accessible  point. 

Resolved,  that  the  order  and  decision  of  the  fire  commis-t 
sioner  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  il 
hereby  is  denied. 


502-30- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer- 
^  ing  Co.,  for  Davis  &  Quick,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 307-315  St.  Marks  avenue. 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  c 

Absent  .  c 

THE  RESOLUTION— 


(502-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Davis  &  Quick,  Inc.,  owner,  filed,  July  16,  1930,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  307-315  St.  Marks  avenue,  Borough  of 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  23,  1930  (Order  No.  69434-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accordance 
with  the  Rules  of  the  Board  of  Standards  and  Appeals. 
Sec.  580-581,  Ch.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  27,  1930,  reads: 

“Re  premises  305-315  St.  Marks  avenue,  Brooklyn. 

“In  reply  to  your  letter  of  June  25,  1930,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
from  the  requirements  of  order  69434-F,  and  'that  you 
are  unable  to  do  so  due  to  the  fact  that  the  Board  of 
Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed, 
and  request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued,  therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  premises  consist  of  a  group  of  intercon¬ 
nected  non-fireproof  buildings,  one  and  two  stories  in  height,  I 
having  a  frontage  of  96  ft.  10  in.  on  St.  Marks  avenue,  16  ft. 
2]/2  in.  on  Bergen  street  and  an  approximate  depth  of  260 
ft.,  a  total  area  of  approximately  27,000  sq.  ft.;  OCCUPIED 
as  a  wet  dyeing  establishment;  99  persons  in  entire  estab¬ 
lishment  ;  and 

Whereas,  appellant  contends  that  the  premises  are  sub- 
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divided  into  sub-areas  by  brick  walls  with  fireproof  doors 
at  openings  therein;  that  the  area  of  the  maximum  sub-area 
is  approximately  12,000  sq.  ft.  on  the  first  It 

the  second  story  there  is  a  fireproof  bridge  connecting  No 
31o  St.  Marks  avenue  with  No.  307  St.  Marks  avenue 
wh.ch  is  now  protected  with  fireproof  door  on  each  sid  ’ 

w  1VSoPr°2°Sed’  also,  to  provide  fireproof  doors  at  each 
end  of  the  fireproof  bridge  which  connects  No.  315  St 
Marks  avenue  with  the  premises  at  the  rear,  which  faces 
Bergen  street,  so  that  on  this  story  the  largest  single  area 
will  also  be  approximately  12  oon  sn  ft  •  i  g  fa 
further,  that  thf  premise  "are  CipS 
two-source  sprinkler  system,  fed  from  a  oSEta  to  thf 

Resolved,  that  the  order  and  decision  of  the  fire  commis 
s  oner  be  and  they  hereby  are  modified,  and  the  appeal  b^nd 
it  hereby  \s  granted  on  condition  that  the  bridge  at  the 
easterly  portion  of  the  two  buildings,  facing  Bergen  street 
Marhs  avenue,  and  the  bridge  connecting  office  with 
the  main  building  on  St.  Marks  avenue,  both  bridges  being- 
on  second  story,  be  equipped  at  each  end  with  automatic 
fireproo  sliding  doors  ;  that  the  building  shall  be  eqZoS 
with  a  two-source  wet  sprinkler  system;  that  the  building 
be  not  increased  in  height  or  area,  and  granted  only  so  lone 

unchanged°nS  35  *°  and  SCl® 


and 


Zone* Resolutions6 to  height,  prov‘s‘ons  Building 

“Yours  truly, 

“CHARLES  BRADY, 
“Superintendent  of  Buildings.” 


635-30-A. 

APPELLANT— One  Hundred  and  Eleven  John  Street 

SUE  TFrTn  A  a*T?  Platt  Holding  Conp.,  «wner. 
SUBJECT— Appeal  from  a  decision  of  the  superintendent 

1954  wto8*  Revocation  of  Permit  N.  B.  No. 

ingsV930  1SSUC<i  by  the  suPerintendent  of  build- 

PREMISES  AFFECTED-225-255  Pearl  street,  114-120 

APPEARANCES— a"^  1JB  Pla‘*  Stre"' 

For  Appellant:  Joseph  J.  Baker 
For  Owner:  Frederick  Henley,  Charles  Glaser,  Le 
Iseman  ^ard>  ^oses  H.  Grossman  and  Percy 

For  Administration  :  Assistant  Engineer  Anthony 
Donargo  and  Assistant  Engineer  Henry  Cash 
a  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  denied 
i  THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Temporary  Chairman '  Connell,  Com- 
missioners  HQnand  and  Guilfoyle  and  Deputy 

Chief  McElhgott .  a 

Absent  .  .  * 

THE  .RESOLUTION— 

(635-30-A) 

Whereas  One  Hundred  and  Eleven  John  Street  Coro 
Dwner  of  adjoining  property,  filed,  October  17  193n  an 

■ppeal  with  the  board  of  standards  and  appeals  from  a 
dec'SKm  of  the  superintendent  of  buildings,  refusing  to  re- 

■treet  TiT’r’n  "r85!,4 "3°,:  169"I?30;  Premises  225-355  Pearl 

SatuL' a„^hn  S,ree‘  a"d  !'1B  Pla“  Strect'  Boro'«h  of 

°f  ‘he  suPerintend“l  ^  toiMings, 

'«d€W  Application  169-1930. 

lPlBmpiatt2  Street  1H'120  John  strcet  and 

111  John  Street  Corporation, 

111  John  Street, 

“New  York  City. 

“Sirs : 

“RepJying  to  your  letter  of  October  9,  with  regard  to 
the  height  of  the  building  provided  for  in  plans  and 
permit  issued  by  this  bureau  under  the  above  number, 

haVe  reviewed  the  facts  in  the 
case,  and  find  that  the  approval  and  permit  have  been 


Whereas,  the  proposed  building  is  to  be  of  firenroof  con 
-Urn’  he'ght  of  the  street  wall,  twenty-three  stories— 
395  .ft  Z  f^k%the  height  of  the  main  roof  to  be 

f;  ”,  6.11?;’  V.le  building  being  located  in  a  two  and  one-in  If 
Whereas  th^  ann^l^t  ^  buil,ding  zone  resolution ;  and 

wi  h  rly,  and  that  4*  proposed  structure  would  interfere 

JM  angd  ‘  and  a'r  °f  ,hC  Wi"d°"S  °f  ppp“ 
b.Jd?nnSfow£i„0ZrrsSeof  * 

the  twenty-third  story;  that  prior  to  September^?  “mn 

the  work  had  already  proceeded"  to  such  a  s?lge  thlt  a  change 

in  the  plans  at  that  date  to  provide  for  a  sethfrU  rSTT 

street  walls  at  a  height  of  129  ft  instead  of  250  ft  n 

have  spelled  completl  disaster  and  rut  foie  owLs^d 

that  prior  to  September  27,  1930,  contracts  had  been  let  for 

•Varif°i1S  ,iPbaseS  of  the  work  amounting  in  all  to  annrox 
imately  $2,000,000;  and  to  approx- 

met fuTAutal  ofbtllinll'inil lira,!  ^ 

issu'et  Z?Tmir  °f  buiIdiugs  July  29,  1930,  anifpcrmu 
ssued  for  the  performance  of  the  entire  work  described 

stree  wajfrtfei^S  M  ^  UXM 

wall  of  250  ft.  and  on  October  17  1930  1  street 

completed  to  the  seventeen!  sUJ  and  fc  suSSeurt? 
buildings  acted  in  good  faith  in  the 

wads  loan t "hv V, 1  n V 0 1  v':d  a„ma»«  of  judgment  as  to  wha 

l  l  d'  .  VE'E5  f  "uoted  f>y  the  building  zone 
resolution  in  the  definition  of  street  width;  and 

rfi.W^EREASi’  appeal  was  taken  within  twenty  days  from 
on  jJiy^runVn6  Pfan’S  the  superintendent  of  buildings 

Bon  but  ’  °r,from  tllFe  of  PuMic  notice  of  construc¬ 

tion  but  said  appeal  was  taken  on  October  17  1930  after 
steel  work  was  erected  to  seventeenth  story.  ’  ^ 

in^sXTnd  haherebdeC1S1T-  °f  s”Perintendent  of  build- 
e  a™.  14  hereby  is  affirmed,  and  the  appeal  to  revoke 

dJnied  1SSU€d  ^  Said  superintendent  be  and  it  hereby  is 


268-28-BZ.  BUILDING  Z0NE  CASES. 

APPLI  otneT~Wilham  Richter’  f°r  Henry  C-  Behrens, 

SUBJECT-— Application  (re  decision  of  the  superintendent 
of  buildings)  under  sections  7g  and  21  of  the  build- 

tb?  ^ne..resoIuJon'  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 

5335  °f  m0"  than  m0tor  vehides  (previously 

PREMI!^kly^FFECTED-878-886  Gravesend  avenue, 
APPEARANCES— 

For  ^pplRant :  William  Richter  and  Marshall  B. 

^pCpposition;  William  J.  Connor  and  E.  M. 

ACTION  OF  BOARD— Laid  over  to  December  2  1930 
ritiim  a'  m”  °°  re<1UeSt  °f  applicant-  Final  dispo- 


731-29-BZ. 

APPLICANT— Harry  Urquhart,  for  M.  H  G  Realty 
Corp.,  owner.  ‘  y 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— South  side  of  101st  avenue,  40 
ft.  east  of  121st  street,  South  Ozone  Park,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  James  J.  Munro. 

For  Opposition :  Florence  Tamplin. 

ACTION  OF  BOARD— Laid  over  to  December  2,  1930, 
at  10  a.  m.,  on  request  of  attorney  for  opposition : 
Final  disposition. 


288-30-BZ. 

APPLICANT — Louis  E.  Drago,  for  Carnela  Esposito, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  ten  (10)  one-car  garages 
and,  also,  the  installation  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 16-22  Park  avenue  and  74  Navy 
street,  southwest  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Milton  C.  Weintraub. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1930,  at 
10  a.  m.,  on  request  of  applicant,  so  as  to  amend 
and  complete  , papers.  Final  disposition. 


645-30-BZ. 

APPLICANT — Henry  Kaufman  and  B.  C.  Collada,  lessees. 

SUBJECT — Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  7c  of  the  building  zone  resolution,  to 
permit  in  a  residence  district,  extending  from  an 
unrestricted  district,  the  extension  of  business  uses 
previously  granted  by  the  board. 

PREMISES  AFFECTED — 139-141  Washington  place  and 
40  Grove  street,  northeast  corner,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  Calendar  Call  December  2,  1930, 
at  2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


744-28-BZ. 

APPLICANT — Philip  J.  Sinnott,  substituted  for  Benjamin 
Antin,  for  Montoya  Realty  Corp.,  owner. 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  business 
building  (stores). 

PREMISES  AFFECTED — Northeast  corner  of  Longfellow 
avenue  and  East  173rd  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  December  2,  1930,  at  2  p  m 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  0 

672-28-BZ. 


APPLICANT — Hallinan  &  Groh,  for  William  Zagarino, 
owner. 

SUBJECT — Application  for  reopening — modification — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  Van  Wyck 
boulevard  and  Lincoln  avenue,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  John  S.  Kilmartin. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  for  reopening  denied. 
THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

3-29-BZ. 

APPLICANT — Joseph  Azzara,  for  Charles  Azzara,  owner. 

SUBJECT — Application  for  reopening — modification — re 
Application  (decisions  of  fire  commissioner  and 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — South  side  of  Hylan  boulevard, 
120  ft.  11  in.  east  of  Linwood  avenue,  South  Beach, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  H.  J.  Satriano. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  for  reopening  denied. 

THE  VOTE  T9  REOPEN— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  .  2 

Negative:  Temporary  Chairman  Connell  and 

Deputy  Chief  McElligott .  2 

Absent  .  0 


330-28-BZ. 

APPLICANT — Edward  P.  Doyle,  for  New  York  Title  & 
Mortgage  Co.,  mortgagee,  for  Golran  Realty  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  tenement  house  with  stores 
on  the  first  story  (previously  granted  and  reopening 
for  modification  requested). 

PREMISES  AFFECTED — Northwest  corner  of  Sedgwick 
and  Van  Cortland  t  avenues,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


389-30-BZ. 

APPLICANT — S.  N.  Oppenheimer,  for  Joseph  F.  Urban, 
owner. 

SUBJECT — Application  for  acceptance  (re  decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED-Southeast  corner  of  Giffords 
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lane  and  Arthur  Kill  road,  Great  Kills,  Borough 
of  Richmond. 

APPEARANCES— None. 

AC  riON  OF  BOARD — Application  dismissed  as  being  im¬ 
properly  before  the  board. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

Whereas,  a  similar  case  on  these  premises  had  been 
denied. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
as  being  improperly  before  the  board. 

101-30-BZ. 

APPLICANT — Ludwig  Hanauer,  for  Read  Properties,  Inc., 
owner. 

SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use. 

PREMISES  AFFECTED — 100  Northern  avenue  and  851 
West  181st  street,  northwest  corner,  Manhattan. 
APPEARANCES— 

For  Applicant:  Ludwig  Hanauer,  Peter  Stein,  Wil¬ 
liam  S.  Read  and  William  Ravinowich. 

For  Opposition :  Leonard  Levinsohn  and  Samuel 


Levy. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(101-30-BZ) 


Whereas,  Ludwig  Hanauer,  for  Read  Properties,  Inc., 
owner,  filed,  February  8,  1930,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  business  use;  premises  100  Northern  ave¬ 
nue  and  851  West  181st  street,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  11,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  181st  street,  Northern  ave¬ 
nue  and  Haven  avenue  are  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  October  17,  1929,  reads : 

“In  violation  of  Article  2  of  B.Z.  resolution  as 
adopted  July  25th,  1916,  the  above  premises  is  being 
occupied  contrary  to  said  resolution. 

“A.  The  apartment  on  entrance  story  at  southeast 
is  being  occupied  as  a  barber  shop. 

“B.  The  apartment  on  entrance  story  at  southwest  is 
being  occupied  as  a  laundry. 

“Such  occupancy  is  prohibited  and  you  are  herewith 
directed  to  discontinue  such  occupancy.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  six  stories  and  basement  in  height,  with  a  frontage 
of  78  ft.  and  a  depth  of  111  ft.;  to  be  occupied  as  an  apart¬ 
ment  house  with  business  use  on  first  story;  and 
Whereas,  the  board  deemed  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  brought  under  section  21  of 
the  building  zone  resolution  on  the  ground  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

#  Resolved,  that  the  decision  of  the  tenement  house  commis¬ 
sioner  be  and  it  hereby.  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied. 


393-30-BZ. 


APPLICANT — The  New  York  Central  Railroad  Co., 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  building  to  be  occupied  as  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 127-135  Marble  Hill  avenue 
(King abridge  avenue)  and  175-181  West  228th 
street,  Manhattan. 

APPEARANCES— 


For  Applicant :  F.  L.  Wheeler,  A.  R.  Walley  and 
Leo  Manville. 

For  Opposition:  E.  F.  Maloney,  Richard  J.  Mc- 
Anerney,  L.  F.  Huttenlacher,  David  S.  Elgot, 
Harry  Eppit,  Freda  Steinhauser,  W.  F. 
Pritchard  and  Mrs.  L.  H.  Hoye. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . . . .  4 

Absent  .  ’  q 

the  RESOLUTION— 

(393-30-BZ) 

Whereas,  The  New  York  Central  Railroad  Co.,  owner, 
filed,  June  12,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  maintenance 
of  a  building  to  be  occupied  as  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  127-135  Marble  Hill 
avenue  (Kingsbridge  avenue)  and  175-181  West  228th  street 
Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  11,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  230th  street  and  West  228th 
street,  north  side,  are  in  a  business  district;  West  228th 
street,  south  side,  is  in  a  residence  district;  Marble  Hill  ave¬ 
nue,  north  of  East  228th  street,  is  in  a  business  district,  and 
Marble  Hill  avenue,  south  of  East  228th  street,  and  Adrian 
avenue  are  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  23,  1930  (re  Alt.  App.  No.  544-1930),  reads: 

“1.  Storage  of  -more  than  five  motor  vehicles  or 
garage  for  more  than  five  motor  vehicles  in  a  -busi¬ 
ness  district  is  contrary  to  Art.  2,  Sec.  4-a  of  the  Zoning 
Resolution.” ; 
and 


,  WTiereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  six  stories  in-  height,  with  a  frontage  of  200  ft.  and  a 
depth  of  120  ft. ;  to  be  occupied  as  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  and 

Whereas,  the  board  deemed  that  in  view  of  the  strenuous 
opposition  of  all  those  affected  on  Adrian  avenue,  228th  street 
and  Marble  Hill  avenue,  the  applicant  was  not  entitled  to 
relief  under  section  21  on  the  grounds  of  unnecessary  hard¬ 
ship  and  practical  difficulties. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


1-27-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  substituted  for  John 
W.  Clancy,  for  Intershire  Investors,  Inc.,  owner. 

SUBJECT— Application  for  reopening — modification  of  res¬ 
olution  and  an  extension  of  time  to  obtain  permits 
and  complete  work— re  Application  (decision  of  the 
fire  commissioner),  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  selling  sta¬ 
tion. 
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PREMISES  AFFECTED— Southwest  corner  of  Gunhill 
road  and  Boston  road,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  D.  Nunan,  Jr. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened,  resolution 
modified  and  time  extended. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(1-27-BZ) 

Whereas,  John  W.  Clancy,  for  Intershire  Investors,  Inc., 
owner,  filed, ’  January  3,  1927,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 

the  erection  and  maintenace  of  a  gasoline  selling  station ; 
premises  southwest  corner  of  Gunhill  road  and  Boston  road, 
Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  15,  1927,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Boston  road,  Gunhill  road 

and  Yates  avenue  are  in  business  districts;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  11,  1926  (App.  No.  3942-26),  reads: 

“1.  A  gasoline  service  station  may  not  be  permitted 
in  a  business  district.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  plot  of 
ground  having  a  frontage  of  135.91  ft.  on  Gunhill  road, 
183.36  ft.  on  Yates  avenue  and  184.19  ft.  on  Boston  road, 
upon  which  it  is  proposed  to  erect  a  gasoline  selling  station 
consisting  of  a  one-story  office  and  the  necessary  tanks  and 
pumps  for  a  complete  installation ;  and 

Whereas,  owing  to  the  location  of  the  property  under 
appeal,  the  hoard  deemed  that  applicant  was  entitled  to  at 
least  temporary  relief  under  section  7,  subdivision  f,  of  the 
building  zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  15,  1927,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  imposed, 
which  request  was  granted  July  26,  1927,  and  requested  a 
further  extension,  and  under  date  of  October  18,  1930,  re¬ 
quested  a  modification  as  to  size  of  building  and  an  extension 
of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  temporary 
period  of  two  years,  on  condition  that  the  vehicular  run¬ 
way  on  the  plot  shall  be  set  back  from  the  street  front 
not  less  than  25  ft.;  that  not  more  than  one  structure, 
restricted  to  one  story  in  height,  shall  be  erected  on  the 
property,  and  it  shall  be  of  pedestal  design  with  free  stand¬ 
ing  columns  or  pilasters,  finished  with  face  brick  and  archi¬ 
tectural  terra  cotta  or  stone  trimmings  of  an  area  not  ex¬ 
ceeding  22  ft.  6  in.  by  26  ft. ;  that  any  signs  or 
advertising  shall  be  restricted  to  the  illuminated  lamps  of 
the  pumps  and  the  frieze  of  the  structure  erected  on  this  plot ; 
that  there  shall  be  no  repair  shop  nor  crankcase  service 
platform  permitted  on  the  premises,  and  that  this  action  is 
predicated  under  section  7,  subdivision  f,  of  the  building 
zone  resolution  and  not  considered  under  section  21 ;  that  all 
permits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  sixty  days  and  the  work  completed  within 
sixty  days  from  the  date  of  this  action — November  11,  1930. 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 


where  notices  of  intention  to  appeal  were  offered  for  filing, 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
officials  in  the  performance  of  their  duty: 

(22-30-A) 

Filed  January  13,  1930— Premises  143-151  East  24th  street 
and  144-148  East  25th  street,  Borough  of  Manhat¬ 
tan.  Orders  of  the  fire  department.  Appellant: 
Radio-Victor  Corporation  of  America.  Dismissed 
for  lack  of  prosecution. 


(198-30-A) 

Filed  March  18,  1930— Premises  49-51  East  52nd  street, 
Borough  of  Manhattan.  Order  of  the  superintendent 
of  buildings.  Appellant :  David  J.  Comyns.  Dis¬ 
missed  for  lack  of  prosecution. 


(254-30-A) 

Filed  April  10,  1930 — Premises  5002-5004  Avenue  N  and  2165 
Utica  avenue,  Borough  of  Brooklyn.  Decision  of 
the  superintendent  of  buildings.  Appellant:  Harry 
Ragovin.  Dismissed  for  lack  of  prosecution. 


(271-30-A) 

Filed  April  19,  1930 — Premises  117  West  85th  street,  Bor¬ 
ough  of  Manhattan.  Appeal  from  a  decision  of  the 
superintendent  of  buildings.  Appellant :  Watson  Ele¬ 
vator  Co.  Dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


Whereas,  the  foregoing  appellants  have  filed  with  the 
board  of  standards  and  appeals  appeals  from  orders  and  de¬ 
cisions  affecting  the  premises  in  question ;  and 
Whereas,  the  appellants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereby  are  ij 
dismissed  for  lack  of  prosecution. 


Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing, 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
officials  in  the  performance  of  their  duty: 

(20-30-BZ) 

Filed  January  13,  1930 — Premises  2328-2330  31st  street, 
northeast  corner  of  23rd  road,  Long  Island  City, 
Borough  of  Queens.  Decision  of  the  superintendent 
of  buildings.  Applicant:  Frank  W.  Banfield.  Dis¬ 
missed  for  lack  of  prosecution. 


(60-30-BZ) 

Filed  January  27,  1930 — Premises  northeast  corner  of  Par¬ 
sons  boulevard  and  84th  road,  North  Jamaica,  Bor¬ 
ough  of  Queens.  Decision  of  the  superintendent  of 
buildings.  Applicant:  James  Kearney.  Dismissed 
for  lack  of  prosecution. 


(301-30-BZ) 

Filed  April  30,  1930 — Premises  southwest  corner  of  Linden 
boulevard  and  197th  street,  St.  Albans,  Borough  of 
Queens.  Decision  of  the  superintendent  of  build¬ 
ings.  Applicant :  Thomas  J.  Donovan.  Dismissed 
for  lack  of  prosecution. 


(443-30-BZ) 

Filed  June  19,  1930 — Premises  281-285  Albany  avenue,  Bor¬ 
ough  of  Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant:  Henry  L.  Bischoff.  Dis¬ 
missed  for  lack  of  prosecution. 
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(451-30-BZ) 

Filed  June  24,  1930— Premises  512  Park  place,  Borough  of 
Brooklyn.  Decision  of  the  superintendent  of  build¬ 
ings.  Applicant :  Murray  Klein.  Dismissed  for  lack 
of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott .  4 

Negative  .  0 

Absent  . ’ '  ’  ’  0 

THE  RESOLUTION— 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  standards  and  appeals  applications,  under  the  build- 
ing  zone  resolution,  affecting  the  premises  in  question;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


AREA  FIXED. 

(288-30-BZ) 

The  chairman  presented  and  read  a  communication  from 
Louis  E.  Drago,  requesting  that  the  board  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district,  extending  from  an  unrestricted  district,  the 
erection  and  maintenance  of  a  garage  for  more  than  five 
cars  and  also  the  installation  of  a  gasoline  service  station ; 
premises  16-22  Park  avenue  and  74  Navy  street  Borough 
of  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Park  avenue  from  a  point  104.7  ft.  west 
of  Navy  street  to  a  point  400  ft.  east  of  premises  in 
question ;  both  sides  of  Navy  street  from  a  point  102  ft 
south  of  Park  avenue  to  a  point  400  ft.  north  of  premises 
in  question. 


Adjourned  5.00  p.  m. 

William  J.  O'Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  11,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS. 

287-30-S. 

PE  TI I IONER — Robert  Dreyfuss,  for  Harry  Schwartz, 
lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 31  Cooper  square,  Manhattan. 
APPEARANCES— None. 

AL  1  ION  OF  BOARD — Laid  over  to  November  25,  1930, 
at  2  p.  m.  No  appearances. 


444-30-S. 

PETITIONER— Joseph  Reydel,  Jr.,  for  J.  M.  Horton  Ice 
Cream  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 120-126  East  131st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Joseph  Reydel,  Jr. 

For  Administration  :  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Laid  over  to  November  25,  1930, 
at  2  p.  m.,  for  petitioner  to  apply  to  superintendent 
of  buildings  for  certificate  of  occupancy. 


476-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Ratsey  &  Lapthorn,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — Rear  of  188  Schofield  street, 
City  Island,  The  Bronx. 

APPEARANCES — 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1930, 
at  2  p.  m.,  to  obtain  additional  information  from 
superintendent  of  buildings. 


238-30-S. 

PETI1  IONER — G.  Harry  Madigan,  for  Anthony  Yaconetti 
and  Maria  Grazia,  owners,  and  Pasquale  Egidio, 
lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED— 605  East  187th  street,  The 
Bronx. 

APPEARANCES— 

For  Petitioner:  T.  William  Madigan. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1930, 
at  2  p.  m.,  on  request  of  petitioner’s  representative. 


181-30-S. 

PETITIONER — William  F.  Doyle,  for  Joseph  Sobel, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1789-1791  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Petitioner:  Martin  J.  Ort. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1930, 
at  2  p.  m.,  on  request  of  petitioner’s  representative, 
pending  substitution  of  counsel. 


6-30-S. 

PETI  f  IONER — William  F.  Doyle,  substituted  for  Buch- 
man  &  Kahn,  for  25-27  West  56th  Street  Co.,  Inc., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 25-27  West  56th  street  and  24- 
26  West  57th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Martin  J.  Ort. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1930, 
at  2  p.  m.,  on  request  of  petitioner’s  representative, 
pending  substitution  of  counsel. 


/ 
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MINUTES 


449-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Sunswick  Realty  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 92-94  Sunswick  street,  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1930, 
at  2  p.  m.,  for  petitioner  to  obtain  correct  certificate 
of  occupancy  from  building  superintendent. 


497-30-S. 

PETITIONER — William  A.  Grey,  for  Warner  Brothers 
Pictures,  Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 619-627  West  54th  street  and 
616-624  West  55th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  William  A.  Grey. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McEHigott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(497-30-S) 

Whereas,  William  A.  Grey,  for  Warner  Brothers  Pic¬ 
tures,  Inc.,  lessee,  filed,  July  14,  1930,  a  petition  for  a  varia¬ 
tion  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  619-627  West  54th 
street  and  616-624  West  55th  street,  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  3,  1930  (N.  B.  No.  90-1930),  reads: 

“14.  Windows  should  comply  with  Section  264,  Labor 
Law,  and  Rules  503  Industrial  Code.” ; 

and 

Whereas,  the  building,  facing  on  two  street  fronts,  is 
fireproof,  ten  stories  in  height,  150  ft.  by  200  ft.  10  in., 
irregular,  in  area;  OCCUPIED:  1st  story,  printing  and 
offices,  105  persons ;  upper  stories,  offices  and  light  manufac¬ 
turing,  105  persons  per  story;  EQUIPPED  with  a  sprinkler 
system  and  a  fire  alarm  signal  system;  EXITS:  three  in¬ 
terior  fireproof  stairways,  extending  from  the  first  story  to 
roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors 
at  openings;  and 

Whereas,  there  are  openings  on  the  first  story  in  the 
54th  and  in  the  55th  street  fronts  of  the  building  glazed 
with  J4-inch-thick  plate  glass;  the  maximum  area  of  the 
glass  being  15  ft.  8  in,  by  12  ft.  6  in.;  and 

W hereas,  petitioner  contends  that  a  strict  compliance  with 
the  labor  law  as  to  the  area  of  the  glass  will  destroy  the 
intended  use  of  the  first  story  of  the  premises. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law, 
and  that  the  petition  be  and  it  hereby  is  granted,  only  so  far 
as  it  affects  the  windows  on  the  first  story  street  front,  on 
condition  that  they  be  equipped  with  metal  frames  and  sash, 
glazed  with  %-mch  polished  plate  glass,  and  that  the  re¬ 
quirements  of  the  labor  law  shall  be  complied  with  in  all 
other  respects. 


307-30-S. 

PETITIONER — United  Real  Estate  Owners  Association, 
for  Knob  Holding  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  decision  of  the  fire  commissioner. 


PREMISES  AFFECTED — 141  Fifth  avenue  and  10  East 
21st  street,  southeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner :  J.  Burmeister. 

For  Administration :  Inspector  Maher  of  fire  de-  « 
partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o  | 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  o 

THE  RESOLUTION— 

(307-30-S) 

Whereas,  United  Real  Estate  Owners  Association,  for 
Knob  Holding  Co.,  Inc.,  owner,  filed,  May  3,  1930,  a  petition  < 
for  a  variation  from  the  requirements  of  the  labor  law,  as  ] 
cited  in  an  order  and  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  141  Fifth  avenue  and  10  East  21st  street, 
southeast  corner,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  19,  1930  (70852-LD),  reads: 

“l.  Remove  all  articles  or  wares  from  stairway  en¬ 
closure  or  from  the  landings,  platforms  or  passageways 
connected  therewith  including  telephone  booth  and  cigar 
stand  in  hall  at  1st  story,  as  per  rules  of  the  Board  of 
Standards  and  Appeals.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  3,  1930,  reads : 

“Re  premises  141-147  Fifth  avenue,  Manhattan. 

“Order  No.  70852-LD. 

“Regarding  your  request  in  this  office  for  rescindment 
of  the  above  order,  you  are  advised  that  no  such  rescind¬ 
ment  can  be  granted.  It  is  suggested  that  you  take  the 
matter  up  with  the  Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  90  ft.  by  94  ft.  in  area;  OCCUPIED:  cellar,  stores, 

5  persons ;  1st  story,  store  and  bank,  42  persons ;  2nd  story, 
bank  and  cigars,  30  persons ;  3rd  story,  Japanese  novelties, 
10  persons;  4th  story,  bank  office,  30  persons;  5th  story, 

manufacture  of  clothes  and  beads,  27  persons ;  6th  story, 

manufacture  of  clothes  and  hose,  23  persons ;  7th  story, 

dental  offices  and  clothes,  12  persons;  8th  story,  manufacture 

of  clothes,  16  persons;  9th  story,  mailing  and  clothes,  14 
persons;  10th  story,  manufacture  of  clothing  and  office,  45 
persons;  11th  story,  manufacture  of  beaded  bags,  40  per¬ 
sons;  12th  story,  offices,  15  persons;  EQUIPPED  with  a 
sprinkler  system  and  a  fire  alarm  signal  system ;  EXITS :  an 
interior  fireproof  stairway,  extending  from  the  first  story 
to  roof,,  enclosed  in  fireproof  partitions,  with  fireproof  doors 
at  openings;  an  exterior  iron  stairway  on  the  rear  of  the 
building,  having  fireproof  openings  along  the  course  there¬ 
of,  extending  from  the  roof  to  the  first  story,  with  EGRESS 
from  the  termination  of  the  fire  escape  by  means  of  fire¬ 
proof  stairway  leading  to  the  street ;  and 

Whereas,  there  is  a  cigar  stand  and  also  a  telephone  booth 
located  in  the  main  hallway  of  the  first  story  of  the  build-  . 
■mg;  and 

Whhieas,  petitioner  contends  that  there  are  sprinkler 
heads  in  the  main  hallway  and  that  the  cigar  stand  or  tele¬ 
phone  booth  do  not  interfere  with  the  means  of  egress  from 
the  building. 

_  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  petition 
be  and  it  hereby  is  denied. 


655-29-S. 

PEmiONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Estate  of  Joseph  Aronauer,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order" 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 133  Chrystie  street,  Manhattan. 


_ _ MINUTES 


APPEARANCES— 

For  Petitioner :  Philip  Bardes. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(655-29-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Estate  of  Joseph  Aronauer,  owner,  filed,  November 
8,  1929,  a  petition  for  a  variation  from  the  requirements  of 
‘the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  133  Chrystie  street,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  25,  1929  (Order  No.  52387-LD),  reads: 

“2.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law.” ; 

[and 

Whereas,  the  building  is  non-fireproof,  four  stories  (49 
.ft.  6  in.)  in  height,  23  ft.  6  in.  by  126  ft.  2 '/  in.  in  area; 
OCCUPIED  by  one  concern  for  the  manufacture  of  bed 
springs :  cellar,  boiler  room  and  wire  storage,  no  persons ; 
1st  story,  office,  shipping  and  wire  storage,  5  persons;  2nd 
story,  iron  storage,  no  persons ;  3rd  story,  manufacture  of 
iron  links,  7  persons;  4th  story,  wire  weaving,  4  persons; 
EXITS:  an  interior  wood  stairway,  extending  from  the  first 
story  to  top  story  (with  iron  ladder  to  scuttle  in  roof), 
(enclosed  in  wood  board  partitions,  with  wood  doors  at 
openings ;  there  being,  also,  an  accommodation  stair  leading 
from  cellar  to  second  story;  a  fire  escape  on  the  front  of 
the  building,  having  unprotected  openings  along  the  course 
thereof,  extending  from  the  roof  to  the  second  story  bal- 
fcony,  with  EGRESS  from  the  termination  of  the  fire  escape 
bv  means  of  drop  ladder  to  street;  ROOFS  of  adjoining 
buildings :  to  north,  two  stories  higher ;  to  south,  one  story- 
higher  ;  and 

Whereas,  this  petition  covering  several  orders  was  denied 
by  the  board  at  its  meeting  March  26,  1930,  and  reopened 
by  vote  of  the  board  October  14,  1930,  petitioner  contending 
that  he  has  complied  with  all  orders  except  the  extension  of 
interior  stairs  to  roof,  and  that  there  is  no  safe  egress  from 
(roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  extension  of  the  interior  stairways  to 
the  roof,  on  condition  that  there  shall  be  provided  a  60- 
rdegree  iron  stairway  in  the  top  story  to  a  scuttle  in  the 
roof  with  ample  headroom,  front  stairway;  that  there  shall 
be  a  60-degree  iron  stairway  from  the  top  balcony  of  the 
fire  escape  to  the  roof,  and  granted,  only  so  long  as  the 
building  shall  remain  in  single  tenancy  and  use  and  the  occu¬ 
pancy  shall  remain  substantially  the  same  as  at  the  present 
time  and  shall  be  limited  to  a  capacity  of  fifteen  persons 
above  the  first  story,  and  that  the  building  otherwise  shall 
comply  with  the  labor  law  in  all  respects  and  shall  not  be 
increased  in  height  or  area. 


192-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  10  East  46th  Street  Corp.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 10  East  46th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  o 

THE  RESOLUTION— 


(492-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  10  East  46th  Street  Corp.,  owner,  filed,  July  12, 
1930,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  10  East  46th  street,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  14,  1930  (Order  No.  70620-LD),  reads: 

“1.  Arrange  doors  from  1st  story  store  to  open  out¬ 
wardly,  as  per  Section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  25,  1930,  reads: 

“Re  premises  10  East  46th  street. 

“This  will  reply  to  your  letter  of  June  20th,  1930, 
in  which  you  state  you  have  been  retained  by  the  owners 
of  the  premises  to  petition  the  Board  of  Standards  and 
Appeals  for  a  variation  of  the  Labor  Law  in  connec¬ 
tion  with  violation  No.  70620-LD,  but  the  Board  has 
refused  to  accept  the  case  due  to  it  being  more  than  20 
days  since  the  issuance  of  this  order,  and  request  that 
we  rescind  and  reissue  the  order  of  a  later  date. 

“Your  request  to  rescind  and  reissue  the  order  must 
be  denied. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION, 
*©Y  (S)  PETER  C.  SPENCE,  CHIEF.” 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  24  ft.  4  in.  by  100  ft.  5  in.  in  area  at  first  story 
and  24  ft.  4  in.  by  75  ft.  in  area  above;  OCCUPIED: 
store,  millinery  and  dress  shop,  10  persons  ;  2nd  story,  mil¬ 
linery,  5  persons  ;  3rd  story,  dresses  and  millinery,  14  per¬ 
sons  ;  4th  story,  manufacture  of  corsets,  6  persons ;  5th  story, 
manufacture  of  corsets,  9  persons;  6th  story,  vacant  at  pres¬ 
ent;  EQUIPPED  with  a  fire  alarm  signal  system;  EXITS: 
an  interior  iron  stairway,  extending  from  the  first  story  to 
roof  story,  enclosed  in  6-inch  terra  cotta  block  partitions, 
with  fireproof  doors  at  openings;  a  fire  escape  on  the  rear 
of  the  building,  having  fireproof  openings  along  the  course 
thereof,  extending  from  the  roof  to  the  second  story  bal¬ 
cony,  with  EGRESS  from  the  termination  of  the  fire  escape 
by  means  of  connections  to  fire  escape  on  rear  of  building 
to  the  west;  and 

Whereas,  petitioner  contends  that  the  order  refers  to 
the  main  entrance  door  from  the  first  story  store  into  the 
main  hallway  vestibule;  that  same  is  used  for  the  conduct 
of  a  retail  ready-to-wear  dress  and  hat  shop  with  an  average 
of  four  or  five  persons  in  the  rear  engaged  in  making  minor 
alterations  to  the  dresses  and  hats  sold  in  the  store,  there 
being  in  the  height  of  the  season  a  maximum  of  ten  persons 
so  employed ;  that  if  the  door  were  swung  out  it  would  open 
into  the  vestibule  and  interfere  with  the  egress  from  the 
upper  stories  of  the  building. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


400-30-S. 

PETITIONER — Robert  A.  Fash,  for  George  Mourges, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 38  East  9th  street,  Manhattan. 
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MINUTES 


APPEARANCES— 

For  Petitioner :  Robert  A.  Fash. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(400-30-S) 

Whereas,  Robert  A.  Fash,  for  George  Mourges,  owner, 
filed,  June  18,  1930,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  and  a  de¬ 
cision  of  the  fire  commissioner,  affecting  premises  38  East 
9th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

January  14,  1929,  reads: 

"1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  compliance 
with  the  provisions  of  Section  273  and  274  of  the  Labor 
Law  and  the  rules  of  the  Board  of  Standards  and 

Appeals,  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  Section  271  of  the 
Labor  Law. 

"Among  the  defects  noted  are  the  following: 

"(d)  No  fireproof  passageway  to  street  from  termina¬ 
tion.”  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  29,  1930,  reads: 

"Re  premises  38  East  9th  street,  Manhattan. 

"This  will  reply  to  your  letter  of  May  14th,  1930, 
relative  to  violation  48964-LD,  in  which  you  request 
that  you  be  given  a  letter  addressed  to  the  Board  of 
Standards  and  Appeals  so  as  to  enable  you  to  present 
violation  to  said  Board. 

"You  are  advised  that  your  request  must  be  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  95  ft.  in  area;  OCCUPIED:  basement, 
storage,  10  persons ;  1st  story,  laundry,  office  and  showroom, 
4  persons;  2nd  story,  manufacture  of  hats,  6  persons;  3rd 
story,  manufacture  of  hats,  12  persons;  4th  story,  manufac¬ 
ture  of  clothing,  12  persons ;  EQUIPPED  with  a  fire  alarm 
signal  system ;  EXITS :  an  interior  stairway,  extend¬ 
ing  from  the  first  story  to  roof,  enclosed  in  fire-retarded 
partitions,  with  fireproof  doors  at  openings;  a  fire  escape 
on  the  rear  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  roof  to  the  base¬ 
ment  story,  with  EGRESS  from  the  termination  of  the  fire 
escape  by  means  of  open  yards  at  rear ;  and 

Whereas,  petitioner  contends  that  the  existing  conditions 
as  to  exit  from  the  fire  escape  was  accepted  by  the  bureau 
of  buildings  in  1910,  and  requests  the  acceptance  of  existing 
conditions  as  to  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law.  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  exit  from  the  rear  fire  escape,  on 
condition  that  the  opening  in  the  3-foot  stone  wall  at  the 
rear  of  38  East  9th  street,  not  less  than  3  ft.  6  in.  wide,  be 
maintained  open  and  unencumbered,  and  that  the  opening  in 
the  fence  between  the  yards  47  and  49  East  8th  street  shall 
be  not  less  than  5  ft.  wide,  and  granted,  only  so  long  as  the 
buildings  known  as  38  East  9th  street  and  47-49  East  8th 
street  remain  in  the  same  ownership;  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  the  requirements 
of  the  labor  law  shall  be  complied  with  in  all  other  re¬ 
spects,  and  that  the  occupancy  of  38  East  9th  street  shall  be 
limited  to  the  legal  capacity  of  the  interior  stairs. 


385-30-S. 

PETITIONER — Samuel  Roth,  for  Schapanka  Realty  Corp., 
lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 125-127  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Roth. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(385-30-S) 

Whereas,  Samuel  Roth,  for  Edward  D.  Livingston, 
owner,  filed,  June  9,  1930,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  125-127 
Fifth  avenue,  Borough  of  Manhattan;  and  f 
Whereas,  the  order  of  the  fire  commissioner,  dated 
August  6,  1929  (Order  No.  61076-LD),  reads: 

“1.  Arrange  the  fire  escape  at  rear  of  building 
serving  as  a  required  means  of  egress  so  that  same  will 
conform  to  Sec.  273  of  the  Labor  Law. 

“Defects  noted  as  follows : 

"a.  Passageway  from  termination  of  fife  escape  does 
not  comply  with  the  requirements  of  the  Labor  Law.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered' 
May  21,  1930,  reads : 

"This  will  reply  to  your  letter  of  May  6th,  1930,  in 
which  you  request  reconsideration  of  order  No.  61076- 
LD,  in  view  of  the  fact  that  you  have  installed  a  fire¬ 
proof  passageway  on  the  2nd  floor  of  the  premises  com-.| 
mencing  from  the  termination  of  rear  fire  escape  to  i 
public  stair-hall  at  front  of  premises  with  egress  down  : 
one  flight  through  public  hall  and  out  into  the  street 
and  arrange  to  rescind  aforementioned  order. 

“Conclusions  reached  in  our  letter  of  April  28th,  1930, 
must  be  reiterated  at  this  time,  to  the  effect  that  the 
passageway  installed  does  not  provide  the  legal  means 
of  exit  from  second  story,  north  side  and  does  not 
structurally  comply  with  the  requirements  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  45  ft.  by  100  ft.  in  area  at  first  story  and  45  ft.  by 
90  ft.  in  area  above;  OCCUPIED:  1st  story,  stores;  upper 
stories,  offices  and  25  per  cent  manufacturing,  30  persons 
per  story;  EQUIPPED  with  a  fire  alarm  signal  system; 
EXITS :  an  interior  fireproof  stairway,  extending  from  the 
first  story  to  roof,  enclosed  in  fireproof  partitions,  with' 
fireproof  doors  at  openings ;  a  fire  escape  on  the  rear  of  the 
building,  having  -fireproof  openings  along  the  course  thereof, 
extending  from  the  roof  to  the  second  story  fire  escape 
balcony,  with  EGRESS  from  the  termination  of  the  fire 
escape  by  means  of  a  fireproof  passageway  at  second  story 
level  leading  to  the  main  stairway ;  and 

Whereas,  petitioner  contends  that  the  building  was  altered 
during  1929  from  plans  approved  by  the  bureau  of  buildings 
and  among  other  things  approved  was  a  fireproof  passage 
leading  from  the  termination  of  the  rear  fire  escapes  on  the 
second  story  to  the  fireproof  stairway  at  the  front  of  the 
building  and  down  to  first  story  and  out  to  the  street,  and 
requests  the  acceptance  of  existing  conditions  as  to  the 
termination  from  the  rear  fire  escape. 

Resolved.  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor1 
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law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  exit  from  the  rear  fire  escape  shall  be 
through  a  fireproof  passageway  on  second  story  not  less 
than  44  in.  wide  with  unpierced  walls  and  floor  except  for 
exit  door,  north  side,  second  story,  leading  direct  to  the 
passageway  of  the  main  stairway  direct  to  the  street;  that 
the  capacity  of  each  floor  shall  be  confined  to  the  legal 
capacity  of  the  interior  stairs ;  that  the  roof  of  the  one- 
story  extension  in  the  rear  shall  be  fire-retarded;  that  the 
building  shall  be  not  increased  in  height  or  area,  and  that 
the  labor  law  shall  be  complied  with  in  all  other  respects. 


503-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Davis  &  Quick,  Inc.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 307-315  St.  Marks  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(503-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Davis  &  Quick,  Inc.,  owner,  filed,  July  16,  1930,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  orders  and  a  decision  of  the  fire  commis- 
■  sioner,  affecting  premises  307-315  St.  Marks  avenue,  Bor- 
.  ough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
January  23,  1930,  read : 

“Order  No.  69435-LD : 

“1.  Provide  an  interior  stairway  at  the  west  side  of 
building  known  as  307  to  serve  as  a  required  means  of 
exit,  as  per  Sec.  271  of  the  Labor  Law.”; 

and 

“Order  No.  69436-LD : 

“1.  Arrange  iron  bars  on  windows  on  the  west,  south 
and  north  sides  of  1st  story  and  west  side  of  2nd  story, 
so  as  to  be  readily  movable  or  removable  from  both 
sides  in  such  a  manner  as  to  afford  the  free  and  un¬ 
obstructed  use  of  such  windows  for  purposes  of  egress, 
as  per  Section  272  of  the  Labor  Law.”; 
and 

“Order  No.  69437-LD : 

“2.  Provide  an  approved  fire  door  on  each  side  of 
wall  at  bridge,  centre  east  side  of  2nd  story,  as  per  Sec¬ 
tion  271  of  the  Labor  Law.” ; 

.  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

•  rendered  June  27,  1930,  reads : 

“In  reply  to  your  letter  of  June  25,  1930,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
from  the  requirements  of  orders  69435-LD,  69436-LD, 
69437-LD,  and  that  you  are  unable  to  do  so  due  to  the 
fact  that  the  Board  of  Standards  and  Appeals  will  not 
accept  an  appeal  for  the  reason  that  the  time  limit,  twenty 
days,  had  elapsed,  and  request  dismissal  and  reissuance 
of  the  above  orders. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued,  therefore,  your  request  is  denied. 

“Respectfully, 

“(s)  Wm.  H.  SWARTWOUT, 

“Deputy  Chief,  Bureau  of  Fire  Prevention.” 

and 

Whereas,  the  premises  consist  of  a  group  of  intercon¬ 


nected  non-fircproof  buildings,  having  a  frontage  of  96  ft. 
10  in.  on  St.  Marks  avenue,  16  ft.  2y2  in.  on  Bergen  street 
and  an  approximate  depth  of  260  ft. ;  the  building  in  ques¬ 
tion  is  non-fireproof,  two  stories  in  height,  32  ft.  by  85  ft 
in  area  at  first  story  and  32  ft.  by  29  ft.  in  area  above; 
OCCUPIED  as  part  of  a  wet  dyeing  establishment:  1st 
story,  dyeing,  6  persons ;  2nd  story,  office,  4  persons ; 
EQUIPPED  with  a  sprinkler  system;  EXITS:  a  bridge 
on  the  second  story  leading  to  building  to  east  and  two  doon 
on  first  story  leading  to  yard;  and 

Whereas,  there  are  windows  in  the  west,  north  and  south 
walls  on  the  first  story  and  in  the  west  wall  of  the  second 
story  covered  with  iron  bars ;  and 
Whereas,  petitioner  contends  that  the  building  is  pro¬ 
tected  with  a  two-source  sprinkler  system ;  contends  that  the 
iron  bars  were  placed  over  the  windows  to  prevent  burglary 
and  that  there  are  other  means  of  egress  from  the  premises 
exclusive  of  the  windows;  proposes  to  provide  a  fireproof 
swinging  door  at  each  end  of  the  fireproof  bridge  at  the 
second  story,  and  requests,  otherwise,  the  acceptance  of  the 
existing  means  of  egress  from  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  69435-LD,  on  condition  that  a  bridge  be  provided 
connecting  the  second  story  of  307  St.  Marks  avenue  to  315 
St.  Marks  avenue;  that  a  stairway  be  provided  from  the 
second  story  to  the  roof  the  extension  of  the  first  story, 
egress  from  roof  of  the  extension  by  means  of  a  ladder  to 
the  yard  in  the  ownership  of  the  property  under  appeal; 
as  to  Order  No.  69437-LD,  Item  2,  granted  on  condition 
that  the  resolution  of  Cal.  No.  502-30-A  shall  be  complied 
with;  granted  only  so  long  as  the  buildings  remain  in  single 
tenancy  and  shall  be  not  increased  in  height  or  area,  and 
that  the  requirements  of  the  labor  law  shall  be  complied’  with 
in  all  other  respects ;  denied  as  to  Order  No.  69436-LD. 


501-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Dictograph  Product  Corp.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 9501-9525  149th  street,  north¬ 
east  corner  of  97th  avenue,  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  q 

THE  RESOLUTION— 


(501-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Dictograph  Product  Corp.,  owner,  filed,  July  16, 
1930,  a  petition  for  a  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  9501-9525  149th  street, 
northeast  corner  of  97th  avenue,  Jamaica,  Borough  of 
Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
1,  1930  (75001-LD),  reads: 

Building  No.  1 

“1.  Extend  interior  stairway  at  front  of  building  to 
roof  as  per  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals. 

“Note: — Plans  for  all  structural  changes  should  be 
filed  in  the  Bureau  of  Buildings  as  required  by  Chapter 
503,  Laws  of  1916. 
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Building  No.  2 

“1.  Provide  a  stairway  from  top  balcony  oi  fire 
escape  at  east  side  of  building  to  roof  as  per  Rules  oi 
the  Board  of  Standards  and  Appeals. 

“Note : — Plans  for  all  structural  changes  should  be 
filed  in  the  Bureau  of  Buildings  as  required  by  Chapter 
503,  Laws  of  1916. 

Building  No.  3 

“1.  Extend  both  interior  stairways  to  roof  as  per 
Rules  of  the  Board  of  Standards  and  Appeals. 

“NOTE:— Plans  for  all  structural  changes  should  be 
filed  in  the  Bureau  of  Buildings  as  required  by  Chapter 
530,  Laws  of  1916. 

Building  No.  5 

“1.  Provide  stairway  from  top  balcony  of  fire  escape 
at  west  side  of  building  to  roof  as  per  Rules  of  the 
Board  of  Standards  and  Appeals. 

“NOTE: — Plans  for  all  structural  changes  should  be 
filed  in  the  Bureau  of  Buildings  as  required  by  Chapter 
503,  Laws  of  1916.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  15,  1930,  reads: 

“Re  premises  9525  149th  street,  Jamaica,  Queens. 

“In  reply  to  your  letter  of  June  24,  stating  that  you 
have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  order  No.  75001-LD  and  that  you  are 
unable  to  do  so  due  to  the  fact  that  the  Board  of  Stand¬ 
ards  and  Appeals  will  not  accept  an  appeal  for  the  rea¬ 
son  that  the  time  limit,  twenty  days,  had  elapsed  and 
request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  409  ft.  on  149th  street  and  100  ft.  on 
97th  avenue,  upon  which  are  located  several  buildings  form¬ 
ing  the  plant  of  the  Dictograph  Products  Corp. ;  Building 
No.  1  being  frame,  two  stories  in  height,  49  ft.  3  in.  by  25 
ft.  3  in.  in  area;  OCCUPIED:  1st  story,  stock  room,  3 
persons;  2nd  story,  telephone  assembling,  20  persons; 
EXITS :  an  interior  wood  stairway  at  north  side  of  building, 
extending  f  rom  first  to  second  story,  enclosed  in  wood  board 
partitions,  with  wood  doors  at  openings ;  Building  No.  2  is 
frame,  two  stories  in  height,  70  ft.  3  in.  by  25  ft.  3  in.  in 
area;  OCCUPIED:  1st  story,  assembling,  25  persons;  2nd 
story,  repairing,  15  persons;  EXITS:  a  fire  escape  on  the 
east  side  of  the  building,  with  fireproof  openings  along  the 
course  thereof,  extending  from  the  second  story  to  yard; 
Building  No.  3  is  non-fireproof,  two  stories  in  height,  112 
ft.  by  31  ft.  in  area;  OCCUPIED:  1st  story,  carpenter 
shop,  2  persons;  2nd  story,  assembling,  25  persons;  EXITS: 
two  concrete  stairways,  enclosed  in  6-inch  terra  cotta  blocks, 
extending  from  the  first  to  second  story,  with  fireproof  doors 
at  openings;  Building  No.  5  is  frame,  two  stories  in  height, 
65  ft.  by  35  ft.  in  area;  OCCUPIED:  1st  story,  asssembling, 
30  persons;  2nd  story,  winding  cable,  20  persons;  EXITS: 
an  interior  wood  stairway,  enclosed  in  wood  board  parti¬ 
tions,  extending  from  first  to  second  story,  with  wood  doors 
at  openings ;  a  fire  escape  on  the  west  side  of  the  building, 
having  fireproof  openings  along  the  course  thereof,  extend¬ 
ing  from  the  second  story  to  the  first  story  balcony,  with 
counterbalanced  stair  leading  to  courtyard ;  and 

Whereas,  petitioner  contends,  regarding  Item  No.  1  on 
Building  No.  1,  which  calls  for  the  extension  of  the  interior 
stairway  at  the  front  of  the  building  to  the  roof,  that  this 
refers  to  the  stairway  between  Building  No.  1  and  Building 
No.  2,  and  the  only  egress  from  either  of  these  buildings 
would  be  into  the  other  or  onto  the  roof  of  Building  No.  3 ; 
that  the  passageway  opening  into  stairway  leads  into  all 
three  of  these  buildings,  so  that  there  would  be  no  need 


of  going  to  the  roof  when  access  can  be  had  to  either  of  ^ 
these  buildings  through  the  hall  in  either  the  first  or  second  \ 
story,  and  proposes  to  provide  a  double-rung  iron  ladder  to  i 
scuttle  in  hallway;  regarding  Item  No.  1,  which  refers  to 
Building  No.  2,  contends  that  this  fire  escape  extends  from 
the  second  story  to  the  ground,  and  since  the  only  egress 
from  the  roof  of  Building  No.  2  would  be  onto  Building 
No.  1,  and  since  these  buildings  are  connected  in  both  the 
first  and  second  stories,  requests  the  acceptance  of  a  goose¬ 
neck  iron  ladder  from  the  second  story  balcony  to  the  roof  I 
as  compliance  with  this  item ;  and 

Whereas,  regarding  Item  No.  1  on  Building  No.  3,  peti¬ 
tioner  contends  that  the  only  egress  from  the  roof  of  Build¬ 
ing  No.  3  would  be  onto  the  roof  of  Building  No.  1,  and 
since  these  buildings  are  now  connected  on  the  first  and 
second  stories  there  would  be  no  need  of  going  to  the  roof 
in  order  to  get  into  either  building,  and  proposes  to  provide 
a  double-rung  iron  ladder  in  the  top  story  stair  hall  of  the 
southerly  stairs  of  Building  No.  3 ;  and 

Whereas,  regarding  Item  No.  1  on  Building  No.  5, 
which  calls  for  a  stairway  from  the  top  balcony  of  the  fire 
escape  to  the  roof,  would  state  that  there  is  no  egress  what-  I 
ever  off  the  roof  of  this  building  and  there  is  now  from 
the  second  story  balcony  an  iron  stairway,  44  in.  wide, 
which  connects  to  the  roof  of  Building  No.  6,  which  in  I 
turn  faces  on  149th  street,  and  requests  the  acceptance  of 
existing  condition  as  to  this  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does  I 
hereby  make  a  variation  in  the  requirements  of  the  labor  I 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  I 
condition  that  in  the  stair  hall  connecting  Buildings  No.  1  and  I 
No.  2  there  shall  be  installed  a  double-rung  iron  ladder  to  I 
a  scuttle  in  the  roof,  and  in  Building  No.  3,  from  the  stair  I 
enclosurae,  there  shall  be  a  double-rung  ladder  to  a  scuttle  I 
in  the  roof  ;  on  the  rear  of  Building  No.  2  there  shall  be  I 
installed  a  gooseneck  ladder  from  the  top  balcony  of  fire  I 
escape  to  the  roof ;  that  there  shall  be  provided  on  the  rear  I 
of  Building  No.  5  a  stair  and  landing,  44  in.  wide,  to  the 
roof  of  Building  No.  6  from  top  balcony;  granted  only  sol 
long  as  single  tenancy  and  ownership  and  exits  otherwise  t 
shown  on  the  plans  submitted  in  this  petition  shall  be  main¬ 
tained  and  that  the  labor  law  shall  be  complied  with  in  all 
other  respects,  and  the  building  shall  not  be  increased  in 
height  or  area. 

CASE  DISMISSED. 

Variation  of  the  Labor  Law. 

The  chairman  called  attention  to  the  following  case, 
where  notice  of  intention  to  petition  was  offered  tor 
filing,  but  where,  despite  notices,  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the  ad- 1 
ministrative  official  in  the  performance  of  his  duty: 

(21-30-S) 

Filed  January  13,  1930— Premises  143-151  East  24th  street 
and  144-148  East  25th  street,  Borough  of  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Petitioner: 
Radio-Victor  Corporation  of  America.  Dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  MdElligott .  4 

Negative  .  ® 

Absent  .  Q 

THE  RESOLUTION— 

Whereas,  the  foregoing  petitioner  filed  with  the  board  of 
of  standards  and  appeals  a  petition  for  a  variation  of  the 
labor  law ;  and  _  i 

Whereas,  the  petitioner  has  failed  to  complete  his  papers. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 

Adjourned  7.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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ELEVATOR  RULES 


RULES  FOR  THE  CONSTRUCTION,  MAINTENANCE  AND  OPERATION  OF  ELEVATORS, 
ADOPTED  JULY  30,  1918,  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  EFFECTIVE 

AUGUST  26,  1918;  REVISED  MAY  13,  1919. 


Rule  1.  Application  of  Elevator  Rules.  Every  ele¬ 
vator,  escalator,  freight  conveyor  or  amusement  device, 
within  the  City  of  New  York,  in  addition  to  conforming 
to  all  provisions  of  the  labor  law,  building  code  or 
other  laws  or  ordinances,  as  are  applicable  thereto,  shall 
comply  with  the  requirements  of  these  rules. 

Existing  and  future  installations  shall  at  all  times  be 
maintained  by  the  owner  in  a  safe  condition  and  in 
conformity  with  the  requirements  of  these  rules. 

Rule  2.  Definitions  Relating  to  Elevators. 

(a)  The  terms  “elevator,”  “passenger  elevator,” 
“freight  elevator”  and  “amusement  device”  shall  have 
the  meanings  indicated  in  §560  of  the  building  code. 

(b)  The  term  “dumbwaiter”  shall  apply  to  such  spe¬ 
cial  form  of  freight  elevator,  whether  power  driven  or 
manually  operated,  the  dimensions  of  which  do  not  ex¬ 
ceed  nine  square  feet  in  horizontal  section  nor  four  feet 
in  height. 

(c)  The  term  “hand  power  elevator”  shall  apply  to 
such  forms  of  passenger  or  freight  elevators  which  are 
manually  operated  and  the  dimensions  of  which  exceed 
nine  square  feet  in  horizontal  section. 

(d)  The  term  “sidewalk  type  elevator”  shall  apply 
to  such  special  form  of  freight  elevator,  either  power 
driven  or  manually  operated,  the  platform  of  which  does 
not  exceed  fifty  (50)  square  feet  in  area  and  is  suspended 
or  supported  at  one  or  more  points  on  the  underside. 

(e)  The  term  “escalator”  shall  apply  to  a  moving  con¬ 
tinuous  inclined  stairway  or  runway  designed  for  ele¬ 
vating  or  lowering  passengers. 

.  (f)  The  term  “freight  conveyor”  shall  apply  to  a  de¬ 
vice  used  for  elevating  or  lowering  freight  in  a  vertical  or 
inclined  direction  on  a  continuous  moving  carrier  with¬ 
out  the  services  of  an  operator  thereon. 

(g)  The  term  “future  installations”  shall  apply  to 
any  elevator,  machinery  or  equipment  used  in  connec¬ 
tion  therewith,  installed  after  these  rules  become  effec- 

i  tive. 

(h)  The  term  “existing  installations”  shall  apply  to 
any  elevator,  machinery  or  equipment  used  in  connec¬ 
tion  therewith,  either  already  installed,  in  process  of 
installation,  or  for  which  plans  are  on  file  with  the 
superintendent  of  buildings  prior  to  August  26,  1918. 

(i)  The  term  “alteration”  shall  include  any  essential 
change  to  the  elevator  car,  counterweights,  rails,  ma¬ 
chinery,  safeties  or  other  equipment  or  direct  motive 
power;  except  that  any  repair  work  made  necessary 
by  the  ordinary  operation  of  the  elevator  shall  not  be 
deemed  an  alteration. 

!  (j)  The  term  “power  driven  elevator”  shall  apply  to 

any  form  of  elevator  except  those  operated  by  hand 
power,  gravity  in  both  directions,  or  through  friction 
grip  on  the  pull  rope. 

Rule  3.  Permits.  The  application  required  by  §562, 
building  code,  for  the  installation  or  alteration  of  ele¬ 
vators,  amusement  devices,  etc.,  shall  be  in  triplicate  on 
blanks  furnished  by  the  superintendent  of  buildings, 
stating  the  size,  manner  of  construction,  speed,  capacity, 
other  essentials,  and  mode  of  operation  of  the  same,  and 
accompanied  by  necessary  drawings;  except  that  applica¬ 
tions  for  the  installation  of  dumbwaiters,  and  conveyors 
or  hoists  may  consist  of  a  notice  to  the  superintendent 
of  buildings  that  such  installation  is  to  be  made. 


Rule  4.  Alterations.  In  making  alterations  to  existing 
installations,  the  parts  changed  or  altered  must  conform 
in  every  respect  to  the  rules  governing  future  installa¬ 
tions,  and  where  parts  of  the  elevator  are  damaged  from 
any  cause,  the  damaged  parts  must  be  completely  re¬ 
newed,  at  the  discretion  of  the  superintendent  of  buildings. 

Where  hand  power  elevators  are  changed  to  power- 
driven  elevators,  they  shall  conform  to  every  rule  govern- 
mg  power-driven  elevators,  except,  that  when  the  rise  is 
not  more  than  thirty-five  feet  and  the  capacity  is  not  in¬ 
creased,  existing  wood  guide  rails  may  remain  in  use.  In 
such  conversions  the  use  of  a  power-driven  friction  grip 
device  is  prohibited  when  the  capacity  exceeds  800 
pounds. 

Rule  5.  Change  of  Classification.  In  future,  no  freight 
elevator  shall  be  used  for  passenger  service,  unless  such 
elevator  conforms  to  the  rules  governing  future  installa¬ 
tions  of  passenger  elevators  in  so  far  as  they  relate  to 
safety  equipment,  hoist  ropes,  carrying  capacity,  car 
enclosure,  including  gates  and  emergency  exit,  shaft 
openings  and  doors,  and  motive  power. 

In  existing  installations  where  such  change  of  classi¬ 
fication  is  made  and  the  hatchway  is  unenclosed,  a  sub¬ 
stantial  enclosure  of  lawful  partitions  extending  from 
Hoot  to  ceiling  and  flush  with  the  hatchway  shall  be 
constructed,  with  all  openings  protected  by  proper  shaft 


Rule  6.  Tests  of  New  Elevators.  In  future  installa¬ 
tions  all  elevators  shall  be  tested  as  follows: 

The  cars  of  all  power-driven  elevators  shall  be  loaded 
to  their  maximum  carrying  capacity  and  operated  up 
and  down  the  shaft  several  times  to  test  the  lifting 
capacity  of  the  machinery  and  the  operation  of  the  upper 
and  lower  automatic  limit  devices.  The  car  shall  be 
stopped  at  various  levels  in  the  shaft  to  test  the  opera¬ 
tion  of  the  machine  brake. 

f  he  cars  of  all  power-driven  elevators  having  speeds 
exceeding  one  hundred  (100)  feet  per  minute,  and  of 
hand-power  elevators  with  a  rise  of  more  than  fifteen 
(15)  feet,  shall  be  loaded  to  their  maximum  carrying 
capacity,  run  to  the  top  landing  and  made  to  travel 
downward  beyond  normal  speed,  so  as  to  automatically 
operate  ihe  speed  retarder  or  speed  governor  and  car 
safety  device  and  the  slack  rope  device  when  required, 
and  (except  for  hand-power  elevators)  to  stop  the  ma¬ 
chine.  This  rule  shall  not  be  construed,  however,  to 
require  safe  lift  elevators  to  be  tested  with  safe  lift  load. 

The  cars  of  power-driven  elevators  having  speeds  of 
one  hundred  (100)  feet  per  minute  or  less  shall  be  loaded 
to  their  maximum  carrying  capacity,  run  to  the  top 
landing  and  started  down  at  normal  speed.  At  this 
speed  the  governor  shall  be  manually  operated  to  test 
the  action  of  the  safety  equipment. 


ixuie 


carrying  capacity.  In  existing  installations 
the  owner,  lessee  or  other  person  having  charge  or 
control  of  any  elevator,  except  a  dumbwaiter,  and  in 
iuture  installations  the  manufacturer  of  any  such  ele¬ 
vator,  shall  cause  to  be  fastened  in  a  conspicuous  place 
in  the  car  of  said  elevator  a  metal  plate,  having  suit¬ 
able  letters  and  figures  on  same,  which  shall  designate 
the  number  of  pounds  weight  which  said  elevator  can 
sately  carry. 

Future  installations  shall  be  designed  to  sustain  in 
all  their  narts  a  load  per  square  foot  of  platform  area 
inside  the  car  of  not  less  than  the  following- 
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(a)  75  pounds  for  power-driven  passenger  elevators; 

(jb)  50  'pounds  for  power-driven  freight  elevators 
having  platform  areas  not  exceeding  100  square  feet; 

(c)  50  pounds  for  hand-power  passenger  elevators. 

Rule  8.  Rules  to  be  Posted.  In  the  car  of  every 
passenger  elevator  the  superintendent  of  buildings  shall 
cause  to  be  posted  and  maintained,  in  a  conspicuous 
place,  for  the  guidance  and  information  of  operators 
and  passengers,  such  of  the  rules  relating  to  the  oper¬ 
ation  of  elevators  as  he  may  deem  necessary  to  insure 
public  safety,  including  the  number  of  passengers  that 
such  car  may  carry  at  one  time. 

Rule  9.  Full  Automatic  Push  Button  Elevators.  In 

future  installations  full  automatic  push  button  elevators 
must  be  so  designed  and  equipped  that  the  car,  at  its 
rated  speed  and  load,  will  automatically  stop  when  the 
car  floor  is  level  with  or  not  more  than  three  inches 
from  the  designated  landing  floor. 

The  car  gate  and  shaft  doors  shall  be  equipped  with 
approved  devices  that  will  prevent  the  operation  of  the 
car  until  the  car  gate  is  closed  and  the  shaft  door  is 
closed  and  locked.  The  shaft  door  shall  not  be  capable 
of  being  opened  unless  the  floor  of  the  car  is  within 
three  inches  of  the  landing.  A  push  button  to  operate 
an  alarm  bell  shall  be  provided  in  the  car,  for  the 
purpose  of  notifying  the  person  in  charge  of  the  prem¬ 
ises,  in  case  the  car  becomes  stopped  in  the  shaft  from 
any  cause.  The  shaft  doors  shall  be  so  arranged  that 
they  cannot  be  opened  after  the  car  leaves  the  landing, 
except  in  emergency  cases,  and  then  only  by  a  special 
key  which  must  be  provided  and  kept  in  the  possession 
of  the  person  having  charge  of  the  building. 

Rule  10.  Belt  or  Chain  Drives.  In  future  installa¬ 
tions  no  hoisting  machine  driven  by  a  chain  or  belt 
device  from  a  motor  or  countershaft  shall  be  used  in 
connection  with  any  passenger  elevator. 

Rule  11.  Shaft  Openings.  In  shafts  hereafter  con¬ 
structed  for  passenger  elevators,  no  more  than  one  open¬ 
ing  shall  be  allowed  in  each  story,  and  all  openings  in 
the  several  stories  shall  be  located  one  above  the  other, 
except  that  doors  may  be  located  on  opposite  or  adja¬ 
cent  sides  in  the  several  sitories  when  the  distance  from 
the  car  operating  device  to  the  door  lock  does  not  ex¬ 
ceed  forty-eight  inches  and  can  at  all  times  be  fully 
controlled  by  the  elevator  operator  without  leaving  the 
car  operating  device.  Door  openings  may  be  located 
on  opposite  or  on  adjacent  sides  of  the  shaft  in  the  first 
or  main  entrance  story  and  in  the  top  story,  provided 
that  the  openings  in  the  remaining  stories  are  all  on 
the  same  side  of  the  shaft,  that  a  satisfactory  device  is 
installed  preventing  the  operation  of  the  car  while  the 
car  gate  distant  from  the  operator  is  open,  that  an 
attendant  is  always  present  to  control  the  shaft  doors 
located  in  the  first  or  top  stories,  and  that  there  are 
no  offsets  or  recesses  on  the  inside  of  the  shaft  walls. 

No  alteration  not  in  compliance  with  the  above  pro¬ 
vision  shall  be  made  to  any  existing  passenger  elevator 
shaft. 

Rule  12.  Hoistway  Enclosure.  In  the  existing  and 
future  installations  where  no  enclosure  of  solid  parti¬ 
tions  is  required  around  the  hoistway  by  the  provisions 
of  the  building  code,  labor  law  or  these  rules,  there 
shall  be  provided  a  substantial  vertical  enclosure  extend¬ 
ing  from  the  floor  for  a  distance  of  not  less  than  six 
(6)  feet  on  the  side  or  sides  where  there  are  no  open¬ 
ings  in  the  car  for  loading  purposes.  On  all  other 
sides,  gates  or  doors  must  be  provided.  Such  enclosure 
may  be  constructed  of  mesh  work,  grille  work  or  slatted 
partitions,  provided  that  when  mesh  work  is  used  it 
shall  be  of  not  less  than  No.  10  U.  S.  gauge  wire  or 
No.  13  U.  S.  gauge  expanded  metal,  with  mesh  not 
exceeding  one  and  one-half  (l'A)  inches;  when  grille 


work  is  used  there  shall  be  not  more  than  one  and 
one-half  (1J4)  inches  space  between  any  two  members, 
except  that  where  plain  straight  bars,  not  filled  in  with 
scroll,  are  used,  there  shall  be  not  more  than  one  (1) 
inch  space  between  members;  when  wood  slats  are 
used  they  shall  be  not  less  than  three-eighths  (f6)  of 
an  inch  thick,  spaced  not  more  than  one  (1)  inch  be¬ 
tween  slats. 

In  all  cases  where  existing  grille  work  permitted  by 
law  or  regulation  as  a  shaft  enclosure  is  altered,  such 
alteration  shall  be  of  substantial  material  and  construc¬ 
tion,  properly  braced  and  carried  the  full  height  of 
openings,  with  not  more  than  one  and  one-half  inch 
space  between  any  two  members;  except  that  where 
straight  bars,  not  filled  in  with  scroll  work,  are  used, 
there  shall  be  not  more  than  one  inch  between  mem¬ 
bers.  Where  deemed  necessary,  existing  grille  work 
with  spaces  exceeding  those  specified  in  this  rule  shall 
be  made  safe  by  suitable  screen  or  wire  mesh,  or  wire 
glass  construction. 

Rule  13.  Shaft  Doors.  In  existing  and  future  in¬ 
stallations  all  gates  or  doors  leading  to  any  shaft  in 
which  power-driven  passenger  elevators  are  operated 
(except  full  automatic  push  button  elevators)  shall  be 
locked,  bolted  or  securely  fastened  on  the  shaft  side. 
Such  shaft  doors  or  gates  shall  be  closed  by  the  oper¬ 
ator  before  the  car  is  put  in  motion. 

In  future  installations  of  passenger  elevators,  keys  for 
opening  the  shaft  doors  or  gates  from  the  outside  of  the 
shaft,  in  case  of  emergency,  shall  be  provided  and  shall 
be  restricted  in  use  to  persons  in  responsible  charge  of 
the  building. 

In  existing  and  future  installations  in  factory  buildings 
only,  the  openings  in  every  passenger  or  freight  elevator 
shaft  or  hoistway  enclosure  shall  be  protected  in  one  of 
the  following  manners: 

(a)  by  properly  constructed  sliding  doors. 

(b)  by  combination  slide  and  swing  doors; 

(c)  by  hinged  or  swinging  doors  equipped  with  ap¬ 
proved  devices  to  insure  the  shaft  doors  being  closed  and 
locked  before  the  car  can  start  from  the  landing; 

(d)  by  hinged  or  swinging  doors,  either  manually  oper¬ 
ated  or  self-closing,  with  auxiliary  gates  not  less  than  five 
(5)  feet  six  (6)  inches  in  height,  substantially  constructed 
of  wood  or  metal,  with  not  more  than  two  (2)  inches 
space  between  any  two  parallel  members,  and  the  bottom 
of  the  gate  not  more  than  ten  (10)  inches  from  the  floor, 
except  at  the  top  and  bottom  landings  when  the  distance 
from  the  floor  to  the  bottom  of  the  gate  may  be  increased 
to  give  the  required  head  room,  and  shall  close  auto¬ 
matically  upon  the  car  leaving  the  landing  in  either 
direction;  except  further  that  for  hand  power  elevators 
having  the  pull  rope  located  in  front  of  the  shaft  entrance, 
gates  may  be  two  (2)  feet  six  (6)  inches  in  height. 

When  shaft  doors  are  equipped  with  electric  contacts 
or  other  locking  devices,  an  approved  emergency  release 
shall  be  provided  on  the  car  within  easy  reach  of  the 
operator. 

Rule  14.  Car  Gates.  In  existing  and  future  installa¬ 
tions,  all  entrances  to  the  cars  of  power-driven  passenger 
elevators  shall  be  provided  with  substantial  folding  or 
sliding  gates  or  doors,  and  where  floor  tracks  are  used  the 
same  must  be  kept  level  with  the  finished  floor  surface  of 
the  car.  All  folding  gates  over  three  feet  wide  at  the  en¬ 
trance  to  shaft  or  car  shall  have  top  and  bottom  braces, 
spaced  not  more  than  eighteen  inches  on  centers  when 
the  gates  are  fully  expanded.  All  car  gates  shall  be 
closed  by  the  operator  before  the  car  is  put  in  motion. 

In  future  installations  passenger  elevator  car  gates 
shall  be  equipped  with  an  approved  device  or  devices  that 
will  prevent  the  operation  of  the  car  while  the  car  gates 
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are  open,  and  an  approved  emergency  release  shall  be 
provided  on  the  car  within  easy  reach  of  the  operator. 

Rule  15.  Counterweights.  In  future  installations  all 
counterweights  shall  have  their  sections  securely  bolted 
together  with  one  or  more  rods,  as  determined  by  the 
superintendent  of  buildings.  Such  rods  must  pass  through 
all  the  sub-weights  and  at  least  one  portion  of  the  frame 
work.  No  continuous  forged  straps  shall  be  permitted. 

In  existing  and  future  installations  where  counterweights 
run  in  the  same  shaft  as  the  car,  they  shall,  when  at  the 
uppermost  position,  be  protected  on  all  exposed  sides  the  full 
length  of  the  counterweight  with  substantial  and  properly 
secured  shields  of  iron  or  steel  not  less  than  No.  16  U.  S. 
gauge ;  except  that  for  plunger  or  fixed  stroke  piston 
hydraulic  or  traction  type  elevators  no  top  shield  shall  be 
required.  Where  no  compensating  chains  or  ropes  are  at¬ 
tached  to  the  counterweight,  similar  shields  shall  be  pro¬ 
vided  eighteen  inches  above  the  bottom  of  the  counterweight 
runway  and.extending  upwards  at  least  five  feet.  In  exist¬ 
ing  installations,  where  the  clearance  between  car  and  coun¬ 
terweight  is  not  more  than  one  and  one-half  inches,  neither 
top  nor  bottom  shields  shall  be  required,  but  in  lieu  thereof 
tell-tale  metal  chains  not  less  than  five  feet  long,  spaced  not 
more  than  six  (6)  inches  on  centres  from  rail  to  rail,  shall 
be  suspended  from  the  bottom  of  the  counterweight. 

Rule  16.  Speed  Governors.  All  power-driven  ele¬ 
vators  with  a  rise  of  more  than  fifteen  feet  not  already 
equipped  with  a  speed  governor  and  safety  (except  side¬ 
walk  type  elevators  and  existing  freight  elevators  in  build¬ 
ings  not  exceeding  five  stories  in  height  and  direct  plunger 
elevators)  shall  have  at  the  top  of  the  elevator  shaft  a  gov¬ 
ernor  properly  connected  to  a  safety  device  attached  to  the 
underside  of  the  car  platform,  in  such  manner  that  the  car 
will  be  brought  to  rest  with  an  easy  and  gradual  stop,  or  in  a 
distance  not  greater  than  nine  feet  at  a  speed  of  seven  hun¬ 
dred  feet  per  minute,  provided  that  on  elevators  having  a 
speed  of  one  hundred  feet  per  minute  or  less,  safeties  of  the 
instantaneous  type  may  be  used.  Every  governor  operating 
a  car  safety  shall  be  set  to  trip  the  safety  at  a  speed  not 
exceeding  forty  per  cent,  above  the  rated  speed  given  in  the 
application,  but  in  no  case .  exceeding  eight  hundred  and 
fifty  feet  per  minute;  but  this  shall  not  require  any  gover¬ 
nor  to  trip  the  safety  at  a  speed  less  than  one  hundred  and 
fifty  feet  per  minute.  When  a  speed  governor  has  been  set 
for  the  rated  speed  it  shall  be  sealed.  When  safeties  of 
the  instantaneous  type  are  used,  a  proper  flexible  means 
of  application  must  be  interposed  between  the  safety  and 
the  governor. 

Rule  17.  Limit  Devices.  In  future  installations  all 
power-driven  elevators  shall  have  approved  limit  devices  as 
follows : 

(a)  for  Drum  Type  Electric  Elevators,  except  side¬ 
walk  type  elevators  with  speeds  not  exceeding  seventy- 
five  (75)  feet  per  minute,  limit  switches  on  the  machine 
and  in  the  shaft  or  on  the  car ; 

.  (b)  for  Traction  Type  Electric  Elevators,  limit  switches 
in  the  shaft  or  on  the  car ; 

(c)  for  Electric  Drum  Sidewalk  Type  Elevators,  with 
speeds  not  exceeding  seventy-five  (75)  feet  per  minute, 
machine  automatics  will  be  required,  but  stopping  devices 
on  the  operating  rope  will  be  accepted  in  lieu  of  limit 
switches  in  the  shaft  or  on  the  car; 

(d)  for  Hydraulic  Elevators,  with  speeds  not  exceeding 
3ne  hundred  and  fifty  (150)  feet  per  minute,  stopping  de¬ 
vices  on  the  operating  rope; 

(e)  for  Hydraulic  Elevators,  with  speeds  exceeding  one 
lundred  and  fifty  (150)  feet  per  minute,  limit  devices  on 

he  machine; 

.  (0  for  Lever  or  Crank-Operated  Hydraulic  Elevators, 
lmit  devices  on  the  machine. 

Rule  18.  Elevator  Brake.  In  future  installations 
very  electric  elevator  shall  be  equipped  with  an  electric 
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or  electro-mechanical  brake  that  will  bring  the  car  to  rest 
when  the  car  operating  device  is  brought  to  the  stop  posi- 
tmn  or  when  any  of  the  electric  safety  devices  operate. 
mI  e\t  ei,efVat0r  driven  by  a  belt  from  an  electric 

™°t0  ’  t!  n  Jrakie  mus,t  be  arran2ed  to  operate  should  the 
motor  belt  break  or  leave  the  pulleys. 

evfrvV.L  °P/ratin?  D',vice:  In  installation, 

every  elevator  driven  by  electric  power  and  operated  by 

rope’  leY"’  whe^  or  other  non-self-centering  device^ 
shall  be  provided  with  an  approved  device  preventing  the 
operation  of  the  car,  after  the  interruption  of  ^cur¬ 
rent,  until  the  operating  device  has  been  first  returned  to 
c^l/nKPera  7C  posltlon’  and  electric  car  operating  switches 
position  Self'centenng  self-locking  in  the  inoperative 

Rule  20.  Reverse  Phase  Relays.  In  future  installa¬ 
tions  every  elevator  motor  operated  by  polyphase  alternat- 

refay  CCtnC  CUrrent  sha11  be  e(iuipped  with  a  reverse  phase 

Rule  21.  Slack  Rope  Device.  In  future  installations 

elivatorsr'dnVenf  ST*0/5,  includin£  Power-driven  sidewalk 

attached  ‘/o  SifK  SIX' "  ‘hai" 

Rule  22.  Car  Locking  Device.  No  elevator  shall  be 

used  for  the  carrying  of  safes  or  other  material  of  a  greater 
weight  than  the  normal  lifting  power  of  such  elevator 

theTar^s  18  provided  with  special  equipment  Lid 

will  hold  f,qXTCd  w!th  aH  aPpfoved  locking  device  which 
11  at,  a°y  landing,  independent  of  the  hoisting 

SadS  °r  °thCr  material  is  beinS  load'd  o? 

Rule  23.  Hand-Power  Elevator  Safety  Devices  In 

future  installations  every  hand-power  elevator  (except*  side" 

Tha  1  KPe  ele-Vat°Is)  ™th  a  rise  of  more  than  fifteen  feet, 
shall  ,  be  equipped  with  an  approved  safety  device  that 

il  IddZt d Vt0Vnd:  b°ld  the  Car  with  a  full  load 
retlrdeL^Ld  ^  *7*  WItb  7*  aPProved  automatic  speed 
dfrections  d  hand'°Perated  brake  operating  in  both 

Grip  hoists  and  elevators  operated  by  gravity  in  both 

power  Tlevatm-s.  “mply  Whh  ,he  Bremen.,  for  hand 

staged*  shall 

o  prevent  any  accidental  downward  reversal  and  with 
an  approved  stopping  device. 

thfUcar2and^  Construction.  In  future  installations 

ne  car  and  car  frame  of  every  power-driven  elevator 
and  of  every  hand-power  elevator  with  a  rise  of  more 
than  thirty-five  (35)  feet  shall  be  of  incombustible  ma¬ 
teria  s ;  except  that  the  platform  may  be  of  wood  covered 
on  the  underside  with  incombustible  materials.  The  car 
enclosure  and  flooring  may  be  of  hard  wood.  The  car  dr 
frame  and  enclosure  of  every  hand-power  elevator  with  a 

vvoeod°f  hlrty‘five  (35)  feet  or  Iess  may  be  constructed  of 

Rule  26.  Passenger  Car  Enclosures.  In  existing  and 

uture  installations  every  passenger  elevator  car  shall  be 
fully  enclosed  on  all  sides  not  used  for  loading  or  unload¬ 
ing,  and  on  the  top,  with  substantial  construction. 

In  future  installations  where  grille  work  is  used  for  the 
car  enclosure,  including  the  top,  it  shall  be  constructed  with 
not  more  than  one  and  one-half  inch  space  between  My 
two  members;  except  that  where  straight  bars  not  filled  "n 
with  scroll  work  are  used  there  shall  be  not  more  than  om 
inch  space  between  members.  When  the  clearance  betwew 
car  and  counterweight  is  less  than  two  (2)  inches  that Tart 
0  e  car  en<dosure  opposite  the  counterweight  runway  shall 


be  of  solid  construction  or  screened  with  not  more  than  one- 
half  ('A)  inch  mesh  of  not  lighter  than  No.  16  U.  S.  gauge 
wire,  to  a  height  of  not  less  than  six  (6)  feet  six  (6) 

inches. 

In  existing  installations  in  factory  buildings  only,  where 
the  spaces  exceed  those  specified  for  future  installations, 
it  shall  be  deemed  satisfactory  if  the  grille  work  is  made 
safe  by  suitable  screen  or  wire  mesh  fastened  to  the  car 
enclosure. 


Rule  27.  Emergency  Exit.  In  future  installations 

every  power-driven  passenger  elevator  car  shall  have  a  trap 
door  in  the  top,  of  such  a  size  as  to  afford  easy  egress  for 
passengers,  but  not  less  than  sixteen  inches  in  least  dimen¬ 
sion  nor  less  than  four  hundred  square  inches  in  area.  When 
there  is  more  than  one  elevator  in  a  shaft  and  the  vertical 
distance  between  any  two  consecutive  shaft  door  openings 
exceeds  thirty  (30)  feet,  there  shall  be  provided  in  addition 
to  the  trap  door  an  emergency  side  exit  to  the  adjacent  car. 

In  existing  installations  not  already  provided  with  an 
emergency  exit,  a  trap  door  as  specified  for  future  instal- 
lations  shall  be  provided ;  except  that  when  the  cross  head 
or  car  top  construction  renders  it  impracticable  to  provide 
such  trap  door,  this  requirement  may  be  waived  by  the  su¬ 
perintendent  of  buildings,  if  egress,  in  case  of  emergency, 
is  possible  through  shaft  openings,  or  to  an  adjacent  car. 

Rule  28.  Freight  Car  Enclosure.  In  existing  and 

future  installations  in  factory  buildings  only,  every  freight 
elevator  car  shall  be  enclosed  on  all  sides  not  used  for 
loading  or  unloading,  with  substantial  construction,  to  a 
height  of  five  (5)  feet  six  (6)  inches,  or  to  the  cross  head, 
when  this  is  less  than  five  (5)  feet  six  (6)  inches  above 
the  car  platform. 


In  future  installations,  where  an  enclosure  of  open  con¬ 
struction  is  used,  the  space  between  any  two  parallel  mem¬ 
bers  shall  not  exceed  one  inch. 


Rule  29.  Freight  Elevator  Cover.  In  existing  and 

future  installations  in  factory  buildings  only,  every  freight 
elevator  car  shall  be  provided  with  a  substantial  ('over  or 
grafing  constructed  of  not  less  than  No.  8  U.  S.  gauge 
wire  or  its  equivalent  in  strength,  and  of  a  mesh  that  will 
reject  a  one  and  one-half  (1J4)  inch  diameter  ball.  Sec¬ 
tions  of  the  cover  or  grating  may  be  arranged  to  swing 
upward  for  handling  long  material,  but  such  cover  or 
grating  shall  be  closed  at  all  other  times.  In  covers  here¬ 
after  installed  (except  where  car  gates  are  provided)  that 
part  of  the  cover  facing  the  entrances  to  the  hoistway,  ex¬ 
tending  the  full  width  of  the  car,  shall  be  hinged  on  a  line 
not  less  than  eight  (8)  inches  nor  more  than  twelve  (12) 
inches  back  from  the  edge  of  the  landing,  and  the  hinged 
section  shall  be  self-closing. 


Rule  30.  Space  Between  Saddles  and  Car.  In  future 

installations  there  shall  be  not  more  than  one  and  one- 
quarter  inch,  nor  less  than  three-quarters  of  an  inch 
space  between  the  floor  of  the  car  and  the  floor  saddles, 
and  where  the  saddles  project  into  the  shaft  the  same 
shall  be  properly  bevelled  on  the  underside  at  an  angle 
of  not  less  than  sixty  degrees  to  the  horizontal. 

Rule  31.  Lights.  In  existing  and  future  installations 
the  cars  of  all  elevators  shall  be  properly  lighted  at  all 
times  when  in  service. 


Rule  32.  Guide  Rails.  In  future  installations,  guide 
rails  for  both  car  and  counterweights  of  all  elevators 
(except  dumbwaiters,  and  hand-power  elevators  with  a 
rise  of  thirty-five  feet  or  less)  shall  be  of  iron  or  steel. 
They  shall  be  fastened  to  the  sides  of  the  shaft  with 
wrought  or  cast  iron  brackets  of  such  strength  and  design 
and  so  spaced  that  the  guide  rails  and  their  fastenings  shall 
be  able  to  safely  withstand  the  application  of  the  safety 
when  stopping  a  fully  loaded  car  under  test.  For  elevators 
requiring  safeties,  the  guiding  surfaces  of  the  car  guides 
shall  be  finished  smooth  and  joints  shall  be  tongued  and 
grooved  or  dowelled,  and  rails  shall  extend  to  the  level  of 
or  above  the  overhead  beams  and  shall  be  bottomed  on  a 
suitable  support. 


The  weights  of  steel  or  iron  guide  rails  shall  be  not 
less  than  given  in  the  following  table: 

WEIGHT  OF  GUIDE  RAILS  PER  LINEAL  FOOT. 


Total  Weight  of 
Car  and  Live 
Load,  or  Weight 
of  Counterweight 

0-  4000  lbs . 

4001-15000  “ . 

15001-40000  “ . 


Weight  of  Weight  of  Counter - 

, — Car  Guide  Rails — v  , — weight  Guide  Rails — > 
With  Without  With  Without 

Guide  Rail  Guide  Rail  Guide  Rail  Guide  Rail 
Safeties.  Safeties.  Safeties.  Safeties 


7}4  7*4  7 

14  14  14 

30  30  30 


6* 

7* 
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Rule  33.  Ropes.  In  future  installations,  all  elevators 

(except  dumbwaiters)  shall  have  not  less  than  two  ropes 
independently  connected  to  the  car  and  to  each  set  of 
counterweights.  In  drum  type  machines,  the  lifting  and 
counterweight  ropes  shall  have  at  least  one  full  turn  of 
the  rope  on  the  drum  when  they  have  reached  the  limit  of 
travel.  Every  rope  hereafter  used  shall  have  a  factor  of 
safety  of  not  less  than  six  for  freight  elevators,  and  not 
less  than  eight  for  passenger  elevators.  The  diameter  of 
any  hoist  or  counterweight  rope  hereafter  installed  (except 
for  hand-power  elevators  and  sidewalk  type  elevators)  shall 
be  not  more  than  one-fortieth  ( 1/ 40)  of  the  diameter  of 
any  sheave  or  drum  over  which  it  passes.  All  ropes  used 
in  the  operation  of  elevators  shall  be  of  steel,  iron  or 
marlin  covered  steel.  Ropes  of  other  material  than  metal 
may  be  used  as  hand  ropes  and  brake  ropes  in  hand  power 
elevators  or  as  centering  ropes  in  power  driven  elevators 
with  hand  rope  control.  Where  overhead  machines  are 
used,  equalizer  arms  will  be  permitted  on  the  car  and 
counterweights.  Nothing  in  this  rule  shall  prohibit  the  use 
of  chains  on  sidewalk  elevators  instead  of  ropes. 

Rule  34.  Auxiliary  Freight  Compartments.  In  fu-  : 

ture  installations  no  elevator  shall  be  permitted  to  have 
attached  above,  below  or  on  the  side  of  the  car  a  freight 
compartment  or  similar  device. 

In  existing  installations,  entrances  to  freight  compart¬ 
ments  shall  be  protected  by  folding  gates,  as  required  for 
passenger  elevators,  and  so  arranged  that  the  elevator  can¬ 
not  be  operated  until  the  gate  is  closed. 

Rule  35.  Overhead  Gratings.  In  every  elevator  shaft 

(except  existing  elevator  shafts,  dumbwaiter  shafts  or  the 
shafts  of  sidewalk  elevators  outside  the  building  line)  imme¬ 
diately  under  the  sheaves  at  the  top  of  the  shaft,  or  when 
the  machine  is  located  at  the  top  of  the  shaft,  at  the  level  of 
the  top  of  the  machine  beams,  there  shall  be  provided  and 
placed  in  a  substantial  grating  of  iron  or  steel  capable  of 
sustaining  not  less  than  seventy-five  pounds  per  square  foot. 
No  two  members  of  such  grating  shall  be  spaced  more  than 
one  and  one-half  inches  apart.  When  such  gracing  does  not 
extend  over  the  entire  area  of  the  shaft,  the  open  edges 
shall  be  protected  by  substantial  screened*  railings  not  less 
than  three  feet  high.  Every  such  grating  shall  extend  at 
least  two  and  one-half  feet  beyond  the  general  contour  of 
the  sheaves  or  machinery.  Deflecting  sheaves  extending  be¬ 
low  the  machine  level,  or  hoist  and  counterweight  sheaves 
located  at  the  sides  of  the  shaft,  shall  be  protected'  by  grat¬ 
ings  or  cradles  of  a  construction  similar  to  that  required 
for  the  gratings.  Fireproof  floor  construction  shall  be  ac¬ 
cepted  as  the  equivalent  of  the  gratings. 

Nothing  in  thic  *uic  shall  prevent  the  placing  of  a  trap 
door  in  su'-h.  a  grating  where  other  suitable  access  cannot 
be  Hd. 

Any  grating  hereafter  placed  in  an  existing  elevator  shaft 
shall  conform  to  the  requirements  of  this  rule. 

Rule  36.  Elevator  Pit.  In  every  elevator  shaft  here¬ 
after  constructed  (except  shafts  for  dumbwaiters,  for 
sidewalk  elevators  and  for  hand-power  elevators  with  a  rise 
of  less  than  thirty-five  feet),  the  distance  from  the 
floor  saddle  of  the  lowest  landing  to  the  bottom  of  the  pit 
shall  not  be  less  than  four  feet  when  the  speed  does  not  ex¬ 
ceed  two  hundred  and  fifty  feet  per  minute,  not  less  than 
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five  feet  when  the  speed  exceeds  two  hundred  and  fifty  but 
does  not  exceed  four  hundred  feet  per  minute,  and  not  less 
than  six  feet  when  the  speed  exceeds  four  hundred  feet  per 
minute,  and  in  no  case  shall  there  be  less  than  two  feet  in  the 
clear  between  the  bottom  of  the  pit  and  the  lowest  point  of 
the  underside  of  the  car  floor  framing  when  the  car  is  at  the 
1  lowest  possible  position.  In  the  case  of  power-driven  side¬ 
walk  type  elevators,  the  clear  space  between  the  bottom  of 
the  pit  and  underside  of  the  car  floor  structure  shall  be  not 
less  than  six  inches.  The  pits  herein  required  at  the  bottom 
of  elevator  shafts  shall  not  be  used  for  piping,  machinery, 
or  for  any  purpose  not  required  for  the  elevator  equipment; 
but  this  shall  not  prevent  the  encroachment  upon  such  pits, 
in  the  case  of  new  elevators  installed  in  existing  buildings, 
of  the  foundations  of  bearing  walls  and  columns  to  an 
extent  not  exceeding  twenty-five  per  cent,  of  the  area  of 
the  pit. 

Rule  37.  Overhead  Clearance  for  Cars.  For  all  ele¬ 
vator  shafts  hereafter  installed  (except  shafts  for  sidewalk 
type  elevators)  there  shall  be  provided  a  sufficient  clear 
space,  when  the  car  is  at  the  top  landing,  to  allow  a  run-by 
of  not.  less  than  two  feet  for  elevators  having  a  speed  not 
exceeding  one  hundred  feet  -per  minute,  not  less  than  three 
feet  for  elevators  having  a  speed  exceeding  one  hundred 
feet  per  minute  and  not  exceeding  three  hundred  and  fifty 
feet  per  minute,  and  not  less  than  five  feet  for  elevators 
having  a  speed  exceeding  three  hundred  and  fifty  feet  per 
minute. 

Rule  38.  Overhead  Clearance  for  Counterweights. 

In  future  installations  there  shall  be  provided  in  all  ele¬ 
vator  shafts  a  sufficient  clear  space  when  the  car  has  com¬ 
pletely  compressed  the  pit  buffers  to  allow  of  a  run-hv  of 
the  counterweight  of  not  less  than  two  (2)  feet  for  traction 
and  hydraulic  type  elevators,  and  not  less  than  three  (3) 
feet  for  drum  type  elevators. 

Rule  39.  Machinery  Room.  All  parts  of  the  ele¬ 
vator  machinery  for  power-driven  elevators  shall  be  properly 
enclosed,  and  suitable  light  provided.  In  buildings  hereafter 


erected  free  and  safe  access  must  be  provided  to  all  parts  of 
the  elevator  machinery,  and  there  shall  be  not  less  than 
twelve  (12)  inches  clearance  at  limit  stop  devices  on  ma¬ 
chine  and  outboard  bearings  of  motor.  In  future  installa¬ 
tions  in  existing  buildings,  such  clearance  shall  be  provided 
as  deemed  necessary  by  the  superintendent  of  buildings,  but 
need  not  exceed  that  specified  for  buildings  hereafter  erected. 
When  the  machine  is  located  at  the  bottom  of  the  shaft,  it 
shall  be  protected  with  a  substantial  pit  pan. 

Rule  40.  Speed.  The  speed  of  all  power-driven  ele¬ 
vators  shall  not  exceed  seven  hundred  feet  per  minute. 

Rule  41.  Buffers.  In  future  installations  for  all 

power-driven  elevators  (except  sidewalk  type  elevators) 
there  shall  be  provided  substantial  spring  buffers,  pneumatic 
buffers,  or  oil  buffers  for  the  car  and  counterweights  pro¬ 
vided  that  for  the  cars  and  counterweights  of  all  elevators 
having  speeds  of  more  than  three  hundred  and  fifty  feet 
per  minute,  substantial  oil  buffers  shall  be  installed. 

Rule  42.  Supporting  Beams.  Supporting  beams  here¬ 
after  installed  for  elevator  sheaves  or  machinery  (except 
in  dumbwaiter  shafts)  shall  be  of  iron  or  steel. 

Rule  43.  Determination  of  Questions.  When  any 

existing  installation  for  either  passenger  or  freight  serv¬ 
ice  is  deemed  by  the  Superintendent  of  Buildings  to  be 
in  an  unsafe  or  dangerous  condition  it  shall  be  made 
safe  in  such  manner  as  he  shall  prescribe,  and  all  de¬ 
fective  parts  necessary  of  replacement  shall  conform,  in 
so  far  as  possible,  with  the  rules  governing  future  installa¬ 
tions. 

Where  there  are  practical  difficulties  in  the  way  of 
carrying  out  the  strict  letter  of  the  foregoing  rules,  the 
Superintendent  of  Buildings  shall  have  power  to  vary  their 
provisions  so  that  the  spirit  of  the  law  shall  be  observed 
and  public  safety  secured  and  substantial  justice  done,  pro¬ 
vided  that  whenever  such  variations  are  granted  by  a  super¬ 
intendent.  of  buildings  it  shall  be  indorsed  in  writing  upon 
the  permit  over  the  signature  of  such  superintendent. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  OF  PROCEDURE 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
vill  be  held  by  the  board  of  standards  and  appeals  on 
7riday,  November  21,  1930,  at  2.30  p.  m.,  Room  1013,  Munic- 
pal  Building,  on  proposed  amendments  to  Rules  of  Pro- 

:edure. 

ARTICLE  II— CASES  BEFORE  THE  BOARD. 

2.  Any  communication  purporting  to  be  an  application, 
appeal  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
ention  to  seek  relief  and  shall  be  of  no  force  or  effect 
intil  it  is  made  in  the  form  required  except  as  provided  in 

irt.  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
hall  be  supplied  with  the  proper  forms  for  presenting  his 
pplication,  appeal  or  petition,  and  he  shall  be  required  to 
lie  the  proper  form  and  furnish  all  necessary  data  within 
wenty  days  of  the  date  of  the  order  or  decision  appealed 
rom  except  as  provided  in  Art.  VI. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision  or 
etermination  of  the  Superintendent  of  Buildings  or  the 
rire  Commissioner  or  from  any  rule  or  regulation  relating 


to  the  construction,  alteration,  structural  changes  in  equip¬ 
ment,  occupancy  or  use  of  any  building  or  structure,  under 
Section  719  of  the  Charter,  shall  be  entertained  unless  such 
appeal  is.  filed  in  duplicate  on  Form  lA,  with  all  the  data 
required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions r  may  be  filed  in  letter  form  accompanied 
by  a  written  description  of  the  premises. 


ARTICLE  XI— TESTS. 


1.  In  any  case  in  which  the  Board  may  order  a  test 
of  any  material  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  rules  adopted  by  the  Board  for  such  material  and 
device,  the  test  shall  be  conducted  under  the  supervision  of 
an  assistant  engineer,  in  the  presence  of  the  Chairman  and 
two  or  more  members  appointed  by  him,  and  the  result  of 
such  test  shall  be  reported  to  the  Board  in  writing  and  the 
material  or  device  shall  not  have  the  approval  of  the  Board 
unless  the  report  be  favorable  and  adopted  by  four  affirmative 
votes  except  that  a  test  may  be  made  for  the  testing  of  mate¬ 
rials  and  devices  by  a  standard  testing  laboratory  and  the 
Board  may  approve  such  materials  or  devices  on  the  certified 
report  of  such  laboratory. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  November  12,  1930 .  671 

Restored  to  calendar .  50 


Miscellaneous  Applications. 


Requests  to  reopen .  206 

Requests  to  amend .  11 

Requests  for  modification .  52 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  72 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installation? .  0 

Requests  for  approval  of  plans .  34 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  1494 

Disposed  of .  1089 

Cases  pending  November  12,  1930 .  405 


DISPOSITION  OF  CASES. 

Withdrawn  .  157 

Dismissed  .  37 

Denied  .  180 

Granted  .  2 

Granted  on  condition .  298 

Appliances  approved .  27 

Appliances  dismissed,  disapproved  or  withdrawn .  6 

Rules  approved .  1 

Rules  disapproved  or  rescinded .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  168 

Requests  to  reopen  denied .  30 

Requests  to  amend  granted .  10 

Requests  to  amend  denied .  1 

Requests  for  modification  granted .  38 

Requests  for  modification  denied .  13 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  71 

Requests  for  extension  of  time  denied .  l 

Requests  for  extension  of  permit  granted .  4 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  34 

Plans  disapproved .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed .  9 

Total  .  1089 


_ PUBLIC  HEARING _ 

PROPOSED  AMENDMENTS  TO  "STANDPIPE”-"FIRELINE”  RULES 


[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  November  21,  1930,  at  2  p.  m.,  Room  1013,  Municipal 
Building,  on  proposed  amendments  to  “Standpipe” — “Fire 
Line”  Rules. 

Matter  in  italics  is  new.  Matter  in  [  ]  to  be  omitted. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
[least  20  feet  above]  the  level  of  the  roof.  When  the  area 
of  a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  'ft.  above  the  level 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  1001,  Municipal  Building, 

New  York  City. 


of  the  pent  house  roof.  In  existing  standpipe  equipment 
the  'bottom  of  the  gravity  standNne  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story. 

Rule  31.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron  body 
brass  mounted,  or  cast  steel  designed  in  accordance  with 
specifications  of  the  American  Society  of  Mechanical  Engi¬ 
neers,  gate  valves  shall  'be  of  Outside  Stem  &  Yoke  type, 
except  that  emergency  vertical  line  control  valves  may  be  of 
approved  hydraulically  controlled  type,  and  shall  be  located 
in  an  accessible  position.  All  emergency  control  valves  6 
inch  and  larger  shall  be  of  the  by-pass  type. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . 


P.O 

My  subscription  is  to  begin  with  the  issue  for . 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  November  18,  1930, 
10  A.  M. 

Minutes  of  Regular  Meeting,  November  18,  1930, 

2  P.  M. 

Public  Hearing  on  Amendments  to  Rules  of  Pro¬ 
cedure. 

Approved  Burners  for  Industrial  and  Commercial 
Use. 

Reserve  Calendar. 

Progress  Report. 

Public  Hearing  on  Amendment  to  “Standpipe”- 
“Fireline”  Rules. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  n.  n\ 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  arid  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  November  25, 
1930,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  2,  1930,  at  2  o’clock. 

The  Clerk's  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli- 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL.  Temporary  Chairman. 
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CODE. 


DOCKET. 

New  Cases  Filed  up  to  November  19,  1930. 

Cal.  No.  Department.  Premises  Affected. 

690-30-SA . F.D . Harris  Fuel  Oil  Burner, 

_ _  Appliance 

689-30- A . F.D . 375-383  Smith  st.,  Bklyn., 

_  Order  No.  40-A 

688-30-A . F.D . 439-441  Crescent  st.,  Bklyn., 

_____  L.  C.  31018 

687-30-BZ . B.B.Q _ Northeast  corner  of  Rockaway 

blvd.  &  Hawtree  Creek  rd., 
Ozone  Park,  Q., 

_  N.  B.  5211-30 

686-30-BZ . B.B.Q _ Northwest  corner  of  167th  st.  & 

Nassau  blvd.,  Flushing,  Q., 

N.  B.  6199-30 

685-30- A . F.D . 34  E.  30th  st.,  Man., 

_ _ _  F-76534 

684-30-S . F.D . 126-130  W.  22nd  st.,  Man., 

L.  D.  78574 

683-30-BZ . B.B.Q.... 44th  st.,  east  side,  from  north 

side  of  Borden  ave.  to  south 
side  of  Laurel  Hill  blvd., 

_  L.  I.  C.,  Q.,  N.  B.  4558-30 

682-30-S . F.D . 700-710  W.  125th  st.,  Man., 

_ _  L.  D.  52203 

681-30-A . F.D . 119  Chrystie  st.,  Man., 

_  L.  C.  59717 

680-30-A . F.D . 119  Chrystie  st.,  Man., 

_  L.  C.  62686 

679-30-A . F.D . Pier  No.  1,  Erie  Basin,  foot  of 

Columbia  st.,  Bklyn., 

_  F-79632 

678-30-BZ . B.B.M.  ...401-423  W.  207th  st.,  Man., 

_  N.  B.  109-30 

677-30-S . F.D . 417  E.  24th  st.,  Man., 

_ _  L.  D.  78003 

676-30-BZ . B.B.Q _ 77-10  Queens  blvd.,  Elmhurst, 

_  Q.,  N.  B.  1120-30 

675-30-S . F.D . 329-331  Fourth  ave.,  Man., 

_  L.  D.  74306  &  L.  D.  74308 

674-30-BZ . T.H.D _ 2707  Sedgwick  ave.,  Bx., 

_  Alt.  113-30 

673-30-BZ . B.B.Bx. .  .4471  Mundy  lane,  Bx., 

_ _  S.  A.  889-30 

672-30-BZ . B.B.Q _ Southwest  corner  of  Illion  ave. 

&  Farmers  ave.,  Hollis,  Q., 

_  N.  B.  5212-30 

Restored  to  Calendar. 

143-30- A . B.B.M _ 60-68  South  st.,  Man., 

_  N.  B.  80-1929 

1460-23-BZ . B.B.B _ 1239-1241  Coney  Island  ave., 

_  Bklyn.,  App.  16375-29 

74-30- A . F.D . 19  Fulton  st.,  Bklyn., 

_ _  L.  C.  28862 

281-22- SR . F.D . “Standpipe”  -  “Fireline”  Rules, 

-  Amendments  to 

217-21-SR . F.D . Rules  of  Procedure,  Amend- 

_ _  ments  to 


F.D . Fire  Department 

H.D . . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

f.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  NOVEMBER  25,  1930,  AT  2  P.  M. 

517-30-BZ. 

APPLICANT — Morris  Cantor,  owner. 

PREMISES — 1385  Franklin  avenue,  west  side,  133.65  ft. 
south  of  East  170th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

522-30-BZ. 

APPLICANT’ — James  W.  Byrnes,  for  Protective  Mortgage 
•Co.,  Inc.,  owner. 

PREMISES1 — 166  Kane  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  conversion  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  from  resi¬ 
dence  to  business  use  (store). 

575-30-BZ. 

APPLICANT — O.  Y.  Leonard,  for  Peter  F.  Reilly,  owner. 

PREMI'SES^ — 497-501  Bergen  street,  north  side,  160  ft.  east 
of  Sixth  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  and  also  “B”  area  district 
the  omission  of  the  rear  yard  required  by  the  build¬ 
ing  zone  resolution. 

565-29-BZ. 

APPLICANT — J.  Harlen  O’Connell,  substituted  for  Morania 
Sales  Co.,  for  Relton  Holding  Corp.,  owner. 

PREMISES — 226-02  to  226-08  Merrick  road  and  134-11 
226th  street,  southeast  corner,  Laurelton,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (denied  by  the 
'board  January  24,  1930;  reopened  November  5, 
1930). 


NOVEMBER  25,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

386-30-A — 51-53  Henry  street  (49th  avenue)  and  49-17  69th 
street,  northeast  corner,  Winfield,  Borough 
of  Queens. 

5 13-30- A — Foot  of  Patterson  and  Compton  avenues  and 
Pugsleys  Creek,  The  Bronx. 

342-30-A — 146  Wooster  street,  Manhattan. 

611-30-A — 1181  Grand  street,  Brooklyn. 

519-30-A — 374-380  (Second  avenue  and  300-310  East  22nd 
street,  southeast  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
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CALENDAR 

— 


25,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  399-30-BZ — Application,  June  18,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Richter,  applicant,  on  behalf 
of  Sadie  Hartwig,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2808-2818  86th  street  and 
2279-2285  West  8th  street,  southeast  cor¬ 
ner,  Brooklyn. 

cal.  no.  118-29-BZ — Application,  February  25,  1929,  under 
sections  6,  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns, 
applicant,  substituted  for  William  F. 
Doyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied — remitted  to 
the  'board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 

|  on  behalf  of  Charles  Bennett,  owner,  to 

permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

'al.  no.  331-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

•al.  no.  272-30-BZ — Application,  April  21,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  M.  Fenichel,  applicant,  on  be¬ 
half  of  Israel  Greenberg,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  440-446  Utica  avenue, 
868-884  Empire  boulevard,  southwest 
corner,  and  923-943  East  New  York 
avenue,  Brooklyn. 

al.  no.  304-30-BZ — Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


NOVEMBER  25,  1930,  2  P.  M. 

Petitions  for  Variations. 

527-30- S- — 2000  Bronx  street  and  1087  Tremont  avenue,  The 
Bronx. 

93-27-S — 141  Kosciusko  street.  Brooklyn. 


348-30-S — 157-159  East  32nd  street,  Manhattan. 

508-30-S — 251-255  West  39th  street,  Manhattan. 

514-30-iS — 665  Fifth  avenue  and  2  East  53rd  street,  north¬ 
east  corner,  Manhattan. 

520-30-S — 108  West  11th  street,  southwest  comer  of  Sixth 
avenue,  Manhattan. 

287-30-S — 31  Cooper  square,  Manhattan. 

444-30-S — 120-126  East  131st  street,  Manhattan. 

238-30-S — 605  East  187th  street,  The  Bronx. 

449-30-S — 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

Appliances  Sttbmittcd  for  Approval. 

563-30-SA — Shepard  Oil  Burner,  approved  of. 

600-30-SA — Silent  Glow  Oil  Burner,  Model  G,  approval  of. 
624-30-SA— Sunway  Oil  Burner,  approval  of. 

315-30-SA — Shill  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  2,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

351-30-BZ. 

APPLICANT — William  A.  Lacerenza,  for  James  Aquavella, 
owner. 

PREMISES — 205  Rockaway  avenue,  southeast  corner  of 
Pacific  street,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

362-30-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Bartsch’s  Garage, 
Inc.,  owner. 

PREMISES— 360-362  East  29th  street,  west  side,  229  ft. 
7  in.  north  of  Avenue  D,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “C”  area  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  required  under 
the  zone  resolution. 

469-30-BZ. 

APPLICANT — Christopher  C.  McGrath,  for  Richard 
Schimick,  owner. 

PREMISES — Southeast  corner  of  Waterbury  avenue  and 
Eastern  boulevard,  The  Bronx. 

APPLICATION,  under  sections  7f  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

545-30-BZ.  :  r !  li 

APPLICANT — Frederick  A.  Meyer  and  Henry  F.  Meyer, 
owners. 

PREMISES — 1922  Kings  highway,  east  side,  85  ft.  4  in. 
west  of  Ocean  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  extension  of 
an  existing  business  use,  permission  to  maintain 
which  was  granted  by  the  board  under  Cal.  No. 
968-24-BZ. 

645-30-BZ. 

APPLICANT — Henry  Kaufman  and  B.  C.  Collada,  for 
Shergrove  Realty  Corp.,  lessee. 
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PREMISES — 139-141  Washington  place  and  80  Grove 
street,  northeast  corner,  Manhattan. 

APPLICATION,  under  section  7c  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  an 
unrestricted  district,  the  extension  of  business  uses 
previously  granted  by  the  board. 


APPLICANT — Philip  J.  Sinnott,  for  Emil  S.  Levi,  owner. 

PREMISES — Northeast  corner  of  Longfellow  avenue  and 
East  173rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores)  (previously 
denied). 


DECEMBER  2,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

480- 30-A — 4601  New  Utrecht  avenue,  southeast  corner  of 

46th  street,  Brooklyn. 

481- 30-A — 4705  Fifth  avenue,  Brooklyn. 

486-30-A — 869-871  Halsey  street,  northwest  corner  of  Sara¬ 
toga  avenue,  Brooklyn. 

512-30-A — 136  West  42nd  street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

369-30-A — 27-33  West  23rd  street  and  8-12  West  24th 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
2,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
tbe  following  matters : 

cal.  no.  268-28-BZ— Application,  March  27,  1928;  reopened 
September  16,  1930,  under  section  7g 
of  the  building  zone  resolution,  of  Wil¬ 
liam  Richter,  applicant,  on  behalf  of 
Henry  C.  Behrens,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
(previously  denied)  ;  premises  878-886 
Gravesend  avenue,  west  side,  160  ft. 
south  of  Avenue  F,  Brooklyn. 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  288-30-BZ — Application,  April  25,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Louis  E.  Drago,  applicant,  on  behalf 
of  Carnela  Esposito,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  ten  (10)  one-car  garages 
and,  also,  the  installation  of  a  gasoline 
service  station;  premises  16-22  Park 
avenue  and  74  Navy  street,  southwest 
corner,  Brooklyn. 


= 

cal.  no.  642-30-BZ — Application,  October  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Albert  Kahn,  applicant,  on  be¬ 
half  of  The  New  York  Times  Co., 
owner,  to  permit  in  a  two  times  height 
district  the  erection  of  the  street  wall 
of  a  proposed  building  in  excess  of  the 
height  permitted  under  the  building  zone 
resolution;  premises  241-247  West  43rd 
street,  Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


DECEMBER  2,  1930,  2  P.  M. 

Appeal  from  Administratwe  Order. 
74-30-A — 19  Fulton  street,  Brooklyn. 


TUESDAY,  DECEMBER  2,  1930,  2.30  P.  M. 

SPECIAL  MEETING. 

Rules. 

89-27-SR — Rules  of  Procedure.  Amendment  to  Art.  II, 
Sec.  2  and  3,  Art.  VI,  Sec.  1  and  Art.  XI, 
Sec.  1. 

281-22-SR — Standpipe  Fire  Line  Rules.  Amendment  to 
Rule  21,  Elevation  of  Tank,  and  Rule  31, 
Valves. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

510-30-BZ. 

APPLICANT — Lee  Samenfeld,  for  Fannie  Katz,  owner. 

PREMISES — 102  West  144th  street,  south  side,  100  ft.  west 
of  Lenox  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  the 
occupancy  of  an  existing  building  from  a  conform¬ 
ing  use  to  a  motor  vehicle  repair  shop. 

548-30-BZ. 

APPLICANT — MoCooey  &  Conroy,  for  Maurer  &  Kern, 
Inc.,  owner. 

PREMISES — 1344-1372  Remsen  avenue,  northwest  corner 
of  Avenue  K,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution,  I  , 

TO  PERMIT  in  a  residence  district  the  erection  and  main- 
tenance  of  an  auto  laundry,  grease  pits  and  a  gaso¬ 
line  service  station. 

560-30-BZ. 

APPLICANT — Victor  Mayper,  for  Rector  Church  Wardens 
and  Vestrymen  of  Trinity  Church  of  New  York 
City,  owner. 

PREMISES— 22  Clarkson  street,  264  West  Houston  street  , 
and  388-402  Hudson  street,  southeast  corner,  Man¬ 
hattan. 

APPLICATION,  under  section  7c  of  the  building  zone 
resolution, 

IO  PERMIT  in  a  residence  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  business  building. 

566-30-BZ. 

APPLICANT — William  H.  Weekes,  owner. 

PREMISES — 220-24  Jamaica  avenue,  southeast  corner  of 
222nd  street,  Queens  Village,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 

574-30-BZ. 

APPLICANT  Lama  &  Proskauer,  for  William  Halpert, 
owner. 

PREMISES — 2243-2247  Pitkin  avenue,  northwest  corner  of 
Hendrix  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


38--30-S  672  Madison  avenue  and  19-23  East  61st  street, 
northwest  corncr>  Manhattan, 
o 83-30- S  674-686  Madison  avenue  and  28  East  62nd  street 
Manhattan.  ’ 

39o-30-S— 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

Appliances  Submitted  for  Approval. 

^-1SiA~rnC,°  Mechnical  0il  Burncr.  approval  of. 
o3o-29-SA— Croker  2^-Inch  Pressure  Reducing  Valve  ap¬ 
proval  of. 


1460-23-BZ. 

APPLICANT— McCooey  &  Conroy,  substituted  for  Wil¬ 
liam  F.  Doyle,  for  Brooklyn  Realty  Corp.,  owner. 

PREMISES — 1237-1247  Coney  Island  avenue,  east  side,  20 
ft.  north  of  Avenue  I,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  (amendment  and  modification  of  the  orig¬ 
inal  resolution), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station  (previously  granted 
by  the  board,  under  section  7e  of  the  building  zone 
resolution,  for  a  garage). 

540-30-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Peter  Fiore,  owner. 

PREMISES — Southeast  corner  of  East  147th  street  and 
Southern  boulevard,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance 
of  garages  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  service  station. 


DECEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

329-30-A— 29-39  South  5th  street,  Brooklyn. 

333-30-A — 33-43  East  33rd  street,  Manhattan. 

365-30- A — 415-417  Sound  View  avenue  and  416-418  Leland 
avenue,  The  Bronx. 

464-30- A — 433  Myrtle  avenue,  Brooklyn. 

479-30-A — 292  Court  street,  Brooklyn. 

493-30- A — 217-223  East  43rd  street  and  218-226  East  44th 
street,  Manhattan. 

143-30-A — 60-68  South  street,  114-120  Wall  street  and  95-99 
Pine  street,  Manhattan. 

535-30-A — 203-209  West  146th  street,  Manhattan. 

537-30- A — 1446-1450  Broadway  and  138  West  41st  street, 
southeast  corner,  Manhattan. 


.DECEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30- A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan 
;^-30-A— 20  West  38th  street,  Manhattan. 

104-30-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 

corner,  Brooklyn. 

328-30-A— 2306  Decatur  street,  Brooklyn. 

470-30-A— 279-283  Broadway  and  57  Reade  street,  Man¬ 
hattan. 

1/ <-30- A— 600-602  West  28th  street  and  269-275  11th  ave- 

1in  on  a  <*>  southw,est  corner,  Manhattan. 

110-30- A'  43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94'30-A— 16-18  East  43rd  street  and  13  East  42nd  street, 
Manhattan. 

9a-30-A  141  West  42nd  street  and  138-142  West  43rd 
street,  Manhattan. 

o^’n0'^-428'436  Greenwich  street,  Manhattan. 
360-30-A— 605-607  West  49th  street,  600-624  West  50th 

oq i  on  a  itnret  and  691'699  llth  avenue,  Manhattan. 
391-30-A— 127  Beekman  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
oAhP ’h  .^Ppeals  of  a  public  hearing  under  the  provisions 
16  1930b^ ‘°n’  Tucsday  morning,  December 
it  following^matters':  m  R°°m  1013’  Munici*aI  Buildi^>  *« 


cal.  no.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
21  oi  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
hye  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
ot  Schenectady  avenue,  Brooklyn. 


DECEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

476-30-S — Rear  of  188  Schofield  street,  City  Island,  The 
Bronx. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

6-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

355-30-S — 1  East  53rd  street,  Manhattan. 

528-30-S — 247-253  Water  street,  Brooklyn. 

532-30-S — 203-209  West  146th  street,  Manhattan. 


—.Application,  July  3,  1930,  under  sec- 
'on,.2.j.  01  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 

eSje<tM  n”  b^aIf  of  PhiliP  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners  tc 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
3Sth  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
)istribution  Division  of  the  City  Record  Office,  378  West 
Iroadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

n£°-w  of  .  Electrical  Code  are  now  on  sale  at  th« 
Distribution  Division  of  the  City  Record  Office,  378  Wes 
Broadway.  Price,  30c;  by  mail,  35c. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  18,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  November  11,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
November  11,  1930,  were  approved  as  printed  in  Bulletin 
No.  46,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

391-30-A. 

APPELLANT — Blackfords,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 127  Beekman  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  W.  O.  Whitney. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  pending  determination  by  the  board  of 
aldermen. 


360-30-A. 

APPELLANT — Thomas  I.  Sheridan,  for  Horn  &  Hardart 
Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 605-607  West  49th  street,  600- 
624  West  50th  street  and  691-699  11th  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Bernard  Brady. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  pending  determination  by  the  board  of 
aldermen. 


74-30-A. 

APPELLANT — Dipoline  Manufacturing  Co.,  lessee. 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied — re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 19  Fulton  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  William  A.  Blank. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  December  2,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


143-30-A. 

APPELLANT — James  Kearney,  for  Greemal  Holding  Corp.. 
owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  previously  dismissed  for  lack  of  prosecution — 
re  Appeal  from  a  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 60-68  South  street,  114-120  Wall 
street  and  95-99  Pine  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Temporary  chairman  read  com¬ 
munication;  appeal  restored  to  Calendar,  and  set 
for  hearing  December  9,  1930,  at  10  a.  m. 


THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


648-30-A. 

APPELLANT — Lucille  C.  Bunzl,  for  Blue  Kitchens,  Inc., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 56  New  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


465-30-A. 

APPELLANT — Holly  Amusement  Corp.,  lessee. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  (previously  denied). 

PREMISES  AFFECTED — 7725  New  Utrecht  avenue, 
northwest  corner  of  78th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Albert  Friedlander. 

For  Administration:  Captain  'George  Foster  of  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Absent  .  q 


THE  RESOLUTION— 

(465-30-A) 

Whereas,  Holly  Amusement  Corp.,  lessee,  filed,  July  2, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  7725  New  Utrecht  avenue, 
northwest  corner  of  78th  street,  Borough  of  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  8-A),  reads: 

“1.  Remove  non-approved  material  from  the  walls  of 
theatre.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner  reads  : 

(  “June  21,  1930. 

‘Messrs.  Guttman  &  Train, 

“1441  Broadway, 

“New  York  City. 

“Gentlemen : 

“Referring  to  your  communication  of  the  20th  instant, 
requesting  permission  to  file  appeals  with  the  Board  of 
Appeals  relative  to  official  orders  served  on  the  following 
theatres,  same  is  hereby  granted.  These  appeals  to  be 
made  as  soon  as  possible : 

“Hollywood,  7725  New  Utrecht  Ave.,  Bklyn.  Order  8-A. 

“Yours  truly, 

“George  J.  Foster, 

“Captain,  in  charge.” 

and 

Whereas,  the  building  is  fireproof,  one  story  in  height, 
99  ft.  8^  in.  by  100  ft.,  irregular,  in  area;  OCCUPIED  as 
a  motion  picture  theatre;  seating  capacity  for  971  persons;  1 
and 

Whereas,  appellant  contends  that  the  material  upon  the 
walls  of  the  theatre  is  fireproof  material  and  conforms  with 
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the  provisions  of  section  534,  art.  23,  chapter  5  of  the  code 
of  ordinances ;  and 

Whereas,  this  case  was  denied  by  the  board  at  the  hearing 
held  on  October  21,  1930,  and  reopened  by  the  vote  of  the 
board  on  November  11,  1930. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


309-30-  A. 

APPELLANT — Robert  Teichman,  for  Temple  Court  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 3-9  Beekman  street  and  119-137 
Nassau  street,  southwest  corner,  Manhattan. 
APPEARANCES— 

For  Appellant :  Robert  Teichman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(309-30-A) 

Whereas,  Robert  Teichman,  for  Temple  Court  Co., 
owner,  filed,  May  3,  1930,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  3-9  Beekman  street  and 
119-137  Nassau  street,  southwest  corner,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
15,  1930,  reads : 

“Order  No.  73863-F: 

“1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30' 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  west  side  of 
building  (theatre  alley  side  of  building),  or  other  ap¬ 
proved  protection,  as  per  Section  375,  Article  18,  Chapter 
5,  Code  of  Ordinances.” ; 

and  .  .... 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
100  ft.  4  in.  by  145  ft.  9  in.  in  area;  OCCUPIED:  1st 
story,  stores ;  upper  stories,  offices ;  approximately  45  persons 
per  story ;  and 

Whereas,  there  are  sixteen  windows,  in  the  west  wall  of 
the  building,  on  the  second  to  ninth  stories,  inclusive,  within 
18  ft.  of  openings  in  or  within  50  ft.  of  the  roofs  of  neigh¬ 
boring  three  and,  also,  five-story  buildings  located  on  the 
west  side  of  Theatre  alley;  and 

Whereas,  appellant  contends  that  the  windows  forming 
the  exposures  are  either  fireproof  or  protected  with  iron 
shutters  and  contends,  further,  that  Theatre  alley  is  easily 
accessible  to  the  fire  department  from  Beekman  street. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  windows  above  the  fifth 
story,  on  condition  that  the  remaining  windows  shall  be 
equipped  with  approved  sprinkler  heads  ;  that  the  building  shall 
be  not  increased  in  height  or  area,  and  that  the  conditions 
as  to  use  and  occupancy  and  the  present  location  and  capacity 
of  the  tanks  remain  substantially  unchanged. 


542-30- A. 

APPELLANT— Walter  C.  Martin,  for  Board  of  Education, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
of  buildings. 


PREMISES  AFFECTED — 1037-1055  Targee  street  and  41- 
91  Venice  street,  Concord,  Borough  of  Richmond. 
APPEARANCES— 

For  Appellant:  Walter  C.  Martin  and  C.  E.  Dob¬ 
bins. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(542-30-A) 

Whereas,  Walter  C.  Martin,  for  Board  of  Education, 
owner,  filed,  August  8,  1930,  an  appeal  from  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  1037-1055 
Targee  street  and  41-91  Venice  street,  Concord,  Borough  of 
Richmond;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  23,  1930,  in  acting  on  Amendment  to  Applica¬ 
tion  No.  1468-29,  reads : 

“Disapproved.” ; 

and 

W hereas,  the  building  is  fireproof,  three  stories  in  height, 
117  ft.  by  70  ft.  10  in.  in  area,  located  on  a  plot  of  ground 
200  ft.  ^  in.  by  503  ft.  &7/8  in.;  OCCUPIED  as  a  public 
school :  cellar,  boiler  room  and  coal ;  1st  story,  play  room 
and  assembly,  323  persons ;  2nd  and  3rd  stories,  class  rooms, 
300  persons  per  story ;  and 

Whereas,  the  amendment  proposed  reads: 

“In  order  to  prevent  pupils  from  passing  from  the  top 
story  to  the  roof  where  they  cannot  be  supervised  and 
might  be  in  danger  of  injuring  themselves  by  falling  off 
or  injuring  others  by  throwing  things  from  the  roof,  it 
is  proposed  to  provide  wire  mesh  barriers  at  the  foot 
of  the  stairs  from  top  story  to  roof  with  wire  mesh 
gates  which  will  be  kept  locked  except  when  access  to 
the  roof  is  necessary  by  the  custodian  or  other  authorized 
person.” ; 

and 

Whereas,  the  appellant  contends  that  this  roof  is  not 
used  as  a  playground,  and  it  is  the  purpose  of  the  barrier  pro¬ 
posed  to  prevent  pupils  and  unauthorized  persons  from  going 
on  the  same  by  means  of  this  stairway ;  the  building  will 
be  amply  provided  with  means  of  exit  to  the  street  as  fire 
exits  with  the  use  of  the  roof  stairway  in  case  of  fire  is 
impossible  as  the  building  is  detached  and  the  janitor  is 
provided  with  a  key  to  the  barrier  gate  and  the  construction 
is  such  that  the  firemen  could  break  down  the  barrier  if 
necessary. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the 
entrance  to  the  stairway  to  the  roof,  on  condition  that  the 
wire  barrier  be  made  of  %-inch  frame,  equipped  with  a 
wire  screen;  that  the  key  to  the  gate  shall  be  installed  in  a 
small  glass  box  located  on  the  wall  of  the  nearest  class  room ; 
that  a  metal  sign  shall  be  installed  on  the  wire  screen,  not 
less  than  6  ft.  6  in.  above  floor  level  indicating  in  letters  not 
less  than  2  inches  high  the  location  of  the  key. 


345-30- A. 

APPELLANT — Edward  P.  Doyle,  for  32nd  Street  Building 
Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 16-20  West  32nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(345-30-A) 

Whereas,  Edward  P.  Doyle,  for  32nd  Street  Building  Co., 
owner,  filed,  May  21,  1930,  an  appeal  from  orders  of  the  fire 
commissioner,  affecting  premises  16-20  West  32nd  street, 
Borough  of  Alanhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

“Order  No.  74959-LF : 

“1.  Relocate  valve  of  hose  outlet  of  standpipe  system 
so  that  the  wheel  controlling  same  is  within  6'  6"  of 
stair  landing,  or  within  6'  6"  of  steps  that  are  within  2" 
of  the  standpipe  riser.  Secs.  580-581,  Ch.  5,  Code  of 
Ordinances,  and  Rule  9t  of  the  Bd.  of  Standards  and 
Appeals. 

“2.  Provide  approved  pressure  reducing  valves,  or 
pressure  reducers,  to  reduce  the  pressure  to  not  more 
than  50  lbs.  per  sq.  in.  at  standpipe  outlets  all  stories. 
Secs.  580-581,  Ch.  5,  Code  of  Ordinances,  and  Rules 
of  the  Board  of  Standards  and  Appeals.”; 

and 

“Order  No.  74961-F : 

“1.  Provide  a  tank  on  roof  of  at  least  3500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20'  above 
the  roof  level.  Secs.  580-581,  Ch.  5,  Code  of  Ordinances, 
and  Rules  of  the  Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  in  height, 
66  ft.  4  in.  by  94  ft.  9  in.  in  area  at  first  story  and  66  ft. 

4  in.  by  85  ft.  in  area  above;  OCCUPIED  as  a  tenant  fac¬ 
tory,  not  more  than  fifty  persons  per  story;  equipped  with 
a  sprinkler  system  and  a  standpipe  system,  fed  from  a 
combination  house  supply  and  standpipe  tank,  1,800  gallons 
capacity,  the  bottom  of  which  is  8  inches  above  the  roof  and 

5  feet  above  the  hose  outlet  of  the  highest  story;  and 

Whereas,  in  lieu  of  complying  with  Order  No.  74961-F, 

the  appellant  proposes  to  enlarge  the  present  roof  tank  by 
extending  the  sides  upward ;  to  extend  the  house  supply  pipe 
on  inside  of  the  tank  to  a  height  which  would  leave  3,500 
gallons  reserved  for  standpipe  lines ;  as  to  Order  No.  74959- 
LF,  the  appellant  claims  that  the  hose  outlets  are  only  a  few 
inches  higher  than  the  limiting  height  of  6  ft.  6  in.  required 
under  the  rules;  furthermore,  the  appellant  contends  the 
building  was  erected  in  1907;  the  standpipe  system  was  in¬ 
stalled  in  1915,  and  complied  with  all  the  laws  and  ordinances 
governing  standpipe  systems  at  that  time. 

Resolved ,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  Order  No.  74959-LF,  Item  No.  2, 
and  denied,  as  to  Order  No.  74959-LF,  Item  No.  1;  granted 
on  condition,  as  to  Order  No.  74961-F,  Item  No.  1,  that  the 
tank  shall  be  increased  in  capacity  so  as  to  maintain  a  re¬ 
serve  of  3,500  gallons  for  the  standpipe  system ;  that  the 
building  shall  be  equipped  with  an  approved  wet  sprinkler 
system ;  that  the  building  shall  be  not  increased  in  height 
or  area,  and  that  the  standpipe  system  shall  comply  with 
the  rules  of  the  board  of  standards  and  appeals  in  all  other 
respects. 


499-30-A. 

APPELLANT — Samuel  Rosenblum,  for  Borden’s  Farm 
Products  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 798-802  Fulton  street,  460-466 
Clermont  avenue  and  443-457  Adelphi  street,  Brook¬ 
lyn. 


APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  . 

Negative  . 

Absent  . 


4 

0 

0 


THE  RESOLUTION— 

(499-30-A) 

W  hereas,  Samuel  Rosenblum,  for  Borden’s  Farm  Products 
Co.,  owmer,  filed,  July  14,  1930,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  798-802  Fulton 
street,  460-466  Clermont  avenue  and  443-457  Adelphi  street, 
Borough  of  Brooklyn  ;  and 


\\  iiereas,  the  order  of  the  fire  commissioner,  dated  June 
26,  1930  (re  Order  No.  77101-F),  reads:  l* 

“1.  Install  an  approved  standpipe  system  in  accordance 
with  the  Rules  of  the  Board  of  Standards  and  Appeals. 
Sections  580-581,  Oh.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  a  group  of  intercon¬ 
nected  buildings,  having  a  frontage  of  120  ft.  on  Fulton 
street,  145  ft.  on  Clermont  avenue  and  160  ft.  6  in.  on 
Adelphi  street;  the  office  section  (facing  on  Fulton  street) 
being  frame,  two  stories  in  height,  60  ft.  by  60  ft.  in  area; 
the  garage  section  is  non-fireproof,  one  story  in  height,  155 
ft.  by  85  ft.,  irregular,  in  area;  the  loading  and  stable 
section  being  non-fireproof,  one  and  three  stories  (on  Cler¬ 
mont  avenue)  in  height,  74  ft.  6  in.  by  200  ft.,  irregular,  in 
area  on  first  story  and  50  ft.  by  72  ft.  in  area  above;  the 
pasteurizing  and  bottling  section  being  fireproof,  four  stories 
(52  ft.)  in  height,  86  ft.  by  115  ft.  in  area;  the  total  area 
of  the  group  on  the  first  story  being  approximately  34,000 
sq.  ft.  and  the  maximum  area  of  any  building  unit  above  the 
first  story  being  approximately  9,800  sq.  ft.;  the  entire 
premises  being  OCCUPIED  as  a  milk  bottling  and  dis¬ 
tributing  station;  thirty-four  persons  in  entire  premises; 
and 

Whereas, .  appellant  contends  that  the  pasteurizing  and  1 
bottling  section  of  the  premises  is  separated  on  the  first 
story  from  the  loading  section  by  automatic  sliding  fire¬ 
proof  doors  and,  also,  by  heavy  wood  ice  box  doors ;  that 
the  excess  area  requiring  the  standpipe  installation  exists 
on  the  first  story  only ;  that  the  occupancy  is  not  hazardous, 
and  requests  the  acceptance  of  existing  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  openings  between  the  loading 
building  and  the  balance  of  the  structure  shall  be  equipped 
on  both  sides  with  automatic  sliding  fire  doors,  excepting 
the  openings  between  the  refrigerators  and  ice  room,  which 
are  to  be  equipped  with  heavy  ice  box  doors  encased  in  tin 
on  -both  sides  as  shown  on  the  plans  submitted  in  this  appeal ; 
that  the  building  shall  be  not  increased  in  height  or  area; 
that  conditions  as  to  occupancy  and  use  shall  remain  sub¬ 
stantially  unchanged,  and  granted  only  so  long  as  building 
remains  in  one  tenancy. 


BUILDING  ZONE  CASES. 

766-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Parkway  Center 
Building  -Corp.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED — 822-838  East  New  York  ave¬ 
nue,  south  side,  100  ft.  west  of  Schenectady  avenue, 
Brooklyn. 
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MINUTES 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  E.  R.  Wolff. 

AC  1  ION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  on  request  of  attorney  for  opposition. 

1460-23-BZ. 

APPLICANT— McCooey  &  Conroy,  substituted  for  Wil- 

j  „  ^  ■  Do>'|e*  F>r  Brooklyn  Realty  Corp.,  owner. 

,  SUBJECT— Application  for  reopening — amendment  of  res¬ 
olution— (re  decision  of  the  superintendent  of  build¬ 
ings),  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

IPREMISES  AFFECT.  ED — 1239-1249  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition :  None. 

AC  J  ION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  December  9,  1930,  at  2  p.  m 

THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  . ’  ’  p 


104-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Borden’s  Farm  Prod¬ 
ucts  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  alteration  and  conversion  of  a  stable  into  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 443-447  Madison  street,  north 
side,  345  ft.  east  of  Throop  avenue,  Brooklyn. 

APPEARANCES — 

For  Applicant :  Edward  L.  Kelly. 

For  Opposition:  Harry  R.  Singer. 

ACTION  OF  BOARD — Application  withdrawn  without 
argument. 

•'HE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 


Kenlon  .  4 

Negative  .  0 

Absent  .  0 


PREMISES  AFFECTED — 825  East  175th  street,  north- 

.  nni'  ^ve«s*:  corner  Marmion  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott,  Mrs.  M.  S.  Levy 
and  Herbert  J.  Ryan. 

For  Opposition:  Max  Monfried,  Thomas  Molloy, 
Harry  Grossman,  Mrs.  Rose  Tannenbaum  and 
Mrs.  S.  Leon. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Absent  .  n 

THE  RESOLUTION—  . 

(705-29-BZ) 

Whereas,  Philip  J.  Sinnott,  substituted  for  Ryan,  Lyttle 
&  Rodgers,  substituted  for  William  F.  Doyle,  for  County 
Holding  Co.,  owner,  filed,  December  5,  1929,  an  application, 
under  the  .building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  business  building 
(previously  withdrawn)  ;  premises  825  East  175th  street, 

northwest  corner  of  Marmion  avenue,  Borough  of  The' 

Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting 
November  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Marmion  avenue  is  in  a  residence 
district ;  East  175th  street  is  in  a  residence  district;  East 
176th  street  is  in  a  residence  district,  and  Vineyard  place 
is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  30.  1929  (re  App.  N.  B.  1376-29),  reads: 
1.  Erection  of  proposed  business  building  (stores)  in 
residence  district  is  contrary  to  provisions  of  Building 
Zone  Resolution.”; 
and 

Whereas,  the  proposed  building  i,s  to  be  of  non-fireproof 
construction,  one  story  and  cellar  in  height,  with  a  frontage 
of  119  ft.  and  a  depth  of  46.02  ft.,  irregular;  to  be  occupied 
as  seven  retail  stores ;  and 

W hereas,  the  'board  deemed  that  applicant  was  not  entitled 
to  relief  under  section  21  on  the  grounds  of  unnecessary 
hardship  and  practical  difficulty. 

.  Resolved,  that  the  decision  of  the  .superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


16-30-BZ. 

PPLICANT — William  Layton  Hall,  for  Mabel  Hall, 
owner. 

UBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

REMISES  AFFECTED — 337  Arbutus  avenue,  northeast 
corner  of  Hylan  boulevard,  Huguenot,  Borough  of 
Richmond. 

PPEARANCES — 

For  Applicant :  Joseph  McBreen. 

For  Opposition :  None. 

CTION  OF  BOARD' — Laid  over  for  full  vote  of  the 
board ;  no  date  set. 

15-29-BZ. 

.PPLICANT — Philip  J.  Sinnott,  substituted  for  Ryan, 
Lyttle  &  Rodgers,  substituted  for  William  F.  Doyle, 
for  County  Holding  Co.,  owner. 

JBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 


450-30-BZ. 


APPLICANT — New  York  Telephone  Co.,  owner. 
SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7d  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
extension  of  an  existing  telephone  building 
PREMISES  AFFECTED — 2411-2429  Tratman  avenue, 
north  side,  95  ft.  4  in.  west  of  Rowland  avenue 
The  Bronx. 

APPEARANCES— 


For  Applicant :  E.  M.  Simonson  and  Charles  Pyloff 
For  Opposition :  Charles  J.  Hartman,  John  J.  Bentz, 
August  F.  Haussmann  and  Mrs.  Frances  Hig¬ 
gins. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  THE  COMMIT- 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and’  Chief 

Kenlon  . 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT—  . 

Affirmative:  Temporary  Chairman  Connell,  Com- 


| 
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missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(450-30-BZ) 

Whereas,  New  York  Telephone  Co.,  owner,  filed,  June  24, 
1930,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  extension  of  an  existing 
telephone  building;  premises  2411-2429  Tratman  avenue, 

north  side,  95  ft.  4  in.  west  of  Rowland  avenue,  Borough 

of  The  Bronx;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
June  24,  1930,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Zerega  avenue  is  in  a  business 
district;  Tratman  avenue  is  in  a  residence  district;  Frisby 
avenue  is  in  a  residence  district,  and  Rowland  street  is  in 
a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  29,  1930  (re  App.  Alt.  307-30),  reads: 

“1.  Proposed  extension  to  a  business  building  within 
a  residence  district  is  contrary  to  the  provisions  of  the 
Building  Zone  Resolution.”; 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  three  stories  in  height,  with  a  frontage  of  108  ft.  and 
a  depth  of  142  ft.  6  in.,  irregular;  to  be  occupied  as  a 
central  telephone  exchange;  and 

Whereas,  after  an  inspection  by  a  committee  of  the 
board  the  board  deemed  that  the  applicant  has  substantiated 
his  basis  of  appeal  under  section  7,  subdivision  d. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  for  the  three-story  building  extension 
with  an  area  of  approximately  103  ft.  deep  by  85  ft.  and 
63  ft.  in  width  with  a  frontage  of  63  ft.  8  in.  on  Tratman 


avenue,  the  distance  between  the  easterly  gable  wall  and  the 
lot  line  of  the  adjoining  property  on  Tratman  avenue  to  be 
not  less  than  15  ft.  4^  in. ;  the  distance  between  the  northerly 
wall  of  the  proposed  extension  and  the  lot  line  of  property 
on  Frisby  avenue  to  be  not  less  than  67  ft.  8  in.;  that  the 
building  shall  be  constructed  substantially  in  accordance 
with  the  architecture  and  design  as  the  present  building  on 
the  premises ;  that  any  cause  of  noise,  other  than  the  con¬ 
duct  of  a  telephone  exchange,  shall  be  eliminated  from  the 
building ;  that  the  unoccupied  ground  of  this  property  shall 
not  be  used  for  storage  of  any  material  whatsoever ;  that 
any  loading  or  unloading  of  any  material  shall  be  done  in¬ 
side  the  building  line;  that  all  permits  required  shall  be  ob¬ 
tained  within  six  months  and  any  work  involved  thereby 
shall  be  completed  within  eighteen  months  from  the  date  of 
this  action. 


APPROVAL  OF  PLANS. 

218-30-BZ. 

APPLICANT — Euell  &  Euell,  for  Benjamin  Kaplan,  owner. 
SUBJECT — Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  on  October 
21,  1930. 

PREMISES  AFFECTED — 228-232  Evergreen  avenue,  west 
side,  65  ft.  north  of  Hart  street,  Brooklyn. 
APPEARANCES’ — None. 

ACTION  OF  BOARD — Chairman  read  report  of  engineer; 

report  of  engineer  adopted  and  plans  approved  in 
accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  APPROVE 
PLANS— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Chief 

Kenlon  .  4  ! 

Negative  .  0 

Absent  .  0 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  18,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
324-30-A. 

APPELLANT — Meyer  &  Lange,  owners. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 428-436  Greenwich  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  R.  Seeland. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD’ — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  pending  action  of  the  board  of  aldermen. 


475-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Donner  Lumber  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — Southeast  corner  of  Wilbur 
avenue  and  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 


APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de-  ' 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW—  ■) 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  O’ 

Absent  .  0 


478-30- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  New  York  Yacht,  Launch  &  Engine 
Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— South  side  of  West  177th  street 
and  Harlem  River,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 
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f" 

Negative  .  0 

Absent  . . .  0 


THE  RESOLUTION— 

(478-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  New  York  Yacht,  Launch  &  Engine  Co.,  owner, 
filed,  July  5,  1930,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  south  side  of 
West  177th  street  and  Harlem  River,  Borough  of  The 
Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
20,  1930  (Order  No.  72552-F),  reads: 

“1.  Install  an  approved  standpipe  system  including 
standpipes,  yard  hydrants,  tanks,  pumps,  etc.,  as  per  Rule 
85  of  the  Standpipe  Rules  of  the  Board  of  Standards 
and  Appeals.  Sections  580-581,  Art.  20,  Chap.  5,  Code 
of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
•  June  16,  1930,  reads : 

“This  will  reply  to  your  letter  of  April  26th,  1930, 
in  which  you  request  to  be  advised  as  to  the  require¬ 
ments  of  this  department,  requesting  the  reconsideration 
of  Order  72552-F. 

“You  are  advised  that  it  is  the  conclusion  of  this 
department  that  we  cannot  accept  the  present  standpipe 
system  and  it  will  be  necessary  to  file  plans  before  we 
can  give  any  decision  as  to  the  necesary  improvements.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  322.69 
ft.  by  376.56  ft.  in  area  on  which  are  located  several  non- 
fireproof  buildings,  one  and  two  stories  in  height,  erected 
in  1896;  OCCUPIED  for  the  manufacture  of  boats,  150 
persons ;  and 

Whereas,  the  appellant  contends  that  the  firm  manu¬ 
factures  small  yachts  and  launches ;  that  the  premises  in 
question  are  protected  with  2 Yz -inch  standpipe  line;  that 
there  is  a  yard  hydrant  approximately  in  the  center  of  yard 
with  sufficient  hose  to  reach  any  part  of  the  yard ;  that  the 
two-story  machine  shop  has  concrete  walls  and  fireproof  tile 
roof ;  that  the  boat  shop,  also  the  mill  and  joiner  shops,  are 
protected  by  2 -inch  outlets,  and  that  there  is  a  40-gallon 
extinguisher  in  boat  shop  on  wheels  and  fire  pails  and 
chemical  extinguishers  distributed  throughout  the  premises ; 
that  there  is  a  supervisory  watchman  clock  service  and  that 
the  premises  are  entirely  open  on  two  sides. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  present  standpipe  system  pro¬ 
tecting  the  building  as  shown  on  the  plans  submitted  in  this 
appeal  shall  be  maintained,  and  that  in  addition  a  2  H -inch 
outlet  shall  'be  provided  on  the  second  story  joiner  shop ; 
that  two  yard  hydrants  with  4-inch  connection  to  the  8-inch 
main  on  177th  street  be  equipped  in  accordance  with  the 
rules,  and  that  the  buildings  shall  not  be  increased  in  height 
or  area  and  remain  in  single  tenancy  and  use  and  occupancy 
remain  substantially  unchanged. 


BUILDING  ZONE  CASES. 

468-30-BZ. 

APPLICANT — Millans  Realty  Corp.,  lessee,  for  Philip 
Rhinelander  and  Philip  Rhinelander,  2nd,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%)  of  the 
total  floor  space  for  manufacturing  purposes. 

PREMISES  AFFECTED — 66-68  West  38th  street,  south 
side,  100  ft.  east  of  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition :  Edward  P.  Sobel. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  10  a.  m.,  for  final  disposition,  on  request  of  appli¬ 
cant’s  representative. 


722-29-BZ. 

APPLICANT — J.  M.  Poss,  substituted  for  William  F. 
Doyle,  for  Howard  Funding  Co.,  owner. 

SUBJECT — Application  for  reopening — reconsideration,  hav¬ 
ing  been  previously  denied — re  Application  (decision 
of  the  tenement  house  commissioner),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in 
a  residence  use  district  the  change  of  occupancy  of 
the  first  story  of  a  residence  building  to  a  business 
use  (stores). 

PREMISES  AFFECTED — 1615  University  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  J.  M.  Poss. 

AC  TION  OF  BOARD — Request  for  reopening  denied. 
THE  VOTE  TO  REOPEN— 

Affirmative :  Commissioners  Holland  and  Guil- 

foyle  .  2 

Negative:  Temporary  Chairman  Connell  and 

Deputy  Chief  McElligott .  2 

Absent  .  q 


679-29-BZ. 

APPLICANT — E.  W.  Radmore,  for  The  Wheelwright 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district, 
extending  from  a  business  district,  the  conversion 
of  occupancy  of  the  basement  and  first  story  from 
residential  to  business  use  (previously  denied). 

PREMISES  AFFECTED — 162  West  75th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Abner  M.  Heggen. 

ACTION  OF  BOARD — Action  by  the  board  on  March  4, 
1930,  reopening  this  case  rescinded. 

THE  VOTE  TO  RESCIND  ACTION  OF  MARCH  4, 
1930— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


26-30-BZ. 

APPLICANT — Fred  Zuccaro  and  Tom  Bellino,  for  A. 
Giordano,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  poultry  slaughter 
house. 

PREMISES  AFFECTED — West  side  of  Hickory  avenue, 
207.32  ft.  north  of  Old  Town  road,  South  Beach, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  H.  J.  Satriano. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(26-30-BZ) 


^Whereas,  Fred  Zuccaro  and  Tom  Bellino,  for  Antonio 
Giordano,  owner,  filed,  January  14,  1930,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  poultry  slaughter 
house;  premises  west  side  of  Hickory  avenue,  207.32  ft. 
north  of  Old  Town  road,  South  Beach,  Borough  of  Rich¬ 
mond  ;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Foch  avenue  is  in  a  business  dis¬ 
trict  ;  Hickory  avenue  is  in  a  residence  district ;  Old  Town 
road  is  in  a  residence  district,  and  Washington  avenue  is 
in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  20,  1929,  reads: 

“Your  application,  New  Building  Plan  No.  1915-1929, 
filed  December  16th  for  the  erection  of  a  Poultry 
Storage  house  on  the  W.S.  Hickory  Ave.,  207.32'  north 
Old  Town  Rd.,  South  Beach,  Borough  of  Richmond,  is 
hereby  disapproved  for  the  reason  that  it  is  contrary  to 
the  Zoning  Resolution  to  erect  a  poultry  storage  house 
in  a  ‘Residence’  zone.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  24  ft. 
and  a  depth  of  50  ft.;  to  be  occupied  as  a  poultry  slaughter 
house ;  and 

Whereas,  the  board  deemed  that  the  applicant  has  failed 
to  substantiate  his  basis  of  appeal,  under  section  21  of  the 
building  zone  resolution,  practical  difficulties  and  unnecessary 
hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


38-30-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Court  Square  Rent¬ 
ing  &  Sales  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension,  from 
an  unrestricted  district  into  a  business  district,  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 83-97  Boerum  place,  northeast 
corner  of  Pacific  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition :  Max  Lieberman. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(38-30-BZ) 

Whereas,  McCooey  &  Conroy,  for  Court  Square  Renting 
&  Sales  Corp.,  owner,  filed,  January  21,  1930,  an  application, 
under  the  building  zone  resolution,  to  permit  the  extension, 
from  an  unrestricted  district  into  a  business  district,  of  a 
proposed  garage  for  the  storage  of  more  than  five  motor 
vehicles;  premises  83-97  Boerum  place,  northeast  corner  of 
Pacific  street,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  the  northeast  corner  of  Pacific 
street  and  Boerum  place  is  in  an  unrestricted  district ;  Pacific 
street,  east  of  a  point  100  ft.  east  of  Boerum  place,  is  in 
a  business  district;  Atlantic  avenue  is  in  a  business  district, 
and  Boerum  place,  south  of  a  point  59  ft.  6  in.  south  of 
Atlantic  avenue,  is  in  an  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  8,  1930  (re  App.  No.  14368),  reads: 

“Proposed  public  garage  for  more  than  five  cars  to 


be  located  partly  in  an  unrestricted  and  partly  in  a 
business  use  district  is  contrary  to  Art.  II,  Sect.  4a  of 
Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  eight  stories  (90  ft.)  in  height,  with  a  frontage 
of  159  ft.  6  in.  and  a  depth  of  100  ft.,  irregular;  to  be 
occupied  as  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  the  board  is  empowered  under  the  provisions 
of  section  7,  subdivision  c,  and  section  21  to  grant  a  varia¬ 
tion  of  the  building  zone  resolution  where  property  is  bisected 
by  two  use  districts,  to  permit  the  use  of  the  more  restricted 
with  such  safeguards  to  the  property  owners  as  the  board 
may  see  fit  to  impose;  and  J 

Whereas,  the  'board  deems  that  a  denial  of  this  applica¬ 
tion  would  be  arbitrary  discrimination  against  the  applicant 
and  that  said  applicant  is,  therefore,  entitled  to  relief  under 
section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  for  the  property 
159  ft.  6  in.  on  Boerum  place,  running  from  Atlantic  avenue  to 
Pacific  street,  and  100  ft.  on  Pacific  street  and  100  ft.  on  At¬ 
lantic  avenue  for  the  erection  of  an  eight-story  fireproof 
garage,  on  condition  that  the  easterly  gable  wall  running 
through  from  Atlantic  ave.  to  Pacific  st.  shall  'be  unpierced 
throughout  its  entire  height  and  length;  that  there  shall  be  no 
openings  to  the  garage  in  the  business  portion  of  the  prem¬ 
ises ;  that  the  first  tier  of  windows  adjoining  the  property 
to  the  east  shall  be  equipped  with  fixed  frame  and  sash; 
that  on  the  Atlantic  avenue  front,  first  story,  stores  sep¬ 
arated  from  the  garage  portion  by  an  unpierced  masonry 
wall  shall  be  installed,  said  stores  to  be  not  less  than  35  ft. 
deep;  that  the  opening  to  the  garage  on  Pacific  street  shall 
be  not  less  than  50  ft.  westerly  from  the  easterly  lot  line  of 
the  property;  that  all  gasoline  tanks  installed  on  the  prem¬ 
ises  shall  be  maintained  in  the  unrestricted  portion  of  the 
property;  that  there  shall  be  no  portable  gasoline  tanks 
operated  or  maintained  outside  the  building  line;  that  the 
front  of  the  building  shall  be  of  face  brick  or  architectural 
terra  cotta  with  stone  trim;  that  there  shall  be  no  roof 
signs  or  other  signs  in  the  business  portion  of  the  premises 
other  than  one  projecting  electric  sign,  indicating  the  name 
and  nature  of  the  business  conducted  on  premises,  with  the 
exception  of  necessary  signs  on  the  conforming  use  portion 
of  the  premises;  that  all  required  permits  shall  be  obtained 
within  nine  months  and  all  work  involved  thereby  com¬ 
pleted  within  eighteen  months  from  the  date  of  this  action. 


261-29-BZ. 

APPLICANT — ‘George  Stern,  for  Moline  Construction  Co., 
owner. 

SUBJECT — Application  for  reopening — modification — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7 g  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 113-26  Farmers  boulevard, 
South  Hollis,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  William  J.  Scanlon  and  Max  Posner. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 
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THE  RESOLUTION— 

(261-29-BZ) 

\\  hereas,  George  Stern,  for  Moline  Construction  .  Co., 
I  jwner,  filed,  April  16,  1929,  an  application,  under  the  building 
n^ne  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 
denied  under  section  21)  ;  premises  113-26  Farmers  boule¬ 
vard,  South  Hollis,  Borough  of  Queens;  and 
[  LW1HEREAS,  a  Public  hearing  was  held  on  this  application  by 
die  board  of  standards  and  appeals,  at  its  regular  meeting 
February  11,  1930,  after  due  notice  bv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
I  '  Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Farmers  boulevard  (avenue)  is 
in  a  business  district;  Murdock  avenue  and  113th  road,  west 
of  Farmers  boulevard,  are  in  a  business  district,  and’ 113th 
road,  east  of  Farmers  boulevard,  is  in  a  residence  district  • 
and  ’ 

I  Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  5,  1929  (N.  B.  1934-29),  reads: 

!•  The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  the  zoning  regulations. 
Plans  not  further  examined.”; 

.and 

I  Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  55  ft.  on  Murdock  avenue  and  202  ft.  on 
IjF^rmers  boulevard,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  20  ft.  by  20  ft.  in  area,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station  • 
and 

Whereas,  upon  the  application  of  the  theory  of  section 
7 g  of  building  zone  resolution,  the  applicant  has  filed 

more  than  80  per  cent  consents  of  property  owners  within 
an  area  deemed  affected  and  fixed  by  this  board;  and 
;  Whereas,  the  board  deems  that  applicant  is  entitled  to 
trelie f  under  section  21  of  the  building  zone  resolution ;  and 
I  Whereas,  this  application  was  granted  by  the  'board  at  its 
neeting,  February  1,  1930,  on  certain  conditions,  and  owner 
hrough  his  attorney,  Max  Posner,  requests  a  modification 


* 


of  these  conditions  as  to  size  of  office  owing  to  restrictions 
in  the  deed  to  the  property,  and  under  date  of  November 
i,  1930,  requests  a  further  modification  as  to  width  of  drive¬ 
ways  and  installation  of  building  enclosing  grease  pits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  building  line  of  Farmers 
boulevard  and  Murdock  avenue  a  concrete  curbing  not  less 
than  12  in.  high  and  12  in.  deep,  with  but  two  openings  on 
Farmers  boulevard,  each  opening  to  be  not  more  than  12  ft. 
wide,  having  curb  cuts  directly  in  front  not  more  than  14 
ft.  m  width ;  side  of  any  opening  nearest  to  Murdock  ave¬ 
nue  to  be  not  less  than  40  ft.  distant  therefrom;  that  all 
pumps  shall  be  located  at  least  10  ft.  from  the  building 
line;  that  there  shall  be  erected  on  the  concrete  curbing, 
except  at  the  two  openings,  concrete  posts,  not  less  than  4 
it.  in  height  and  12  in.  in  least  dimension,  spaced  about  10 
ft.  apart,  which  shall  be  connected  with  heavy  iron  chains 
forming  a  fence  or  in  lieu  thereof  a  heavy  ornamental  iron 
picket  fence  not  less  than  4  fit.  high;  that  any  advertising 
shall  be  confined  to  the  illuminated  globes  of  the  gasoline 
pumps ,  that  there  shall  be  erected  on  the  premises  a  two- 
story  building,  not  over  30  ft.  by  30  ft.  in  area,  constructed 
of  approved  masonry  of  attractive  architectural  design,  with 
variegated  slate  or  Spanish  tile  roof ;  the  top  story  to  be 
devoted  to  conforming  use;  any  grease  pits  or  crankcase 
service  pits  for  two  cars  to  be  enclosed  in  a  building  25  ft. 

'  u  2r  ft  in  area  on  the  wester,y  Portion  of  the  property' 
the  front  elevation  to  be  open,  with  arched  driveways  and 
the  construction  of  this  building  to  be  substantially  the  ’same 
as  that  of  the  adjoining  office  structure  on  the  premises;  no 
portable  gas  tanks  shall  be  operated  or  maintained  on  prem¬ 
ises ;  that  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  involved  thereby  completed  within  one 
year  from  the  date  of  this  action. 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  OF  PROCEDURE 


[217-21-SR] 

!  NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
/ill  be  held  by  the  board  of  standards  and  appeals  on 

I'uesday,  December  2,  1930,  at  2.30  p.  m.,  Room  1013,  Munic- 
ial  Building,  on  proposed  amendments  to  Rules  of  Pro- 

edure. 

j  ARTICLE  II— CASES  BEFORE  THE  BOARD. 

'  2.  Any  communication  purporting  to  be  an  application, 
ppeal  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
:ntion  to  seek  relief  and  shall  be  of  no  force  or  effect 
ntil  it  is  made  in  the  form  required  except  as  provided  in 
\  rt.  VI. 

'  3.  Upon  receipt  of  any  such  communication,  the  writer 
lall  be  supplied  with  the  proper  forms  for  presenting  his 
oplication,  appeal  or  petition,  and  he  shall  be  required  to 
e  the  proper  form  and  furnish  all  necessary  data  within 
venty  days  of  the  date  of  the  order  or  decision  appealed 
om  except  as  provided  in  Art.  VI. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision  or 
•termination  of  the  Superintendent  of  Buildings  or  the 
re  Commissioner  or  from  any  rule  or  regulation  relating 
the  construction,  alteration,  structural  changes  in  equip- 
ent,  occupancy  or  use  of  any  building  or  structure,  under 
iction  719  of  the  Charter,  shall  be  entertained  unless  such 
peal  is  filed  in  duplicate  on  Form  lA,  with  all  the  data 


required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions  may  be  filed  in  letter  form  accompanied 
by  a  written  description  of  the  premises  and  a  copy  of  the 
°jdcr  or  decision.  A  copy  of  such  uritten  appeal  shall  be 
pled  ztnth  the  administrative  official  issuing  order  or  deci¬ 
sion.  What  constitutes  minor  orders  or  decisions  shall  be 
determined  by  the  board  in  executive  session. 

ARTICLE  XI— TESTS. 

1.  In  any  case  in  which  the  Board  may  order  a  test 
of  any  matenal  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  rules  adopted  by  the  Board  for  such  material  and 
device,  [the  test]  tests  shall  be  conducted  under  the  supervi¬ 
sion  of  an  assistant  engineer,  in  the  presence  of  the  Chairman 
and  two  or  more  members  appointed  by  him,  and  the  result 
of  such  test  shall  be  reported  to  the  Board  in  writing  [and 
time  material  or  device  shall  not  have  the  approval  of  the 
Hoard  unless  the  report  be  favorable  and  adopted  by  four 
affirmative  votes]  or  tests  may  be  made  of  materials  and 
detnees  by  a  recognised  standard  testing  laboratory.  City  or 
State  department.  The  board  reserves  the  right  to  be  repre¬ 
sented  at  these  tests.  The  material  or  device  shall  not  have 
the  approval  of  the  Board  unless  the  report  be  favorable  and 
adopted  by  four  (4)  affirmative  votes,  and  the  Board  may 
approve  such  materials  or  devices  on  the  certified  report  of 
such  laboratory. 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner 


Calendar  No. 


A.  B.  C.  Oil  Burner . 

A.  B.  C.  Oil  Burner,  Type  H . 

Aetna  Automatic  Oil  Burner . 

Aladdin  Oil  Burner . 

Alexander  Oil  Burner . 

Arcoil  Heat  Machine . 

Baker  Automatic  House  Heating  Burner . 

Baker  Oil  Burner,  Model  L,  Gun  Type . 

Ballard  Super  Domestic  Oil  Burner . 

Bayard  Domestic  Fuel  Oil  Burner . 

Berggren  Oil  Burner . 

Bettendorf  Oil  Burner . . 

Braden  Automatic  Fuel  Oil  Burner . 

Caloroil  Burner — Type  AA . 

Carborundum  Burner . 

Carter-Korth  . 

Century  Oil  Burner . 

Challenger  Kleen  Heat  Burner,  Series  No.  100 

Combustion  Fuel  Oil  Burner . 

Combustion  Fuel  Oil  Burner,  Type  B . 

Commonwealth  Oil  Burner . 

Crescent  Oil  Burner . 

Crown  Oil  Burner,  Type  XA . 

Crystal  Blue  Flame  Oil  Burner . 

Dahl  Vaporizing  Oil  Burner . 

Dist-o-matic  Oil  Burner . 

Doherty  Oil  Burner . 

Eisler  Automatic  Oil  Burner . 

Electrol  Automatic  Oil  Burner . 

Electromatic  Oil  Burner . 

Espo  Oil  Gas  Burner . 

Faultless  Oil  Burner . 

Fluid  Heat  Domestic  Oil  Burner,  Type  O.... 

Foster  Oil  Burner . 

Franklin  Domestic  Oil  Burner . 

Fuelo  Oil  Burner . 

Gar  Wood  Oil  Burner . 

Gill  Oil  Burner . 

Goodspeed  Automatic  Oil  Burner . 

Gulf  Oil  Burner . 

Hardinge  Oil  Burner  and  Pump  Set . 

Hart  Automatic  Oil  Burner . 

Hart  Automatic  Oil  Burner,  Model  Series  “DO” 

Heatiator  Oil  Burner . 

Hercules  Oil  Burner . 

Holby  Type  A  Fuel  Oil  Burner . 

Homer  Domestic  Oil  Burner . 

Improved  Kres-Kno  Oil  Burner . 

International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner.... 

Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

Kleen  Heet  Oil  Burner . 


1295-24-SA 
684-29-SA 
1547-23-SA 
298-26-SA 
65-28-SA 
632-26-SA 
1323-22-SA 
404-29-SA 
939-24-SA 
1184-22-SA 
764-26-SA 
731-28-SA 
322-30-SA 
1361-24-SA 
571-29-SA 
54-30-SA 
157-28-SA 
813-28-SA 
1105-22-SA 
295-29-SA 
348-28-SA 
222-29-SA 
426-29-SA 
423-29-SA 
915-26-SA 
663-28-SA 
943-26-SA 
481-27-SA 
259-25-SA 
603-29-SA 
1431-23-SA 
493-24-SA 
1094-27-SA 
715-26-SA 
5  60-26- S  A 
47-30-SA 
373-30-SA 
1231-23-SA 
957-27-SA 
382-26-SA 
813-25-SA 
1162-24-SA 
595-29-SA 
1346-23-SA 
510-29-SA 
688-29-SA 
1211-25-SA 
591-29-SA 
1305-24-SA 
938-22-SA 
852-26-SA 
846-25-SA 
62-24-SA 


Name  of  Burner  Calendar  No. 

Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  . . .  544-29- S A 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Model  “G”  Nokol  Burner .  801-28-SA  . 

Morrissey  Oil  Burner .  673-27-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Process  Oil  Burner .  1071-27-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Heater .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Pascoe  Oil  Burner  and  Pump  Set .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Burner,  Model  O .  78-28-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA  , 

Powerlight  Oilheat  Burner .  628-23-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Oil  Burner .  891-26-SA  ■ 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rickard  Oil  Burner .  1011-27-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Schulse  Home  Oil  Burner .  1487-23-SA  ' 

Security  Oil  Burner .  56-28-SA  • 

Silent  Automatic  Oil  Burner .  458-26-SA 

Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-SA 

Stroud-in-the-Door  Burner .  129-27-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA  : 

Sundstrand  Automatic  Oil  Burner .  755-26-SA  j 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA  ' 

Torridheat  Oil  Burner .  63-28-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  451-26-SA 

Victory  Oil  Burner .  320-30-SA 

/olcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner  Pump  and  Fan  Set .  1155-25-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-SA 

Winslow  Industrial  Burner .  19-25-SA 
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RESERVE 

BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27- A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

709-22-S A — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1173  22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-S A — Thermostats  for  Automatic  Fire  Alarm  Sy*- 
.  terns,  approval  of. 

1249-22-S A — Coen  Oil  Burner,  approval  of. 

57-23-SA  — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-S A — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275  23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut-Off  Valve,  approval  of. 

279-23- S A — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-S A — “Automatic”  Deluge  Valve,  approval  of. 

443-23-S A — Automatic  Gas  Shut-Off,  approval  of. 

525-23-S  A — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-S A — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

850-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

492 -24- S A — Holtzer- Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

756-84-S A — Wills  Automatic  Ga?  Shut-Off  Valve,  approval 
of. 

01 6-2 4- S A — Milnes  Oil  Burner,  approval  of. 

142-24-S  A — Decker  Oxohydrogen  Oil  Burner,  approval  of 

359-24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

500-24-SA— Smolensky  Check  Valve,  approval  of. 

863 -25- S A — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 
er,  approval  of 

264-25-S A — Koerting  Gear  Pump,  approval  of. 

346-25-SA — Palmer  Gravity  Lock,  approval  of. 

333-26-SA  —  S'enal  Weatherproof  Bells,  approval  of. 
364-26-S A — Kork-n-Seal,  approval  of. 


CALENDAR 


397-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA — Wilbur  Extinguisher,  approval  of. 

187-27-SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-2<-SA  Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA  Elkhart  Flush  Type  Siamese,  approval  of. 

955-2 i-SA  Cooks  Automatic  Oil  Burner,  approval  of. 

977-27-SA — Romec  Rotary  Pump,  approval  of. 

1162-27-SA — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA—  Genuine  Detroit,  Type  “S,”  Anti-Syphor 
Valve,  approval  of. 

712-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA — Kennedy  2^-Inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

421-29-S — Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-SA — Croker  2k2-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA — Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA — Pratt  &  Cady  Class  “A”  2^2-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2J^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 

291-30-SA — Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

314-30-SA — Leiman  Bros.  Fuel  Oil  Burner,  approval  of. 

359-30-SA — 'Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

367-30-SA — Kreager  Oil  Burner,  approval  of. 

372-30-SA — International  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

394-30-SA — The  Oronoque  Oil  Burner,  approval  of. 

446-30-SA — Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap¬ 
proval  of. 

518-29-SA — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

612-30-SA — Victor  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  November  19,  1930 .  690 

Restored  to  calendar .  55 


Miscellaneous  Applications. 


Requests  to  reopen .  211 

Requests  to  amend .  11 

Requests  for  modification .  53 

Requests  to  rescind . 3 

Requests  for  extension  of  time .  72 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installation? .  0 

Requests  for  approval  of  plans .  35 

Administrative  requests .  0 

Requests  for  interpretation .  0 

Total  .  1526 

Disposed  of .  1110 

Cases  pending  November  19,  1930 .  416 


DISPOSITION  OF  CASES. 


Withdrawn  .  160 

Dismissed  .  37 

Denied .  183 

Granted  .  2 

Qranted  on  condition .  305 

Appliances  approved .  27 

Appliances  dismissed,  disapproved  or  withdrawn .  6 

Rules  approved .  1 

Rules  disapproved  or  rescinded .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  172 

Requests  to  reopen  denied .  31 

Requests  to  amend  granted .  10 

Requests  to  amend  denied .  l 

Requests  for  modification  granted .  39 

Requests  for  modification  denied .  13 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  71 

Requests  for  extension  of  time  denied .  l 

Requests  for  extension  of  permit  granted . 4 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  o 

Requests  to  install  denied .  0 

Plans  approved .  35 

Plans  disapproved .  o 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed .  9 

Total  .  mo 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”-"FIRELINE”  RULES 


[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Tuesday,  December  2,  1930,  at  2.30  p.  m.,  Room  1013,  Munic¬ 
ipal  Building,  on  proposed  amendments  to  “Standpipe”— “Fire 
Line”  Rules. 

Matter  in  italics  is  new.  Matter  in  [  ]  to  be  omitted. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
[least  20  feet  above]  the  level  of  the  roof.  When  the  area 
of  a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  ft.  above  the  level 


of  the  pent  house  roof.  In  existing  standpipe  equipment 
the  bottom  of  the  gravity  standmne  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story. 

Rule  31.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron  body 
brass  mounted,  or  cast  steel  designed  in  accordance  with 
specifications  of  the  American  Society  of  Mechanical  Engi¬ 
neers,  gate  valves  shall  be  of  Outside  Stem  &  Yoke  type, 
and  shall  be  located  in  an  accessible  position.  All  such  emer¬ 
gency  control  valves  6  inch  and  larger  shall  be  of  the  by-pass 
type,  except  that  emergency  control  valves  when  required  in 
standpipe  (fire)  line  systems  may  be  of  approved  hydraulic¬ 
ally  controlled  type. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THE  BUL¬ 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  n.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gmers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  December  2, 
1930,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  9,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  November  26,  1930. 

Cal.  No.  Department.  Premises  Affected. 

704-30-S . F.D . 145-151  E.  32nd  st.,  Man., 

_  L.  D.  75760 

703-30-A . F.D . 21  Spruce  st.,  Man., 

_ _  F-78319 

702-30-BZ . B.B.B _ 8431-8437  New  Utrecht  ave., 

-  Bklyn.,  App.  13996-1930 

701-30-BZ . B.B.B. ..  .8414-8444  New  Utrecht  ave., 

-  Bklyn.,  App.  13987-1930 

700-30-S . F.D . 1042  Atlantic  ave.,  Bklyn., 

-  L.  D.  56154 

699-30-BZ . B.B.Bx. .  .2710-2732  Jerome  ave.,  Bx., 

-  N.  B.  809-1930 

698-30-A . F.D . 425  Lafayette  st.,  Man., 

-  F-76749 

697-30-A . F.D . 427-429  Greenpoint  ave.  (rear), 

-  Bklyn.,  Plan  No.  483-1930 

696-30-SA . F.D . Hayward  Oil  Burner, 

-  Appliance 

695-30- A . F.D . 135  Plymouth  st.,  Bklyn., 

-  F-78971 

694-30-A . F.D . 13-15  W.  27th  st.,  Man., 

-  F-78304 

693-30-SA . F.D . Majestic  Oil  Burner, 

-  Appliance 

692-30-S . F.D . 30-38  E.  33rd  st.,  Man., 

-  L.  D.  78874 

691-30-BZ . B.B.Q _ 224-37  to  224-47  Braddock  ave., 

— -  Creemoor,  Q., 

Restored  to  Calendar. 

145-30-BZ . B.B.Bx. .. South  side  of  164th  st.,  from 

Walton  to  Gerard  ave.,  Bx., 

-  N.  B.  672-1929 

274-30-BZ . B.B.B.... 86-90  Butler  st.,  Bklyn., 

-  App.  No.  4087-1930 


CODE. 


F.D . Fire  Department 

li.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

f.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  2,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

351-30-BZ. 

APPLICANT — William  A.  Lacerenza,  for  James  Aquavella, 
owner. 

PREMISES — 205  Rockaway  avenue,  southeast  corner  of 
Pacific  street,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


362-30-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Bartsch’s  Garag 
Inc.,  owner. 

PREMISES — 360-362  East  29th  street,  west  side,  229 
7  in.  north  of  Avenue  D,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  residence  use  and  “C”  area  district  t 
erection  and  maintenance  of  a  garage  for  t 
storage  of  more  than  five  (5)  motor  vehicles  ar 
also,  the  omission  of  the  rear  yard  required  und 
the  zone  resolution. 

469-30-BZ. 

APPLICANT — Christopher  C.  McGrath,  for  Richa 
Schimick,  owner. 

PREMISES — Southeast  corner  of  Waterbury  avenue  a 
Eastern  boulevard,  The  Bronx. 

APPLICATION,  under  sections  7f  and  21  of  the  buildi: 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station. 

545-30-BZ. 

APPLICANT — Frederick  A.  Meyer  and  Henry  F.  Meyi 
owners. 

PREMISES — 1922  Kings  highway,  east  side,  85  ft.  4  i 
west  of  Ocean  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  extension 
an  existing  business  use,  permission  to  mainta 
which  was  granted  by  the  'board  under  Cal  N 
968-24-BZ. 

645-30-BZ. 

APPLICANT — Henry  Kaufman  and  B.  C.  Collada,  f 
Shergrove  Realty  Corp.,  lessee. 

PREMISES — 139-141  Washington  place  and  80  Gro 
street,  northeast  corner,  Manhattan. 

APPLICATION,  under  section  7c  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  ; 
unrestricted  district,  the  extension  of  business  us 
previously  granted  by  the  board. 


744-28-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Emil  S.  Levi,  owm 

PREMISES — Northeast  corner  of  Longfellow  avenue  a: 
East  173rd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  business  building  (stores)  (previous 
denied). 


DECEMBER  2,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

480- 30-A— 4601  New  Utrecht  avenue,  southeast  corner 

46th  street,  Brooklyn. 

481- 30-A — 4705  Fifth  avenue,  Brooklyn. 

486-30-A — 869-871  Halsey  street,  northwest  corner  of  Sai 
toga  avenue,  Brooklyn. 

512-30- A — 136  West  42nd  street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  N< 
street,  Manhattan. 

369-30- A — 27-33  West  23rd  street  and  8-12  West  24 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  star 
ards  and  appeals  of  a  public  hearing  under  the  provisic 
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of  the  building  zone  resolution,  Tuesday  morning,  December 
2  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  268-28-BZ— Application,  March  27,  1928;  reopened 
September  16,  1930,  under  section  7 g 
of  the  building  zone  resolution,  of  Wil¬ 
liam  Richter,  applicant,  on  behalf  of 
Henry  C.  Behrens,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  .  than  five  (5)  motor  vehicles 
(previously  denied)  ;  premises  878-886 
Gravesend  avenue,  west  side,  160  ft. 
aouth  of  Avenue  F,  Brooklyn. 

-  cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 

section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

’  CAL.  NO.  288-30-BZ— Application,  April  25,  1930,  under  sec- 

,1  tion  21.  of  the  building  zone  resolution, 

of  Louis  E.  Drago,  applicant,  on  behalf 
of  Carnela  Esposito,  owner,  to  permit 
in  a  business  district,  extending  from 
an  unrestricted  district,  the  erection  and 
maintenance  of  ten  (10)  one-car  garages 
and,,  also,  the  installation  of  a  gasoline 
service  station;  premises  16-22  Park 
avenue  and  74  Navy  street,  southwest 
corner,  Brooklyn. 

cal.  no.  642-30-BZ— Application,  October  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Albert  Kahn,  applicant,  on  be¬ 
half  of  The  New  York  Times  Co., 
owner,  to  permit  in  a  two  times  height 
district  the  erection  of  the  street  wall 
of.  a  proposed  building  in  excess  of  the 
height  permitted  under  the  building  zone 
resolution;  premises  241-247  West  43rd 
street,  Manhattan. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

510-30-BZ. 

AP^^/CANT  Lee  Samenfeld,  for  Fannie  Katz,  owner. 

PREMISES — 102  West  144th  street,  south  side,  100  ft.  west 
of  Lenox  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  the 
occupancy  of  an  existing  building  from  a  conform¬ 
ing  use  to  a  motor  vehicle  repair  shop. 


548-30-BZ. 

APPLICANT — MoCooey  &  Conroy,  for  Maurer  &  Kern, 
Inc.,  owner. 

PREMISES  1344-1372  Remsen  avenue,  northwest  corner 
of  Avenue  K,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  auto  laundry,  grease  pits  and  a  gaso¬ 
line  service  station. 


560-30-BZ. 

APPLICANT  Victor  Mayper,  for  Rector  Church  Wardens 
and  Vestrymen  of  Trinity  Church  of  New  York 
City,  owner. 

PREMISES1  22  Clarkson  street,  264  West  Houston  street 
and  388-402  Hudson  street,  southeast  corner,  Man¬ 
hattan. 

■APPLICATION,  under  section  7c  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  business  building. 

566-30-BZ. 

APPLICANT — William  H.  Weekes,  owner. 

PREMISES — 222-04  Jamaica  avenue,  southeast  corner  of 
222nd  street,  Queens  Village,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 

574-30-BZ. 

APPLICANT — Lama  &  Proskauer,  for  William  Halpert, 
owner. 

PREMISES — 2243-2247  Pitkin  avenue,  northwest  corner  of 
Hendrix  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


DECEMBER  2,  1930,  2  P.  M. 

Appeal  from  Administrative  Order. 
74-30-A — 19  Fulton  street,  Brooklyn. 


TUESDAY,  DECEMBER  2,  1930,  2.30  P.  M. 

SPECIAL  MEETING. 

Rules. 

89-27-SR — Rules  of  Procedure.  Amendment  to  Art.  II, 
Sec.  2  and  3,  Art.  VI,  Sec.  1  and  Art.  XI, 
Sec.  1. 

281-22-SR — Standpipe  Fire  Line  Rules.  Amendment  to 
Rule  21,  Elevation  of  Tank,  and  Rule  31, 
Valves. 


1460-23-BZ. 

APPLICANT — McCooey  &  Conroy,  substituted  for  Wil¬ 
liam  F.  Doyle,  for  Brooklyn  Realty  Corp.,  owner. 

PREMISES — 1239-1249  Coney  Island  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  (amendment  and  modification  of  the  orig¬ 
inal  resolution), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station  (previously  granted 
by  the  board,  under  section  7e  of  the  building  zone 
resolution,  for  a  garage). 

540-30-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Peter  Fiore,  owner. 

PREMISES — Southeast  corner  of  East  147th  street  and 
Southern  boulevard,  The  Bronx. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance 
of  garages  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  service  station. 


DECEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

329-30-A — 29-39  South  5th  street,  Brooklyn. 

333-30-A — 33-43  East  33rd  street,  Manhattan. 

365-30-A — 415-417  Sound  View  avenue  and  416-418  Leland 
avenue,  The  Bronx. 

464-30-A — 433  Myrtle  avenue,  Brooklyn. 

479-30-A — 292  Court  street,  Brooklyn. 

493-30-A — 217-223  East  43rd  street  and  218-226  East  44th 
street,  Manhattan. 

143-30-A— 60-68  South  street,  114-120  Wall  street  and  95-99 
Pine  street,  Manhattan. 

535-30-A — 203-209  West  146th  street,  Manhattan. 

537-30-A — 1446-1450  Broadway  and  138  West  41st  street, 
southeast  corner,  Manhattan. 

513-30-A — Foot  of  Patterson  and  Compton  avenues  and 
Pugsleys  Creek,  The  Bronx. 

342-30-A — 146  Wooster  street,  Manhattan. 

6 11-30- A — 1181  Grand  street,  Brooklyn. 

519-30-A1— 374-380  Second  avenue  and  300-310  East  22nd 
street,  southeast  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
9,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  118-29-BZ1 — Application,  February  25;  1929,  under 
sections  6.  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns, 
applicant,  substituted  for  William  F. 
Doyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied — remitted  to 
the  board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan. 

cal.  no.  304-30-BZ — Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  Building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

cal.  no.  517-30-BZ — Application,  July  29,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Morris  Cantor,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business 
building;  premises  1385  Franklin  ave¬ 
nue,  west  side.  133.65  ft.  south  of  East 
170th  street,  The  Bronx. 

CAL.  NO.  522-30-BZ' — -Application,  July  31,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  W.  Byrnes,  applicant,  on  be¬ 
half  of  Protective  Mortgage  Co.,  Inc., 
owner,  to  permit  in  a  residence  district 


the  conversion  of  occupancy  of  part  of 
an  existing  dwelling  from  residence  to 
business  use  (store)  ;  premises  166  Kane 
street,  Brooklyn. 

cal.  no.  575-30-BZ — Application,  September  5,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  O.  Y.  Leonard,  applicant,  on  be¬ 
half  of  Peter  F.  Reilly,  owner,  to  per¬ 
mit  in  a  business  use  and,  also,  “B” 
area  district,  the  omission  of  the  rear 
yard  required  by  the  building  zone 
resolution ;  premises  497-501  Bergen 
street,  north  side,  160  ft.  east  of  Sixth 
avenue,  Brooklyn. 

cal.  no.  565-29-BZ — Application,  September  16,  1929 ;  denied 
by  the  board  on  January  24,  1930;  re¬ 
opened  November  5,  1930,  under  section 
21  of  the  building  zone  resolution,  of 
J.  Harlen  O’Connell,  substituted  for 
Morania  Sales  Co.,  as  applicant,  on  be¬ 
half  of  Relton  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  226-02  to  226-08 
Merrick  road  and  134-11  226th  street, 
southeast  corner,  Laurelton,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


DECEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

476-30-S — Rear  of  188  Schofield  street,  City  Island,  The 
Bronx. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

6-30-S— 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

355-30-S — 1  East  53rd  street,  Manhattan. 

528-30-S — 247-253  Water  street,  Brooklyn. 

532-30-S — 203-209  West  146th  street,  Manhattan. 

382- 30-S — 672  Madison  avenue  and  19-23  East  61st  street, 

northwest  corner,  Manhattan. 

383- 30-S — 674-686  Madison  avenue  and  28  East  62nd  street, 

Manhattan. 

395-30-S— 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

508- 30-S' — 251-255  West  39th  street,  Manhattan. 

514-30- S: — 665  Fifth  avenue  and  2  East  53rd  street,  north¬ 
east.  corner,  Manhattan. 

449-30-S — 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

Appliances  Submitted  for  Approval. 

494-30-SA — Holtzer- Cabot,  Type  PC  and  Type  PS,  Fire 
Alarm  Systems,  approval  of. 

568-30-SA — Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 

509- 30-SA — Enco  Mechanical  Oil  Burner,  approval  of. 
535-29-SA — Croker  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  16,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

571-30-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Frank  C.  Colyer, 
lessee. 

PREMISES — 769  St.  Marks  avenue  and  123-147  New 
York  avenue,  northeast  corner,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


CALENDAR 


TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  basement  story  of  an 
existing  apartment  house  from  dwelling  to  business 
use  (restaurant). 

691-30-BZ. 

APPLICANT — Samuel  A.  Potter,  for  Bragaw  Land  Corp., 
owner. 

PREMISES— Northwest  corner  of  Queens  boulevard  and 
39th  place  (Bragaw  street),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfeld, 
owner. 

PREMISES — South  side  of  East  164th  street,  from  Walton 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residene  building,  the  cellar  to  be  used 
in  part  for  business  purposes  (withdrawn  on  July 
1,  1930;  reopened  November  25,  1930). 

274-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Ninety  Butler  Street 
Corp.,  owner. 

PREMISES — 86-90  Butler  street,  south  side,  250  ft.  east  of 
Smith  street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  garage  and  factory 
building  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (denied  on  September  16, 
1930;  reopened  November  25,  1930). 


DECEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30-A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30- A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

470-30-A — 279-283  Broadway  and  57  Reade  street,  Man¬ 
hattan. 

177-30-A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 
110-30-A — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan. 

94- 30- A — 16-18  East  43rd  street  and  13  East  42nd  street, 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43rd 

street,  Manhattan. 

324-30-A — 428-436  Greenwich  street,  Manhattan. 

360-30-A — 605-607  West  49th  street,  600-624  West  50th 
street  and  691-699  11th  avenue,  Manhattan. 
39 1-30- A — 127  Beekman  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  7'uesday  morning,  December 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  766-28-BZ— Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 


21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to.  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  468-30-BZ— Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

cal.  no.  39-30-BZ— Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


Appeals  from  Administrative  Orders. 

483-30- A — 72  Atlantic  avenue,  Brooklyn. 

485-30- A — 2812-2816  Mermaid  avenue,  Brooklyn. 
487-30-A— Southwest  corner  of  15th  street  and  Eighth 
avenue,  Whitestone,  Borough  of  Queens 
490-30- A — 279  Graham  avenue,  Brooklyn. 

500-30-A— 263-265  Court  street,  southeast  corner  of  Butler 
street,  Brooklyn. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
a!?d  *?peals  of  a  Public  hearing  under  the  provisions 
?!  tV«JnU1?1"g  ™nVc?olution,  Tuesday  afternoon,  December 
V']?’  at  2  °  clock,  m  Room  1013,  Municipal  Building  on 
the  following  matter:  ’ 


CAr.  no.  321-30-BZ— Application,  May  9,  1930,  under  sec¬ 
tion  21  of  tlie  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso- 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


DECEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

573-30- A  80  Grove  street  and  139-141  Washington  place 
northeast  corner,  Manhattan. 

516-30-A— 1125  Grand  concourse  and  1126  Walton  avenue 
The  Bronx.  ’ 
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525- 30-A _ 289  9th  street  and  262-284  8th  street,  Brooklyn. 

526- 30- A — 162-166  16th  street,  Brooklyn. 

536-30-A — 1410  Broadway  and  120  West  39th  street,  south¬ 
east  corner,  Manhattan. 

553-30- A— 603-635  West  132nd  street  and  604-634  West 
133rd  street,  Manhattan. 

563-30-A— 13-15  West  20th  street,  Manhattan. 


DECEMBER  23,  1930,  2  P.  M. 

Petitions  for  Variations. 

511-30-S — 261  Pearl  street,  Manhattan. 

547-30-S — 358-372  West  31st  street  and  362-370  Ninth  ave¬ 
nue,  Manhattan. 

552-30-S— 40-42  West  17th  street,  Manhattan. 

554-30-S — 56  West  31st  street,  Manhattan. 

562-30-S— 719  Hart  street,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  25,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chie f  McElhgott 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  November  18,  1930,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
November  18,  1930,  were  approved  as  printed  in  Bulletin  No. 

47,  Vol.  XV. 

APPEALS  FROM  ADMINISTRATIVE  OR.DERS. 

5 1 3-30- A 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Dawn  Boat  Club,  owner. 

SUBJECT _ Appeal  from  an  order  and  a  decision  of  the  hre 

commissioner. 

PREMISES  AFFECTED— Foot  of  Patterson  and  Compton 
avenues  and  Pugsleys  creek,  The  Bronx. 

APPEARANCES— 

For  Appellant:  Edward  Bonner. 

For  Administration :  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1930,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 

342-30-A 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Endiel  Realty'  &  Development  Corp., 

owner.  _  _ 

SUBJECT — Appeal  from  an  order  of  the  hre  commis¬ 
sioner.  , ,  . 

PREMISES  AFFECTED— 146  Wooster  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Edward  Bonner. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  December  9,  1930,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


PREMISES  AFFECTED— 1181  Grand  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Joseph  A.  Trainor. 

For  Administration :  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  December  9,  1930,  at 
10  a.  m.,  pending  submission  of  new  drawings  and 
inspection  ‘by  committee  of  the  Foard. 


519-30-A.  .  „  -  • 

APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Schlegel  Investing  Co.,  Inc.,  owner.  _ 
SUBJECT _ Appeal  from  an  order  of  the  hre  commis¬ 
sioner.  _  ,  ,  nnn 

PREMISES  AFFECTED— 374-380  Second  avenue  and  300- 
31o"  East  22nd  street,  southeast  corner,  Manhattan. 

APPEARANCES— 

For  Appellant:  Edward  Bonner. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  December  9,  1930,  at 
10  a.  m.,  on  request  of  appellant  s  representati\e. 

611-30-A.  „  .  T  ,  t,  td 

APPELLANT — Joseph  A.  Trainor,  Inc.,  for  Burns  Bros., 

owner.  .  .  _ 

SUBJECT _ Appeal  from  a  decision  of  the  hre  commis¬ 

sioner. 


1046-25-A. 

APPELLANT — A.  W.  Brockway,  for  Muirson  Label  & 
Carton  Co.,  owner. 

SUBJECT — Application  for  reopening — modification  of 
resolution — re  Appeal  from  an  order  of  the  hre 
commissioner. 

PREMISES  AFFECTED— Northwest  corner  of  Decatur 
street  and  Irving  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  J.  A.  Flynn. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(1046-25-A) 

Whereas,  A.  W.  Brockway,  for  Muirson  Label  &  Carton 
Co.,  owner,  hied,  October  14,  1925,  an  appeal  from  an  order 
of  the  hre  commissioner,  affecting  premises  situated  on  the 
northwest  corner  of  Decatur  street  and  Irving  avenue,  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  order  of  the  hre  commissioner,  dated 

August  14,  1925  (Order  No.  83504-F),  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  in  the  one-story  building  on  Decatur  Street, 
tested  to  withstand  a  pressure  of  300  lbs.  per  square 
inch,  extending  from  cellar  to  roof,  with  necessary 
check  valves  and  2l/2  inch  regulation  Fire  Department 
outlets  on  each  story  (including  basements,  cellars  and 
roofs)  placed  within  main  stairway  enclosure.”; 

and 

Whereas,  the  building  is  non-hreproof,  two  stories  (28 

ft.)  in  height,  255  ft.  5  in.  by  100  ft.  (approximately  25,000 
sq.  ft.)  in  area;  subdivided  by  12  in.  brick  walls  (with 
openings  therein  protected  with  hre  doors)  into  four  ap¬ 
proximately  equal  subdivisions  of,  respectively,  about  6,000 
sq.  ft.  in  area;  OCCUPIED  for  the  manufacture  of  hbre 
shipping  containers,  83  persons  in  entire  building ;  and 
Whereas,  appellant  contends  that  the  building  is  acces¬ 
sible  from  four  sides ;  that  it  is  protected  by  an  automatic 
sprinkler  system  and,  also,  a  2-inch  standpipe  system,  and  that 
there  are  "three  hre  hydrants  located  within  50  ft.  of  the 
building;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  May  25,  1926,  on  certain  conditions,  and  owner 
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MINUTES 


•equests  a  modification  of  these  conditions  to  permit  the  in- 
i  :lusion  in  the  area  of  a  one-story  boiler  room. 

Resoli’cd,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
i  granted  on  condition  that  the  building  as  now  subdivided 
n  area  by  walls  of  approved  masonry,  with  all  openings 
therein  protected  with  fireproof  doors,  shall  be  maintained; 
that  the  premises  shall  be  equipped  with  an  approved  wet 
;prinkler  system;  that  the  building  shall  not  be  increased 

In  height,  area  or  dimension,  except  that  a  one-story  fire¬ 
proof  boiler  room,  15  if t.  by  35  ft.  in  area,  may  be  con¬ 
structed  on  the  northwesterly  corner  of  the  building  with 
out  one  opening  to  building  equipped  with  self-closing  fire¬ 
proof  door,  and  granted  so  long  as  conditions  as  to  use  and 
xcupancy  otherwise  shall  remain  unchanged. 


186-30-A. 


APPELLANT — Samuel  Rosenblum,  for  Shoreham  Manu¬ 
facturing  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 


sioner. 


PREMISES  AFFECTED — 51-3  Henry  street  (49th  ave¬ 
nue)  and  49-17  69th  street,  northeast  corner,  Win¬ 
field,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(386-30-A) 

Whereas,  Samuel  Rosenblum,  for  Shoreham  Manufactur- 
ng  Co.,  Inc.,  owner,  filed,  June  9,  1930,  an  appeal  from  an 
Drder  of  the  fire  commissioner,  affecting  premises  51-3  Henry 
street  (49th  avenue)  and  49-17  69th  street,  northeast  corner, 
Winfield,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  32842-LC),  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  for  the  storage  of  nitro-cellulose 
products  shows  that  the  following  must  be  done  before 
the  permit,  requested  by  you,  can  be  issued : 

“1.  Forthwith  remove  all  nitro-cellulose  products,  in 
the  form  of  blocks,  slabs,  sheets,  rods,  tubes,  or  other 
shapes,  to  be  used  as  raw  material,  from  the  premises  and 
discontinue  the  further  storage  of  celluloid  on  the  prem¬ 
ises,  pending  compliance  with  the  following: 

“7.  Protect  the  ceiling  of  the  finished  stock-store 
room  with  fire-retarding  material,  in  accordance  with  the 
Rules  of  the  Board  of  Standards  and  Appeals.  (This 
refers  to  the  building  where  shipping  and  storing  is 
done.) 

“8.  Enclose  the  stairway  with  partitions,  as  required 
bv  Subdiv.  2  of  Sec.  235  (the  use  of  glass  is  prohibited). 
This  refers  to  the  building  where  shipping  and  storing 
is  done. 

“9.  Provide  a  self-closing,  fireproof  door  in  opening 
leading  to  partition  enclosing  stairway  on  1st  story. 
(Door  must  be  arranged  to  open  outwardly,  and  must 
not  obstruct  exit.)  This  refers  to  the  building  where 
shipping  and  storing  is  done. 

“Respectfully, 

“(Sgd.)  Charles  W.  Jannicky, 

“Deputy  Fire  Commissioner.” 

md 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
neight,  50  ft.  by  75  ft.  in  area  at  first  story  and  50  ft.  by  25 
ft.  in  area  on  second  story;  OCCUPIED:  1st  story,  storage 


and  shipping  celluloid  products,  10  persons ;  2nd  story,  office, 
4  persons;  and 

W  h  ere  as,  the  appellant  contends  that  the  first  story  is 
used  for  the  storage  of  finished  stock  and  that  no  manu¬ 
facturing  is  conducted  in  this  building;  that  the  premises 
is  protected  with  an  automatic  sprinkler  system  connected 
to  the  city  main ;  that  the  second  story  extends  over  only  a 
small  partion  of  the  building ;  that  permits  for  the  present 
occupancy  have  been  issued  for  many  years,  and  requests  the 
acceptance  of  existing  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Items,  1,  7,  8  and  9  of  Order  No.  32842-LC, 
on  condition  that  the  building  shall  be  equipped  with  an 
approved  two-source  wet  sprinkler  system ;  that  all  doors  used 
as  exits  shall  be  arranged  to  open  out ;  that  the  doors  at  the 
foot  of  the  stairways  shall  be  made  fireproof,  self-closing; 
that  the  enclosure  of  the  stairway  shall  be  fire-retarded  in 
accordance  with  the  requirements  of  the  building  code;  that 
no  manufacturing  of  any  nature  or  description  shall  be  done 
on  the  premises;  that  all  storage  shall  'be  confined  to  the 
first  story ;  that  not  more  than  three  persons  shall  be  em¬ 
ployed  on  the  second  story  and  not  more  than  ten  persons  on 
the  first  story;  that  the  building  shall  not  be  increased  in 
height  or  area,  and  that  only  finished  stock  shall  be  stored 
in  this  building. 


BUILDING  ZONE  CASES. 

118-29-BZ. 

APPLICANT — David  J.  Comyns,  substituted  for  William 
F.  Doyle,  for  All  White  Wet  Wash  Laundry  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  6,  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of  an  existing 
laundry  building  (previously  denied;  remitted  to 
board  for  reconsideration  by  order  of  court). 

PREMISES  AFFECTED — 46  West  98th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  David  J.  Comyns. 

For  Opposition:  Sidney  F.  Katz. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1930,  at 
10  a.  m.,  on  request  of  attorney  in  opposition. 


39-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Charles  Bennett, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 483-503  Fenimore  street,  north 
side,  100  ft.  west  of  Brooklyn  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  Max  Ehrlich  and  David  L.  Malbin. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


321-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Consolidated  Asso¬ 
ciates,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Union 
turnpike  and  Parsons  boulevard,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Paul  P.  Brennan  and  John  H.  Mc¬ 
Cooey,  Jr. 
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For  Opposition:  Henry  Schantz  and  Joseph  R. 

ACTION  OF  BOARD— Laid  over  to  December  16,  1930,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee  of 
board. 


304-30-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Katherine  Alberti, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  Te  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 50  Downing  street  and  214-218 
West  Houston  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  Francis  L.  Valente  and  Morris  L. 

Wolf. 

ACTION  OF  BOARD— Laid  over  to  December  9,  1930,  at 
10  a.  m.,  for  applicant  to  submit  new  facts. 


145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfeld, 
owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  previously  withdrawn — re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  erection  and  maintenance  of 
a  residence  building,  the  cellar  to  be  used  in  part  for 
business  purposes. 

PREMISES  AFFECTED— South  side  of  East  164th  street, 
from  Walton  to  Gerard  avenues,  The  Bronx. 
APPEARANCES— 

For  Applicant:  H.  B.  Jackson. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  Tuesday,  December  16,  1930,  at  2 
p.  m. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


274-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Ninety  Butler  Street 
Corp.,  owner. 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7e  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  alteration  and  change  of  occu¬ 
pancy  from  a  garage  and  factory  building  to  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 86-90  Butler  street,  south  side, 
250  fit.  east  of  Smith  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  W.  Byrnes. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  Tuesday,  December  16,  1930,  at  2 
p.  m. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


399-30-BZ. 

APPLICANT — William  Richter,  for  Sadie  Hartwig,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 2808-2818  86th  street  and  2279- 
2285  West  8th  street,  southeast  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  Richter,  Charles  E.  Fiske 
and  A.  Schwartz. 

For  Opposition:  Frank  Monaco. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  .  2 

Negative:  Temporary  Chairman  Connell  and 


Deputy  Chief  McElligott .  2 

Absent  .  0 

THE  RESOLUTION— 

(399-30-BZ) 


Whereas,  William  Richter,  for  Sadie  Hartwig,  owner, 
filed,  June  18,  1930,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  2808-2818 
86th  street  and  2279-2285  West  8th  street,  southeast  corner, 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  25,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  86th  street  is  in  a  business  dis¬ 
trict;  West  8th  street  is  in  a  business  and  residence  district; 
Avenue  W  is  in  a  business  district,  and  West  7th  street  is 
in  a  business  and  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  7,  1930  (re  App.  No.  6857-30),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sec.  4  (a) 
of  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  triangular  corner  plot, 
124  ft.  4  in.  by  105  ft.  7 ]/$  in.  by  82  ft.  4  in.  across  the  rear; 
it  is  proposed  to  erect  an  office,  32  ft.  by  15  ft.,  bury  three 
550-gallon  tanks  and  erect  six  pumps  for  the  purpose  of 
conducting  a  gasoline  station  within  a  business  use  district; 
and 

Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


272-30-BZ. 

APPLICANT — Irving  M.  Fenichel,  for  Israel  Greenberg, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 440-446  Utica  avenue,  868-884 
Empire  boulevard,  southwest  corner,  and  923-943 
East  New  York  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel,  Joseph  A. 


Gavigan  and  Philip  I.  Lipshutz. 

For  Opposition :  Donald  R.  Baldwin. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  McElli¬ 
gott  .  3 

Absent  .  0 
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THE  RESOLUTION— 

(272-30-BZ) 

Whereas,  Irving  M.  Fenichel,  for  Israel  Greenberg, 
owner,  filed,  April  21,  1930,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station;  premises 
440-446  Utica  avenue,  868-884  Empire  boulevard,  southwest 
corner,  and  923-943  East  New  York  avenue,  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  25,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Empire  -boulevard  is  in  a  business 
district;  East  New  York  avenue  is  in  a  business  district; 
Utica  avenue  is  in  a  business  district,  and  Remsen  avenue  is 
in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  21,  1930  (re  App.  No.  3158-1930),  reads: 


Proposed  gasoline  service  station  to  be  located  in  a 
business  district  is  contrary  to  Art.  II,  Sec.  4(a)  of  the 
Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  150  ft.  on  Empire  boulevard,  48  ft.  8^  in.  on 
Ltica  avenue  and  162  ft.  on  East  New  York  avenue,  upon 
which  it  is  proposed  to  erect  a  one-story  office,  22  ft.  by 
14  ft.  6  in.  in  area,  grease  racks,  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


Adjourned  1.30  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  25,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS. 

508-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Jennie  Roberts,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 251-255  West  39th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Edward  Bonner. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1930,  at 
2  p.  m.,  on  request  of  petitioner’s  representative. 


514-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  The  665  Fifth  Avenue  Co.,  Inc., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 665  Fifth  avenue  and  2  East 
53rd  street,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Edward  Bonner. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1930,  at 
2  p.  m.,  on  request  of  petitioner’s  representative. 


449-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Sunswick  Realty  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 92-94  Sunswick  street,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES — 

For  Petitioner:  Edward  Bonner. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Laid  over  to  December  9,  1930,  at 
2  p.  m.,  on  request  of  petitioner’s  representative. 


348-30-S. 

PETITIONER — Frederick  L.  Green,  for  Wendell  L. 
Nichols,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  (reopened— previously  dis¬ 
missed)  . 

PREMISES  AFFECTED— 157-159  East  32nd  street  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Frederick  L.  Green. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . '. .  4 

Negative  .  q 

Absent  .  « 


253-30-S. 


PETITIONER — Helen  W.  Seeley,  owner. 

SUBJECT  Application  for  reopening — restoration  to  Cal¬ 
endar  re  Variation  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AFFECTED — 145-17  Jamaica  avenue,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 


For  Petitioner:  Earl  J.  Helmick. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn 
THE  VOTE  TO  WITHDRAW— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott . 

Negative  . 

Absent  . 


4 

0 

0 


461-30-S. 

PETITIONER— William  A.  Grey,  for  57th  Street  Luce 
Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
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PREMISES  AFFECTED— 521-531  West  57th  street  and 
518-528  West  58th  street,  Manhattan. 
APPEARANCES — None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


356-30-S. 

PETITIONER— Thomas  I.  Sheridan,  for  Roggwyl  Realties, 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law.  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 912-920  Broadway,  southeast 
corner  of  East  21st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Norman  N.  McNamara. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


444-30-S. 

PETITIONER— Joseph  Reydel,  Jr.,  for  J.  M.  Horton  Ice 
Cream  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED— 120-126  East  131st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Joseph  Reydel,  Jr. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(444-30-S) 

Whereas,  Joseph  Reydel,  Jr.,  for  J.  M.  Horton  Ice  Cream 
Co.,  Inc.,  owner,  filed,  June  19,  1930,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner  and  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  120-126  East  131st 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
1,  1930  (Order  No.  74988-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270  of 
the  Labor  Law  and  the  rules  of  the  Board  of  Standards 
and  Appeals.  Defects  noted : 

“1.  A  legal  secondary  means  of  egress  has  not  been 
provided. 

“2.  The  circular  interior  stairway  east  side  of  building 
is  not  enclosed  in  fireproof  partitions. 

“4.  No  opening  in  the  front  rail  of  lowest  balcony 
of  sub-standard  fire-escape  at  east  side  of  building  with 
a  drop-ladder  in  guides  supported  by  a  back-drop  gravity 
hook. 

“5.  No  safe  egress  from  termination  of  sub-standard 
fire  escape  at  east  side  of  building  to  street.”; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  19,  1930,  in  acting  on  request  for  certificate 
of  occupancy,  reads: 


“1.  Provide  additional  fireproof  enclosed  stairway. 

Sec.  270,  Sub.  3-4.  Labor  Law.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  199  ft.  10  in.  on  Park  avenue  and  325  ft.  on 
East  131st  street;  the  building  in  question,  located  on  the 
east  portion  of  the  plot,  is  fireproof,  three  stories  in  height, 

92  ft.  2  in.  by  99  ft.  11  in.  in  area;  OCCUPIED  as  offices 
and  garage  for  the  storage  of  more  than  five  cars  and 
repairs:  1st  story,  2  persons;  2nd  story,  18  persons;  3rd 
story,  24  persons;  EXITS:  an  interior  fireproof  stairway, 
extending  from  the  first  story  to  roof,  enclosed  in  fireproof 
partitions,  with  tin-clad  wood  doors  at  openings ;  a  fire  escape 
on  the  easterly  rear  of  the  building,  having  fireproof  open¬ 
ings  along  the  course  thereof,  extending  from  the  third 
story  balcony  to  the  second  story  balcony,  with  EGRESS 
from  the  termination  of  the  fire  escape  by  means  of  a  ramp 
leading  from  the  second  story  to  the  yard;  there  being,  also, 
a  circular  stairway  leading  from  the  second  to  first  story; 
and 

Whereas,  petitioner  requests,  in  view  of  the  low  occu¬ 
pancy  and  fireproof  construction  of  the  building,  the  ac¬ 
ceptance  of  existing  conditions  as  to  exits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  74988-LD,  Items  1,  2,  4  and  5,  on  condition  that 
a  labor  law  fire  escape  be  installed  on  the  northeasterly 
front  of  the  building,  and  on  the  further  condition  that  the 
present  means  of  exit  shall  be  maintained ;  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  the  require-  - 
ments  of  the  labor  law  otherwise  shall  be  complied  with  and 
that  the  occupancy  shall  be  restricted  to  the  legal  capacity 
of  the  interior  stairs. 


527-30-S. 

PETITIONER — Israel  Glick,  for  Glick  Construction  Co., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  an  order 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 2000  Bronx  street  and  1087  Tre- 
mont  avenue,  northeast  corner,  The  Bronx. 

APPEARANCES— 

For  Petitioner :  Peter  S.  Brandt  and  Michael  Glick. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment  and  Inspector  John  V.  Gaffney  of 


bureau  of  buildings. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(527-30-S) 


Whereas,  Israel  Glick,  for  Glick  Construction  Co.,  owner, 
filed,  August  1,  1930,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner  and  an  order  of  the  super¬ 
intendent  of  buildings,  affecting  premises  2000  Bronx  street 
and  1087  Tremont  avenue,  northeast  corner,  Borough  of 
The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
26,  1930  (Order  No.  77081-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270 
of  the  Labor  Law. 

‘‘Note:  Plans  for  all  structural  changes  should  be 
filed  in  the  Bureau  of  Buildings  as  required  by  Chapter 
503,  Laws  of  1916”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  30,  1930,  reads: 
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“This  will  reply  to  your  letter  of  July  11th,  1930,  in 
which  you  state  that  in  reply  to  our  letter  of  June  26th, 
1930,  you  advise  that  you  have  been  instructed  by  the 
owner  to  prepare  plans  and  applications  for  the  appeal 
of  the  condition  with  the  Board  of  Standards  and  Ap¬ 
peals  and  as  the  time  required  is  too  limited  for  this 
.purpose  would  appreciate  an  extension  of  time  in  the 
matter  of  20  days  during  which  time  the  Fire  Depart¬ 
ment  will  be  notified  of  the  Board  of  Appeals  depart¬ 
ment  number. 

“Your  request  for  extension  of  time  on  violation 
77081-LD  in  order  to  file  plans  and  applications  re¬ 
ferred  to  by  you  with  the  Board  of  Standards  and 
Appeals  is  hereby  denied.” ; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  30,  1930,  reads: 

.  “You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  5  of  the  Building  Code  at  the  premises 
hereinafter  described,  in  that  the  occupancy  of  the  build¬ 
ing  has  been  changed  from  stores  and  offices  to  stores, 
offices  and  factory  as  exits  do  not  comply  with  Sec.  270 
of  the  Labor  Law.”; 
and 

Whereas,  die  building  is  non-fireproof,  four  stories  in 
;  height,  35  ft.  7J4  in.  by  110  ft.  and  104  ft.  2J4  in.,  irregular, 
in  area;  erected  in  1926;  OCCUPIED:  cellar,  storage; 
1st  story,  storage,  3  persons ;  2nd  story,  offices,  15  persons ; 
3rd  story,  assembling  dresses,  8  persons;  4th  story,  assem¬ 
bling  dresses,  30  persons;  means  of  EGRESS  consist  of  an 
interior  stairway  on  the  easterly  side  of  the  building,  ex¬ 
tending  from  the  first  story  to  the  roof,  enclosed  in  6-inch 
terra  cotta  partitions,  with  fire  doors  to  the  openings,  and 
a  stairway  at  the  northerly  side  of  the  building,  extending 
from  the  roof  to  the  second  story,  enclosed  in  fireproof 
partitions,  with  a  passageway  on  the  second  story  leading  to 
the  wall  of  the  Bronx  street  front,  on  which  front  there  is 
a  balcony  and  counterbalanced  stairs  to  street;  and 

Whereas,  the  petitioner  contends  that  the  requirements 
of  the  labor  law  have  been  complied  with  in  the  building 
except  that  one  stairway,  instead  of  going  directly  to  the 
street,  has  to  extend  through  a  fireproof  passageway  to  the 
i  balcony  on  the  front  wall,  which  is  11  ft.  to  the  sidewalk; 
that  only  about  15  per  cent  of  the  building  is  used  for  the 
assembling  of  dresses. 

#  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  and  the  decision  of  the  superintendent  of  buildings  be 
and  they  hereby  are  affirmed,  and  that  the  petition  be  and  it 
hereby  is  denied. 

238-30-S. 

PETITIONER— G.  Harry  Hadigan,  for  Anthony  Yaconetti 
and  Maria  Grazia  De  Fiore,  owners,  and  Pasquale 
Egidio,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  health  commissioner. 

IPREMISES  AFFECTED — 605  East  187th  street,  The 
Bronx. 

APPEARANCES— 

For  Petitioner :  G.  Harry  Madigan. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(238-30-S) 

I  Whereas,  G.  Harry  Madigan,  for  Anthony  Yaconetti  and 
Maria  Grazia  De  Fiore,  owners,  filed,  April  3,  1930,  a  peti- 
i  ion  for  a  variation  from  the  requirements  of  the  labor 
aw,  as  cited  in  a  decision  of  the  health  commissioner,  af¬ 
fecting  premises  605  East  187th  street,  Borough  of  The 
Ironx ;  and 


Whereas,  the  decision  of  the  health  commissioner,  ren¬ 
dered  February  18,  1930,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  the  City  of  New  York,  held  on  Feb. 
18,  1930,  your  application  for  a  permit  for  a  Sanitary 
certificate  for  a  cellar  bakery  at  605  East  187th  St.,  in 
the  Borough  of  Bx.,  was  denied.” ; 
and 

Whereas,  the  building  is  frame,  one,  two  and  three  stories 
in  height,  20  ft.  4  in.  by  83.76  ft.  in  area;  OCCUPIED: 
basement  of  center  section,  cellar  bakery,  3  persons;  re¬ 
mainder  of  building  used  as  stores  and  dwellings ;  and 

Whereas,  the  existing  bakery  is  8  ft.  3  in.  in  height  from 
floor  to  ceiling  ;  the  bakery  is  ventilated  by  one  window,  24 
in.  by  28  in.  in  area,  opening  on  rear  yard  and,  also,  by 
means  of  doors  leading  to  yard  and  to  street ;  and 

Whereas,  petitioner  contends  that  the  building  was  erected 
in  1910  and  that  it  has  been  used  continuously  since  that 
time  as  a  cellar  bakery ;  that  the  present  tenant  has  occupied 
the  premises  for  the  last  three  years,  having  leased  the 
premises  in  good  faith  and  understanding  that  a  sanitary 
certificate  had  been  issued ;  that  when  the  petitioner  realized 
that  such  certificate  had  not  been  issued,  immediate  applica¬ 
tion  for  same  was  made,  and  contends,  further,  that  having 
built  up  a  good  business,  hardship  would  result  if  not  per¬ 
mitted  to  continue  the  occupancy  of  the  premises  as  at 
present;  and 

Whereas,  this  case  was  denied  by  the  board  at  the  meet¬ 
ing  held  on  July  15,  1930,  and  reopened  by  the  vote  of  the 
'board  on  October  14,  1930. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  the  petition  be  and  it  hereby  is  granted  on  condition 
that  two  windows  shall  be  provided  in  the  northerly  wall 
of_  the  bakery  portion  of  the  building,  2  ft.  3  in.  by  4  ft. 
4  in.  in  height,  each  extending  above  the  yard  level  at  least 
2  ft.  2  in.;  the  dresser  at  the  northwesterly  portion  of  the 
■bakery  to  be  removed;  the  lavatory  located  at  the  south¬ 
westerly  portion  to  be  cut  off  from  the  balance  of  the  bakery 
with  an  unpierced  wall,  other  than  one  opening,  equipped 
with  self-closing  vaporproof  door,  or  as  near  vaporproof  as 
possible,  and  that  the  ceiling  of  the  bakery  shall  be  fire- 
retarded. 


287-30-S. 

PETITIONER — Robert  Dreyfuss,  for  Harry  Schwartz, 
lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 31  Cooper  square,  Manhattan. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(287-30-S) 

Whereas,  Robert  Dreyfuss,  for  Martin  Laley,  owner, 

filed,  April  25,  1930,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  east  side  of 
Cooper  street,  73  ft.  south  of  East  5th  street,  Borough  of 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  18,1930  (Order  No.  69201-LD),  reads: 

“3.  Extend  the  interior  stairway  at  the  front  of  build¬ 
ing  to  roof,  as  per  Sec.  271  of  the  Labor  Law. 

“4.  Arrange  the  fire  escapes  at  the  front  of  rear 
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building  serving  as  a  required  means  of  egress  so  that 
same  will  conform  to  Sec.  27d  of  the  Labor  Law  and 
Rules  of  the  Board  of  Standards  and  Appeals. 

“Defects  noted  as  follows : 

“1.  Balconies  not  connected  by  stairways  at  an  angle 
of  60  degrees. 

“2.  No  stairway  from  lowest  balcony  to  ground. 

“3.  No  safe  egress  from  termination  of  fire  escape  to 
street. 

“4.  Windows  opening  on  course  of  fire  escape  at 
second  story  not  fireproof. 

“5.  Windows  opening  on  course  of  fire  escape  de¬ 
fective  and  not  self-closing. 

“6.  Balcony  and  well  hole  guard  rails  not  3'  high. 

“7.  No  fire  doors  2"  x  6"  opening  to  balconies  pro¬ 
vided. 

“8.  Fire  escapes  need  painting.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  9,  1930,  reads : 

“This  will  reply  to  your  letter  of  March  27th,  1930, 
in  which  you  advise  relative  to  violations  69201-2-LD 
that  the  Board  of  Standards  and  Appeals  has  refused 
to  accept  the  petition  due  to  their  ruling  limiting  the 
time  to  20  days  from  date  of  issuance  and  request  as  a 
matter  of  justice  to  the  new  lessee  and  the  owner  that 
the  violation  be  reissued. 

“You  are  advised  that  your  request  to  reissue  viola¬ 
tions  69201-2-LD  must  be  denied. 

“It  must  not  be  construed  that  your  communication 
and  this  reply  in  any  way  stays  any  proceedings  that  the 
Fire  Commissioner  may  take. 

“Respectfully, 

“BUREAU  OF  FIRE  PREVENTION, 
“By  Peter  C.  Spence,  Chief.” 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  24  ft.  by  100  ft.  in  area  on  the  first  story  and  24  ft. 
by  40  ft.  above;  OCCUPIED:  cellar,  manufacturing,  4  per¬ 
sons;  1st  story,  manufacturing,  4  persons;  2nd,  3rd  and  4th 
stories,  manufacturing  and  offices,  2  persons  per  story ;  the 
building  above  the  second  story  being  divided  into  a  front 
and  rear  section,  the  rear  section  being  20  ft.  in  depth; 
means  of  EGRESS  consisting  of  an  interior  stairway  at 
the  front  section,  extending  from  the  first  story  to  the 
fourth  story,  enclosed  in  lath  and  plaster  partitions,  with 
wooden  doors  at  the  openings ;  an  interior  stairway  in  the 
rear  section,  extending  from  the  first  story  to  the  fourth 
story,  similarly  enlosed ;  a  fire  escape  on  the  front  of  the 
front  section  and  one  on  the  front  of  the  rear  section; 
the  fire  escape  on  the  front  of  the  rear  building  extends 
to  the  roof  of  the  one-story  section,  which  has  egress  to 
the  extension  roof  of  the  building  to  the  south ;  there  is, 
also,  an  iron  stairway  from  the  extension  roof  to  a  passage¬ 
way  which  leads  direct  to  street;  and 

W hereas,  petitioner  contends  that  the  building  is  very 
small;  that  there  is  no  safe  egress  from  the  roof,  and  pro-i 
poses  to  provide  a  scuttle  ladder  to  the  roof,  and  as  to  the 
fire  escape,  requests  that  existing  conditions  be  accepted; 
and 

Whereas,  no  one  appeared  when  this  case  was  called. 
Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 

520-30-S. 

PETITIONER — Samuel  Rosenblum,  for  Max  Gutschneider, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 108  West  11th  street,  southwest 
corner  of  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(520-30-S) 

Whereas,  Samuel  Rosenblum,  for  Max  Gutschneider, 
owner,  filed,  July  30,  1930,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
108  West  11th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
5,  1930  (Order  No.  75156-LD),  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law : 

“1.  Arrange  the  fire  escape  at  rear  of  building  serving 
as  a  required  means  of  egress  so  that  same  will  conform 
to  Sec.  274  of  the  Labor  Law. 

“Defects : 

“1.  No  safe  egress  provided  from  termination  of  fire 
escape  to  street.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  23,  1930,  reads: 

“This  will  reply  to  your  letter  of  July  16,  1930,  in 
which  you  refer  to  violation  75156-LD,  advising  that 
the  owner  has  secured  the  consent  from  the  owners  of 
the  property  on  the  rear  for  permission  to  egress  on 
their  premises  in  case  of  fire,  requesting  reconsideration 
of  the  order  and  the  acceptance  of  this  egress  to  the 
adjoining  yard. 

“The  proposition  submitted  is  not  in  accordance  with 
the  requirements  of  the  Labor  Law.  The  Fire  Com¬ 
missioner  being  without  power  to  vary  from  or  modify 
the  provisions  of  the  law,  your  request  to  reconsider 
the  order  must  be  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  66  ft.  J2  in.  by  161  ft.  6  in.,  irregular,  in  area; 
OCCUPIED:  1st  story,  store;  2nd  story,  vacant  at  present; 
3rd  story,  artificial  flowers,  10  persons ;  4th  story,  vacant 
at  present ;  5th  story,  vacant  at  present ;  6th  story,  fur 
dyeing,  20  persons ;  vacant  floors  to  have  occupancy  not 
exceeding  capacity  of  interior  stairs ;  EQUIPPED  with  a 
sprinkler  system ;  EXITS  :  an  interior  wood  stairway,  ex¬ 
tending  from  the  first  story  to  top  story,  enclosed  in  fire- 
resisting  partitions,  with  fireproof  doors  at  openings ;  a  60- 
degree  fire  escape  on  the  rear  of  the  building,  having  fire¬ 
proof  openings  along  the  course  thereof,  extending  from  the 
roof  to  the  yard,  with  EGRESS  from  the  termination  of  the  ; 
fire  escape  by  means  of  a  door  in  fence,  along  the  rear  lot 
line,  which  opens  into  open  yards  of  the  building  at  rear; 
ROOFS  of  adjoining  buildings:  to  east  and  west,  three 
stories  lower ;  and 

Whereas,  petitioner  contends  that  consent  to  use  the  yard 
of  premises  at  rear,  as  an  egress  in  case  of  fire,  has  been 
obtained  from  the  owner  of  said  premises  at  rear. 

Resolved,  that  the  'board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only  so 
far  as  it  affects  the  exit  from  the  rear  fire  escape,  on  condi¬ 
tion  that  a  door,  not  less  than  3  ft.  in  width,  shall  be  pro¬ 
vided  at  the  foot  of  the  fire  escape  in  the  fence  on  the  rear 
lot  line  of  the  property  under  appeal,  opening  into  the  open 
yards  of  the  three-story  dwellings  to  the  rear,  facing  on 
Patchen  place,  the  yard  of  said  dwellings  for  a  distance 
of  about  60  ft.  east  and  60  ft.  west  to  remain  open  with 
no  fence  dividing  with  exit  therefrom  through  the 
dwellings  to  Patchen  place;  that  a  letter  of  consent  shall 
be  filed  with  the  fire  department  from  the  owner  of  the 
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dwelhnp  so  mentioned  on  Patchen  place;  that  the  building 
shall  be  not  increased  in  height  or  area;  that  the  occu¬ 
py3:  shall  not  exceed  the  capacity  of  the  interior  stairs, 
and  that  the  labor  law  shall  be  complied  with  in  all  other 
respects. 


93-27-S. 

I  PETITIONER  David  M.  Jones,  for  Samuel  Adelson, 
owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  (reopened,  having  been 
previously  denied). 

PREMISES  AFFECTED— 141  Kosciusko  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Michael  Levy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THp1  VOThT  BOARD~Petition  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . .  T  0 

Absent  .  .  n 

THE  RESOLUTION—  . 

I  (93-27-S) 

Whereas,  David  M.  Jones,  for  Samuel  Adelson,  owner, 
j  . filed, ,  January  28,  1927,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  141  Kosciusko  street 
Borough  of  Brooklyn;  and 

V  hereas,  the  order  of  the  fire  commissioner,  dated  Tanu- 
arv  7,  1927  (Order  No._ 7834-LD),  reads: 

C  Enclose  the  interior  stairway  at  the  east  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  there- 
with  on  aH  sides  with  partitions  of  fire  resisting  mate- 
rial  extending  continuously  from  the  1st  story  to  3  ft. 
above  the  roof  *  *  *  or  carry  out  an  alternative  method 
of  ^  complying  with  Section  271  of  the  Labor  Law. 

2-  .  Arrange  the  fire-escapes  at  the  northwest  side 
of  building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  so  that  same  will 
conform  with  section  274  of  the  Labor  Law. 

“Among  the  defects  noted  are  the  following: 
“Windows  and  doors  opening  on  course  of  fire-escape 
are  not  of  a  type  approved  by  this  Department.  (Not 
properly  fireproofed). 

“No  safe  passageway  from  termination  of  fire-escane 
to  street  provided.”;  15 

and 

V  hereas,  the  premises  consist  of  a  non-fireproof  building, 

three  stories  in  height,  having  a  frontage  of  25  ft.,  a  depth 
of  100  ft.  and  a  width  of  41  ft.  8  in.  across  the  rear  at 
first  story  and  25  ft.  by  100  ft.  in  area  above;  OCCUPIED- 
1st  story,  public  garage  for  fourteen  motor  vehicles  (motor 
trucks),  3  persons;  2nd  story,  manufacture  of  men’s  clothing, 
40  persons ;  3rd  story,  manufacture  of  women’s  clothing,  25 
persons ;  EXITS :  an  interior  wooden  stairway,  extending 
from  the  first  story  to  roof,  enclosed  in  wood  stud  and  J^-inch 
plaster  board  (metal  covered  on  both  sides)  partitions,  with 
metal-covered  wood  doors  at  openings;  a  fire  escape  on 
the  front  of  the  building,  with  wire  glass  windows  in  metal- 
covered  wooden  frames  along  the  course  thereof,  extending 
from  the  third  story  balcony  to  street;  a  fire  escape  on  the 
western  side  of  the  building,  with  wire  glass  windows  in 
metal -covered  frames  along  the  course  thereof,  extending 
from  the  roof  to  the  iron  bridge  (over  the  one-story  ex¬ 
tension)  at  second  story  and  from  thence  by  means  of  sta¬ 

tionery  iron  stair  to  side  court,  with  EGRESS  from  the 
rermination  of  the  fire  escape  by  means  of  gate  in  fence 
o  adjoining  yard  to  west  and,  also,  through  basement  of 
>wner  s  residence  (located  on  same  lot)  to  street;  ROOFS 
yf  adjoining  buildings  are  one  story  lower ;  and 

Whereas,  petitioner  proposes  to  install  at  the  north  end 

>f  the  iron  bridge  at  the  second  story  a  drop  ladder  in  ' 


inclined  guides  leading  to  the  rear  yard  of  the  premises  to 
the  north,  affording  egress  to  street  by  means  of  passage- 
wd}  s  in  tenements  facing  on  DeKalb  avenue,  and  requests 
the  acceptance  of  the  other  existing  means  of  egress;  and 
V hereas,  the  occupancy  as  stipulated  by  the  petitioner 
is  111  conflict  with  the  requirements  of  the  code  of  ordinances 
in  that  there  is  a  drygoods  occupancy  in  a  building  used  as 
a  garage;  and 

W  hereas,  this  petition  was  denied  by  the  board  at  its 
meeting,  April  12,  1927,  and  reopened  by  vote  of  the  board, 
October  28,  1930,  the  present  petitioner,  Michael  Levy,  pro¬ 
posing  to  provide  a  fire  escape  in  front  of  building  with  a 
stationery  stair  to  street  and  ladder  to  roof  and  to  provide 

a  passageway  from  yard  through  adjoining  building  direct 
to  street. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  denied,  as  to 
Order  No.  ,834-LD,  Item  1,  and  granted,  as  to  Item  2,  only 
so  far  as  it  affects  the  exit  from  the  fire  escape  on  the  north- 
westerlv  side  of  the  building,  on  condition  that  a  stairway 
shall  be  provided  from  the  termination  of  the  fire  escape 
on  the  northwesterly  side  of  the  building  from  the  second 
story  to  the  courtyard  in  the  westerly  center  of  the  building 
said  courtyard  to  be  approximately  8  ft.  9  in.  by  16  ft.  8  in.’ 
thence  through  a  passageway  through  the  hallway  direct  to 
Kosciusko  street,  protected  on  the  inside  of  the  building 

T  ua-£re~re,tarded  Partition  from  the  rear  to  the  front  of 
the  building  known  as  No.  139  Kosciusko  street;  the  two 
openings  in  partition  to  be  equipped  with  self-closing  fire¬ 
proof  doors ;_  that  the  width  of  the  hallway  shall  be  not  less 
than  4  ft .  3  in.,  except  at  stairway;  that  an  opening  shall  be 
maintained  between  the  courtyard  aforementioned  to  the  yard 
adjoining  to  the  west  in  the  same  ownership  as  the  property 
under  appeal,  only  so  long  as  said  premises  remain  in  the 
same  ownership  as  the  property  under  appeal ;  that  there 
shall  be  tio  storage  garage  or  repair  shop  maintained  on 
the  premises ;  that  the  building  shall  be  not  increased  in 
leight  or  area,  and  that  the  labor  law  shall  be  complied 
with  in  all  other  respects. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

563-30-SA. 

PRP^P£ONER  Walter  Shepard,  owner. 

APPEARANCES-  0i'  Bl,rner'  approval  °f' 

For  Petitioner:  Walter  Shepard. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Ca 
endar  pending  test  and  report  of  fire  department. 

600-30-SA. 

Slln-i  d0W  0iI  Burner  Corp.,  owne 

AP?EAR^JCE^r«e  BUr”er'  M<A1  apprt"'al  0 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Ca 
endar  pending  test  and  report  of  fire  department. 

624-30- S A. 

SUB TFCT^^S^  Sunbeam  Engineering  Corp.,  owner. 

ipp^AXcEryNo;'e; urner- approval  of- 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Cal 
endar  pending  test  and  report  of  fire  department. 

315-30-SA.  " 

PETITIONER-C.  K.  Shill,  owner. 

Shill  Oil  Burner,  approval  of. 

AP  P  EARANCES — None. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Cal 
endar  pending  test  and  report  of  fire  department. 

J254-24-SA 

PETITIONER — Tate- Jones  Co.,  Inc. 

SUBJECT— Application  for  reopening — request  to  install- 
re  Approval  of  the  Tate  Jones  Burner. 
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MINUTES 


APPEARANCES— None.  . 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN  AND  INTERPRET— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


426-29-SA. 

PETITIONER — Jacob  Oppenheimer,  substituted  for  John 
Capasso,  for  Crown  Oil  Burner,  owner. 

SUBJECT— Application  for  reopening— amendment  to  reso¬ 
lution — re  Approval  of  Crown  Oil  Burner,  Type  XA. 

APPEARANCES— 

For  Petitioner:  Jacob  Oppenheimer. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(426-29-SA) 

Whereas,  Jacob  Oppenheimer,  for  Crown  Fuel  Oil  Burner, 
owner,  -filed,  June  24,  1929,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Crown  Oil  Burner,  Type  XA ;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  December  26,  1929,  recommends 
the  approval  of  the  device ;  and 

Whereas,  this  device  was  approved  by  the  board  for 
domestic  installations,  and  petitioner  requested  approval  for 
commercial  installations  also. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Crown  Oil  Burner, 
Type  XA,  for  use  in  domestic  and  commercial  installations, 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  in  conformity  with  the 
report  of  the  bureau  of  fire  prevention. 


446-30-SA. 

PETITIONER — Simplex  Oil  Heating  Corp.,  for  Bunting 
Iron  Works,  owner. 

SUBJECT — Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap¬ 
proval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(446-30-SA) 

Whereas,  Simplex  Oil  Heating  Corp.,  for  Bunting  Iron 
Works,  owner,  filed,  June  23,  1930,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  device 
known  as  the  Simplex  Domestic  Oil  Burner,  Type  P.A. ; 
and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  November  21,  1930,  recom¬ 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Simplex  Domestic 
Oil  Burner,  Type  P.A.,  for  use  in  domestic  installations, 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  in  conformity  with  the 
report  of  the  bureau  of  fire  prevention. 


Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  NOVEMBER  21,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


RULES. 

89-27-SR. 

SUBJECT — Amendment  to  Rules  of  Procedure. 
APPEARANCES— 

William  F.  Conran,  Philip  J.  Sinnott,  Alfred  J. 
Talley,  A.  E.  Hanson,  A.  R.  Small  and  LeRoy 
P.  Ward. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Laid  over  to  December  2,  1930,  at 
2  p.  m.,  for  further  discussion. 


281-22-SR. 

SUBJECT — Amendment  to  Standpipe  Rules. 
APPEARANCES— 

Stewart  M.  Browne. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1930,  at 
2  p.  m.,  for  further  discussion. 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copie» 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  art  to 
be  supplied  by  mail. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


[281-22-SR] 

.  IS  HEREBY  GIVEN  that  a  public  hear¬ 

ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Tuesday,  December  2,  1930,  at  2.30  p.  m.,  Room  1013,  Munic¬ 
ipal  Building,  on  proposed  amendments  to  “Standpipe”— “Fire 
Line”  Rules. 

Matter  in  italics  is  new.  Matter  in  [  ]  to  be  omitted. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
'  [least  20  feet  above]  the  level  of  the  roof.  When  the  area 
of  a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
■shall  be  required  to  be  not  less  than  20  ft.  above  the  level 


of  the  pent  house  roof.  In  existing  standpipe  equipment 
the  bottom  of  the  gravity  standee  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story. 

Rule  31.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron  body 
brass  mounted,  or  cast  steel  designed  in  accordance  with 
specifications  of  the  American  Society  of  Mechanical  Engi¬ 
neers.  gate  valves  shall  be  of  Outside  Stem  &  Yoke  type, 
and  shall  be  located  in  an  accessible  position.  All  such  emer¬ 
gency  control  valves  6  inch  and  larger  shall  be  of  the  by-pass 
type,  except  that  emergency  control  valves  when  required  in 
standpipe  ( fire )  line  systems  may  be  of  approved  hydraulic¬ 
ally  controlled  type. 


PROPOSED  AMENDMENTS  TO  RULES  OF  PROCEDURE 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on 
Tuesday,  December  2,  1930,  at  2.30  p.  m.,  Room  1013,  Munic¬ 
ipal  Building,  on  proposed  amendments  to  Rules  of  Pro¬ 
cedure. 

ARTICLE  II— CASES  BEFORE  THE  BOARD. 

2.  Any  communication  purporting  to  be  an  application, 
appeal  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  2nd  shall  be  of  no  force  or  effect 
until  it  is  made  in  the  form  required  except  as  provided  in 
Art.  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  his 
application,  appeal  or  petition,  and  he  shall  be  required  to 
file  the  proper  form  and  furnish  all  necessary  data  within 
twenty  days  of  the  date  of  the  order  or  decision  appealed 
from  except  as  provided  in  Art.  VI. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Superintendent  of  Buildings  or  the 
Fire  Commissioner  or  from  any  rule  or  regulation  relating 
to  the  construction,  alteration,  structural  changes  in  equip^ 
ment,  occupancy  or  use  of  any  building  or  structure,  under 
Section. 719  of  the  Charter,  shall  be  entertained  unless  such 
appeal  is  filed  in  duplicate  on  Form  lA,  with  all  the  data 


required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions  may  be  filed  in  letter  form  accompanied 
by  a  written  description  of  the  premises  and  a  copy  of  the 
order  or  decision.  A  copy  of  such  written  appeal  shall  be 
filed  with  the  administrative  official  issuing  order  or  deci¬ 
sion.  IV hat  constitutes  minor  orders  or  decisions  shall  be 
determined  by  the  board  in  executive  session. 

ARTICLE  XI— TESTS. 

1.  In  any  case  in  which  the  Board  may  order  a  test 
of  any  material  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  rules  adopted  by  the  Board  for  such  material  and 
device,  [the  test]  tests  shall  be  conducted  under  the  supervi¬ 
sion  of  an  assistant  engineer,  in  the  presence  of  the  Chairman 
and  two  or  more  members  appointed  by  him,  and  the  result 
of  such  test  shall  be  reported  to  the  Board  in  writing  [and 
the  material  or  device  shall  not  have  the  approval  of  the 
Board  unless  the  report  be  favorable  and  adopted  by  four 
affirmative  votes]  or  tests  may  be  made  of  materials  and 
devices  by  a  recognised  standard  testing  laboratory,  City  or 
State  department.  The  board  reserves  the  right  to  be  repre¬ 
sented  at  these  tests.  The  material  or  device  shall  not  have 
the  approval  of  the  Board  unless  the  report  be  favorable  and 
adopted  by  four  (4)  affirmative  votes,  and  the  Board  may 
approve  such  materials  or  devices  on  the  certified  report  of 
such  laboratory. 


RULES 


AMENDMENT  TO  “STANDPIPE”  -  “FIRELINE”  RULES 


Adopted  by  the  board  of  standards  and  appeals  June  13,  1930. 

(281-22-SR) 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
There  shall  be  an  engineer,  superintendent  or  other 
person  in  charge  of  the  standpipe-fire  line  system  in  all 
buildings  exceeding  eighty-five  feet  in  height  who  shall  be 
registered,  and  submit  to  an  examination  in  the  Fire  Depart¬ 
ment.  Upon  evidence  of  fitness  to  properly  operate  and  main¬ 
tain  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
that  effect.  The  certificate  shall  contain  the  full  name  and 
a  small  photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
exceeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 
ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept 
n  perfect  working  order,  and  at  least  once  a  month  the 


person,  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
fifty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe.  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  November  26,  1930 .  704 

Restored  to  calendar .  57 

Miscellaneous  Applications. 


Requests  to  reopen .  217 

Requests  to  amend .  13 

Requests  for  modification .  53 

Requests  to  rescind .  3 

Requests  for  extension  of  time .  72 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  35 

Administrative  requests .  0 

Requests  for  interpretation .  1 

Total  .  1551 

Disposed  of .  1132 

Cases  pending  November  26,  1930 .  419 


DISPOSITION  OF  CASES. 


Withdrawn  .  163 

Dismissed .  38 

Denied  .  186 

Granted  .  2 

Granted  on  condition .  310 

Appliances  approved .  28 

Appliances  dismissed,  disapproved  or  withdrawn .  6 

Rules  approved .  1 

Rules  disapproved  or  rescinded .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  177 

Requests  to  reopen  denied .  31 

Requests  to  amend  granted .  12 

Requests  to  amend  denied .  1 

Requests  for  modification  granted .  39 

Requests  for  modification  denied .  13 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  71 

Requests  for  extension  of  time  denied .  l 

Requests  for  extension  of  permit  granted .  4 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  o 

Plans  approved .  35 

Plans  disapproved .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  l 

Requests  withdrawn  or  dismissed .  10 

Total  .  H32 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan* 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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HOURS  FOR  CONSULTATION 
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10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


CALL  OF  CLERK’S  CALENDAR 

Tke  Clerk>s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  1013,  Tuesday,  December  9, 
1930,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
T uesday,  December  16,  1930,  at  2  o’clock. 

Ihe  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  December  2,  1930, 
10  A.  M. 

Minutes  of  Regular  Meeting,  December  2,  1930, 
2  P.  M. 

Minutes  of  Special  Meeting,  December  2,  1930,  2 
P.  M. 

Amended  Rules  of  Procedure. 

Amended  “Standpipe”-“Fireline”  Rules. 

Notice  of  Public  Hearing  on  Amendment  to  “Stand- 
pipe”-“Fireline”  Rules. 

Fire  Retarding  Rules  for  Garages. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
pi  ogress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

_  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


HENRY  L.  CONNELL.  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  December  3,  1930. 

Cal.  No.  Department.  Premises  Affected. 

718-30-A . F.D . 280-296  E.  134th  st.,  Bx., 

_  F-79611 

717-30- A . F.D . 2826-2834  Decatur  ave.,  Bx., 

_  F-79041 

716-30-S . F.D . 124  E.  14th  st.,  Man., 

_  L.  D.  79251 

715-30-A . B.B.Bx. . .  Crotona  ave.,  west  side,  218  ft. 

6  in.  north  of  Pelham  ave. 
(Fordham  rd.),  Bx., 

-  Alt.  607-30 

714-30-S . B.B.M _ 101-115  West  End  ave.,  Man., 

_  N.  B.  239-30 

713-30- A . B.B.M. .  ..13-17  W.  109th  st.,  Man., 

-  Alt.  755-30 

712-30-BZ . B.B.Q. ..  .Northwest  corner  of  Regina 

blvd.  (Sheridan  ave.)  &  Has¬ 
sock  st.  (Norton  ave.),  Far 
Rockaway,  Q., 

-  N.  B.  6638-1930 

711-30-A . F.D . 14-22  Jacob  st.,  Man., 

-  L.  F.  77495 

710-30-SA . F.D . Silent  Automatic  Burner,  Model 

-  “E,”  Appliance 

709-30-SA . F.D . Silent  Automatic  Burner,  Model 

-  “B,”  Appliance 

708-30-A . B.B.M ...  .515-517  Madison  ave.,  Man., 

-  N.  B.  153-1930 

707-30-BZ . B.B.Q ....  Southwest  corner  of  Cross 

Island  blvd.  &  25th  ave., 

- - -  Flushing,  Q.,  N.  B.  6577-1930 

706-30-S . B.B.M. .  ..134-136  Cedar  st.,  Man., 

-  N.  B.  624-1929 

705-30-SA . F.D . Union  Steam  Pump  for  Fuel 

-  Oil,  Appliance 

Restored  to  Calendar. 

337-28-BZ . B.B.Q. ...  Southwest  corner  of  Liberty 

ave.  &  Redding  st.,  Wood- 
-  haven,  Q.,  Alt.  912-28 


CODE. 


P.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B  B.Bx . Bureau  of  Buildings,  Bronx 

f.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  9,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

510-30-BZ. 

APPLICANT — Lee  Samenfeld,  for  Fannie  Katz,  owner. 
PREMISES — 102  West  144th  street,  south  side,  100  ft.  west 
of  Lenox  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


TO  PERMIT  in  a  business  district  the  conversion  of  the 
occupancy  of  an  existing  building  from  a  conform¬ 
ing  use  to  a  motor  vehicle  repair  shop. 

548-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Maurer  &  Kern, 
Inc.,  owner. 

PREMISES — 1344-1372  Remsen  avenue,  northwest  corner 
of  Avenue  K,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  auto  laundry,  grease  pits  and  a  gaso¬ 
line  service  station. 

560-30-BZ. 

APPLICANT — Victor  Mayper,  for  Rector  Church  Wardens 
and  Vestrymen  of  Trinity  Church  of  New  York 
City,  owner. 

PREMISES— 22  Clarkson  street,  264  West  Houston  street 
and  388-402  Hudson  street,  southeast  corner,  Man¬ 
hattan. 

APPLICATION,  under  section  7c  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  business  building. 

566-30-BZ. 

APPLICANT — William  H.  Weekes,  owner. 

PREMISES — 222-04  Jamaica  avenue,  southeast  corner  of 
222nd  street,  Queens  Village,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 

574-30-BZ. 

APPLICANT — Lama  &  Proskauer,  for  William  Halpert,  i 
owner. 

PREMISES— 2243-2247  Pitkin  avenue,  northwest  corner  of 
Hendrix  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

540-30-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Peter  Fiore,  owner. 

PREMISES — Southeast  corner  of  East  147th  street  and 
Southern  boulevard,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 

unrestricted  district,  the  erection  and  maintenance 

of  garages  for  the  storage  of  more  than  five  (5) 

motor  vehicles  and,  also,  a  gasoline  service  station.  , 

1 

DECEMBER  9,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

329-30-A — 29-39  South  5th  street,  Brooklyn. 

333-30-A — 33-43  East  33rd  street,  Manhattan. 

365-30- A — 415-417  Sound  View  avenue  and  416-418  Leland 
avenue,  The  Bronx. 

464-30- A — 433  Myrtle  avenue,  Brooklyn. 

479-30-A — 292  Court  street,  Brooklyn. 

493-30- A — 217-223  East  43rd  street  and  218-226  East  44th 
street.  Manhattan. 

143-30- A — 60-68  South  street.  114-120  Wall  street  and  95-99 
Pine  street,  Manhattan. 

535-30-A — 203-209  West  146th  street,  Manhattan. 

537-30- A — 1446-1450  Broadway  and  138  West  41st  street, 
southeast  corner,  Manhattan. 
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513-30- A  Foot  of  Patterson  and  Compton  avenues  and 
Pugsleys  Creek,  The  Bronx. 

342-30- A — 146  Wooster  street,  Manhattan. 

611-30-A — 1181  Grand  street,  Brooklyn. 

519-30- A- — 374-380  Second  avenue  and  300-310  East  22nd 
street,  southeast  corner,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
9,  1930,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

,:al.  no.  118-29-BZ — Application,  February  25',  1929,  under 
sections  6,  7a  and  21  of  the  building 
zone  resolution,  of  David  J.  Comyns, 
applicant,  substituted  for  William  F. 
Doyle,  on  behalf  of  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  laundry 
building  (previously  denied — remitted  to 
the  board  for  reconsideration  by  order 
of  court)  ;  premises  46  West  98th  street, 
Manhattan. 

AL.  NO.  304-30-BZ— Application,  May  1,  1930,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Edward  P.  Doyle,  appli¬ 
cant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  50  Downing 
street  and  214-218  West  Houston  street, 
Manhattan. 

.  al.  no.  517-30-BZ — Application,  July  29,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Morris  Cantor,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  business 
building;  premises  1385  Franklin  ave¬ 
nue,  west  side,  133.65  ft.  south  of  East 
170th  street,  The  Bronx. 

\L.  NO.  522-30-BZ — -Application,  July  31,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  W.  Byrnes,  applicant,  on  be¬ 
half  of  Protective  Mortgage  Co.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  part  of 
an  existing  dwelling  from  residence  to 
business  use  (store)  ;  premises  166  Kane 
street,  Brooklyn. 

L.  no.  575-30-BZ— Application,  September  5,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  O.  Y.  Leonard,  applicant,  on  be¬ 
half  of  Peter  F.  Reilly,  owner,  to  per¬ 
mit  in  a  business  use  and,  also,  “B” 
area  district,  the  omission  of  the  rear 
yard  required  by  the  building  zone 
resolution;  premises  497-501  Bergen 
street,  north  side,  160  ft.  east  of  Sixth 
avenue,  Brooklyn. 

<l.  no.  565-29-BZ— Application,  September  16,  1929;  denied 
by  the  board  on  January  24,  1930;  re¬ 
opened  November  5,  1930,  under  section 
21  of  the  building  zone  resolution,  of 
J.  Harlen  O’Connell,  substituted  for 
Morania  Sales  Co.,  as  applicant,  on  be¬ 
half  of  Relton  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 


tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  226-02  to  226-08 
Merrick  road  and  134-11  226th  street, 
southeast  corner,  Laurelton,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


DECEMBER  9,  1930,  2  P.  M. 

Petitions  for  Variations. 

476-30-S— Rear  of  188  Schofield  street,  City  Island,  The 
Bronx. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

6-30-S — 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

355-30-S — 1  East  53rd  street,  Manhattan. 

528-30-S — 247-253  Water  street,  Brooklyn. 

532-30-S  203-209  West  146th  street,  Manhattan. 

382- 30-S — 672  Madison  avenue  and  19-23  East  61st  street, 

northwest  corner,  Manhattan. 

383- 30-S — 674-686  Madison  avenue  and  28  East  62nd  street, 

Manhattan. 

395-30-S — 303-311  Fourth  avenue  and  107-113  East  23rd 
street,  northeast  corner,  Manhattan. 

508- 30- S' — 251-255  West  39th  street,  Manhattan. 

514-30- S1 — 665  Fifth  avenue  and  2  East  53rd  street,  north¬ 
east  corner,  Manhattan. 

449-30-S— 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

Appliances  Submitted  for  Approval. 

494-30- S A — Hoi tzer- Cabot,  Type  PC  and  Type  PS,  Fire 
Alarm  Systems,  approval  of. 

5 68-30- S A — Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 

509- 30-SA — Enco  Mechanical  Oil  Burner,  approval  of. 
670-30-S A — Laco  Oil  Burner,  Model  NIL,  approval  of. 
535-29-SA — Croker  2j/2-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  16,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

571-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Frank  C.  Colyer, 
lessee. 

PREMISES — 769  St.  Marks  avenue  and  123-147  New 
York  avenue,  northeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  basement  story  of  an 
existing  apartment  house  from  dwelling  to  business 
use  (restaurant). 

591-30-BZ. 

APPLICANT— Samuel  A.  Potter,  for  Bragaw  Land  Corp., 
owner. 

PREMISES— Northwest  corner  of  Queens  'boulevard  and 
39th  place  (Bragaw  street),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

145-30-BZ. 

APPLICANT— Benjamin  Antin,  for  Frank  J.  Muhlfeld, 
owner. 

PREMISES— South  side  of  East  164th  street,  from  Walton 
avenue  to  Gerard  avenue,  The  Bronx. 
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APPLICA I  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERM  I  T  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residence  building,  the  cellar  to  be  used 
in  part  for  business  purposes  (withdrawn  on  July 
1,  1930;  reopened  November  25,  1930). 


274-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Ninety  Butler  Street 
Corp.,  owner. 

PREMISES — 86-90  Butler  street,  south  side,  250  ft.  east  of 
Smith  street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  garage  and  factory 
building  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (denied  on  September  16, 
1930;  reopened  November  25,  1930). 


1460-23-BZ. 


APPLICANT — McCooey  &  Conroy,  substituted  for  Wil- 

nnrurip1!!  ^°^ev  f°r  Brooklyn  Realty  Corp.,  owner. 
PREMISES — 1239-1249  Coney  Island  avenue,  Brooklyn. 
API  LICA1  ION,  under  section  21  of  the  building  zone 
resolution  (amendment  and  modification  of  the  orig¬ 
inal  resolution), 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station  (previously  granted 
by  the  board,  under  section  7e  of  the  building  zone 
resolution,  for  a  garage). 


DECEMBER  16,  1930,  10  A.  M. 


York  avenue,  south  side.  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  468-30-BZ — Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  545-30-BZ— Application,  August  12,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frederick  A.  Meyer  and  Henry 
F.  Meyer,  applicants  and  owners,  to  per¬ 
mit  in  a  residence  use  district  the  ex¬ 
tension  of  an  existing  business  use,  per¬ 
mission  to  maintain  which  was  granted 
by  the  board  under  Cal.  No.  968-24-BZ ; 
premises  1922  Kings  highway,  south 
side,  85  ft.  4  in.  west  of  Ocean  avenue, 
Brooklyn. 


Appeals  from  Administrative  Orders. 

138- 30- A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan 

140- 30- A  20  West  38th  street,  Manhattan. 

104-30-A— 386  Fulton  street  and  1-15  Smith  street,  southea: 

corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

4, 0-30-A— 279-283  Broadway  and  57  Reade  street,  Mar 
hattan. 

l/i-30-A  600-602  West  28th  street  and  269-275  11th  av< 

nue,  southwest  corner,  Manhattan. 

110  30- A — 43-49  West  22nd  street  and  56-62  West  23r 
street,  Manhattan. 

94- 30-A— 16-18  East  43rd  street  and  13  East  42nd  stree 

Manhattan. 

95- 30-A — 141  West  42nd  street  and  138-142  West  43r 

street,  Manhattan. 

qrn  on'  A  428-436  Greenwich  street,  Manhattan. 
360-30-A— 605-607  West  49th  street,  600-624  West  50t 

391  in  A  197  RtriCt  and  691~69^  llth  avenue>  Manhattar 
39 1-30- A— 12 7  Beekman  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
:;dtShanHd-fra,S  °f  a  P1UbIic  hearing  und€r  the  provision 
16  1930  at’  mJTT* “o'0"'  T,‘CSday 

folLtag  matters: W,*>  Mu"icipal  Buildi^  « 


cal.  no.  <66-~8-BZ— Application,  October  3,  1928;  reopened 
January  28.  1930,  under  sections  7e  and 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
™ /5)  Nmotor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 


HENRY  L.  CONNELL, 

T emporary  Chairman. 


DECEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

483-30-A — 72  Atlantic  avenue,  Brooklyn. 

485-30-A — 2812-2816  Mermaid  avenue,  Brooklyn. 

487-30-A— Southwest  corner  of  15th  street  and  Eighth 
avenue,  Whitestone,  Borough  of  Queens. 

490-30-A — 279  Graham  avenue,  Brooklyn. 

500-30-A — 263-265  Court  street,  southeast  corner  of  Butler 
street,  Brooklyn. 

512-30- A — 136  West  42nd  street,  Manhattan. 

150-30-A — l-j  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

Budding  Zone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  December 
16,  1930,  at:  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cat  no.  32 1-30-BZ— Application,  May  9,  1930,  under  sec-  ' 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates.  Inc., 
owner,  to  permit  in  a  business  district  i 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest  I 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  645-30-BZ — Application,  October  23,  1930,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  Kaufman  and  B.  C.  Col- 


CALENDAR 


CAL. 


CAL. 


lada,  applicants,  for  Shergrove  Realty 
Corp.,  lessee,  to  permit  in  a  residence 
district,  extending  from  an  unrestricted 
district,  the  extension  of  business  uses 
previously  granted  by  the  board ;  prem¬ 
ises  139-141  Washington  place  and  80 
Grove  place,  northeast  corner,  Manhat¬ 
tan. 

no.  744-28-BZ— Application,  September  20,  1928 ;  denied 
February  26,  1929;  reopened  November 
11,  1930,  of  Philip  J.  Sinnott,  applicant, 
on  behalf  of  Emil  S.  Levi,  owner  (Mon¬ 
toya  Realty  Corp.,  previous  owner),  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores)  ;  premises  northeast  corner 
of  Longfellow  avenue  and  East  173rd 
street,  The  Bronx. 

no.  362-30-BZ— Application,  May  28,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Bartsch’s  Garage,  Inc.,  owner, 
to  permit  in  a  residence  use  and  “C” 
area  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  under  the  zone  resolution;  prem¬ 
ises  360-362  East  29th  street,  west  side, 
229  ft.  7  in.  north  of  Avenue  D,  Brook¬ 
lyn. 

■al.  no.  469-30-BZ— Application,  July  3,  1930,  under  sec¬ 
tions  /  f  and  21  of  the  building  zone 
resolution,  of  Christopher  C.  McGrath, 
applicant,  on  behalf  of  Richard  Schimick, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Waterbury  avenue  and  East¬ 
ern  boulevard,  The  Bronx. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FRIDAY,  DECEMBER  19,  1930,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

J81-22-SR  Standpipe  Fire  Line  Rules.  Amendment  to 
Rule  21,  Elevation  of  Tank. 


REMISES— Southeast  corner  of  182nd  place  and  Jamaica 
APRLIcTTm’N^T’  B°rOUgh  °f  Queens‘ 

LI CATION,,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

515-30-BZ. 

APPUCANT— Emil  Guterman,  for  Anastasia  McArdle, 

PREMISES— 1139-15  to  129-23  Jamaica  avenne,  northeast 
ofnQue°ensAmbrOSe  StrCet’  Rlchmond  HiI1«  Borough 
APPLICATION^  under  section  21  of  the  building  zone 

10  PERMIT  in  a  business  district,  extending  from  an  un- 

tHe  er.ection  and  maintenance  of 

Lon  of  /S  r  repair.sh°P  and-  also,  the  installa¬ 
tion  ot  a  gasoline  service  station. 

543-30-  BZ. 

A P PL1  CA  NT  Peter  j.  Hughes,  for  Mary  M.  Hughes, 

PREMISES— 48-60  45th  street,  northwest  corner  of  50th 

APPLICATION^  ood,slde’  Borough  of  Queens. 
APPORTION  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  residence  district  the  alteration  and 

iS  from  0CCl?pancy  of  P°rtion  of  an  existing  build- 
pallor)  denc€  US€  to  business  use  (funeral 

595-30-BZ. 

APPLI  otner~Bly  &  Hamann-  for  Diamond  Evangelista, 
PREMISES— ^2476-2488  Coney  Island  avenue  and  903-913 
application/  n?,  hw€St.corner,  Brooklyn. 

L  AsoS,  SCCtl0n  21  °f  the  buildinS  zone 

T0  PEtenaILiofaabU/ner  diStrict  the  erection  and  main' 
tenance  of  a  gasoline  service  station. 

337-28-BZ. 

PREMISE ST/WSiam  1  ShuttIeworth,  owner. 

CAUSES— Southwest  corner  of  Liberty  avenue  and  Red 

APPLICATION*’  /°0dhaven>  Borough  of  Queens. 

L  resIhSon,  SeCt'°n  21  °f  the  buiIdinS  zone 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  five  (5)  car  garage  to  a  mot/r  vehide 
repair  shop  (reopened  December  2,  1930;  re  exten- 

two  yeaJs).,emPOrary  P'rm!‘  '°r  “°‘her  PeHOd  °f 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  23,  1930,  AT  2  P.  M. 


0-30-BZ. 


Building  Zone  Cases. 


■ q chi/c ^  Reter  E°co,  for  John  T.  Watson,  owner. 
jKEMISES  173-02  to  173-04  Nassau  boulevard,  61-05 
173rd  street  and  61-06  Fresh  Meadow  road,  south 
side  of  Nassau  boulevard,  between  Fresh  Meadow 
dot  ™adand  173rd  street’  Flushing,  Borough  of  Queens. 
<r FL1CA I  ION,  under  section  21  of  the  building  zone 
resolution, 

P  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

G-30-BZ. 

j^PLICANT — M.  Harvey  Smedley,  for  Cranford  Coal  & 
Land  Co.,  owner. 


DECEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

573-30-A  80  Grove  street  and  139-141  Washington  place 

5 16-30- A  1125  Grange  Jc°orur7e  a/TmT  Walton  avenue, 

Sa: strMt-  b-w-' 

536-30- A-1410  Broadway  and  120  West  39th  street,  south- 
--o  a  east  corner>  Manhattan. 

553-30-A  603-635  West  132nd  street  and  604-634  West 
133rd  street,  Manhattan. 

O65-30-A— 13-15  West  20th  street,  Manhattan. 

Building  Zone  Applications 
NOTICE  IS  HEREBY  GIVEN  by  the  board  of 
ards  and  appeals  of  a  public  hearing  under  thT  f  —  d" 

23  mobUrtdi"o8:ofTekreSO  R^11’  Tuesd<iy  m0rni"9’  December 
tt  foiling  matters ‘  1W'  on 
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cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  351-30-BZ — Application,  May  23,  1930,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  A.  Lacerenza,  ap¬ 
plicant,  on  behalf  of  James  Aquavella, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  205 
Rockaway  avenue,  southeast  corner  of 
Pacific  street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


DECEMBER  23,  1930,  2  P.  M. 

Petitions  for  Variations. 

511-30- S — 261  Pearl  street,  Manhattan. 

547-30-S — 358-372  West  31st  street  and  362-370  Ninth  ave¬ 
nue,  Manhattan. 

552-30-S — 40-42  West  17th  street,  Manhattan. 

554-30-S — 56  West  31st  street,  Manhattan. 

562-30-S — 719  Hart  street,  Brooklyn. 

521-30-S — 33-35  West  46th  street,  Manhattan. 

584-30-S — -108-110  West  25th  street,  Manhattan. 

-  I 

DECEMBER  30,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

523-30-A — 247-253  Water  street,  Brooklyn. 

546-30- A— Block  bounded  by  West  252nd  street,  West  253rd 
street,  Albany  Post  road  and  Fieldston  road, 
Riverdale,  The  Bronx. 

577-30- A — Pier  foot  of  North  4th  street,  Brooklyn. 

581-30-A — 142  Fifth  avenue,  northwest  corner  of  West 
19th  street,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  2,  1930. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  afternoon,  November  21,  1930,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  morning, 
November  25,  1930,  and  the  minutes  of  the  regular  meeting 
of  the  board  held  on  Tuesday  afternoon,  November  25,  1930, 
were  approved  as  printed  in  Bulletin  No.  48,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

512-30- A. 

APPELLANT — Bush  Terminal  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED — 136  West  42nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Abner  J.  Grossman. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  2  p.  m.,  on  request  of  appellant’s  representative, 
on  condition  that  occupancy  be  limited  to  twenty-five 
persons  at  any  one  time. 


150-30-A. 

APPELLANT — Bernard  J.  Gillroy,  for  One  Wall  Street 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1-7  Wall  street,  72-86  Broad¬ 
way  and  1-11  New  street,  Manhattan. 
APPEARANCES— 

For  Appellan :  Warren  K.  Friar. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  2  p.  m.,  on  request  of  appellant’s  representative. 


369-30-A. 

APPELLANT — Thomas  J.  Donovan,  for  Nymco  Holding 
Corp.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFEC1  ED — 27-33  West  23rd  street  and  8-12 
West  24th  street,  Manhattan. 

APPEARANCES—  M  , 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — ‘Laid  over  to  afternoon  session. 
No  appearances  for  appellant. 


481-30- A. 

APPELLANT — Vaudeau  Amusement  Corp.,  lessee. 
SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 4705  Fifth  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Captain  George  Foster  of  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT—  I 

Affirmative  .  q 

Negative  :  Temporary  Chairman  Connell’  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  . !!!!!!!!  0 

THE  RESOLUTION— 

(481-30-A) 

Whereas,  Vaudeau  Amusement  Corp.,  lesse,  filed,  July  9, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  4705  Fifth  avenue,  Bor¬ 
ough  of  Brooklyn;  and  j 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  42-A),  reads: 

1.  Remove  non-approved  material  from  the  walls  of 
theatre.” ; 

and 
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Whereas,  the  building  is  non-fireproof,  one  story  in  height, 
|  42  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  motion  picture 
theatre,  590  seats ;  and 

Whereas,  there  has  been  affixed  to  the  walls  of  the  theatre 
velour,  about  1/ 16  inch  thick,  which  is  chemically  treated  so 
as  to  be  a  fire  retardent  and  fireproof ;  appellant  contends, 
further,  that  the  theatre  premises  involved  and  affected  does 
not  come  within  the  provisions  of  article  25  of  chapter  5 
of  the  code  of  ordinances,  but  on  the  contrary,  are  subject 
to  the  provisions  of  article  24  of  chapter  5  of  the  said 
code  of  ordinances  and  that,  therefore,  the  fire  commissioner 
of  The  City  of  New  York  had  no  authority,  right  or  juris¬ 
diction  to  issue  the  order  appealed  from. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


486-30-A. 

Af  I  EDLAN  r — <L.  Schiffman  &  Co.,  Inc.,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

|l  PREMISES  AFFECTED — 869-871  Halsey  street,  north¬ 
west  corner  of  Saratoga  avenue,  Brooklyn. 

.  APPEARANCES— 

For  Appellant:  IL.  Schiffman. 

For  Administration:  Captain  George  Foster  of  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(486-30-A) 

Whereas,  L.  Schiffman  &  Co.,  Inc.,  owner,  filed,  July  10, 
1930,  an  appeal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  869-871  Halsey  street,  north¬ 
west  corner  of  Saratoga  avenue,  Borough  of  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  33- A),  reads: 

“You  are  hereby  ordered  and  required,  within  ten 
(10)  days  from  the  date  of  the  service  of  this  order,  to: 

“1.  Remove  non-approved  material  from  the  walls  of 
theatre.  Section  534,  Article  25,  Chapter  5,  Code  of 
Ordinances.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  21,  1930,  reads: 

“Referring  to  your  communication  of  the  20th  instant, 
requesting  permission  to  file  appeals  with  the  Board  of 
Standards  and  Appeals  relative  to  official  orders  served 
on  the  following  theatres,  same  is  hereby  granted.  These 
appeals  to  be  made  as  soon  as  possible. 

“Imperial  Theatre,  869  Halsey  Street,  Bklyn.  33-A”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in  height, 
42  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  motion  picture 
:heatre,  440  seats ;  and 

Whereas,  there  is  on  the  walls  of  the  theatre  “Ozite” 
:overed  with  chemically  treated  burlap;  and 
Whereas,  appellant  contends  that  the  theatre  premises 
nvolved  and  affected  does  not  come  within  the  provisions  of 
irticle  25  of  chapter  5  of  the  code  of  ordinances,  but  on 
he  contrary,  are  subject  to  the  provisions  of  article  24  of 
:hapter  5  of  the  said  code  of  ordinances  and  that,  therefore, 
he  fire  commissioner  of  the  City  of  New  York  had  no 
.uthority,  right  or  jurisdiction  to  issue  the  order  appealed 
rom. 

t  Resolved,  that  the  order  and  decision  of  the  fire  commis- 
ioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
*e  and  it  hereby  is  denied. 


480-30-A. 

onu?^N?'~FIower  ^ard€n  Amusement  Corp.,  lessee, 
o  U  BJ  EC  I  Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

I  REMISES  AFFECTED — 4601  New  Utrecht  avenue 

APPEARANCES-""  °‘  46*h  StrKt’  Brook|yn' 

For  Appellant :  Albert  Friedlander. 

For  Administration:  Captain  George  Foster  of  fire 
department. 

AC  I  ION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  q 

THE  RESOLUTION— 

(480-30-A) 

Whereas,  Flower  Garden  Amusement  Corp.,  lessee,  filed, 

lu  c9,  1930,  an.  aPPeal  from  an  order  and  a  decision  of 
the  hre  commissioner,  affecting  premises  4601  New  Utrecht 
avenue,  southeast  corner  of  46th  street,  Borough  of  Brook¬ 
lyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930,  reads 

“Order  No.  34-A.  George  J.  Foster,  Captain  in  Charge. 

DUPLICATE 

Fire  Department  of  the  City  of  New  York 
“Division  of  Places  of  Public  Assembly, 

“Municipal  Building— nth  Floor. 

„  ,  “New  York,  May  20,  1930. 

theatre)61^  Garden  Amusement  Corp.  (motion  picture 

4601  New  Utrecht  Avenue, 

“Brooklyn. 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  TEN  (10)  days  from  the  date  of  the 
service  of  this  order,  to : 

1.  Remove  non-approved  material  from  the  walls  of 
theatre.  Section  534,  Article  25,  Chapter  5,  Code  of 
Ordinances. 

„XT  John  J.  Dorman,  Fire  Commissioner. 

Neglect  or  refusal  to  comply  with  the  above  order 
^  may  render  you  liable  to  fine  or  imprisonment  or  both.”  ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  21,  1930,  reads: 

‘Referring  to  your  communication  of  the  20th  instant 
requesting  permission  to  file  appeals  with  the  Board  of 
Appeals  relative  to  official  orders  served  on  the  follow¬ 
ing  theatres,  same  is  hereby  granted.  These  appeals  to 
( be  made  as  soon  as  possible : 

“Garden  Theatre,  4601  New  Utrecht  Ave.,  Bklyn.  Order 
34-A.  j 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in  height, 
-1  ft.  i]4  in.  by  129  ft.  in.  in  area;  OCCUPIED  as  a 
motion  picture  theatre,  555  seats;  and 

calWH“BaEamWoir“naSe  Wa"S  °f  thea*re  a  ma,erial 

Whereas,  appellant  contends  that  this  material  is  made 
from  clean  wood  fibres,  chemically  treated  to  be  a  fire  re¬ 
tardant  and  fireproof  and  contends,  further,  that  the  theatre 
premises  involved  and  affected  does  not  come  within  the 
provisions  of  article  25  of  chapter  5  of  the  code  of  ordinances 
but  on  the  contrary  are  subject  to  the  provisions  of  article 
~4  of  chapter  5  of  the  said  code  of  ordinances,  and  that 
therefore,  the  fire  commissioner  of  The  City  of  New  York 
had  no  authority,  right  or  jurisdiction  to  issue  the  order 
appealed  from. 

Resolved,  that  the  order  and  decision  of  the  fire  commis"- 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 
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BUILDING  ZONE  CASES. 

731-29-BZ. 

APPLICANT' — Harry  Urquhart,  for  M.  H.  G.  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — South  side  of  101st  avenue,  40 
ft.  east  of  121st  street,  South  Ozone  Park,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  James  J.  Munro. 

For  Opposition :  Anthony  B.  Bernard. 

ACTION  OF  BOARD — Laid  over  to  December  23,  1930, 
at  10  a.  m.,  subject  to  inspection  and  report  by 
committee  of  board. 


337-28-BZ. 

APPLICANT — Emil  Guterman,  for  William  J.  Shuttle- 
worth,  owner. 

SUBJECT — Application  for  reopening — extension  of  tem¬ 
porary  permit — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  change  of  occupancy  of  an  existing 
five  (5)  car  garage  to  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 137-04  to  137-10  Redding  street, 
southwest  corner  of  Liberty  avenue  and  Redding 
street,  Woodhaven,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Charles  Spindler  and  William  J. 

Shuttleworth. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  Tuesday,  December  23,  1930,  at  2 
p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALENDAR 
CALL— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


268-28-BZ. 

APPLICANT — William  Richter,  for  Henry  C.  Behrens, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles  (previously  denied). 

PREMISES  AFFECTED — 878-886  Gravesend  avenue, 
west  side,  160  ft.  south  of  Avenue  F,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Richter. 

For  Opposition:  William  J.  Connor,  Morton  Levine 
and  Winthrop  Bogge. 

ACTION  OF  BOARD — Application  withdrawn  without 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  n 


642-30-BZ. 

APPLICANT  Albert  Kahn,  for  The  New  York  Times  Co, 
owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  two  times  height  district 
the  erection  of  the  street  wall  of  a  proposed  build¬ 
ing  in  excess  of  the  height  permitted  under  the 
building  zone  resolution. 

PREMISES  AFFECTED — 241-247  West  43rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Albert  Kahn  and  John  Knight. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(642-30-BZ) 

Whereas,  Albert  Kahn,  for  The  New  York  Times  Co., 
owner,  filed,  October  21,  1930,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  two  times  height 
district  the  erection  of  the  street  wall  of  a  proposed  building 
in  excess  of  the  height  permitted  under  the  building  zone 
resolution;  premises  241-247  West  43rd  street,  Borough  of 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  2,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  42nd  street,  43rd  street,  Eighth 
avenue  and  Seventh  avenue  are  in  a  two  times  height  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  3,  1930  (re  Alt.  App.  No.  1760-30),  reads: 

“6.  Provide  lawful  set-back  above  the  legal  limit,  as 
computed  according  to  section  9,  subdivision  e  of  the 
Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  fourteen  stories  in  height,  with  a  frontage  of  75 
ft.  and  a  depth  of  100  ft.  4  in.;  to  be  occupied  as  a  business 
building;  West  43rd  street  is  60  ft.  in  width,  thereupon 
the  street  wall  could  be  erected  to  a  legal  height  of  120  ft. 
without  setback ;  the  allowable  additional  permissable  height 
due  to  excess  height  of  adjoining  building  (to  east)  is  10 
ft.  6  in.;  therefore,  120  ft.  plus  10  ft.  6  in.  equals  130  ft. 
6  in.;  172  ft.  6)4  in.  (proposed  height)  less  130  ft.  6  in. 
equals  42  ft.  )4  in.,  which  is  the  excess  over  the  height 
permitted  under  the  building  zone  resolution;  and 

Whereas,  the  board  deemed  that  the  applicant  has  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution — practical  difficulties  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  allowing  the 
height  of  the  building  on  building  line  to  be  172  ft.  6)4  in., 
which  is  approximately  42  ft.  higher  than  that  allowed  under 
the  building  zone  resolution;  this  variation  affects  only  the 
75  ft.  frontage  on  43rd  street,  known  as  Nos.  241-247  West 
43rd  street;  the  board  previously  granted  in  1922  a  similar 
height  variation  for  the  100  ft.  easterly  portion  of  building 
in  the  same  ownership  in  order  to  carry  out  the  architectural 
design  and  symmetry,  on  condition  that  the  building  zone 
regulation  as  to  height  above  the  172  ft.  6)4  in.  limit  shall 
be  complied  with  in  all  other  respects;  that  the  building 
shall  be  constructed  of  the  same  design  and  architecture  as 
the  adjoining  building  now  located  to  the  east;  that  all 
permits  required  shall  be  obtained  within  six  months  and 
any  work  involved  thereby  completed  within  eighteen  months 
from  the  date  of  this  action. 
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275-25-BZ. 

APPLICANT — John  J.  Beatty,  for  Leo  Sheridan,  owner. 
SLBJLC  I — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  Ah b EC  1  ED — 88-110  Crown  street  Brooklyn. 
APPEARANCES— 

For  Applicant :  Paul  P.  Brennan. 

For  Opposition:  None. 

AC  HON  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION — 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . "...  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION—  . 

.  .  (275-25-BZ) 

Whereas,  Leo  Sheridan,  owner,  filed,  March  11,  1925, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  88-110  Crown  street,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  25,  1926,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Crown  street,  Montgomery 
street  and  Bedford  avenue  are  all  in  business  districts;  and 
W  hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  10,  1925,  reads: 

“The  erection  of  a  public  garage  for  more  than  five 
motor  vehicles  in  a  business  district/’ ; 
ind 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
duction,  two  stories  in  height,  with  a  frontage  of  240  ft. 
ind  a  depth  of  131  ft.;  to  be  occupied  as  a  garage  for  the 
torage  of  more  than  five  motor  vehicles ;  and 
Whereas,  the  board  deemed  it  would  be  a  hardship  and 
iractical  difficulties  in  the  way  of  carrying  out  the  strict 
etter  of  the  building  zone  resolution ;  and 
Whereas,  the  premises  is  to  be  used  as  an  automobile 
nanufacturer’s  sales  agency  and  distributing  station  for 
utomobiles  in  live  storage  which  are  property  of  the  agent 
r  operator  of  the  premises ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
leeting,  May  25,  1926,  on  certain  conditions,  and  applicant 
equests  a  modification  of  these  conditions,  and  under  date 
f  November  25,  1930,  the  owner,  through  his  attorney,  re- 
uested  a  modification  as  to  ceiling  construction. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  dis- 
ict  regulations  of  the  building  zone  resolution,  and  that 
le  application  be  and  it  hereby  is  granted  on  condition  that 
le  building  shall  be  restricted  to  a  one-story  structure  in 
iight  above  grade,  subdivided  into  three  areas  by  walls  of 
aproved  masonry,  running  above  the  roof,  with  not  more 
an  two  openings  in  each  partition,  equipped  with  self-clos- 
g  fireproof  doors  and  one  opening  not  exceeding  4  ft.  in 
idth  from  the  centre  section  of  building  to  the  office;  that 
e  two  sections  of  the  basement  story  shall  not  exceed  66 
.  on  the  street  fronts,  the  structure,  at  the  centre  of  the 
emises.to  be  maintained  without  any  cellar;  that  the  rear 
d  gable  walls  shall  be  unpierced  throughout  their  entire 
ight  and  length ;  that  the  entire  premises  shall  be  equipped 
th  an  approved  one-source  sprinkler  system  with  not  less 
m  4  in.  connection  to  the  city  main ;  that  the  garage  shall 
erected  fireproof,  other  than  the  roof  construction,  which 
ill  be  of  flat  design  and  fire  retarded  on  the  under  side 


with  asbestos  board;  that  a  2E2-inch  fire  line  connected  to 
the  city  main  shall  be  provided  on  the  interior,  at  the  front 
of  the  building,  at  each  opening,  equipped  with  not  less  than 
10°  ft  of  254-inch  hose;  that  all  required  permits  shall  'be 
obtained  within  ninety  days  and  the  work  completed  within 
six  months  from  the  date  of  this  action;  that  the  business 
conducted  on  the  premises  be  confined  to  that  commonly 
known  as  service  station  for  automobiles. 


288-30-BZ. 

APPLICANT  Louis  E.  Drago,  for  Carnela  Esposito 
owner. 

SUBJECT— -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erection  and  main¬ 
tenance  of  ten  (10)  one-car  garages  and,  also,  the 
installation  of  a  gasoilne  service  station 
PREMISES  AFFECTED — 12-22  Park  avenue  and  74  Navy 
street,  southwest  corner,  Brooklyn 
APPEARANCES— 

For  Applicant :  Louis  E.  Drago  and  Michael  Gaeta. 

For  Opposition :  None. 

THE1  VOTE*'  B0ARD— Application  granted  on  condition. 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 

Negative  . 0 

Absent  .  q 

THE  RESOLUTION— 

(288-30-BZ) 

WhereaS,  Louis  E.  Drago,  for  Carnela  Esposito,  owner, 
filed  April  2o,  1930,  an  application,  under  the  building  zone 
resolution,,  to  permit  in  a  business  district,  extending  from 
an  unrestricted  district,  the  erection  and  maintenance  of  ten 
one-car  garages  and,  also,  the  installation  of  a  gasoline: 

service  station ;  premises  12-22  Park  avenue  and  74  Navy 
street,  southwest  corner,  Borough  of  Brooklyn;  and 
,  HFRFAS>  a  public  hearing  was  held  on  this  application  by 
le  board  ot  standards  and  appeals,  at  its  regular  meeting, 
December  2  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
VY  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Park  avenue  and  Navy  street  are 
in  business,  residence  and  unrestricted  districts  and  Hudson 

avenue  and  Tillary  street  are  in  an  unrestricted  district  * 
and  ’ 

YVhereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  20,  1930  (re  App.  No.  610-30),  reads:  ’ 
Proposed  ten  one-car  garages  and  one  two-car  garage 
to  be  located  partly  in  a  business  use  and  partly  in  an 
unrestricted  district  are  contrary  to  Art.  II  Sec.  4a  of 
Zone  Resolution.” ; 

and 

Whereas,  it  is  proposed  to  remove  old  existing  buildings 
erect  ten  one-car  garages,  an  office,  10  ft.  by  15  ft.,  construe/ 
two  grease  pits,  bury  four  550-gallon  tanks  and  erect  foui 
pumps  for  the  purpose  of  conducting  a  garage  for  more 
h“h.ve  ,cars  and  operating  a  gasoline  service  station  located 
104.1.  ft.  in  a  business  district  and  3.5  ft.  in  an  unrestricted 
district;  and 

Whereas,  the  .board  deemed  that  the  applicant  has  sub- 
stantiated  his  basis  of  appeal  under  sections  7e  and  21  of 

the  building  zone  resolution  and  that  section  7c  does  not 
apply. 

Resolved  that  the.  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  use  district  regulations  of  the 
building  zone  resolution,  and  that  the  application  be  and  it 
hereby  is  granted  for  a  gasoline  service  station  and  ten  (10) 
individual  garages  on  condition  that  there  shall  be  erected 
along  the  building  line  on  Navy  street  and  Park  avenue  a 
concrete  cubbing  not  less  than  12  in.  wide  and  12  in  in 
height,  with  but  three  openings  on  Park  avenue  not  more 
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than  12  ft.  wide  each,  with  curb  cuts  directly  in  front  of 
said  openings  not  more  than  14  ft.  wide  each;  that  there 
shall  be  erected  on  the  concrete  curbing  along  the  building 
line  concrete  posts  not  more  than  10  ft.  centers,  12  in. 
square,  connected  with  heavy  iron  chains,  said  posts  to  be 
not  less  than  4  ft.  6  in.  high,  or,  in  lieu  thereof,  a  heavy 
iron  picket  fence  not  less  than  4  ft.  6  in.  high ;  that  all 
pumps  shall  be  set  back  at  least  10  ft.  from  the  building 
line;  that  the  individual  garages  shall  be  placed  on  the 
westerly  lot  line  of  the  property ;  that  all  advertising  shall 
be  confined  to  the  globes  of  the  pumps ;  that  no  portable 
gasoline  tanks  shall  be  operated  outside  of  the  building  line; 
that  there  shall  be  erected  on  the  premises  a  one-story 
masonry  building  of  face  brick  or  architectural  terra  cotta 
with  stone  trim,  roofed  with  variegated  slate  or  Spanish 
tile,  approximately  10  ft.  by  15  ft.  in  area,  to  he  used  as  an 
office  for  the  business  conducted  on  the  premises ;  that  there 
shall  be  erected  along  the  southerly  and  easterly  lot  line 
a  wall  not  less  than  8  ft.  in  height,  finished  on  the  inside 
with  white  enamel  tile;  that  the  ten  (10)  individual  garages 
shall  be  constructed  of  masonry  throughout;  that  any  grease 
pits  erected  on  the  premises  shall  be  located  in  the  north¬ 
westerly  corner  of  the  property  in  a  building  of  masonry 
construction  of  the  same  design  as  the  office,  with  arched 
openings  for  entrance  and  exit  of  cars,  said  openings  to  be 


maintained  on  the  property  with  no  opening  in  northerly 
wall ;  that  all  permits  required  shall  be  obtained  within  six 
months  and  any  work  involved  shall  be  completed  within 
one  year  from  the  date  of  this  action. 

AREA  FIXED. 

(662-30-BZ) 

The  chairman  presented  and  read  a  communication  from 
Emil  Guterman,  requesting  the  hoard  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  premises 
37  Jackson  street  and  645-651  Lorimer  street,  Borough  of 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Jackson  street  from  Union  avenue  to  a 
point  200  ft.  east  of  Lorimer  street;  both  sides  of 
Lorimer  street  from  Skillman  street  to  a  point  400  ft. 
north  of  premises  in  question ;  also  the  south  side  of 
Withers  street  from  Lorimer  street  to  a  point  175  ft. 
west  of  Lorimer  street. 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  2,  1930. 

Present :  Temporary  Chairman  Connell,  Commissioners 

Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

369-30-A. 

APPELLANT — Thomas  J.  Donovan,  for  Nymco  Holding 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissinoer. 

PREMISES  AFFECTED— 27-33  West  23rd  street  and  8-12 
West  24th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Thomas  J.  Donovan. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


74-30-A. 

APPELLANT — Dipoline  Manufacturing  Co.,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 19  Fulton  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  William  A.  Blank  and  Henry  V. 
Silver. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(74-30-A) 


Whereas,  Frederick  J.  Hoffer,  for  Dipoline  Manufactur¬ 
ing  Co.,  lessee,  filed,  January  31,  1930,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  19  Fulton 
street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  14,  1930  (Order  No.  28862-LC),  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  for  the  storage  of  denatured  alco¬ 
hol,  etc.,  shows  that  the  following  must  be  done  before 
the  permit  requested  by  you  can  be  issued : 

“4.  Provide  an  approved  underground  storage  system 
for  the  storage  of  inflammable  oils  (acetone  and  Ben¬ 
zole).  Plans  and  specifications  to  be  filed  with  an  ap¬ 
proved  by  the  Fire  Department  before  work  of  installing 
tanks  is  commenced.” ; 


and 

Whereas,  the  premises  consist  of  two  buildings;  the  front 
building  is  non-fireproof,  one  story  in  height,  24  ft.  6  in.  by 
44  ft.  10  in.  in  area;  OCCUPIED  as  office  and  for  shipping 
lacquer,  3  persons ;  the  rear  building  is  fireproof,  one  story 
in  height,  11  ft.  10  in.  by  22  ft.  11  in.  in  area;  OCCUPIED 
for  the  manufacture  and  storage  of  lacquers,  2  persons; 
and 

Whereas,  appellant  contends  that  the  quantity  of  inflam¬ 
mable  material  noted  in  the  requested  permit  is  acetone, 
150  gallons ;  ethel  acetate,  50  gallons ;  denatured  alcohol,  50 
gallons;  benzol,  25  gallons;  that  when  received  (in  50  and 
30-gallon  steel  drums)  practically  all  of  the  materials  are 
put  into  process  for  the  manufacture  of  lacquer ;  that  the 
lacquer  is  stored  in  50-gallon  steel  drums  which  are  kept  in 
the  rear  building;  that  no  heat  is  used  in  the  process,  the 
mixing  being  done  by  hand;  and 

Whereas,  this  case  was  denied  by  the  board  on  April  15, 
1930,  and  reopened  by  the  vote  of  the  board  at  the  meeting 
held  on  November  18,  1930;  appellant  now  proposes  to  sub¬ 
divide  the  fireproof  vault  (located  on  the  rear  of  the  plot) 
so  that  the  storage  section  will  be  separated  from  the  manu¬ 
facturing  portion  of  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
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it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  100  gallons  of  ace¬ 
tone  and  25  gallons  of  benzol  and  250  pounds  of  cellulose 
acetate  and  not  more  than  two  50-gallon  steel  drums  of 
finished  product  shall  be  maintained  at  any  one  time;  that 
the  manufacture  and  storage  of  this  material  shall  be  con¬ 
fined  to  a  fireproof  vault  located  in  the  rear  of  the  premises, 
one  story  in  height,  with  an  area  of  11  ft.  by  22  ft.  11  in.' 
and  with  four  walls  unpierced  throughout  the  entire  height 
and  length,  excepting  one  doorway  opening,  equipped  with 
a  self-closing  tin-clad  door;  the  roof  to  be  of  reinforced 
concrete  with  openings  as  follows:  one  skylight,  approx¬ 
imately  4  ft.  by  6  ft.,  and  two  other  openings,  not  more  than  6 


in.  in  diameter ;  that  no  storage  of  any  of  the  raw  products 
or  finished  compound  shall  be  maintained  at  any  time  in  the 
shipping  building ;  also  there  shall  be  one  opening  at  the 
intersection  of  the  front  wall  and  floor,  not  more  than  6  in. 
in  diameter,  for  ventilating  purposes;  that  there  shall  be  no 
open  flames,  gas  or  light,  except  one  electric  light  enclosed 
in  vaporproof  protection  and  a  small  pipe  for  steam  heating 
purposes;  that  such  fire-fighting  appliances  as  the  fire  de¬ 
partment  directs  shall  be  installed  in  the  premises. 


Adjourned  3.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  2,  1930. 
Present :  I  emporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


RULES. 

281-22-SR. 

SUBJECT— Amendment  to  Standpipe  Fire  Line  Rules 
APPEARANCES— 

William  Conran,  A.  R.  Small  and  Judge  Alfred  J. 
Tally. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Amendment  to  Rule  31  adopted 
as  printed  on  page  976  and  action  on  the  balance  of 
proposed  amendments  laid  over  to  special  meeting  on 
Friday,  December  19,  1930,  at  2  p.  m. 

THE  VOTE  TO  ADOPT  AMENDMENT  TO  RULE  31- 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . *  0 

Absent  n 


89-27-SR. 

SUBJECT— Amendment  to  Rules  of  Procedure 
APPEARANCES— 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Amendments  to  Art.  II,  Sec.  2 
and  3,  Art.  VI,  Sec.  1  and  Art.  XI,  Sec.  1,  adopted 
as  printed  on  page  975,  below. 

THE  VOTE  TO  ADOPT  AMENDMENT  TO  ART.  II— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott . 4 

Negative  . . . ”  q 

Absent  .  q 

THE  VOTE  TO  ADOPT  AMENDMENT  TO  ART.  XI— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  n 


Adjourned  4.30  p.  m. 

William  J.  O  Gorman,  Secretary. 


RULES 


AMENDMENTS  TO  RULES  OF  PROCEDURE 


Adopted  by  the  board  of  standards  and  appeals  December 
2,  1930. 

(89-27-SR) 

ARTICLE  II— CASES  BEFORE  THE  BOARD. 

2.  Any  communication  purporting  to  be  an  application, 
appeal  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  and  shall  be  of  no  force  or  effect 
until  it  is  made  in  the  form  required  except  as  provided  in 
Art.  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  his 
application,  appeal  or  petition,  and  he  shall  be  required  to 
file  the  proper  form  and  furnish  all  necessary  data  within 
twenty  days  of  the  date  of  the  order  or  decision  appealed 
from  except  as  provided  in  Art.  VI. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Superintendent  of  Buildings  or  the 
Fire  Commissioner  or  from  any  rule  or  regulation  relating 
to  the  construction,  alteration,  structural  changes  in  equip¬ 
ment,  occupancy  or  use  of  any  building  or  structure,  under 
Section  719  of  the  Charter,  shall  be  entertained  unless  such 
appeal  is  filed  in  duplicate  on  Form  lA,  with  all  the  data 


required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions  may  'be  filed  in  duplicate  on  form  accom- 
pamed  by  a  written  description  of  the  premises  and  a  copy 

°u  11  £ L  °riler ,  or.  decision.  A  copy  of  such  written  appeal 
shall  be  filed  with  the  administrative  official  issuing  order 
or  decision.  What  constitutes  minor  orders  or  decisions 
shall  be  determined  by  the  board  or  chairman. 

ARTICLE  XI— TESTS. 

1.  In  any  case  in  which  the  Board  may  order  a  test 
of  any  material  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  the  rules  adopted  by  the  Board  for  such  material 
and  device,  tests  shall  be  conducted  under  the  supervision 
of  an  assistant  engineer,  in  the  presence  of  the  Chairman 
and  two  or  more  members  appointed  by  him,  and  the  result 
of  such  test  shall  be  reported  to  the  Board  in  writing,  or 
tests  may  be  made  of  materials  and  devices  by  a  recognized 
standard  testing  laboratory,  City  or  State  department.  The 
board  reserves  the  right  to  be  represented  at  these  tests. 
The  material  or  device  shall  not  have  the  approval  of  the 
Board  unless  the  report  be  favorable  and  adopted  by  four 
(4)  affirmative  votes,  and  the  Board  may  approve  such 
materials  or  devices  on  the  certified  report  of  such  laboratory 
City  or  State  Department. 
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AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


Adopted  by  the  board  of  standards  and  appeals  June -13, 
1930,  and  December  2,  1930. 

(281-22-SR) 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
There  shall  be  an  engineer,  superintendent  or  other 
person  in  charge  of  the  standpipe-fire  line  system  in  all 
buildings  exceeding  eighty-five  feet  in  height  who  shall  be 
registered,  and  submit  to  an  examination  in  the  Fire  Depart¬ 
ment.  Upon  evidence  of  fitness  to  properly  operate  and  main¬ 
tain  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
that  effect.  The  certificate  shall  contain  the  full  name  and 
a  small  photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
exceeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 
ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept 
in  perfect  working  order,  and  at  least  once  a  month  the 
person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 


He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
fifty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe.  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 

Rule  31.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron  body 
brass  mounted,  or  cast  steel  designed  in  accordance  with 
specifications  of  the  American  Society  of  Mechanical  Engi¬ 
neers,  gate  valves  shall  be  of  Outside  Stem  &  Yoke  type, 
and  shall  be  located  in  an  accessible  position.  All  such  emer¬ 
gency  control  valves  6  inch  and  larger  shall  be  of  the  by-pass 
type,  except  that  emergency  control  valves  when  required  in 
standpipe  (fire)  line  systems  may  be  of  approved  hydraulic¬ 
ally  controlled  type. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  December  16,  1930,  at  2.30  p.  m.,  Room  1013,  Munic¬ 
ipal  Building,  on  proposed  amendments  to  “Standpipe” — “Fire 
Line”  Rules. 

Matter  in  italics  is  new.  Matter  in  [  ]  to  be  omitted. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
least  20  feet  above  the  level  of  the  roof.  When  the  area 
of  a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  -ft.  above  the  level 
of  the  pent  house  roof.  [In  existing  standpipe  equipment 
the  bottom  of  the  gravity  stands’ ne  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story.] 

Rule  91.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Com¬ 
missioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  -be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner,  and  ex¬ 
cept  that  all  such  fire  line  systems  shall  have  or  be  provided 
with  the  following : 

1.  Roof  gravity  tank  shall  have  a  reserve  of  approxi¬ 
mately  3,500  gallons  for  fire  line. 

[2.  The  bottom  of  the  gravity  tank  shall  be  not  less  than 
20  feet  above  the  hose  outlet  in  the  highest  story.] 

3.  A  4-inch  emergency  drain  with  gate  valve. 

4.  House  lines  taken  from  outside  of  tank. 

5.  Tank  properly  heated  and  provided  with  overflow 
line. 

6.  Tank  shall  not  be  fed  through  fire  line. 

7.  Tank  to  be  fed  at  not  less  than  65  gallons  a  minute 
by  pump  or  direct  city  connection. 


8.  An  iron  ladder  of  substantial  construction,  properly 
braced,  extending  to  top  of  tank. 

9.  At  least  one  gate  valve  at  the  downstream  side  of 
tank  check  unless  a  gate  valve  has  been  installed  on  either 
side  of  check. 

10.  Hose  valves  and  hose  not  less  than  2l/2  inches  in 
good  serviceable  condition.  No  automatic  hose  valves  per¬ 
mitted. 

11.  Wheel  of  hose  valve  within  6  ft.  6  in.  of  stair  land¬ 
ing  or  of  steps  within  2  ft. 

12.  An  open  or  automatic  ball  drip  between  the  Siamese 
check  and  Siamese. 

13.  Approved  3  in.  x  3  in.  Siamese,  with  approved  caps. 

14.  The  words  “STANDPIPE”  cast  in  the  body  of 
the  valve,  or  on  metal  plates  secured  to  Siamese  riser,  or 
secured  to  face  of  building  behind  the  Siamese. 

15.  The  Siamese  street  riser,  wall  collars  and  caps  painted 
a  Fire  Department  red. 

16.  Outlet  pressure  reducers  on  all  hose  outlet  valves 
where  the  pressure  exceed  50  lbs.  per  square  inch. 

17.  In  factory  or  other  buildings  of  hazardous  use,  where 
the  fire  lines  are  not  within  a  protected  stair  enclosure  and 
may  be  subjected  to  fire  exposure  because  of  such  location, 
they  shall  be  protected  by  asbestos  covering,  wire  lath 
and  cement,  or  -terra  cotta  blocks  as  described  in  these 
rules. 

18.  Fire  lines  shall  be  protected  from  freezing  as  speci¬ 
fied  in  these  rules. 

19.  The  tank  shall  be  provided  with  a  high  and  low 
water  electric  alarm,  except  where  there  is  an  automatic 
filling  pump  installed. 

20.  The  bonnets  or  caps  of  all  Siamese  or  tank  check 
valves  which  have  been  in  the  fire  lines  for  at  least  ten 
years,  where  practicable,  shall  be  removed  and  the  interior  of 
valve  cleaned  of  all  rust  or  other  accumulations.  The  lxxly 
of  the  valley  shall  then  be  given  a  good  coat  of  red  lead  and 
linseed  oil. 
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FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
( 17°°)  degrees  Fahrenheit  without  the  passage  of  flame 
and  with  a  maximum  temperature  rise  to  four  hundred 
(40°)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Jolsted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repait  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2^4)  inches  of  1:2^3 :5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  {%)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2JA)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations: 

,  (a)  One-half  (k£)  inch  plaster  boards,  or  three- 
eighths  (}i)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
.  with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  ($£)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 
nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (16)  inches  on  centers,  or  nailed  to  furring 


wj;en  the  floor  beams  afe  more  than  sixteen 
lioj  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 

JnUntl  ?Cr  JqU?r,_e  ^ard>  attached  to  furring  strips 
»  d  plastered  with  Portland  cement  mortar  at  least 
three-quarters  ($4)  inch  thick. 

Rule  6.  Attachment  to  Ceiling.  Fire-retarding  ceil- 

vehicle"  reDai?rsehrn  buildin^  used  as  garages,  motor 
tach  e;,ePa'r^OPS  °J  011  selhnS  stations  shall  be  at- 
as  todml??d  floor.  beams  and  girders  in  such  manner 
w  ,11  Tuan  a'r  space  between  the  wood  beams 

the^ protective  coat™  Sha"  b'  SeaS°"ed  before  applyi"« 
Rule  6.  Openings  in  Fire-Retarding  Floors  Pines 

with°mdlI,t1S  P3SS  throuSh  floors  sha11  ^  fitted 

of  hr^A  t-h^blC\and  made  watert,ght  for  a  height 
ot  three  (3)  inches  above  the  floor.  s 

in  Ain  l'  C0l’nnS-\J.An  structural  Posts  and  columns 
”°n~fireproof  buildings  required  to  be  fire-retarded 

fied  for  pr?,tected  wit.h  the  fire-retarding  materials  speci¬ 
fy  mater tbese  rules,  or  with  any  of 
*aIS  accepted  in  ^reproof  construction;  except 

aJ  ;  °  3ir  space  shaI1  not  be  required  around  steel  or 
cast  iron  columns. 

inh^I^fA  n£cessary  ,for  protection  against  mechanical 
SJE’  i\e  fire:re.tard,ng  protection  on  columns  shall  be 

with  No  4°TT  qC,ght  °f  five/5)  feet  from  the  ground 
W1r>  »  °‘  4  .  S.  gauge  metal. 

.  „  6  8\  <?rders-  ,.A11  R'rders  in  non-fireproof  build- 

mgs  required  t°  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
m  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

^.u*e,  9tl  .^liaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire- 
Pr°  .  .  fl°or  construction,  and  when  unfilled  wood  stud 

Purittt,unS£are  USed’  the.  space  between  the  floor  beams 
shall,  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  tl6)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (Vd)  of  an  inch  thick: 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (Zi)  inch  wood  sheathing, 
one-half  ( V* )  inch  plaster  hoards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (7/H)  inch  wood  sheathing 
two  thicknesses  of  one-quarter  D4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  iacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the.  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No 
*6  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams 


APPROVED  APPLIANCES 

Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  A  o. 

A.  B.  C.  Oil  Burner . 

A.  B.  C.  Oil  Burner,  Type  H . 

Aetna  Automatic  Oil  Burner . 

Aladdin  Oil  Burner . 

Alexander  Oil  Burner . 

Arcoil  Heat  Machine . 

Baker  Automatic  House  Heating  Burner . 

Baker  Oil  Burner,  Model  L,  Gun  Type . 

Ballard  Super  Domestic  Oil  Burner . 

Bayard  Domestic  Fuel  Oil  Burner . 

Berggren  Oil  Burner . 

Bettendorf  Oil  Burner . 

Braden  Automatic  Fuel  Oil  Burner . 

Caloroil  Burner — Type  AA . 

Carborundum  Burner . 

Carter-Korth  . 

Century  Oil  Burner . 

Challenger  Kleen  Heat  Burner,  Series  No.  100 

Combustion  Fuel  Oil  Burner . 

Combustion  Fuel  Oil  Burner,  Type  B . 

Commonwealth  Oil  Burner . 

Crescent  Oil  Burner . 

Crown  Oil  Burner,  Type  XA . 

Crystal  Blue  Flame  Oil  Burner . 

Dahl  Vaporizing  Oil  Burner . 

Dist-o-matic  Oil  Burner . 

Doherty  Oil  Burner . 

Eisler  Automatic  Oil  Burner . 

Electrol  Automatic  Oil  Burner . 

Electromatic  Oil  Burner . 

Espo  Oil  Gas  Burner . 

Faultless  Oil  Burner . 

Fluid  Heat  Domestic  Oil  Burner,  Type  O.... 

Foster  Oil  Burner . 

Franklin  Domestic  Oil  Burner . 

Fuelo  Oil  Burner . 

Gar  Wood  Oil  Burner . 

Gill  Oil  Burner . 

Goodspeed  Automatic  Oil  Burner . 

Gulf  Oil  Burner . 

Hardinge  Oil  Burner  and  Pump  Set . 

Hart  Automatic  Oil  Burner . 

Hart  Automatic  Oil  Burner,  Model  Series  “DO” 

Heatiator  Oil  Burner . 

Hercules  Oil  Burner . 

Holby  Type  A  Fuel  Oil  Burner . 

Homer  Domestic  Oil  Burner . 

Improved  Kres-Kno  Oil  Burner . 

International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner.... 

Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

Kleen  Heet  Oil  Burner . 


Name  of  Burner  Calendar  No. 

Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Model  “G”  Nokol  Burner .  801-28-SA 

Morrissey  Oil  Burner .  673-27-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Process  Oil  Burner .  1071-27-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Heater .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Pascoe  Oil  Burner  and  Pump  Set .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Burner,  Model  O .  78-28-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rickard  Oil  Burner .  1011-27-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  56-28-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-SA 

Stroud-in-the-Door  Burner .  129-27-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Super  Automatic  Oil  Heater  Model  SSH .  7,^5-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Torridheat  Oil  Burner .  63-28-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  451-26-SA 

Victory  Oil  Burner .  320-30-SA 

/olcano  Automatic  Oil  Burner.. .  556-29-SA 

Wayne  Oil  Burner  Pump  and  Fan  Set .  1155-25-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-SA 

Winslow  Industrial  Burner .  19-25-SA 


1295-24-SA 

684-29-SA 

1547-23-SA 

298-26-SA 

65-28-SA 

632-26-SA 

1323-22-SA 

404-29-SA 

939-24-SA 

1184-22-SA 

764-26-SA 

731-28-SA 

322-30-SA 

1361-24-SA 

571-29-SA 

54-30-SA 

157-28-SA 

813-28-SA 

1105-22-SA 

295-29-SA 

348-28-SA 

222-29-SA 

426-29-SA 

423-29-SA 

915-26-SA 

663-28-SA 

943-26-SA 

481-27-SA 

259-25-SA 

603-29-SA 

1431-23-SA 

493-24-SA 

1094-27-SA 

715-26-SA 

560-26-SA 

47-30-SA 

373-30-SA 

1231-23-SA 

957-27-SA 

382-26-SA 

813-25-SA 

1162-24-SA 

595-29-SA 

1346-23-SA 

510-29-SA 

688-29-SA 

1211-25-SA 

591-29-SA 

1305-24-SA 

938-22-SA 

852-26-SA 

846-25-SA 

62-24-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27- A  13-16  Central  Park  West,  Manhattan. 

ll031-2i-A  20-28  West  72nd  street,  Manhattan. 

1032-27-A — 242-248  West  76th  street,  Manhattan. 

374-29-A— 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

f  799-22-SA  Kennell  Gas  Cut-Off  Valve,  approval  of. 

H73-22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sy»- 
tems,  approval  of. 

1249-22-S A — Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

1 125-23-S A — Packless  Gas  Shut-Off  Valve,  approval  ol. 

12i-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-S A  Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275  23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga< 
Shut-Off  Valve,  approval  of. 

2<9-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 

of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 


484-26 

890-26- 


110-27 

187-27- 

537-27- 

814-27- 

955-27- 

977-27 

1162-27 

213-28- 

511-28 

712-28 

765-28- 

958-28- 

42-29 

380-29 

421-29 
535-29 

195-30 

231- 30 

232- 30- 

260-30 
291-30 

315-30 


SA  Protectoseal  Cover,  approval  of. 

SA-Pyrolithic  Floor  and  Ceiling  Construction,  ap- 
proval  of.  v 

SA— Wilbur  Extinguisher,  approval  of. 

SA-Keenan  Gas  Shut-Off  Valve,  approval  of. 

SA-Leader  Gas  Shut-Off  Valve,  approval  of. 

SA  Elkhart  Flush  Type  Siamese,  approval  of 

^A~Cooks  Automatic  Oil  Burner,  approval  of. 

SA  Romec  Rotary  Pump,  approval  of. 

SA  Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

SA— Ford  Automatic  Pressure  Regulating  Valve 
approval  of. 

SA— Genuine  Detroit,  Type  “S,"  Anti-Syphor 
Valve,  approval  of. 

SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

SA  Keuka  Oil  Burner,  approval  of. 

'SA— N.  D  T.  Fire  Gong  Control  Panels,  approval 

-SA— Safe-Way  Outlet  Pressure  Reducing  Valve 
approval  of.  ' 

'^A  Kennedy  2^2-Inch  Hose  Outlet  Valve  Tyne 
“A,”  approval  of.  ’ 

S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

-SA— Croker  2^-Inch  Pressure  Reducing  Valve  ap¬ 
proval  of.  ’  y 

-SA— Simplex  Water  Pressure  Reducing  Valve  ap¬ 
proval  of.  ’  y 

■SA— Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 
let  Valve,  approval  of. 

SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 
let  Valve,  approval  of. 

“SA  Scranton  Steam  Pumps,  approval  of. 

-SA  Dempsey  No.  4  Type  Fuel  Oil  Burner  ap¬ 
proval  of.  v 

USA  Shill  Oil  Burner,  approval  of. 


952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1248  23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

402 - 24- S A — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

016-24-SA — Milnes  Oil  Burner,  approval  of. 

1 42-24-S A — Decker  Oxohydrogen  Oil  Burner,  approval  of 
359-24 -S A— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of 
500-24- S A — Smolensky  Check  Valve,  approval  of. 

263- 25-SA  —  Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

264- 25-SA — Koerting  Gear  Pump,  approval  of. 

346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26-SA — Signal  Weatherproof  Bells,  approval  of. 

364-26-SA — Kork-n-Seal.  approval  of. 

397-26-S A — W"”'hine,on  Triplex  Vertical  Power  Pump, 
approval  of. 


359-30-SA— Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

367-30-SA— Kreager  Oil  Burner,  approval  of. 

372-30-SA— International  Mechanical  Draft  Oil  Burner  ap¬ 
proval  of.  ’ 

3 9 4-3 0- S A  The  Oronoque  Oil  Burner,  approval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P  A  ap¬ 
proval  of.  ’ 

518-29-SA — New  Perfection  Oil  Burner,  Type  “C  ”  ap¬ 
proval  of.  '  ’  y 

563-30-SA—  Shepard  Oil  Burner,  approval  of. 

600-30-SA— Silent  Glow  Oil  Burner,  Model  G,  approval  of. 

612-30-SA— Victor  Oil  Burner,  approval  of. 

624-30-SA— Sunway  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com - 
imttee  reports of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record 
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DISPOSITION  OF  CASES. 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  December  3,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installation* . 

Requests  for  approval  of  plans . 

Administrative  requests . 

Requests  for  interpretation . 


392  Withdrawn 
Dismissed  . 

Denied  . . . 

Granted  .. 

Granted  on  condition . 

Appliances  approved . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded . 

Miscellaneous  Actions. 

219  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

13  Requests  to  amend  granted . 

Requests  to  amend  denied . 

54  Requests  for  modification  granted . 

Requests  for  modification  denied . 

3  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

72  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

4  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

35  Plans  approved . 

Plans  disapproved . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . . 

1  Interpretations  . . . 

Requests  withdrawn  or  dismissed . 


165 

38 

189 

2 

313 

28 

6 

2 

0 


179 

31 

12 

1 

40 

13 

3 
0 

71 

1 

4 
0 
0 
0 

35 

0 

0 

0 

1 

10 


Total  . 
Disposed  of 


1569  Total 

1144 


Cases  pending  December  3,  1930 


425 


1144 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third.  That  no  plea  of  ignorance  of  the  date  of  the 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given— 
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Call  of  Clerk’s  Calendar. 
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Minutes  of  Regular 
10  A.  M. 

Meeting, 
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9, 
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Notice  of  Public  Hearing  on  Amendment  to  “Stand- 
pipe”-“Fireline”  Rules. 

Amended  “Standpipe”-“Fireline”  Rules. 

Amended  Rules  of  Procedure. 

Rules  for  Smoking  in  Factories. 

Reserve  Calendar. 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk's  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  December  16, 
1930,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  23,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  cr  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  ( either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli- 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HENRY  L.  CONNELL,  Temporary  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  December  10,  1930. 


Cal.  No.  Department.  Premises  Affected. 

726-30- A . B.BjM _ 46  W.  98th  st.,  Man., 

_  Alt.  2339-30 


725-30- A . F.D . 58-64  W.  40th  st.,  Man., 

_  F-75004 

724-30-S . F.D . 135  Plymouth  st.,  northeast  cor¬ 

ner  of  Adams  st.,  Bklyn., 

- -  L.  D.  78969 

723-30- A . F.D . 22-30  to  22-42  119th  st.,  College 

-  Point,  Q.,  F-73746 


722-30-S . F.D . 1156-1158  Southern  blvd.,  Bx., 

- -  L.  D.  79784 

721-30- A . B.B.M. .  ..8-10  W.  36th  st.,  Man., 

-  Decision,  Cert,  of  Occupancy 


720-30-A . F.D . South  side  of  Gun  Hill  road, 

from  Bainbridge  ave.  to  Steu- 

-  ben  ave.,  Bx.,  L.  F.  79133 

719-30-BZ . B.B.Q. ..  .Roosevelt  ave.,  northwest  corner 

of  73rd  st.,  Woodside,  Q., 

- —  N.  B.  6576-30 

Restored  to  Calendar. 

272-19-A . F.D . Northwest  corner  of  Clinton  & 

Bryant  sts.,  Bklyn., 

-  52244-C 

203-28-BZ . B.B.Bx. . .  1801  University  ave.,  northwest 

corner  of  Tremont  ave.,  Bx., 

-  Alt.  50-1928 

35-30-BZ . B.B.B....102  Tapscott  ave.,  Bklyn., 

-  App.  18766-29 

201-30-BZ . B.B.Q _ 28-12  31st  st.,  L.  I.  C.,  Q., 

-  N.  B.  615-30 


CODE. 

I'  L> . Fire  Department 

il.D . Health  Department 

B  B.B . Bureau  of  Buildings,  Brooklyn 

B.B  .M . Bureau  of  Buildings,  Manhattan 

B  B.Q . Bureau  of  Buildings,  Queens 

BBK  . Bureau  of  Buildings,  Richmond 

B  M.Bx . Bureau  of  Buildings,  Bronx 

I'  II  !>  . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  16,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

571-30-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Frank  C.  Colyer, 
lessee. 

PREMISES — 769  St.  Marks  avenue  and  123-147  New 
York  avenue,  northeast  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  basement  story  of  an 
existing  apartment  house  from  dwelling  to  business 
use  (restaurant). 

591-30-BZ. 

APPLICANT — Samuel  A.  Potter,  for  Bragaw  Land  Corp., 
owner. 


PREMISES — Northwest  corner  of  Queens  boulevard  and 
39th  place  (Bragaw  street),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

510-30-BZ. 

APPLICANT — Lee  Samenfeld,  for  Fannie  Katz,  owner. 

PREMISES' — 102  West  144th  street,  south  side,  100  ft.  west 
of  Lenox  avenue,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  the 
occupancy  of  an  existing  building  from  a  conform¬ 
ing  use  to  a  motor  vehicle  repair  shop. 

145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfeld, 
owner. 

PREMISES — South  side  of  East  164th  street,  from  Walton 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residence  building,  the  cellar  to  be  used 
in  part  for  business  purposes  (withdrawn  on  July 
1,  1930;  reopened  November  25,  1930), 

274-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Ninety  Butler  Street 
Corp.,  owner. 

PREMISES — 86-90  Butler  street,  south  side,  250  ft.  east  of 
Smith  street,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  garage  and  factory 
building  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (denied  on  September  16, 
1930;  reopened  November  25,  1930). 

1460-23-BZ. 

APPLICANT — McCooey  &  Conroy,  substituted  for  Wil¬ 
liam  F.  Doyle,  for  Brooklyn  Realty  Corp.,  owner. 

PREMISES — 1239-1249  Coney  Island  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  (amendment  and  modification  of  the  orig¬ 
inal  resolution), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station  (previously  granted 
by  the  board,  under  section  7e  of  the  building  zone 
resolution,  for  a  garage). 


DECEMBER  16,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

138- 30- A — 383  Fifth  avenue,  Manhattan. 

139- 30-A — 181  Broadway,  Manhattan. 

140- 30-A — 20  West  38th  street,  Manhattan. 

104-30-A — 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner,  Brooklyn. 

328-30-A — 2306  Decatur  street,  Brooklyn. 

470-30- A — 279-283  Broadway  and  57  Reade  street.  Man¬ 
hattan. 

177-30- A — 600-602  West  28th  street  and  269-275  11th  ave¬ 
nue,  southwest  corner,  Manhattan. 

110-30-A' — 43-49  West  22nd  street  and  56-62  West  23rd 
street,  Manhattan, 


982 


CALENDAR 

I  -  _ 


94-30-A — 16-18  East  43rd  street  and  13  East  42nd  street, 
Manhattan. 

93-30-A — 141  West  42nd  street  and  138-142  West  43rd 
street,  Manhattan. 

324-30-A — 428-436  Greenwich  street,  Manhattan. 

360-30- A — 605-607  West  49th  street,  600-624  West  50th 
street  and  691-699  11th  avenue,  Manhattan. 

391-30-A — 127  Beekman  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
16,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  766-28-BZ — Application,  October  3,  1928;  reopened 
January  28,  1930,  under  sections  7e  and 
and  21  of  the  building  zone  resolution,  of 
McCooey  &  Conroy,  applicants,  on  be¬ 
half  of  Parkway  Center  Building  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously 
withdrawn)  ;  premises  822-838  East  New 
York  avenue,  south  side,  100  ft.  west 
of  Schenectady  avenue,  Brooklyn. 

cal.  no.  468-30-BZ— Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

cal.  no.  39-30-BZ — Application,  January  21,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Charles  Bennett,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  483-503  Fenimore 
street,  north  side,  100  ft.  west  of 
Brooklyn  avenue,  Brooklyn. 

cal.  no.  545-30-BZ — Application,  August  12,  1930,  under 
section  21  of  the  .building  zone  resolu¬ 
tion,  of  Frederick  A.  Meyer  and  Henry 
F.  Meyer,  applicants  and  owners,  to  per¬ 
mit  in  a  residence  use  district  the  ex¬ 
tension  of  an  existing  business  use,  per¬ 
mission  to  maintain  which  was  granted 
by  the  board  under  Cal.  No.  968-24-BZ; 
premises  1922  Kings  highway,  south 
side,  85  ft.  4  in.  west  of  Ocean  avenue, 
Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


DECEMBER  16,  1930,  2  P.  M. 

Appeals  from  Administrative  Orders. 

483-30- A — 72  Atlantic  avenue,  Brooklyn. 

485-30-A — 2812-2816  Mermaid  avenue,  Brooklyn. 
487-30-A— Southwest  corner  of  15th  street  and  Eighth 
avenue,  Whitestone,  Borough  of  Queens. 
490-30-A — 279  Graham  avenue,  Brooklyn. 


500-30-A — 263-265  Court  street,  southeast  corner  of  Butler 
street,  Brooklyn. 

512-30- A — 136  West  42nd  street,  Manhattan. 

150-30-A — 1-7  Wall  street,  72-86  Broadway  and  1-11  New 
street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  December 
16,  1930,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cat  •  no.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  645-30-BZ — Application,  October  23,  1930,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Henry  Kaufman  and  B.  C.  Col- 
lada,  applicants,  for  Shergrove  Realty 
Corp.,  lessee,  to  permit  in  a  residence 
district,  extending  from  an  unrestricted 
district,  the  extension  of  business  uses 
previously  granted  by  the  board;  prem¬ 
ises  139-141  Washington  place  and  80 
Grove  street,  northeast  corner,  Manhat¬ 
tan. 

cal.  no.  744-28-BZ — Application,  September  20,  1928;  denied 
February  26,  1929  ;  reopened  November 
11,  1930,  of  Philip  J.  Sinnott,  applicant, 
on  behalf  of  Emil  S.  Levi,  owner  (Mon¬ 
toya  Realty  Corp.,  previous  owner),  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores)  ;  premises  northeast  corner 
of  Longfellow  avenue  and  East  173rd 
street,  The  Bronx. 

CAL.  NO.  362-30-BZ— Application,  May  28,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Bartsch’s  Garage,  Inc.,  owner, 
to  permit  in  a  residence  use  and  “C” 
area  district  the  erection  and  mainte¬ 
nance  <4  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  the  omission  of  the  rear  yard  re¬ 
quired  under  the  zone  resolution ;  prem¬ 
ises  360-362  East  29th  street,  west  side, 
229  ft.  7  in.  north  of  Avenue  D,  Brook¬ 
lyn. 

cal.  no.  469-30-BZ — Application,  July  3,  1930,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Christopher  C.  McGrath, 
applicant,  on  behalf  of  Richard  Schimick, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Waterbury  avenue  and  East¬ 
ern  boulevard,  The  Bronx. 

cal.  no.  522-30-BZ— Application,  July  31,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  W.  Byrnes,  applicant,  on  be¬ 
half  of  Protective  Mortgage  Co..  Inc., 
owner,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  part  of 
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an  existing  dwelling  from  residence  to 
business  use  (store)  ;  premises  166  Kane 
street,  Brooklyn. 

cal.  no.  565-29-BZ — Application,  September  16,  1929;  denied 
by  the  board  on  January  24,  1930;  re¬ 
opened  November  5,  1930,  under  section 
21  of  the  building  zone  resolution,  of 
J.  Harlen  O’Connell,  substituted  for 
Morania  Sales  Co.,  as  applicant,  on  be¬ 
half  of  Relton  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  226-02  to  226-08 
Merrick  road  and  134-11  226th  street, 
southeast  corner,  Laurelton,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


FRIDAY,  DECEMBER  19,  1930,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

281-22-SR — Standpipe  Fire  Line  Rules.  Amendment  to 
Rule  21,  Elevation  of  Tank. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  portion  of  an  existing  build¬ 
ing  from  residence  use  to  business  use  (funeral 
parlor). 

595-30-BZ. 

APPLICANT — Bly  &  Hamann,  for  Diamond  Evangelista, 
owner. 

PREMISES — 2476-2488  Coney  Island  avenue  and  903-913 
Avenue  V,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

337-28-BZ. 

APPLICANT — William  J.  Shuttleworth,  owner. 

PREMISES — Southwest  corner  of  Liberty  avenue  and  Red¬ 
ding  street,  Woodhaven,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop,  which  was  granted  by  the 
board  on  December  4,  1928  (reopened  on  December 
2,  1930;  re  extension  of  the  temporary  permit  for 
another  period  of  two  (2)  years). 


CALL  OF  CLERK’S  CALENDAR 


DECEMBER  23,  1930,  10  A.  M. 


TUESDAY,  DECEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

370-30-BZ. 

'nn  ^ a  ^  Teter  M.  Coco,  for  John  T.  Watson,  owner. 

PREMISES  173-02  to  173-04  Nassau  boulevard,  61-05 
173rd  street  and  61-06  Fresh  Meadow  road,  south 
side  of  Nassau  boulevard,  between  Fresh  Meadow 

A  DDT  173r<?  street’  Flushing,  Borough  of  Queens. 

Ai  PLICA  1  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


496-30-BZ. 

All  LI  CANT  M.  Harvey  Smedley,  for  Cranford  Coal  & 
Land  Co.,  owner. 

PREMISES— Southeast  corner  of  182nd  place  and  Jamaica 
avenue,  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

515-30-BZ. 

APPLICANT— Emil  Guterman,  for  Anastasia  McArdle 
owner. 

PREMISES  129-15  to  129-23  Jamaica  avenue,  northeast 
corner  of  Ambrose  street,  Richmond  Hill,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop  and,  also,  the  installa¬ 
tion  of  a  gasoline  service  station. 

543-30-BZ. 

APPLICANT— Peter  J.  Hughes,  for  Mary  M  Hughes 
owner.  '  ’ 

PREMISES  48-60  45th  street,  northwest  corner  of  50th 
avenue,  Woodside,  Borough  of  Queens. 


Appeals  from  Administrative  Orders. 

573-30-A — 80  Grove  street  and  139-141  Washington  place, 
northeast  corner,  Manhattan. 

5 16-30- A — 1125  Grand  concourse  and  1126  Walton  avenue, 
The  Bronx. 

525- 30- A — 289  9th  street  and  262-284  8th  street,  Brooklyn. 

526- 30-A — 162-166  16th  street,  Brooklyn. 

536-30-A — 1410  Broadway  and  120  West  39th  street,  south¬ 
east  corner,  Manhattan. 

553-30-A — 603-635  West  132nd  street  and  604-634  West 
133rd  street,  Manhattan. 

565-30-A — 13-15  West  20th  street,  Manhattan. 

333-30-A — 33-43  East  33rd  street,  Manhattan. 

272-19-A — Northwest  corner  of  Bryant  &  Clinton  streets,  I 
Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
23,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  731-29-BZ — Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street.  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  351-30-BZ — Application,  May  23,  1930,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  A.  Lacerenza,  ap¬ 
plicant,  on  behalf  of  James  Aqunvella. 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  205 
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Rockaway  avenue,  southeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  540-30-BZ — Application,  August  7,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Peter  Fiore,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  an  unrestricted  district,  the  erection 
and  maintenance  of  garages  for  the 
storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  sta¬ 
tion  ;  premises  southeast  corner  of  East 
147th  street  and  Southern  boulevard,  The 
Bronx. 

cal.  no.  548-30-BZ' — Application,  August  13,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Maurer  &  Kern,  Inc., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  an  auto 
laundry  and  grease  pits  and  a  gasoline 
service  station ;  premises  1344-1372  Rem- 
sen  avenue,  northwest  corner  of  Avenue 
K,  Brooklyn. 

cal.  no.  560-30-BZ — Application,  August  25,  1930,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Victor  Mayper,  applicant,  on 
behalf  of  Rector  Church  Wardens  and 
Vestrymen  of  Trinity  Church  of  New 
York  City,  owner,  to  permit  in  a  resi¬ 
dence  district,  extending  from  an  unre¬ 
stricted  district,  the  erection  and  main¬ 
tenance  of  a  business  building;  premises 
22  Clarkson  street,  264  West  Houston 
street  and  388-402  Hudson  street,  Man¬ 
hattan. 

cal.  no.  566-30-BZ — Application,  August  29,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  H.  Weekes,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop ;  premises  222- 
04  Jamaica  avenue,  southeast  corner  of 
222nd  street,  Queens  Village,  Borough 
of  Queens. 

cal.  no.  574-30-BZ — Application,  September  5,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  'behalf  of  William  Halpert,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  2243-2247  Pitkin 
avenue,  northwest  corner  of  Hendrix 
street,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


DECEMBER  23,  1930,  2  P.  M. 

Petitions  for  Variations. 

511-30-S — 261  Pearl  street,  Manhattan. 

547-30-S — 358-372  West  31st  street  and  362-370  Ninth  ave¬ 
nue,  Manhattan. 

552-30-S — 40-42  West  17th  street,  Manhattan. 

554-30-S — 56  West  31st  street,  Manhattan. 

562-30-S — 719  Hart  street,  Brooklyn. 

521-30-S — 33-35  West  46th  street,  Manhattan. 

584-30-S — 108-110  West  25th  street,  Manhattan. 

532-30-S — 203-209  West  146th  street,  Manhattan. 


449-30- S— 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

Appliance  Submitted  for  Approval. 

53a-29-SA — Croker  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


TUESDAY,  DECEMBER  30,  1930,  AT  2  P.  M. 

Building  7.one  Cases. 

393-30-BZ. 

APPLICANT— Edward  L.  Kelly,  for  Civic  Realty  Corp 
owner. 

PREMISES*  219-02  to  219-12  Horace  Harding  boulevard 
(.Nassau  boulevard),  southeast  corner  of  219th 
street,  Bayside,  Borough  of  Queens 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

594-30-BZ. 

APPLICANT— Hamill,  Weinberg  &  Munro,  for  Wart 
Realty  Co.,  owner. 

PREMISES  202-218  East  55th  street  and  211-213  East 
54th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  on  the  second  story  of 
an  existing  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

606-30-BZ. 

APPLICANT  A.  O.  Lynas,  for  Carpenter  Madison  Corp., 
owner. 

PREMISES— 515-517  Madison  avenue  and  31-41  East  53rd 
a  street,  northeast  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  and  partly  in  a  retail 
use  district,  the  erection  and  maintenance  of  a  build¬ 
ing  having  an  occupancy  throughout  of  25  per  cent 
of  the  floor  area  for  manufacturing  purposes. 

610-30-BZ. 

PREM\sEST^iUi\A1Irendinger’  f°r  0tt°  Curth-  owner‘ 
rKL^iiviiblLS  63-71  Saratoga  avenue  and  832-840  Macon 

street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 

zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  of  an 
additional  story  on  an  existing  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

35-30-BZ. 

DDvPC’ANT~Elizabetl1  Jackman,  owner. 

1  REMISES  102  Tapscott  avenue,  west  side,  31  ft  554  in 
.  „„„  south  of  East  93rd  street,  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
hve  (o)  motor  vehicles,  also  a  motor  vehicle  repair 
shop  and  a  gasoline  service  station. 

203-28-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Tremune  Realty 
Lorp.,  owner. 

PREMISES— 1801  University  avenue,  northwest  corner  of 
Tremont  avenue,  The  Bronx 

A  UCresdu?Rn,  SeCti°n  21  °f  the  building  zone 
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TO  PERMIT  in  a  residence  district  the  alteration  and 
conversion  of  occupancy  of  portion  of  an  apartment 
building  from  dwelling  to  business  use  (stores) 
(previously  denied;  reopened  on  December  9,  1930). 

201-30-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Harriet  Haber 
and  W.  B.  Co.,  owners. 

PREMISES — 28-12  31st  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously  denied  for  a 
garage  and  gasoline  station ;  reopened  on  December 
9,  1930). 

605-30-BZ. 

APPLICANT — William  Richter,  for  Nick  Porzie,  owner. 

PREMISES — 172-174  Woodbine  street,  south  side,  100  ft. 
east  of  Central  avenue,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  use  district  the  erection  and 
maintenance  of  ten  (10)  individual  garages,  space 
rented  to  persons  not  residing  on  the  premises. 


JANUARY  6,  1931,  10  A.  M. 

Appeals  from  Administrative  Orders. 

523-30-A — 247-253  Water  street,  Brooklyn. 

546-30- A — Block  bounded  by  West  252nd  street,  West  253rd 
street,  Albany  Post  road  and  Fieldston  road, 
Riverdale,  The  Bronx. 

577- 30-A — Pier  foot  of  North  4th  street,  Brooklyn. 

578- 30-A — Pier  foot  of  North  5th  street,  Brooklyn. 

581- 30-A — 142  Fifth  avenue,  northwest  corner  of  West 

19th  street,  Manhattan. 

495-30-A — 467-477  First  avenue,  Manhattan. 

529-30-A — 611-621  Broadway,  northeast  corner  of  West 
Houston  street,  Manhattan. 

539-30-A — 215  West  57th  street,  Manhattan. 

567-30-A — 422-430  East  53rd  street,  Manhattan. 

579- 30-A — 364-370  Canal  place  and  231-233  East  141st 

street,  northeast  corner,  The  Bronx. 

582- 30-A — 1415-1419  Utica  avenue,  Brooklyn. 


JANUARY  6,  1931,  2  P.  M. 

Petition  for  Variation. 

570-30-S — 309-321  West  66th  street,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  9,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  December  2,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
December  2,  1930,  and  the  minutes  of  the  special  meeting  of 
the  board  held  on  Tuesday  afternoon,  December  2,  1930, 
were  approved  as  printed  in  Bulletin  No.  49,  Vol.  XV. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
333-30- A. 

APPELLANT— Byrne  &  Bowman,  for  H.  W.  G.  Corp., 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 33-43  East  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Louis  Resnick. 

ACTION  OF  BOARD— Laid  over  to  December  23,  1930, 
at  10  a.  in.,  on  request  of  appellant’s  representative. 


535-30-A. 

APPELLANT — Consolidated  Firm  Industries,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 203-209  West  146th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  R.  C.  Hubbard. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  13,  1931,  at 
10  a.  m.,  on  request  of  appellant. 


272-19-A. 

APPELLANT — The  Texas  Co.,  owner. 

SUBJECT — Application  for  reopening — modification — Ap¬ 
peal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — Northwest  corner  of  Bryant 
and  Clinton  streets,  Brooklyn. 


APPEARANCES— 

For  Appellant:  Charles  E.  Murphy. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  December  23,  1930,  at  10  a.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


1541-21-A. 

APPELLANT — Jay  Street  Terminal,  owner.  (Request 
made  November  10,  1930,  by  Arbuckle  Brothers, 
new  owners,  for  withdrawal). 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Brooklyn  side  of  East  River, 
between  Main  and  Dock  streets,  known  as  Empire 
Pier  No.  3,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


1544-21-A. 

APPELLANT— Jay  Street  Terminal,  owner.  (Request 
made  November  10,  1930,  by  Arbuckle  Brothers, 
new  owners,  for  withdrawal). 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Brooklyn  side  of  East  River, 
between  Main  and  Dock  streets,  known  as  Empire 
Pier  No.  2. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


524-30-A. 

APPELLANT — William  White,  lessee, 
i  SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED-South  side  of  Dune  street,  be¬ 
tween  Edgemere  and  Seagirt  avenues,  Edgemere, 
Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  0 


342-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Endiel  Realty  &  Development  Corp., 

owner. 

.SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 146  Wooster  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  0 


143-30-A. 

[APPELLANT — James  Kearney,  for  Greemal  Holding 
Corp.,  owner. 

[SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 60-68  South  street,  114-120  Wall 
street  and  95-99  Pine  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  James  Kearney  and  V.  H.  Fromlet. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 

Chief  McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(143-30-A) 


4 

0 

0 


Whereas,  James  Kearney,  for  Greemal  Holding  Corp., 
owner,  filed,  February  26,  1930,  an  appeal  from  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  60-68 
South  street,  114-120  Wall  street  and  95-99  Pine  street,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  31,  1930  (N.  B.  App.  No.  80-29),  reads: 

“9-  Windows  in  exterior  wall  over  40'  high  and 
within  30  feet  from  openings  in  other  buildings  not  in 
the  same  plane  must  be  fireproof  as  per  section  375-1 
Building  Code.” ; 
and 


Whereas,  the  proposed  building  is  to  be  fireproof,  thirty- 
four  stories  in  height,  202  ft.  10*4  in.  by  103  ft.  10J4  in., 


irregular  in  depth;  OCCUPANCY:  offices,  not  more  than 
165  persons  to  a  story ;  equipped  with  a  standpipe  sys¬ 
tem  ;  it  is  proposed  to  use  plate  glass  in  all  windows  open¬ 
ing  on  Pine  street  front,  such  windows  are  25  ft.  from  the 
front  wall  of  existing  five-story  buildings  on  the  opposite 
side  of  Pine  street ;  and 

Whereas,  the  appellant  claims  that  to  use  wire  glass  in 
the  windows  facing  the  street  would  ruin  the  architectural 
appearance,  reduce  the  rental  value  and  defeat  the  purpose 
of  high  class  office  occupancy  for  which  the  building  has 
been  designed. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  windows  shall  be  equipped 
with  ^-inch  polished  plate  glass  and  that  the  building  code 
shall  be  complied  with  in  all  other  respects. 


537-30-A. 

APPELLANT — John  M.  Montfort,  for  Broadway-Con¬ 
tinental  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 1446-1450  Broadway  and  138 
West  41st  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  V.  H.  Fromlet. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  q 

THE  RESOLUTION— 

(537-30-A) 

Whereas,  John  M.  Montfort,  for  Broadway-Continental 
Corp.,  owner,  filed,  August  5,  1930.  an  appeal  from  a  de¬ 
cision  of  the  superintendent  of  buildings,  affecting  premises 
1446-1450  Broadway  and  138  West  41st  street,  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  July  29,  1930  (re  N.  B.  App.  No.  82-1930),  reads: 
“15.  Number  of  elevators  in  one  shaft  should  comply 
with  Section  373-13  Building  Code.”; 

and 

Whereas,  the  proposed  building  is  to  be  fireproof,  forty- 
one  stories  in  height,  76  ft.  1 0%  in.  by  173  ft.  2]/2  in.  in 
area;  OCCUPANCY:  office  building,  not  more  than  130 
persons  to  a  story;  and 

Whereas,  the  appellant  proposes  to  erect  two  separate 
shafts,  each  shaft  to  contain  three  passenger  elevators  with¬ 
out  any  interior  dividing  partitions ;  and 

Whereas,  the  appellant  claims  that  if  two  elevators  are 
separated  from  the  third  elevator  by  a  dividing  partition, 
great  hardship  would  result  in  case  the  elevator  in  the  single 
shaft  should  become  stalled  between  floors,  the  only  means 
of  egress  would  then  be  by  ladder  to  the  nearest  door  of 
the  shaft;  on  the  other  hand,  if  the  dividing  partition  is 
omitted,  the  occupants  of  the  disabled  car  may  step  directly 
into  an  adjacent  car  with  perfect  safety. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed ,  and  the  appeal  be  and  it 
hereby  is  denied. 

519-30- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Schlegel  Investing  Co.,  Inc.,  owner. 
SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 374-380  Second  avenue  and  300- 
310  East  22nd  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(519-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Schlegel  Investing  Co.,  Inc.,  owner,  filed,  July  30, 
1930,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  374-380  Second  avenue  and  300-310  East 
22nd  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
10,  1930  (Order  No.  77458-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sections  580,  581,  Chap.  5, 
Code  of  Ordinances  and  Rule  91  of  the  Board  of 
Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  (124  ft. 
6  in.)  in  height,  84  ft.  7  in.  by  194  ft.  2  in.  in  area;  OCCU¬ 
PIED:  1st  story,  stock  and  shipping;  upper  stories,  manu¬ 
facture  of  buttons  and  printing,  approximately  twenty-five 
persons  per  story ;  and 

Whereas,  appellant  contends  that  the  building  is  pro¬ 
tected  with  an  automatic  sprinkler  system  fed  from  two 
7,500-gallon  pressure  tanks  and  a  10,000-gallon  gravity  tank; 
that  the  standpipe  system  is  fed  from  two  7,500-gallon  tanks 
and  there  is  a  reserve  of  not  less  than  9,000  gallons  for 
the  standpipe  system  in  these  tanks ;  that  the  bottom  of  the 
standpipe  tank  is  approximately  9  ft.  above  the  top  story 
outlet,  and  contends,  further,  that  hardship  would  result  if 
required  to  comply  with  the  order. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  bottom  of  the  tank  shall  be 
not  less  than  9  ft.  above  the  top  story  outlet  and  that  the 
nozzles  of  the  standpipe  hose  at  the  top  story  shall  be  re¬ 
duced  to  one-half  inch  in  bore;  that  the  building  shall  be 
equipped  with  an  approved  two-source  wet  sprinkler  system 
and  shall  have  such  additional  fire  appliances  as  deemed 
necessary  by  the  fire  commissioner  for  the  protection  of  the 
top  floor  and  that  the  standpipe  rules  shall  be  complied  with 
in  all  other  respects. 

479-30-A. 

APPELLANT — P.  C.  Amusement  Corp.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 292  Court  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Captain  Foster  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 4 

Absent  .  0 

THE  RESOLUTION— 

(479-30-A) 


Whereas,  P.  C.  Amusement  Corp.,  for  Joseph  Paracon- 
dola,  owner,  filed,  July  9,  1930,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  292 
Court  street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  27-A),  reads: 

“1.  Remove  non-approved  material  from  the  walls  of 
theatre. 


“SECTION  534,  ARTICLE  25,  CHAPTER  5, 
CODE  OF  ORDINANCES.”; 

and 

vVhereas,  the  decision  of  the  fire  commissioner,  rendered 
June  21,  1930,  reads: 

“Referring  to  your  communication  of  the  20th  instant, 
requesting  permission  to  file  appeals  with  the  Board  of 
Appeals,  relative  to  official  orders  served  on  the  fol¬ 
lowing  theatres,  same  is  hereby  granted.  These  appeals 
to  be  made  as  soon  as  possible : 

“Parascourt  Theatre — 292  Court  St.,  Bklyn.  Order 
27-A.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  50  ft.  by  137  ft.  6  in.,  irregular,  in  area;  OCCU¬ 
PIED:  1st  story,  store  and  motion  picture  theatre,  590 
seats ;  2nd  story,  dance  hall ;  and 

Whereas,  there  is  on  the  walls  of  the  theatre  a  material 
called  “Osite”  covered  with  chemically  treated  cotton  and 
silk  damask;  and 

Whereas,  appellant  contends  that  the  theatre  premises 
involved  and  affected  does  not  come  within  the  provisions  of 
article  25  of  chapter  5  of  the  code  of  ordinances,  but  on 
the  contrary,  are  subject  to  the  provisions  of  article  24  of 
chapter  5  of  the  said  code  of  ordinances  and  that,  there¬ 
fore,  the  fire  commissioner  of  the  City  of  New  York  had  no 
authority,  right  or  jurisdiction  to  issue  the  order  appealed 
from ;  and 

Whereas,  there  was  no  appearance  for  appellant  at  the 
public  hearing;  and 

Whereas,  the  representative  of  the  fire  department  re¬ 
ported  a  hazardous  condition  existing  on  premises. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 

464-30-A. 

APPELLANT — Vanderbilt  Theatres,  Inc.,  lessee. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 433  Myrtle  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Captain  Foster  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(464-30-A) 


Whereas,  Vanderbilt  Theatres,  Inc.,  for  Florence  Blum, 
owner,  filed,  July  2,  1930,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  433 
Myrtle  avenue,  Borough  of  Brooklyn;  and 
W  hereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  36),  reads: 

“1.  Remove  non-approved  material  from  the  walls  of 
theatre. 

“SECTION  534,  ARTICLE  25,  CHAPTER  5, 
CODE  OF  ORDINANCES.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  21,  1930,  reads : 

“Referring  to  your  communication  of  the  20th  instant, 
requesting  permission  to  file  appeals  with  the  Board  of 
Appeals  relative  to  official  orders  served  on  the  follow¬ 
ing  theatres,  same  is  hereby  granted.  These  appeals  to 
be  made  as  soon  as  possible : 

“Peerless  Theatre— 433  Myrtle  Ave.,  Bklyn  Order 
36-A.” ;  | 

and 
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Whereas,  the  building  is  non-fireproof,  one  and  three 
stories  in  height,  L  shape,  having  a  frontage  of  40  ft.  on 
Waverly  avenue,  20  ft.  on  Myrtle  avenue  and  a  distance 
of  108  ft.  along  the  westerly  lot  line;  OCCUPIED  as  a 
dwelling  and,  also,  as  a  motion  picture  theatre,  535  seats; 
and 

Whereas,  there  is  on  the  walls  of  the  theatre  a  material 
made  of  camel’s  hair  with  a  burlap  center;  and 

Whereas,  appellant  contends  that  the  camel’s  hair  does 
not  burn ;  that  the  theatre  premises  involved  and  affected 
does  not  come  within  the  provisions  of  article  25  of  chapter 
5  of  the  code  of  ordinances,  but  on  the  contrary,  are  subject 
to  the  provisions  of  article  24  of  chapter  5  of  'the  said  code 
of  ordinances,  and  that,  therefore,  the  fire  commissioner  of 
the  City  of  New  York  had  no  authority,  right  or  juris¬ 
diction  to  issue  the  order  appealed  from;  and 

Whereas,  there  was  no  appearance  for  appellant  at  the 
public  hearing ;  and 

Whereas,  the  fire  department  representative  reported  a 
hazardous  condition  existing  at  premises. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


365-30-A. 

APPELLANT — A.  Strauss,  for  Classon  Steam  Laundry, 
owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 415-417  Sound  View  avenue  and 
416-418  Leland  avenue,  The  Bronx. 

APPEARANCES— 

For  Appellant :  Arnold  Strauss  and  Edward  James. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 4 

Absent  .  q 

THE  RESOLUTION— 

(365-30- A) 

Whereas,  A.  Strauss,  for  Classon  Steam  Laundry,  owner, 
j  filed,  May  29,  1930,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  415-417  Sound 
I  View  avenue  and  416-418  Leland  avenue,  Borough  of  The 
Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
6,  1930  (Order  No.  56672-LC),  reads: 

“1.  Separate  boiler  from  remainder  of  building  by 
unpierced  wall  of  solid  masonry  at  least  8  inches  in 
thickness.  Entrance  to  boiler  room  to  be  from  exterior 
of  building  only.  Chapter  10,  Section  159-1,  Code  of 
Ordinances.” ; 

1  and 

^  hereas,  the  decision  of  the  fire  commissioner,  rendered 
May  21,  1930,  reads,  in  part: 

“If  we  do  not  have  substantial  evidence  within  ten 
days  that  the  orders  have  been  complied  with  it  will  be 
necessary  for  us  to  turn  the  matter  over  to  the  Corpora¬ 
tion  Counsel  for  further  action. 

"The  order  was  served  upon  you  March  6th,  1930, 
and  was  numbered  56672-LC.”  ; 

,  and 

Whereas,  the  building  is  non-fireproof.  one  storv  in  height. 
50  ft.  by  167  ft.  8  in.,  irregular  in  depth;  OCCUPIED  as 
a  steam  laundry  and  a  garage,  sixty  persons;  the  building 
extends  through  the  block  from  street  to  street,  divided  by 
an  8-inch  brick  wall  with  only  one  opening,  equipped  with  a 
fireproof  self-closing  door:  the  westerly  section,  is  used  as 
a  garage ;  the  easterly  section  is  used  as  a  laundry  with  an 
interior  boiler  room,  having  only  one  opening  to  the  laundry, 
equipped  with  a  fireproof  self-closing  door;  and 


Whereas,  the  appellant  claims  that  it  would  be  impractical 
to  brick  up  the  communicating  doorway  between  the  laundry 
and  garage  as  this  would  necessitate  walking  around  the 
block  in  going  from  section  to  section;  furthermore,  the 
appellant  proposes  to  provide  another  fireproof  self-closing 
door  and  a  6-inch  concrete  sill  for  the  communicating  door¬ 
way  between  the  two  sections  in  lieu  of  complying  with  the 
order  of  the  fire  commissioner ;  and 

Whereas,  certificate  of  occupancy  for  use  as  a  garage 
has  not  been  filed;  certificate  of  occupancy  for  laundry  is 
filed ;  and 

Whereas,  at  public  hearing  on  this  matter  appellant 
seemed  unwilling  to  comply  with  any  condition  suggested  by 
the.  board  in  lieu  of  full  compliance  with  the  order  and 
decision  as  issued  by  the  fire  commissioner. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


513-30- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Dawn  Boat  Club,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — Foot  of  Patterson  and  Comp¬ 
ton  avenues  and  Pugsleys  creek,  The  Bronx. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

AC  riON  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(513-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Dawn  Boat  Club,  owner,  filed,  July  26,  1930,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  Foot  of  Patterson  and  Compton 
avenues  and  Pugsleys  creek,  Borough  of  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
4,  1930^  (Order  No.  76255-F),  reads: 

“L  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  with 
necessary  check  valves  and  21/-,  inch  regulation  Fire 
Department  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2l/2  inch  standard  hose  attached  thereto.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  17,  1930,  reads: 

“Re  Foot  of  Patterson  and  Compton  Avenues  and  Pugs¬ 
leys  creek,  Borough  of  The  Bronx. 

“This  will  reply  to  your  letter  of  July  10,  1930,  in 
which  you  state  that  you  have  been  retained  by  the 
owners  of  the  above  premises  to  appeal  to  the  Board  of 
Standards  and  Appeals  in  connection  with  our  violation 
76255-F,  and  the  Board  has  refused  to  accept  the  case 
due  to  the  fact  that  more  than  twenty  days  have 
elapsed  since  the  issuance  of  the  order,  requesting  that 
we  rescind  and  reissue  the  order  at  a  later  date. 

“Respectfully, 

“Bureau  of  Fire  Prevention, 

"By  (s)  Thomas  A.  Larkin,  Acting  Chief.” 

and 

Whereas,  the  building  is  of  frame  and  corrugated  iron 
construction,  one  story  in  height,  195  ft.  by  126  ft.  (ap- 
nroximatelv  24,500  sq;  ft.)  in  area*,  the  northerly  portion 
being  divided  into  two  sections  by  8-inch  terra  cotta  block 
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walls  and  steel  rolling  shutters ;  the  east  section  being  ap¬ 
proximately  8,400  sq.  ft.  and  the  west  section  being  ap¬ 
proximately  5,200  sq.  ft.  in  area ;  the  southerly  portion  being 
approximately  10,900  sq.  ft.  in  area;  OCCUPIED  as  a 
boat  building  establishment,  seventy  persons;  and 

Whereas,  appellant  contends  that  the  building  is  open  on 
all  sides;  that  there  are  ten  5-gallon  pump  type  fire  ex¬ 
tinguishers  distributed  throughout;  that  the  premises  are 
under  watchmen  service  when  not  in  active  operation  and 
that  there  are  city  fire  hydrants  in  the  immediate  vicinity. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
be  equipped  with  such  additional  fire-fighting  appliances  as 
directed  by  the  fire  department  and  that  the  building  shall  be 
not  increased  in  height  or  area. 


616-30-A. 

APPELLANT — Springsteen  &  Goldhammer,  for  Pentaboro 
Realty  Corp.,  owner. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
peal  from  a  decision  of  the  superintendent  of  build¬ 
ings 

PREMISES  AFFECTED— 90-100  John  street,  1,5-23  Platt 
street  and  24  Gold  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Albert  Goldhammer. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(616-30-A) 

Whereas,  Springsteen  &  Goldhammer,  for  Pentaboro 
Realty  Corp.,  owner,  filed,  October  1,  1930,  an  appeal  from 
a  decision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  90-100  John  street,  15-23  Platt  street  and  24  Gold  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  22,  1930  (N.  B.  App.  No.  192-1930), 
reads : 

“This  amendment  is  disapproved  with  the  following 
objection : 

“10.  All  windows  within  30  feet  in  a  direct  line  from 
any  other  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  opening,  or  when  said  opening  is 
not  more  than  50  feet  above  a  neighboring  roof  should 
be  fireproof  with  wire  glass.  Sec.  375,  sub.  1,  and  376, 
sub.  3  of  the  Bldg.  Code.” ; 

and 

Whereas,  the  building  is  fireproof,  twenty-eight  stories 
in  height,  117  ft.  73/4  in.  by  131  ft.  4  in.;  OCCUPIED: 
offices,  storage  and  stores:  cellar,  100  persons  per  story;  1st 
story,  40  persons;  mezzanine,  175  persons;  3rd.  4th  and  5th 
stories,  175  persons  on  each  story;  7th  to  15th  stories,  inclu¬ 
sive,  100  persons  on  each  story;  16th  to  22nd  stories,  inclusive, 
75  persons  on  each  story;  23rd  to  28th  stories,  inclusive,  50 
persons  on  each  story ;  means  of  EGRESS  to  consist  of  two 
interior  fireproof  stairways,  extending  from  the  first  story  to 
the  roof ;  and 

Whereas,  it  appears  from  the  building,  which  is  on  three 
street  fronts,  that  one  of  these  streets,  Gold  street,  is  only 
28  ft.  in  width;  and 

Whereas,  the  appellant  proposes  to  install  plain  glass 
m  the  Gold  street  front :  that  the  building  code  requires  the 
installation  of  wire  glass  in  panes  of  less  than  720  sq.  in. ; 
and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  November  11,  1930,  on  certain  conditions,  and  ap¬ 
pellant  requested  a  modification  of  these  conditions  as  to 


size  of  single  light  of  glass  and,  also,  to  correction  of  2,720 
in  line  33  to  720. 

Rcsoh>ed,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  only  so  far  as  it  affects  the  size  and  mate¬ 
rial  of  the  windows  of  the  three  lower  stories,  on  condition 
that  said  windows  shall  be  equipped  with  }4-inch  polished 
plate  glass  with  metal  frames  and  sash;  that  above  the 
third  story  windows  may  be  of  Jj- inch  polished  plate  glass 
in  lieu  of  wire  glass,  no  pane  of  glass  to  be  in  excess  of 
720  sq.  in. 


493-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  American  Railway  Express  Agency, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 217-223  East  43rd  street  and  : 

218-226  East  44th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Meyers  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  . u 

Absent  .  0 

THE  RESOLUTION— 


(493-30-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  American  Railway  Express  Agency,  owner,  filed; 
July  12,  1930,  an  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  217-223  East  43rd  street 
and  218-226  East  44th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
14,  1929  (Order  No.  50399-C),  reads: 

“1.  Remove  all  volatile  inflammable  oils  from  the 
storage  system. 

“2.  Your  permit  No.  210047  issued  to  you  on  April 
19,  1929,  to  expire  on  April  1,  1930,  authorizing  on  the 
above  premises  the  operation  of  a  storage  garage  is  re¬ 
voked. 

“REASON  :  That  your  storage  system  for  volatile 
inflammable  oil  is  not  functioning  properly  and  creates 
a  hazardous  condition.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  8.  1930  (Folder  No.  43  E.  217.11),  reads: 

“Kindly  be  advised  that  this  department  issued  orders 
50399-C  and  5139S-LC  conforming  with  the  provisions 
of  Chapter  10,  Section  156  of  the  Code  of  Ordinances. 

“Your  request  to  rescind  and  reissue  these  orders  is 
hereby  denied.”; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  (on 
East  44th  street)  and  seven  stories  (on  East  43rd  street) 
in  height,  125  ft.  frontage  on  East  44th  street,  100  ft.  on 
East  43rd  street  and  a  depth  of  200  ft.;  OCCUPIED  by 
one  concern  as  a  garage  and  auto  repair  shop  of  automobiles 
used  in  the  conduct  of  their  business :  cellar,  boiler  room 
and  storage,  6  persons;  1st  to  4th  stories,  inclusive,  garage, 
26  persons  on  1st  story  and  six  on  the  other  three  stories; 
5th  story,  vacant  at  present;  6th  story,  storage  of  trucks, 
no  persons;  7th  story,  repair  shop,  67  persons:  8th  story, 
storage  of  spare  parts,  no  persons;  9th  and  10th  stories, 
repair  shop,  6  and  12  persons,  respectively;  11th  story, 
machine  shop,  18  persons;  and 

Whereas,  appellant  contends  that  it  is  noted  on  letter 
from  the  fire  department  dated  July  8,  1930,  this  order  is 
issued  under  the  previsions  of  chapter  10,  section  156  of 
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the  codo  of  ordinances ;  that  there  is  nothing  in  this  section 
which  would  apply  to  the  storage  system  in  this  premises 
for  the  reason  that  plans  showing  this  entire  system  were 
filed  with  the  fire  department  on  January  6,  1913,  and  ap¬ 
proved  on  January  24,  1913;  that  this  system  is  what  is 
known  as  a  hydraulic  system,  the  tanks  'being  filled  from 
filling  boxes  in  the  street,  and  that  the  conditions  are  an 
improvement  over  that  which  prevailed  at  the  time  the 
plans  were  approved,  for  the  reason  that  there  is  now  no 
gasoline  taken  above  the  first  story;  that  permits  have  been 
issued  for  this  garage  annually  for  many  years  past,  and  it 
is  an  absolute  necessity  for  the  conduct  of  this  business  that 
this  storage  system  shall  be  continued  as  has  been  accepted 
for  so  many  years  past. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  43rd  street 
system  shall  be  discontinued  and  that  the  system  on  the  44th 
street  side  shall  be  confined  to  first  story  only  and  that  the 
system  will  function  to  the  satisfaction  of  the  fire  depart¬ 
ment  in  all  respects. 

61 1-30-A. 

APPELLANT— Joseph  A.  Trainor,  Inc.,  for  Burns  Bros., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1181  Grand  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Joseph  A.  Trainor  and  C.  B.  Bower. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland'  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(611-30-A) 

Whereas,  Joseph  A.  Trainor,  Inc.,  for  Burns  Bros., 
owner,  filed,  September  29,  1930,  an  appeal  from  a  decision 
of  the  fire  commissioner,  affecting  premises  1181  Grand 
street.  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  26,  1930  (re  Plan  No.  3397-30),  reads: 

“1.  All  storage  tanks  comprising  or  forming  a  part 
of  an  oil  storage  plant  shall  be  at  least  two  feet  'below 
the  grade  level.  Sec.  Ill,  Subdivision  5,  of  Art.  8, 
Ch.  10,  C.  of  O.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  327  ft. 
by  145  ft.  in  area,  on  which  is  located  a  one-story  fireproof 
building,  24  ft.  3  in.  by  22  ft.  in  area,  on  which  it  is  pro¬ 
posed  to  erect  three  fuel  oil  tanks  above  the  ground,  150,000 
gallons  capacity  each,  each  tank  being  approximately  27J4 
ft.  in  diameter  and  34  ft.  10  in.  high;  also  to  erect  a  small 
building  for  a  pump  room  and  a  loading  platform;  the 
tanks  to  be  provided  with  a  “Foamite”  extinguishing  system 
and  to  be  enclosed  in  a  reinforced  concrete  dike  wall  8  ft. 
high  above  ground  level,  of  a  capacity  sufficient  to  contain 
more  than  one  and  one-half  times  the  capacity  of  the  tanks; 
this  enclosure  being  subdivided  by  walls  8  ft.  high;  and 
W  hereas,  the  appellant  requests  the  acceptance  of  these 
conditions  on  account  of  the  location  of  the  premises  along 
Newtown  creek. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  for  the  installation  of  three  (3)  150,000-gallon 
circular,  vertical  tanks,  approximately  34  ft.  10  in.  high  by 
27*4  ft.  in  diameter,  for  the  storage  of  fuel  oil,  on  condition 
that  the  three  tanks  shall  be  contained  in  a  concrete  en¬ 


closure  basin,  separated  from  each  other  by  a  single  10-inch 
concrete  wall,  the  outside  enclosure  wall  of  the  three  tanks 
to  be  composed  of  two  (2)  12-inch  reinforced  concrete 
walls,  carried  below  frost  line  with  a  12-inch  earth  filler 
between  the  same,  these  two  walls  to  be  properly  tied  to¬ 
gether,  top  and  bottom ;  that  the  floor  of  each  basin  shall 
be  constructed  of  8-inch  reinforced  concrete,  wire  mesh 
permuted  for  the  reinforcement;  that  each  basin  or  reservoir 
shall  have  a  capacity  of  not  less  than  one  and  one-half 
times  the  full  capacity  of  each  tank;  that  the  tanks  shall  be 
equipped  with  foam  fire-extinguishing  equipment,  the  control 
of  said  equipment  to  be  a  distance  from  the  tanks  in  pro¬ 
tected  enclosure  readily  accessible  at  all  times;  that  there 
shall  be  constructed  a  second  foam  station,  which  is  to  act 
as  a  reserve  that  can  be  brought  into  service  in  case  No.  1 
breaks  down ;  that  this  system  shall  meet  with  the  approval 
ot  the  fire  department  in  all  respects;  that  all  additional  fire- 
extmguishmg  equipment  shall  meet  with  the  approval  of  the 
fire  department ;  that  a  return  of  drawings  shall  'be  made  to 
this  board  before  submission  to  the  superintendent  of  build¬ 
ings,  and  that  the  fuel  oil  rules  shall  be  complied  with  in  all 
other  respects. 


329-30-A. 

APPELLANT  Samuel  Rosenblum,  for  Empire  Tinware 
Co.,  lessee. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 29-39  South  5th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration :  Inspector  Meyers  of  fire  de¬ 
partment. 

ACTIONtOF  BOARD— Appeal  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  '  4 

Negative  . .  c 

Absent  .  .  c 

THE  RESOLUTION— 

(329-30-A) 

Whereas,  Samuel  Rosenblum,  for  Empire  Tinware  Co 
lessee,  filed,  May  14,  1930,  an  appeal  from  an  order  and  a 
ecision  of  the  fire  commissioner,  affecting  premises  29-39 
i-uth  5th  street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  24,  1930  (Order  No.  29149-LC),  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  for  storage  of  white  lead,  thinner 
etc.,  shows  that  the  following  must  'be  done  before  the 
permit  requested  by  you  can  be  issued  • 

FORTHWITH 

Provide  a  fire-retarding  enclosure  around  space, 
on  2nd  and  4th  stories,  where  spraying  is  done,  separating 
same  from  room  in  which  gas  heated  dryers  are  oper- 
an<^  make  door  to  said  enclosure  self-closing.”; 

Ar^-|H9AEAioQnhe  de?lslon  of  the  fire  commisisoner,  rendered 
April  24,  1930,  reads  : 

, i  .  1  have  to  advise  that  this  department  will  insist  upon 
this  item  being  complied  with: 

“This  department  will  not  permit  any  spraying  in  a 
room  where  there  are  any  gas  heated  ovens.  This  work 
must  be  done  in  a  room  constructed  of  fire  retarding 
material  with  se  f-closing  fireproof  door,  and  gas  heated 
dryers  must  be  located  in  a  separate  room.  Section  10. 
Chapter  10,  Code  of  Ordinances  gives  the  Fire  Com- 
missioner  the  authority  to  require  this  protection. 

As  this  order  has  been  pending  for  some  time  we 
shall  expect  the  occupant  to  proceed  immediately  to  do 
the  work  required  by  the  above  order  ”  • 
and  '  ’ 
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Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  122  ft.  7  in.  by  93  ft.  5J4  in.,  irregular  in  depth; 
OCCUPIED  for  the  manufacture  of  metal  ware:  1st  story, 
5  persons ;  2nd  story,  13  persons ;  3rd  story,  20  persons ; 
4th  story,  14  persons ;  and 

Whereas,  the  appellant  claims  the  building  is  divided  into 
three  sections  with  fireproof  self-closing  doors  provided  on 
each  side  of  each  horizontal  opening ;  the  spraying  is  done 
only  on  the  third  and  fourth  stories  at  rear  of  the  easterly 
section ;  the  dryers  are  set  on  7  inches  of  tiling,  enclosed 
by  asbestos-filled  metal  walls ;  the  spraying  booths  are 
located  12  ft.  away  on  third  story  and  7  ft.  away  on  fourth 
story  and  equipped  with  electric  fan  ventilation  direct  to 
outer  air ;  there  is  no  exposed  flame  of  any  kind ;  the 
building  is  equipped  with  ample  exits :  two  fire-retarding 
enclosed  stairways  and  three  front  fire  escapes;  furthermore, 
the  appellant  contends  they  have  been  operating  more  than 
fifteen  years  in  the  same  manner  under  permits  issued  by 
the  fire  commissioner. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  any  material 
stored  and  not  in  use  on  third  and  fourth  stories  shall  be 
maintained  in  enclosure  in  north  central  portion  of  structure 
shown  on  blue  prints,  with  offset  on  north  wall,  enclosure 
to  be  formed  by  fire-retarding  partitions  on  two  sides  with 
self-closing  fireproof  door,  one  window  to  be  within  en¬ 
closure  for  ventilating  purposes ;  that  any  heat  for  the 
ovens  on  the  third  and  fourth  stories  shall  be  obtained  from 
gas  pilots ;  that  the  flames  shall  be  enclosed  in  vapor-proof 
partition,  with  two  openings  provided  with  two  (2)  3-inch 
vent  pipes,  on  the  third  and  fourth  stories,  vent  pipes  lead¬ 
ing  directly  through  northwesterly  window,  connected  on 
the  outside  of  building  from  third  to  fourth  story  and  with 
elbows  at  third  story  pointing  westward;  further,  on  con¬ 
dition  that  all  present  means  of  exit  shall  be  maintained; 
that  the  spraying  shall  be  confined  solely  to  the  third  and 
fourth  stories,  and  that  the  building  shall  be  not  increased 
in  height  or  area. 


BUILDING  ZONE  CASES. 

522-30-BZ. 

APPLICANT — James  W.  Byrnes,  for  Protective  Mortgage 
Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  con¬ 
version  of  occupancy  of  part  of  an  existing  dwelling 
from  residence  to  business  use  (store). 
PREMISES  AFFECTED — 166  Kane  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  James  W.  Byrnes. 

For  Opposition ;  None. 

ACTION  OF  BOARD — -Laid  over  to  December  16,  1930, 
at  2  p.  m.,  on  request  of  applicant. 


565-29-BZ. 

APPLICANT — J.  Harlen  O’Connell,  substituted  for  Mo- 
rania  Sales  Co.,  for  Relton  Holding  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station  (previously  denied  under  section  21). 

PREMISES  AFFECTED— 226-02  to  226-08  Merrick  road 
and  134-11  226th  street,  southeast  corner,  Laurel- 
ton,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  J.  Harlen  O’Connell. 

For  Opposition :  Paul  Greenbaum. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1930, 
at  2  p.  m. 


674-30-BZ. 


APPLICANT — Francis  Fischer,  for  Naleda  Realty  Co., 
Inc.,  owner. 

SUBJECT — Request  for  early  hearing — re  Application  (de¬ 
cision  of  the  tenement  house  commissioner),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  district,  extending  from  a  business 
district,  the  alteration  and  change  of  occupancy  of 
part  of  first  story  from  residence  use  to  business 


use. 


PREMISES  AFFECTED — 2707  Sedgwick  avenue,  north¬ 
west  corner  of  Kingsbridge  road,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Ida  Phillips. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
denied. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING — 

Affirmative  .  o 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 


1241-22-BZ 

APPLICANT — Henry  J.  Nurick,  substituted  for  William 
F.  Doyle,  for  J.  Dimowitz.  owner. 

SUBJECT — Application  for  reopening — modification — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  to  permit  in  a  residence  district  and  partly 

nee 

Kt 


in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


PREMISES  AFFECTED — 1479  St.  Marks  avenue,  Brook¬ 
lyn. 


APPEARANCES— 

For  Applicant:  David  Sherman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  for  reopening  denied 
THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  Mc¬ 
Elligott  .  3 

Absent  .  0 


201-30-BZ. 

APPLICAN  T — Joseph  D.  Nunan,  for  Harriet  Haber  and 
W.  B.  Co.,  owner 


SUBJECT — Application  for  reopening — consideration  on  new 
facts,  previously  withdrawn— re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  -storage  of  more  -than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 28-12  31st  street  and  30-15 


Newtown  avenue,  northwest  corner,  Long  Island 


City,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Joseph  D.  Nunan,  Jr 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  December  30,  1930,  at  2  p.  m 
THE  VOTE  TO  REOPEN— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  q 


Absent  .  0 


35-30-BZ. 

APPLICANT  Celler  &  Kraushaar,  for  Elizabeth  Jackman, 
owner. 
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|  SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar — previously  dismissed— re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor 
vehicles,  also,  a  motor  vehicle  repair  shop  and  a 
gasoline  service  station. 

PREMISES  AFFECTED — 102  Tapscott  avenue,  west  side, 
31  ft.  55^  in.  south  of  East  93rd  street,  Brooklyn 
APPEARANCES— 

For  Applicant:  Alfred  Lama. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  December  30,  1930,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott . .  4 


Negative  .  0 

Absent  .  0 


203-28-BZ. 

APPLICANT — John  T.  Dunnigan,  substituted  for  William 
|  Koppe,  for  Tremune  Realty  Corp.,  owner. 

SUBJECT— Application  for  reopening — reconsideration — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  alteration 
and  conversion  of  occupancy  of  portion  of  an  apart¬ 
ment  building  from  dwelling  to  business  use  (stores) 
(previously  denied). 

j  PREMISES  AFFECTED — 1801  University  avenue,  north¬ 
west  corner  of  Tremont  avenue.  The  Bronx 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Temporary  chairman  read  commit¬ 
tee’s  report ;  report  of  committee  of  inspection 
adopted,  reopened  and  set  for  Calendar  Call  De¬ 
cember  30,  1930,  at  2  p.  m. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Temoorarv  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott . 4 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  REOPEN  AND  SET  FOR  CALENDAR 
CALL— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


304-30-BZ. 


APPLICANT — Edward  P.  Doyle,  for  Katherine  Alberti, 
owner. 

SLTBJECT — Annlication  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 50  Downing  street  and  214-218 
West  Houston  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Edward  P.  Doyle,  Mr.  Alberti  and 
Frank  Vitolo. 

For  Opposition  :  M.  L.  Wolf. 

ACTION  OF  BOARD — Laid  over  for  full  vote  of  the 
board ;  no  date  set. 


THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Deputy 


Chief  McElligott .  3 

Negative:  Temporary  Chairman  Connell .  1 

Absent  .  0 


575-30-BZ. 

APPLICANT — O.  Y.  Leonard,  for  Peter  F.  Reilly,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  and,  also, 
“B”  area  district  the  omission  of  the  rear  yard  re¬ 
quired  by  the  building  zone  resolution. 

PREMISES  AFFECTED — 497-501  Bergen  street,  north 
side,  160  ft.  east  of  Sixth  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr.,  and  Paul  P. 
Brennan. 

For  Opposition :  William  Mills  (withdrawn  at  hear¬ 
ing)  and  Michael  Cuggino. 

ACTION  OF  BOARD — Laid  over  for  full  vote  of  the 
board ;  no  date  set. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil¬ 


foyle  and  Deputy  Chief  McElligott .  3 

Negative:  Temporary  Chairman  Connell .  1 

Absent  .  0 


517-30-BZ. 

APPLICANT — Morris  Cantor,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building. 
PREMISES  AFFECTED — 1385  Franklin  avenue,  west  side, 
133.65  ft.  south  of  East  170th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Jesse  Siskin  and  Morris  Cantor. 


For  Opposition  :  Irving  L.  Garbin. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  q 


THE  RESOLUTION— 

(517-30-BZ) 

Whereas,  Morris  Cantor,  owner,  filed,  July  29,  1930,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  erection  and  maintenance  of  a  busi¬ 
ness  building;  premises  1385  Franklin  avenue,  west  side, 
133.65  ft.  south  of  East  170th  street,  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  9,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone .  resolution  show  that  Franklin  avenue  is  in  a  residence 
district ;  East  lJOth  street  is  in  a  business  district,  and  East 
169th  street  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  23,  1930  (re  App.  N.  B.  442-30),  reads: 

3.  Proposed  store  would  be  in  a  residence  district 
contrary  to  the  Building  Zone  Resolution.”; 

and 

Whereas,  approximately  one-third  of  the  plot  (the  rear 
portion)  is  in  the  business  district,  the  remainder  of  the  plot 
is  in  the  residence  district ;  the  premises  consist  of  a  plot  of 
ground  having  a  frontage  of  44.01  ft.  and  a  depth  of  202.51 
ft.;  on  the  northerly  front  of  the  plot  there  is  located  a 
two  and  one-half  story  frame  dwelling;  it  is  proposed  to 
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erect  on  the  south  front  of  the  plot  a  one-story  non-fire- 
proof  structure,  17  ft.  4  in.  by  40  ft.  in  area,  to  be  occupied 
as  a  store;  and 

Whereas,  the  board  deemed  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of 
the  building  zone  resolution. 

Resoh'ed,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1 18-29-BZ. 

APPLICANT — David  J.  Comyns,  substituted  for  William 
F.  Doyle,  for  All  White  Wet  Wash  Laundry  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  6,  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  alteration  and  extension  of  an  existing 
laundry  building  (previously  denied;  remitted  to 
board  for  reconsideration  by  order  of  court). 
PREMISES  AFFECTED — 46  West  98th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  J.  M.  Mandelbaum  and  David  J. 
Comyns. 

For  Opposition :  Sidney  F.  Katz. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(118-29-BZ) 


Whereas,  William  F.  Doyle,  for  All  White  Wet  Wash 
Laundry  Co.,  Inc.,  owner,  filed,  February  25,  1929;  denied 
June  18,  1929  ;  order  of  certiorari  served  on  the  board  July 
18,  1929,  and  the  proceedings  referred  back  to  the  board  for 
further  hearing  and  determination,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  existing  laundry  build¬ 
ing;  premises  46  West  98th  street,  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  9,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Anpeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  98th  street  is  in  a  residence  dis¬ 
trict;  97th  street  is  in  a  residence  district,  and  Columbus 
avenue  is  in  a  business  district;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
dated  February  4,  1929  (No.  754-29),  reads: 

“You  are  hereby  notified  that  the  building  situated 
on  the  front  of  the  lot  on  the  south  side  of  West  98th 
Street,  commencing  about  206  ft.  from  the  southeast 
corner  of  West  98th  Street  and  Columbus  Ave.  being  a 
two-story  ordinary  building,  about  25  ft.  front,  25  ft. 
rear,  100  ft.  deep  and  25  ft.  in  height,  and  occupied  as 
a  laundry  and  known  as  Number  46  West  98th  St.,  in 
the  Borough  of  Manhattan,  in  the  City  of  New  York 
does  not  conform  to  Section  3  of  the  Building  Code,  in 
the  respects  noted  below : 

“In  that  of  erecting  east,  west  and  south  brick  wall 
and  roofing  over  same  2nd  story.  No  permit. 

“You  are  hereby  directed  to  immediately  stop  all  fur- 
thcr  construction  work  at  the  at>ove  premises  until  a 
proper  permit  has  been  obtained.”; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  8.  1929  (re  App.  No.  2637-1928).  reads:’ 

1.  Proposed  work  appears  to  be  contrary  to  Section 
6,  Building  Zone  Resolution.”; 
and 


Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  25  ft. 
and  a  depth  of  100  ft.  11  in.  on  first  story  and  65  ft.  at  the 
second  story ;  occupied  as  a  wet  wash  laundry ;  and 
Whereas,  the  board  deemed  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  sections  7a,  7g 
and  21  of  the  building  zone  resolution. 

Resolved,  that  the  order  and  decision  of  the  superintendent 
of  buildings  be  and  it  hereby  is  affirmed,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


723-28-BZ. 

APPLICANT — So-bel  &  Brand,  for  Pearlen  Realty  Corp., 
owner,  substituted  for  Cohen  &  Siegel,  for  Silver- 
Friedman  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification  of  res¬ 
olution  and  extension  of  time  to  complete  work — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1511  Jerome  avenue,  west  side, 
114.77  ft.  north  of  West  172nd  street,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Sobel. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened,  resolution 
modified  and  time  extended. 

THE  VOTE  TO  REOPEN,  TO  MODIFY  AND  EX¬ 
TEND  TIME— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligot .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(723-28-BZ) 

Whereas,  Cohen  &  Siegel,  for  Silver-Friedman  Corp., 

owner,  filed,  September  10,  1928,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station;  prem¬ 
ises  1511  Jerome  avenue,  west  side,  114.77  ft.  north  of  West 
1  < 2nd  street,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  5,  1929,  after  due  notice  by  publication  in  the 

bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue  is  in  a  business 
district;  West  172nd  street  is  in  a  business  district,  and  In¬ 
wood  avenue,  north  of  a  point  100  ft.  north  of  West  172nd 
street,  is  in  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  September  5,  1928  (re  Applic.  N.  B.  1785-28) 
reads : 

1.  Erection  of  building  and  occupancy  of  premises 
m  business  district  for  gasoline  service  station  is  con- 
trary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  ot  ground  having  a  frontage  of  69.94  ft.  on  Jerome 
avenue  and  a  depth  of  56.9  ft,  upon  which  it  is  proposed 
to  erect  a  small  one-story  office  and  to  install  the  neces- 
sarv  tanks  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  _  21  of  the  building  zone  resolution  and 
that  a  denial  of  this  application  would  constitute  unneces¬ 
sary  hardship  and  practical  difficulty ;  and 
Whereas,  this  application  was  granted  bv  the  board  at  its 
meeting,  February  5,  J929,  on  certain  conditions,  and  appli- 
cant  requested  a  modification  of  the  time  limit  and  rn  ex- 
tension  of  time,  which  was  granted  December  10,  1929  and 
applicant  now  requests  a  modification  of  the  resolution  as 
to  width  of  driveways;  and 
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\\  hereas,  applicant  has  been  delayed  in  the  completion 
of  the  work,  having  obtained  all  permits,  and  requests  a 
further  extension  of  time  to  complete 
Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  building  line  a  concrete 
cur  bing  not  less  than  12  inches  in  height  with  two  openings 
therem  each  not  more  than  12  ft.  wide;  that  no  pump 
shall  be  located  within  10  ft.  of  the  building  line  of  the 
property ;  that  no  grease  racks  shall  be  installed  or  any 
crankcase  service  conducted  on  the  premises;  that  no  port¬ 
able  gasoline  tanks  shall  be  operated  or  any  gasoline  dis- 
tnbuted  outside  the  building  line ;  that  any  permits  required 
shall  be  obtained  and  any  work  involved  shall  be  completed 
w'thin  six  months  from  the  date  of  this  action-December 

iff  lVoU> 


223-28-BZ. 

APPLICANT— Abraham  Rockmore,  for  Erbar  Construc- 

I  CTTT3TTT  P.resent  Owner. 

SUBJECT— Application  for  reopening— extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles,  also  the  installation  of  a  gasoline  service 
station. 

PREMISES  AFFECTED-329-353  Skillman  avenue,  Long 

APPEARANCES^  B  °‘  Qu"n!' 

For  Applicant:  Abraham  Rockmore. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  time  ex- 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com- 
™’S.S1? Holland  and  Guilfoyle  and  Deputy 
Chief  McElhgott. .. .  , 

Negative  .  f 

Absent  .  P 

THE  RESOLUTION—  .  0 

„r  (223-28-BZ) 

\\  hereas  J.  Gerald  Shea,  substituted  for  Emil  Guter- 
whhdrl  FQd'TV-  Foy’  owner-  filed.  March  12,  1928; 

withdrawn  September  11,1928;  reopened  October  23,  1928 
an  application,  under  the  building  zone  resolution,  to  permit 
eara  dlS+tnct  ther  €rection  an(l  maintenance  of  a 

oTa 

SS"S  K;SS“  a— L°"g  S: 

tin  W£ER!iASr  a  pufyic  hearins  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeSng 

P  Tt-y  2r  after  due  notice  by  Publication  in  the 

VriFRF^Vth  B°ara-  °f-  Standards  and  Appeals;  and 
w  hereas.  the  use  district  maps  accompanying  the  building 

Sricted0  Ud°S  -h°W  atHat-  Skillman  avenU€  *s  in  an  un 
41st  Vvfn  RdnrPUnS\neStS  dlfstnct>  .and  40th  CLowery)  street  and 
w/;  eni  s.treet  are  in  a  residence  district;  and 

e  f  kFAS;  the  dec,s>on  the  fire  commissioner,  rendered 
September  21,  1928  (re  Plan  No.  3304-28),  reads: 

than'  1  STICe  ,Station  and  a  forage  for  more 

than  5  cars  at  the  above  location  which  is  in  a  business 

^  !hCtpmaj  n?tebc  r,erm'tted.  Appeal  may  be  taken 

and  Ap,Kals’ Sec'4-  Buildi^ 

and 

<rew?ir^^^ 

/ J1,  FIe<S°n  °i  3  9a%  Service  Station  and  a  Garage 
for  more  than  five  (o)  motor  vehicles  is  prohibited 
m  a  business  district  by  the  Zone  Law  ”  • 

and  ‘  ’ 


Whereas,  the  proposed  building  is  to  be  of  non-fireproof 

c  nstruction,  two  stories  in  height,  with  a  frontage  of  100 

_  <  nd  a  depth  of  98  ft. ;  to  be  occupied  as  a  garage  for 

^enr0™^  °-f  m0r°  -than  five  motor  vehides  and,  also,  as  a 
gasoline  service  station;  and  ’ 

JJ™AS>  ^be  applicant,  in  accordance  with  the  require- 
ments  of  section  7,  -subdivision  g,  has  filed  more  than  88 

La  ntaCOuSe  utS  pr,operty  with'n  the  area  deemed  affected 
and  fixed  by  the  board;  and 

Whereas,  this  application  was  granted  -by  the  board  at  its 

m  „aedfua&rsion  °[  ,he  ,ime 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  structure  shall  fie  erected  fireproof ;  that  the  front  shall 

as  fiTedeffiS1thistaL,a  yi  in  accordancfe  with  design  of  facade 
finlcS  -+w  apLaV  that  the  front  elevation  shall  be 
tHmh  ^hL  faCeubuCL  and  architectural  or  natural  stone 
that  thefe  shal  be  no  portable  gasoline  tanks  main¬ 
tained  or  used  outside  of  the  building  property  that  the 
use  and  operation  of  the  proposed  gasoline  service  station 

properly"  l  ne"  Tw  ft®  ^  be  °perakd  within  the 

P  pertv  line,  that  there  shall  be  erected  at  the  building 

^th  thC°n  V  atf°/m  n0t  l€SS  than  12  inches  above  grade 
with  the  exception  of  motor  vehicular  driveway  to  and  from 

the  garage,  and  that  any  work  involved  shall  be  completed 

within,^  months  from  the  date  of  this  action-December 
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332-26-BZ. 

APPLICANT— John  J.  Dunnigan,  for  John  C.  Gaffney 
owner.  c  " » 

SUBJECT— Application  for  reopening— modification— re 

(deC,S'0n-  °f  the  suPerintendent  of 
buildings)  under  sections  7e  and  21  of  the  building 
zone  resolution  to  permit  in  a  business  district  the 

the stora- 

PREMISES  AFFECTED  3617  Bainbridge  avenue,  The 

appearances- 

For  Applicant:  John  J.  Dunnigan. 

.  por  Opposition:  None. 

*  CTI°N  OF  BOARD  Rrt  of  committee  of  inspection 
TWP  ad£pted’  reopened  and  resolution  modified 

OF  Tnspection°PT  report  of  committee 

Affirmative :  Temporary  Chairman  Connell  Com- 
™s.si,0"e/s  H°1,and  and  Guilfoyle  and  Deputy 

Negative  .  .  4 

Absent  .  .  p 

^  TION— T°  RE0PEN  AND  MODIFY  RESOLU- 

Affirmative :  Temporary  Chairman  Connell.  Com- 

ChieLMcEn^t^  3nd  Guilfoy,e  and  Deputy  j 

Negative  .  4 

Absent  .  0 

.  0 

THE  RESOLUTION— 

(332-26-BZ) 

filed  HADril'  if  n,„UE’Unm>anVfor  J'>hn  C  owner, 

niea,  April  _  16,  1926,  an  application,  under  the  buildino- 

zone  resc  unon,  to  permit  in  a  business  district  the  erection 

and  maintenance  of  a  garage  for  the  storage  of  more  than 

ough™ Ve' i^nUJnT5  3617  Ba!nbridge  aVC"«-  B- 

ing  July  13  1926,  after  due  notice  by  publicaS  iL^ 
Bulletin  of  the  Board  of  Standards  and  AppSsTand 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  both  Jerome  avenue  and  Bain- 
bridge  avenue  are  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  9,  1926  (N.  B.  780-26),  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.  ; 

and 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  74.08 
ft.  and  a  depth  of  99  ft.  (irregular),  to  be  occupied  as  a 
garage  for  the  storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  section  7e,  in  that  there  existed 
and  still  exists  a  public  stable,  with  permit,  still  in  force, 
in  same  block,  as  verified  by  letter  submitted  from  health 
department;  and  under  section  21  in  that  the  surrounding 
non-conforming  uses  supports  the  contention  as  to  the  prop¬ 
erty  under  appeal  being  improvable  for  development  for 
dwelling  purposes ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  July  13,  1926,  on  certain  conditions,  and  applicant 
requested  a  modification  of  these  conditions  as  to  location  of 
ramp,  and  under  date  of  November  13,  1930,  requested  a 
further  modification  as  to  windows  in  rear  wall. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  a  two-story  structure  in  height 
above  grade;  that  there  shall  be  no  cellar  other  than  that 
required  for  the  accommodation  of  the  heating  apparatus, 
approximately  20  ft.  square  at  front  of  Bainbridge  ave¬ 
nue;  that  the  building  shall  be  erected  fireproof  throughout; 
a  rear  yard  of  not  less  than  10  ft.  deep  provided  at  the 
level  of  the  2nd  story  for  the  full  width  on  the  78  ft.  gable 
line;  that  this  offset  shall  be  glazed  with  wire  glass  in 
metal  frame;  that  any  windows  in  the  rear  wall  shall  be 
constructed  of  metal  frames  and  sash,  glazed  with  wire 
glass;  any  opening  on  course  of  fire  escape  of  building  in, 
the  rear  to  be  bricked  up  solid ;  that  there  shall  be  no  signs 
other  than  one  fixed  projecting  electric  sign,  indicating  the 
name  and  title  of  garage ;  that  any  skylights  installed  in  the  roof 
of  2nd  story  shall  be  glazed  with  plain  glass  protected  with 
wire  guards  above  and  below ;  that  the  gasoline  storage 
equipment  shall  be  located  approximately  at  the  street  front, 
northerly  of  the  center  door;  that  the  front  wall  shall  be 
finished  with  face  brick  with  architectural  terra  cotta  or 
stone  trimmings ;  that  the  start  of  any  ramp  runway  shall 
set  back  from  street  front  not  less  than  10  ft.,  and  that 
all  permits  necessary  for  the  prosecution  of  the  work  shall 
be  obtained  within  nine  months  and  the  work  completed 
within  eighteen  months. 


630-29-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Victory  Park  Sites 
Realty  Co.,  Inc.,  owner, 

SUBJECT — Application  for  reopening — extension  of  time 
to  procure  permits  and  complete  work — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  sections  7g  and  21  of  the  building  zone  res¬ 
olution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 137-30  Queens  boulevard  and 
137-27  Barret  street,  southwest  corner,  Briarwood, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Renander  and  H.  R.  Russak. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(630-29-BZ) 

Whereas,  Henry  C.  Brucker,  for  Victory  Park  Sites 
Realty  Co.,  Inc.,  owner,  filed,  October  22,  1929,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit,  partly  in 
a  business  district  and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline  service  station ; 
premises  137-30  Queens  boulevard  and  137-27  Barret  street, 
southwest  corner,  Briarwood,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
January  28,  1930,  after  due  notice  by  publication  in  the 
Bullettin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
district;  Barret  street  is  in  a  residence  district,  and  Hutton 
street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  4,  1929  (Plan  No.  N.  B.  6742-29),  reads: 

“1.  The  erection  of  a  gasoline  service  station  partly 
within  a  business  district  and  partly  "within  a  residence 
district  is  contrary  to  both  section  4,  subdivision  A  (46) 
and  Section  3  of  the  Zone  Law.  Not  further  con¬ 
sidered.”  ; 

and 

Whereas,  it  is  proposed  to  erect  an  office,  30  ft.  by  20  ft., 
bury  five  550-gallon  tanks,  erect  eight  pumps  and  four 
grease  racks  for  the  purpose  of  conducting  a  gasoline  service 
station  on  a  triangular  plot  with  a  frontage  of  232.85  ft.  on 
Queens  boulevard  and  285  ft.  on  Barret  street  with  100  ft. 
in  a  business  district  and  185  ft.  in  a  residence  district; 
and 

Whereas,  it  is  proposed  to  erect,  maintain  and  operate  a 
gasoline  service  station  on  these  premises ;  and 

Whereas,  the  applicant,  under  the  principle  of  section  7, 
subdivision  g,  has  filed  100  per  cent  consents  of  an  area 
fixed  by  the  board  and  deemed  affected ;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  January  28,  1930,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  imposed 
and  an  extension  of  time,  and  now  requests  a  further  ex¬ 
tension. 

Resoh’ed,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  erected  along  the  entire  westerly  property  line 
a  picket  iron  fence  not  less  than  6  ft.  in  height;  that  there 
shall  be  erected  along  the  Queens  boulevard  and  Barret 
street  building  line  a  concrete  curbing  not  less  than  12  in. 
above  grade  and  12  in.  in  depth;  that  there  shall  be  provided 
on  top  of  the  curb  masonry  posts  of  finished  material  not 
less  than  12  in.  square  and  not  less  than  6  ft.  apart,  other 
than  the  vehicular  entrances,  the  said  posts  to  be  connected 
with  ornamental  fixed  iron  chain  or  ornamental  iron  railing; 
that  there  shall  be  no  vehicular  entrance  within  25  ft.  of  the 
corner  formed  by  the  intersection  of  Queens  boulevard  with 
Barret  street ;  that  there  shall  be  not  more  than  two  vehicular 
entrances  on  Queens  boulevard  and  not  more  than  three  exit 
openings  no  Barret  street  front;  that  no  gasoline  pumps 
shall  be  erected  within  10  ft.  of  the  building  line;  that  the 
proposed  one-story  structure,  as  indicated  on  the  plans, 
approximately  20  ft.  bv  30  ft.,  shall  be  finished  on  the 
exterior  with  white  enamel  brick  or  natural  stone,  substan¬ 
tially  in  accordance  with  the  design  filed  in  this  appeal ; 
that  the  proposed  pits  for  crankcase  service  shall  be  housed 
in  a  structure  not  more  than  one  story  in  height,  enclosed 
on  three  sides,  the  open  side  facing  the  property  to  be 
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arched,  the  design  to  be  in  accord  with  the  one-story 
building  erected  for  shelter  and  operation  of  the  premises; 
that  any  advertising  shall  be  restricted  to  the  glass  globes 
of  the  gasoline  pumps;  that  the  architect  shall  make  a  re¬ 
turn  of  the  drawings  in  accordance  with  the  foregoing  con¬ 
ditions  to  this  board  for  approval  before  submission  to  the 
building  department;  that  all  permits  required  shall  be  ob¬ 


tained  within  six  months  from  December  18,  1930,  and  that 
any  work  involved  shall  be  completed  within  six  months  from 
September  18,  1931. 


Adjourned  4.00  p.  m. 


William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  9,  1930. 


Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


PETITIONS  FOR  VARIATIONS. 

181-30-S. 

PETITIONER — William  F.  Doyle,  for  Joseph  Sobel, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  and  a  decision  of  the  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1789-1791  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Petitioner :  Martin  J.  Ort. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
2  p.  m.,  on  request  of  petitioner’s  representative. 


449-30-S. 

PETU IONER — Croker  National  Fire  Prevention  Engineer- 
m&  Co.,  for  Sunswick  Realty  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 92-94  Sunswick  street,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  23,  1930, 
at  2  p.  m.,  to  confer  with  fire  department. 


6-30-S. 

PETITIONER — William  F.  Doyle,  substituted  for  Buch- 
man  &  Kahn,  for  25-27  West  56th  Street  Co.,  Inc., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 25-27  West  56th  street  and  24- 
26  West  57th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Martin  J.  Ort. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  20,  193-1, 
at  2  p.  m.,  on  request  of  petitioner’s  representative. 


576-30-S. 

PETITIONER — Albert  C.  Berger,  for  Tangent  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 282-286  Seventh  avenue  and  201 
West  26th  street,  northwest  corner,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 4 

Negative  .  0 

Absent  .  q 


355-30-S. 

PETITIONER — Samuel  Rosenblum,  for  Wako  Co.,  Ltd., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 1  East  53rd  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
2  p.  m.,  on  request  of  petitioner. 


532-30-S. 

PET  1 1  IONER — Consolidated  Film  Industries,  Inc.,  owner. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 203-209  West  146th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Hilda  Greenhouse. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  23,  1930,  at 
2  p.  m.,  on  request  of  petitioner’s  representative. 
Final  action. 


508-30-S. 

PETI1  IONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Jennie  Roberts,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 251-255  West  39th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Temporary  Chairman  Connell,”  Com¬ 
missioners  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott .  4 

Absent  .  n 

THE  RESOLUTION—  . 

(508-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Mrs.  Jennie  Roberts,  owner,  filed,  July  22  1930  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  251-255  West  39th  street,  Borough  of  Manhattan- 
and  ’ 

Whereas,  the  order  of  the  fire  commissioner,  dated  Tulv 
1,  1930  (Order  No.  77249-LD),  reads:  J  ' 

.  ‘ ‘ 2-  Remove  all  articles  or  wares  from  stair  enclosure 
including  cigar  stand  and  telephone  booths  at  main  hall 
1st  story  east,  as  per  Rules  of  the  Board  of  Standards 
and  Appeals.”; 
and 
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“You  are  advised  that  your  request  to  rescind  order 
and  reissue  same  must  he  denied. 

“Respectfully, 

“(Signed)  BUREAU  OF  FIRE  PREVENTION, 
“BY  (S)  PETER  C.  SPENCE,  CHIEF.” 


Whereas,  the  building  is  fireproof,  seventeen  stories  in 
height,  73  ft.  6  in.  by  98  ft.  9  in.  in  area;  OCCUPIED: 
1st  story,  stores;  upper  stories,  tenant  factory  (principally 
manufacture  of  suits  and  cloaks),  approximately  forty  per¬ 
sons  per  story;  EQUIPPED  with  a  sprinkler  system; 
EXITS:  two  interior  steel  with  cement  tread  stairways,  ex¬ 
tending  from  the  first  story  to  roof,  enclosed  in  fireproof 
partitions,  with  fireproof  doors  at  openings;  and 

Whereas,  there  is  a  cigar  stand  (the  telephone  booths 
have  been  removed)  located  on  the  first  story  in  the  west 
stair  hall  and  a  lunch  counter  at  the  westerly  rear  of  the 
east  stair  hall  on  the  first  story  of  the  building;  and 

Whereas,  petitioner  contends  that  the  lunch  counter  is 
located  to  the  rear  of  the  stairs  and,  therefore,  could  not 
block  the  egress  from  the  stairs  to  the  street,  and  contends, 
further,  that  the  cigar  stand  is  located  in  an  especially  con¬ 
structed  recess  and  does  not  interfere  with  the  egress  from 
the  stairs,  and  that  there  is  a  fireproof  door  at  the  termina¬ 
tion  of  the  stairs  on  the  first  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
denied. 


395-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  303  Fourth  Avenue  Corp.,  lessee. 
SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 303-311  Fourth  avenue  and  107- 
113  East  23rd  street,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  •* 

Absent  .  0 

THE  RESOLUTION— 

(395-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  303-311  Fourth  Avenue  Corp.,  lessee,  filed,  June  14, 
1930,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner  and  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  303-311  Fourth  avenue  and  107-113 
East  23rd  street,  northeast  corner,  Borough  of  Manhattan ; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
16,  1930  (Order  No.  73965-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270 
of  the  Labor  Law  and  certificate  of  occupancy  issued 
by  the  Superintendent  of  Buildings. 

“Defects  noted : 

“1.  Building  is  not  constructed  of  fireproof  mate¬ 
rial.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  2,  1930,  reads: 

“Re  Premises  303-311  Fourth  avenue,  Borough  of  Man¬ 
hattan. 

“This  will  reply  to  your  letter  of  May  26th,  1930,  in 
which  you  state  you  have  been  retained  by  the  owners 
to  petition  the  Board  of  Standards  and  Appeals  for  a 
variation  in  connection  with  order  No.  73965-LD  and 
that  the  Board  has  refused  to  accept  the  case  due  to 
the  fact  that  more  than  20  days  have  elapsed  since  the 
issuance  of  the  order,  and  would  therefore  request 
rescindment  of  this  order  and  the  reissuance  of  same 
of  a  later  date. 


and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  5,  1930,  reads : 

“Relative  to  your  application  for  a  Certificate  of  Occu¬ 
pancy  for  the  above  premises,  you  are  advised  that  same 
has  been  disapproved  with  the  following  objections : 

“1.  Building  must  be  fireproof. 

“2.  Exits  must  comply  with  the  Labor  Law. 

“3.  Floor  loads  must  be  in  accordance  with  the  re¬ 
quirements  for  manufacturing.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  (67 
ft.)  in  height,  156  ft.  by  110  ft.,  irregular,  in  area;  OCCU- 
PIED:  cellar,  storage;  1st  story,  stores,  80  persons;  2nd, 

3rd  and  4th  stories,  offices,  showrooms  and  light  manu-  I 
facturing,  40,  32  and  40  persons,  respectively ;  5th  story,  j 
offices,  showrooms  and  light  manufacturing,  45  persons;  ] 
EQUIPPED  with  a  two-source  sprinkler  system;  EXITS: 
two  44-inch  interior  steel  strings  and  risers,  cement  tread 
stairways ;  the  east  stairway  extending  from  the  first  story 
to  roof  and  the  west  stairway  extending  from  the  first  to 
top  story ;  both  stairways  enclosed  in  fireproof  partitions, 
with  fireproof  doors  at  openings;  ROOFS  of  adjoining 
buildings :  to  north,  fifteen  stories  higher ;  to  east,  seven  ' 
stories  higher ;  and 

Whereas,  petitioner  contends  that,  calculated  upon  the 
capacity  of  the  two  stairways  which  conform  to  all  re¬ 
quirements  of  the  labor  law,  the  allowable  occupancy  of 
this  building  would  'be  not  less  than  ninety  persons  per 
story ;  that  the  average  occupancy  is  less  than  half  of  that, 
and  since  the  manufacturing  done  in  this  building  consists 
principally  of  work  done  incidental  to  business  conducted  in 
the  various  offices,  requests  that  these  orders  be  modified 
and  the  existing  occupancy  permitted  to  remain,  it  being 
understood  that  no  additional  space  will  be  rented  at  any 
time  for  manufacturing  purposes. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  and  the  decision  of  the  superintendent  of  buildings  be 
and  they  hereby  are  affirmed,  and  that  the  appeal  be  and  it 
hereby  is  denied. 

528-30-S. 

PETITIONER — John  J.  Gilmartin,  for  The  International 
Printing  Ink  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 247-253  Water  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(528-30-S) 

Whereas,  John  J.  Gilmartin,  for  The  International  Print¬ 
ing  Ink  Corp.,  owner,  filed,  August  1,  1930,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  247-253  Water  street,  Borough  of  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
21,  1930  (Order  No.  75766-iLD),  reads: 

“Enclose  the  interior  stairway  located  in  center,  south 
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side  of  five-story  building,  in  fire-resisting  material,  as 
per  Section  271  of  the  Labor  Law  and  the  Rules  of  the 
Board  of  Standards  and  Appeals.”; 

I  and 

|  Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  15,  1930,  reads,  in  part: 

“Re  247-253  Water  street,  Borough  of  Brooklyn. 

“Relative  to  Order  76766-LD,  requiring  a  stair  en¬ 
closure,  I  beg  to  advise  that  the  present  enclosure  does 
not  conform  to  the  requirements  of  the  Labor  Law.”: 

I  and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
located  thereon  a  group  of  interconnected  non-fireproof 
buildings,  three,  four  and  five  stories  in  height,  109  ft.  by 
95  ft.  6  in.  in  area;  OCCUPIED:  1st  story,  shipping  room 
(ink),  5  persons;  2nd  story,  stock  room  ('ink),  5  persons; 
3rd  story,  office  and  manufacturing,  30  persons ;  4th  story, 
color  room,  5  persons ;  5th  story,  stock  and  packing,  10  per¬ 
sons :  EQUIPPED  with  a  sprinkler  system;  EXITS:  an 
interior  fireproof  stairway,  enclosed  in  fireproof  partitions, 
with  metal-covered  doors  at  openings,  extending  from  roof 
to  first  story,  with  exit  through  fireproof  passageway  lead¬ 
ing  to  Plymouth  street;  a  wood  stairway,  enclosed  in  wood 
4  (boxed  type)  partitions,  with  metal-covered  doors  at  open- 
!  ings.  extending  from  first  story  to  top  story,  this  stairway 
located  at  southeast  portion  of  premises ;  the  stairway  in 
j  question,  located  in  center,  south  side  of  five-story  building, 
is  wood,  boxed  type  enclosure,  constructed  of  metal-covered 
wood  with  metal-covered  doors  at  openings,  extending  from 
first  story  to  top  (fifth)  story;  two  60-degree  fire  escapes 
on  the  front  of  the  building ;  the  west  fire  escape  having 
fireproof  openings  along  the  course  thereof  and  the  east 
fire  escape  having  plain  glass  openings  along  the  course 
|  thereof ;  both  fire  escapes  extending  from  the  top  story  to 
I  thc  ^st  story  balcony,  with  drop  ladder  to  street ;  and 
Whereas,  petitioner  contends  that  the  occupancy  of  the 
premises  is  not  hazardous,  and  in  view  of  the  small  number 
of  occupants  requests  the  acceptance  of  existing  conditions 
as  to  exits. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  fire  escape  on  the  southwesterly  portion  of 
the  building  be  provided  with  a  stairway  from  the  top 
balcony  to  the  roof  of  the  four-story  building,  with  bal¬ 
cony  landing  at  roof  of  four-story  building,  with  openings 
m  the  parapet  wall  at  roof  level;  that  a  door  shall  be 
provided  from  the  top  floor  of  the  five-story  building  to 
the  roof  of  the  four-story  building  with  counterbalanced 
stairway  from  lowest  balcony  to  the  ground;  that 
the  windows  on  the  course  of  the  fire  escape  shall  be  fireproof, 
self-closing;  that  the  occupancy  be  limited  to  the  legai 
capacity  of  the  primary  means  of  exit;  that  both  buildings 
shall  be  equipped  with  an  approved  wet  sprinkler  system, 
and  granted  so  long  as  the  building  shall  not  be  increased  in 
height  or  area  and  that  the  labor  law  shall  be  complied  with 
in  all  other  respects. 


PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Ratsey  &  Lapthorn,  Inc.,  owner. 
SUBJECT  \  ariation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED-Rear  of  188  Schofield  street, 
Citv  Island,  The  Bronx. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Denutv 
Chief  McElligott . .  4 
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Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(476-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Ratsey  &  Lapthorn,  Inc.,  owner,  filed,  July  5,  1930,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  Rear  of  188  Schofield  street,  City- 
Island,  Borough  of  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
4,  1930  (Order  No.  73176-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Sections  270 
and  2791  of  the  .Labor  Law. 

“Defects  noted : 

L  Interior  stairways  not  constructed  of  incom¬ 
bustible  material,  are  not  44"  wide  and  not  enclosed  in 
fireproof  partitions. 

“2.  Vertical  openings  including  dumb-waiters,  waste 
chutes  and  hoistway  not  enclosed  in  fireproof  parti¬ 
tions. 

“3.  Interior  fire  alarm  has  not  been  provided.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  14,  1930,  reads : 

“This  will  reply  to  your  letter  of  June  11th,  1930,  in 
which  you  state  you  have  been  retained  by  the  owners 
of  the  above  premises  to  petition  the  Board  of  Standards 
and  Appeals  for  a  variation  of  the  law  in  connection 
with  violation  order  No.  73176-LD,  but  the  Board  has 
refused  to  accept  the  case  due  to  the  fact  that  more  than 
20  days  have  elapsed  since  the  issuance  of  the  order, 
therefore  would  request  rescindment  and  reissuance  of 
this  order  of  a  later  date. 

“Your  request  to  rescind  and  reissue  the  order  must  be 
denied.” ; 
and 

Whereas,  the  building  is  of  steel  frame  and  metal  con¬ 
struction,  three  stories  (34  ft.  toy2  in.)  in  height,  198  ft 
3  in.  by  60  ft.  8  in.  in  area ;  OCCUPIED :  1st  story,  wire 
rigging  and  sewing,  16  persons;  2nd  story,  office  and  sail 
making,  26  persons;  3rd  story,  drafting  and  cutting  sails,  10 
persons ,  EXITS :  an  interior  wooden  stairway,  extending 
from  the  first  story  to  top  story,  enclosed  in  wood  board 
partitions  at  first  story,  open  at  second  and  third  stories,  with 
wooden  doors  at  first  story  openings ;  two  fire  escapes,  one 
on  the  north  side  and  one  on  the  south  side  of  the  building, 
having  non-fireproof  openings  along  the  course  thereof, 
extending  from  the  second  to  the  third  story,  with  counter¬ 
balanced  stairs  to  yard,  and  egress  from  open  yard  direct 
to  the  street ;  no  adjoining  buildings ;  and 

Whereas,  the  petitioner  claims  there  are  two  hatchway 
openings.  42  im  by  45  in.,  in  each  floor,  protected  bv  wooden 
trap  doors  which  are  seldom  used :  there  are  two  dumb¬ 
waiters,  49  in.  by  56  in.,  extending  from  first  story  to  third 
story,  partially  enclosed  in  wood :  that  the  interior  stairs 
are  38)4  in.  in  width ;  the  petitioner  proposes  to  enclose 
the  interior  stairway  with  fire-retarding  materials  in  ac¬ 
cordance  with  the  rules  of  the  board,  to  provide  fireproof 
door  leading  to  fire  escapes  at  north  and  south  sides  of  the 
building ;  furthermore,  the  petitioner  contends  that  the  occu¬ 
pancy  is  very  small  and  there  is  no  existing  fire  hazards  on 
the  premises. 

Rrsovlcd  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
Dw.  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  73176-LD,  Item  1,  on  condition  that  the  interior 
stairway  at  the  northeasterly  portion  of  the  building  shall  be 
enclosed  in  fire-retarding  material,  with  fireproof  self-cFstnn- 
doors  at  the  openings;  that  two  fire  escapes,  one  on  the  no-th 
and  one  on  the  south  side  of  the  building  shall  be  brought 
up  to  labor  law  standards :  that  the  occupancv  of  the  build¬ 
ing  shall  be  limited  to  the  legal  capacity  of  the  interior 
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fire-retarded  stairway  and  that  all  hatchway  vertical  open¬ 
ings  in  the  floors  connecting  to  the  loft  immediately  below 
shall  be  equipped  with  automatic  trap  doors  to  meet  with 
the  approval  of  the  fire  department ;  that  all  dumbwaiters 
and  waste  chutes  shall  be  enclosed  in  fire-resisting  material, 
and  denied  as  to  Item  3  of  Order  No.  73176. 


382-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Charles  B.  Halsey  and  T.  J.  S.  Flint, 
owners. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 672  Madison  avenue  and  19-23 
East  61st  street,  northwest  corner,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(382-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Thompson  J.  S.  Flint,  owner,  filed,  June  7,  1930, 
a  petition  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  orders  and  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  672  Madison  avenue  and  19-23 
East  61st  street,  Borough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
March  26,  1930,  read  : 

“Order  No.  72693-LD : 

“1.  Provide  exit  signs,  letters  to  be  at  least  8"  in 
height,  at  all  means  of  egress  with  a  red  light  over 
all  such  exits  for  use  in  time  of  darkness,  as  per  Section 
272  of  the  Labor  Law.”; 

and 

“Order  No.  72693-LD  : 

“l.  Arrange  the  fire  escape  at  rear  of  building  serving 
as  a  required  means  of  egress  so  that  same  will  con¬ 
form  to  Section  274  of  the  Labor  Law. 

“Defects  noted: 

“1.  No  fire  escape  balcony  at  top  story. 

“2.  No  fire  escape  stairway  to  roof. 

“2.  Provide  an  additional  means  of  egress  from  the 
mezzanine  between  1st  and  2nd  stories  remote  from 
the  present  exit.  Section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  5,  1930,  reads: 

“This  will  reply  to  your  letter  of  June  2nd,  1930,  in 
which  you  advise  you  have  been  retained  by  the  owner 
to  petition  the  Board  of  Standards  and  Appeals  for  a 
variation  of  the  Labor  Law  in  connection  with  viola¬ 
tion  (2693-4-LD,  that  the  Board  has  refused  to  accept 
the  case  due  to  the  fact  that  more  than  20  days  have 
elapsed  and  would  request  rescindment  and  reissuance 
of  the  orders. 

“Your  request  to  rescind  and  reissue  the  orders  must 
be  denied.” ; 

W  hereas,  the  building  is  non-fireproof,  four  and  five 
stories  and  mezzanine  in  height,  95  ft.  by  50  ft.  5  in.,  irregu¬ 
lar,  in  area;  OCCUPIED:  1st  story,  stores,  26  persons  (8 
persons  engaged  at  manufacturing,  alteration  of  gowns,  on 
mezzanines);  2nd  story,  apartments,  4  persons;  3rd  story, 
apartments,  4  persons ;  4th  story,  apartments,  4  persons ; 
5th  story,  apartment.  1  person;  EXITS:  an  interior  wood 
stairway,  extending  from  the  first  story  to  the  top  story, 
enclosed  in  wood  stud,  lath  and  plaster  partitions,  with 


wood  doors  at  openings ;  a  fire  escape  consisting  of  balcony 
and  stairs  (on  the  2nd,  3rd  and  4th  stories)  leading  to  a 
fire  escape  on  the  rear  of  a  building  to  the  north ;  this  build¬ 
ing  being  under  same  ownership  as  building  in  question ; 
EGRESS  from  termination  of  fire  escape  (on  the  building 
to  the  north)  by  means  of  ramp  and  passageway  leading  to 
61st  street;  ROOFS  of  adjoining  buildings:  to  north,  one 
story  higher ;  to  west,  one  story  higher ;  and 

Whereas,  petitioner  contends  that  the  stores  are  small 
and  the  area  of  the  balconies  are  approximately  150  sq.  ft.; 
that  there  is  no  manufacturing  done  above  the  first  story, 
and  requests  the  acceptance  of  existing  conditions  as  to 
exit  signs,  fire  escape  and  the  mezzanine  exits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  factory  occupancy  shall  be  confined  to  that  of 
light  needlework  for  alterations  on  material  purchased  on 
the  premises  and  shall  'be  limited  to  not  more  than  eight 
people  on  the  first  floor  mezzanine  and  that  the  building 
above  the  first  story  shall  be  limited  to  dwelling  use  or 
occupancy  except  one  office  or  room  on  the  second  story  in 
the  portion  of  the  building  on  the  intersection  of  Madison 
avenue  and  61st  street;  that  the  present  means  of  exit  shall 
be  maintained  and  that  the  adjoining  five-story  building 
which  is  used  as  a  means  of  exit  from  the  building  under 
consideration  shall  remain  in  the  same  ownership ;  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  the 
requirements  of  the  labor  law  shall  be  complied  with  in  all 
other  respects  and  that  the  variation  for  the  occupancy  of 
the  room  on  the  second  story  at  the  intersection  of  61st 
street  and  Madison  avenue  be  granted  only  so  long  as  il 
remains  in  the  possession  of  the  present  occupant  of  the 
room. 


338-30-S 

PETITIONER — Byrne  &  Bowman,  for  H.  W.  G.  Corp., 
owner. 

SUBJECT — Application  for  reopening — modification — re 
Variation  of  the  labor  law,  as  cited  in  orders  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 42-48  East  20th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Louis  Resnick. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 


(338-30-S) 

Whereas,  Byrne  &  Bowman,  for  H.  W.  G.  Corp.,  owner, 
filed,  May  21,  1930,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  42-48  East  20th  street,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  April 
21,  1930,  read: 

“Order  No.  74151-LD  : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  building, 
by  constructing  a  fireproof  passageway  with  an  unob¬ 
structed  width  of  at  least  3  feet  throughout  leading  to 
the  street,  adequately  lighted  at  all  times  during  working 
hours,  or  by  means  of  providing  access  to  an  open  area 
having  communication  with  the  street,  as  per  Section  275 
of  the  Labor  Law.”; 
and 
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“Order  No.  74152-LD : 

“1.  Replace  the  present  wood  doors  at  openings  to 
interior  stairway  at  each  story  with  approved  fire  doors, 
as  per  Section  271  of  the  Labor  Law.” ; 

and 

“Order  No.  74153-LD : 

"1.  Reduce  the  area  of  wired  glass  in  partitions  en- 
•  closing  stairway  at  west  side  of  building  so  that  no 
single  pane  of  glass  shall  exceed  360  sq.  in.  and  a  total 
of  not  more  than  720  sq.  in.  on  any  story,  as  per  Rule 
505  of  the  Industrial  Code. 

”2.  Arrange  windows  opening  on  course  of  fire  escape 
at  rear  on  first  story  to  be  fireproof  self-closing,  as  per 
Section  274  of  the  Labor  Law.” ; 
and 

Whereas,  the  building  is  non-fireproof,  eight  stories  (110 
ft.)  in  height,  88  ft.  by  89  ft.  in  area  at  first  story  and  88 
ft.  by  82  ft.  in  area  above;  OCCUPIED  as  a  tenant  factory, 
not  more  than  thirty  persons  to  any  story;  EQUIPPED 
with  a^  sprinkler  system  and  a  fire  alarm  signal  system ; 
EXITS :  an  interior  steel  and  marble  stairway,  extending 
from  the  first  story  to  roof,  enclosed  in  terra  cotta  block 
partitions,  with  wooden  doors  at  openings ;  a  fire  escape  on 
the  front  and  one  on  the  rear  of  the  building,  having  non- 
fireproof  openings  along  the  course  thereof,  extending  from 
the  second  story  to  the  top  story  (a  drop  ladder  to  sidewalk 
at  front),  terminating  on  roof  at  rear,  with  no  legal  means 
of  egress  leading  to  the  street ;  ROOFS  of  adjoining  build¬ 
ings:  35  ft.  higher  at  east;  25  ft.  lower  at  west;  and 

Whereas,  in  lieu  of  complying  with  Order  No.  74151-LD, 
the  petitioner  proposes  to  construct  a  bridge  connecting  second 
story  balcony  with  the  fire  escape  on  rear  of  the  adjoining 
building  at  south  which  in  turn  connects  with  a  fireproof 
passageway  leading  to  the  street ;  as  to  Order  No.  74152-LD, 
the  petitioner  claims  the  stair  hall  door  at  each  story  is 
metal  covered  on  the  loft  side,  contains  a  wire  glass  panel 
2  ft.  6  in.  by  3  ft.  2  in.  and  were  approved  by  the  admin¬ 
istrative  officials  having  jurisdiction  at  the  time  of  erection 
of  the  building  in  1898;  as  to-  Order  No.  74153,  the  petitioner 
claims  the  maximum  size  of  a  single  light  of  wire  glass  in 
stair  hall  partitions  is  1,408  sq.  in.  and  the  total  area  of 
wire  glass  to  a  story  is  3,270  sq.  in.;  furthermore,  the  peti¬ 
tioner  contends  that  by  complying  with  the  orders  would 
cause  a  serious  financial  burden  upon  the  owner. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  1  of  Order  No.  74151-LD,  on  condition  that  a  con¬ 
nection  be  made  of  the  fire  escape,  first  story  level,  with 
balcony  of  buildings  No.  47  East  19th  street,  43-45  East 
19th  street  and  to  the  adjoining  building  No.  40  East  20th 
street;  that  a  letter  of  consent  shall  be  filed  in  the  fire 
department  of  the  owners  of  the  buildings  mentioned,  and 
granted,  as  to  Item  1  of  Order  No.  74152-LD,  on  condition 
that  the  entire  loft  side  of  the  doors  and  transom  sash  shall 
be  covered  with  No.  26  gauge  metal,  and  granted  only  so 
long  as  the  use  and  occupancy  of  the  building  remains  sub¬ 
stantially  unchanged,  the  number  of  persons  to  be  limited  to 
the  legal  capacity  of  the  interior  stairway,  and  that  the 
building  shall  not  be  increased  in  height  or  area,  and  denied 
as  to  Items  1  and  2  of  Order  No.  74153-^LD. 


383-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Charles  B.  Halsey  and  T.  J.  S. 
Flint,  owners. 

SUBJECT — \  ariation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 674-6S6  Madison  avenue  and  28 
East  62nd  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


AC  I  ION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 4 

Negative  .  o 

Absent  .  q 

THE  RESOLUTION— 


(383-30-S) 


\\  hereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Thompson  J.  S.  Flint,  owner,  filed,  June  7,  1930,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  orders  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  674-686  Madison  avenue  and  28 
East  62nd  street,  Borough  of  Manhattan ;  and 
W  hereas,  the  order  of  the  fire  commissioner,  dated  March 
26,  1930  (Order  No.  72692-LF),  reads: 

“An  inspection  of  premises  674-686  Madison  Avenue 
and  28  East  62nd  Street,  Borough  of  Manhattan,  shows 
that  a  fire  drill  should  be  established  and  maintained' 
therein  according  to  the  requirements  of  Section  279 
of  the  Labor  Law.  Ihe  Labor  Law  specifically  charges 
the  Fire  Commissioner  with  the  duty  of  enforcing  the 
provisions  of  the  law  as  to  fire  drills.” : 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
26,  1930  (Order  No.  72695-LD),  reads: 

“1.  Provide  exit  signs,  letters  to  be  at  least  8  in.  in 
height  at  all  means  of  egress,  with  a  red  light  over  all 
such  exits  for  use  in  time  of  darkness,  as  per  Section 
272  of  the  Labor  Law.” ; 
and 

W  hereas,  the  order  of  the  fire  commissioner,  dated  March 
26,  1930  (Order  No.  72696-LD),  reads: 

j-  Arrange  the  fire-escape  at  rear  of  674-76  portion 
of  building  serving  as  a  required  means  of  egress  so 
that  same  will  conform  to  Section  274  of  the  Labor 
Law  and  the  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Defects  noted : 

“1.  Windows  opening  upon  course  of  fire-escape  not 
fireproof,  self-closing. 

“2.  Guard  rails  are  not  36  in.  high. 

,  ,<3\  „N°  2'  x  6'  fire  doors  opening  to  balconies  pro¬ 
vided.  ; 

and 


Whereas,  the  order  of  the  fire  commissioner,  dated  March 
26,  1930  (Order  No.  72697-TJD),  reads: 

1.  Provide  an  additional  means  of  egress  from  each 
floor  of  682-686  portion  of  building,  remote  from  exist¬ 
ing  exit.  Sec.  271  of  Labor  Law.”; 

\\  hereas,  the  decision  of  the  fire  commissioner  rendered 
June  5,  1930,  reads: 

Re  Premises  674-86  Madison  avenue  and  28  East  62nd 
street,  Manhattan. 

“I  his  will  reply  to  your  letter  of  June  2nd,  1930,  in 
which  you  advise  you  have  been  retained  by  the  owner 
to  petition  the  Board  of  Standards  and  Appeals  for  a 
variation  of  the  Labor  Law  in  connection  with  viola¬ 
tions  72695,  72696-LD  and  72692-LF,  that  the  Board 
has  refused  to  accept  the  case  due  to  the  fact  that  more 
than  20  days  have  elapsed  and  would  request  rescindment 
and  reissuance  of  the  orders.  Your  request  to  rescind 
and  reissue  the  orders  must  'be  denied.”- 

and 


Whereas,  the  building  is  non-fireproof,  five  stories  in 
height  (with  an  eight-story  tower  section),  175  ft  5  in  by 
55  ft.,  irregular,  in  total  area ;  OCCUPIED :  1st  story, 
stores,  56  persons;  2nd  story,  beauty  parlor,  stock  room  and 
manufacturing  dresses,  40  persons;  upper  stories  apart- 
=  EQUIPPED  with  a  fire  ala™  sigj'syslem ; 

„  1  US:  three  interior  stairways,  the  stairways  in  the  No. 
674  and  in  the  No.  676  sections  being  wood  and  in  No  680 
section  being  steel  strings  and  risers  with  slate  treads  all 
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extending  from  the  first  story  to  top  story ;  the  No.  680 
section  stairway  enclosed  in  fireproof  partitions,  with  wood 
doors  at  openings ;  the  other  stairs  enclosed  in  wood  stud 
and  plaster  partitions;  a  fire  escape  on  the  rear  of  No. 
674-676  portion  of  the  building,  having  unprotected  openings 
along  the  course  thereof,  extending  from  the  roof  to  the  rear 
yard,  with  EGRESS  from  the  termination  of  the  fire  escape 
by  means  of  passageway  leading  to  East  61st  street;  a  fire 
escape  on  the  rear  of  the  No.  676-678  section  of  the  build¬ 
ing,  having  unprotected  openings  along  the  course  thereof, 
extending  from  the  top  story  to  the  rear  yard,  with  EGRESS 
from  the  termination  of  the  fire  escape  by  means  of  passage¬ 
way  leading  to  East  61st  street ;  and 

Whereas,  petitioner  contends,  as  to  Order  No.  72692-LF, 
that  the  entire  premises,  exclusive  of  the  stores,  is  now 
equipped  with  fire  alarm  system,  but  it  would  be  manifestly 
impossible  to  conduct  fire  drills  in  the  entire  premises  since 
the  greater  portion  of  same  is  occupied  for  strictly  resi¬ 
dential  purposes  and  mostly  unoccupied  during  the  day ;  as 
to  Order  No.  72695-LD,  it  is  proposed  to  comply  with  this 
order  in  so  far  as  it  pertains  to  that  portion  of  the  premises 
which  is  used  for  factory;  as  to  Order  No.  72696-UD,  con¬ 
tends  that  the  windows  referred  to  above  the  second  story 
are  all  from  the  apartments,  and  requests  to  be  relieved  of 
complying  with  this  order  in  so  far  as  it  pertains  to  the 
residential  portion  of  the  building;  any  opening  from  any 
portion  of  which  is  used  for  factory  purposes  to  be  made 
fireproof,  and  requests  to  be  relieved  of  complying  with 
defects  No.  2  and  No.  3  for  the  same  reason ;  as  to  Order 
No.  72697-iLD,  contends  that  this  portion  of  the  premises 
is  but  22  ft.  deep,  and  from  the  second  story  there  is  in 
each  store  a  stairway  leading  down  to  said  store;  that  there 
is  also  a  door  leading  from  the  second  story  of  the  southerly 
store  of  No.  682  Madison  avenue  into  the  tower  portion, 
and  requests  to  be  relieved  of  complying  in  so  far  as  it 
pertains  to  the  second  story  of  the  other  stores  and  the 
residential  portion  of  the  building. 

Resolved,  that  the  'board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  all  factory  work  shall  be  confined  to  the  two- 
story  building  known  as  674  Madison  avenue  and  that  there 
shall  be  light  needlework  for  the  adjustment  of  gowns  sold 
in  682  Madison  avenue ;  that  the  order  shall  be  complied 
with  as  to  Item  1,  Order  No.  72696-LD,  in  so  far  as  it 
affects  the  first  and  second  story  of  674  Madison  avenue; 
that  the  order  be  complied  with  as  to  Order  No.  72695-LD, 
Item  1,  in  so  far  as  it  affects  the  first  and  second  story  of 
674  Madison  avenue,  and  granted,  as  to  Order  No.  72697- 
LD,  Item  1,  and  Order  No.  72692-LF,  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area  and  that  the 
requirements  of  the  labor  law  shall  be  complied  with  in  all 
other  respects,  and  and  that  the  factory  occupancy  on  second 
story  shall  not  exceed  ten  persons. 


514-30-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  The  665  Fifth  Avenue  Co.,  Inc., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  orders  and 
a  decision  of  the  fire  commissioner  and  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 665  Fifth  avenue  and  2  East 
53rd  street,  northeast  corner,  Manhattan 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputv 
Chief  McElligott 
Negative 

Absent  . 


THE  RESOLUTION— 

(514-30-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  The  665  Fifth  Avenue  Co.,  Inc.,  owner,  filed,  July 
26,  1930,  a  petition  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  orders  and  a  decision  of  the  fir? 
commissioner  and  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  665  Fifth  avenue  and  2  East  53rd 
street,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  4,  1930  (Order  No.  70017-LD),  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law : 

“1.  Arrange  doors  and  partitions  enclosing  stairway 
at  the  southwest  side  of  the  building  to  conform  to  Sec¬ 
tion  271  of  the  Labor  Law.  The  following  is  defects 
noted : 

“(e)  Light  of  plain  glass  in  partition  on  1st  story. 

“2.  Arrange  the  doors  leading  from  the  various  sub¬ 
divisions  to  the  corridor  on  various  stories  to  open  out¬ 
wardly,  as  per  Section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
10,  1930  (Order  No.  76466-UD),  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law  (8th  story)  : 

“1.  Arrange  iron  bars  on  windows  on  south  side  of 
building  so  as  to  be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and 
unobstructed  use  of  such  windows  for  the  purposes  of 
egress,  as  per  Section  272  of  the  Labor  Law.” ; 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
10,  1930  (Order  No.  76467-LD),  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law  ( 10th  story)  : 

“1.  Arrange  the  iron  bars  on  windows  on  south  side 
of  building  so  as  to  be  readily  movable  or  removable 
from  both  sides  in  such  a  manner  as  to  afford  the  free 
and  unobstructed  use  of  such  windows  for  the  purposes 
of  egress,  as  per  Section  272  of  the  Labor  Law.”; 

Whereas,  the  order  of  the  fire  commissioner,  dated  June  2 
10,  1930  (Order  No.  76468-LD),  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law  (9th  story)  : 

“1.  Arrange  iron  bars  on  window's  on  south  side  of  ] 
building  so  as  to  be  readily  movable  or  removable  \ 
from  both  sides  in  such  a  manner  as  to  afford  the  free 
and  unobstructed  use  of  such  windows  for  the  purposes  ' 
^  of  egress,  as  per  Section  272  of  the  Labor  Law.”  ; 

Whereas,  the  order  of  the  fire  commissioner,  dated  June  * 
10,  1930  (Order  No.  76471-LD),  reads: 

“Inspection  shows  the  following  to  be  necessary  to  j 
make  the  above  premises  comply  with  the  requirements  .j 
of  the  Labor  Law  (7th  story)  : 

“L  Arrange  iron  bars  on  windows  on  south  side  of  I 
building  so  as  to  be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and 
unobstructed  use  of  such  windows  for  the  purposes  of 
^  egress,  as  per  Section  272  of  the  Labor  Law.” ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  12,  1930,  reads: 

"This  will  reply  to  your  letter  of  July  8.  1930,  in  \ 
which  you  state  you  have  been  retained  bv  the  owners  ] 
of  the  premises  to  petition  the  Board  of  Standards  and  ! 
0  Appeals  for  a  variation  of  the  Labor  Law  in  relation  I 

0  to  Orders  70017-LD,  76467-LD,  76466-LD  and  76471-  j 
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LD,  the  Board  having  refused  to  accept  the  case  due  to 
the  fact  that  orders  were  issued  for  more  than  twenty 
days,  requesting  rescindment  of  orders  and  reissuance 
of  same  at  a  later  date. 

“Your  request  to  rescind  and  reissue  these  orders 
must  be  denied.” ; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  17,  1930,  re  certificate  of  occupancy,  reads: 

S'.  All  doors  from  subdivided  spaces  must  swing 
outwardly. 

“5.  Southwesterly  stair  enclosure  at  1st  floor  must 
be  fireproof  to  building  line,  i.e.,  plain  glass  in  doors 
leading  to  store  is  prohibitive.” ; 

and 

W hereas,  the  building  is  fireproof,  eleven  stories  in 
height,  85  ft.  5  in.  by  125  ft.  in  area;  OCCUPIED:  cellar, 
storage,  2  persons;  1st  story,  stores,  19  persons;  2nd  story, 
showrooms  and  office,  33  persons ;  3rd  story,  office  and 
salesroom,  12  persons;  4th  story,  office,  jewelers  and  manu¬ 
facturing  gowns,  25  persons;  5th  story,  office,  jewelers  and 
tailor,  17  persons;  6th  story,  office  and  manufacturing 
dresses  and  corsets,  28  persons;  7th  story,  office,  jewelers 
and  millinery,  88  persons;  8th  story,  office,  millinery,  manu¬ 
facturing  dresses  and  jewelers,  70  persons;  9th  story,  office, 
manufacturing  gowns  and  jewelers,  28  persons;  10th  story, 
office,  jewelers,  tailor  and  showroom,  33  persons ;  11th  story, 
office,  jewelers  and  salesroom,  33  persons;  EQUIPPED 
with  a  sprinkler  system;  EXITS:  two  interior  steel  and 
marble  stairways,  extending  from  the  first  story  to  roof, 
enclosed  in  fireproof  partitions,  with  fireproof  doors  at 
openings;  a  fire  escape  on  the  rear  of  the  building,  having 
fireproof  openings  along  the  course  thereof,  extending  from 
the  roof  to  the  fire  escape  balcony  at  first  story,  mezzanine 
level,  with  EGRESS  from  the  termination  of  the  fire  escape 
by  means  of  fireproof  passageway  leading  to  main  stairway 
leading  to  East  53rd  street;  and 

Whereas,  petitioner  contends  that  Fire  Department  Order 
No.  70017-LD,  Item  1,  Defect  E,  and  objection  No.  5  of 
the  bureau  of  buildings  refer  to  the  plain  glass  doors  and 
showcase  in  the  north  wall  of  the  first  story  of  the  Fifth 
avenue  hall ;  that  the  doors  are  ornamental  bronze  doors 
leading  to  the  store,  each  door  having  a  light  of  plate 
glass  6  ft.  3  in.  by  21%  in.  with  a  semi-circular  transom 
light  over  the  door,  which  is  21  in.  high;  there  is  also  a 
showcase  with  a  glass  window  in  same  and  which  is  6  ft. 

4  in.  high  and  38%  in.  wide;  that  the  openings  in  question 
are  of  plate  glass  and  leading  into  an  art  store  it  would  be 
a  great  hardship  and  would  considerably  detract  from  the 
appearance  of  the  hallway  if  these  plate  glasses  were  re¬ 
moved;  as  to  Item  No.  4  of  Fire  Department  Order  No. 
70017-LD  and  objection  No.  3  of  the  bureau  of  buildings, 
contends  that  the  premises  in  question  was  constructed  in 
1911  and  is  therefore  an  existing  building  under  the  labor 
law;  that  all  doors  which  lead  from  any  subdivision  in 
which  there  is  a  factory  occupancy  are  now  arranged  to 
open  outwardly  as  required  by  this  section,  and  requests 
that  this  item  be  modified  to  the  extent  that  all  doors  lead¬ 
ing  from  subdivision  where  there  is  a  factory  be  arranged 
to  open  outwardly;  as  to  Order  Nos.  70466-7-8-71-LD, 
which  pertain  to  the  removal  of  iron  bars,  would  state  that 
the  windows  in  question  are  those  on  the  course  of  the  fire 
escape  and  immediately  adjacent  thereto  on  the  seventh, 
eighth,  ninth  and  tenth  stories;  that  these  bars  do  not  in 
any  way  obstruct  the  egress  from  this  building  for  the 
reason  that  the  opening  leading  to  the  rear  fire  escape  is 
protected  with  a  fireproof  door  extending  to  floor  level,  and 
there  are  bars  on  the  glass  panels  of  this  door  which  would 
not  obstruct  the  egress  and  there  are,  also,  bars  on  the 
transom  over  the  door;  that  there  are  two  other  windows 
on  the  course  of  this  fire  escape  which  are  barred,  but  these 
winoows  would  not  in  any  case  be  used  for  egress  and  the 
bars  cannot  be  arranged  to  swing  out  for  the  reason  that 
the  stairway  and  railing  of  the  fire  escape  now  run  across 
these  two  windows;  that  the  window  adjoining  the  fire 


escape  would  not  be  used  for  egress  and  these  bars  are 
merely  put  on  these  windows  for  the  purpose  of  burglary 
protection. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  >jo.  <001,-LD,  Item  No.  1,  subdivision  (e),  only 
so  far  as  it  affects  the  door  and  show  window  in  the  hall 
corridor  on  the  first  story,  on  condition  that  the  door  in  the 

Cnrndi?r  ^ha  L  be-  ,made.  self-closing  and  that  the  window 
shall  be  glazed  with  j4-inch  plate  glass,  and  as  to  Item  No 
~,  granted  only  so  far  as  it  affects  any  office  or  room  not 
occupied  for  factory  purposes,  with  five  or  more  persons 
engaged  at  factory  work,  and  denied  in  all  other  respects. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 
612-30-SA. 

PETITIONER — Victor  Products  Corp.,  owner. 
SUBJECT — Victor  Oil  Burner — approval  of 
APPEARANCES— 

For  Petitioner:  -  Harry  G.  Parrish. 

For  Administration:  None. 

ACTION  OF  BOARD— Petition  placed  on  Reserve 
Calendar  pending  test  and  report  of  fire  de¬ 
partment. 


-The  Holtzer-Cabot  Electric  Co. 


494-30-SA. 

PETITIO/NER- 
owner. 

SUBJECT  Holtzer-Cabot  Type  PC  and  Type  PS  Fir 
Alarm  Systems — approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD— Petition  placed  on  Reserv 
Calendar  pending  test  and  report  of  fire  depart 
ment. 


568-30-SA. 


rciiiiuiN  rLK — 1  uthill  Pump  Co. 
SUBJECT— Tuthill  Fuel  Oil  Pum 
proval  of. 


owner. 

(Model  L) — ap- 


APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve 
Calendar  pending  submission  of  model  of  pump. 


fjf IIpJONER— ' The  Engineer  Company,  owner. 

AP P EARANTE S ~  e c h a n  1  c a  1  Oil  Burner-approval  o 

For  Petitioner:  K.  L.  Martin 
ACTION  OF  BOARD-Petition  placed  on  Reserv 
Calendar  pending  test  and  report  of  fire  deparl 
ment. 


670-30-SA. 

PETITIONER — J.  W.  Wulf,  for  Laco  Oil  Burner  Co 
owner. 

irp}?ACR\VLcTsTl®eUrner'  M°de'  NL-approva!  of. 

ACTION  OF  BOARD — Petition  placed  on  Reserve 
Calendar  pending  test  and  report  of  fire  depart¬ 
ment. 


535-29-SA. 

PETITIONER— Croker  National  Fire  Prev.  Eng.  Co 
owner. 

SUBJECT — Croker  2^-Inch  Pressure  Reducing  Valve 
— approval  of. 

APPEARANCES— 

For  Petitioner:  Alfred  J.  Talley. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  laid  over  to  Decem- 
ber  23,  193°,  at  2  p.  m.,  pending  adoption  of 
specificati.ons. 
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367-30-SA. 

PETITIONER — H.  S.  Turner,  for  Kreager  Boiler 
Corp.,  owner. 

SUBJECT — Kreager  Oil  Burner — approval  of. 

APPEARANCES— 

For  Petitioner:  H.  S.  Turner. 

For  Administration:  None. 

ACTION  OF  BOARD — Chairman  read  report  of  fire 
department.  Report  adopted  and  appliance  ap¬ 
proved  in  accordance  therewith. 

THE  VOTE  TO  ADOPT  REPORT  AND  AP¬ 
PROVE  APPLIANCE— 

Affirmative:  Temporary  Chairman  Connell, 
Commissioners  Holland  and  Guilfoyle 


and  Deputy  Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(367-30-SA) 

Whereas,  E.  S.  Turner,  for  Kreager  Boiler  Corp.,  owner, 
filed,  May  29,  1930,  a  petition  with  the  board  of  standards 
and  appeals  for  approval  of  his  device  known  as  the  Kreager 
Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  November  29,  1930,  recom¬ 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Kreager  Oil  Burner 
for  use  in  commercial  and  industrial  installations,  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  in  conformity  with  the  report 
of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  6.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  December  19,  1930,  at  2.30  p.  m.,  Room  1013,  Munic¬ 
ipal  Building,  on  proposed  amendments  to  “Standpipe” — “Fire 
Line”  Rules. 

Matter  in  italics  is  new.  Matter  in  [  ]  to  be  omitted. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
least  20  feet  above  the  level  of  the  roof.  When  the  area 
of  a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  ft.  above  the  level 
of  the  pent  house  roof.  [In  existing  standpipe  equipment 
the  'bottom  of  the  gravity  stand^me  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story.] 

Rule  91.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Com¬ 
missioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner,  and  ex¬ 
cept  that  all  such  fire  line  systems  shall  have  or  be  provided 
with  the  following: 

1.  Roof  gravity  tank  shall  have  a  reserve  of  approxi¬ 
mately  3,500  gallons  for  fire  line. 

[2.  The  bottom  of  the  gravity  tank  shall  be  not  less  than 
20  feet  above  the  hose  outlet  in  the  highest  story.] 

3.  A  4-inch  emergency  drain  with  gate  valve. 

4.  House  lines  taken  from  outside  of  tank. 

5.  Tank  properly  heated  and  provided  with  overflow 
line. 

6.  Tank  shall  not  be  fed  through  fire  line. 

7.  Tank  to  be  fed  at  not  less  than  65  gallons  a  minute 
by  pump  or  direct  city  connection. 


8.  An  iron  ladder  of  substantial  construction,  properly 
braced,  extending  to  top  of  tank. 

9.  At  least  one  gate  valve  at  the  downstream  side  of 
tank  check  unless  a  gate  valve  has  been  installed  on  either 
side  of  check. 

10.  Hose  valves  and  hose  not  less  than  2l/2  inches  in 
good  serviceable  condition.  No  automatic  hose  valves  per¬ 
mitted. 

11.  Wheel  of  hose  valve  within  6  ft.  6  in.  of  stair  land¬ 
ing  or  of  steps  within  2  ft. 

12.  An  open  or  automatic  ball  drip  between  the  siamese 
check  and  siamese. 

13.  Approved  3  in.  x  3  in.  siamese,  with  approved  caps. 

14.  The  words  “STANDPIPE”  cast  in  the  body  of 
the  valve,  or  on  metal  plates  secured  to  siamese  riser,  or 
secured  to  face  of  building  behind  the  siamese. 

15.  The  siamese  street  riser,  wall  collars  and  caps  painted 
a  Fire  Department  red. 

16.  Outlet  pressure  reducers  on  all  hose  outlet  valves 
where  the  pressure  exceed  50  lbs.  per  square  inch. 

17.  In  factory  or  other  buildings  of  hazardous  use,  where  j 
the  fire  lines  are  not  within  a  protected  stair  enclosure  and  j 
may  be  subjected  to  fire  exposure  because  of  such  location,  ■ 
they  shall  be  protected  by  asbestos  covering,  wire  lath 
and  cement,  or  terra  cotta  blocks  as  described  in  these  1 
rules. 

18.  Fire  lines  shall  be  protected  from  freezing  as  speci-  . 
fied  in  these  rules. 

19.  The  tank  shall  be  provided  with  a  high  and  low  j 
water  electric  alarm,  except  where  there  is  an  automatic 
filling  pump  installed. 

20.  The  bonnets  or  caps  of  all  siamese  or  tank  check 
valves  which  have  been  in  the  fire  lines  for  at  least  ten 
years,  where  practicable,  shall  be  removed  and  the  interior  of 
valve  cleaned  of  all  rust  or  other  accumulations.  The  body 
of  the  valley  shall  then  be  given  a  good  coat  of  red  lead  and 
linseed  oil. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  ihe  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press.  176  Park  Row.  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  t« 
be  supplied  by  mail. 


1004 


RULES 


AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


Adopted  by  the  board  of  standards  and  appeals  June  13, 
1930,  and  December  2,  1930. 

(281-22-SR) 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 
There  shall  be  an  engineer,  superintendent  or  other 
person  in  charge  of  the  standpipe-fire  line  system  in  all 
buildings  exceeding  eighty-five  feet  in  height  who  shall  be 
registered,  and  submit  to  an  examination  in  the  Fire  Depart¬ 
ment.  Upon  evidence  of  fitness  to  properly  operate  and  main¬ 
tain  the  standpipe  system  he  shall  be  granted  a  Certificate  to 
that  effect.  The  certificate  shall  contain  the  full  name  and 
a  small  photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
exceeding  250  ft.  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 
ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept 
in  perfect  working  order,  and  at  least  once  a  month  the 
person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
i  premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  ft.  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
fifty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe.  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department ;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 

Rule  31.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron  body 
brass  mounted,  or  cast  steel  designed  in  accordance  with 
specifications  of  the  American  Society  of  Mechanical  Engi¬ 
neers,  gate  valves  shall  be  of  Outside  Stem  &  Yoke  type, 
and  shall  be  located  in  an  accessible  position.  All  such  emer¬ 
gency  control  valves  6  inch  and  larger  shall  be  of  the  by-pass 
type,  except  that  emergency  control  valves  when  required  in 
standpipe  ('fire')  line  systems  may  be  of  approved  hydraulic¬ 
ally  controlled  type. 

ADDENDA 

Specifications  and  Performance  Requirements  for 

Adjustable  Pressure  Reducers  for  Use  At  2^2-Inch 
Hose  Outlets  of  Standpipe  Systems. 


These  valves  are  for  use  at  outlets  for  2]4-inch  hose 


on  standpipe  systems  to  permit  securing  adjustment  of 
the  water  pressure  in  hose  and  at  nozzles  as  is  required 
in  the  Standpipe  Rules  of  the  Board. 

1.  The  body  and  working  parts  of  the  valve  shall 
be  of  brass  or  bronze  of  a  quality  and  thickness  satis¬ 
fying  the  hydrostatic  pressure  test  requirement  given 
below  and  corrosion-resisting.  A  bronze  of  not  less 
than  83  per  cent  copper  and  5  per  cent  tin  and  of  not 
more  than  7  per  cent  zinc  and  not  more  than  3  per 
cent  lead  will  be  judged  to  furnish  acceptable  corrosion 
resistance. 

2.  Threaded  parts  for  connection  to  hose  couplings 
shall  conform  to  the  New  York  Fire  Department  thread 
for  2^2-inch  fire  hose. 

3.  The  design  shall  provide  that  the  friction  loss 
shall  not  exceed  10  lbs.  when  the  valve  is  in  the  full 
open  position  and  is  discharging  not  less  than  29o  gallons 
per  minute. 

4.  It  shall  be  possible  to  operate  the  adjustable  means 
through  its  full  range  by  means  of  a  regulation  Fire 
Department  goose-neck  spanner  wrench  or  manually 
when  subject  to  an  upstream  hydraulic  pressure  of  500 
lbs.  per  square  inch. 

5. _  The  valve  shall  withstand  without  fracture  or  ex¬ 
cessive  leakage  the  application  for  30  minutes  of  an 
internal .  hydrostatic  pressure  of  at  least  1,250  lbs.  per 
square  inch. 

6.  It  shall  be  possible  to  secure  all  movable  exterior 
parts  of  the  valve  which  affect  the  pressure  adjustment 
so  that  the  adjustment  will  be  not  altered  accidentally 
or  by  tampering  without  giving  evidence  of  the  altera- 
tion.  It  shall  be  possible  to  readily  accomplish  any 
desired  adjustment  within  the  range  specified  below  by 
the  use  of  a  regulation  Fire  Department  spanner  wrench. 

(.  The  adjustable  means  shall  provide  that  the  water¬ 
way  within  the  body  of  the  valve  shall  be  not  less  than 
2.5  square  inches  in  area  when  in  full-open  position 
and  not  more  than  0.5  square  inch  when  in  the  fullv 
reduced  position.  Between  these  positions  there  shall 
be  not  less  than  13  positions  of  the  pressure  adiusting 
means  at  each  of  which  a  positive  pressure  reduction 
shall  be  obtainable.  Each  such  position  shall  be  indi¬ 
cated  bv  suitable  markings  or  equivalent  means. 

8.  Straightening  vanes  of  brass  or  bronze,  at  least 
No.  14  B&S  gauge  in  thickness  shall  be  placed  in  the 
down-stream  or  discharge  part  of  the  valve. 

9-  The  valve  shaff  be  marked  so  that  it  mav  be  iden¬ 
tified  after  installation  to  show  a  registered  name  or 
trade-mark,  together  with  the  Calendar  Number  as¬ 
signed  to  it  by  the  Board  of  Standards  and  Anneals  and 
the  registered  symbol  of  endorsed  apnroval  by  testing 
agency.  These  markings  shall  be  in  letters  and  figures 
at  least  T4  inch  high. 

10.  The  valve  shall  be  so  marked  as  to  clearly  in¬ 
dicate  when  it  is  installed  the  unstream  pressure  pro¬ 
ducing  50  lbs.  nressure  at  its  discharge  according  to 
adiusfrnent  at  which  it  is  set  as  snecified  in  naragraph 
0  of  these  Rules.  These  markings  shall  be  in  letters  and 
figures  at  least  Va  inch  high. 

The  B nard  of  Standards  and  Apbeals  hereby  serves  notoice 
that  ad br ovals  granted  hereunder  are  swbiect  to  amendments 
or  limitations  .as  and  wherever  in  its  opinion  service  condi¬ 
tions  in  buildings  may  require. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  30c:  by  mail,  35c. 


RULES 


AMENDMENTS  TO  RULES  OF  PROCEDU  RE 


Adopted  by  the  board  of  standards  and  appeals  December 
2,  1930. 

(89-27-SR) 

ARTICLE  II— CASES  BEFORE  THE  BOARD. 

2.  Any  communication  purporting  to  be  an  application, 
appeal  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  and  shall  be  of  no  force  or  effect 
until  it  is  made  in  the  form  required  except  as  provided  in 
Art.  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  his 
application,  appeal  or  petition,  and  he  shall  be  required  to 
file  the  proper  form  and  furnish  all  necessary  data  within 
twenty  days  of  the  date  of  the  order  or  decision  appealed 
from  except  as  provided  in  Art.  VI. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Superintendent  of  Buildings  or  the 
Fire  Commissioner  or  from  any  rule  or  regulation  relating 
to  the  construction,  alteration,  structural  changes  in  equip¬ 
ment,  occupancy  or  use  of  any  building  or  structure,  under 
Section  719  of  the  Charter,  shall  be  entertained  unless  such 
appeal  is  filed  in  duplicate  on  Form  lA,  with  all  the  data 


required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions  may  be  filed  in  duplicate  on  form  accom¬ 
panied  by  a  written  description  of  the  premises  and  a  copy 
of  the  order  or  decision.  A  copy  of  such  written  appeal 
shall  be  filed  with  the  administrative  official  issuing  order 
or  decision.  What  constitutes  minor  orders  or  decisions 
shall  be  determined  by  the  board  or  chairman. 

ARTICLE  XI— TESTS. 

1.  In  any  case  in  which  the  Board  may  order  a  test 
of  any  material  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  the  rules  adopted  by  the  Board  for  such  material 
and  device,  tests  shall  be  conducted  under  the  supervision 
of  an  assistant  engineer,  in  the  presence  of  the  Chairman 
and  two  or  more  members  appointed  by  him,  and  the  result 
of  such  test  shall  be  reported  to  the  Board  in  writing,  or 
tests  may  be  made  of  materials  and  devices  by  a  recognized 
standard  testing  laboratory,  City  or  State  department.  The 
board  reserves  the  right  to  be  represented  at  these  tests. 
The  material  or  device  shall  not  have  the  approval  of  the 
Board  unless  the  report  be  favorable  and  adopted  by  four 
(4)  affirmative  votes,  and  the  Board  may  approve  such 
materials  or  devices  on  the  certified  report  of  such  laboratory, 
City  or  State  Department. 


RULES 


SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  ot  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  shall 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  commi°sioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  hv  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  'he 
•ame  premises  until  at  least  one  year  has  elapsed 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  tor  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  roon.  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

( b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

B'acksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion: 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed: 

(31  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re 
ceotacles. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Administrative  Applications. 

1U29-27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

8<4-29-A  11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1173-22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

1249-22-SA — Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-bA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-bA — Packless  Gas  Shut-Off  Valve,  approval  ol. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

282-23- S A — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

875-23-SA — Wm.  E.  T oelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

879-23- S A  Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

B97-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

4*8 -23- S A — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA  1  ilman-White  Gas  Cut-Off  Valve,  approval 

of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1248  23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

492-24- S A — HoLzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

753-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

101 6-24-S A — Milnes  Oil  Burner,  approval  of. 

1142^24-SA  Decker  Oxohydrogen  Oil  Burner,  approval  of 

1859-24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1500-84-SA — Smolensky  Check  Valve,  approval  of. 

1 263 - 25- S A — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 26-S A — Koerting  Gear  Pump,  approval  of. 

1346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26-SA  Signal  Weatherproof  Bells,  approval  of, 

864-26-SA — Kork-n-Seal,  approval  of. 

397-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA— Pyrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA— Wilbur  Extinguisher,  approval  of. 


187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA  Leader  Gas  Shut-Off  Valve,  approval  of. 

814-2 1 -SA  Elkhart  Flush  Type  Siamese,  approval  of. 

955-2 1 -SA  Cooks  Automatic  Oil  Burner,  approval  of. 

977-27 -SA — Romec  Rotary  Pump,  approval  of. 

1 162-27-S A — Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

313-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

51 1-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphor 
Valve,  approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA— Kennedy  2^-Inch  Hose  Outlet  Valve  Tyne 
“A,”  approval  of.  ’ 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-SA: — Croker  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA—  Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA— Scranton  Steam  Pumps,  approval  of. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

315-30-SA — Shill  Oil  Burner,  approval  of. 

359-30-SA  Gonran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

367-30-SA — Kreager  Oil  Burner,  approval  of. 

372-30-SA— International  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

394-30-SA  The  Oronoque  Oil  Burner,  approval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A.  ap¬ 
proval  of. 

494-30-SA— Holtzer-Cabot,  Type  PC  and  Type  PS,  Fire 
Alarm  Systems,  approval  of. 

509-30-SA  Enco  Mechanical  Oil  Burner,  approval  of. 

518-29-SA — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

563-30-SA — Shepard  Oil  Burner,  approval  of. 

o 68-30- S A— Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 

600-30-SA  Silent  Glow  Oil  Burner,  Model  G,  approval  of. 

612-30-SA — Victor  Oil  Burner,  approval  of. 

624-30-SA— Sunway  Oil  Burner,  approval  of. 

670-30- A  Laco  Oil  Burner,  Model  NL,  approval  of. 


.V?"  llSTea  1n  "'e  reserve  Calendar  are  cases  upon 
winch  action  by  the  board  has  been  deferred  pendinq  com - 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  Decembe£„.31,  1929 .  392 

f-/' 

Cases  filed  up  to  December  10,  1930 .  726 

Restored  to  calendar .  62 

Miscellaneous  Applications. 

Requests  to  reopen .  230 

Requests  to  amend .  14 

Requests  for  modification .  57 

Requests  to  rescind .  3 

Requests  for  extension  of  time .  75 

Requests  for  extension  of  permit .  4 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  35 

Administrative  requests .  0 

Requests  for  interpretation .  1 

Total  .  1599 

Disposed  of .  1187 

Cases  pending  December  10,  1930 .  412 


DISPOSITION  OF  CASES. 

Withdrawn  .  170 

Dismissed .  38 

Denied .  197 

Granted  .  2 

Granted  on  condition .  324 

Appliances  approved .  29 

Appliances  dismissed,  disapproved  or  withdrawn .  6 

Rules  approved .  2 

Rules  disapproved  or  rescinded .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  189 

Requests  to  reopen  denied .  32 

Requests  to  amend  granted .  13 

Requests  to  amend  denied .  1 

Requests  for  modification  granted .  43 

Requests  for  modification  denied .  13 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  74 

Requests  for  extension  of  time  denied .  l 

Requests  for  extension  of  permit  granted .  4 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  o 

Requests  to  install  denied .  o 

Plans  approved .  35 

Plans  disapproved .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  1 

Requests  withdrawn  or  dismissed .  10 


Total  .  H87 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Room  1001,  Municipal  Building, 

New  York  Citv. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for .  1931 
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DIRECTORY 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m  and  2 


/D/> 

BOARD  OF  STANDARDS  AND  APPEAL^ 
HENRY  L.  CONNELL^  ., 
Temporary  Chairman 


7$^  Tuesdays,  at  10  a-  m-  and  2  p.  ns. 

'■qfcedal  meetings  as  published  in  this  Bulletin. 

Call  of-Ulerks  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
c'  0  Manhattan. 

% 


O 


James  P.  Holland 
John  Guilfoyle 
Chief  John  Kenlon 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk. 

Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


/a 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


Any- ^person  desiring  to  consult  the  chairman  or  the  en- 
giners,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CONTENTS 


CALL  OF  CLERK’S  CALENDAR 

>  The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday ,  December  23, 
1930,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  30,  1930,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 

on  fixed  days. 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Regular  Meeting,  December  16,  1930, 
10  A.  M. 

Minutes  of  Regular  Meeting,  December  16,  1930, 
2  P.  M. 

Corrections. 

Amended  Rules  of  Procedure. 

Notice  of  Public  Hearing  on  Amendment  to  “Stand- 
pipe”-“Fireline”  Rules. 

Reserve  Calendar. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  day* 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
irections. 


1009 


HENRY  L.  CONNELL,  Temporary  Chairman. 


« 


CALENDAR 


docket. 


New  Cases  Filed  up  to  December  17,  1930. 


Cal.  No. 

Department. 

Premises  Affected. 

743-30-BZ . . . 

. B.B.M... 

.475  W.  150th  st.,  Man., 

Alt.  2398-30 

742-30-A  - 

_ F.D . 

16-22  Fifth  ave.,  Man., 

F-75886 

741-30- A - 

_ F.D . . 

,69th  st.  (Juniper  ave.),  west 

side,  84.79  ft.  south  of  60th 

ave.,  Maspeth,  Q., 

F- 80652 

740-30-S - 

....F.D . 

.461-467  W.  40th  st.,  Man., 

L.  D.  56980 

739-30-BZ . . 

. B.B.M... 

.65-69  W.  99th  st.,  Man., 

N.  B.  264-30 

738-30-A - 

. F.D . 

.695-709  Sixth  ave.,  and  110-116 

W.  23rd  st.,  Man., 

F-  78945  &  F -7 894*6 

737-30- S - 

....F.D . 

.519-521  Fifth  ave.,  Man., 

L.  D.  73740 

736-30-BZ .  . 

. B.B.B... 

.146  Milton  st.,  Bklyn., 

App.  14792-30 

735-30-SA.  . 

. F.D . 

.Petro  Model  P-2  Burner, 

Appliance 

734-30-A .  .  . 

. F.D . 

.22-30  Tenth  ave.,  Man., 

F-56108,  F-79345  &  F-79344 

733-30-BZ .  . 

. B.B.B... 

.525  Eastern  pkwy.,  Bklyn., 

App.  14651-30 

732-30- S.  .  .  . 

. F.D . 

.245-249  W.  55th  st.,  Man., 

L.  D.  73931 

731-30-BZ .  . 

. F.D . 

.1288-1290  Myrtle  ave.,  Bklyn., 

Plan  No.  4467-30 

730-30-SA. . 

. F.D . 

..Standpipe  Outlet  Pressure  Re- 

ducing  Device,  Appliance 

729-30-S . . . 

. F.D . 

.125-129  W.  45th  st.,  Man., 

L.  D.  56332  &  L.  D.  56333 

728-30-S .  . . 

. B.B.M.. 

..1410  Broadway,  Man., 

N.  B.  27-30 

727-30-BZ .  . 

. B.B.M. . 

..254  W.  100th  st.,  Man., 

Alt.  1629-29 

Restored  to  Calendar. 

445-30-A .  .  . 

. F.D _ 

..425-435  E.  24th  st.,  Mail., 

F-76045 

272-30-BZ . 

. B.B.B.. 

..440-446  Utica  ave.,  Bklyn., 

App.  3158-30 

246-30-A . . . 

. F.D - 

..125-135  Greene  st.,  Bklyn., 

F-49831 

176-29-BZ . 

. B.B.Bx. 

..3200  Jerome  ave.,  Bx., 

Alt.  56-29 

CODE. 

F  D 

. Fire  Department 

li  D 

. Health  Department 

B.B.B . 

...Bureau  of  Buildings.  Brooklyn 

B.B.M . 

. 

..Bureau  of  Buildings,  Manhattan 

B.B.Q . 

. Bureau  of  Buildings,  Queens 

B.B.R  . 

.Bureau  of  Buildings,  Richmond 

B.B.Bx - 

. Bureau  of  Buildings,  Bronx 

T.H.D . 

Tenement  House  Department 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  23,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

370-30-BZ. 

APPLICANT— Peter  M.  Coco,  for  John  T.  Watson,  owner. 

PREMISES — 173-02  to  173-04  Nassau  boulevard,  61-03 
173rd  street  and  61-06  Fresh  Meadow  road,  south 
side  of  Nassau  boulevard,  between  Fresh  Meadow 
road  and  173rd  street,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

496-30-BZ. 

APPLICANT — M.  Harvey  Smedley,  for  Cranford  Coal  & 
Land  Co.,  owner. 

PREMISES — Southeast  corner  of  182nd  place  and  Jamaica 
avenue,  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

515-30-BZ. 

APPLICANT — Emil  Guterman,  for  Anastasia  McArdle, 

owner. 

PREMISES' — 129-15  to  129-23  Jamaica  avenue,  northeast 
corner  of  Ambrose  street,  Richmond  Hill,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district,  extending  from  an  un¬ 
restricted  district,  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop  and,  also,  the  installa¬ 
tion  of  a  gasoline  service  station. 

543-30-BZ. 

APPLICANT — Peter  J.  Hughes,  for  Mary  M.  Hughes, 
owner. 

PREMISES — 48-60  45th  street,  northwest  corner  of  50th 
avenue,  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  portion  of  an  existing  build¬ 
ing  from  residence  use  to  business  use  (funeral 
parlor). 

595-30-BZ. 

APPLICANT — Bly  &  Hamann,  for  Diamond  Evangelista, 
owner. 

PREMISES — 2476-2488  Coney  Island  avenue  and  903-913 
Avenue  V,  northwest  corner,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

337-28-BZ. 

APPLICANT — William  J.  Shuttleworth,  owner. 

PREMISES — Southwest  corner  of  Liberty  avenue  and  Red¬ 
ding  street,  Woodhaven,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop,  which  was  granted  by  the 
•board  on  December  4,  1928  (reopened  on  December 
2,  1930 ;  re  extension  of  the  temporary  permit  for 
another  period  of  two  (2)  years). 
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CALENDAR 


DECEMBER  23,  1930,  10  A.  M. 

Appeals  from  Administrative  Orders. 

573-30- A  80  Grove  street  and  139-141  Washington  place, 
northeast  corner,  Manhattan. 

516-30-A— 1125  Grand  concourse  and  1126  Walton  avenue 
The  Bronx. 

525- 30-A— 289  9th  street  and  262-264  8th  street,  Brooklyn. 

526- 30-A — 162-166  16th  street,  Brooklyn. 

536-30-A— 1410  Broadway  and  120  West  39th  street,  south¬ 
east  corner,  Manhattan. 

553-30-A' — 603-635  West  132nd  street  and  604-634  West 
133rd  street,  Manhattan. 

565-30-A — 13-15  West  20th  street,  Manhattan. 

333-30-A — 33-43  East  33rd  street,  Manhattan. 

272-19-A— Northwest  corner  of  Bryant  &  Clinton  streets, 
Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
23,  1930,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  731-29-BZ— Application,  December  14,  1929,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Harry  Urquhart,  applicant,  on 
behalf  of  M.  H.  G.  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  101st  avenue,  40  ft.  east  of  121st 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  351-30-BZ— Application,  May  23,  1930,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution,  of  William  A.  Lacerenza,  ap¬ 
plicant,  on  behalf  of  James  Aquavella, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  205 
Rockaway  avenue,  southeast  corner  of 
Pacific  street,  Brooklyn. 

cal.  no.  540-30-BZ— Application,  August  7,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Peter  Fiore,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  an  unrestricted  district,  the  erection 
and  maintenance  of  garages  for  the 
storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  sta¬ 
tion ;  premises  southeast  corner  of  East 
147th  street  and  Southern  boulevard,  The 
Bronx. 

cal.  no.  548-30-BZ— Application,  August  13,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Maurer  &  Kern,  Inc., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  an  auto 
laundry  and  grease  pits  and  a  gasoline 
service  station;  premises  1344-1372  Rem- 
sen  avenue,  northwest  corner  of  Avenue 
K,  Brooklyn. 

cal.  no.  560-30-BZ— Application,  August  25,  1930,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Victor  Mavper,  applicant,  on 


behalf  of  Rector  Church  Wardens  and 
Vestrymen  of  Trinity  Church  of  New 
York  City,  owner,  to  permit  in  a  resi¬ 
dence  district,  extending  from  an  unre¬ 
stricted  district,  the  erection  and  main¬ 
tenance  of  a  business  building;  premises 
22  Clarkson  street,  264  West  Houston 
street  and  388-402  Hudson  street,  Man¬ 
hattan. 

cal.  no.  321-30-BZ— -Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  McCooey  &  Conroy,  applicants,  on 
behalf  of  Consolidated  Associates,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Union  turnpike  and  Parsons 
boulevard,  Jamaica,  Borough  of  Queens. 

cal.  no.  566-30-BZ— Application,  August  29,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  H.  Weekes,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop ;  premises  222- 
04  Jamaica  avenue,  southeast  corner  of 
222nd  street,  Queens  Village,  Borough 
of  Queens. 

cal.  no.  574-30-BZ— Application,  September  5,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  William  Halpert,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  2243-2247  Pitkin 
avenue,  northwest  corner  of  Hendrix 
street,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


DECEMBER  23,  1930,  2  P.  M. 

Petitions 'for  Variations. 

511-30-S— 261  Pearl  street,  Manhattan. 

547-30-S— 358-372  West  31st  street  and  362-370  Ninth  ave¬ 
nue,  Manhattan. 

552-30-S  40-42  West  17th  street,  Manhattan. 

554-30-S — 56  West  31st  street,  Manhattan. 

562-30-S — 719  Hart  street,  Brooklyn. 

521-30-S — 33-35  West  46th  street,  Manhattan 
584-30-S— 108-110  West  25th  street,  Manhattan 
532-30-S— 203-209  West  146th  street,  Manhattan. 
449-30-S— 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

Appliances  Submitted  for  Approval. 

709- 30-SA— Silent  Automatic  Burner,  Model  “B,”  approval 

of. 

710- 30-SA— Silent  Automatic  Burner,  Model  “E,”  approval 

of. 

5 35-29- S A — Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  30,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

593-30-BZ. 

APPLICANT— Edward  L.  Kelly,  for  Civic  Realty  Corp 
owner.  '  ’ 


A 
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PREMISES — 219-02  to  219-12  Horace  Harding  boulevard 
(Nassau  boulevard),  southeast  corner  of  219th 
street,  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

594-30-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Wart 
Realty  Co.,  owner. 

PREMISES — 202-218  East  55th  street  and  211-213  East 
54th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  on  the  second  story  of 
an  existing  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously  denied  for  a 
garage  and  gasoline  station ;  reopened  on  December 
9,  1930). 

605-30-BZ. 

APPLICANT — William  Richter,  for  Nick  Porzie,  owner. 

PREMISES — 172-174  Woodbine  street,  south  side,  100  ft. 
east  of  Central  avenue,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  use  district  the  erection  and 
maintenance  of  ten  (10)  individual  garages,  space 
rented  to  persons  not  residing  on  the  premises. 


CALL  OF  CLERK’S  CALENDAR 
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606-30-BZ. 

APPLICANT — A.  O.  Lynas,  for  Carpenter  Madison  Corp., 
owner. 

PREMISES — 515-517  Madison  avenue  and  31-41  East  53rd 
street,  northeast  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  and  partly  in  a  retail 
use  district,  the  erection  and  maintenance  of  a  build¬ 
ing  having  an  occupancy  throughout  of  25  per  cent 
of  the  floor  area  for  manufacturing  purposes. 


610-30-BZ. 

APPLICANT — Louis  Allmendinger,  for  Otto  Curth,  owner. 

PREMISES — 63-71  Saratoga  avenue  and  832-840  Macon 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  of  an 
additional  story  on  an  existing  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

35-30-BZ. 

APPLICAN  r — Elizabeth  Jackman,  owner. 

PREMISES — 102  Tapscott  avenue,  west  side,  31  ft.  5 ¥%  in 
south  of  East  93rd  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  a  motor  vehicle  repair 
shop  and  a  gasoline  service  station. 


203-28-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Tremune  Realty 
Corp.,  owner. 

PREMISES— 1801  University  avenue,  northwest  corner  of 
1  remont  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
conversion  of  occupancy  of  portion  of  an  apartment 
building  from  dwelling  to  business  use  (stores) 
(previously  denied;  reopened  on  December  9,  1930). 


201-30-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Harriet  Ha 
and  W  •  B.  Co.,  owners. 

PREMISES— 28-12  31st  street  and  30-15  Newtown  aven 
Q°ue™St  cor»er,  Long  Island  City,  Borough 

APPLICATION,  under  section  21  of  the  building  Z( 
resolution,  6 


Building  Zone  Cases. 

145-30-BZ. 

APPLICANT — Benjamin  Antin,  for  Frank  J.  Muhlfeld, 
owner. 

PREMISES — South  side  of  East  164th  street,  from  Walton 
avenue  to  Gerard  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residence  building,  the  cellar  to  be  used 
in  part  for  business  purposes  (withdrawn  on  July 
1,  1930;  reopened  November  25,  1930). 

1460-23-BZ. 

APPLICANT — McCooey  &  Conroy,  substituted  for  Wil¬ 
liam  F.  Doyle,  for  Brooklyn  Realty  Corp.,  owner. 

PREMISES — 1239-1249  Coney  Island  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  (amendment  and  modification  of  the  orig¬ 
inal  resolution), 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and,  also,  the  installation 
of  a  gasoline  service  station  (previously  granted 
by  the  board,  under  section  7e  of  the  building  zone 
resolution,  for  a  garage). 

586-30-BZ. 

APPLICANT — Conrad  Rhodes,  Jr.,  and  Ernst  Schoenfeld, 
owners. 

PREMISES — 2301-2305  Broadway  and  3175-3189  23rd 
street,  northeast  corner,  Long  Island  City,  Borough 
of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and  a  gasoline  service  sta¬ 
tion. 

607-30-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Hardance 
Realty  Corp.  and  Hoffman  Development  Corp., 
owners. 

PREMISES — 233-237  East  56th  street,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

272-30-BZ. 

APPLICANT — Irving  M.  Fenichel,  for  Israel  Greenberg, 

owner. 
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PREMISES — 440-4+6  Utica  avenue,  868-884  Empire  boule¬ 
vard,  southwest  corner,  and  923-943  East  New  York 
avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (denied  on 
November  25,  1930;  reopened  on  December  16, 
1930). 


176-29-BZ. 

APPLICANT — Max  Siegel  and  George  H.  Levy,  substituted 
for  William  F.  Doyle,  for  Delpad  Realty  Corp., 
lessee. 

PREMISES — 3200  Jerome  avenue,  northeast  corner  of  East 
Van  Cortlandt  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles  and  the  installation  of  a  gasoline  service 
station  (withdrawn  June  11,  1929;  reopened  De¬ 
cember  16,  1930). 


JANUARY  6,  1931,  10  A.  M. 

Appeals  from  Administrative  Orders. 

523-30-A — 247-253  Water  street,  Brooklyn. 

546-30-A— Block  bounded  by  West  252nd  street,  West  253rd 
street,  Albany  Post  road  and  Fieldston  road, 
Riverdale,  The  Bronx. 

577- 30-A — Pier  foot  of  North  4th  street,  Brooklyn. 

578- 30- A — Pier  foot  of  North  5th  street,  Brooklyn. 

581- 30-A — 142  Fifth  avenue,  northwest  corner  of  West 

19th  street,  Manhattan. 

495-30-A — 467-477  First  avenue,  Manhattan. 

529-30- A — 611-621  Broadway,  northeast  corner  of  West 
Houston  street,  Manhattan. 

539-30- A — 215  West  57th  street,  Manhattan. 

567-30- A — 422-430  East  53rd  street,  Manhattan. 

579- 30-A — 364-370  Canal  place  and  231-233  East  141st 

street,  northeast  corner,  The  Bronx. 

582- 30-A' — 1415-1419  Utica  avenue,  Brooklyn. 

246-30-A — 125-135  Greene  street,  Brooklyn. 

445-30- A — 425-435  East  24th  street,  Manhattan. 

713-30-A — 13-17  West  109th  street,  Manhattan. 

708-30-A — 515-517  Madison  avenue  and  41  East  53rd 

street,  Manhattan. 

715-30- A — West  side  of  Crotona  avenue,  218  ft.  6  in.  north 
of  Pelham  avenue,  The  Bronx. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
6,  1931,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  oil 
the  following  matters : 

cal.  no.  510-30-BZ — Application,  July  24,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lee  Samenfeld,  applicant,  on  behalf 
of  Fannie  Katz,  owner,  to  permit  in  a 
business  district  the  conversion  of  the 
occupancy  of  an  existing  building  from 
a  conforming  use  to  a  motor  vehicle  re¬ 
pair  shop;  premises  102  West  144th 
street,  south  side,  100  ft.  west  of  Lenox 
avenue,  Manhattan. 


the  basement  story  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business 
use  (restaurant)  ;  premises  761-765  St. 
Marks  avenue  and  123-147  New  York 
avenue,  northeast  corner,  Brooklyn. 

cal.  no.  591-30-BZ — Application,  September  12,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  A.  Potter,  applicant,  on 
behalf  of  Bragaw  Land  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  northwest  cor¬ 
ner  of  Queens  boulevard  and  39th  place 
(Bragaw  street),  Long  Island  City, 
Borough  of  Queens. 

cal.  no.  274-30-BZ— Application,  April  21,  1930;  denied 
September  16,  1930;  reopened  November 
25,  1930,  under  sections  7e  and  21  of 
the  building  zone  resolution,  of  James 
W.  Byrnes,  applicant,  on  behalf  of  the 
Ninety  Butler  Street  Corp.,  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  from  a 
garage  and  factory  building  to  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  86-90  Butler 
street,  south  side,  250  ft.  east  of  Smith 
street,  Brooklyn. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


jnx,  o,  Z  t'.  1VL. 

Petitions  for  Variations. 
o^0-30-S  309-321  West  66th  street,  Manhattan. 

550-30-S — 120  West  20th  street,  Manhattan. 

602-30-S  515-517  Madison  avenue  and  31-41  East  53rd 

on  e  ™Srtre€t’  n?rtheast  corner,  Manhattan. 

604-30- S — lo4  West  37th  street  and  497-499  Seventh  ave¬ 
nue  southeast  corner,  Manhattan. 
66O-30-S— 346-364  Hudson  street,  79-89  Charlton  street  and 
88-98  King  street,  Manhattan. 


FRIDAY,  JANUARY  9,  1931,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

28 1-22- SR  Standpipe  Fire  Line  Rules.  Amendment  to 
Rule  21,  Elevation  of  Tank,  Rule  91  and 
proposed  new  Rule  93  relating  to  specifica¬ 
tion  requirements. 


Appeals  from  Administrative  Orders. 

2 03 -2 09  West  146th  street,  Manhattan. 

432-29- A  501-503  Third  avenue  and  202  East  34th  street 
southeast  corner,  Manhattan 

3 66-30- A  31  Union  Square  West  and  21  East  16th  street 
northwest  corner,  Manhattan. 

5o9-30-A— 1924-1942  49th  steret  (Dahill  road),  opposite 
Avenue  I,  Brooklyn. 


cal.  no.  571-30-BZ — Application,  September  3,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Frank  C.  Colyer,  lessee, 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of 
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JANUARY  20,  1931,  10  A.  M. 

Appeals  from  Administrative  Orders. 

328-30- A— 2306  Decatur  street,  Brooklyn. 

1  ( ,-30-A— 600-602  West  28th  street  and  269-275  11th  ave 
nue,  southwest  corner,  Manhattan. 
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324-30-A — 428-436  Greenwich  street,  Manhattan. 

360-30- A — 603-607  West  40th  street,  600-624  West  50th 
street  and  691-699  11th  avenue,  Manhattan. 

39 1-30- A — 127  Beekman  street,  Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  T uesday  morning,  January 
20,  1931,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  468-30-BZ — Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander.  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

cal.  NO.  744-28-BZ — Application,  September  20,  1928;  denied 
February  26,  1929;  reopened  November 
11,  1930,  of  Philip  J.  Sinnott,  applicant, 
on  behalf  of  Emil  S.  Levi,  owner  (Mon¬ 
toya  Realty  Corp.,  previous  owner),  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  build¬ 
ing  (stores)  ;  premises  northeast  corner 
of  Longfellow  avenue  and  East  173rd 
street,  The  Bronx. 


cal.  no.  469-30-BZ — Application,  July  3,  1930,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Christopher  C.  McGrath, 
applicant,  on  behalf  of  Richard  Schimick, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Waterbury  avenue  and  East¬ 
ern  boulevard,  The  Bronx. 

cal.  no.  565-29-BZ — Application,  September  16,  1929 ;  denied 
by  the  board  on  January  24,  1930;  re¬ 
opened  November  5,  1930,  under  section 
21  of  the  building  zone  resolution,  of 
J.  Harlen  O’Connell,  substituted  for 
Morania  Sales  Co.,  as  applicant,  on  be- 
half  of  Relton  Holding  Corp.,  owner,  ! 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  226-02  to  226-08 
Merrick  road  and  134-11  226th  street, 
southeast  corner,  Laurelton,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JANUARY  20,  1931,  2  P.  M. 

Petitions  for  Variations. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

6-30-S — 25-27  West  36th  street  and  24-26  West  57th 
street,  Manhattan. 

355-30-S — 1  East  53rd  street,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  16,  1930. 

Present :  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  December  9,  1930,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  after¬ 
noon,  December  9,  1930,  were  approved  as  printed  in  Bul¬ 
letin  No.  50,  Vol.  XV. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
328-30-A 

APPELLANT — Donald  R.  Baldwin,  for  The  Great  Atlantic 
&  Pacific  Tea  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 2306  Decatur  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Donald  R.  Baldwin. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
10  a.  m.,  on  request  of  appellant. 


177-30-A. 

APPELLANT — Terminal  Warehouse  Co.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 600-602  West  28th  street  and 
269-275  11th  avenue,  southwest  corner,  Manhattan. 

APPEARANCES— 

For  Appellant :  H.  F.  Hopper. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
10  a.  m.,  on  request  of  appellant. 


324-30-A. 

APPELLAN  T — Meyer  &  Lange,  owners. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 428-436  Greenwich  street,  Man- 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1931,  at 
10  a.  m.  No  appearances. 

360-30-A. 

APPELLANT  Thomas  I.  Sheridan,  for  Horn  &  Hardart 
Co.,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 605-607  West  49th  street,  600- 
624  West  50th  street  and  691-699  11th  avenue  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Norman  N.  McNamara. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 

39 1-30- A. 

APPELLANT — Blackfords,  Inc.,  lessee. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 127  Beekman  street,  Manhat¬ 
tan. 


1014 


MINUTES 


APPEARANCES— 

For  Appellant :  W.  O.  Whitney. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


445-30-A. 

APPELLANT — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Little  Estate  Corp.,  owner. 
SUBJECT — Application  for  reopening — reconsideration, 

having  been  previously  denied — re  Appeal  from  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 425-435  East  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  January  6,  1931,  at  10  a.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


i  246-30-A. 

APPELLANT — Bergmann  &  Cole,  for  Greenpoint  Metallic 
Bed  Co.,  Inc.,  lessee. 

SL’BJECT — Application  for  reopening — restoration  to  cal¬ 
endar — re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner  (previously  dismissed  for  lack  of  prosecu¬ 
tion). 

PREMISES  AFFECTED — 125-135  Greene  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Sidney  H.  Bergmann. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  January  6,  1931,  at  10  a.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  0 


713-30-A. 

APPELLANT— Nathan  L.  Goldstein,  for  Pure  Oil  Co., 
Inc.,  lessee. 

SUBJECT — Request  for  early  hearing  — re  Appeal  from  a 
decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 13-17  West  109th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Samuel  Goldstein. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  January  6,  1931,  at  10 
a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 

ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


t  708-30-A. 

APPELLANT — Waitt  Operating  Co.,  Inc.,  against  Car- 
penter-Madison  Corp.,  lessee. 


SUBJECT — Request  for  early  hearing  — re  Appeal  from  a 
decision  of  the  superintendent  of  buildings — re  Re¬ 
vocation  of  Permit  N.  B.  133-1930  issued  by  the 
superintendent  of  buildings. 

PREMISES  AFFECTED — 315-517  Madison  avenue  and  41 
East  53rd  street,  northeast  corner,  Manhattan. 
APPEARANCES— 

For  Appellant :  Harold  Reugelman. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  January  6,  1931,  at 
10  a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  . o 

Absent  .  o 


715-30-A. 

APPELLANT — Department  of  Hospitals,  City  of  New 
York,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Appeal 
from  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — West  side  of  Crotona  avenue, 
218  ft.  6  in.  north  of  Pelham  avenue,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  January  6,  1931,  at 
10  a.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  0 


143-29-A. 

APPELLANT — I.  L.  Crausman,  for  Gaetano  Clemente, 
owner. 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied— re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1190  Longwood  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  C.  L.  Crausman. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative  :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

104-30- A. 

APPELLANT— J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 386  Fulton  street  and  1-15 
Smith  street,  southeast  corner,  Brooklyn 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  McElligott . 4 

Negative  .  0 

Absent  .  n 
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MINUTES 


THE  RESOLUTION— 


THE  RESOLUTION— 

(104-30-A) 

Whereas,  J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee,  filed,  February  10,  1930,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  386  Fulton  street 
and  (1-15  Smith  street,  southeast  corner,  Borough  of  Brook¬ 
lyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  27,  1929  (refer  to  Order  No.  28494-LC),  reads: 

“1.  Discontinue  and  remove  the  direct  method  ot  re¬ 
frigeration  from  that  part  of  the  building  prohibited  by 
Section  219-b  of  Chapter  10,  Code  of  Ordinances.’’; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
mezzanine  in  height,  50  ft.  by  150  ft.  in  area;  OCCUPIED: 
cellar,  machinery  and  kitchen,  32  persons;  1st  story,  restau¬ 
rant,  88  persons ;  2nd  story,  restaurant,  49  persons ;  3rd  story, 
bakery,  15  persons;  4th  story,  no  occupancy ;  and 

Whereas,  the  appellant  claims  the  building  was  erected  in 
1925 ;  the  ordinance  became  effective  as  of  December  30, 
1928;  the  refrigerating  plant  was  installed  in  1925  and  con¬ 
sists  of  an  8-ton  Hartford  Automatic  Ammonia  Compressor 
driven  by  a  40  horsepower  motar,  a  300-pound  receiver,  lo¬ 
cated  in  the  cellar  of  the  adjoining  premises  at  east,  from 
which  the  ammonia  pressure  and  suction  lines  extend  into 
the  cellar,  first,  mezzanine  and  second  stories  of  the  prem¬ 
ises  affected  under  this  appeal,  where  ice  boxes  are  cooled  by 
the  direct  method;  furthermore,  the  appellant  contends  that 
no  high  pressure  line  extends  above  the  cellar  story;  there 
are  two  interior  exit  stairways  from  first  story  to  roof ;  also 
the  entire  plant  is  under  constant  care  of  a  licensed  engineer ; 
and 

Whereas,  this  plant  has  been  operating  under  a  duly 
authorized  permit  from  the  fire  department  since  and  up  to 
December,  1927,  when  the  board  of  aldermen  amended  the 
code  of  ordinances  in  regard  to  a  refrigeration  plant,  pro¬ 
hibiting  direct  lines  above  the  first  story,  which  amendment 
went  into  effect  January  1,  1928,  and  did  not  specify  whether 
the  amendment  was  retroactive ;  and 

Whereas,  a  bill  now  pending  before  the  board  of  aider- 
men,  affecting  retroactive  features  of  the  ordinance  as  to 
direct  refrigerating  lines,  has  been  reported  out  of  the  wel¬ 
fare  committee  to  the  exectutive  committee  favorably. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  jt  affects  the  first,  mezzanine  and 
second  stories,  on  condition  that  the  plant  shall  not  be  in¬ 
creased,  extended  or  altered,  other  than  changes  to  conform 
with  the  present  requirements  or  for  repairs;  that  present 
use  and  occupancy  shall  remain  substantially  unchanged ;  that 
the  building  shall  remain  in  single  tenancy,  and  granted 
only  so  long  as  it  applies  to  the  present  tenancy  and  that 
th#  plant  conform  to  the  ordinance  in  force  as  amended  Janu¬ 
ary  (1,  1928,  in  all  other  respects. 


140-30-A. 

APPELLANT— J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 20  West  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy 

Chief  McElligott . .  4 

Negative  . ’  ”  ’  q 

Absent  .  n 


(140-30-A) 

Whereas,  J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner,  filed,  February  25,  1930,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  20  West  38th 
street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  23,  1930  (Order  No.  55316-LC),  reads: 

“1.  Discontinue  and  remove  the  direct  method  of- 
refrigeration  from  that  part  of  the  building  prohibited 
by  section  219  (b)  of  Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  98  ft.  9  in.  in  area  at  first  and  mezzanine 
stories  and  25  ft.  by  88  ft.  9  in.  in  area  above;  OCCUPIED: 
cellar,  kitchen  and  machinery,  13  persons;  1st  story,  tea 
room,  35  persons ;  2nd  story,  tea  room,  30  persons ;  3rd 
story,  rest  room,  2  persons;  4th  and  5th  stories,  offices,  not 
more  than  8  persons  each  story ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1900 ;  the  ordinance  became  effective  as  of  December  31, 
1928,  and  shall  not  have  been  made  retroactive;  the  am¬ 
monia  plant  was  installed  in  January,  1918,  and  consists 
of  an  8-ton  Hartford  Automatic  Compressor  driven  by  a 
7t/2  horsepower  motor  having  a  100-pound  ammonia  receiver 
with  a  two-pipe  coil  condenser  in  the  cellar,  all  equipped 
with  every  safety  device  required  and  operated  under  permits 
from  the  fire  department  since  its  installation;  there  are 
ice  boxes  in  the  cellar  and  on  the  first  and  second  stories; 
furthermore,  the  appellant  contends  that  all  ammonia  lines 
throughout  the  building  are  well  supported;  there  are  two 
interior  exit  stairways  from  second  story  to  first  story;  and 
Whereas,  this  plant  has  been  operating  under  a  duly 
authorized  permit  from  the  fire  department  since  and  up  to 
December,  1927,  when  the  board  of  aldermen  amended  the 
code  of  ordinances  in  regard  to  a  refrigeration  plant,  pro¬ 
hibiting  direct  lines  above  the  first  story,  which  amendment 
went  into  effect  January  1,  1928,  and  did'  not  specify  whether 
the  amendment  was  retroactive ;  and 
Whereas,  a  bill  now  pending  before  the  board  of  aider- 
men,  affecting  retroactive  features  of  the  ordinances  as  to 
direct  refrigerating  lines,  has  been  reported  out  of  the  wel¬ 
fare  committee  to  the  executive  committee  favorably. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  'be  and  it  hereby  is 
granted  on  condition  that  the  .plant  be  not  increased,  ex¬ 
tended  or  altered,  other  than  changes  to  conform  with  the 
present  requirements  or  for  repairs;  that  present  use  and 
occupancy  shall  remain  substantially  unchanged;  that  the 
building  shall  remain  in  single  tenancy,  and  granted  only 
so  long  as  it  applies  to  the  present  tenancy  and  that  the 
plant  conform  to  the  ordinance  in  force  as  amended  January 
1,  1928,  in  all  other  respects. 


138-30- A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis-  . 
sioner. 

PREMISES  AFFECTED — 383  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


MINUTES 


THE  RESOLUTION— 

( 138-30-A) 

Whereas,  J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner,  filed,  February  2.3,  1030,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  383  Fifth  ave¬ 
nue,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated,  Janu¬ 
ary  23,  1030  (Order  No.  55315-LC),  reads: 

“1.  Discontinue  and  remove  the  direct  method  of  re¬ 
frigeration  from  that  part  of  the  building  prohibited  by 
Section  210  (b)  of  Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  24  ft.  4  in.  by  00-  ft.  in  area;  OCCUPIED:  cellar, 
kitchen  and  machinery,  20  persons;  1st  story,  ice  cream 
parlor,  34  persons;  2nd  story,  tea  room  and  kitchen,  44  per¬ 
sons;  3rd  story,  lockers,  4  persons;  4th,  5th  and  6th  stories, 
offices,  not  more  than  7  persons  each  story ;  and 

\\  hereas,  the  appellant  claims  the  building  was  erected 
prior  to  1913;  the  ordinance  became  effective  as  of  De¬ 
cember  31,  1927,  and  should  not  have  been  made  retroactive; 
the  ammonia  plant  was  installed  in  1913  and  consist  of  an 
8-ton  Hartford  Automatic  Ammonia  Compressor  driven  by 
a  7  y2  horsepower  motor  having  a  1.30-pound  ammonia  re¬ 
ceiver  with  a  two-pipe  coil  condenser  in  the  cellar,  ali 
equipped  with  every  safety  device  required  and  operated 
under  permits  from  the  fire  department  since  its  installation; 
there  are  ice  boxes  in  the  cellar  and  on  the  first  and  secnod 
stories;  furthermore,  the  appellant  contends  there  are  no 
high  pressure  lines  outside  the  machinery  room ;  there  is  an 
interior  exit  stairway  and  an  emergency  iron  ladder  to  yard 
from  cellar,  a  front  and  rear  exit  from  first  story,  a  rear 
fire  escape  and  two  interior  exit  stairways  from  second  story 
to  first  story ;  and 

Whereas,  this  plant  has  been  operating  under  a  duly 
authorized  permit  from  the  fire  department  since  and  up  to 
December,  1927,  when  the  board  of  aldermen  amended  the 
code  of  ordinances  in  regard  to  a  refrigeration  plant,  pro¬ 
hibiting  direct  lines  above  the  first  story,  which  amendment 
went  into  effect  January  1,  1928,  and  did  not  specify  whether 
the  amendment  was  retroactive ;  and 
Whereas,  a  bill  now  pending  before  the  board  of  aider- 
men,  affecting  retroactive  features  of  the  ordinance  as  to 
direct  refrigerating  lines,  has  been  reported  out  of  the  wel¬ 
fare  committee  to  the  executive  committee  favorably. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  plant  be  not  increased,  ex¬ 
tended  or  altered,  other  than  changes  to  conform  with  the 
present  requirements  or  for  repairs ;  that  present  use  and 
occupancy  shall  remain  substantially  unchanged ;  that  the 
building  shall  remain  in  single  tenancy,  and  granted  only 
so  long  as  it  applies  to  the  present  tenancy  and  that  the- 
plant  conform  to  the  ordinance  in  force  as  amended  January 
1,  1928,  in  all  other  respects. 


139-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 181  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(139-30-A) 

Whereas,  J.  iBurmeister,  for  Frank  G.  Shattuck  Co., 
owner,  filed,  February  2.3,  1930,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  181  Broadway, 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  23,  1930  (Order  No.  55317-LC),  reads: 

"1.  Discontinue  and  remove  the  direct  method  of 
refrigeration  from  that  part  of  the  building  prohibited 
by  Section  219  (b)  of  Chapter  10,  Code  of  Ordinances.”; 
and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  25  ft.  6  in.  by  101  ft.  in  area  at  first  and  second 
stories  and  25  ft.  6  in.  by  91  ft.  in  area  above;  OCCUPIED  : 
cellar,  machinery,  6  persons;  1st  story,  ice  cream  parlor,  23 
persons ;  2nd  story,  tea  room  and  kitchen,  37  persons ;  3rd 
story,  tea  room  and  kitchen,  34  persons;  4th  story,  kitchen 
and  offices,  23  persons ;  5th  story,  rest  room,  2  persons ;  6th 
story,  storage,  1  person;  and 

Whereas,  the  appellant  claims  the  building  was  erected  in 
1900;  the  ordinance  became  effective  as  of  December  31, 
1928,  and  should  not  have  been  made  retroactive;  the  am¬ 
monia  plant  was  installed  in  January,  1921,  and  consists 
of  a  7j4-ton  Hartford  Automatic  Compressor  driven  by  a 
horsepower  motor  having  a  150-pound  ammonia  re¬ 
ceiver  with  two-pipe  coil  condenser  in  the  cellar,  all  equipped 
with  every  safety  device  required  and  operated  under  per¬ 
mits  from  the  fire  department  since  its  installation;  there 
are  ice  boxes  in  the  cellar  and  on  first,  second,  third  and 
fourth  stories;  furthermore,  the  appellant  contends  that  all 
ice  boxes  above  the  first  story  are  cooled  by  low  pressure 
ammonia  lines  only ;  there  are  two  interior  exit  stairways 
from  fourth  story  leading  to  first  story;  and 

Whereas,  this  plant  has  been  operating  under  a  duly 
authorized  permit  from  the  fire  department  since  and  up  to 
December,  1927,  when  the  board  of  aldermen  amended  the 
code  of  ordinances  in  regard  to  a  refrigeration  plant,  pro¬ 
hibiting  direct  lines  above  the  first  story,  which  amendment 
went  into  effect  January  1,  1928,  and  did  not  specify  whether 
the  amendment  was  retroactive ;  and 

Whereas,  a  bill  now  pending  before  the  board  of  aider- 
men,  affecting  retroactive  features  of  the  ordinance  as  tc 
direct  refrigerating  lines,  has  been  reported  out  of  the  wel¬ 
fare  committee  to  the  executive  committee  favorably. 

Rcsoh’cd,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  plant  be  not  increased,  ex¬ 
tended  or  altered,  other  than  changes  to  conform  with  the 
present  requirements  or  for  repairs;  that  present  use  and 
occupancy  shall  remain  substantially  unchanged ;  that  the 
building  shall  remain  in  single  tenancy,  and  granted  only 
so  long  as  it  applies  to  the  present  occupancy  and  that  the 
plant  conform  to  the  ordinance  in  force  as  amended  January 
1,  1928,  in  all  other  respects. 


110-30-A. 

APPELLANT— J.  Burmeister,  for  Frank  G.  Shattuck  Co. 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 43-49  West  22nd  street  and  56' 
62  West  23rd  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  Burmeister. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  o 

Absent  . ,,,,,,,,, .  o 


MINUTES 


THE  RESOLUTION— 

(110-30-A) 

Whereas,  J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner,  filed,  February  13,  1930,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  43-49  West  22nd 
street  and  36-62  West  23rd  street,  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  11,  1930  (Order  No.  55974-LC),  reads: 

“1.  Discontinue  and  remove  the  direct  method  of 
refrigeration  from  that  part  of  the  building  prohibited 
by  Section  219  (b)  of  Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  thirteen  stories  in 
height,  100  ft.  by  110  ft.  in  area;  OCCUPIED:  cellar, 
storage  and  machinery,  5  persons;  1st  story,  sorting  and 
shipping  candy,  12  persons ;  2nd  story,  candy  sorting,  12 
persons ;  3rd  story,  ice  cream  manufacturing,  8  persons ;  4th 
story,  kitchen  and  lunchroom,  3  persons;  5th  to  13th  stories, 
inclusive,  candy  manufacturing,  approximately  20  persons 
per  story ;  and 

Whereas,  there  is  a  direct  method  of  refrigerationg  in¬ 
stalled  on  the  first  to  seventh  stories,  inclusive,  of  the  prem¬ 
ises  ;  the  refrigerating  machinery  being  located  in  the  base¬ 
ment  story  of  the  premises;  the  refrigerating  plant  having 
a  capacity  of  228  tons  and  consists  of  two  90-ton  ammonia 
compressors  and  three  16-ton  ammonia  compressors,  to¬ 
gether  with  a  two-pipe  condenser  and  receiver;  the  plant 
is  used  to  cool  several  ice  boxes,  ice  cream  hardening  rooms 
and  to  operate  several  dehumidifiers  on  first,  second,  third, 
fifth,  sixth  and  seventh  stories;  and 

Whereas,  appellant  contends  that  the  plant  is  at  all  times 
under  the  supervision  of  licensed  engineers ;  that  the  system 
has  'been  in  operation  since  1926  under  duly  authorized 
permits ;  that  the  building  is  adequately  provided  with  exits ; 
that  the  building  is  fireproof  throughout  and  equipped  with 
a  100  per  cent  sprinkler  system;  and 

Whereas,  this  plant  has  been  operating  under  a  duly 
authorized  permit  from  the  fire  department  since  and  up  to 
December,  1927,  when  the  board  of  aldermen  amended  the 
code  of  ordinances  in  regard  to  a  refrigeration  plant,  pro¬ 
hibiting  direct  lines  above  the  first  story,  which  amendment 
went  into  effect  January  1,  1928,  and  did  not  specify  whether 
the  amendment  was  retroactive;  and 

Whereas,  a  bill  now  pending  before  the  board  of  alder¬ 
men  affecting  retroactive  features  of  the  ordinance  as  to 
direct  refrigerating  lines,  has  been  reported  out  of  the  wel¬ 
fare  committee  to  the  executive  committee  favorably. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
(/ranted  on  condition  that  the  plant  be  not  increased,  ex¬ 
tended  or  altered,  other  than  changes  to  conform  with  the 
present  requirements  or  for  repairs;  that  the  present  use 
and  occupancy  shall  remain  substantially  unchanged;  that 
the  building  shall  remain  in  single  tenancy,  and  granted  only 
so  long  as  it  applies  to  the  present  tenancy  and  that  the 
plant  conform  to  the  ordinance  in  force  as  amended  January 
1,  1928,  in  all  other  respects. 


47 0-30- A. 

APPELLANT— J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 279-283  Broadway  and  57  Reade 
street,  Manhattan. 

APPEARANCES— 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

AC  1TON  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 


missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(470-30- A) 

Whereas,  J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
owner,  filed,  July  3,  1930,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  279-283 
Broadway  and  57  Reade  street,  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
11,  1930  (Order  No.  57656-LC),  reads: 

“1.  Discontinue  and  remove  the  direct  method  of 
refrigeration  from  that  part  of  the  building  prohibited 
by  Section  219  (b)  of  Chap.  10,  Code  of  Ord.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  30,  1930,  reads: 

“Referring  to  your  letter  of  June  30,  1930,  please  be 
advised  that  Item  1  of  Order  No.  57656-LC  was  issued 
in  conformity  with  the  provisions  of  Chapter  10,  Sec¬ 
tion  219-B  of  the  Code  of  Ordinances.  Your  request  to 
dismiss  this  order  is  therefore  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  and  four 
stories  in  height,  with  a  frontage  of  49  ft.  9J4  in.  on  Broad¬ 
way  and  25  ft.  6  in.  on  Reade  street  and  a  depth  of  94  ft. 
6  in.,  irregular;  erected  in  1927;  OCCUPIED:  cellar, 
kitchen  and  machine  room,  44  persons;  1st  story,  store  and 
kitchen,  65  persons ;  2nd  and  3rd  stories,  kitchens  and  dining 
rooms,  69  and  105  persons,  respectively;  4th  story,  linen 
storage  locker  room,  no  persons ;  and 

Whereas,  the  appellant  contends  that  the  entire  building 
is  occupied  in  connection  with  a  restaurant;  that  the  re¬ 
frigerating  plant  consists  of  an  8-ton  Hartford  Automatic 
Ammonia  Compressor  located  in  the  basement  of  the  build¬ 
ing,  driving  the  refrigerant  to  the  various  ice  boxes  and 
ice  cream  freezers  throughout  the  building  (basement  to 
second  story)  ;  that  all  the  necessary  safety  devices  have 
been  provided  and  that  the  plant  was  operated  under  a 
permit  from  the  fire  department  until  October  21,  1929; 
that  the  plant  was  under  the  care  of  a  licensed  engineer ; 
that  the  ice  boxes  are  located  in  the  kitchens  away  from 
the  portions  of  the  building  used  by  the  public  and  there 
will  'be  a  great  hardship  on  the  owner  to  change  the  system ; 
and 

Whereas,  this  plant  has  been  operating  under  a  duly 
authorized  permit  from  the  fire  department  since  and  up  to 
December,  1927,  when  the  board  of  aldermen  amended  the 
code  of  ordinances  in  regard  to  a  refrigeration  plant,  pro¬ 
hibiting  direct  lines  above  the  first  story,  which  amendment 
went  into  effect  January  1,  1928,  and  did  not  specify  whether 
the  amendment  was  retroactive ;  and 

Whereas,  a  bill  now  pending  before  the  board  of  aider- 
men,  affecting  retroactive  features  of  the  ordinance  as  to 
direct  refrigerating  lines,  has  been  reported  out  of  the  wel¬ 
fare  committee  to  the  executive  committee  favorably. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  first, 
second  and  third  stories,  on  condition  that  the  plant  be  not 
increased,  extended  or  altered,  other  than  changes  to  con¬ 
form  wtih  the  present  requirements  or  for  repairs;  that 
present  use  and  occupancy  shall  remain  substantially  un¬ 
changed  ;  that  the  building  shall  remain  in  single  tenancy, 
and  granted  only  so  long  as  it  applies  to  the  present  ten¬ 
ancy  and  that  the  plant  shall  conform  to  the  ordinance  in 
force  as  amended  January  1,  1928,  in  all  other  respects. 


94-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


1018 


MINUTES 


PREMISES  AFFECTED — 16-18  East  43rd  street  and  13 
hast  +2nd  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

THF1  VOTFF  B(“)ARD— Appeal  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . 0 

Absent  . q 

THE  RESOLUTION— 


direct  refrigerating  lines,  has  been  reported  out  of  the  wel- 
lare  committee  to  the  executive  committee  favorably. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
c/>  anted,  on\y  so  far  as  it  affects  the  first,  mezzanine,  second 
and  third  stones,  on  condition  that  the  plant  shall  not  be  in- 
creased  extended  or  altered,  other  than  changes  to  conform 
with  the  present  requirements  or  for  repairs;  that  the 
present  use  and  occupancy  shall  remain  substantially  un¬ 
changed  ;  that  the  building  shall  remain  in  single  tenancy, 

onlf  so  lonS;  as  >t  applies  to  the  present  tenancy 
and  that  the  plant  conform  to  the  ordinance  in  force  as 
amended  January  1,  1928,  in  all  other  respects. 

609-28-A. 


(94-30-A) 

I  Whereas,  J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee,  filed,  February  7,  1930,  an  appeal  from  an  order  of 
I  the  fire  commissioner,  affecting  premises  16-18  East  43rd 
street  and  13  East  42nd  street,  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  ll,  1 93Q  (Order  No.  55972),  reads: 

1 .  Discontinue  and  remove  the  direct  method  of 

rt  t  rigeration  from  that  part  of  the  building  prohibited 

-  Section  212  (b)  of  Chapter  10,  Code  of  Ordinances”' 
and  ’ 

Whereas,  the  building  is  fireproof,  seven  stories  in  height 
f  °P  th.e  W  ?st  42nd  street  front  and  eight  stories  and  mezza- 
I  nine  in  height  on  the  West  43rd  street  front,  having  a  front- 
-  age  of  47  ft.  6  in.  on  West  43rd  street,  22  ft.  on  West  42nd 
t  *tr.eet  an<f  a  depth  of  203  ft. ;  the  eighth  story  being  47  ft. 

•  p  ,n-  ‘ 0  >n  area  1  appellant  occupying  the  basement, 

•  first  and  second  stories  of  the  West  42nd  street  section 
and  the  basement,  first,  second  and  third  stories  of  the  West 
43rd  street  section;  'basement,  storage  and  machinery  room. 

I  12  Persons;  1st  story,  store  and  restaurant,  200  persons- 
mezzanine  story,  restaurant,  150  persons;  2nd  story,  restau- 

•  rant,  300  persons ;  3rd  story,  kitchen  and  restaurant,  150 
f  persons ;  upper  stories,  offices,  40  persons  on  each  story  • 

and  ’ 

HEREAS’  is  a  direct  method  of  refrigeration  in¬ 

stalled  on  the  first,  mezzanine,  second  and  third  stories  of 
the  premises;  the  refrigerating  machinery  being  located  in 
?  the  basement  story ;  the  plant  consisting  of  an  8-ton  am¬ 
monia  compressor,  driven  by  a  15  horsepower  motor,  to¬ 
gether  with  a  two-pipe  condenser  and  a  300-pound  receiver; 
the  plant  is  used  to  cool  several  ice  cream  boxes  located  on 
various  portions  of  the  first,  second  and  third  stories ;  the 
liquid  ammonia  is  fed  to  the  expansion  coils  in  the  large 
ice  box  on  the  third  story  of  the  43rd  street  section  of  the 
building  by  means  of  a  J^-inch  horsepower  line;  this  horse¬ 
power  line  branches  also  to  another  large  ice  box  located 
about  10  ft.  from  the  north  wall  on  the  same  story;  from 
this  point  various  low  pressure  lines  are  run  to  various  ice 
boxes  and  ice  cream  coolers  located  throughout  the  first, 
mezzanine  and  second  stories  of  the  premises,  then  back  to 
the  compressor  room;  and 

Whereas,  appellant  contends  that  the  plant  is  at  all  times 
under  the  supervision  of  licensed  engineers ;  that  the  sys¬ 
tem  has  been  in  operation  since  1921  under  duly  authorized 
permits;  that  there  is  a  remote  control  switch  installed; 
that  the  system  is  provided  with  an  ammonia  mixer,  and 
contends,  further,  that  the  machinery  room  is  equipped  with 
Prooer  mechanical  ventilation ;  and 
\V  HERF.AS,  this  plant  has  been  operating  under  a  duly 
air.iorized  permit  from  the  fire  department  since  and  up  to 
December,  1927,  when  the  board  of  aldermen  amended  the 
code  of  ordinances  in  regard  to  a  refrigeration  plant,  pro¬ 
hibiting  direct  lines  above  the  first  story,  which  amendment 
went  into  effect  January  1,  1928,  and  did  not  specify  whether 
the  amendment  was  retroactive;  and 
Whereas,  a  bill  now  pending  'before  the  board  of  aider- 
men,  affecting  retroactive  features  of  the  ordinance  as  to 


APPELLANT— Preferred  Utilities  Co.,  for  Sylvestro  Oil 
Lo.,  owner. 

SUBJECT— Application  for  reopening— extension  of  time 
to  procure  permits  and  complete  work— re  Appeal 
i rom  3,  decision  of  the  fire  commissioner 
PREMISES  AFFECTED — 1319  MetTopSTenue,  north 
side,  5«2  ft.  east  of  Newtown  creek,  Maspeth  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

ArTmx!°riPpelIant:  Sherman  Seltzer. 

ACTION  OF  BOARD— Appeal  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  , 

Negative  . ’  . .  „ 

Absent  .  .  ^ 

THE  RESOLUTION— 

(609-28-A) 

Whekkas,  Preferred  Utilities  Co.,  for  Sylvestro  Oil  Co. 
wner,  filed,  July  13  1928,  an  appeal  from  a  decision  of  the 
fire  commissioner,  affecting  premises  1319  Metropolitan  ave- 

Borough^ of SQueen^ ;  aU^  °f  TOk’  MaSp*h’ 

Ju^““T4%^iS.2°8f)  ‘reads':  COmmissio"^ 

“Tanks  must  be  buried  2'  below  grade  level  and 

“t  “oT  oPfCo.“  «'  '-**-*  S- 

gallons  ^  SingIe  tank  Can  CXCeed  a  caPacity  of  150,000 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  gorund  having  a  frontage  of  155  ft.  on  Newtown 
creek  and  a  depth  of  423.17  ft.,  upon  which  it  is  prop3 

1  ^rect  four  Janks  for  the  storage  of  fuel  oil  of  the  fol¬ 
lowing  dimensions:  two  tanks,  45  ft.  diameter  30  ft  hi<di 
capacity  360,000  gallons  each ;  one  tank.  40  ft  diameter  30 

diameter”  STt  f '°°°  gallons-  and  tank,  25 ’ft. 
wt.  30  ft  ngh’  caPacity  111,000  gallons;  and 
.  EREAS’  appellant  contends  that  owing  to  soil  conditions 
the  tanks  cannot,  be  buried  and  the  tanks  will  be  con- 

each  tank  wdf  be  acCOi:da,;ce  wdh  the  f«el  oil  rules  and 
eacn  tank  will  be  provided  with  a  two-inch  steim  line 

controlled  from  a  fireproof  boiler  room  containing  two  100 

H.P.  steam  boilers;  this  steam  line  being  for  smother  n- 

purposes  in  case  of  an  emergency;  owing  to  the  fact  S 

bunker  oil  must  be  delivered  in  trucks  at  122  degrees  F 

at  least  one  of  these  .boilers  must  be  operated  at  all  times 

to  heat  the  stored  oil  so  same  may  be  delivered  at  this 

temperature:  the  tanks  are  separated  from  each  other  and 

dikl"  adi°!?'pS  propeEt.y  by  means  of  reinforced  concrete 
dikes  and  <d‘kes  extending  to  the  full  height  of  the  tanks 
the  dikes  have  a  minimum  capacity  of  one  and  one-half  times 
the  gallonage  of  each  tank;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  January  29.  1929,  on  certain  conditions  and  an 
Pdtoit,  through  their  attorney,  Philip  J.  Sinnott,  ’requested 


1019 


MINUTES 


a  modification  of  resolution  as  to  size  of  tanks  and  now 
requests  an  extension  of  time  to  complete  work. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted'  on  condition  that  the  oil  storage  maintained  on 
these  premises  shall  be  restricted  to  oils  of  the  fuel  oil 
classification  as  defined  under  the  code  of  ordinances  and 
fuel  oil  rules  of  the  board  of  standards  and  appeals;  that 
no  oils  with  a  flashpoint  of  less  thn  150  degrees  shall  be 
stored  on  these  premises ;  that  the  storage  of  oil  shall  be 
restricted  to  four  tanks,  three  of  which  shall  have  a 
diameter  of  43  ft.  6  in.  and  a  height  of  30  ft.  and  a 
capacity  of  333,000  gallons  each,  and  one  tank  a  diameter 
of  25  ft.  and  a  height  of  30  ft.  and  a  capacity  of  111,000 
gallons;  that  there  shall  be  provided  outside  of  each  tank  a 
reinforced  concrete  enclosure  forming  a  reservoir  with  a 
capacity  of  not  less  than  one  and  one-half  times  the 
capacity  of  each  tank  so  enclosed ;  that  the  concrete  en¬ 
closure’s  shall  be  constructed  in  accordance  with  the  rein¬ 
forced  concrete  requirements  of  the  building  code  and  in 
addition  thereto  there  shall  be  provided  on  the  exterior  of 
these  enclosures  reinforced  concrete  buttresses  for  the  full 
height  of  not  less  than  one-eighth  of  the  circumference  apart; 
that  in  the  expansion  joints  as  required  by  the  building 
code  there  shall  be  provided  copper  strips  of  not  less  than 
14  gauge,  throughout  the  entire  height  of  such  expansion 
joints,  not  less  than  12  inches  in  width;  that  there  shall  be 
provided  to  each  tank  a  steam  line  for  use  in  the  event  of 
fire,  and  in  addition  thereto  there  shall  be  provided  through¬ 
out  the  entire  premises  for  the  oil  storage  a  liquid  fire 
extinguishing  medium,  subject  to  acceptance  by  the  fire  pre¬ 
vention  bureau;  that  the  operating  control  machinery  of  the 
fire  extinguishing  medium  and  steam  lines  of  tank  shall  be 
maintained  within  an  enclosure  of  fireproof  construction; 
that  all  permits  required  shall  be  obtained  within  nine  months 
and  all  work  completed  by  October  23,  1931. 


95-30-A. 

APPELLANT — J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 141  West  42nd  street  and  138- 
142  West  43rd  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  J.  Burmeister. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION¬ 
'S -30- A) 

Whereas,  J.  Burmeister,  for  Frank  G.  Shattuck  Co., 
lessee,  filed,  February  7,  1930,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  141  West  42nd 
street  and  138-142  West  43rd  street,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  11,  1930  (Order  No.  55973-LC),  reads: 

“Before  permit  can  be  issued  for  your  refrigerating 
plant,  the  following  must  be  done : 

“1.  Discontinue  and  remove  the  direct  method  of  re¬ 
frigeration  from  that  part  of  the  building  prohibited  by 
Section  212  (b)  of  Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height  on  the  42nd  street  front  and  three  stories  and  mez¬ 
zanine  in  height  on  the  43rd  street  front,  having  a  frontage 
of  62  ft.  6  in.  on  West  43rd  street  and  25  ft.  on  West  42nd 


street;  the  first,  second  (of  the  42nd  street  section)  and 
mezzanine  (of  the  West  43rd  street  section)  having  a 
depth  of  200  ft.  10  in. ;  divided  into  two  sections,  with  open 
court  between,  above  said  second  and  mezzanine  story ;  the 
42nd  street  section  having  a  depth  of  100  ft.  5  in.  and  the 
West  43rd  street  section  having  a  depth  of  90  ft.  5  in.  on 
the  second  story  and  55  ft.  on  the  third  story ;  the  appel¬ 
lant  occupying  the  entire  43rd  street  section  of  the  premises 
and  the  basement,  first  and  second  stories  of  the  West  42nd 
street  section :  basement,  kitchen,  boiler  room  and  refrig¬ 
erating  machinery  room,  35  persons ;  1st  story,  tea  room,  50 
persons;  1st  story  mezzanine,  tea  room,  50  persons;  2nd 
story,  tea  room,  50  persons;  3rd  story  (West  43rd  street 
section),  locker  room,  50  persons;  the  remainder  of  the 
premises  being  occupied  as  offices,  10  persons  per  story;  and 

Whereas,  there  is  a  direct  method  of  refrigeration  in¬ 
stalled  in  that  portion  of  the  premises  occupied  by  the  ap¬ 
pellant;  the  refrigerating  machinery  being  located  in  the 
basement  story;  the  refrigerant  is  ammonia;  the  plant  con¬ 
sists  of  an  8-ton  automatic  ammonia  compressor  driven  by  a 
15  horsepower  motor ;  the  capacity  of  the  receiver  is  200 
pounds;  the  plant  is  used  to  cool  several  ice  boxes  located 
in  the  various  serving  rooms  and  also  the  soda  fountain 
on  the  first  story  of  the  building;  one  l/2-\nch  high  pressure 
line  is  carried  up  to  the  second  story  through  an  air  shaft 
and  then  through  a  passage  to  the  ice  box  in  the  42nd  street 
section  and  from  this  point  the  other  ice  boxes  are  fed  by 
low  pressure  lines ;  and 

Whereas,  appellant  contends  that  the  plant  is  at  all  times 
under  the  supervision  of  licensed  engineers ;  that  the  system 
has  been  in  operation  since  1924  under  duly  authorized 
permits;  that  the  rooms  through  which  the  refrigerating 
pipes  run  are  equipped  with  ventilating  systems  and  that 
these  rooms  have  at  least  two  remote  means  of  egress ;  and 

Whereas,  this  plant  has  been  operating  under  a  duly 
authorized  permit  from  the  fire  department  since  and  up 
to  December,  1927,  when  the  board  of  aldermen  amended 
the  code  of  ordinances  in  regard  to  a  refrigeration  plant, 
prohibiting  direct  lines  above  the  first  story,  which  amend¬ 
ment  went  into  effect  January  1,  1928,  and  did  not  specify 
whether  the  amendment  was  retroactive ;  and 

Whereas,  a  bill  now  pending  before  the  board  of  aider- 
men,  affecting  retroactive  features  of  the  ordinance  as  to 
direct  refrigerating  lines,  has  been  reported  out  of  the  wel¬ 
fare  committee  to  the  executive  committee  favorably. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  first,  mezzanine  and 
second  stories  on  the  43rd  street  front  and  the  first  and 
second  stories  on  the  42nd  street  frontage,  on  condition  that 
the  plant  shall  not  be  increased,  extended  or  altered,  other 
than  changes  to  conform  with  the  present  requirements  or 
for  repairs;  that  the  present  use  and  occupancy  shall  remain 
substantially  unchanged;  that  the  building  shall  remain  in 
single  tenancy,  and  granted  only  so  long  as  it  applies  to  the 
present  tenancy  and  that  the  plant  conform  to  the  ordinance 
in  force  as  amended  January  1,  1928,  in  all  other  respects. 


BUILDING  ZONE  CASES. 

468-30-BZ. 

APPLICANT — Millans  Realty  Corp.,  lessee,  for  Philip 
Rhinelander  and  Philip  Rhinelander,  2nd,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%)  of  the 
total  floor  space  for  manufacturing  purposes. 

PREMISES  AFFECTED— 66-68  West  38th  street,  south 
side,  100  ft.  east  of  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  Edward  P.  Sobel  and  G.  R. 

Schlusing. 
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ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


712-30-BZ. 

APPLICANT — Roan  Ox  Point  Realty  Corp.,  owner. 

SUBJ  ECT — Request  for  an  early  hearing — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  an  oil  storage  plant. 

PREMISES  AFFECTED — Northwest  corner  of  Regina 
boulevard  (Sheridan  avenue)  and  Hassock  street 
(Norton  avenue),  Far  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  William  S.  Petitt. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
denied. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative :  Commissioner  Guilfoyle  and  Deputy 

Chief  McElligott .  2 

Negative :  Temporary  Chairman  Connell  and 

Commissioner  Holland .  2 

Absent  .  0 


161-30--BZ. 

APPLICANT — Edward  P.  Doyle,  substituted  for  James  M. 

Murtha,  for  Elsie  E.  Parsons,  owner. 

SUBJECT — Application  for  reopening — consideration — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED — Southeast  corner  of  Astoria 
avenue  and  42nd  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

ACTION  OF  BOARD — Request  laid  over  for  a  full  vote 
of  board ;  no  date  set. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioners  Holland  and  Guil¬ 


foyle  and  Deputy  Chief  McElligott .  3 

Negative:  Temporary  Chairman  Connell .  1 

Absent  .  0 


176-29-BZ. 

APPLICANT— :Max  Siegel,  substituted  for  William  F. 
Doyle,  for  Delpad  Realty  Corp.,  lessee  (21-year 
lease). 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  alteration 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and  the  installation  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 3200  Jerome  avenue,  northeast 
corner  of  East  Van  Cortlandt  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

i  ACTION  OF  BOARD — Application  reopened  and  restored 
to  Calendar  and  set  for  Calendar  Call  January  6, 
1931,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


7G6-28-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Parkway  Center 
Building  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED — 822-838  East  New  York  avenue, 
south  side,  100  ft.  west  of  Schenectady  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  P.  Brennan. 

For  Opposition :  William  S.  Klinger  and  Major 
Caeca  vajo. 

ACTON  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


39-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Charles  Bennett, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 483-503  Fenimore  street,  north 
side,  100  ft.  west  of  Brooklyn  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  P.  Brennan. 

For  Opposition:  Max  Ehrlich. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  q 


545-30-BZ. 


APPLICANT— Frederick  A.  Meyer  and  Henry  F.  Meyer, 
owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district  the 
extension  of  an  existing  business  use,  permission  to 
maintain  which  was  granted  by  the  board  under 
Cal.  No.  968-24-BZ. 

PREMISES  AFFECTED — 1922  Kings  highway,  south  side, 
85  ft.  4  in.  west  of  Ocean  avenue,  Brooklyn. 

APPEARANCES— 


For  Applicant :  William  R.  White. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(545-30-BZ) 

Whereas,  Frederick  A.  Meyer  and  Henry  F.  Meyer, 
owners,  filed,  August  12,  1930,  an  application,  under  'the 
building  zone  resolution,  to  permit  in  a  residence  district 
the_  extension  of  an  existing  business  use,  permission  to 
maintain  which  was  granted  by  the  board  under  Cal.  No. 
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!)f>8-24-BZ;  premises  1922  Kings  highway,  south  side,  85  ft. 
4  in.  west  of  Ocean  avenue,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  16,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ocean  avenue  is  in  a  residence 
district ;  Kings  highway,  south  side,  west  of  a  point  100  ft. 
west  of  Ocean  avenue,  is  in  a  business  district;  Kings  high¬ 
way,  south  side,  east  of  a  point  100  ft.  west  of  Ocean  ave¬ 
nue,  is  in  a  residence  district;  Kings  highway,  north  side, 
is  in  a  business  district,  and  East  19th  street  is  in  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  23,  H930,  reads : 

“1.  Application  denied.  This  building  was  erected 
upon  a  conditional  approval  of  Board  of  Appeals  and 
further  extension  of  business  use  must  be  granted  by 
Board  of  Appeals.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  19  ft.  and  a  depth  of  115  ft.  3$4  in.;  upon  the 
front  portion  of  the  building  there  is  located  a  three-story 
non-fireproof  building,  19  ft.  by  89  ft.  in  area;  occupied:  1st 
story,  store ;  upper  stories,  dwellings ;  proposes  to  build  an 
extension,  15  ft.  6  in.  deep,  connecting  the  front  and  rear 
buildings  on  lot  and  use  entire  first  story  as  store ;  premises 
are  approximately  one-half  in  'business  district ;  and 
Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  section  7b  and  was,  therefore, 
entitled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  permitting  the 
extension  of  the  business  use  on  the  first  story  for  a  distance 
of  33  ft.  6  in.  in  the  rear  for  the  full  width  of  the  property 
under  appeal,  on  condition  that  the  present  garage  use  now 
on  the  property  shall  be  removed,  and  that  the  resolution 
adopted  in  connection  with  Cal.  No.  968-24-BZ,  on  the  same 
premises,  be  otherwise  complied  with;  that  all  necessary 
permits  shall  be  obtained  within  six  months  and  any  work 
involved  shall  be  completed  within  one  year  from  the  date 
of  this  action. 


653-29-BZ. 

APPLICANT — David  L.  Blick,  for  Jack  J.  Falk,  owner. 

SUBJECT— Application  for  reopening — extension  of  time 
to  procure  permits  and  to  complete  work — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 6401-6411  Fort  Hamilton  ave¬ 
nue  and  956-972  64th  street,  southeast  corner,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  David  L.  Blick. 

ACTION  OF  BOARD — Application  reopened  and  extension 
of  time  granted. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 
OF  TIME— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  ( 


THE  RESOLUTION— 

(653-29-BZ) 

Whereas,  David  L.  Blick,  for  Jack  J.  Falk,  owner,  filed, 
November  7,  1929,  an  application,  under  the  building  zone 


resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  6401-6411  Fort  Hamilton  avenue 
and  956-972  64th  street,  southeast  corner,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  18,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fort  Hamilton  avenue  is  in  a 
business  district;  Ninth  avenue  is  in  an  unrestricted  dis¬ 
trict,  and  Tenth  avenue,  64th  street,  from  a  point  100  ft.  east 
of  Ninth  avenue  to  a  point  100  ft.  east  of  Tenth  avenue, 
65th  street,  from  a  point  100  ft.  east  of  Ninth  avenue  to  a 
point  100  ft.  east  of  Tenth  avenue,  are  all  in  a  business  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  10,  1929  (App.  No.  15529-29),  reads: 

‘‘Proposed  public  garage  to  be  located  in  business  use 
district  is  contrary  to  Art.  II,  Sec.  4-a  of  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  101.64 
ft.  on  Fort  Hamilton  avenue  and  153.39  ft.  on  64th  street;  1 
to  be  occupied  as  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  and 

Whereas,  the  board  deems  that  the  property  is  sub-  j 
stantially  surrounded  by  non-conforming  uses  and  that  the 
applicant  is  entitled  to  relief  under  section  21  of  the  building 
zone  resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  18,  1929,  and  applicant  requested  an  exten¬ 
sion  of  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  constructed  fireproof  throughout  and 
shall  not  exceed  one  story  in  height  above  grade;  that  the 
southerly  and  easterly  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  the  exterior  of  the 
walls  on  the  street  front  shall  be  finished  with  light-colored  1 
face  brick  and  dark-colored  face  brick  trim  at  openings  or 
architectural  terra  cotta  with  natural  stone  trim ;  that  there  - 
shall  be  not  more  than  two  vehicular  openings  on  either 
street  front,  no  opening  to  exceed  a  width  of  10  ft.  in  the 
clear  with  curb  cuts  located  directly  in  front  of  the  open¬ 
ings  ;  that  the  parapet  wall  of  the  street  fronts  shall  .be  not 
less  than  6  ft.  above  the  roof  level  and  shall  be  of  pedi¬ 
ment  design ;  that  there  shall  be  no  advertising,  other  than 
one  projecting  electric  sign  on  the  Fort  Hamilton  avenue 
frontage,  restricted  and  confined  to  the  name  and  title  of  the 
business  conducted  on  the  premises,  but  there  shall  be  no 
other  advertising  exposed  or  displayed;  there  shall  be  no 
portable  gasoline  tanks  maintained  or  operated  on  the  prem¬ 
ises  outside  the  building  line;  that  all  permits  required 
shall  be  obtained  within  six  months  and  all  work  involved 
thereby  completed  within  six  months  from  December  18,  1930. 


910-26-BZ.  ■> 

APPLICANT— John  N.  Linn,  for  Carl  I.  Dingfelder  and 
Benjamin  Balish,  owners. 

SUBJECT — Application  for  reopening — extension  of  time  j 
to  obtain  permits — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  j 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  maintenance  of  an 
apartment  house  with  stores  on  the  first  story. 
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PREMISES  AFFECTED — 2657-2671  Ocean  avenue  and 
2000-2004  Neck  road,  Brooklvn. 
APPEARANCES— 

For  Applicant:  Louis  Shapiro. 

For  Opposition :  None. 

At  I  ION  OF  BOARD — Application  reopened  and  extension 
of  time  granted. 

^E  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 
Oh  1 1 ME — 


occupancy ;  that  there  shall  'be  no  signs  erected  on  the 
premises ,  that  any  advertising  displayed  shall  be  restricted 
to  fixed  letters  on  the  plate  glass  show  windows  of  the  store 
I  ronts ,  that  there  shall  be  no  produce  or  merchandise  ex¬ 
posed  or  displayed  on  the  exterior  of  the  building;  that  all 
permits  required  shall  be  obtained  within  nine  months  and 
the  building  completed  within  eighteen  months  from  De¬ 
cember  18,  1930. 


Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott .  4 

Negative  .  n 

Absent  .  0 

THE  RESOLUTION— 

(910-26-RZ) 

Whereas,  John  Linn,  for  Carl  Dingfelder  and  Benjamin 
Palish,  owners,  filed,  November  8,  1926.  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
I  district  the  erection  and  maintenance  of  an  apartment  house 
with  stores  on  the  first  story;  premises  2657-2671  Ocean 

avenue,  southwest  corner  of  Neck  road,  Borough  of  Brook¬ 
lyn  ;  and 

I  Whereas  a  public  hearing  was  held  on  this  application  by 
the  board  ot  standards  and  appeals,  at  its  regular  meeting, 
January  25,  192 1,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ocean  avenue  is  in  a  residence 
district ,  Kenmore  place  is  in  a  residence  district,  and  Avenue 

V.  100  ft.  east  of  Ocean  avenue,  is  in  a  business  district- 

and  ’ 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  19,  1926  (Applic.  19289-1926),  reads- 

“Proposition  contrary  to  the  Zone  Resolution,  Art 
II.  Sec.  3. 

“The  erection  of  stores  in  a  residential  district  ”  • 

and  ‘  ’ 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  six  stories  in  height,  with  a  frontage  of  127  ft  on 
Ocean  avenue  and  111  ft.  4^  in.  on  Neck  road;  to'  be 
xcupied  as  an  apartment  house  with  stores  on  the  first 
story ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
e.iet  under  section  21  of  the  building  zone  resolution  on 
.he  ground  of  practical  difficulty  and  unnecessary  hardship, 
n  that  a  like  and  similar  variation  had  been  granted  on 
Neck  road  frontage  on  the  corner  opposite  formed  by  the 
ame  intersecting  streets;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
neeting,  January  25,  1927,  on  certain  conditions,  and  appli- 
ant  requested  a  modification  of  the  time  limit  imposed  which 
•equest  was  granted  September  25,  1928,  June  18,  1929,  and 
vlarch  18  1930,  and  now  requests  a  further  extension  due 
o  lack  of  sewer  facilities. 

Resolved  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  district 
emulations  of  the  building  zone  resolution,  and  that  the  ap- 
aication  be  and  it  hereby  is  granted,  only  so  far  as  it  affects 
he  first  story  fronting  on  Neck  road  of  the  proposed  struc- 
ure  or  otherwise  conforming  use,  namely,  a  six-story  tene- 
lent  house,  to  be  developed  at  the  same  time  in  conjunc- 
ion  with  the  store  use;  that  the  business  use  shall  be  re- 
tricted  to  the  conduct  and  operation  of  retail  stores,  specifi- 
aHy  prohibiting,  though,  the  conduct  of  any  fish  store 
leat  market  or  delicatessen  store  on  the  premises,  on  con- 
ttiou  that  the  store  use  shall  be  separated  from  the  apart- 
lent  house  use  on  the  first  story  by  unpierced  walls  of  ap- 
roved  masonry ;  that  the  street  wall  of  Ocean  avenue  shall 
eturn  on  the  Neck  road  front  not  less  than  sixteen  inches: 
iat  there  shall  be  no  openings  on  the  Ocean  avenue  front 
-om  the  corner  store,  other  than  two  windows  at  the  rear 
f  the  stores,  the  sills  of  which  shall  be  not  less  than  6  ft. 
5o.v'e  the  sidewalk  level ;  that  the  entire  premises  otherwise 
iall  be  maintained  for  conforming  residential  use  and 

1023 


528-28-BZ. 

APPLICANT — Albert^  M.  Yuzzolino,  substituted  for  Bly  & 
Hamann,  for  Sarah  A.  Sweedler,  owner. 

SUBJECTS  Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7c  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFEC1ED — 442-452  89th  street  and  8902 
Fifth  avenue,  southwest  corner,  Brooklyn 
APPEARANCES—  ' 

For  Applicant:  Albert  M.  Yuzzolino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott .  4 

Negative  .  "  ’  q 

Absent  .  .  q 

THE  RESOLUTION— 

(528-28-BZ) 

Whereas,  Bly  &  Hamann,  for  Sarah  A.  Sweedler,  owner, 

1  ,  J.une  6,  1628,  an  application,  under  the  building  zone 

resolution,  to  permit  .  in  a  business  district,  extending  from 
an  unrestricted  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles  * 
premises  442-452  89th  street  and  8902  Fifth  avenue,  south¬ 
west  corner,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  special  meeting, 
ecember  14  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone,  resolution  show  that  89th  street  is  in  an  unrestricted 
district;  Fifth  avenue  is  in  a  business  district,  and  90th  street 
is  in  an  unrestricted  and  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  4,  1928  (re  App.  No.  8870-28),  reads:  ’ 

Public  garage  for  more  than  5  cars  in  a  business 
district  is  prohibited  use,  as  per  B.  Z.  Resolution,  Art. 
2,  bee.  15  and  is  hereby  denied.”; 
and 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  two  stories  111  height,  with  a  frontage  of  75  ft. 
and  a  depth  of  106  ft.  1]  in.;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles-  and 
Whereas,  the  property  is  cut  by  two  use  districts  there¬ 
fore  coming  under  purview  of  section  7c;  the  unrestricted 
area  on  89th  street  lying  between  Fourth  and  Fifth  avenues 
with  garages  directly  opposite ;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  on.  the  grounds  of  unnecessary  hard¬ 
ship  and  practical  difficulties;  and 
Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  December  14,  1928,  on  certain  conditions,  and 
through  his  attorney  requested  a  modification  of  these  con¬ 
ditions  as  to  time  limit,  the  matter  having  been  before  the 
court  on  a  writ  of  certiorari,  and  now  requests  a  further 
extension  of  time. 

Resolved  that  the  board  of  standards  and  appeals  does 
heerby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
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the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  two  stories  above 
grade;  that  the  Fifth  avenue  frontage,  street  grade,  shall 
be  restricted  to  store  use  and  occupancy  for  a  depth  not  less 
than  20  ft.  from  Fifth  avenue  and  shall  be  separated  from 
the  garage  area  of  the  first  story  by  walls  of  approved 
masonry ;  that  the  westerly  and  southerly  gable  walls  shall 
be  unpierced  throughout  their  entire  height  and  length ;  that 
any  openings  for  vehicular  use  shall  be  restricted  to  the 
89th  street  front  and  shall  be  located  not  less  than  75  ft. 
westerly  from  the  corner  formed  by  the  intersection  of 
Fifth  avenue  and  89th  street;  that  any  gasoline  storage 
equipment  installed  shall  be  located  not  less  than  75  ft. 
from  the  Fifth  avenue  corner  and  shall  be  restricted  in 
operation,  use  and  maintenance  to  the  interior  of  the 
premises;  that  the  front  elevation  shall  be  finished  with 
light-color  face  brick,  with  two-tone  colored  brick  for  trim 
if  of  panel  design,  with  architectural  terra  cotta  or  natural 
stone  trim;  that  no  roof  sign  shall  be  erected  or  main¬ 
tained;  that  any  advertising  sign  displayed  shall  be  re¬ 
stricted  to  the  plate  glass  show  windows  of  the  store  fronts 
on  Fifth  avenue  and  that  not  more  than  one  projecting 
electric  sign  shall  be  erected  on  89th  street,  indicating  the 
name  and  title  of  business  conducted  on  the  premises;  that 
the  architect  shall  make  a  return  of  the  drawings  for  ap¬ 
proval  to  this  board  before  submission  to  the  superintendent 
of  buildings  in  accordance  with  the  foregoing  conditions, 
and  that  all  permits  required  shall  be  obtained  within  six 
months  from  February  2-6,  1930,  and  any  work  involved 
shall  be  completed  within  one  year  from  February  26,  1931. 


APPROVAL  OF  PLANS. 

611-30-A. 

APPELLANT — Joseph  A.  Trainor,  Inc.,  for  Burns  Bros., 
owner. 


SUBJECT — Approval  of  plans  in  accordance  with  resolu¬ 
tion  adopted  December  9,  1930. 

PREMISES  AFFECTED— 1181  Grand  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Joseph  A.  Trainor. 

ACTION  OF  BOARD— Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


AREA  FIXED. 

(678-30-BZ) 

The  temporary  chairman  presented  and  read  a  communica¬ 
tion  from  James  P.  Reilly,  requesting  this  board  to  fix  an 
area  deemed  affected  and  within  which  to  obtain  consents 
to  permit,  partly  in  a  business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  maintenance  of  a  colony  of 
individual  garages  for  the  storage  of  sixty-five  motor  ve¬ 
hicles;  premises  401-423  West  207th  street  and  3876-3882 
Ninth  avenue,  Borough  of  Manhattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  207th  street  from  a  point  100  ft.  east  of 
Ninth  avenue  to  a  point  400  ft.  west  of  premises  in 
question,  not  including  the  unrestricted  district ;  both 
sides  of  Ninth  avenue  from  a  point  100  ft.  north  of  207th 
street  to  a  point  100  ft.  south  of  207th  street,  not  in¬ 
cluding  the  unrestricted  district;  also  the  east  side  of 
Tenth  avenue  from  207th  street  to  a  point  250  ft.  north 
of  207th  street. 


Adjourned  1.10  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON.  DECEMBER  16,  1930. 

Present:  Temporary  Chairman  Connell,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

5 1 2-30-  \ 

APPELLANT — Bush  Terminal  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED— 136  West  42nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Abner  J.  Grossman. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITPIDRAW— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


485-30-A. 

APPELLANT — Falcon  Amusement  Corp.,  lessee. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 2812-2816  Mermaid  avenue. 
Brooklyn. 


APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Captain  George  Foster  of  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(485-30-A) 

Whereas,  Falcon  Amusement  Corp.,  lessee,  filed,  July  10, 
1930,  an  appeal  from  an  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  2812-2816  Mermaid  avenue, 
Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  22-A),  reads: 

“1.  Remove  non-approved  material  from  the  walls  of 

theatre.  j 

“Section  534,  Article  25,  Chapter  5,  Code  of  Or¬ 

dinances.”  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  21,  1930,  reads: 

‘Referring  to  your  communication  of  the  20th  instant, 
requesting  permission  to  file  appeals  with  the  Board  of 
Appeals  relative  to  official  orders  served  on  the  follow¬ 
ing  theatres,  same  is  hereby  granted.  These  appeals  to 
be  made  as  soon  as  possible. 
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‘  Mermaid  Theatre.  2812  Mermaid  avenue,  Brooklyn. 

Order  No.  22-A.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  clere  story 
(20  ft.)  in  height,  70  ft.  6  in.  by  1100  ft.  in  area;  OCCU¬ 
PIED  as  stores,  poolroom  and  motion  picture  theatre,  590 
seats ;  and 

Whereas,  there  is  on  the  wall  of  the  theatre  a  material 
composed  of  jute  fibre,  backed  with  burlap;  and 

\\  hereas,  appellant  contends  that  the  theatre  premises  in¬ 
volved  and  affected  does  not  come  within  the  provisions  of 
article  25  of  chapter  5  of  the  code  of  ordinances,  but  on 
the  contrary,  are  subject  to  the  provisions  of  article  24 
of  chapter  5  of  the  said  code  of  ordinances  and  that,  there¬ 
fore,  the  fire  commissioner  of  The  City  of  New  York  had 
no  authority,  right  or  jurisdiction  to  issue  the  order  appealed 
from. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


483-30-A. 

APPELLANT — Enright  Amusement  Corp.,  lessee. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 72  Atlantic  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Captain  George  Foster  of  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(483-30-A) 

Whereas,  Enright  Amusement  Corp.,  lessee,  filed,  July 
9,  1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  72  Atlantic  avenue,  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
9,  1930  (Order  No.  41-A),  reads: 

“1.  Remove  non-approved  material  from  the  walls  of 
theatre.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  21,  1930,  reads : 

“Referring  to  your  communication  of  the  20th  instant, 
requesting  permission  to  file  appeals  with  the  Board  of 
Appeals  relative  to  official  order  served  on  the  follow¬ 
ing  theatre,  same  is  hereby  granted.  This  appeal  to  be 
made  as  soon  as  possible : 

“Atlantic,  70  Atlantic  avenue,  Brooklyn.  Order  41-A.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  66  ft.  6  in.  by  90  ft.  in  area;  OCCUPIED  as  a  motion 
picture  theatre,  450  seats ;  and 
Whereas,  there  is  on  the  walls  of  the  theatre  a  material 
called  “Osite”  covered  with  chemically-treated  cotton  and 
silk  damask;  and 

Whereas,  the  appellant  contends  that  the  theatre  premises 
involved  and  affected  does  not  come  within  the  provisions  of 
article  25  of  chapter  5  of  the  code  of  ordinances,  but  on  the 
contrary,  are  subject  to  the  provisions  of  article  24  of 
chapter  5  of  the  said  code  of  ordinances  and  that,  therefore, 
the  fire  commissioner  of  The  City  of  New  York  had  no 
authority,  right  or  jurisdiction  to  issue  the  order  appealed 
from. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


SUBJECT  Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — Southwest  corner  of  15th  street 

APPEARANCES—^11116’  Whitest01,e’  BorouSh  of  Queens. 

For  Appellant:  David  Schneider. 

For  Administration :  Captain  George  Foster  of  fire 
department. 

ACTION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  ,, 

THE  RESOLUTION—  . 

...  (487-30-A) 

Y\  hereas,  Lille  Amusement  Co.,  lessee,  filed,  July  10  1930 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  Southwest  corner  of  15th  street 
and  Eighth  avenue.  Whitestone,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  ’ Mav 
20,  1930  (Order  No.  19-A),  reads: 

“1.  Remove  non-approved  material  from  the  walls  of 
theatre.”  ; 
and 

W  hereas,  the  decision  of  the  fire  commissioner,  rendered 
June  21,  1930,  reads: 

“Replying  to  your  communication  of  the  20th  instant 
requesting  permission  to  file  appeal  with  the  Board  of 
Appeals  relative  to  official  order  served  on  the  following 
t  leatre,  same  is  hereby  granted.  This  appeal  to  be  made 
as  soon  as  possible : 

“Rialto,  15th  street  and  Eighth  avenue,  Brooklyn 
Order  19-A.  ; 
and 

Whereas  the  building  is  non-fireproof,  one  story  in 
height,  48  ft.  2  in.  by  114  ft.  in  area;  OCCUPIED-  1st 
story,  moving  picture  theatre,  570  seats;  and 

W  hereas,  there  is  on  the  walls  of  the  theatre  a  material 
comprised  of  cattle  hair,  backed  with  burlap;  and 
Whereas  appellant  contends  that  the  theatre  premises 
involved ^and  affected  does  not  come  within  the  provisions  of 
ai  tide  25  of  chapter  5  of  the  code  of  ordinances,  but  on  the 
contrary,  are  subject  to  the  provisions  of  article  24  of  chapter 
3  ot  ,th<?  code  of  ordinances  and  that,  therefore  the  fire 
commissioner  of  The  City  of  New  York  had  no  authority 
tight  or  jurisdiction  to  issue  the  order  appealed  from 
.  Reso1vcd,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied 


487-30-A. 

APPELLANT — Lille  Amusement  Corp.,  lessee. 


5 00-30- A. 

APPELLANT — Frank  Santucci,  lessee. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner 

PREMISES  AFFECTED — 263-265  Court  street,  southeast 
corner  of  Butler  street,  Brooklyn 
APPEARANCES—  ' 

For  Appellant:  None. 

For  Administration:  Captain  George  Foster  of  fire 
department 

ACTION  OF  BOARD-Appeal  denied 
THE  VOTE  TO  GRANT- 

Affirmative  .  q 

Negative:  Temporary  Chairman  ConnelV  ’ Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  „ 

THE  RESOLUTION—  . 

(500-30-A) 

Whereas,  Frank  Santucci,  lessee,  filed,  Tuly  15,  1930  an 
appeal  from  an  order  and  a  decision  of  the  fire  commissioner 
affecting  premises  263-265  Court  street,  southeast  corner  of 
Butler  street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Mav 
20,  1930  (Order  No.  28-A),  reads:  y 
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“1.  Remove  non-approved 
theatre. 

“Section  534,  Article  23, 
dinances.” ; 


material  from  the  walls  of 
Chapter  5,  Code  of  Or- 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 

July  15,  1930,  reads:  . 

“Referring  to  your  communication  of  the  loth  instant, 
requesting  permission  to  file  an  appeal  with  the  Board 
of  Standards  and  Appeals  relative  to  official  order 
served  on  motion  picture  theatre  located  at  263-5  Court 
Street,  Brooklyn,  same  is  hereby  granted.  This  appeal 
to  be  made  immediately.”; 


Whereas,  the  building  is  non-fireproof,  th^  stories  in 
height,  54  ft.  4^  in.  by  92  ft.  3  in.  in  area;  OCCUPIED: 
1st  story,  motion  picture  theatre,  550  seats;  2nd  story,  offices, 

3rd  story,  dwelling;  and  ,  ,  .  . 

Whereas,  there  is  on  the  walls  of  the  theatre  a  material 
called  “Osite”  attached  to  1-inch  by  2-inch  furring  strips  and 
covered  with  chemically-treated  cotton  and  silk  damask; 

and  ,  .  . 

Whereas,  appellant  contends  that  the  theatre  premises  in¬ 
volved  and  affected  does  not  come  within  the  provisions  of 
article  25  of  chapter  5  of  the  code  of  ordinances,  but  on 
the  contrary,  are  subject  to  the  provisions  of  article  24  of 
chapter  5  of  the  code  of  ordinances  and  that,  therefore,  the 
fire  commissioner  of  The  City  of  New  \ork  had  no  author- 
ity,  right  or  jurisdiction  to  issue  the  order  appealed  from. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  affirmed,  and  that  the  appeal  be 
and  it  hereby  is  denied. 


490-30-A. 

APPELLANT— Graham  Amusement  Corp.,  lessee. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 2T9  Graham  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Captain  George  Foster  of  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ® 

Negative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  ® 

THE  RESOLUTION— 

(490-30-A) 

Whereas,  Graham  Amusement  Corp.,  lessee,  filed,  July 
l'l,  1930,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  279  Graham  avenue,  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  24-A),  reads: 

“1.  Remove  non-approved  material  from  the  walls  of 
theatre.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  21,  1930,  reads: 

“Referring  to  your  communication  of  the  20th  instant, 
requesting  permission  to  file  appeal  with  the  Board  of 
Appeals  relative  to  official  order  served  on  the  following 
theatre,  same  is  hereby  granted.  This  appeal  to  be  made 
as  soon  as  possible : 

“'Graham  Theatre,  279  Graham  avenue,  Brooklyn. 
Order  24-A.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  50  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  motion 
picture  theatre,  590  seats ;  and 


Whereas,  there  is  on  the  walls  of  the  theatre  a  material 
composed  of  jute  fibre,  backed  with  burlap;  and 

Whereas,  appellant  contends  that  this  material  is  chem¬ 
ically  treated  so  as  to  be  fire-retarded  and  fireproof  and 
that  the  theatre  premises  involved  and  affected  does  not  come 
within  the  provisions  of  article  23  of  chapter  5  of  the  code 
of  ordinances,  but  on  the  contrary,  are  subject  to  the  pro¬ 
visions  of  article  24  of  chapter  3  of  the  said  code  of  or¬ 
dinances  and  that,  therefore,  the  fire  commissioner  of  The 
City  of  New  York  had  no  authority,  right  or  jurisdiction 
to  issue  the  order  appealed  from. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


150-30- A. 

APPELLANT— Bernard  J.  Gilroy,  for  One  Wall  Street 
Realty  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1-7  Wall  street.  72-8-6  Broad¬ 
way  and  1-11  New  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Bernard  J.  Gilroy. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(150-30- A) 

Whereas,  Bernard  J.  Gilroy,  for  One  Wall  Street  Realty 
Corp.,  owner,  filed,  February  26,  1930,  an  appeal  from  a 
decision  of  the  fire  commissioner,  affecting  premises  1-7 

Wall  street,  72-86  Broadway  and  1-111  New  street,  Borough 
of  Manhattan :  and  ? 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  15,  1930  (No.  204-29),  reads: 

“1.  The  emergency  control  valves  must  conform  to 
the  specifications  of  valves  as  approved  by  the  Board  of 
Standards  and  Appeals  and  posted  in  this  Bureau. 

Note :  Hydraulic  controls  not  included  in  the  ap¬ 

proved  specifications.”; 

and  .  .  J 

Whereas,  the  building  is  fireproof,  fifty  stories  in  height, 
178  ft.  8  in.  by  117  ft.  11  in.  in  area  from  the  first  story 
to  twenty-first  story  and  with  setbacks  above;  EQUIPPED 
with  a  sprinkler  system  in  the  paper  room  only;  OCCUPIED 
as  office  building;  200  persons  in  the  cellar;  150  on  the  1st 
to  11th  stories:  100  on  the  12th;  90  on  the  13th:  65  on  the 
14th:  50  on  the  15th:  30  on  the  16th;  40  on  the  17th,  18th 
and  19th;  20  on  the  20th  and  21st  stories,  and  20  persons  per 
story  above ;  the  building  being  in  course  of  erection ;  means 
of  EGRESS  consisting  of  two  interior  fireproof  stairways 
and  there  is  located  in  the  center  stairway  and  in  the  north¬ 
erly  part  at  the  center  of  the  building  in  the  open  loft  stand¬ 
pipe  and  hose  valves ;  and  1 

Whereas,  appellant  contends  that  there  two  8-inch  fire 
line  risers  in  the  section  of  the  building  below  the  tower,  one 
riser  located  within  a  stair  enclosure,  the  other  riser  is  lo¬ 
cated  adjacent  to  the  elevator  bank  at  the  northerly  part 
of  the  floor,  and  under  the  standpipe  rules  it  is  necessary 
to  provide  an  emergency  section  cut-off  valve  at  three  levels 
of  this  fire  line  riser  located  at  the  first,  seventh  and  four¬ 
teenth  stories,  with  the  approved  type  of  O.  S.  &  Y.  valve 
of  8  inch  diameter,  4  feet  in  length,  and  it  is  a  large,  ugly- 
looking  device  in  a  high-grade  office  space;  that  they  pro¬ 
pose  to  substitute  control  gate  valve  of  the  Conran  Standpipe 
Company  manufacture;  that  these  valves  are  considerably 
similar  in  dimension  and  will  be  operated  from  a  control 
station  in  a  readily  accessible  protected  space  on  the  street 
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floor  and  that  with  this  installation  it  is  possible  to  operate 
the  valve  in  safety  at  all  times,  and  that  the  appellant  has' 
used  these  valves  outside  The  City  of  New  York  and  has 
obtained  satisfactory  results. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  for  the  installation  of  approved  hydraulic  control 
valves,  on  condition  that  the  standpipe  rules  shall  be  com¬ 
plied  with  in  all  other  respects. 


BUILDING  ZONE  CASES. 

.  321-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Consolidated  Asso¬ 
ciates,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintenaent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Union 
turnpike  and  Parsons  boulevard,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Chairman  read  report  of  commit¬ 
tee  ;  report  of  committee  adopted  and  case  laid  over 
to  December  23,  1930,  at  10  a.  m.,  for  applicant  to 
consult  client. 

i  THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputy- 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


744-28-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Emil  S.  Levy,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  (stores) 
(previously  denied). 

PREMISES  AFFECTED— Northeast  corner  of  Longfel¬ 
low  avenue  and  East  173rd  street,  The  Bronx 
APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott,  August  J.  Clemens, 
Ben  Sheinman  and  Emil  S.  Levy. 

For  Opposition :  Nat  T.  Semel. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  board. 


469-30-BZ. 

APPLICANT — Christopher  C.  McGrath,  for  Richard 
Schimick,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7f  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — Southeast  corner  of  Waterbury 
avenue  and  Eastern  boulevard,  The  Bronx 
!  APPEARANCES— 

For  Applicant:  Christopher  C.  McGrath. 

For  Opposition:  Joseph  W.  Yarchover,  Joe  Blum 
and  Abraham  Horwitz. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  board. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21,  reopened  under 
the  principle  of  section  7g). 

PREMISES  AFFECTED— 226-02  to  226-08  Merrick  road 
and  134-11  226th  street,  southeast  corner.  Laurelton, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Anna  W.  Zafft. 

For  Opposition :  Paul  Greenbaum. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1931,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee* 
of  board. 


362-30-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Bartsch’s  Garage, 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  “C” 
area  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  the  omission  of  the  rear  yard 
required  under  the  zone  resolution. 

PREMISES  AFFECTED— 360-362  East  29th  street,  west 
side,  229  ft.  7  in.  north  of  Avenue  D,  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Herbert  G.  Andrews  and  Leo  C. 
Wiler. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  g 

Absent  .  q 


272-30-BZ. 

APPLICANT— Irving  M.  Fenichel,  for  Israel  Greenberg, 
owner. 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied— re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  of  a  gaso¬ 
line  service  station. 

PREMISES  _  AFFECTED — 440-446  Utica  avenue,  868-884 
Empire  boulevard,  southwest  corner,  and  923-943 
East  New  York  avenue,  Brooklyn 

APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  adopted,  ap¬ 
plication  reopened  and  set  for  Calendar  Call  January 
6,  1931,  at  2  p.  m. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  ’  ’  n 

THE  VOTE  TO  REOPEN—  . 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfovle  and  Deputv 

Chief  McElligott . ’  4 

Negative  .  '  n 

Absent  .  n 


:  565-29-BZ. 

:  APPLICANT— J.  Harlen  O’Connell,  substituted  for  Mo- 
rania  Sales  Co.,  for  Relton  Holding  Corp.,  owner. 


522-30-BZ. 

APPLICANT— James  W.  Byrnes,  for  Protective  Mortgage 
Co.,  Inc.,  owner. 
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SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  con¬ 
version  of  occupancy  of  part  of  an  existing  dwelling 
from  residence  to  business  use  (store). 

PREMISES  AFFECTED— 166  Kane  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  W.  Byrnes. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Deputy  Chief  Mc- 

Blligott  .  3 

Absent  .  0 

THE  RESOLUTION— 

(522-30-BZ) 


Whereas,  James  W.  Byrnes,  for  Protective  Mortgage 
Co.,  Inc.,  owner,  filed,  July  31,  1930,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  conversion  of  occupancy  of  part  of  an  existing 
dwelling  from  residence  to  business  use  (store)  ;  premises 
166  Kane  street,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  16,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Henry  street  is  in  a  business  dis¬ 
trict,  and  Kane  street  and  Strong  place  are  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  30,  1930  (re  App.  No.  9032-30),  reads: 

“Proposed  occupancy  change  contrary  to  Zone  Resolu¬ 
tion  for  store  in  a  residence  district,  Art.  2,  Section  3.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  21  ft. 
and  a  depth  of  50  ft.  in. ;  to  be  occupied  as  a  store  on 
first  story  and  dwellings  above ;  and 
Whereas,  the  board  deemed  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


645-30-BZ. 

APPLICANT — Henry  Kaufman  and  B.  C.  Collada,  for 
Shergrove  Realty  Corp.,  lessee  (long-term  lease). 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district,  extend¬ 
ing  from  an  unrestricted  district,  the  extension  of 
business  uses  previously  granted  by  the  board. 


PREMISES  AFFECTED — 139-141  Washington  place  and 
80  Grove  street,  northeast  corner,  Manhattan. 

APPEARANCES— 

For  Applicant :  Maurice  Deiches,  William  M.  Smith 
and  C.  B.  Goldberg. 

For  Opposition :  Maurice  Deutsch,  Clarence  G. 
Bernheimer,  Frank  S.  Verro,  Frank  Perrodopi, 

J.  G.  Phelps  Stokes  and  N.  Gazzle. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil¬ 
foyle  .  2 

Negative:  Temporary  Chairman  Connell  and 

Deputy  Chief  McElligott .  2 

Absent  .  0 

THE  RESOLUTION— 

(645-30-BZ) 

Whereas,  Henry  Kaufman  and  B.  C.  Collada,  for  Sher¬ 
grove  Realty  Corp.,  owner,  filed,  October  23,  1930,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in  a 
residence  district,  extending  from  an  unrestricted  district, 
the  extension  of  business  uses  previously  granted  by  the 
board;  premises  139-141  Washington  place  and  80  Grove 

street,  northeast  corner,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  16,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Washington  place  is  in  a  busi¬ 
ness,  residence  and  unrestricted  district ;  Grove  street  is  in 
a  business,  residence  and  unrestricted  district;  Seventh  ave¬ 
nue  is  in  an  unrestricted  and  business  use  district,  and 

Waverly  place  is  in  a  business  and  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  23,  1930  (re  Alt.  App.  1989-30),  reads: 

“2.  The  location  of  a  business  in  a  residence  dis¬ 
trict  is  unlawful.  Building  Zone  Resolution  Art.  2, 
Par.  3.”; 

and  ■] 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  fourteen  stories  and  pent  house  in  height,  with  a  front¬ 
age  of  101  ft.  6  in.  and  a  depth  of  67  ft.  8  in.,  irregular; 
to  be  occupied  as  a  restaurant  with  music,  dancing  and  enter¬ 
tainment  in  basement ;  and 

Whereas,  the  board  deemed  that  applicant  has  failed  to  ] 
substantiate  his  basis  of  appeal  brought  under  section  7, 
subdivision  c,  and  section  21  of  the  building  zone  resolution.  s 
Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


*CORRRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals  held  October  23,  1928,  as  they  appeared  in  Bul¬ 
letin  No.  44,  Vol.  XIII,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(469-28-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Bleecker  &  Wooster  Corp.,  owner,  filed,  May  21, 
1928,  an  appeal  from  an  order  of  the  fire  commissioner. 


*  Correction — Words  “hose  valve  in  top  story ”  substituted 
for  ivords  “ grade  of  the  roof”  in  line  35  of  resolution. 


affecting  premises  124  Bleecker  street,  Borough  of  Manhat-  ; 
tan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De-  " 
cember  7,  1927  (Order  No.  29464-F),  reads: 

“1.  _  Provide  a  tank  on  roof  of  at  least  3,500  gallons  : 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level,  Section  20,  Chapter  (12,  Code  of 
Ordinances.” 

and 

Whereas,  the  building  is  fireproof,  eight  stories  (99  ft.) 
in  height,  25  ft.  by  100  ft.  (2,500  sq.  ft.)  in  area;  OCCU¬ 
PIED:  1st  story,  stores,  5  persons;  2nd  story,  manufacture  i 


1028 


MINUTES 


ot  shoes,  12  persons;  3rd  story,  manufacture  of  hats,  4 
persons;  4th  story,  manufacture  of  clothing,  3  persons;  5th 
story,  manufacture  of  electric  irons,  4  persons;  6th  and  7th 
stories,  manufacture  of  clothing,  4  persons  each  story;  8th 
story,  manufacture  of  hats,  7  persons;  and 
.  ^  hereas,.  the  appellant  claims  the  building  was  erected 
in  1900,  equipped  with  a  dry  standpipe  system  with  riser  in 
stair  hall,  2J^-inch  hose  outlet  on  each  story  and  Siamese 
connections  on  VVooster  street  front;  the  cellar  is  protected 
with  perforated  pipes  with  Siamese  connections  on  Wooster 
street  front ,  that  the  building  is  provided  with  a  labor  law 
fire  escape  on  Wooster  street  front,  and  also  equipped  with 


an  interior  fire  alarm  system;  furthermore,  the  appellant 
contends  that  the  exits  and  fire  protective  appliances  are 
adequate. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  *be  and  it  hereby  is 
granted  on  condition  that  a  tank  be  installed  not  less  than 
10  ft.  above  the  hose  valve  in  top  story;  the  capacity  of  the 
tank  to  be  not  less  than  2,000  gallons ;  the  system  in  all  other 
respects  to  be  completely  in  accordance  with  the  rules  for 
existing  standpipe  equipment,  and  on  further  condition  that 
the  building  be  not  increased  in  height  or  area  and  that 
the  occupancy  and  use  remain  substantially  unchanged. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday  morning,  December  9,  1930,  as  they 
appeared  in  Bulletin  No.  50,  Vol.  XV,  are  hereby  corrected 
to  read  as  follows : 

304-30-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Katherine  Alberti, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 


*  Correction — Name  Guilfoyle  added  in  line  17. 


AMENDMENTS  TO 

Adopted  by  the  board  of  standards  and  appeals  December 
2,  1930. 

(89-27-SR) 

ARTICLE  II— CASES  BEFORE  THE  BOARD. 

2.  Any  communication  purporting  to  be  an  application, 
appeal  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  and  shall  be  of  no  force  or  effect 
antil  it  is  made  in  the  form  required  except  as  provided  in 
Art.  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  his 
application,  appeal  or  petition,  and  he  shall  be  required  to 
Tie  the  proper  form  and  furnish  all  necessary  data  within 
:wenty  days  of  the  date  of  the  order  or  decision  appealed 
rom  except  as  provided  in  Art.  VI. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision  or 
letermination  of  the  Superintendent  of  Buildings  or  the 
rire  Commissioner  or  from  any  rule  or  regulation  relating 
o  the  construction,  alteration,  structural  changes  in  equip¬ 
ment,  occupancy  or  use  of  any  'building  or  structure,  under 
|  section  719  of  the  Charter,  shall  be  entertained  unless  such 
ppeal  is  filed  in  duplicate  on  Form  lA,  with  all  the  data 


PREMISES  AFFECTED — 50  Downing  street  and  214-218 
West  Houston  street,  Manhattan. 

APPEARANCES— 


For  Applicant:  Edward  P.  Doyle,  Mr.  Alberti  and 
Frank  Vitolo. 

For  Opposition:  M.  L.  Wolf. 

ACTION  OF  BOARD — Laid  over  for  full  vote  of  the 
board;  no  date  set. 

THE  VOTE  TO  GRANT— 


Affirmative:  Commissioners  Guilfoyle  and  Hol¬ 
land  and  Deputy  Chief  McElligott .  3 

Negative:  Temporary  Chairman  Connell . 1 

Absent  .  '  ’  A 


RULES  OF  PROCEDURE 

required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions  may  be  filed  in  duplicate  on  form  accom¬ 
panied  by  a  written  description  of  the  premises  and  a  copy 
1  ,  °rder  or  decision.  A  copy  of  such  written  appeal 

shall  be  filed  with  the  administrative  official  issuing  order 

^hat  constitutes  minor  orders  or  decisions 
shall  be  determined  by  the  board  or  chairman. 

ARTICLE  XI— TESTS. 

1.  In  any  case  in  which  the  Board  may  Order  a  test 
of  any  material  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  the  rules  adopted  by  the  Board  for  such  material 
and  device,  tests  shall  be  conducted  under  the  supervision 
of  an  assistant  engineer,  in  the  presence  of  the  Chairman 
and  two  or  more  members  appointed  by  him,  and  the  result 
of  such  test  shall  be  reported  to  the  Board  in  writing  or 
tests  may  oe  made  of  materials  and  devices  by  a  recognized 
standard  testing  laboratory,  City  or  State  department  The 
board  reserves  the  right  to  be  represented  at  these  tests. 
The  material  or  device  shall  not  have  the  approval  of  the 
Board  unless  the  report  be  favorable  and  adopted  by  four 
(4)  affirmative  votes,  and  the  Board  may  approve  such 
materials  or  devices  on  the  certified  report  of  such  laboratory 
City  or  State  Department. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
•istribution  Division  of  the  City  Record  Office,  378  West 
roadway.  Price,  $1.25;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  ffie  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office  378  West 
Broadway.  Price,  30c;  by  mail,  35c. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO 


[281-22-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  January  9,  1931,  at  2  p.  m„  Room  1013, „  Munic¬ 
ipal  Building,  on  proposed  amendments  to  Standpipe  —  Fire 
Line”  Rules. 

Matter  in  italics  is  new.  Matter  in  [  ]  to  be  omitted. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
least  20  feet  above  the  level  of  the  roof.  When  the  area 
of  a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  ft.  above  the  level 
of  the  pent  house  roof.  [In  existing  standpipe  equipment 
the  bottom  of  the  gravity  standee  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story. 1 


Rule  91.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Com¬ 
missioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  .be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner,  and  ex¬ 
cept  that  all  such  fire  line  systems  shall  have  or  be  provided 
with  the  following : 

1.  Roof  gravity  tank  shall  have  a  reserve  of  approxi¬ 
mately  3,500  gallons  for  fire  line. 

[2.  The  bottom  of  the  gravity  tank  shall  be  not  less  than 
20  feet  above  the  hose  outlet  in  the  highest  story.] 

3.  A  4-inch  emergency  drain  with  gate  valve. 

4.  House  lines  taken  from  outside  of  tank. 


5.  Tank  properly  heated  and  provided  with  overflow 


line. 

6  Tank  shall  not  be  fed  through  fire  line. 

7.  Tank  to  be  fed  at  not  less  than  65  gallons  a  minute 
by  pump  or  direct  city  connection. 

"s.  An  iron  ladder  of  substantial  construction,  properly 
braced,  extending  to  top  of  tank. 

9.  At  least  one  gate  valve  at  the  downstream  side  of 
tank  check  unless  a  gate  valve  has  been  installed  on  either 


side  of  check. 

10.  Hose  valves  and  hose  not  less  than  2 /z  inches  in 
good  serviceable  condition.  No  automatic  hose  valves  per¬ 
mitted. 

11.  Wheel  of  hose  valve  within  6  ft.  6  in.  of  stair  land¬ 
ing  or  of  steps  within  2  ft. 

12.  An  open  or  automatic  ball  drip  between  the  Siamese 
check  and  siamese. 

13.  Approved  3  in.  x  3  in.  siamese,  with  approved  caps. 

14.  The  words  “STANDPIPE”  cast  in  the  body  of 
the  valve,  or  on  metal  plates  secured  to  siamese  riser,  or 
secured  to  face  of  building  behind  the  siamese. 

15.  The  siamese  street  riser,  wall  collars  and  caps  painted 
a  Fire  Department  red. 

16.  Outlet  pressure  reducers  on  all  hose  outlet  valves 
where  the  pressure  exceed  50  lbs.  per  square  inch. 

17.  In  factory  or  other  buildings  of  hazardous  use,  where 
the  fire  lines  are  not  within  a  protected  stair  enclosure  and 
may  be  subjected  to  fire  exposure  because  of  such  location, 
they  shall  be  protected  by  asbestos  covering,  wire  lath 
and  cement,  or  terra  cotta  blocks  as  described  in  these 
rules. 

18.  Fire  lines  shall  be  protected  from  freezing  as  speci¬ 


fied  in  these  rules. 

19.  The  tank  shall  be  provided  with  a  high  and  low 
water  electric  alarm,  except  where  there  is  an  automatic 
filling  pump  installed. 


STANDPIPE”-“FIRELINE”  RULES 

20.  The  bonnets  or  caps  of  all  siamese  or  tank  check 
valves  which  have  been  in  the  fire  lines  for  at.  least  ten 
years,  where  practicable,  shall  be  removed  and  the  interior  of 
valve  cleaned  of  all  rust  or  other  accumulations,  lhe  body 
of  the  valley  shall  then  be  given  a  good  coat  of  red  lead  and 
linseed  oil. 

Rule  93. 

Specifications  and  Performance  Requirement?  for 
Adjustable  Pressure  Reducers  for  Use  At  2]/2-Inch 
Hose  Outlets  of  Standpipe  Systems. 


These  valves  are  for  use  at  outlets  for  2]A-inch  hose  on 
standpipe  systems  to  permit  securing  adjustment  of  the  water 
pressure  in  hose  and  at  nozzles  as  is  required  in  the  Standpipe 
Rules  of  the  Board. 

1.  The  body  and  working  parts  of  the  valve  shall  be  of 
brass  or  bronze  of  a  quality  and  thickness  satisfying  the  ■ 
h\drostatic  pressure  test  requirement  given  belozv  and  corro¬ 
sion-resisting.  A  bronze  of  not  less  than  83  per  cent  copper 
and  5  per  cent  tin  and  of  not  more  than  7  per  cent  zinc  and 
not  more  than  3  per  cent  lead  will  be  judged  to  furnish  ac¬ 
ceptable  corrosion  resistance. 

2.  Threaded  parts  for  connection  to  hose  couplings  shall 
conform  to  the  New  York  Fire  Department  thread  for  2 
inch  fire  hose. 

3.  The  design  shall  provide  that  the  friction  loss  shall  not 
exceed  10  lbs.  when  the  valve  is  in  the  full  open  position  and 
is  discharging  not  less  than  200  gallons  per  minute. 

4.  It  shall  be  possible  to  operate  the  adjustable  means 
through  its  full  range  by  means  of  a  regulation  Fire  Depart¬ 
ment  goose-neck  spanner  wrench  or  manually  when  subject 
to  an  upstream  hydraulic  pressure  of  500  lbs.  per  square  inch. 

5.  The  valve  shall  withstand  without  fracture  or  excessive 
leakage  the  application  for  30  minutes  of  an  internal  hydro¬ 
static  pressure  of  at  least  1,250  lbs.  per  square  inch. 

6.  It  shall  be  possible  to  secure  all  movable  exterior  parts 
of  the  valve  ivhich  affect  the  pressure  adjustment  so  that  the 
adjustment  zvill  be  not  altered  accidentally  or  by  tampeimg 
without  giving  ezndence  of  the  alteration.  It  shall  be  pos¬ 
sible  to  readily  accomplish  any  desired  adjustment  within  the 
range  specified  belozv  by  the  use  of  a  regulation  Fire  Depart¬ 
ment  spanner  wrench. 

7.  The  adjustable  means  shall  provide  that  the  zvatcrzvay 
within  the  body  of  the  valve  shall  be  not  less  than  2.5  square 
inches  in  area  zvhen  in  full-open  position  and  not  more  than 
0.5  square  inch  when  in  the  fully  reduced  position.  Bctzvecn 
these  positions  there  shall  be  not  less  than  13  positions  of  the 
pressure  adjusting  means  at  each  of  which  a  positiz'c  pressure 
reduction  shall  be  obtained.  Each  such  position  shall  be  indi¬ 
cated  by  suitable  markings  or  equivalent  means. 

8.  Straightening  vanes  of  brass  or  bronze,  at  least  No. 

14  B&S  gauge  in  thickness  shall  be  placed  in  the  dozvn-stream 
or  discharge  part  of  the  valve.  _  1 

9.  The  valve  shall  be  marked  so  that  it  may  be  identified 
after  installation  to  shozv  a  registered  name  or  trade-mark, 
together  zvith  the  Calendar  Number  assigned  to  it  by  the 
Board  of  Standards  and  Appeals  and  the  registered  symbol 
of  endorsed  approved  by  testing  agency.  These  markings 
shall  be  in  letters  and  figures  at  least  %  inch  high. 

10.  The  valve  shall  be  so  marked  as  to  clearly  indicate 
zvhen  it  is  installed  the  upstream  pressure  producing  50  lbs. 
pressure  at  its  discharge  according  to  adjustment  at  which  it 
is  set  as  specified  in  paragraph  6  of  these  Rules.  These 
markings  shall  be  in  letters  and  figures  at  least  Ft  inch  high. 

The  Board  of  Standards  and  Appeals  hereby  serves  notice 
that  approvals  granted  hereunder  are  subject  to  amendments 
or  limitations  as  and  wherever  in  its  opinion  service  condi¬ 
tions  in  biddings  may  require. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1173-22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-SA — Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

1249-22-SA — Coen  Oil  Burner,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valv«, 
approval  of. 

124-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

126- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127- 23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

875-23-SA — Wm.  E.  Toelle  Manual  Si  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

625-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

492-24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

1016-24-SA — Milnes  Oil  Burner,  approval  of. 

1142-24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of 

1359-24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1500-24-S A — Smolensky  Check  Valve,  approval  of. 

1263- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

1346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26-SA — Signal  Weatherproof  Bells,  approval  of. 

364-26-SA — Kork-n-Seal,  approval  of. 

397-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26-SA — Pvrolithic  Floor  and  Ceiling  Construction,  ap¬ 
proval  of. 

110-27-SA—  Wilbur  Fxtinguisher,  approval  of. 


187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of, 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

®14-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

955-27-SA — Cooks  Automatic  Oil  Burner,  approval  of. 

977-27 -SA — Romec  Rotary  Pump,  approval  of. 

1162-2i-SA  Allens  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphor 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  approval  of. 

958-28-SA  N.  D.  r.  Fire  Gong  Control  Panels,  approval 
of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA— Kennedy  2H-Inch  Hose  Outlet  Valve  Type 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-SA; — Croker  2^-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA— Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA— Scranton  Steam  Pumps,  approval  of. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

315-30-SA — Shill  Oil  Burner,  approval  of. 

359-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

367-30-SA — Kreager  Oil  Burner,  approval  of. 

372-30-SA— International  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

394-30-SA — The  Oronoque  Oil  Burner,  approval  of. 

446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A.  ap¬ 
proval  of. 

494-30-SA  Holtzer-Cabot,  Type  PC  and  Type  PS,  Fire 
Alarm  Systems,  approval  of. 

509-30-SA — Enco  Mechanical  Oil  Burner,  approval  of. 

518-29-SA — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

563-30-SA — Shepard  Oil  Burner,  approval  of. 

568-30-SA  Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 

600-30-SA— Silent  Glow  Oil  Burner,  Model  G,  approval  of. 

612-30-SA — Victor  Oil  Burner,  approval  of. 

624-30-SA— Sunway  Oil  Burner,  approval  of. 

670-30- A — Laco  Oil  Burner,  Model  NL,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1929 . 

Cases  filed  up  to  December  17,  1930 . 

Restored  to  calendar . 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 


Requests  for  mechanical  installation* .  0 

Requests  for  approval  of  plans .  36 

Administrative  requests .  0 

Requests  for  interpretation .  1 

Total  .  1634 

Disposed  of .  1222 

Cases  pending  December  17,  1930 .  412 


DISPOSITION  OF  CASES. 


Withdrawn  .  174 

Dismissed .  38 

Denied  .  204 

Granted  .  2 

.Granted  on  condition .  334 

Appliances  approved .  29 

Appliances  dismissed,  disapproved  or  withdrawn .  6 

Rules  approved .  2 

Rules  disapproved  or  rescinded .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  197 

Requests  to  reopen  denied .  33 

Requests  to  amend  granted .  13 

Requests  to  amend  denied .  1 

Requests  for  modification  granted .  43 

Requests  for  modification  denied .  13 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  78 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  4 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  36 

Plans  disapproved .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  1 

Requests  withdrawn  or  dismissed .  10 

Total  .  1222 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  1001.  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name.  . 

Street 

P.O 

My  subscription  is  to  begin  with  the  issue  for 
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James  P.  Holland 
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William  J.  O’Gorman,  Secretary. 
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411  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given— 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 


Minutes  of  Special  Meeting,  December  19,  1930  2 
P.  M. 


Minutes  of  Regular  Meeting,  December  23  1930 
10  A.  M. 


Minutes  of  Regular  Meeting,  December  23  1930 

2  P.  M. 


Notice  of  Public  Hearing  on  Amendment  to  “Stand- 
pipe”-“Fireline”  Rules. 


Approved  Burners  for  Domestic  and  Commercial 
Use. 


Reserve  Calendar 
Progress  Report 


Of 


PUBLIC  HEARH^S. 

Tuesdays,  at  10  a.  m.  and  aon  m  ™  < 

Special  meetings  as  publisiW/folhis  Bulletin. 

Call  of  Clerks  Calendar,  Tuesa5$fr«t  2  p  m  'M// 

Mmil.attan11^5  ^  R°°m  1013- ^^Pal  Building 

-  N* 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.  Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gines  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


/ 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any 

tCa  Cd  !?  ^°°m  ,1013’  Tuesd*y,  December  3o! 
1.  30,  at  2  o  clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day.  s 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
1  ucsday,  January  6,  1931,  at  2  o’clock. 

The  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  or  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days.  6 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

ny  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

T pon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
irections. 


HENRY  L.  CONNELL.  Temporary  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  December  24,  1930. 


Cal.  No. 

Department. 

Premises  Affected. 

754-30- BZ. . 

. B.B.R... 

.5036  Amboy  rd.,  Annadale, 
Rich.,  N.  B.  1406-1930 

753-30-S. . . . 

_ F.D _ 311-319  W.  43rd  st.,  Man., 

L.  D.  77368 

752-30-A . . . 

. F.D . 

.311-319  W.  43rd  st.,  Man., 

F-77364  &  F-77367 

751-30-BZ . . 

. B.B.Bx. . 

.1000  E.  172nd  st.,  Bx., 

Alt.  628-1930 

750-30-BZ . . 

. B.B.B. . . 

.1796-1800  Coney  Island  ave., 
Bklyn,  Applic.  14347-1930 

749-30-BZ . . 

. T.H.D.. 

..92  Parkville  ave.,  Bklyn., 

Alt.  418-1930 

748-30-S . . . 

. B.B.M.. 

..131  W.  97th  st.,  Man., 

Alt.  2394-1930 

747-30-BZ . . 

. B.B.M.. 

..536  W.  175th  st.,  Man., 

Alt.  2058-1930 

746-30- A. . . 

. F.D . 

.5-9  E.  31st  st.,  Man., 

F-80459  &  F-80460 

745-30-BZ . . 

. B.B.M.. 

..250-256  W.  84th  st.,  Man., 

N.  B.  170-1930 

744-30-BZ . . 

. T.H.D.. 

..141  W.  69th  st.,  Man., 

Alt.  998-1930 

Restored  to  Calendar. 

537-30-A .  . . 

. B.B.M.. 

..1446-1450  Broadway,  Man., 

N.  B.  82-1930 

857-28-BZ. . 

. B.B.B . . 

..346  Bainbridge  st.,  Bklyn., 

Applic.  15167-1928 

414-29-BZ . . 

. B.B.B.. 

..970-978  Nostrand  ave.,  Bklyn., 

Applic.  8043-1929 

683-29-BZ . . 

. B.B.R.. 

..56  Sand  lane,  Arrochar,  Rich., 
N.  B.  1840-1929 

72-30-BZ . . 

. B.B.B.. 

..3491-3507  Fort  Hamilton  pkwy., 
Bklyn.,  Applic.  671-1930 

236-30- S. . . 

. F.D _ 

..1108  DeKalb  ave.,  Bklyn., 

F.  D.  Order  7897 

CODE. 

I<*  D . 

iLD . 

B  B.B . 

. . .  Bureau  of  Buildings,  Brooklyn 

11  11.  M . 

..Bureau  of  Buildings,  Manhattan 

»  HQ . 

. Bureau  of  Buildings,  Queens 

B.B.R . 

. 

.Bureau  of  Buildings,  Richmond 

11  B.Bx . 

. Bureau  of  Buildings,  Bronx 

r.H.D . 

....Tenement  House  Department 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  30,  1930,  AT  2  P.  M. 

Building  Zone  Cases. 

593-30-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Civic  Realty  Corp., 
owner. 

PREMISES — 219-02  to  219-12  Horace  Harding  boulevard 
(Nassau  boulevard),  southeast  corner  of  219th 
street.  Bavside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


594-30-BZ. 

APPLICANT — Hamill,  Weinberg  &  Munro,  for  Wart 
Realty  Co.,  owner. 

PREMISES — 202-218  East  55th  street  and  211-213  East 
54th  street,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  on  the  second  story  of 
an  existing  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

606-30-BZ. 

APPLICANT — A.  O.  Lynas,  for  Carpenter  Madison  Corp., 
owner. 

PREMISES — 515-517  Madison  avenue  and  31-41  East  53rd 
street,  northeast  corner,  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  and  partly  in  a  retail 
use  district,  the  erection  and  maintenance  of  a  build¬ 
ing  having  an  occupancy  throughout  of  25  per  cent 
of  the  floor  area  for  manufacturing  purposes. 

610-30-BZ. 

APPLICANT — Louis  Allmendinger,  for  Otto  Curth,  owner. 

PREMISES — 63-71  Saratoga  avenue  and  832-840  Macon 
street,  southeast  corner,  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  of  an 
additional  story  on  an  existing  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

35-30-BZ. 

APPLICANT — Elizabeth  Jackman,  owner. 

PREMISES — 102  Tapscott  avenue,  west  side,  31  ft.  554  in. 
south  of  East  93rd  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  a  motor  vehicle  repair 
shop  and  a  gasoline  service  station. 

203-28-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Tremune  Realty 
Corp.,  owner. 

PREMISES — 1801  University  avenue,  northwest  corner  of 
Tremont  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
conversion  of  occupancy  of  portion  of  an  apartment 
building  from  dwelling  to  business  use  (stores) 
(previously  denied;  reopened  on  December  9,  1930). 

201-30-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Harriet  Haber 
and  W.  B.  Co.,  owners. 

PREMISES — 28-12  31st  street  and  30-15  Newtown  avenue, 
northwest  corner,  Long  Island  City,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  (previously  denied  for  a 
garage  and  gasoline  station ;  reopened  on  December 
9,  1930). 

605-30-BZ. 

APPLICANT — William  Richter,  for  Nick  Porzie,  owner. 
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CALENDAR 


PREMISES— 172-174  Woodbine  street,  south  side,  100  ft. 
east  of  Central  avenue,  Brooklyn. 

APPLICATION  under  sections  7 g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  use  district  the  erection  and 
maintenance  of  ten  ( 10)  individual  garages,  space 
rented  to  persons  not  residing  on  the  premises. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  6,  1931,  AT  2  P.  M. 

Building  Zone  Cases. 

145-30-BZ. 

APPLICANT— Benjamin  Antin,  for  Frank  J.  Muhlfeld, 

PREMISES— South  side  of  East  164th  street,  from  Walton 
4PPI  IC \Tin\r°  Gei?rd  avenU€-  The  Bronx. 

‘  ^  resolution,  ^  SCCtK)n  21  °f  the  building  z°ne 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  residence  building,  the  cellar  to  be  used 

\n  Pa"  f°r  busTxSTS  PurP°ses  (withdrawn  on  July 
1,  1930,  reopened  November  25,  1930). 

1460-23-BZ. 

APPLICAN  r~ McCooey  &  Conroy,  substituted  for  Wil- 

PREMISES  123<M‘>40'  r"  Bro°k!-v11  Realty  Corp.,  owner. 

\PPI Vr ATTOXT  j  Coneiy'  Island  av€nue>  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution  (amendment  and  modification  of  the  orig¬ 
inal  resolution),  8 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
a  TtOT  veblcles  and’  aEo,  the  installation 
,  *  s^rvice  s.tatl°n  (previously  granted 

by  the  board,  under  section  7e  of  the  building  zone 
resolution,  for  a  garage). 

586-30-BZ. 

APPLI  o4neIs~C°nrad  Rh°deS’  Jn’  and  Ernst  Schoenfeld, 
PREMISES— 2301-2305  Broadway  and  3175-3189  23rd 

o/ QueeS^6351  L°ng  Island  City’  Borou£h 

APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
enance  °f  a  garage  for  the  storage  of  more  than 
five  (a)  motor  vehicles  and  a  gasoline  service  sta- 

607-30-BZ. 

A p p L 1 EA N T— Ha m i 1 1 ,  Weinberg  &  Munro,  for  Hardence 
owners  ° P'  3"d  Hoffman  Development  Corp, 

aIpLICAT^m'2^  East  56th  street-  Manhattan. 

Z'o„T?«ol„U,i„dn,r  SeC“0nS  7'  a”d  21  °f  the  bui,di"S 
TO  PERMIT  in  a  business  district  the  erection  and  main- 
enance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

272-30-BZ. 

APPLI  CAN^T— Irving  M.  Fenichel,  for  Israel  Greenberg, 
PREMISES— 440-446  Utica  avenue,  868-884  Empire  boule- 

Br^kU°rner’  a"d  923'943  EaSt  New  York 

APpL! CATION,  under  section  21  of  the  building  zone 
TO  PERMIT  in  a  business  district  the  erection  and  main- 


52““*  a  gasoline  service  station  (denied  on 
November  25,  1930;  reopened  on  December  16, 

176-29-BZ. 

APPLICANT— Max  Siegel,  substituted  for  William  F 

PRFMt5%  \o™  ?dpad  Realty  Corp.,  l«see. 

EMISES-3200  Jerome  avenue,  northeast  corner  of  East 

'XPPI  TrATintr  andi  avenue>  The  Bronx. 

L  rAsolu?ion,  SeCt,°n  21  °f  the  budding  zone 

T°  PERMIT  in  a  business  district  the  alteration  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 

sTarion5  ranl?C  inst?Ilation  of  a  gasoline  service 

cmbTr  ,tw30r)Wn  J“ne  1929 ^  reOP<ne<1  De- 


JANUARY  6,  1931,  10  A.  M. 

Appeals  from  Administrative  Orders. 

54fi1n’A~|4i7'fi  Wa,ter  Street’  Brooklyn. 

6  30-A  Block  bounded  by  West  252nd  street,  West  253rd 

street  Albany  Post  road  and  Fieldston  road, 
Riverdale,  The  Bronx. 

578lft‘A~P-er  r°°!  °r  North  4th  street,  Brooklyn. 

58l1o'A~^r  N°rth  5th  Street>  Brooklyn. 

o81-30-A— 142  Fifth  avenue,  northwest  corner  of  West 
19th  street,  Manhattan. 

S1n  A~Sf7  Eirst  avenU€>  Manhattan. 

O29-30-A— 611-621  Broadway,  northeast  corner  of  West 
-o0  ™  a  ^ston  street,  Manhattan. 

We^  5Tth  street-  Manhattan. 

579  30  A  364  370  Str€et’  Manhatta»- 

30-A  364-3  <0  Canal  place  and  231-233  East  141st 

589  30  a.  141  -  f/ieoetTT?-0rtheaSt  COrner’  The  Bronx- 

Odfi  ^  Ut,ca  avenue-  Brooklyn. 

Greene  street,  Brooklyn. 

713"3o'A~^5if  WEfSt  24LH  StreCt’  Manhattan. 

7m1oaZJ?"- ^■°9th  Street’  Manhattan, 

8  30  A  510-517  Madison  avenue  and  31-41  East  53rd 

715  30  A-W«tSt?’  northeast  corner,  Manhattan. 

•  30-A  West  side  of  Crotona  avenue,  218  ft.  6  in.  north 
of  Pelham  avenue,  The  Bronx. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  -board  of  stand- 
acd®,  an^  aPPeals  of  a  public  hearing  under  the  provisions 
6  193*  ^  mnoYl°nE  ?eS£Ution’  Tuesday  morning  January 
the  Mowing  mt£s'n  °°m  1013'  Ml”,icipal  Bui,di"S'  O" 

CAL.  NO.  510-30-BZ— Application,  July  24,  1930,  under  sec- 
tion  21  of  the  building  zone  resolution, 
°f  Lee  Samenfeld,  applicant,  on  behalf 
ot  Pannie  Katz,  owner,  to  permit  in  a 
business  district  the  conversion  of  the 
occupancy  of  an  existing  building  from 
a  conforming  use  to  a  motor  vehicle  re¬ 
pair  shop;  premises  102  West  144th 
street,  south  side,  100  ft.  west  of  Lenox 
avenue,  Manhattan. 

cal.  no.  a  1 1-30-BZ  Application,  September  3,  1930  under 
section  21  of  the  building  zone ’resolu- 
tion  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Frank  C.  Colyer.  lessee 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of 
the  basement  story  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business 
use  (restaurant)  ;  premises  761-765  St 
Marks  avenue  and  123-147  New  York 
avenue,  northeast  corner,  Brooklyn 
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CAL.  NO.  591-30-BZ— Application,  September  12,  1930,  under 
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section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  A.  Potter,  applicant,  on 
behalf  of  Bragaw  Land  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  northwest  cor¬ 
ner  of  Queens  boulevard  and  39th  place 
(Bragaw  street),  Long  Island  City, 
Borough  of  Queens. 

c.m..  no.  274-30-BZ — Application,  April  21,  1930;  denied 
September  16.  1930 ;  reopened  November 
25,  1930,  under  sections  7e  and  21  of 
the  building  zone  resolution,  of  James 
W.  Byrnes,  applicant,  on  behalf  of  the 
Ninety  Butler  Street  Corp.,  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  from  a 
garage  and  factory  building  to  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  86-90  Butler 
street,  south  side,  250  ft.  east  of  Smith 
street,  Brooklyn. 

cal.  no.  548-30-BZ— Application,  August  13,  1930,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  McCooey  &  Conroy,  applicants, 
on  behalf  of  Maurer  &  Kern,  Inc., 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  an  auto 
laundry  and  grease  pits  and  a  gasoline 
service  station;  premises  1344-1372  Rem- 
sen  avenue,  northwest  corner  of  Avenue 
K,  Brooklyn. 

HENRY  L.  CONNELL, 

T emporary  Chairman. 


JANUARY  6,  1931,  2  P.  M. 

Petitions  for  Variations. 

570-30-S — 309-321  West  66th  street,  Manhattan. 

550-30-S — 120  West  20th  street,  Manhattan. 

602-30-S — 515-517  Madison  avenue  and  31-41  East  53rd 
street,  northeast  corner,  Manhattan. 

604-30- S — 154  West  37th  street  and  497-499  Seventh  ave¬ 
nue,  southeast  corner,  Manhattan. 

665-30-S — 346-364  Hudson  street,  79-89  Charlton  street  and 
88-98  King  street,  Manhattan. 

554-30-S — 56  West  31st  street,  Manhattan. 

449-30-S — 92-94  Sunswick  street,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

236-30- S — 1108  DeKalb  avenue.  Brooklyn. 

706-30-S — 134-136  Cedar  street,  134-146  Washington  street 
and  15-19  Albany  street,  Manhattan. 

728-30-S — 1410  Broadway  and  120  West  39th  street,  south¬ 
east  corner,  Manhattan. 

732-30-S — 245-249  West  55th  street,  Manhattan. 


FRIDAY,  JANUARY  9,  1931,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

281 -22- SR — Standpipe  Fire  Line  Rules.  Amendment  to 
Rule  21,  Elevation  of  Tank,  Rule  91  and 
proposed  new  Rule  93  relating  to  specifica¬ 
tion  requirements. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  13,  1931,  AT  2  P.  M. 

Building  Zone  Cases. 

558-30-BZ. 

APPLICANT — William  I.  Hohauser,  Inc.,  for  DiGennaro 
Bros.  Building  Corp.,  owner. 

PREMISES— 1835  Sedgwick  avenue  and  231  West  Tremont 
avenue,  northwest  corner,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  two-family  dwelling,  the  first  story 
and  cellar  to  be  used  for  business  purposes. 

590-30-BZ. 

APPLICANT— Samuel  Gardstein,  for  Harry  Brisman, 
owner. 

PREMISES — 4117-4129  New  Utrecht  avenue,  northeast  cor¬ 
ner  of  42nd  street,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

601-30-BZ. 

APPLICANT— Jacobson  &  Jacobson,  for  Harry  Rapaport, 
owner. 

PREMISES — Northwest  corner  of  120th  avenue  and  Sutphm 
boulevard,  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

622-30-BZ. 

APPLICANT— Christian  S.  Juell,  for  William  J.  Dempsey, 
owner. 

PREMISES— Southwest  corner  of  Amboy  road  and  Page 
avenue,  Tottenville,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

857-28-BZ. 

APPLICANT — Laspia  &  Samenfeld,  for  Joseph  Mercurio, 
owner. 

PREMISES— 346  Bainbridge  street,  south  side,  90  ft.  west 
of  Ralph  avenue,  Brooklyn. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  ol 
an  additional  garage  building  and  the  change  oi 
occupancy  from  a  garage  for  the  storage  of  four 
(4)  motor  vehicles  to  garages  for  the  storage  of 
eight  (8)  motor  vehicles  (previously  denied). 

414-29-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Christine  C.  Sartor, 
owner. 

PREMISES — 970-978  Nostrand  avenue,  northwest  corner  oi 
Sullivan  place,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles  (reopened  for  amendment). 

683-29-BZ. 

APPLICANT— Caroline  Rodgers,  owner. 
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I  REMISES  56  Sand  lane,  southwest  corner  of  Hylan 

4  pdt  Tr^rm? ’  Arrochar,  Borough  of  Richmond. 

Ai't'ULAlION,  under  section  21  of  the  building  zone 

Tn  D  resolution  (reopened  under  new  facts), 

1U  rbKMlT  m  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied). 

727-30-BZ. 

A I  I  LI  CANT— Max  Siegel,  for  Lecourse  Holding  Corp. 

pppiottcitc  Whitehall,  Inc.,  owners. 

1  KEMIShS  2a4  West  100th  street  and  2633-2635  Broad¬ 
way,  Manhattan. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district,  extending  from  a 
business  district,  the  alteration  of  a  theatre  building 
and  the  construction  and  maintenance  of  an  exit 
passageway  within  the  residence  use  district. 


JANUARY  13,  1931,  10  A.  M. 

Appeals  from  Administrative  Orders. 

535-30-A-203-209  West  146th  street,  Manhattan. 

432-29-A — 501-503  Third  avenue  and  202  East  34th  street, 
•southeast  corner,  Manhattan. 

366-30- A  31  Union  Square  West  and  21  East  16th  street, 
northwest  corner,  Manhattan. 

559-30- A— 1924-1942  49th  street  (Dahill  road,  opposite  Ave¬ 
nue  I),  Brooklyn. 

537-30-A— 1446-1450  Broadway  and  138  West  41st  street 
Manhattan. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

ffuw  s  a  Put>he  hearing  under  the  provisions 

inoi  Ul  dmg  >Zi0n<i  resoTlution’  Tuesday  morning,  January 

13,  1931,  at  10  o  clock,  in  Room  1013,  Municipal  Building  on 

the  following  matters: 

cal.  no.  496-30-BZ— Application,  July  14,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  M  Harvey  Smedley,  applicant,  on 
behalf  of  Cranford  Coal  &  Land  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  182nd  place  and  Jamaica  ave¬ 
nue,  Jamaica,  Borough  of  Queens. 

cal.  no.  543-30-BZ— Application,  August  8,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
l  ir^eJer  Holies,  applicant,  on  be¬ 
half  of  Mary  M.  Hughes,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  change  of  occupancy  of  portion  of 
an  existing  building  from  residence  use 
to  business  use  (funeral  parlor)  ;  prem¬ 
ises  48-60  45th  street,  northwest  cornet 
of  50th  avenue,  Woodside,  Borough  of 
Queens. 

cal.  no.  o9o-30-BZ — Application,  September  16,  1930,  under 
section  21  of  the  building  zone  resolu- 
tion,  of  Bly  &  Hamann,  applicants,  on 
behalf  of  Diamond  Evangelista,  owner 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station;  premises  2476-2488  Coney 
Island  avenue  and  903-913  Avenue  V, 
northwest  corner,  Brooklyn. 

cal.  no.  337-28-BZ— Application,  April  12,  1928,  under  sec- 
tl.on,.2.!„?f  the  building  zone  resolution, 
of  William  J.  Shuttleworth,  applicant 


CAL. 


and  owner,  to  permit  in  a  business  dis¬ 
trict  the  maintenance  of  a  motor  vehicle 
repair  shop,  which  was  granted  by  the 
board  on  December  4,  1928,  for  a  tern- 
p°rar>  period  of  two  (2)  years  (re- 
opened  December  2,  1930;  re  extension 
ot  the  temporary  permit  for  another 
period  of  two  (2)  years)  ;  premises 
southwest  corner  of  Liberty  avenue  and 

Quell?  StrCet’  Woodhavei1-  borough  of 

no.  5 15-30-BZ— Application,  July  26,  1930,  under  sec- 

tl?"  21..°f  the  building  zone  resolution, 
ot  Emil  Outer  man,  applicant,  on  behalf 
of  Anastasia  McArdle,  owner,  to  permit 
m  a  business  district,  extending  from 
an  unrestricted  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair 
shop  and,  also,  the  installation  of  a 
gasoline  service  station ;  premises  129-15 
to  129-23  Jamaica  avenue,  northeast  cor¬ 
ner  of  Ambrose  street,  Richmond  Hill 
Borough  of  Queens. 

HENRY  L.  CONNELL, 

Te mp o rar y  Cliai rman . 


JANUARY  13,  1931,  2  P.  M. 

Appeals  from  Administrative  Orders. 
ol 6-30- A— 1125  ^and  coiicourse  and  1126  Walton  avenue, 

272-M-A-Nortorw^-  of  Bryan,  and  Clinton  streets. 
Building  Zone  Application 

13  1931  at  2  nVIrvrL-  *  t>  1  Tuesday  afternoon,  January 
the  following  matter*;  “  Ro°m  1013’  MuniciPal  Building,  o£ 

cal.  no.  540-30-BZ— -Application  August  7,  1930,  under  sec- 
tion  21  of  the  building  zone  resolution, 

h  lftf'pi  Tga"’  applicant,  on  be- 
,;  ,°f  PeteKr  Flore-  owner,  to  permit, 
partly  in  a  business  district  and  partly 

?idan^StnCted  dristrict>  erection 
id  maintenance  of  garages  for  the 

storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  sta- 
7i°‘V  Prenuses  southeast  corner  of  East 
Bronxtreet  ^uthern  boulevard,  The 

HENRY  L.  CONNELL, 

Temporary  Chairman. 

JANUARY  20,  1931,  10  A.  M. 

Appeals  from  Administrative  Orders. 

A— 2306  Decatur  street,  Brooklyn. 

600-602  West  28th  street  and  269-275  11th  ave- 

4  4os  -V^west  corner,  Manhattan. 

AZfiSln-  wee”Wlch,  street’  Manhattan. 

‘  60a- 60 <  West  49th  street,  600-624  West  50th 

4  127  R  t  and  691-699  llth  avenue,  Manhattan 
a  Beehman  street,  Manhattan. 

A  3 <90-3.798  Broadway  and  552-558  West  158th 
a  o,  F?[e?;LSOUtheaSt  corner.  Manhattan 

ha, tan  ‘  36  Easl  I8,h  s,r“t.  Man- 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  tho  board  of  stand- 


328-30 

177-30 

324-30 

360-30 

391-30- 

297-30 

555-30- 
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ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
20,  1931,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  468-30-BZ — Application,  July  3,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Millans  Realty  Corp.,  applicant  and 
lessee,  on  behalf  of  Philip  Rhinelander 
and  Philip  Rhinelander,  2nd,  owners,  to 
permit  in  a  retail  district  the  main¬ 
tenance  of  more  than  five  per  cent  (5%) 
of  the  total  floor  space  for  manufac¬ 
turing  purposes;  premises  66-68  West 
38th  street,  south  side,  100  ft.  east  of 
Sixth  avenue,  Manhattan. 

cal.  no.  744-28-BZ — Application,  September  20,  1928 ;  denied 
February  26,  1929;  reopened  November 
11,  1930,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Philip  J.  Sinnott, 
applicant,  on  behalf  of  Emil  S.  Levi, 
owner  (Montoya  Realty  Corp.,  previous 
owner),  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  busi¬ 
ness  building  (stores)  ;  premises  north¬ 
east  corner  of  Longfellow  avenue  and 
East  173rd  street,  The  Bronx. 

cal.  no.  469-30-BZ— Application,  July  3,  1930,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Christopher  C.  McGrath, 
applicant,  on  behalf.of  Richard  Schimick, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Waterbury  avenue  and  East¬ 
ern  boulevard,  The  Bronx. 

cal.  no.  565-29-BZ — Application,  September  16,  1929 ;  denied 
by  the  board  on  January  24,  1930 ;  re¬ 
opened  November  5,  1930,  under  section 
21  of  the  building  zone  resolution,  of 


J.  Harlen  O’Connell,  substituted  for 
Morania  Sales  Co.,  as  applicant,  on  be¬ 
half  of  Relton  Holding  Corp.,  owmer, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  ser¬ 
vice  station ;  premises  226-02  to  226-08 
Merrick  road  and  134-11  226th  street, 
southeast  corner,  Laurelton,  Borough  of 
Queens. 

HENRY  L.  CONNELL, 
Temporary  Chairman. 


JANUARY  20,  1931,  2  P.  M. 

Petitions  for  Variations. 

181-30-S — 1789-1791  Jerome  avenue,  The  Bronx. 

6-30-S— 25-27  West  56th  street  and  24-26  West  57th 
street,  Manhattan. 

355-30-S — 1  East  53rd  street,  Manhattan. 

52 1-30- S — 33-35  West  46th  street,  Manhattan. 

363-30-S — 114-120  West  26th  street,  Manhattan. 

556-30-S — 31  East  17th  street  and  36  East  18th  street,  Man¬ 
hattan. 

656-30- S— 212-220  East  23rd  street,  Manhattan. 


JANUARY  27,  1931,  10  A.  M. 

Appeals  from  Administrative  Orders. 

623-30-A — 519-541  Lenox  road,  Brooklyn. 

564-30-A — 2-8  Varick  street,  126-130  Franklin  street  and 
220-224  West  Broadway,  Manhattan. 
583-30-A — 46-58  Pineapple  street  and  103-109  Hicks  street, 
southeast  corner,  and  41-69  Clarke  street, 
Brooklyn. 


JANUARY  27,  1931,  2  P.  M. 

Appeal  from  Administrative  Order. 

553-30- A — 603-635  West  132nd  street  and  604-634  West 
133rd  street,  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  DECEMBER  19,  1930. 

Present :  Temporary  Chairman  Connell,  Commissioner 
Guilfoyle  and  Deputy  Chief  McElligott. 


RULES. 

281-22-SR.  .  „ 

SUBJECT— Proposed  Amendments  to  “Standpipe  -  ‘Fire 

Line”  Rules. 


APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  Friday,  January  9, 
1931,  at  2  p.  m. 

Adjourned  4.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price,  $1.25 ;  by  mail,  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway  Price,  30c ;  by  mail,  35c. 
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MINUTES 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  23,  1930. 

„  Pres^nt  •  ^  Temporary  Chairman  Connell,  Commissioners 
Hoi  and  and  Guilfoyle  and  Deputy  Chief  McElligott. 

1  he  minutes  of  the  regular  meeting  of  the  board  held  on 
1  uesday  morning,  December  16,  1930,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
December  16,  1930,  were  approved  as  printed  in  Bulletin  No. 
o2,  Voi.  XV. 


BOARD  OF  STANDARDS  AND  APPEALS 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
516-30-A. 

APPELLANT  David  Levy,  for  The  Andrew  Freedman 
Home,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1125  Grand  concourse  and  1126 
Walton  avenue,  The  Bronx. 

APPEARANCES— 

For  Appellant:  David  Levy  and  D.  M.  Bratter. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD-^Laid  over  to  January  13,  1931  at 
2  p.  m. 


I  553-30-A. 

1  APPELLANT  James  C.  McGuire,  for  Fifth  Avenue  Coach 
Co.,  owner. 

i  SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 603-635  West  132nd  street  and 

APPEARANCE^'  ^  Ma"hatta"' 

For  Appellant:  Howard  M.  West. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1931,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 

272-19-A. 

APPELLANT — The  Texas  Co.,  owner. 

|  SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED-Northwest  corner  of  Bryant 
and  Clinton  streets,  Brooklyn 
APPEARANCES— 

For  Appellant:  Charles  E.  Murphy  and  A.  L.  Van 


536-30-A. 

APPELLANI — John  M.  Montfort,  for  Broadway-39th 
Street  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  superintendent 
ot  buildings. 

PREMISES  AFFECTED — 1410  Broadway  and  120  West 
A  nnr  a  southeast  corner,  Manhattan. 

APPEARANCES— None. 

AC  I  ION  OF  BOARD — Appeal  withdrawn 

THE  VOTE  TO  WITHDRAW _ 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  ’  4 

Negative  . . .  0 

Absent  .  .  q 

573-30-A. 

APPELLANT— Charles  Brady,  superintendent  of  buildings 
for  the  bureau  of  buildings,  Manhattan ;  Shergrove 
Kealty  Corp.,  owner. 

SUBJECT— Appeal  for  revocation  of  Certificate  of  Occu- 
pancy  No.  16318  issued  by  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 80  Grove  street  and  139-141 

APPEARANCES—  nOTtheast  corner’  Manhattan. 

For  Appellant :  John  Lewis,  Alexander  McPhee,  C. 

Phelps  Stokes  and  Maurice  Deutsch. 

For  Lessee :  Maurice  Deiches. 

For  Owner:  William  M.  Smith. 

ACTION  OF  BOARD — Appeal  to  revoke  certificate  of 
occupancy  denied. 

T  PANCY1^  T°  REV0KE  CERTIFICATE  OF  OCCU- 

Affirmative:  Temporary  Chairman  Connell  and 

Deputy  Chief  McElligott .  2 

Negative :  Commissioners  Holland  ail’d  Guilfoyle  *» 
Absent  .  ~ 

THE  RESOLUTION— 

(573-30-A) 

Wherra5  Charles  Brady,  superintendent  of  buildings 
Manhattan,  filed  September  5,  1930,  an  appeal  with  the 
board  of  standards  and  appeals  for  revocation  of  Certificate 
Occupancy  No.  15318  issued  September  16,  1929,  affecting 
premises  80  Grove  street  and  139-141  Washington  place8 
northeast  corner,  Borough  of  Manhattan;  and 
Whereas,,  the  building  is  fireproof,  fourteen  stories  and 
Ivvtt t»ttt> r}'  51/4  m •  by  67  ft-  11  in.  in  area, 


2  p.  m„  for  inspection  and  report  by  a  committee 
of  board. 


FOr“ra,i°n:  InSPeC,°r  Mah"  °f  6re  de- 

ACTION  pF_BOARD-Uid  over  ,o  January  13.  ,93!.  a,  lesfdeL'  dufricl,  ”dU,,res,n<:ted  «***  and  partly  in  a 

W"f;REASV  fue.  aPP^iJant  contends  that  the  restaurant  in 
the  cellar  of  this  building  was  approved  for  the  exclusive 

fiWt°f  hVfSi‘drC,!  °f  the  hote1’  the  buildin&  having  been 
filed  as  a  hotel  building  and  the  store  on  the  first  floor  was 

approved,  extending  from  an  unrestricted  district  into  a 
residence  district,  by  the  board  of  standards  and  appeals 
under  Cal.  No.  127-29-BZ,  and  that  the  Shergrove  Ety 
EorP-  ,wa?  cognizant  of  the  character  of  the  district  and 
-  ha  ,he  issuance  of  the  certificate  of  occupy  tor  ,he 
restaurant  and  cabaret  was  an  error  on  the  part  of  an 
employee  of  the  bureau  of  buildings  and  requests  that  the 
certificate  of  occupancy  be  revoked.  e 

Resolved,  that  the  decision  of  the  superintendent  of  build- 

/Tn|rvJ,n^1SSUIci1^uC€rt[ficate  of  occuPanQr  be  and  it  hereby  is 
iffi  med,  and  that  the  appeal  for  a  revocation  of  the  certifi¬ 
cate  of  occupancy  be  and  it  hereby  is  denied. 


537-30- A. 

APPELLANT — John  M.  Montfort,  for  Broadway  Con- 
tinental  Corp.,  owner. 

oL  EJECT  Application  for  reopening — reconsideration,  pre¬ 
viously  denied — re  Appeal  from  a  decision  of  the 
I  superintendent  of  buildings. 

PREMISES  AFFECTED — 14445-1450  Broadway  and  138 
West  41st  street,  Manhattan 

APPEARANCES — 

For  Appellant:  V.  H.  Fromlet. 

W  riON  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  January  13,  1931,  at  10  a  m 

HE  vote:  to  reopen  and  set  for  hear- 

1 N  u — 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  '  4 

Negative  .  .  q 

Absent  . .  q 
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526-30- A. 

APPELLANT — Park  Circuit,  Inc.  lessee 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  c 

PREMISES  AFFECTED  162-166  ,  6th  street,  Brooklyn. 


MINUTES 


APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Captain  George  Foster  of  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ® 

Negative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  ® 

THE  RESOLUTION— 

(526-30-A) 

Whereas,  Park  Circuit,  Inc.,  lessee,  filed,  July  31,  1930, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  162-166  16th  street,  Borough  of 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (Order  No.  32-A),  reads: 

“1.  Remove  non-approved  material  from  the  walls  of 
theatre.” ; 

and  .  .  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

July  29,  1930,  reads: 

“Referring  to  your  communication  of  the  28th  instant, 
requesting  permission  to  file  an  appeal  with  the  Board 
of  Standards  and  Appeals  relative  to  our  official  order 
No.  32-A  against  motion  picture  theatre  located  at  162 
16th  Street,  Brooklyn,  New  York,  same  is  hereby 
granted.  This  appeal  to  be  made  within  five  (5)  days 
from  this  date.” ; 

and  ...  . 

Whereas,  the  building  is  non-fireproof,  one  story  in  height, 
46  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  moving  picture 
theatre,  495  seats;  the  walls  of  the  theatre  being  covered 
with  a  material  known  as  “westfelt” ;  and 

Whereas,  appellant  contends  that  the  theatre  premises 
involved  and  affected  does  not  come  within  the  provisions 
of  article  25  of  chapter  5  of  the  code  of  ordinances,  but  on 
the  contrary,  are  subject  to  the  provisions  of  article  24  of. 
chapter  5  of  the  said  code  of  ordinances  and  that,  therefore, 
the  fire  commissioner  of  The  City  of  New  York  has  no 
authority,  right  or  jurisdiction  to  issue  the  order  appealed 
from. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


525-30-A. 

APPELLANT — Park  Circuit,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 289  9th  street  and  262-264  8th 
street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Captain  George  Foster  of  fire 


department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  0 

THE  RESOLUTION— 

(525-30-A) 


Whereas,  Park  Circuit,  Inc.,  lessee,  for  Pear  Estates, 
Inc.,  owner,  filed,  July  31,  1930,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
289  9th  street  and  262-264  8th  street,  Borough  of  Brooklyn; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
20,  1930  (re  Order  No.  30-A),  reads: 


“1.  Remove  non-approved  material  from  the  walls  of 
theatre.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  29,  1930,  reads: 

“Referring  to  your  communication  of  the  28th  instant, 
requesting  permission  to  file  an  appeal  with  the  Board 
of  Standards  and  Appeals  relative  to  our  official  order 
No.  30-A  against  motion  picture  theatre  located  at  289 
Ninth  Street,  Brooklyn,  New  York,  same  is  hereby 
granted.  This  appeal  to  be  made  within  five  (5)  days 
from  this  date.”; 

and  .  I 

Whereas,  the  building  is  non-fireproof,  one  story  in  height, 

40  ft.  by  180  ft.,  irregular,  in  area;  OCCUPIED  as  a  mov¬ 
ing  picture  theatre,  596  seats;  and 

Whereas,  there  is  on  the  walls  of  the  theatre  a  material 
called  “Westfelt”  covered  with  a  fireproofed  cloth;  and 
Whereas,  the  appellant  contends  that  the  theatre  premises 
involved  and  affected  does  not  come  within  the  provisions  of 
article  25  of  chapter  5  of  the  code  of  ordinances,  but  on  the 
contrary,  are  subject  to  the  provisions  of  article  24  of 
chapter  5  of  the  said  code  of  ordinances  and  that,  therefore, 
the  fire  commissioner  of  The  City  of  New  York  has  no 
authority,  right  or  jurisdiction  to  issue  the  order  appealed  i 
from. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  that  the  appeal 
be  and  it  hereby  is  denied. 


333-30-A. 

APPELLANT — 'Byrne  &  Bowman,  for  H.  W.  G.  Corp., 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 33-43  East  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Louis  Resnick. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(333-30-A) 

Whereas,  Byrne  &  Bowman,  for  H.  W.  G.  Corp.,  owner, 
filed,  May  16,  1930,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  33-43  East  33rd 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
24,  1930  (Order  No.  74101-F),  reads:  JB 

“1.  Provide  an  additional  4"  standpipe  riser  at  East 
Side  of  Building  as  per  rules  of  the  Board  of  Standards 
and  Appeals.  Sections  580-81,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  17,  1930,  reads :  1 

“You  are  advised  that  this  department  cannot  hold 
these  matters  in  abeyance  for  to  submit  a  proposal  to 
the  Board  of  Standards  and  Appeals,  and  before  we  can 
take  into  consideration  the  holding  in  abeyance  the  pend¬ 
ing  of  final  decision  from  the  Board  on  Order  No. 
74101-F,  item  1,  it  will  be  necessary  to  file  a  copy  of 
the  appeal  stating  the  reason  thereof,  for  such  appeal 
with  this  department.”; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  115  ft.  6  in.  by  98  ft.  9  in.  in  area..  OCCUPIED 
as  a  tenant  factory,  mainly  for  the  manufacture  of  under- 
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wear,  ,>.!)  persons  in  the  entire  building  and  not  more  than 
90  persons  to  a  story;  EQUIPPED  with  a  sprinkler  system 
and  a  standpipe  system,  fed  from  a  7,300-gallon  roof  tank 
with  one  4-inch  rising  standpipe  line  located  at  the  extreme 
west  side  of  the  building  from  which  100  ft.  of  hose  will 
not  reach  to  all  parts  of  the  floor  area;  and 

W  here  as,  the  appellant  claims  that  to  comply  with  the 
order  would  entail  a  large  expenditure  and  be  a  serious  finan- 
cial  burden  upon  the  owner ;  that  the  building  was  erected 
in  1913  under  plans  approved  by  the  superintendent  of  build¬ 
ings  and  the  fire  commissioner  and  remain  substantially  un¬ 
changed ;  turthermore,  the  appellant  proposes  to  provide  100 
ft.  of  hose  for  the  standpipe  outlet  at  each  story. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  each  connection 
shall  be  equipped  with  125  ft.  of  hose  on  each  floor  and  that 
the  present  subdivisions  of  the  floor  area  shall  remain  un¬ 
changed  ,  that  the  building  shall  be  equipped  with  a  wet 
sprinkler  system  and  that  the  standpipe  system  shall  comply 
with  the  rules  in  all  other  respects,  and  that  the  building 
shall  not  be  increased  in  height  or  area. 


565-30- A. 

APPELLANT  Samuel  Rosenblum,  for  Ungerer  Realty 
Corp.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 13-15  West  20th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

>  TUI-'1  VOTr'  B0ARd — Appeal  granted  on  condition. 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Denutv 

Chief  McElligott .  4 

Negative  .  n 

Absent  .  q 

THE  RESOLUTION— 

(565-30-A) 

Whereas,  Samuel  Rosenblum,  for  Ungerer  Realty  Corp., 
owner,  filed,  August  27,  1930,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  13-15 
West  20th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  lulv 
10,  1930  (Order  No.  77456-F),  reads: 

“1.  Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof  above 
the  3500  gallon  mark  only.  Secs.  580-581,  Ch.  5  of 
Code  of  Ordinances  and  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals.”; 

[  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  25,  1930.  reads: 

.  1  Ms  w'h  reply  to  your  letter  of  August  19th,  1930, 
in  reference  to  Order  No.  77456-F,  Item  1,  calling  for 
the  arranging  of  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof 
above  the  3500  gallon  mark  only,  in  which  you  request 
that  the  violation  be  reconsidered  inasmuch  as  the  tank 
contains  only  3000  gallons  and  is  supposed  to  make  the 
connection  at  a  point  above  the  2500  gallon  mark. 

“You  are  advised  that  the  matter  was  given  considera¬ 
tion  and  conclusion  rates  that  we  are  without  power  to 
grant  modification  of  the  item,  therefore  your  request  is 
denied.” ; 

[  and 

Whereas,  the  building  is  fireproof,  nine  stories  in  height, 

;  56  ft-  by  ft.  in  area  at  first  story  and  56  ft.  by  88  ft?  in 
.  area  above;  OCCUPIED:  1st  story,  shipping  and  stock 
I  room,  5  persons;  2nd  story,  laboratory  for  filling  and  bottling 
*  essential  oils,  5  persons;  3rd  story,  office,  16  persons;  4th 


story,  laboratory  for  testing  essential  oils,  2  persons;  5th 
story,  rayon  winding  and  spinning,  25  persons;  6th  story, 
mail  order  house,  25  persons ;  7th  story,  vacant  at  present ; 
8th  story,  weaving  textiles,  20  persons;  9th  story,  mirror 
irames  and  tables,  25  persons  (occupancy  of  vacant  floor 
will  not  exceed  capacity  of  exits;  and 

\\  hereas,  appellant  contends  that  the  building  is  equipped 
with  an  automatic  sprinkler  system ;  that  the  gravity  tank 
supplying  the  standpipe  system  and  house  supply  'has  a 
capacity  of  3,000  gallons  and  proposes  to  arrange  the  house 
supply  line  so  as  to  leave  a  reserve  of  2,500  gallons  in  this 
tank. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  that  the  appeal 
w  and  it  hereby  is  granted  on  condition  that  a  reserve  of 
2,500  gallons  shall  be  maintained  for  the  standpipe  system 
and  that  said  standpipe  system  shall  comply  with  the  stand¬ 
pipe  rules  in  all  other  respects;  that  -the  building  shall  not 
ic  mo  eased  in  height  or  area  and  shall  be  equipped  with  a 
two-source  wet  sprinkler  system  with  central  office  connec¬ 
tion. 


BUILDING  ZONE  CASES. 

540-30-BZ. 

^PPLJCANT— John  J.  Dunnigan,  for  Peter  Fiore,  owner. 

oubJJiLI  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  i.n  a  business  district 
and  partly  in  an  unrestricted  district,  the  erection 
and  maintenance  of  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles  and,  also,  a  gasoline 
service  station. 

PREMISES  AFFECTED — Southeast  corner  of  East  147th 
street  and  Southern  boulevard,  The  Bronx 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  Harold  H.  Malkan,  Patsy  Angelillo 
and  Frances  Angelillo. 

ACTION  OF  BOARD — Laid  over  to  January  13,  1931,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee  of 
board. 


548-30-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Maurer  &  Kern, 
Inc.,  owner. 

SL EJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  -to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  auto  laundry,  grease  pits 
and  a  gasoline  service  station. 

PREMISES  AFFECTED — 1344-1372  Remsen  avenue, 

northwest  corner  of  Avenue  K,  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1931,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


727-30-BZ. 

APPLICANT  Max  Siegel,  for  Lecourse  Holding  Corp. 
i  ,  an<i  Hotel  Whitehall,  Inc.,  owners. 

SUBJECT— Request  for  early  hearing — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
sections  7c  and  21  of  the  building  zone  resolution, 
to  permit  in  a  residence  district,  extending  from  a 
business  district,  the  alteration  of  a  theatre  build¬ 
ing  and  the  construction  and  maintenance  of  an  exit 
Passageway  within  the  residence  use  district. 

PREMISES  AFFECTED — 254  West  100th  street  and  2633- 
3635  Broadway,  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
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granted  and  set  for  Calendar  Call  January  13,  1931, 
at  2  p  m 

THE  VOTE  TO  GRANT  EARLY  HEARING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deput\ 

Chief  McElligott .  4 

Negative  . 

Absent  .  0 


ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call  January  13,  1931,  at  2  p.  m. 

THE  VOTE  TQ  REOPEN  AND  SET  FOR  CALEN¬ 


DAR  CALL— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputj 

Chief  McElligott . 

Negative  . 

Absent  . 


4 

0 

0 


947-18-BZ. 

\PPLICANT— F.  D.  Mack  of  the  Franklin  Engineering 
Co.,  for  McDermott  Realty  Co.,  owner. 

SUBJECT— Application  for  reopening— amendment— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  permitting  a  garage  in  a  restricted  district, 
to  permit  a  vehicular  entrance  in  that  portion  of 
building  limited  by  board  to  emergency  3  ft.  8  in. 
exit  only. 

PREMISES  AFFECTED— 004  Pacific  street  and  419-423 
Dean  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ira  Kalins. 

For  Opposition:  None. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Temporary  Chairman  Connell,  Com¬ 
missioner  Holland  and  Deputy  Chief  Mc¬ 
Elligott  . 

Absent  .  ® 


857-28-BZ. 

APPLICANT— Laspia  &  Samenfeld,  for  Joseph  Mercurio, 
owner. 

SUBJECT— Application  for  reopening— reconsideration  on 
new  facts  under  sections  7g  and  21  of  the  building 
zone  resolution,  having  been  denied  under  section 
21 — re  Application  (decision  of  the  superintendent 
of  buildings),  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  an  additional  garage  building  and 
the  change  of  occupancy  from  a  garage  for  the 
storage  of  four  (4)  motor  vehicles  to  garages  for 
the  storage  of  eight  (8)  motor  vehicles. 

PREMISES  AFFECTED— 346  Bainbridge  street,  south 
side,  90  ft.  west  of  Ralph  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
Calendar  Call  January  13,  1931,  at  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 

ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  -I 

Negative  .  0 

Absent  .  u 


4 1 4-29-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Christine  C.  Sar¬ 
tor,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings).  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 970-978  Nostrand  avenue,  north¬ 
west  corner  of  Sullivan  place,  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition:  None. 


683-29-BZ. 

APPLICANT— Caroline  Rodgers,  owner. 

SUBJECT— Application  for  reopening  —  reconsideration 
under  new  facts,  having  been  previously  denied— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 56  Sand  lane,  southwest  corner 
of  Hylan  boulevard,  Arrochar,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Caroline  Rodgers. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing,  under  section  7  f ,  January  31,  1931,  at  2 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  ® 

Absent  .  0 


72-30-BZ. 

APPLICANT— Martin  J.  Ort,  for  William  F.  Doyle,  for 
The  Connelly  Construction  Co.,  owner. 

SUBJECT— Application  for  reopening— amendment  and  re¬ 
consideration — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  sections.  7e  and  2.1 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 3491-3507  Fort  Hamilton  park¬ 
way,  south  side,  264  ft.  5  in.  east  of  36th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  to  be  set 
for  Calendar  Call  when  papers  are  completed. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 
DAR  CALL—  „  _ 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  ® 

Absent  .  ® 


321-30-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Consolidated  As¬ 
sociates,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northwest  corner  of  Union 
turnpike  and  Parsons  boulevard,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy, 

For  Opposition :  None. 
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AC  1  ION  OF  BOARD — Application  laid  over  for  full  vote 
of  board;  no  date  set. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil¬ 
foyle  and  Deputy  Chief  McElligott .  3 

Negative:  Temporary  Chairman  Connell .  1 

Absent  .  q 

574-30-BZ. 

AI  PLICAN  f  Lama  &  Proskauer,  for  William  Halpert, 
owner. 

SI  BJECI  Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

DDcun'r'i  a  n,ci  J!la $?ance  of  a  gasoline  service  station. 
R h M I  b  F-  b  AFFLC1  KD — 2243-2247  Pitkin  avenue,  north- 

APPF.ARANCFS-°f  Hendrix  Str€et’  Brookl>’n- 

For  Applicant:  Bernard  Poliak,  Alfred  A.  Lama 

and  William  Halpert. 

For  Opposition:  Marcus  M.  Siegmund,  Alderman 

A  rTinxi  Aut.ho“>r  Krieg  and  C.  Horsting. 

AC  1  ION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Temporary  Chairman  Connell,'  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Absent  .  q 

THE  RESOLUTION— 

(574-30-BZ) 

hereas.  Lama  &  Proskauer,  for  William  Halpert,  owner, 
hied,  beptember  5,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
\e  motor  vehicles  and  a  gasoline  service  station;  premises 
2243-2247  Pitkin  avenue,  northwest  corner  of  Hendrix  street 
borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
t  le  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  23  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hf.reas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Pitkin  avenue  is  in  a  business 
district,  and  Hendrix  street,  north  and  south  of  Pitkin  ave¬ 
nue,  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  18,  1930  (re  App.  No.  10210-30),  reads:  ’ 
Proposed  public  garage  for  more  than  five  cars  also 
a  gasoline  service  station  to  be  located  in  a  business  use 
district  are  contrary  to  Art.  II,  Sec.  4a  of  Zone  Resolu¬ 
tion.  ; 

and 

Whereas,  the  building  is  to  be  of  fireproof  construction 

^  1,1  teight’  with  a  frontage  of  50  ft.  and  a  depth 

ot  100  ft.;  to  be  occupied  as  a  garage  and  gasoline  service 
station;  and 

Whereas,  the  board  deemed  that  applicant  did  not  sub- 
stantiate  Jus  basis  of  appeal  brought  under  section  21  of 
the  building  zone  resolution. 

.  Res°lved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

731-29-BZ. 

APPLICANT— Harry  Urquhart,  for  M.  H.  G.  Realty  Corp 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance^  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED— South  side  of  101st  avenue,  40 
tt.  east  of  121st  street,  South  Ozone  Park,  Borough 
of  Queens. 

APPEARANCES— 

loir  Applicant :  James  J.  Munro. 

a  :  Ant,lony  B.  Bernard. 

AC  I  ION  OF  BOARD— Chairman  read  report  of  committee 
on  inspection ;  report  of  committee  adopted  and  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  . !!!.!!..!!! . 

Absent  . 

THE  VOTE  TO  GRANT— . 

Affirmative:  Commissioners  Holland  and  Guil¬ 
foyle  .  ., 

Negative:  Temporary  Chairman  Connell  "and 

Deputy  Chief  McElligott .  o 

Absent  .  ~ 

THE  RESOLUTION— 

(731-29-BZ) 

Whereas  HamiH,  Weinberg  &  Munro,  substituted  for  M. 

•  .  •  ,Kealty  Corp.,  owner,  filed,  December  14  1929  an 
application,  under  the  building  zone  resolution,  ’to '  permit 
in  a  business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles- 
premises  south  side  of  101st  avenue,  40  ft  east  of  mst 

street.  South  Ozone  Park,  Borough  of  Queens;  and 
Whereas  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
December  23  1930  after  due  notice  by  publication  in  the 
Biilletm  of  the  Board  of  Standards  and  Appeals;  and 

J!HERE,Afi;-  tht  use  diftHct  niaps  accompanying  the  building 

trict  - St°W  t*ut  \°1St  avenue  is  in  a  business  dis¬ 
trict,  121  st  street,  south  of  a  point  100  ft.  south  of  101st 

T>ofmUei’no  f?  3  TldefnCe  district;  121st  street,  north  of  a 
point  100  ft.  north  of  101st  avenue,  is  in  a  residence  dis¬ 
trict;  123rd  street,  south  of  a  point  100  ft.  south  of  10lst 
avenue,  and  123rd  street,  north  of  a  point  100  ft.  north  of 
°w  avenue’  are  m  a  residence  district;  and 
V  HEREAS,  the  decision  of  the  superintendent  of  buildings 
rendered  December  1,  1930  (re  N.  B.  App.  5386-1930).  reads:’ 

;hK  e.rection  of  a  public  garage  for  more  than  5 
cars  in  a  business  district  is  contrary  to  Article  0  See  4 
of  the  Zoning  law.”-  ’  0  c>  * 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stones  in  height,  with  a  frontage  of  1^0  ft 

,ldef,h  0f  m'  ft"  irre£,llar :  lo  be  occupied  as  a  garage 
<  r  the  storage  of  more  than  five  motor  vehicles;  and 

HEREAS,  the  board  deemed,  after  an  inspection  of  the 
premises,  that  applicant  had  not  substantiated  his  basis  of 

T 1  -°-  thcrbuiIding  zone  resolution: 

•  .  that  the  decision  of  the  superintendent  of  build¬ 

ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied.  application 

560-30-BZ. 

A PPIJ CANT— Victor  Mayper,  for  Rector  Church  Wardens 
&  Vestrymen  of  T  rinity  Church  of  New  York  City 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7c  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  extend¬ 
ing  from  an  unrestricted  district,  the  erection  and 
Dpnnrte"ance  a  business  building, 
v’,.  SES  AFFECTED — 22  Clarkson  street,  264  West 
Houston  street  and  388-402  Hudson  street,  southeast 
corner,  Manhattan 

APPEARANCES— 

For  Applicant:  Henry  R.  Levy. 

For  Opposition:  None. 
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ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  „  , 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  ® 

Absent  . 0 

THE  RESOLUTION— 

(560-30-BZ) 

Whereas,  Victor  Mayper,  for  Rector  Church  Wardens  & 
Vestrymen  of  Trinity  Church  of  New  York  City,  owner, 
filed.  November  13,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension  into  a  residence 
district  of  a  proposed  business  building;  premises  22  Clark¬ 
son  street,  264  West  Houston  street  and  388-402  Hudson 

street,  Borough  of  Manhattan;  and  _  . 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  23,  1030,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Clarkson  street  is  in  a  residence 
and  unrestricted  district ;  Hudson  street  is  in  an  unrestricted 
district ;  West  Houston  street  is  in  an  unrestricted  district, 
and  Varick  street  is  in  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  6,  1930  (re  N.  B.  App.  No.  60-1930),  reads: 

"1.  Erection  of  business  building  in  an  unrestricted 
district  and  extending  into  a  residence  district  unlawful 
as  per  Article  2,  Building  Zone  Resolution.  Recon¬ 
sideration  denied.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  seventeen  stories  in  height,  with  a  frontage  of 
200  ft.  and  a  depth  of  124  ft.  10  in. ;  to  be  occupied  as  a  busi¬ 
ness  building,  a  portion  of  structure,  25.  ft.  by  100  ft.,  ex¬ 
tending  into  the  residence  district ;  and 

Whereas,  the  board  deemed  that  applicant  substantiated 
his  basis  of  appeal  under  sections  7b  and  7c. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of.  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  (/ranted,  for  an  extension 
with  a  frontage  of  25  ft.  on  Clarkson  street  and  a  depth  of 
100  ft.  into  the  more  restricted  district,  on  condition  that 
the  building  zone  regulations  shall  be  complied  with  in  all 
other  respects. 


566-30-iBZ. 

APPLICANT— William  H.  Weekes,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 222-04  Jamaica  avenue,  south¬ 
east  corner  of  222nd  street,  Queens  Village,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Jerome  R.  McDougal,  Albert  F. 
Garba,  William  H.  Weekes  and  Joseph  H.  Cor¬ 
nell. 

For  Opposition:  Nicholas  D.  F.  Stadtfeld  and  A.  P. 
Mott. 

-\CTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(566-30-BZ) 

Whereas,  William  H.  Weekes,  owner,  filed,  August  29, 
1030,  an  application,  under  the  building  zone  resolution,  to 


permit  in  a  business  district  the  erection  and  maintenance 
of  a  motor  vehicle  repair  shop;  premises  222-04  Jamaica 
avenue,  southeast  corner  of  222nd  street,  Queens  Village, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  23,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jamaica  avenue  is  in  a  business 
district;  222nd  street  is  in  a  business,  residence  and  unre¬ 
stricted  district;  95th  avenue  is  in  a  residence  and  unre¬ 
stricted  district,  and  96th  avenue  is  in  a  business  and  unre¬ 
stricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  11,  1930  (re  N.  B.  Plan  No.  4410-1930), 
reads : 

“The  erection  of  a  service  station  in  a  business  dis¬ 
trict  is  prohibited  by  Sec.  4,  Subdiv.  29  of  the  Zone 
Law.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  75  ft. 
and  a  depth  of  110  ft.,  irregular;  to  be  occupied  as  a  sales¬ 
room  and  motor  vehicle  repair  shop;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  grounds  of  practical  diffi¬ 
culties  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  for  a  one-story 
building  above  grade,  on  condition  that  the  portion  of  building 
used  for  servicing  of  cars  shall  be  confined  to  95th  avenue 
side  and  the  lot  line  side  of  property,  set  back  from  222nd 
street  not  less  than  17  ft.  and  from  Jamaica  avenue  ap¬ 
proximately  26  ft.;  that  the  building  shall  be  finished  in 
face  brick  and  architectural  terra  cotta  or  natural  stone 
trim;  that  the  servicing  permitted  on  these  premises  is  to  be 
on  cars  sold  on  the  premises;  that  there  shall  be  no  storage 
or  sale  of  gasoline  on  the  premises;  that  any  machinery 
shall  be  limited  to  that  of  one-half  horsepower  motor;  that 
no  forges  or  anvils  shall  be  permitted  on  the  premises; 
that  there  shall  be  no  repair  work  conducted  on  the  premises 
except  between  the  hours  of  8  a.  m.  and  6  p.  m.  and  no 
repair  work  conducted  on  Sundays  or  legal  holidays ;  that 
there  shall  be  no  advertising  signs  or  display  on  95th  ave¬ 
nue;  that  a  return  of  drawings  shall  be  made  to  this  board 
before  submission  to  the  building  superintendent  for  ap¬ 
proval,  and  that  all  permits  required  shall  be  obtained  within 
six  months  and  any  work  involved  shall  be  completed  within 
eighteen  months  from  the  date  of  this  action. 


351-30-<BZ. 

APPLICANT — William  A.  Lacerenza,  for  James  Aquavella, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 205  Rockaway  avenue,  southeast 
corner  of  Pacific  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  A.  Lacerenza. 

For  Opposition:  Frank  Barravecchia  and  Theodore 
Timpone. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION— 

(351-30-BZ) 

\\  hereas,  William  A.  Lacerenza,  for  James  Aquavella, 
owner,  filed.  May  23,  1930,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  205  Rockaway  avenue,  south¬ 
east  corner  of  Pacific  street,  Borough  of  Brooklyn;  nd 
\\  ukrkas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  23,  1930,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
I  z?ne  resolution  show  that  Rockaway  avenue  is  in  a  business 
district ,  Pacific  street  is  in  a  business  and  residence  district, 
and  Dean  street  is  in  a  business  and  residence  district;  and 
W  hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  14,  1930  (re  App.  No.  5643-1930),  reads: 

“Proposed  public  garage  for  more  than  five  cars  to  be 
located  in  a  business  use  district  is  contrary  to  Sec.  2, 
Art.  4a  of  Zone  Resolution.” ; 
and 

Whereas,  -the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  irontage  oi  52  ft. 
and  a  depth  of  85  ft.  6)4  in. ;  to  be  occupied  as  a  storage 
garage  for  more  than  five  cars;  and 

\\  hereas,  the  applicant  has  filed  90.5  per  cent  consents 
ot  the  property  owners  in  the  area  deemed  affected  and  fixed 
by  the  board ;  and 

Whereas,  -the  board  deems  that  applicant  is  entitled  to 
rebel  under  section  21  on  the  grounds  of  unnecessary  hard- 
ship  and  practical  difficulties. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
tin  application  be  and  it  hereby  is  granted,  under  section  7, 
subdivision  g,  for  a  one-story  building  above  grade,  on  con¬ 
dition  that  the  front  elevations  shall  be  of  face  brick  and 
architectural  terra  cotta  or  natural  stone  trim;  that  the 
entrances  to  the  garage  shall  be  confined  to  the  Rockaway 
avenue  trout  and  limited  to  two,  not  more  than  11  ft.  wide 
each  ,  that  the  northerly  side  of  the  northerly  entrance  shall 
be  not  less  than  15  ft.  from  the  building  "line  on  Pacific 
street ;  that  the  roof  shall  be  constructed  of  flat  design  ; 
that  the  rear  and  gable  walls  shall  be  unpierced  throughout 
their  entire  height  and  length,  other  than  an  emergency 
exit  which  shall  be  provided  on  Pacific  street  not  more  than 
3  ft*  8  ,n-  wide:  that  any  skylights  installed  in  the  roof 
shall  be  protected  with  wire  guards  above  and  below  and 
glazed  with  wire  glass  and  set  back  from  the  lot  line  on 
Pacific  street  not  less  than  20-  ft. ;  that  any  gasoline  stored 
on  the  premises  shall  be  located  on  the  Rockaway  avenue 
front  of  building,  not  less  than  25  ft.  southerly  from  Pacific 
street ;  that  there  shah  be  no  portable  gasoline  tanks  oper- 
ated  outside  the  building  line;  that  any  advertising  signs 
shall  be  confined  to  one  projecting  illuminating  sign  on 
Rockaway  avenue  front,  indicating  the  name  and  nature 
ot  business  conducted  on  the  premises,  and  that  all  permits 
sha  be  obtained  within  six  months  and  any  work  involved 
shall  be  completed  within  eighteen  months  from  the  date 
ot  this  action. 


275-25-BZ. 

APPLICANT — McCooey  &  Conroy,  for  Mary  T.  Beatty 
owner  substituted  for  John  J.  Beatty,  for  Leo 
bheridan,  owner. 

SURJ  ECT— Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 

A?PElSRANcfI-CTED“88-,,°  Cr°"';’  S,reet-  Br00k'^' 


For  Applicant:  R.  S.  Hardy. 
For  Opposition:  None. 


AC  LION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McEfligott .  4 

Negative  . 0 

Absent  .  ^ 

THE  RESOLUTION— 

(275-25-BZ) 

Whereas,  Leo  Sheridan,  owner,  filed,  March  11,  1925, 
an  application,  under  the  building  zone  resolution,  to  permit' 
m  a  business  district  the  erection  and  maintenance  of  a 

garage  for  the  storage  of  more  than  five  motor  vehicles- 
piemises  88-110  Crown  street,  Borough  of  Brooklyn;  and 
hereas,  a  public  hearing  was  held  on  this  application 
.  -  uoard  ot  standards  and  appeals,  at  its  regular  meet- 
a^ter  due  notice  by  publication  in  the 
Lulletm  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Crown  street,  Montgomery 
street  and  Bedford  avenue  are  all  in  business  districts;  and 
U  hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  10,  1925,  reads: 

The  erection  of  a  public  garage  for  more  than  five 
motor  vehicles  in  a  business  district  ”  • 
and 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  240  ft. 
and  a  depth  of  131  ft. ;  to  be  occupied  as  a  garage  for  the 
s torage  of  more  than  five  motor  vehicles;  and 
Whereas,  the  board  deemed  it  would  be  a  hardship  and 
practical  difficulties  in  the  way  of  carrying  out  the  strict 
letter  of  the  building  zone  resolution ;  and 
Whereas  the  premises  is  to  be  used  as  an  automobile 
manufacturers  sales  agency  and  distributing  station  for 
automobiles  in  live  storage  which  are  property  of  the  agent 
or  operator  of  the  premises;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  May  25,  1926,  011  certain  conditions,  and  applicant 
requests  a  modification  of  these  conditions,  and  under  date 
of  November  25,  1930,  the  owner,  through  his  attorney,  re¬ 
quested  a  modification  as  to  ceiling  construction. 

Resolved  that  the  board  of  standards  and  appeals  does 
lereby  make,  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
tie  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  restricted  to  a  one-story  structure  in 
height  above  grade,  subdivided  into  three  areas  by  walls  of 
approved  masonry,  running  above  the  roof,  with  not  more 
than  two  openings  in  each  partition,  equipped  with  self-clos- 
mg  fireproof  doors  and  one  opening  not  exceeding  4  ft.  in 
width  from  the  centre  section  of  building  to  the  office;  that 
the  two  sections  of  the  basement  story  shall  not  exceed  66 
ft.  on  the  street  fronts,  the  structure,  at  the  centre  of  the 
premises  to  be  maintained  without  any  cellar;  that  the  rear 
and  gable  walls  shall  be  unpierced  throughout  their  entire 
height  and  length  ;  that  the  entire  premises  shall  be  equipped 
\vith  an  approved  one-source  sprinkler  system  with  not  less 
t  ian  4  in  connection  to  the  city  main;  that  the  garage  shall 

anrebC  edoffirfleP^f’-0ther;hcan  the  r°°f  construction.  which 
fSP  Sf  J  d,eSlgn  uIld  fire  retarded  on  the  under  side 
I  f  u°ck  plaSte.r  board ;  that  a  ^14-inch  fire  line  con- 

nected  to  the  city  main  shall  be  provided  on  the  interior,  at 

1  1  r°nt*i?f  the  gilding,  at  each  opening,  equipped  with 
not  less  than  100  ft.  of  2 K -inch  hose;  that  all  required 
permits  shall  be  obtained  within  ninety  days  and  the  work 
comp  eted  wjthm  six  months  from  the  date  of  this  action; 
that  the  business  conducted  on  the  premises  be  confined  to 
that  commonly  known  as  service  station  for  automobiles. 

665-28-BZ. 

APPLICANT— William  H.  Good,  for  H.  C.  Bohack  Co 
Inc.  sub-tenant;  William  F.  Doyle,  for  George  H 
Hochschwender. 
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SUBJECT— Application  for  reopening— interpretation  of 
resolution — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  business 
building  for  store  occupancy. 

PREMISES  AFFECTED— 2022-2034  Bedford  avenue  and 
99-103  Clarkson  avenue,  northwest  corner,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  PI.  Good. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPliN  AND  MODIFY— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  * 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(G65-28-BZ) 

Whereas,  William  F.  Doyle,  for  George  H.  Hoch- 

schwender,  owner,  filed.  August  13,  1928,  an  application, 

under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  business  building 
for  store  occupancy;  premises  2022-2034  Bedford  avenue 
and  99-103  Clarkson  avenue,  northwest  corner,  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  18,  1928,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bedford  avenue,  I  larkson  avenue 
and  Parkside  avenue  are  all  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  8,  1928  (re  App.  No.  13182-1928),  reads: 
“Proposed  one-story  buildings  to  be  used  as  stores 
and  to  be  located  in  a  residence  district,  contrary  to 
Art.  II,  Sec.  3  of  the  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  .)0  tt. 
8kj  in.  and  a  depth  of  120  ft.  3l/&  in.;  to  be  occupied  as  a 
business  building  for  store  occupancy;  and 

Whereas,  there  exists  for  the  remainder  of  the  street 
front  on  Bedford  avenue  to  the  next  street  a  gasoline 
service  station,  and  there  exists  on  the  corner  directly 
opposite  a  public  garage  and  gasoline  service  station ;  the 
limited  area  of  this  plot,  in  the  judgment  of  the  board, 
does  not  lend  this  to  a  development  of  the  conforming  resi¬ 
dential  use,  and  the  board  believes  a  denial  would  be  arbit¬ 
rary  discrimination  and  under  rule  21,  practical  difficulties 
and  unnecessary  hardship,  an  adjustment  of  the  zoning  resolu¬ 
tion  is  fully  justified  in  this  case;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  December  18,  1928,  on  certain  conditions,  and  .ap¬ 
plicant  requests  a  modification  of  these  conditions,  which 
was  granted  July  26,  1929,  and  request  is  now  made  for  a 
further  modification. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  exceed  in  height  one  story  above 
grade ;  that  the  use  and  occupancy  shall  be  restricted  to 
retail  mercantile  shops  or  store  use,  expressly  prohibiting 
delicatessen  shops,  meat  markets  and  fish  market,  not, 
though,  prohibiting  retail  bakery  not  maintaining  or  oper¬ 
ating  ovens  on  the  premises,  or  a  duly  licensed  pharmacy 
or  apothecary;  that  there  shall  be  no  opening  on  the  Clark¬ 
son  avenue  front,  other  than  windows,  the  sills  of  which 
shall  be  not  less  than  6  ft.  above  the  grade  level;  that  there 
shall  be  no  advertising  of  any  nature  or  description  displayed 


on  the  Clarkson  avenue  frontage;  that  any  advertising  or 
sign  display  shall  be  restricted  to  plate  glass  show  windows 
on  the  Bedford  avenue  store  fronts;  that  there  shall  be  no 
merchandise  or  display  exposed  or  maintained  outside  of  the 
building  line  of  these  premises ;  that  there  shall  be  no  roof 
sign  erected  or  maintained ;  that  the  facade  shall  be  of  at¬ 
tractive  architectural  design  with  cornice  of  substantial  girth 
with  balustrade  parapet ;  that  the  architect  shall  make  a 
return  of  the  design  to  this  board  for  approval  before  sub¬ 
mission  to  the  superintendent  of  buildings;  that  the  re¬ 
quirements  of  the  building  zone  resolution  shall  be  complied 
with  in  all  other  respects,  and  that  all  permits  required  shall 
be  obtained  within  six  months  and  any  work  shall  be  com¬ 
pleted  within  one  year. 


347-28-BZ. 

APPLICANT— McCooey  &  Conroy,  for  Samuel  Koff, 
owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1293-1311  Gravesend  avenue, 
northeast  corner  of  Bay  parkwav,  Brooklyn. 
APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(347-28-BZ) 

Whereas,  McCooey  &  Conroy,  for  Samuel  Koff,  owner, 
filed,  April  14,  1928,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  1293- 
1311  Gravesend  avenue,  northeast  corner  of  Bay  parkway, 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  an  appeals,  at  its  regular  meet¬ 
ing,  March  26,  1929,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Gravesend  avenue  is  in  a  business 
and  residence  district;  Bay  parkway  (Avenue  K)  is  in  a 
residence  district,  and  East  2nd  street  is  in  a  residence  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  19,  1928  (re  Applic.  No.  4653-28), 
reads :  I 

“Proposition  contrary  to  the  Zone  Resolution,  Art.  II, 
Sec.  4,  a,  subdivision  46. 

“Installation  of  a  gasoline  service  station  in  a  business 
district.”  ; 

and  jj 

Whereas,  it  is  proposed  to  erect  two  stores,  an  office,  five 
grease  racks,  bury  three  550-gallon  tanks  and  erect  fifteen 
pumps  on  a  triangular  lot  having  175  ft.  frontage  on 
Gravesend  avenue  and  175  ft.  5  in.  fronting  on  Bay  park¬ 
way  for  the  purpose  of  conducting  a  gasoline  station  within 
a  business  district ;  and 

Whereas,  a  majority  of  the  committee  of  the  board  which 
inspected  these  premises  recommended  denial  of  the  applica¬ 
tion  under  hardship ;  and 

Whereas,  since  such  inspection,  the  application  was 
amended  to  include  section  7g  of  the  building  zone  resolu¬ 
tion  and  the  applicant  has  filed  84  per  cent  of  consents  of 
property  owners  within  the  area  fixed  by  the  board  as 
deemed  affected;  and 
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\\  hereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  26,  1920,  on  certain  conditions,  and  applicant 
requested  a  modification  of  these  conditions  as  to  use  of 
restaurant  building  as  a  motor  vehicle  repair  shop. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that! 
the  building  at  the  extreme  northerly  end  of  the  property 
with  a  frontage  of  not  less  than  20  ft.  on  Gravesend  avenue 
and  Bay  parkway  for  a  depth  of  40  ft.  easterly  from 
t.ravesend  avenue  may  be  used  as  a  motor  vehicle  repair 
shop,  prohibiting  other  machinery  than  a  one-half  horse¬ 
power  electric  motor  and  prohibiting  open  forges  or  anvils; 
that  the  exterior  gable  walls  of  this  proposed  building  shall 
be  unpierced  throughout  their  entire  height  and  length; 
that  the  exterior  of  this  proposed  business  building  fac¬ 
ing  the  interior  of  the  plot  shall  be  finished  in  light- 
colored  enamel  face  brick,  with  dark-colored  face  brick 
trim  forming  panels,  rails  and  stiles;  that  no  gasoline 
pump  shall  be  installed  within  10  ft.  of  either  street  front 
building  line;  that  there  shall  be  installed,  along  the  building 
line  on  both  street  fronts  a  concrete  curb,  not  less  than 
12  in.  in  height;  that  at  the  triangle  formed  by  the  inter¬ 
section  of  Gravesend  avenue  and  Bav  parkway  there  shall 
be  installed  a  concrete  platform  not  less  than  10  ft.  in  length 
irom  the  apex  of  the  corner  so  formed;  that  the  concrete 


triangular  platform  shall  be  maintained  unoccupied,  other 
than  by  an  illuminating  lamp  standard  or  other  decorative 
ieature,  that  there  shall  be  not  more  than  two  vehicular 
entrances  in  the  concrete  curb  on  each  street  front  of  the 
premises  and  not  more  than  two  curb  cuts  directly  in  front 
of  the  vehicular  entrances  in  either  street  front,  the  curb 
cuts  or  entrances  not  to  exceed  10  ft.  in  width  in  any  case; 
that  any  advertising  display  shall  be  restricted  to  the  illu¬ 
minated  glass  globes  of  the  gasoline  pumps;  that  there  shall 
be  no  portable  tanks  or  pumps  maintained  or  operated  on 
these  premises;  that  any  crankcase  service  racks  or  pits  in- 
sta  led  shall  be  located  at  the  extreme  northerly  end  of  the 
building  at  the  Gravesend  avenue  frontage;  any  such  grease 
pits  or  racks  installed  shall  be  enclosed  within  a  wall  of 
the  same  finish  or  material  as  the  material  of  the  business 
building  erected  on  the  plot,  with  open  archwavs  to  said 
racks  or  pits;  that  all  necessary  permits  shall  be  obtained 
within  six  months  and  the  work  completed  within  one  year 
from  the  date  of  this  action. 


On  motion  of  Commissioner  Guilfoyle  no  meetings  of 
the  board  will  be  held  during  the  holidays  and  the 
next  regular  meetings  will  be  held  on  January  6  1931 

a.  m.  and  p.  m.  ’  ’ 

Adjourned  4.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING.  PREMISES  AFFFfTFD  09  01  c  .  , 

TUESDAY  AFTERNOON.  DECEMBER  23,  1930.  '  Long  Inland  cit* Veens  S,reC*' 

Present.  Temporary  Chairman  Connell,  Commissioners  APPEARANCES — 

Holland  and  Guilfoyle  and  Deputy  Chief  McElligott.  For  Petitioner:  Herman  E.  Horwood. 

■ - -  For  Administration:  Inspector  Maher  of  fire 

PETITIONS  FOR  VARIATIONS  .  department. 

554-30-S.  ACTION  OF  BOARD— -Laid  over  to  January  6,  1931, 

PETITIONER — Croker  National  Fire  Prevention  En-  at  2  p‘  m,>  PencFng  submission  of  certificate  of 

gineering  Co.,  for  Rosalie  A.  Oakley,  et  al.  occupancy. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  an  79~  9(.  c 
order  and  a  decision  of  the  fire  commissioner.  _  " 

PREMISES  AFFECTED — 56  West  31st  street,  Man-  PETITIONER — Croker  National  Fire  Prevention  En- 

appraSt^c  gineering  Co.,  for  estate  of  William  Lane, 

APPEARANCES —  owner. 

For  Petitioner:  Herman  E.  Horwood.  SUBJECT— Application  for  reopening— modification— 

For  Administration:  Inspector  Maher  of  fire  re  Petition  for  variation  of  labor  law  as  cited  in 

department.  orders  of  the  fire  commissioner. 

ACTION  OF  BOARD— Laid  over  to  January  6,  1931,  PREMISES  AFFECTED— 1-13  Sterling  place,  Brook- 
at  2  p.  m.,  on  request  of  petitioner.  lyn. 

-  APPEARANCES— 

,  For  Petitioner:  Herman  E.  Horwood. 

PETITIONER— Hublert,  Heermance  &  Landon,  for  For  Administration:  Inspector  Maher  of  fire 

Notox  Realty  Corp.,  owner.  department. 

SI  EJECT  Variation  of  the  labor  law  as  cited  in  or-  ^F  BOARD — Request  to  reopen  denied. 

^  riers  and  a  decision  of  the  fire  commissioner.  ^  HK  VO  TE  TO  REOPEN — 

PREMISES  AFFECTED— 33-35  West  46th  street,  Affirmative:  Commissioner  Guilfoyle  1 

4PPF  Manhattan.  Negative:  Temporary  Chairman'  Conneil. 

APPEARANCES—  Commissioner  Holland  and  Deputy  Chief 

For  Petitioner:  William  T.  Rutherford.  McElligott  . "  3 

For  Administration:  Inspector  Maher  of  fire  Absent  . 0 

department.  ___ _ 

ACTION  OF  BOARD — Laid  over  to  January  20  1931  236-30-S. 

cate'oToccupa’ncy.  *>et’t'oner  <*»  —  cer.iC  ^lONFR-Alexander  Reisenburger,  owner. 

_ _  isLBJECT  Application  for  reopening — restoration  to 

149-30-S  calendar,  previously  dismissed  for  lack  of  prose- 

PETITIONF.R  Croker  National  Fire  Prevention  En-  "deT^Jhrfilf  commi'lliont0''  23  Ci'e<l  *" 

owner!”*'  C°"  ’  Sunsw,ck  Rca,l-V  Co-  I"'-.  PREMISES  AFFECTED-1108  DeKalb  avenue, 

5l  BJF.t  T  \  ariation  of  the  labor  law,  as  cited  in  an  APPEARANCES— 

°rt  C“  and  3  deas5on  of  fire  commissioner.  For  Petitioner:  Alexander  Reisenburger. 
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For  Administration:  Inspector  Maher  of  fire 

department. 

ACTION  OF  BOARD — Petition  reopened  and  set  for 
hearing  January  6,  1931,  2  p.  m. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO 

CALENDAR— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  ® 


706-30-S. 

PETITIONER — Renwick,  Aspinwall  &  Guard,  for  Green 
Industrial  Corp.,  lessee. 

SUBJECT — Request  for  preferential  hearing— re  varia¬ 
tion  of  the  labor  law  as  cited  in  decision  of 
the  superintendent  of  buildings. 

PREMISES  AFFECTED— 134-136  Cedar  street,  134- 
146  Washington  street  and  15-19  Albany  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Shirley  Guard. 

ACTION  OF  BOARD— Request  for  preferential  hear¬ 
ing  granted  and  set  for  hearing  January  6,  1931, 
at  2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


728-30-S. 

PETITIONER — John  M.  Montfort,  for  Broadway-39th 
Street  Corporation,  owner. 

SUBJECT — Request  for  early  hearing— re  variation  of 
the  labor  law  as  cited  in  decision  of  the  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1410  Broadway  and  120 
West  39th  street,  southeast  corner,  Manhattan. 
APPEARANCES— 

For  Petitioner:  V.  H.  Fromlot. 

ACTION  OF  BOARD — Request  for  preferential  hear¬ 
ing  granted  and  set  for  hearing  January  6,  1931, 
at  2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  hear¬ 
ing— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


732-30-S. 

PETITIONER— Cross  &  Brown  Co.,  for  Ruth  A.  Wal¬ 
lace,  owner. 

SUBJECT — Request  for  an  early  hearing — re  variation 
of  the  labor  law  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 245-249  West  55th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Leonard  Lehnert. 

ACTION  OF  BOARD — Request  for  preferential  hear¬ 
ing  granted  and  set  for  hearing  January  6,  1931, 
at  2  p.  m. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative 
Absent  , 


547-30-S. 

PETITIONER— William  A.  Grey,  for  Ninth  Avenue-  j 
Thirty-first  Street,  Corporation,  owner. 
SUBJECT— Variation  of  the  Labor  Law  as  cited  in 
decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 358-372  West  31st  street 
and  362-370  Ninth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  William  A.  Grey. 

ACTION  OF  BOARD— Granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(547-30-S) 

Whereas,  William  A.  Grey,  for  9th  Avenue-31  st  Street 
Corp.,  owner,  filed,  August  13,  1930,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  a 
decision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  358-372  West  31st  street  and  362-370  Ninth  avenue, 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  builidngs, 
rendered  July  25,  1930  (N.  B.  App.  No.  136-1930),  reads: 

“Amendment  is  disapproved  with  the  following  ob¬ 
jection  added: 

“14.  Windows  should  comply  with  Rule  503,  Indus¬ 
trial  Code.” ; 
and 

Whereas,  the  proposed  building  is  to  be  fireproof,  six¬ 
teen  stories  in  height,  220  ft.  by  93  ft.  9  in.  and  98  ft. 
in.  in  area;  OCCUPANCY :  stores  and  light  manufacturing, 
150  persons  each  story;  EQUIPPED  with  a  sprinkler  sys¬ 
tem  and  a  fire  alarm  signal  system;  EXITS:  a  fire  tower; 
an  interior  fireproof  stairway,  extending  from  the  first  story 
to  roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors 
at  openings ;  and 

Whereas,  the  petitioner  proposes  to  use  plate  glass  l/x 
inch  in  thickness  for  windows  on  the  both  street  fronts  at 
first  story,  the  maximum  size  of  a  single  light  to  be  9  ft.  by 
10  ft.  in  area;  furthermore,  the  petitioner  contends  that  to 
use  smaller  lights  of  glass  would  interfere  with  the  proper 
display  of  merchandise. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  windows  on  the  first  story,  on  con¬ 
dition  that  they  shall  be  equipped  with  metal  frames  and 
sash,  glazed  with  inch  polished  plate  glass,  and  that  the 
labor  law  shall  be  complied  with  in  all  other  respects. 


552-30-S. 

PETITIONER — Samuel  Rosenblum,  for  Martrose  Re¬ 
alty  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  the 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 40-42  West  17th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION— 

(552-30-S) 

Whereas,  Samuel  Rosenblum,  for  Martrose  Realty  Corp., 
owner,  filed,  August  20,  1930,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
40-42  West  17th  street,  Borough  of  Manhattan;  and 

W  hereas,  the  order  of  the  fire  commissioner,  dated  May 
22,  1930,  reads : 

“Provide  a  separate  independent  fireproof  passageway 
leading  from  exterior  screened  stairway  at  rear  of 
building  to  the  street,  Sec.  268  of  the  Labor  Law.” ; 

and 

W  hereas,  the  decision  of  the  fire  commissioner,  rendered 
August  9,  1930,  reads: 

"In  reply  to  your  letter  of  August  6,  requesting  re¬ 
consideration  of  Order  75789-LD  affecting  the  above 
premises,  you  are  advised  that  under  the  provisions  of 
Section  273,  State  Labor  Law,  an  independent  fireproof 
passageway  to  street  from  the  lower  termination  of 
exterior  screened  stairway  at  rear  of  premises  must  be 
provided.” ; 
and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  50  ft.  by  92  ft.  in  area..  OCCL’PIED  principally 
for  the  manufacture  of  clothing,  maximum  of  sixty  persons 
to  a  story  and  not  to  exceed  legal  capacity;  EQUIPPED 
with  a  sprinkler  system  and  a  fire  alarm  signal  system; 
EXITS:  an  interior  iron  stairway,  extending  from  the 
first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
fireproof  doors  at  openings ;  an  exterior  screened  stairway 
on  the  rear  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  first  story  to  the 
roof,  with  EGRESS  through  a  fireproof  passageway  at 
first  story  leading  to  the  interior  stairway  and  through 
entrance  hall  to  street;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1910  with  the  present  exits  in  accordance  with  approved 
plans ;  that  in  addition  to  the  fireproof  passageway  through 
first  story  there  is  a  supplementary  egress  from  the  ex¬ 
terior  screened  stairway  by  means  of  a  door  in  the  fence 
on  rear  lot  line  leading  to  the  open  yard  at  rear  of  premises 
No.  31  West  16th  street;  furthermore,  the  building  is  also 
provided  with  a  standpipe  system  in  addition  to  the  automatic 
sprinkler  and  fire  alarm  systems. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  exit  from  the  rear  screened  stairway, 
on  condition  that  the  exit  shall  be  through  a  fireproof 
passageway  not  less  than  33  in.  wide  on  the  first  story,  with 
an  unpierced  wall  on  the  store  side  leading  directly  to  the 
main  corridor  leading  directly  to  the  street,  and  that  the 
labor  law  shall  be  complied  with  in  all  other  respects  and 
that  the  occupancy  shall  be  limited  to  the  legal  capacity  of 
the  interior  stairs. 


511-30-S. 

PETITIONER — Samuel  Rosenblum,  for  Estate  of 
Marx  Ottinger  and  Estate  of  Moses  Ottinger, 
owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  or¬ 
ders  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 261  Pearl  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott . 4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

...  (511-30-S) 

vv  hereas^  Samuel  Rosenblum,  for  Estate  of  Marx  Ot¬ 
tinger  and  Estate  of  Moses  Ottinger,  owners,  filed,  July  25, 
1930,  a  petition  for  a  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  orders  and  a  decision  of  the  fire 
commissioner,  affecting  premises  261  Pearl  street,  Borough 
of  Manhattan ;  and 

YY  hereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  14,  1930  (70613-LD),  reads: 

1.  Provide  an  additional  means  of  egress  from  1st 
story  remote  from  the  existing  exit.  Section  271  of  the 
Labor  Law.” ; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Tulv 
5,  1930  (Order  No.  77374-LD),  reads: 

“1.  Properly  screen  fire  escape  balconies  and  the 
connecting  stairways  at  front  of  building  to  a  height  of 
4'6"  as  per  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  Section  274  of  the  Labor  Law.”; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  lulv 
5,  1930  (Order  No.  77375-LD),  reads: 

“L .  Enclose  the  interior  stairway  in  partitions  of  fire 
resisting  materials  extending  from  1st  story  to  3'  above 
roof,  all  openings  to  be  protected  with  approved  fire 
doors.  Section  271  of  the  Labor  Law.”; 

and 

Y\  hereas,  the  decision  of  the  fire  commissioner,  rendered 
June  23,  1930  (re  261  Pearl  street),  reads: 

This  will  reply  to  your  letter  of  February  28th, 
19.50,  in  which  you  submit  a  plan  showing  a  new  ladder 
from  the  roof  extension  to  the  yard,  requesting  that 
same  be  submitted  for  approval. 

“This  method  of  compliance  with  order  70613-LD 
cannot  be  accepted  for  the  reason  that  the  person  using 
ladder  would  have  to  enter  building  again  and  also  the 
passageway  and  extension  roof  between  skylight  and 
parapet  walls  only  20"  in  width.” ; 

and 

W  hereas,  the  building  is  non-fireproof,  six  stories  in 
height,  23  ft.  by  84  ft.  9  in.  in  area  on  the  first  story  and 
23  ft  by  66  ft.  in  area  above;  OCCUPIED:  1st  story, 
manufacture  of  wood  boxes,  4  persons;  2nd  story,  manu¬ 
facture  of  knife  grinders,  3  persons;  3rd  story,  manufacture 
of  grate  bars,  5  persons;  4th  and  5th  stories,  cabinet  works, 

5  persons ;  6th  story,  manufacture  of  wood  letter  type,  2 
persons;  EXITS:  an  interior  wooden  stairway,  extending 
from  the  first  story  to  top  story,  enclosed  in  wood  partitions, 
with  wood  doors  at  openings ;  a  fire  escape  on  the  front  of 
the  building,  having  fireproof  openings  along  the  course 
thereof,  except  on  the  top  story,  extending  from  the  sixth 
story  to  the  second  story  balcony,  with  counterbalanced 
stairs  to  sidewalk ;  fire  escape  railing  being  3  ft.  high  • 
petitioner  contends,  as  to  Order  No.  70613-LD,  that  "the 
number  of  occupants  on  this  story  is  small,  and  requests 
the  acceptance  of  the  existing  means  of  exit  from  this 
story,  and  as  to  Order  No.  77374-LD  and  Order  No.  77375- 
LD,  contends  that  similar  violations  were  issued  in  1917 
and  that  same  were  modified  by  the  board  of  review  of  the 
fire  department  and  were  complied  with  in  accordance  with 
the  modification  granted  and  the  orders  were  subsequently 
dismissed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  70613-LD,  on  condition  that  not  more  than  four 
persons  shall  be  employed  on  the  first  story  at  any  one 
time  and  that  the  doors  shall  be  made  to  open  out  to  the 
vestibule ;  as  to  Order  No.  77374-LD,  granted  on  condition 
that  the  fire  escape  shall  comply  with  the  regulations  in  all 
other  respects,  and  as  to  Order  No.  77375-LD,  granted  on 
condition  that  the  loft  side  shall  be  protected  with  fire- 
retarded  material,  plaster  boards  and  26  gauge  metal,  with 
fireproof  doors,  jambs  and  trim;  that  the  occupancy’  shall 
be  limited  to  not  more  than  fifteen  persons  above  the  first 
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story ;  that  the  building  shall  be  not  increased  in  height  or 
area,  and  that  the  labor  law  shall  be  complied  with  in  all 
other  respects. 

584-30-S. 

PETITIONER — Samuel  Rosenblum,  for  108  West  25th 
Street  Construction  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 108-110  West  25th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell.  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(584-30-S) 

Whereas,  Samuel  Rosenblum.  for  108  West  25th  Street 
Construction  Co.,  Inc.,  owner,  filed,  September  8,  1930,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  108-110  West  25th  street,  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
4,  1930  (Order  No.  76266-LD),  reads: 

“1.  Provide  an  independent  fireproof  passageway  to 
street  from  exterior  screened  stairway  at  rear  of  build¬ 
ing.  Sec.  268  of  the  Labor  Law.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  18,  1930,  reads: 

‘‘This  will  reply  to  your  letter  under  date  of  June 
25th,  1930,  in  which  you  request  reconsideration  of 
violation  76266-LD,  giving  four  reasons  for  same. 

“You  are  advised  that  the  Fire  Commissioner  is  with¬ 
out  power  to  modify  the  mandatory  provisions  of  the 
Labor  Law  which  requires  that  a  fireproof  enclosed 
passageway  independent  of  other  exit  facilities  and  lead¬ 
ing  to  a  street  or  roof  should  be  provided,  as  indicated 
in  your  letter  under  your  second  reason  that  stairway 
connects  with  the  main  lobby  leading  to  the  street  there¬ 
fore  is  not  independent  of  any  other  exit,  and  your  re¬ 
quest  for  reconsideration  must  be  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  40  ft.  by  78  ft.  in  area  at  first  story  and  40  ft.  by 
74  ft.  5  in.  in  area  above;  OCCUPIED  principally  for  the 
manufacture  of  clothing,  not  more  than  fifty  persons  to  a 
story:  EQUIPPED  with  a  sprinkler  system:  EXITS:  an 
interior  fireproof  stairway,  extending  from  the  first  story 
to  roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors 
at  openings:  an  exterior  iron  stairway  on  the  rear  of  the 
building,  having  fireproof  openings  along  the  course  thereof, 
extending  from  the  first  story  to  roof,  with  EGRESS 
through  a  fireproof  passageway  at  first  story  mezzanine  floor 
leading  to  the  interior  stairway  and  through  entrance  hall 
to  street ;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1913  with  the  present  exits  in  accordance  with  approved 
plans ;  that  the  two  means  of  egress  were  accepted  at  that 
time  and  also  conform  to  the  present  requirements  except 
they  meet  at  the  first  story  and  have  a  common  exit  to  the 
street :  the  building  is  equipped  with  a  standpipe  system  in 
addition  to  the  sprinkler  system  ;  the  area  of  the  building  is 
small:  furthermore,  the  petitioner  contends  that  it  is  phys¬ 
ically  impossible  to  comply  with  the  order  without  completely 
disrupting  the  structure. 


Resohed,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  exit  from  the  rear  outside  stairway  be 
through  a  fireproof  passageway,  not  less  than  3  ft.  6  in. 
wide,  with  unpierced  walls  and  ceilings,  at  mezzanine  floor 
level,  thence  by  stairs  through  main  corridor  to  the  street ; 
that  the  occupancy  of  the  building  shall  be  limited  to  the 
capacity  of  the  interior  primary  means  of  exit,  and  that 
the  requirements  of  the  labor  law  shall  be  complied  with  in 
all  other  respects. 


532-30-S. 

PETITIONER — Consolidated  Film  Industries,  Inc., 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  or¬ 
ders  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 203-209  West  146th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  M.  H.  Lavenstein  and  R.  C. 
Hubbard. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott..' .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(532-30-S) 

Whereas,  Consolidated  Film  Industries,  Inc.,  owner,  filed, 
August  4,  1930,  a  petition  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  and  a  decision 
of  the  fire  commissioner,  affecting  premises  203-209  West 
146th  street,  Borough  of  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Jan¬ 
uary  31,  1930,  read: 

“Order  No.  59860-LD  : 

“1.  Replace  sliding  doors  leading  to  centre  stairway 
with  approved  self-closing  fire  doors  arranged  to  open 
outwardly,  as  per  Sec.  270  of  the  Labor  Law. 

“2.  Arrange  all  doors  opening  from  rooms  and  to 
stairway  to  open  outwardly,  as  per  Section  270  of  the 
Labor  Law.” ; 

and 

“Order  No.  69861-LD  : 

“1.  Enclose  the  interior  stairway  at  east  centre  of 
building  in  partitions  of  fireproof  material,  all  openings 
to  be  protected  with  approved  fire  doors,  as  per  section 
270  of  the  Labor  Law.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  1,  1930,  reads: 

“This  will  reply  to  your  letters  of  February  26th  and 
July  28th,  1930,  in  which  you  request  reconsideration  of 
violations  69860-LD,  items  1  and  2 ;  Order  No.  69861- 
LD,  item  1  and  order  No.  69859-F,  item  1  with  a  view 
of  this  department  deeming  them  complied  with  or 
withdrawing  same. 

“The  requirements  for  these  constructions,  devices  and 
appliances  are  statutory,  therefore,  the  Fire  Commis¬ 
sioner  is  without  power  to  vary  from,  modify  or  hold 
any  of  them  in  abeyance  in  any  particular.  He  has  no) 
discretion  in  the  matter  but  issues  the  orders  because  he 
is  the  official  upon  whom  is  placed  the  responsibility  for 
compelling  obedience  to  the  statutes. 

“It  follows  that  your  request  for  reconsideration  on 
all  items  and  orders  must  be  denied  and  the  violations 
and  order  complied  with  as  written.”; 

and 

Whereas,  the  building  is  fireproof,  two  stories  in  height, 
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i  115  ft.  by  98  ft.  in  area;  OCCUPIED  for  the  manufacture 
I  of  films:  cellar,  10  persons;  1st  story,  55  persons;  2nd 
story,  70  persons ;  roof,  projecting  room  and  film  vaults ; 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
system ;  EXITS :  three  interior  fireproof  stairways,  extend¬ 
ing  trom  the  first  story  to  roof,  enclosed  in  fireproof  parti- 
I  tions,  with  fireproof  doors  at  openings;  an  auxiliary  fire- 
I  proof  stairway  from  first  to  second  story,  open  at  first 
I  story,  enclosed  at  second  story  in  6-inch  terra  cotta  parti¬ 
tions,  with  fireproof  door  at  openings;  and 
Whereas,  the  petitioner  claims  that  Order  No.  69861-LD, 

I  Items  1  and  2,^  refers  to  fireproof  sliding  doors  protecting 
1  openings  in  a  fire  wall,  which  have  been  approved  and  ac¬ 
cepted  by  the  fire  commissioner  and  the  superintendent  of 
i  buildings ;  that  all  other  doors  from  halls  and  rooms  are 
t  fireproof  and  have  been  changed  to  open  outwardly;  that 
j  Order  No.  69861-LD  refers  to  the  easterly  stairway  which 
l  is  already  enclosed  in  fireproof  partitions,  with  fireproof 
doors  at  all  openings,  in  full  compliance  with  the  law;  fur- 
1  thermore,  the  petitioner  contends  that  the  building  is  con- 
‘  structed  and  maintained  in  accordance  with  the  certificate  of 
(  occupancy  now  in  force. 

Resolved .  that  the  board  of  standards  and  appeals  does 
I  hereby  make  a  variation  in  the  requirements  of  the  labor 
I  law,  and  the  petition  be  and  it  hereby  is  granted,  as  to 
,  Order  No.  39861-LD,  only  so  far  as  it  affects  the  first  story, 

S  on  condition  that  the  stairway  in  the  second  story  shall  be 
enclosed  in  hollow  tile  partitions,  equipped  with  self-closing 
1  fireproof  doors,  and  that  the  order  of  the  fire  commissioner, 

1 59860-LD,  be  affirmed,  and  the  petition  as  to  this  order 
‘  be  and  it  hereby  is  denied. 


i  562-30-S. 

‘PETITIONER — Croker  National  Fire  Prevention  En- 
!  gineering  Co.,  for  John  Schwenke,  owner. 

SUBJEC1 — \  ariation  of  the  labor  law  as  cited  in  or¬ 
ders  and  a  decision  of  the  fire  commissioner, 
r  PREMISES  AFFECTED — 719  Hart  street  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire 
department. 

^ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 
Chief  McElligott .  4 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(562-30-S) 

^  V  hereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  John  Schwenke,  owner,  filed  August  26,  1930,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
aw  as  cited  in  the  orders  and  decision  of  the  fire  commis¬ 
sioner  affecting  premises  719  Hart  street,  Brooklyn,  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  June 
.4,  1930  (76676-LD) ,  read: 

“1.  Provide  an  interior  stairway  extending  from  1st 
to  2nd  story  and  a  scuttle  opening  in  roof  2'  by  3'  with 
a  stationary  double  rung  iron  ladder  leading  from  top 
story  to  said  scuttle  as  per  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals.” 

“76677-LD : 

“1.  Arrange  doors  and  windows  opening  upon  course 
of  fire  escape  at  rear  of  building  to  be  fireproof  self¬ 
closing  as  per  Rules  of  the  Board  of  Standards  and 
Appeals. 

“3.  Provide  a  goose  neck  ladder  from  top  balcony 
of  fire  escape  at  rear  of  building  to  roof  as  per  Rules 
of  the  Board  of  Standards  and  Appeals.” 

nd 

!  Whereas,  the  decision  of  the  fire  commissioner,  dated 
August  19,  1930,  reads: 


and 


Re:  719  Hart  Street,  Brooklyn: 

"In  reply  to  your  letter  of  August  12,  1930,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
iru."l  the  requirements  of  Orders  Nos.  76667-LD  and 
‘  6677-LD,  and  that  you  are  unable  to  do  so  due  to  the 
tact  that  the  Board  of  Standards  and  Appeals  will  not 
accept  an  appeal  for  the  reason  that  the  time  limit, 
twenty  days,  had  elapsed,  and  request  dismissal  and  re- 
lssuance  of  the  above  order.  * 

\  ou  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.” 


Whereas,  the  building  is  frame  and  brick,  2  stories  in 
height,  23  ft.  6  in.  by  40  ft.  in  area.  OCCUPIED:  1st  lloor 
manufacturing  of  dresses ;  2nd  floor,  manufacturing  of 
dresses;  16  persons  on  each  floor.  EXITS:  consist  of  a 
44-inch  wide  outside  iron  stairway,  roofed  over  with  cor- 
i  ugated  iron,  leading  from  the  second  story  to  the  rear  yard, 
with  egress  direct  to  street  through  a  4  ft.  wide  passage¬ 
way.  ROOFS  of  adjoining  buildings,  none;  and 
\\  hereas,  the  petitioner  proposes  to  provide  a  fire  escape 
on  the  front  of  the  building,  at  the  north  end  counter-bal¬ 
anced  stairway  to  street  and  gooseneck  iron  ladder  leading 
to  roof;  petitioner  also  proposes  to  fireproof  the  door  lead¬ 
ing  to  the  fire  escape  on  the  second  story  rear,  and  re¬ 
quests  the  acceptance  of  this  proposed  means  of  exit  as  in 
compliance  with  the  orders. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Order  No.  76676-LD,  Item  No.  1,  on  condition  that  the  pres¬ 
ent  rear  iron  stairway  shall  be  maintained  in  structurally 
sale  condition  and  provided  with  a  corrugated  iron  cover 
and  corrugated  iron  sides  up  to  a  height  of  4  ft.  6  in. ;  that 
the  open  yard  of  4  ft.  wide  on  the  south  side  of  the  build¬ 
ing  shall  be  maintained  from  this  rear  fire  escape  to  the 
street ,  that  on  the  front  of  the  building  there  shall  be  erected 
a  labor  law  fire  escape ;  that  Order  No.  76677-LD,  Item 
No.  1,  be  and  it  hereby  is  denied;  and  that  Item  No.  3  of  the 
same  order  be  granted  on  condition;  that  the  building  shall 
be  not  increased  in  height  or  area ;  and  that  the  labor  law 
shall  be  complied  with  in  all  other  respects,  and  that  the 
occupancy  shall  not  exceed  16  persons  above  the  first  story. 


255-22-S. 

PETITIONER — Egan  &  Ittelson,  substituted  for 
Samuel  Rosenblum,  for  Le  Gray  Realty  Co., 
Inc.,  owner. 

SUBJECT  Application  for  reopening — amendment  to 
resolution  re  variation  of  the  labor  law  as  cited 
in  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— 33-35  West  17th  street 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Raphael  Egan. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Petition  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY _ 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 

Chief  McElligott .  '  4 

Negative  . . .  Q 

Absent  . 

THE  RESOLUTION— 


(255-22-S) 

Whereas,  Samuel  Rosenblum,  for  Le  Gray  Realty  Co 
Inc.  owner,  filed  February  21,  1922,  a  petition  with  the 
board  of  standards  and  appeals  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  orders  of  the  fire 
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commissioner,  affecting  premises  33-35  West  17th  street, 
Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  74354-LD.  “1.  The  exterior  screened  stairway 

at  the  rear  does  not  comply  with  the  labor  law  in 
that  the  doors  leading  to  the  stairs  open  inwardly, 
there  is  no  safe  passage  from  the  foot  of  the  stairs 
to  the  street,  and  the  iron-work  has  not  been  scraped 
and  painted.” 

No.  74355-L-D.  “2.  Vestibules  consisting  of  sheet 

metal  have  been  erected  so  as  to  permit  the  doors  to 
open  outwardly  without  obstructing  the  stairways.  This 
work,  however,  cannot  be  accepted  by  this  Bureau 
as  these  vestibules  are  not  of  fireproof  construction.” 

and 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
50  ft.  by  92  ft.  in  area  in  the  1st  story  and  50  ft.  by  86 
ft  in  area  above ;  occupied,  1st  story,  exporters  and  im¬ 
porters ;  2nd  story,  stock  room  of  sweaters,  3  persons;  3rd 
story,  mfr.  ladies’  gowns,  20  persons ;  4th  story,  mfr.  dresses, 
35  persons ;  5th  story,  mfr.  cloaks  and  embroidery,  27  per¬ 
sons  ;  6th  story,  mfg.  cloaks  and  suits,  35  persons ;  7th  story, 
mfg.  cloaks  and  suits,  40  persons;  8th  story,  mfg.  cloaks 
and  suits,  56  persons ;  9th  story,  mfr.  dresses  and  embroidery, 
27  persons;  10th  story,  hand  embroidery  and  mfg.  dresses, 
27  persons;  11th  story,  mfg.  silk  lamp  shades,  50  persons; 
the  means  of  egress  consising  of  an  interior  fireproof  stair¬ 
way  extending  from  the  first  story  to  the  roof,  enclosed  in 
fireproof  partitions,  with  metal  covered  doors  at  the  open¬ 
ings  ;  an  exterior  iron  stairway  on  the  rear  of  the  building 
with  stair  to  main  roof  and  landing  on  extension  roof  in  the 
second  story  with  stair  from  extension  roof  to  yard  of  build¬ 
ing  adjoining  at  the  east;  and 

Whereas,  petitioner  contends  that  he  has  provided  ves¬ 
tibules  at  doors  leading  to  interior  stairways,  the  partitions 
of  said  vestibules  being  covered  with  metal,  the  same  metal 
covering  as  the  metal  covered  doors,  and  that  the  egress 
from  the  exterior  stairway  leads  to  adjoining  yard  and 
thence  to  street,  and  that  the  means  of  egress  should  be 
considered  adequate ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  April  11,  1922,  and  owner,  through  its  attorneys, 
Egan  &  Ittelson,  requested  a  modification  of  this  resolution 
as  to  width  of  treads  and  height  of  risers  of  exterior  stair¬ 
way. 

Resolved,  that  the  .board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Order  74354,  Item  1,  on  condition  that  the  requirements  of 
the  labor  law  be  complied  with  other  than  the  requirement 
as  to  fireproof  passageway  at  the  foot  of  the  stairs  and  the 
width  of  treads  and  height  of  risers,  which  are  permitted 
to  remain  as  they  were  on  April  11,  1922,  and  accepting 
stairway  to  yard  adjoining,  permanent  egress  from  which 
may  be  obtained  through  adjoining  property;  and  granted 
as  to  Order  74355,  Item  2,  on  condition  that  the  occupancy 
be  limited  to  43  persons  per  floor  above  the  first  story. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 
709-30-SA. 

PETITIONER — Silent  Automatic  Corp.,  owner. 


SUBJECT — Silent  Automatic  Burner,,  Model  "B,",  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  William  R.  Wherry. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  referred  to  fire  department  for  test  and 
report. 

710-30-SA. 

PETITIONER — Silent  Automatic  Corp.,  owner. 

SUBJECT — Silent  Automatic  Burner,  Model  “E,”  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  William  R.  Wherry. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar;  referred  to  fire  department  for  test  and 
report. 

535-29-SA. 

PETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  owner. 

SUBJECT — Croker  2j^-Inch  Pressure  Reducing  Valve, 
approval  of. 

APPEARANCES— 

For  Petitioner:  James  A.  McKaigney. 

ACTION  OF  BOARD — Petition  placed  on  reserve 
calendar. 


51 8-29-SA. 

PETITIONER — J.  Berne  Resek,  for  Perfection  Stove 
Co.,  owner. 

SUBJECT — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Temporary  Chairman  Connell,  Com¬ 
missioners  Holland  and  Guilfoyle  and  Deputy 


Chief  McElligott .  4 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(518-29-SA) 

Whereas,  J.  Berne  Resek,  for  Perfection  Stove  Co., 
owner,  filed  August  8,  1929,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  New  Perfection  Oil  Burner,  Type  C;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  November  20,  1930,  recommends 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  New  Perfection 
Oil  Burner,  Type  C,  for  use  in  domestic  installations,  when 
installed  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals  and  in  conformity  with  the  report 
of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  6:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  che  building  zone  resolution,  desire 
copies  of  Form  7NO.  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press.  176  Park  Row.  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  ta 
be  supplied  by  mail. 
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PROPOSED  AMENDMENTS  TO  “STANDPIPE”-“FIRELINE”  RULES 


[281-22-SR] 

.  NOTICE  is  HEREBY  GIVEN  that  a  public  hear¬ 
ing  will  be  held  by  the  board  of  standards  and  appeals  on 
Friday,  January  9,  1931,  at  2  p.  m.,  Room  1013,  Munic¬ 
ipal  Building,  on  proposed  amendments  to  “Standpipe”— “Fire 
Line”  Rules. 

Matter  in  italics  is  new.  Matter  in  [  ]  to  be  omitted. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
least  20  feet  above  the  level  of  the  roof.  When  the  area 
of  a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  ft.  above  the  level 
of  the  pent  house  roof.  [In  existing  standpipe  equipment 
the  bottom  of  the  gravity  standpipe  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story.] 

Rule  91.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Com¬ 
missioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  -be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner,  and  ex¬ 
cept  that  all  such  fire  line  systems  shall  have  or  be  provided 
with  the  following: 

1.  Roof  gravity  tank  shall  have  a  reserve  of  approxi¬ 
mately  3,500  gallons  for  fire  line. 

[2.  The  bottom  of  the  gravity  tank  shall  be  not  less  than 
20  feet  above  the  hose  outlet  in  the  highest  story.] 

3.  A  4-inch  emergency  drain  with  gate  valve. 

4.  House  lines  taken  from  outside  of  tank. 

5.  Tank  properly  heated  and  provided  with  overflow 


20.  The  bonnets  or  caps  of  all  Siamese  or  tank  check 
valves  which  have  been  in  the  fire  lines  for  at  least  ten 
years,  where  practicable,  shall  be  removed  and  the  interior  of 
valve  cleaned  of  all  rust  or  other  accumulations.  The  body 
of  the  valley  shall  then  be  given  a  good  coat  of  red  lead  and 
linseed  oil. 

Rule  93. 

Specifications  and  Performance  Requirement?  for 
Adjustable  Pressure  Reducers  for  Use  At  2^-Inch 
Hose  Outlets  of  Standpipe  Systems. 


6.  Tank  shall  not  be  fed  through  fire  line. 

7.  Tank  to  be  fed  at  not  less  than  65  gallons  a  minute 
by  pump  or  direct  city  connection. 

8.  An  iron  ladder  of  substantial  construction,  properly 
braced,  extending  to  top  of  tank. 

9.  At  least  one  gate  valve  at  the  downstream  side  of 
tank  check  unless  a  gate  valve  has  been  installed  on  either 
side  of  check. 

10.  Hose  valves  and  hose  not  less  than  2r/2  inches  in 
?ood  serviceable  condition.  No  automatic  hose  valves  per- 
nitted. 

11.  Wheel  of  hose  valve  within  6  ft.  6  in.  of  stair  land- 
ng  or  of  steps  within  2  ft. 

12.  An  open  or  automatic  ball  drip  between  the  Siamese 
:heck  and  Siamese. 

13.  Approved  3  in.  x  3  in.  Siamese,  with  approved  caps 

14.  The  words  “STANDPIPE”  cast  in  the  body  of 
he  valve,  or  on  metal  plates  secured  to  Siamese  riser,  or 
ecured  to  face  of  building  behind  the  Siamese. 

15.  The  Siamese  street  riser,  wall  collars  and  caps  painted 

Fire  Department  red. 

16.  Outlet  pressure  reducers  on  all  hose  outlet  valves 
vhere  the  pressure  exceed  50  lbs.  per  square  inch. 

17.  In.  factory  or  other  buildings  of  hazardous  use,  where 
he  fire  lines  are  not  within  a  protected  stair  enclosure  and 
lay  be  subjected  to  fire  exposure  because  of  such  location, 
hey  shall  be  protected  by  asbestos  covering,  wire  lath 
nd  cement,  or  terra  cotta  blocks  as  described  in  these 
ules. 

18.  Fire  lines  shall  be  protected  from  freezing  as  speci- 
ed  in  these  rules. 

19.  The  tank  shall  be  provided  with  a  high  and  low 
ater  electric  alarm,  except  where  there  is  an  automatic 
lling  pump  installed. 


These  valves  are  for  use  at  outlets  for  2y2-inch  hose  on 
standpipe  systems  to  permit  securing  adjustment  of  the  water 
pressure  in hose  and  at  nozzles  as  is  required  in  the  Standpipe 
Rules  of  the  Board. 

1.  The  body  and  working  parts  of  the  valve  shall  be  of 
brass  or  bronze  of  a  quality  and  thickness  satisfying  the 
hydrostatic  pressure  test  requirement  given  below  and  corro¬ 
sion-resisting.  A  bronze  of  not  less  than  83  per  cent  copper 
and  5  per  cent  tin  and  of  not  more  than  7  per  cent  zinc  and 
not  more  than  3  per  cent  lead  will  be  judged  to  furnish  ac¬ 
ceptable  corrosion  resistance. 

2.  Threaded  parts  for  connection  to  hose  couplings  shall 

conform  to  the  New  York  Fire  Department  thread  for  2TA- 
mch  fire  hose.  ' 

3.  The  design  shall  provide  that  the  friction  loss  shall  not 
exceed  10  lbs.  when  the  valve  is  in  the  full  open  position  and 
is  discharging  not  less  than  200  gallons  per  minute. 

J'  Jl  ■!ialJne  possible  t0  operate  the  adjustable  means 
through  its  full  range  by  means  of  a  regulation  Fire  Depart¬ 
ment  goose-neck  spanner  wrench  or  manually  zvhen  subject 
to  an  upstream  hydraidic  pressure  of  500  lbs.  per  square  inch. 

O  The  valve  shall  withstand  without  fracture  or  excessive 
leakage  the  application  for  30  minutes  of  an  internal  hydro¬ 
static  pressure  of  at  least  1,250  lbs.  per  square  inch. 

6  It  shall  be  possible  to  secure  all  movable  exterior  parts 
f  the  valve  which  affect  the  pressure  adjustment  so  that  the 
adjustment  will  be  not  altered  accidentally  or  by  tampering 
until  out  giving  evidence,  of  the  alteration.  It  shall  be  pos- 
sible  to  readily  accomplish  any  desired  adjustment  within  the 
range  specified  below  by  the  use  of  a  regulation  Fire  Depart¬ 
ment  spanner  wrench. 

Jl);  Ttle  mealts  shaU  provide  that  the  waterway 

within  the  body  of  the  valve  shall  be  not  less  than  2  5  square 

inches  m  area  when  in  full-open  position  and  not  more  than 
0  o  square  inch  zvhen  in  the  fully  reduced  position.  Betzveen 
these  positions  there  shall  be  not  less  than  13  positions  of  the 
^assure  adjusting  means  at  each  of  which  a  positive  pressure 

Jf  Jl°n  sh.f[Tbe  Earned.  Each  such  position  shall  be  indi¬ 
cated  by  suitable  markings  or  equivalent  means 

/tightening  vanes  of  brass  or  bronze,  at  least  No 
14  B&S  gauge  m  thickness  shall  be  placed  in  the  dozvn-stream 
oi  discharge  part  of  the  valve. 

9.  The  valve  shall  be  marked  so  that  it  may  be  identified 
after  installation  to  shozv  a  registered  name  or  trade-mark 
Jnn  J  fVXJ  the  Calendar  Number  assigned  to  it  by  the 

aid  °f  Standards  and  Appeals  and  the  registered  symbol 

shall  bell  JJ  d  P  teShn9,  agCnCy ■  These  things 
Jl  beJ,n  lettys  and  figures  at  least  %  inch  high 

10.  The  valve  shall  be  so  marked  as  to  clearly  indicate 
zvhen  it  is  installed  the  upstream  pressure  producing  50  Ibz 
pressure  at  its  discharge  according  to  adjustment  at  which  it 
is  set.  as  specified'  in  paragraph  6  of  these  Rules  Theze 
makings  shall  hem  letters  and  figures  at  least  %  inch  high 

°f  SfTdn;ds  and  appeals  hereby  serves  notice 
m  approvals  granted  hereunder  are  subject  to  amendment z 
y  hyitahons  as  and  wherever  in  its  opinion  service  condi¬ 
tions  in  biddings  may  require. 
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APPROVED  APPLIANCES 

Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner 


Calendar  No. 


A.  B.  C.  Oil  Burner . 

A.  B.  C.  Oil  Burner,  Type  H . 

Aetna  Automatic  Oil  Burner . 

Aladdin  Oil  Burner . 

Alexander  Oil  Burner . 

Arcoil  Heat  Machine . 

Baker  Automatic  House  Heating  Burner 
Baker  Oil  Burner,  Model  L,  Gun  Type.. 
Ballard  Super  Domestic  Oil  Burner.... 

Bayard  Domestic  Fuel  Oil  Burner . 

Berggren  Oil  Burner . 

Bettendorf  Oil  Burner . 

Braden  Automatic  Fuel  Oil  Burner.... 

Caloroil  Burner — Type  AA . 

Carborundum  Burner . 

Carter-Korth  . 


1295-24-SA 
684-29-SA 
1547-23-SA 
298-26-SA 
65-28-SA 
632-26-SA 
1323-22-SA 
404-29-SA 
939-24-SA 
1184-22-SA 
764-26-SA 
731-28-SA 
322-30-SA 
1361-24-SA 
571-29-S A 
54-30-SA 


Century  Oil  Burner . 

Challenger  Kleen  Heat  Burner,  Series  No.  100 

Combustion  Fuel  Oil  Burner . 

Combustion  Fuel  Oil  Burner,  Type  B . 

Commonwealth  Oil  Burner . 

Crescent  Oil  Burner . 

Crown  Oil  Burner,  Type  XA . 

Crystal  Blue  Flame  Oil  Burner . 

Dahl  Vaporizing  Oil  Burner . 

Dist-o-matic  Oil  Burner . 

Doherty  Oil  Burner . 

Eisler  Automatic  Oil  Burner . 

Electrol  Automatic  Oil  Burner . 

Electromatic  Oil  Burner . 

Espo  Oil  Gas  Burner . 


157-28-SA 

813-28-SA 

1105-22-SA 

295-29-SA 

348-28-SA 

222-29-SA 

426-29-SA 

423-29-SA 

915-26-SA 

663-28-SA 

943-26-SA 


481-27-SA 
259-25- S A 
003-29-SA 
1431-23-SA 


Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O -  1094-27-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  4i-30-SA 


Gar  Wood  Oil  Burner . 

Gill  Oil  Burner . 

Goodspeed  Automatic  Oil  Burner . 

Gulf  Oil  Burner . 

Hardinge  Oil  Burner  and  Pump  Set . 

Hart  Automatic  Oil  Burner . 

Hart  Automatic  Oil  Burner,  Model  Series  “DO” 
Heatiator  Oil  Burner . 

Hercules  Oil  Burner . 

Holby  Type  A  Fuel  Oil  Burner . 

Homer  Domestic  Oil  Burner . 

Improved  Kres-Kno  Oil  Burner . 

International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner.... 

Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

Kleen  Heet  Oil  Burner . 


373-30-SA 
1231-23-SA 
957-27-SA 
382-26-SA 
813-25-SA 
1162-24-SA 
595-29-SA 
1346-23-SA 
510-29-SA 
688-29-SA 
1211-25-SA 
591-29-SA 
1305-24-SA 
938-22-S A 
852-26-SA 
846-25-SA 
62-24-SA 


Name  of  Burner  Calendar  No. 

Kres-Kno  Oil  Burner .  443-28-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  .  544-29- S A 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Model  “G”  Nokol  Burner .  801-28-SA 

Morrissey  Oil  Burner .  6i3-27-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Heater .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Pascoe  Oil  Burner  and  Pump  Set .  1029-26-SA 

Petrc  Domestic  Burner .  161-26-SA 

Petro  Burner,  Model  O .  78-28-SA 

Piatt  Oil  Burning  Water  Heater .  737-29-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rickard  Oil  Burner .  1011-27-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Security  Oil  Burner .  56-28-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Socony  Arrow  Oil  Burner  Pump  and  Fan  Set  1191-24-SA 

Stroud-in-the-Door  Burner .  129-27-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D  ’ .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Torridheat  Oil  Burner .  63-28-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vesta  Oil  Burner .  451-26-SA 

Victory  Oil  Burner .  320-30-SA 

/olcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner  Pump  and  Fan  Set .  1155-25-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner  and 

Williams  Oil-o-matic,  Jr .  918-22-SA 

Winslow  Industrial  Burner .  19-23-SA 
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RESERVE  CALENDAR 

BOARD  OF  STANDARDS  AND  APPEALS. 

Administrative  Applications. 


1029- 27- A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

374-29-A — 11  East  24th  street,  Whitestone,  Borough  of 
Queens. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1173-22-SA — Anti-Syphon  Valve,  approval  of. 

1230-22-SA— Thermostats  for  Automatic  Fire  Alarm  Sys¬ 
tems,  approval  of. 

1249-22-S A — Coen  Oil  Burner,  approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valv«, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank,  approval 
of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

443-23-S A — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

052-23-S A— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1248-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

492-24-SA— Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

755-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

1016-24-SA — Milnes  Oil  Burner,  approval  of. 

1142-34-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of 

1359-24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1500-24-SA— Smolensky  Check  Valve,  approval  of. 

1263- 25-SA — Phister  Carbon  Tetrachloride  Fire  Extinguish¬ 

er,  approval  of. 

1264- 25-SA — Koerting  Gear  Pump,  approval  of. 

1346-25-SA — Palmer  Gravity  Lock,  approval  of. 

353-26-SA — Signal  Weatherproof  Bells,  approval  of, 

364-26-SA — Kork-n-Seal,  approval  of. 

397-26-SA— Worthington  Triplex  Vertical  Power  Pump, 
approval  of. 

484-26-SA — Protectoseal  Cover,  approval  of. 

890-26- S A — Pyrolithic  Fl^or  and  Ceiling  Construction,  ap¬ 
proval  of. 

tlO-27-SA  —  Wilbur  Extinguisher,  approval  of. 


187-2i-SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 
53i-2<-SA  Leader  Gas  Shut-Off  Valve,  approval  of. 
814-2. -SA  Elkhart  Flush  Type  Siamese,  approval  of. 
955-27-SA— Cook’s  Automatic  Oil  Burner,  approval  of. 
977-27 -S A — Romec  Rotary  Pump,  approval  of. 

1162-27-SA— Allen’s  Recessed  Fire  Department  Standpipe 
Siamese  Connection,  approval  of. 

313-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

511-28-SA— Genuine  Detroit,  Type  “S,”  Anti-Syphor 
Valve,  approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

765-28-SA — Keuka  Oil  Burner,  anproval  of. 

958-28-SA — N.  D.  T.  Fire  Gong  Control  Panels,  approval 

of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

380-29-SA— Kennedy  2^-Inch  Hose  Outlet  Valve  Tyne 
“A,”  approval  of. 

421-29-S  Auroco  Gasoilator  Oil  Burner,  approval  of. 

535-29-S A: — Croker  2J4-Inch  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

195-30-SA— Simplex  Water  Pressure  Reducing  Valve,  ap¬ 
proval  of. 

231- 30-SA—  Pratt  &  Cady  Class  “A”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

232- 30-SA— Pratt  &  Cady  Class  “B”  2^-Inch  Hose  Out¬ 

let  Valve,  approval  of. 

260-30-SA — Scranton  Steam  Pumps,  approval  of. 

291-30-SA— Dempsey  No.  4  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

315-30-SA — Shill  Oil  Burner,  approval  of. 

3o9-30-SA — 'Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

367-30-SA — Kreager  Oil  Burner,  approval  of. 

372-30-SA— International  Mechanical  Draft  Oil  Burner,  ap¬ 
proval  of. 

394-30-SA  The  Oronoque  Oil  Burner,  approval  of. 
446-30-SA— Simplex  Domestic  Oil  Burner,  Type  P.A.,  ap¬ 
proval  of. 

494-30-SA— Holtzer-Cabot,  Type  PC  and  Type  PS,  Fire 
Alarm  Systems,  approval  of. 

509-30-SA  Enco  Mechanical  Oil  Burner,  approval  of. 
563-30-SA — Shepard  Oil  Burner,  approval  of. 

568-30-SA — Tuthill  Fuel  Oil  Pump,  Model  L,  approval  of. 
600-30-SA — Silent  Glow  Oil  Burner,  Model  G,  approval  of. 
612-30-SA — Victor  Oil  Burner,  approval  of. 

624-30-SA— Sunway  Oil  Burner,  approval  of. 

670-30- A — Laco  Oil  Burner,  Model  NL,  approval  of. 

709- 30-SA— Silent  Automatic  Burner,  Model  “B,”  approval 

of. 

710- 30-SA— Silent  Automatic  Burner,  Model  “E,”  approval 

of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  ana 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 


Cases  pending  December  31,  1929 .  392 

Cases  filed  up  to  December  24,  1930 .  754 


Restored  to  calendar . 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification. . 

Requests  to  rescind . 

Requests  for  extension  of  time . 


Requests  for  extension  of  permit.. .  4 

Requests  for  mechanical  installation* .  0 

Requests  for  approval  of  plans .  36 

Administrative  requests .  0 

Requests  for  interpretation. . . 1 

Total  .  1669 

Disposed  of .  1258 

Cases  pending  December  24,  1930 .  411 


DISPOSITION  OF  CASES. 


Withdrawn  .  175 

Dismissed .  38 

Denied  .  209 

Granted  .  2 

Granted  on  condition .  345 

Appliances  approved .  30 

Appliances  dismissed,  disapproved  or  withdrawn .  6 

Rules  approved .  2 

Rules  disapproved  or  rescinded .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  207 

Requests  to  reopen  denied .  35 

Requests  to  amend  granted .  13 

Requests  to  amend  denied .  2 

Requests  for  modification  granted .  47 

Requests  for  modification  denied .  13 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied .  1 

Requests  for  extension  of  time  granted .  78 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  4 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  36 

Plans  disapproved .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  1 

Requests  withdrawn  or  dismissed .  10 


Total  .  1258 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Room  1001.  Municipal  Building, 

New  York  City. 
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